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PREFACE 


The Tide Us( of Documents Made Publiciv A vailahle is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC) This information includes 
( 1 ) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency As used here. 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there arc title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Applicaiion/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

• N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U . Congressional/ execu live correspondente 

V. Licensing operators and related correspondence 
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W Decommissioning stage documents and (.orrespondcnce 

\ Onsite !o\s-le\el wastes storage 

Appendix A sets forth those categories and describes the maienals available in each Omission of a caicgorv in the 
listing for a docket indicates that no documents in that category were filed in the time period ot the report 

The principal elements of the entries in the list arc 

P Operating license stage documents & correspondence 

O 

820309002S Responds to 820201 Itr requesting documents re environ quail hcation ot 
electrical equipment. All nonpropnetarv repis will be provided to Franklin Research 
Ctr by 820408 Proprietary repts will be provided to NRC b> 820510. 

MILLS, L M Tennessee Valley Authority. (^ 82/03/04 VASSALLO, D 13 
Operating Reactors Branch 2 Ip 1216:254 24\Fiche 50-259,82/03^04, 

8203090028 ^ t ^ | 

© © © © 

1 NRC/PDR Document category (see Appendix A) 

2 NRC Accession Number (year, month, day, and sequence number of item). 

3 Description of information contained in the document. 

4 Personal auihor(s) An asterisk in this position indicates that there is no personal author 

5 Corporate, agency or nonmdividual source 
6. Date of document described 

7 Recipient of document and NRC or corporate affiliation 

8 Pages in this document 

9 The NRC 48X microfiche designation for this document. This five-digil portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files 

10 This three-digit portion of this entry is the number of the frame on which this document starts. 

1 1 The 24X Ftche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche 

12 If this space is blank, the document is available to the public only in the NRC Public Document Room. 1717 FI 
St . N W., Washington, D C 20555 If this space is filled, ii gives other sources for copies of the document 
The entry may be “Available at NRC” for sale, “Available at NTIS": or “Available at GPO.” 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items, 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. In general, 
indented items are not m accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear m the last line of the item following entry 5 

noni)(x:keted items 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. Tliese categories and their symbols are 

lOCFR — Commission Meeting Records 

ACRS - Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISC LOSURE — Financial Disclosure Information 

fOlA - Freedom of Information Act Requests and Releases 

CjEN TECH IS — Generic Technical Issues 
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I&E— Inspection and Enforcement 

MISC — f^ublic Document Room Miscellaneous 

NURECj — NUREG Reports and Related Correspondence 

ORG •— Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition lor Rulemaking 

PROJ — Projects— Predockel Licensing 

PT2I — Noncompliance Reports and Related Correspondence 

OA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG - State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NU REG Series 
WASTE MGT - Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each, Omission of a category m the 

listing for a docket indicates that no documents m that category were filed in the lime period of the report. 


The principal elements of the nondocketed items are; 

NUREG— NUREG Reports and Related Correspondence 

© 

8203 NUREG/CR-1672 V02 

I RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NU REG/CR- 1 262. NU REG/CR- 1 376* NU REG/CR- 1377, NU REG/ CR- 1 397 & 
NUREG/CR-I608. 

(^STEVENS, C.A.. FULLWOOD. R.A.. BASIN. S L Science ApplicationsTlnc. 

B-6694. SAI-262-8I-PA. 82/02/28. Division of Risk Analysis. 
tZ/l23p. AvailableatNRC.I$6.00. ^12176:21,7. 

(u) (ilj ©©@(lb 




1. Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (If any). If the document has a secondary report number, it will appear 
following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described . 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

13. Price for which NRC sells the document. 
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14. The NRC 48X microfiche dcsigiuiiion for this document This five-digit portion of this entry is the number o( 
the microfiche LOpv of 'his document thai is available to NRC staff who have access to 48X microfiche files 

15. This three-digit portion ot this entrv is the number of the frame on which this doeument starts 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1. The address for NRC is 

Director 

Division of Technical Information and Document Control 
US Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superimendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301) 492-9530 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order Publica- 
tions can be charged to American Express credit cards: supply the chargecard number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274, When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication areas follows: (I) paper to paper is$0 05 per page except for oversized documents and engineering 
drawings, which vary from S0.50 to $1 ,00 per square foot; (2) microform to paper is $0,05 a page for pages on 
microfiche and is $0,20 a square fool for a full-size print or $0,25 for a reduced-size print (18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0, 10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-94 1 -801 8. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

Low Level Radwaste Disposal Sites — Docket 27 


40-8585 

Wyoming Mineral Corp , Lakewood, CO 

6 

27-039 

Sheffield, IL. U S Ecology, Inc 

1 

40-8586 

Kerr-McGee Nuclear Corp , 

6 





Oklahoma City. OK 


27-047 

Barnwell. SC, Chem-Nuclear Systems, Inc 

1 

40-8602 

Silver King Mines, Inc , Casper, WY 

6 

27-048 

Richland. WA, U S Ecology, Inc 

1 

40-8647 

Kerr-McGee Nuclear Corp , 

6 

Domestic Licensing of Source Materia! — Docket 40 



Oklahoma City, OK 


40-0299 

Union Carbide Corp , Grand Junction, CO 

1 

40-8663 

Nuclear Dynamics, Inc , Phoenix, AZ 

6 

40-0481 

American Bearing Co., Indianapolis, IN 

2 

40-8674 

Plateau Resources, Ltd., Grand Junction, CO 

6 

40-0672 

Nuclear Metals, Inc., Concord, MA 

2 

40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 

6 

40-1162 

Western Nuclear, Inc., Jeffrey City, WY 

2 

40-8684 

Western Nuclear, Inc , Lakewood, CO 

6 

40-1341 

Tennessee Valley Authority, Chattanooga, TN 

2 

40-8698 

Plateau Resources, Ltd., Grand Junction, CO 

6 

40-1478 

Spencer Chemical Co,, Kansas City. MO 

2 

40-8727 

Kerr-McGee Nuclear Corp , 

7 




Oklahoma City, OK 


40-2061 

Kerr-McGec Chemical Corp , 

2 





Oklahoma City, OK 


40-8745 

Ogle Petroleum, Inc., Casper, WY 

7 

40-2259 

Pathfinder Mines Corp., Riverton. WY 

3 

40-8760 

Edlow International Co , Washington, DC 

7 

40-3392 

Allied Chemical Corp , Morristown, NJ 

3 

40-8768 

Kerr-McGee Nuclear Corp , 

7 




Oklahoma City, OK 


40-3453 

Atlas Minerals, Inc , Denver, CO 

3 

40-8781 

Teton Exploration Drilling Co , Inc., 

7 

40-4492 

Federal- American Partners, Riverton, WY 

4 


Casper, WY 


40-6329 

Catholic Univ. of America, Washington, DC 

4 

40-8783 

Uranerz USA, Inc , Casper, WY 

7 

40-6622 

Pathfinder Mines Corp , Shirley Basin, WY 

4 

40-8786 

Uranium Resources, Inc , Richardson, TX 

7 

40-6659 

Getty Oil Co.-Pctrotomic,s Co.. 

4 

40-8820 

AMAX Environmental Services, Inc , 

7 


Shirley Basin, WY 



Golden, CO 


40-6920 

Automation Industires, Inc , Phoenixville, PA 

4 

40-8824 

Target Research, Inc , Wharton, NJ 

7 

40-6940 

Kawceki Bcrylco Industries, Inc , 

Boyertown, PA 

5 

40-8829 

Wyoming Fuel Co,, Lakewood, CO 

7 

8 



40-8830 

Honeywell. Inc , Hopkins, MN 

40-7455 

Whittaker Metals, Los Angeles, CA 

5 






Domestic Licensing of Production and Utilization Facilities— » 


40-8027 

Ken -McGee Nuclear Corp , 

Oklahoma City, OK 

5 

Docket 50 


8 



50-2 

Univ, of Michigan Research Reactor 

40-8084 

Rio Algom Corp., Moab, UT 

5 

50-3 

Indian Point Station, Unit 1 

8 

40-8102 

Exxon Co., USA, Houston, TX 

5 

50-5 

Pennsylvania State Univ. Research Reactor 

9 

40-8107 

Army, Dept, of, Sacramento, CA 

5 

50-10 

Dresden Nuclear Power Station, Unit 1 

9 

40-8452 

Bear Creek Uranium Co., Casper, WY 

5 

50-13 

Babcock & Wilcox Co. Critical Facility 

10 

40-8502 

Wyoming Mineral Corp., Lakewood, CO 

5 

50-18 

Vallecitos Boiling Water Reactor 

10 

40-8584 

Minerals Exploration Co., Los Angeles, CA 

6 





ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-20 

Massachusetts Institute of Technology' 

10 

50-249 

Dresden Nuclear Power Station, Unit 3 

36 


Research Reactor 








50-250 

Turkey Point Plant, Unit 3 

39 

50-29 

Yankee-Rowe Nuclear Power Station 

10 







50-251 

Turkey Point Plant, Unit 4 

41 

50-30 

Plum Brook Research Reactor Facility 

1 1 







50-254 

Quad-Cities Station, Unit 1 

44 

50-54 

Union Carbide Research Reactor 

11 







50-255 

Palisades Nuclear Plant 

46 

50-62 

Univ of Virginia Research Reactor 

12 







50-259 

Browns Ferry Nuclear Power Station, Unit 1 

47 

50-70 

General Electric Test Reactor 

12 







50-260 

Browns Ferry Nuclear Power Station, Unit 2 

52 

50-72 

Univ of Utah Research Reactor 

12 







50-261 

H. B. Robinson Plant, Unit 2 

55 

50-73 

General Electric Nuclear Test Reactor 

12 







50-262 

Brigham Young Univ. Research Reactor 

57 

50-«3 

Uiuv of Florida Training Reactor 

12 







50-263 

Monticello Nuclear Generating Plant 

58 

50-113 

Uiuv, of Arizona Research Reactor 

12 







50-264 

Dow Chemical Co 

59 

50-123 

Uaiv of Missouri Research Reactor 

13 







50-265 

Quad-Cities Station, Unit 2 

59 

50-133 

Humboldt Bay Power Plant, Unit 3 

13 







50-266 

Point Beach Nuclear Plant, Unit 1 

61 

50-139 

Univ of Washington Research Reactor 

14 







50-267 

Fort St Vrain Nuclear Generating Station 

64 

50-142 

UCLA Training Reactor 

14 







50-269 

Oconee Nuclear Station, Unit 1 

67 

50-146 

SdXton Nuclear Expeninenlal Facility 

15 







50-270 

Oconee Nuclear Station, Unit 2 

69 

50-155 

Big Rock Point Nuclear Plant 

15 







50-271 

Vermont Yankee Nuclear Power Station 

70 

50-156 

Univ of Wisconsin Research Reactor 

17 







50-272 

Salem Nuclear Generating Station, Unit 1 

72 

50-166 

Uiuv of Maryland Research Reactor 

17 







50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

74 

50-170 

National Naval Medical Center 

17 







50-277 

Peach Bottom Atomic Power Station, Unit 2 

81 

50-171 

Peach Bottom Atomic Power Station, Unit 1 

17 







50-278 

Peach Bottom Atomic Power Station, Unit 3 

83 

50-182 

Purdue Univ Research Reactor 

17 







50-280 

Surry Power Station, Unit 1 

85 

50-185 

Plum Brook Reactor— Mock-up 

17 







50-281 

Surry Power Station, Unit 2 

88 

50-201 

West Valley Reprocessing Plant 

17 







50-282 

Prairie Island Nuclear Station, Unit 1 

91 

50-206 

San Onofre Nuclear Station, Unit 1 

18 







50-285 

Fort Calhoun Station, Unit 1 

93 

50-213 

Haddam Neck Plant 

21 







50-286 

Indian Point Station, Unit 3 

94 

50-219 

Oyster Creek Nuclear Power Plant 

23 







50-287 

Oconee Nuclear Station, Unit 3 

97 

50-220 

Nine Mile Point Nuclear Station, Unit i 

26 







50-289 

Three Mile Island Nuclear Station, Unit 1 

99 

50-223 

Univ. of Lowell Research Reactor 

28 







50-293 

Pilgrim Nuclear Power Station, Unit 1 

105 

50-224 

Univ. of California Research Reactor 

28 







50-295 

Zion Nuclear Power Station, Unit 1 

108 

50-225 

RPI Critical Experiment 

28 







50-296 

Browns Ferry Nuclear Power Station, Unit 3 

no 

50-237 

Dresden Nuclear Power Station, Unit 2 

28 







50-298 

Cooper Nuclear Station 

114 

50-238 

Nuclear Ship Savannah 

31 







50-301 

Point Beach Nuclear Plant, Unit 2 

116 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

31 







50-302 

Crystal River Nuclear Plant, Unit 3 

118 

50-245 

Millstone Nuclear Power Station, Unit 1 

32 







50-304 

Zion Nuclear Power Station, Unit 2 

120 

50-247 

Indian Point Station, Unit 2 

34 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50-305 

Kewaunee Nuclear Power Plant 

123 

50-358 

William H Zimmer Nuclear Station, Unit 1 

235 

50-306 

Prairie Island Nuclear Station, Unit 2 

125 

50-361 

San Onofre Nuclear Station. Unit 2 

236 

50-309 

Maine Yankee Atomic Power Plant 

126 

50-362 

San Onofre Nuclear Station, Unit 3 

239 

50-3 1 1 

Salem Nuclear Generating Station, Unit 2 

128 

50-364 

Joseph M Farley Nuclear Plant, Unit 2 

242 

50-312 

Rancho Seco Nuclear Generating Station 

130 

50-366 

Edwin I Hatch Nuclear Plant, Unit 2 

245 

50-313 

Arkansas Nuclear One, Unit 1 

133 

50-368 

Arkansas Nuclear One, Unit 2 

248 

50-315 

Donald C, Cook Nuclear Power Plant, Unit 1 

136 

50-369 

William B. McGuire Nuclear Station, Unit 1 

251 

50-316 

Donald C Cook Nuclear Power Plant, Unit 2 

139 

50-370 

William B. McGuire Nuclear Station, Unit 2 

253 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

142 

50-373 

LaSalle County Station, Unit 1 

255 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

144 

50-374 

LaSalle County Station, Unit 2 

258 

50-320 

Three Mile Island Nuclear Station, Unit 2 

147 

50-382 

Waterford Generating Station, Unit 3 

261 

50-321 

Edwin I, Hatch Nuclear Plant, Unit 1 

151 

50-383 

Waterford Generating Station, Unit 4 

266 

50-322 

Shoreham Nuclear Power Station 

153 

50-387 

Susquehanna Steam Electric Station, Unit 1 

266 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

164 

50-388 

Susquehanna Steam Electric Station, Unit 2 

269 

50-324 

Brunswick Steam Electric Plant, Unit 2 

169 

50-389 

St. Lucie Plant, Unit 2 

272 

50-325 

Brunswick Steam Electric Plant, Unit 1 

172 

50-390 

Watts Bar Nuclear Plant, Unit 1 

275 

50-327 

Sequoyah Nuclear Plant, Unit 1 

175 

50-391 

Walts Bar Nuclear Plant, Unit 2 

278 

50-328 

Sequoyah Nuclear Plant, Unit 2 

177 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

281 

50-329 

Midland Plant, Unit 1 

179 

50-396 

Univ. of Virginia Cavalier Reactor 

283 

50-330 

Midland Plant, Unit 2 

186 

50-397 

WPPSS Nuclear Project, Unit 2 

283 

50-331 

Duane Arnold Energy Center 

193 

50-400 

Slicaron Harris Nuclear Power Plant, Unit 1 

286 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

195 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

294 

50-334 

Beaver Valley Power Station, Unit 1 

197 

50-402 

Shearon Harris Nuclear Power Plant, Unit 3 

299 

50-335 

St Lucie Plant, Unit 1 

199 

50-403 

Shearon Harris Nuclear Power Plant, Unit 4 

300 

50-336 

Millstone Nuclear Power Station, Unit 2 

202 

50-407 

Univ. of Utah Research Reactor 

300 

50-338 

North Anna Power Station, Unit 1 

204 

50-409 

La Crosse Boiling Water Reactor 

300 

50-339 

North Anna Power Station, Unit 2 

207 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

302 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

210 

50412 

Beaver Valley Power Station, Unit 2 

303 

50-344 

Trojan Nuclear Plant 

212 

50413 

Catawba Nuclear Station, Unit 1 

305 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

214 

50414 

Catawba Nuclear Station, Unit 2 

312 

50-348 

Joseph M, Farley Nuclear Plant, Unit 1 

217 

50416 

Grand Gulf Nuclear Station, Unit 1 

317 

50-352 

Limerick Generating Station, Unit 1 

221 

50417 

Grand Gulf Nuclear Station, Unit 2 

323 

50-353 

Limerick Generating Station, Unit 2 

227 

50423 

Millstone Nuclear Power Station, Unit 3 

326 

50-354 

Hope Creek Nuclear Station, Unit 1 

232 

50424 

Vogtle Electric Generating Plant 

328 

50-355 

Hope Creek Nuclear Station, Unit 2 

234 

50-425 

Vogtle Electric Generating Plant 

331 
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Dock&t 

Name 

Page 

Docket 

Name 

Page 

STN-50-437 

Floating Nuclear Plant 

333 

STN-50-498 

South Texas Project, Unit i 

393 

50-438 

BellefonCe Nuclear Plant, Unit t 

333 

STN-50-499 

South Texas Project, Unit 2 

394 

50 439 

Bellefontc Nuclear Plant, Unit 2 

336 

50-500 

Davis-Besse Nuclear Power Station, Unit 2 

395 

50-440 

Perry Nuclear Power Plant, Unit I 

338 

50-501 

Davis-Besse Nuclear Power Station, Unit 3 

395 

50-441 

Perry Nuclear Power Plant, Unit 2 

342 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

395 

50-443 

Seabrook Nuclear Station, Unit 1 

346 

STN-50-509 

WPPSS Nuclear Project, Unit 5 

399 

50-444 

Seabrook Nuclear Station, Unit 2 

349 

50-513 

WPPSS Nuclear Project, Unit 4 

401 

50-445 

Comanche Peak Steam Electric Station, 

351 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

403 


Unit 1 


50-515 

Pebble Springs Nuclear Plant, Unit 2 

403 

50-446 

Comanche Peak Steam Electric Station, 

356 





Unit 2 


STN-50-518 

Hartsville Nuclear Plant, Unit 1 

404 

STN-50-447 

GESSAR-238 

361 

STN -50-5 19 

Hartsville Nuclear Plant, Unit 2 

404 

STN-50-454 

Byron Station, Unit 1 

361 

STN -50-520 

Hartsville Nuclear Plant, Unit 3 

404 

STN-50-455 

Byron Station, Unit 2 

365 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

404 

STN-50-456 

Braidwood Station, Unit 1 

368 

50-522 

Skagit Nuclear Power Project, Unit 1 

404 

STN-50-457 

Braidwood Station, Unit 2 

370 

50-523 

Skagit Nuclear Power Project, Unit 2 

405 

50-458 

River Bend Station, Unit 1 

373 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

406 

50459 

River Bend Station, Unit 2 

376 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

409 

50-460 

WPPSS Nuclear Project, Unit 1 

378 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

412 

50461 

Clinton Power Station, Unit 1 

381 

50-537 

Clinch River Breeder Reactor 

415 

50462 

Clinton Power Station, Unit 2 

383 

50-538 

Memphis State Univ. Research Reactor 

415 

50463 

Fulton Generating Station, Unit 1 

383 

STN-50-546 

Marble Hill Nuclear Station, Unit I 

415 

50464 

Fulton Generating Station, Unit 2 

384 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

416 

50466 

Allens Creek Nuclear Station, Unit 1 

384 

STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

417 

50467 

Allens Creek Nuclear Station, Unit 2 

384 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

417 

STN- 50470 

CESSAR System 80 

384 

STN-50-556 

Black Fox Station, Unit 1 

417 

50471 

Pilgrim Nuclear Power Station, Unit 2 

384 

STN-50-557 

Black Fox Station, Unit 2 

417 

STN-50482 

Wolf Creek Generating Station 

384 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

417 

STN-504B3 

Callaway Plant, Unit 1 

388 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

418 

STN-504B6 

Callaway Plant, Unit 2 

392 
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STN-5048S 

Perkins Nuclear Station, Unit 1 

392 

70-0027 

Babcock & Wilcox Co., Lynchburg, VA 

418 

STN-50489 

Perkins Nuclear Station, Unit 2 

392 

70-0036 

Combustion Engineering, Inc,, Windsor, CT 

418 

STN-50490 

Perkins Nuclear Station, Unit 3 

392 

70-0143 

Nuclear Fuel Services, Inc , Erwin, TN 

418 

STN-50-493 

Cherokee Nuclear Station, Unit 3 

392 

70-0152 

Purdue Univ,, West Lafayette, IN 

419 

50-496 

Montague Nuclear Power Station, Unit 1 

392 

70-0190 

Catholic Univ. of America, Washington, DC 

419 

50-497 

Montague Nuclear Power Station, Unit 2 

392 

70-0371 

UNC Naval Products, Inc,, Uncasvillc, CT 

419 
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70-0378 

Army, Dept of, Adelphi, MD 

419 

Packaging of Radioactive Material fur Transport and 





Transportation of Radioactive Material Under Certain 


70-0398 

Commerce, Dept of, Washington, DC 

419 

Conditions - 

- Docket 71 


70-0474 

Upi>ala College, East Orange, NJ 

419 

71-0511 

Dellak Corp 

422 

70-0553 

Army, Dept of, Sacramento, CA 

420 

71-0513 

Edlow International Co 

422 

70-0687 

Union Carbide Corp , Tuxedo, NY 

420 

71-0514 

North American Inspection 

422 

70-0712 

Kcrr-McGce Nuclear Coip , 

420 

71-5450 

Model RCC -1. -2, -3, -4, Westinghouse 

422 


Oklahoma City, OK 



Electric Corp 


70-0734 

GA Technologies, Inc , San Diego, CA 

420 

71-6206 

Model B, Babcock & Wilcox Co 

422 

70-0824 

Babcock & Wilcox Co , Lynchburg, VA 

420 

71-6406 

Model None, Energy, Dept of 

422 

70-0920 

Rensselaer Polytechnic Institute, Troy, NY 

420 

71-6601 

Model, CNS 8-120, Chem-Nuclear 

422 





Systems, Inc. 


70-0925 

Kerr-McGee Nuclear Corp,, 

420 





Oklahoma City, OK 


71-9001 

Model IF-300, General Electric Co 

422 

70-0984 

Battclle Memorial Institute, Richland, WA 

420 

71-9009 

Model; FL 10-1, General Electric Co. 

423 

70-1100 

Combustion Engineering, Inc , Windsor, CT 

420 

71-9027 

Model 741 & 74 IE, Technical Operations, 

423 





Inc, 


70-1113 

General Electric Co , Wilmington, NC 

421 

71-9036 

Model: C-1, Source Production & 

423 

70-1143 

Westinghouse Electric Corp , Pittsburgh, PA 

421 


Equipment Co , Inc. 


70-1151 

Westinghouse Electric Corp,, Pittsburgh, PA 

421 

71-9071 

Model: AP-lOl, ANEFCO, Inc 

423 

70-1193 

Kcrr-McGcc Nuclear Corp., 

421 

71-9079 

Model: HN-100, Series 2 & 2A, 

423 


Oklahoma City, OK 



Hittman Nuclear & Development Corp 


70-1201 

Babcock & Wilcox Co,. Lynchburg, VA 

421 

71-9080 

Model; HN-600, NUPAC 7-100 & CNS 

423 




7-100, Hittman Nuclear & Development 


70-1257 

Exxon Nuclear Co , Inc., Richland, WA 

421 


Corp 


70-1311 

Air Force, Dept ol, USAF, Academy, CO 

421 

71-9108 

Model CNS 6-75, Chem-Nuclear Systems, 

Inc 

423 

70-1359 

IRT Corp., San Diego, CA 

421 





71-9134 

Model ETR, Exxon Nuclear Idaho Co 

423 

70-1621 

Duquesne Light Co , Pittsburgh, PA 

421 

71-9160 

Model: 20-VS & 40-VS, Gulf Nuclear, Inc 

423 

70-1717 

Norwalk Hospital, Norwalk, CT 

422 

71-9161 

Model R, Gulf Nuclear, Inc. 

423 

70-2199 

Veterans Administration Medical Center, 

422 





Washington, DC 


71-9162 

Model. GNM-20, Gulf Nuclear, Inc. 

423 

70-2946 

Louisiana Power & Light Co , 

422 

71-9175 

Model CNS6-80B Nuclear Packaging, Inc 

423 


New Orleans, LA 


71-9190 

Model; CASTOR V, Ge.scll,schaft Fuer 

423 

70-2955 

Edlow International Co,, Washington, DC 

422 


Nuklear Service, MBH 


70-2988 

Philadelphia Electric Co , Philadelphia, PA 

422 
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Minerals Exploration Co , Los Angeles, CA 

40-8584 

6 

Barnwell, SC, Chem-Nuclear Systems, Inc 

27-047 

1 

Nuclear Dynamics, Inc , Phoenix, AZ 

40-8663 

6 

Richland, WA, U S Ecology, Inc 

27-048 

1 

Nuclear Metals, Inc , Concord, MA 

40-0672 

2 

Sheffield, IL, U.S Ecology, Inc 

27-039 

1 

Ogle Petroleum, Inc , Casper. WY 

40-8745 

7 

Domestic Licensing of Source Material ~ Docket 40 


Pathfinder Mines Corp , Riverton, WY 

40-2259 

3 

Allied Chemical Corp , Morristown, NJ 

40-3392 

3 

Pathfinder Mines Corp , Shirley Basin, WY 

40-6622 

4 

AM AX Environmental Services, Inc,, 

40-8820 

7 

Plateau Resources, Ltd , 

40-8674 

6 

Golden, CO 



Grand Junction, CO 



American Bearing Co , Indianapolis, IN 

40-0481 

2 

Plateau Resources, Ltd., 

40-8698 

6 




Grand Junction, CO 



Army, Dept, of, Sacramento, CA 

40-8107 

5 

Rio Algom Corp,, Moab, UT 

40-8084 

5 

Atlas Minerals, Inc,, Denver, CO 

40-3453 

3 

Silver King Mines, Inc , Casper, WY 

40-8602 

6 

Automation Industries, Inc., Phoenixville, PA 

40-6920 

4 

40-1478 

2 

Spencer Chemical Co,, Kansas City, MO 

Bear Creek Uranium Co., Casper, WY 

40-8452 

5 






Target Research, Inc , Wharton, NJ 

40-8824 

7 

Catholic Univ. of America, Washington, DC 

40-6329 

4 

Tennessee Valley Authority, Chattanooga, TN 

40-1341 

2 

Edlow International Co., Washington, DC 

40-8760 

7 

Teton Exploration Drilling Co,, Inc., 

40-8781 

7 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

6 

Casper, WY 



Exxon Co., USA, Houston, TX 

40-8102 

5 

Union Carbide Corp , Grand Junction, CO 

40-0299 

1 

Federal-Amcrican Partners, Riverton, WY 

40-4492 

4 

Uranerz USA, Inc., Casper, WY 

40-8783 

7 

Getty Oil Co.-Pctrotomics Co , 

40-6659 

4 

Uranium Resources, Inc . Richardson, TX 

40-8786 

7 

Shirley Basin, WY 



Western Nuclear, Inc,, Jefirey City, WY 

40-1162 

2 

Honeywell, Inc., Hopkins, MN 

40-8830 

8 






Western Nuclear, Inc,, Lakewood, CO 

40-8684 

6 

Kawecki Berylco Industries, Inc., 

40-6940 

5 




Boyertown, PA 



Whittaker Metals. Los Angeles, CA 

40-7455 

5 

Kerr-McGec Chemical Corp., 

40-2061 

2 

Wyoming Fuel Co,, Lakewood, CO 

40-8829 

7 

Oklahoma City, OK 








Wyoming Mineral Corp , Lakewood, CO 

40-8502 

5 

Kerr-McGee Nuclear Corp., 

40-8027 

5 




Oklahoma City, OK 



Wyoming Mineral Corp., Lakewood, CO 

40-8585 

6 

Kerr-McGee Nuclear Corp., 

40-8586 

6 

Domestic Licensing of Production and Utilization Facilities — 


Oklahoma City, OK 



Docket 50 



Kerr-McGee Nuclear Corp., 

40-8647 

6 

Allens Creek Nuclear Station, Unit 1 

50-466 

384 

Oklahoma City, OK 



Allens Creek Nuclear Station, Unit 2 

50-467 

384 

Kerr-McGee Nuclear Corp., 

40-8727 

7 




Oklahoma City, OK 



Arkansas Nuclear One, Unit 1 

50-313 

133 

Kerr-McGee Nuclear Corp , 

40-8768 

7 

Arkansas Nuclear One, Unit 2 

50-368 

248 

Oklahoma City, OK 
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Daljcock & Wilcox Co., Critical Facility 

50-13 

10 

Ddvis-Desse Nuclear Power Station, Unit 2 

50-500 

395 

Beaver Valley Power Station, Unit 1 

50-334 

197 

Davis-Besse Nuclear Power Station, Unit 3 

50-501 

395 

Beaver Valley Power Station, Unit 2 

50-412 

303 

Diablo Canyon Nuclear Power Plant, Unit 1 

50-275 

74 

Dellcfonte Nuclear Plant, Unit 1 

50438 

333 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

164 

Bellefontc Nuclear Plant, Unit 2 

50439 

336 

Donald C Cook Nuclear Power Plant, Unit 1 

50-315 

136 

Big Rock Pmnl Nuclear Plant 

50-155 

15 

Donald C, Cook Nuclear Power Plant, Unit 2 

50-316 

139 

Black Fox Stuiioit, Unit 1 

STN-50-556 

417 

Dow Chemical Co, 

50-264 

59 

Black Pox Station, Unit 2 

STN-50-557 

417 

Dresden Nuclear Power Station, Unit 1 

50-10 

9 

Braulwood Station, Unit 1 

STN-50-456 

368 

Dresden Nuclear Power Station, Unit 2 

50-237 

28 

Braidwood Station, Unit 2 

STN-50457 

370 

Dresden Nuclear Power Station, Unit 3 

50-249 

36 

Brigham Young Univ, Research Reactor 

50-262 

57 

Duane Arnold Energy Center 

50-331 

193 

Browns Ferry Nuclear Power Station, Unit I 

50-259 

47 

Edwin I Hatch Nuclear Plant, Unit 1 

50-321 

151 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

52 

Edwin 1. Hatch Nuclear Plant, Unit 2 

50-366 

245 

Browns Ferry Nuclear Power Station, Unit 3 

50-296 

no 

Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

210 

Brunswick Slcani Electric Plant, Unit 1 

50-325 

172 

Floating Nuclear Plant 

STN-50-437 

333 

Brunswick Steam Electric Plant, Unit 2 

50-324 

169 

Fort Calhoun Station, Unit 1 

50-285 

93 

Byron Station, Unit 1 

STN-50-454 

361 

Fort St. Vram Nuclear Generating Station 

50-267 

64 

Byron Station, Unit 2 

STN-50455 

365 

Fulton Generating Station, Unit 1 

50463 

383 

Callaway Plant, Unit 1 

STN-50483 

388 

Fulton Generating Station, Unit 2 

50464 

384 

Callaway Plant, Unit 2 

STN-50-486 

392 

Genera! Electric Nuclear Test Reactor 

50-73 

12 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-317 

142 

General Electric Test Reactor 

50-70 

12 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

144 

GESSAR-238 

STN-50-447 

361 

Catawba Nuclear Station, Unit 1 

50413 

305 

Grand Gulf Nuclear Station, Unit I 

50-416 

317 

Catawba Nuclear Station, Unit 2 

50-414 

312 

Grand Gulf Nuclear Station, Unit 2 

50417 

323 

CESSAR System 80 

STN-50-470 

384 

H, B, Robinson Plant, Unit 2 

50-261 

55 

Cherokee Nuclear Station, Unit 3 

STN-50-493 

392 

Haddain Neck Plant 

50-213 

21 

Clinch River Breeder Reactor 

50-537 

415 

Hartsville Nuclear Plant, Unit 1 

STN-50-518 

404 

Clinton Power Station, Unit 1 

50461 

381 

Hnrtsville Nuclear Plant, Unit 2 

STN-50-519 

404 

Clinton Power Station, Unit 2 

50462 

383 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

404 

Comanche Peak Steam Electric Station, 

50-445 

351 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

404 

Unit t 









Hope Creek Nuclear Station, Unit 1 

50-354 

232 

Comanche Peak Steam Electric Station, 

50-446 

356 




Unit 2 



Hope Creek Nuclear Station, Unit 2 

50-355 

234 

Cooper Nuclear Station 

50-298 

114 

Humboldt Bay Power Plant, Unit 3 

50-133 

13 

Crystal River Nuclear Plant, Unit 3 

50-302 

US 

Indian Point Station, Unit 1 

50-3 

8 

Davis-Bcssc Nuclear Power Station, Uail 1 

50-346 

214 

Indian Point Station, Unit 2 

50-247 

34 



Name 

Docket 

Page 
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Docket 

Page 

Indian Point Station, Unit 3 

50-286 

94 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

409 

James A Fitzpatrick Nuclear Power Plant 

50-333 

195 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

412 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

217 

Peach Bottom Atomic Power Station, Unit 1 

50-171 

17 

Joseph M, Farley Nuclear Plant, Unit 2 

50-364 

242 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

81 

Kewaunee Nuclear Power Plant 

50-305 

123 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

83 

La Crosse Boiling Water Reactor 

50-409 

300 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

403 

LaSalle County Station, Unit 1 

50-373 

255 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

403 

LaSalle County Station, Unit 2 

50-374 

258 

Pennsylvania State Univ. Research Reactor 

50-5 

9 

Limerick Generating Station, Unit 1 

50-352 

221 

Perkins Nuclear Station, Unit 1 

STN-50-488 

392 

Limerick Generating Station, Unit 2 

50-353 

227 

Perkins Nuclear Station, Unit 2 

STN-50-489 

392 

Maine Yankee Atomic Power Plant 

50-309 

126 

Perkins Nuclear Station, Unit 3 

STN-50490 

392 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

415 

Perry Nuclear Power Plant, Unit 1 

50-440 

338 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

416 

Perry Nuclear Power Plant, Unit 2 

50-441 

342 

Massachusetts Institute of Technology 

50-20 

10 

Phipps Bend Nuclear Station, Unit 1 

STN-50-553 

417 

Research Reactor 









Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

417 

Memphis State Univ. Research Reactor 

50-538 

415 







Pilgrim Nuclear Power Station, Unit 1 

50-293 

105 

Midland Plant, Unit 1 

50-329 

179 







Pilgrim Nuclear Power Station, Unit 2 

50-471 

384 

Midland Plant, Unit 2 

50-330 

186 







Plum Brook Reactor— Mock-Up 

50-185 

17 

Millstone Nuclear Power Station, Unit 1 

50-245 

32 







Plum Brook Research Reactor Facility 

50-30 

11 

Millstone Nuclear Power Station, Unit 2 

50-336 

202 







Point Beach Nuclear Plant, Unit 1 

50-266 

61 

Millstone Nuclear Power Station, Unit 3 

50-423 

326 







Point Beach Nuclear Plant, Unit 2 

50-301 

116 

Montague Nuclear Power Station, Unit 1 

50-496 

392 







Prairie Island Nuclear Station, Unit 1 

50-282 

91 

Montague Nuclear Power Station, Unit 2 

50-497 

392 







Prairie Island Nuclear Station, Unit 2 

50-306 

125 

Monticello Nuclear Generating Plant 

50-263 

58 







Purdue Univ. Research Reactor 

50-182 

17 

National Naval Medical Center 

50-170 

17 







Quad-Cities Station, Unit 1 

50-254 

44 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

26 







Quad-Cities Station, Unit 2 

50-265 

59 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

302 







Rancho Scco Nuclear Generating Station 

50-312 

130 

North Anna Power Station, Unit I 

50-338 

204 







River Bend Station, Unit 1 

50-458 

373 

North Anna Power Station, Unit 2 

50-339 

207 







River Bend Station, Unit 2 

50-459 

376 

Nuclear Ship Savannah 

50-238 

31 







Robert Emmet Ginna Nuclear Plant, Unit 1 

50-244 

31 

Oconee Nuclear Station, Unit 1 

50-269 

67 







RPI Critical Experiment 

50-225 

28 

Oconee Nuclear Station, Unit 2 

50-270 

69 







Salem Nuclear Generating Station, Unit 1 

50-272 

72 

Oconee Nuclear Station, Unit 3 

50-287 

97 







Salem Nuclear Generating Station, Unit 2 

50-311 

128 

Oyster Creek Nuclear Power Plant 

50-219 

23 







San Onofre Nuclear Station, Unit I 

50-206 

18 

Palisades Nuclear Plant 

50-255 

46 







San Onofre Nuclear Station, Unit 2 

50-361 

236 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

406 
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San Onolre Nuclear Slation, Unit > 

50-362 

239 

Univ of Utah Research Reactor 

50-407 

300 

Saxton Nuclear Expenmental Facilsiv 

50-146 

15 

Univ o! Utah Research Reactor 

50-72 

12 

Seabrook Nuclear Station, Unit 1 

50-443 

346 

Univ of Virginia Cavalier Reactor 

50-396 

283 

Seabrook Nuclear Station, Unit 2 

50-444 

349 

Univ of Virginia Research Reactor 

.50-62 

12 

Sequoyah Nuclear Plant, Unit 1 

50-327 

175 

Univ of Washington Research Reactor 

50-139 

14 

Sequoyah Nuclear Plant, Unit 2 

50-328 

177 

Univ. of Wisconsin Research Reactor 

50-156 

17 

Shearon Harris Nuclear Power Plant, Unit 1 

50-400 

286 

Vallecitos Boiling Water Reactor 

50-18 

10 

Shcaron Hams Nuclear Power Plant, Unit 2 

50-401 

294 

Vermont Yankee Nuclear Power Station 

50-271 

70 

Shearon Harris Nuclear Power Plant, Unit 1 

50-402 

299 

Virgil C Summer Nuclear Station, Unit 1 

50-395 

281 

Shcaron Harris Nuclear Power Plant, Unit 4 

50-403 

300 

Vogtlc Electric Generating Plant 

50-424 

328 

Slioreham Nuclear Power Station 

50-322 

153 

Vogtlc Electric Generating Plant 

50-425 

331 

Skagit Nuclear Power Project, Unit J 

50-522 

404 

Waterford Generating Station, Unit 3 

50-382 

261 

Skagit Nuclear Power Project, Unit 2 

50-523 

405 

Waterford Generating Station, Unit 4 

50-383 

266 

South Texas Project, Unit 1 

STN-50-498 

393 

Watts Bar Nuclear Plant, Unit 1 

50-390 

275 

South Texas Project. Unit 2 

STN-50-499 

394 

Watts Bar Nuclear Plant, Unit 2 

50-391 

278 

St Lucie Plant. Unit 1 

50-335 

199 

West Valley Reprocessing Plant 

50-201 

17 

St Lucie Plant. Unit 2 

50-389 

272 

William B McGuire Nuclear Station, Unit 1 

50-369 

251 

Surry Power Station, Unit 1 

50-280 

85 

Wtliiam B McGuire Nuclear Station, Unit 2 

50-370 

253 

Surry Power Station. Unit 2 

50-281 

88 

William H Zininner Nuclear Station, Unit 1 

50-358 

235 

Susquehanna Steam Electric Station, Unit 1 

50-387 

266 

Wo'lf Creek Generating Station 

STN-50-482 

384 

Susquehanna Steam Electric Station, Unit 2 

50-388 

269 

WPPSS Nuclear Project, Unit 1 

50-460 

378 

Three Mile Islaiul Nuclear Station, Unit I 

50-289 

99 

WPPSS Nuclear Project, Unit 2 

50-397 

283 

Three Mile Island Nuclc«ir Station, Unit 2 

50-320 

147 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

395 

Trojan Nuclear Plant 

50-344 

212 

WPPSS Nuclear Project, Unit 4 

50-513 

401 

Turkey Point Plant, Unit 3 

50-250 

39 

WPPSS Nuclear Project, Unit 5 

STN -50-509 

399 

Turkey Point Plant. Unit 4 

50-251 

41 

Yankee- Rowe Nuclear Power Station 

50-29 

10 

UCLA Training Reactor 

.50-142 

14 

Yellow Creek Nuclear Plant, Unit 1 

STN-30-566 

417 

Union Carbide Research Reactor 

50-54 

11 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

418 

Univ. of Arizona Research Reactor 

50-113 

12 

Zion Nuclear Power Station, Unit 1 

50-295 

108 

Univ of California Research Reactor 

50-224 

28 

Zion Nuclear Power Station, Unit 2 

50-304 

120 

Univ of Florida Training Reactor 

50-83 

12 

Domestic Licensing of Spccitil Nuclear Material 

— Docket 70 


Univ. of Lowell Research Reactor 

50-223 

28 

Air Force, Dept, of, USAF Academy, CO 

70-1311 

421 

Univ of Maryland Research Reactor 

50-166 

17 

Army, Dept of, Adelphi, MD 

70-0378 

419 

Univ, of Michigan Research Reactor 

50-2 

8 

Army, Dept, of, Sacramento, CA 

70-0553 

420 

Univ of Missouri Research Reactor 

50-123 

13 

Babcock & Wilcox Co., Lynchburg, VA 

70-1201 

421 
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Docket 

Page 

Babcock & Wilcox Co , Lynchburg, VA 

70-0027 

418 

Babcock & Wilcox Co , Lynchburg, VA 

70-0824 

420 

Baticllc Memorial Institute, Richland, WA 

70-0984 

420 

Catholic Univ of America, Washington, DC 

70-0190 

419 

Combustion Engineering, Inc., Windsor, CT 

70-0036 

418 

Combustion Engineering, Inc., Windsor, CT 

70-1100 

420 

Commerce, Dept of, Washington, DC 

70-0398 

419 

Duquesne Light Co , Pittsburgh, PA 

70-1621 

421 

Edlow International Co., Washington, DC 

70-2955 

422 

Exxon Nuclear Co , Inc , Richland, WA 

70-1237 

421 

GA Technologies, Inc., San Diego, CA 

70-0734 

420 

General Electric Co , Wilmington, NC 

70-1113 

421 

IRT Corp,, San Diego, CA 

70-1359 

421 

Kerr-McGee Nuclear Corp , 

Oklahoma City, OK 

70-1193 

421 

Kerr-McGcc Nuclear Corp., 

Oklahoma City, OK 

70-0712 

420 

Kerr-McGee Nuclear Corp., 

Oklahoma City, OK 

70-0925 

420 

Louisiana Power & Light Co., 

New Orleans, LA 

70-2946 

422 

Norwalk Hospital, Norwalk, CT 

70-1717 

422 

Nuclear Fuel Services, Inc,, Erwin, TN 

70-0143 

418 

Philadelphia Electric Co., Philadelphia, PA 

70-2988 

422 

Purdue Univ., West Lafayette, IN 

70-0152 

419 

Rensselaer Polytechnic Institute, Tioy, NY 

70-0920 

420 

UNC Naval Products, Inc,, Uncasvillc, CT 

70-0371 

419 

Union Carbide Corp,, Tuxedo, NY 

70-0687 

420 

Upsala College, East Orange, NJ 

70-0474 

419 

Veterans Administration Medical Center, 
Washington. DC 

70-2199 

422 

Weslinghousc Electric Corp,, Pittsburgh, PA 

70-1143 

421 


Name 

Docket 

Page 

Westmghouse Electric Corp , Pittsburgh, PA 

70-1151 

421 

Packaging of Radioactive Material for Transport and 
Transportation of Radioactive Material Under Certain 
Conditions — Docket 71 


Deltak Corp 

71-0511 

.422 

Edlow International Co 

71-0513 

422 

Model. 20-VS & 40-VS, Gulf Nuclear, Inc 

71-9160 

423 

Model 741 & 74 IE, Technical Operations, 

Inc 

71-9027 

423 

Model: AP-IOI, ANEFCO, Inc 

71-9071 

423 

Model B, Babcock & Wilcox Co. 

71-6206 

422 

Model: C-1, Source Production & 

Equipment Co , Inc 

71-9036 

423 

Model. CASTOR V, Gescllschafl Fuer 

Nuklear Service, MBH 

71-9190 

423 

Model CNS 6-75, Chcm-Nucicar Systems, 

Inc 

71-9108 

423 

Motlcl. CNS 8-120, Chem-Nuclear Systems, 

Inc 

71-6601 

422 

Model CNS6-80B, Nuclear Packaging, Inc 

71-9175 

423 

Model ETR, Exxon Nuclear Idaho Co. 

71-9134 

423 

Model. FL 10-1, General Electric Co 

71-9009 

423 

Model* GNM-20, Gulf Nuclear, Inc. 

71-9162 

423 

Model HN-100, Scries 2 & 2A, Hillman 
Nuclear & Development Corp. 

71-9079 

423 

Model: HN-600, NUPAC 7-100 & CNS 

7-100, Ilittman Nuclear & Development 

Corp 

71-9080 

423 

Model: IF-300, General Electric Co 

71-9001 

422 

Model: None, Energy, Dept, of 

71-6406 

422 

Modcl:R, Gulf Nuclear, Inc 

71-9161 

423 

Moticl. RCC -1, -2, -3, -4, Weslinghousc 
Electric Corp 

71-5450 

422 

North American Inspection 

71-0514 

422 




DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET ST-Oa? SHEFFIELD. IL, U 0 ECDLDOY. INC 


0403010344 Ftaquaiti Eorr*ction in dlotrlbution ll»t to refltct 
JS OoodtM aiilitant atty general 

ODODIEi vf 8 IlllnDlsi State of B4/'D2/10 Dlvllion of Haste 
tianagema nt. Ip SS449 393 


0403160077 Trip rapt of attendance at Sheffield Tritium Migration Study 
Steering Committee S40119 meeting re fiscal arrangementsi 
grounduatar tracer study, temp surveys b addl data needs 
OODDE. D. Oaotechnical Drench (Post 031001) SHAFFhER. J A 
Lou-Level Mast# b Uranium Recovery Projects Drench 84/02/ai 
HlOOINBOTHAMi L. Lou-Level Haste b Uranium Recovery Projects Branch 
KNAPP. M.R Oeotechnical Branch (Post 831001) Spp 2S662 SB4 


0403200317 Foruards agenda for S4022B-S? technical meetings at 
BprlngflMld.IL to rsvieu existing monitoring programs 
b posslblM monitoring program after site closure 
LA6H.T R Illinois. State of B4/02/21 Illinois, State of 

3pp. 22707* 164. 


0403070300 Notification of contract exrcut 1 on. Mod 5. to "Evaluation of 
Location* b Ratas of Orounduater Discharge from Sheffield 
Lou level Haste Disposal Facility " Contractor USDS 
PAOE.M Technical Assistance Contracts Branch NRC-02-SO-067 
04/03/01. DAVIS. U Office of Nuclear Material Safety b 
Safaguard*. Dtractor OOODE. D J NRC - No Datatled Affiliation 
eivan Ip 22967.041 


— S4030703B3 Mod 9. changing name of project officer. to "Evaluation of 
Locatlone b Ratal of Orounduater Discharge from Sheffield 
Lou Level Haste Disposal Facility " 

# Interior. Dapt of. Oeologlcal Survey SMITH. P Division of 
Contracts NRC-02-80-069, 04/03/01. , Ip 22967 042, 


8403220218 Informs of establishment of task uorking group to formulate 
alternative stratagles for transfer of Sheffield loin level 
waste disposal facility to DDE Response requested by 040300 
as to asslgnmsnt of staff representatives. 

DROHNINa, R E. Division of Haste Management 84/03/09 KNAPP. M 
Oeotechnical Branch <Post 031001) BUNT I NO. J Division of Waste 

Management. HIOOINBDTHAM. L. Lou-Level Haste b Uranium Recovery 
Projects Branch 2pp 22721.397 


DOCKET 27-047 BARNWELL. BC, CHEM-NUCLEAR SYSTEMS. INC. 


8403190316 Forurds summary. In grams. of BNM dliposad of at site during 
CYBS under License 12-13936-01 BNM amounted to 199. 104 37 g 
STILL. J. Chem-Nucltar Systems. Inc 04/02/20 Division of Haste 
Hanagement. 2pp. 22649:307. 


DOCKET 27-048 RICHLAND. HA. U. S, ECOLOGY. INC 


0403020377 Foruards summary of technical update meeting on 840119 in 
U80B ofcs In Urbane. IL ra tritium migration investigation at 
Sheffield low level waste disposal site, 

OAYNORi R K US. Ecology. Inc (formerly Nuclear Engineering. Inc ) 
84/02/13 U 8. Ecology. Inc, (formerly Nuclear Engineering. 

Inc. >. 3pp. 22492. 187 


B403010341 Forwards monthly SNM receipt b burial rapt for Jan 1984 b 
rapt of isotopic activity as required by State of HA U/o 
ends, 

WRIOHTi B. V. U. 8 Ecology. Ine (formerly Nuclear Engineering. Inc ) 
84/02/14. BRDHNINOj B, Lou Level Haste Licensing Branch Ip 
22449! 394. 


0403010349 Requests specific approval for ane-tlmr disposal of s 
Ci Pu“230 neutron source Info re source described in 
attached 831011 Itr 

HALLER. W K US Ecology, Inc (formerly Nuclear Engineering. Inc ) 
84/02/14 5CHAFFNER. J NRC - No Detailed Affiliation Oiven 4pp 
22449 340 


84031S0317 Foruards FR notice of issuance b negative declaration on 
license amend re SNM disposal. for FR publication 

HIOOINBOTHAM, L Lou-Level Waste b Uranium Recovery Projects Branch 
04/02/24 FELTON, J M Division of Rules and Records 4p p 
22649 303 


8403190203 Foruards Amend 4 to License 16-19204-01 Amend author! ics 
receipt b disposal of SNM at US Ecology, Inc lou level 
raduaste burial facility in Hanford, WA 

HIOOINBOTHAM. L Lou Level Haste Licensing Branch 04/02/27. 
SCOVILLE. U J U B Ecology. Inc (formerly Nuclear Engineering. 
Inc ) 2pp 22662 001 


— 0403130201 Amend 4 to Mat 1 /Byproduct License 16-19204-0 1 > ref lac ting 
waste manl f es t< uas te form b classification requirements 
contained in 10CFR61 b 20 311 

HIOOINBOTHAM. L Lbu-Level Waste b Uranium Recovery Projects 
Branch 84/02/16 23pp 22662 003 


8403160094 Advises that App A of SNM license unchanged in order to 
maintain consistency u/App A of State of WA license, per 
Dec 1903 telcen re inconsistent sole-use vehicle limits b 
removable contamination limits 

SHAFFNERi v) A Loui-Level Waste b Uranium Recovery Projects Branch 
64/02/27 THOMAS. D Region 9. Office Of Director Ip. 22662 279 


B40322023S Responds to 040214 Hr requesting one-time approval of 
disposal of 9 Ci Pu-23B neutron source NRC needs data 
necessary to make independent determination of no 
significant environ impact due to disposal of package 
SHAFFNER, J A Low-Level Waste b Uranium Recovery Projects Branch 
04/03/09 WALLER. K US Ecology. Inc (formerly Nuclear 
Engineering, Inc ) 2pp 23719 397 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 ONION CARBIDE CORP , GRAND JUNCTION, CD 


0403010012 Requests reconsideration of classification of 830010 
submittal to License SUA-640 re testing clay cap b cover 
matt for inactlva tailings area as minor amend Submittat not 
request for amend 

LYONB.J L Union Carbide Corp 03/00/16 PETTINOILL.H A Uranium 
Recovery Field Office Ip 22479 340 


8403190284 Water level evaluation rept for Jan 1984 Production from 
pumpback uell improved compared to Dec. but remains belou 
vol required for reversal of hydraulic gradient W/84013t 
1 tr 

LYONS, J L Union Carbide Corp 84/01/31 PETTINOILU.H Uranium 
Recovery Field Office 17pp 22640 229 


0403190210 Advises that review of expansion application b periodic 
revs temporarily suspended pending successful resolution of 
A-9 seepage problem 

ERICKSON. J Wyoming. State of 04/02/11 LYDNS.P J Union Carbide 
Corp 2pp 22649. 090 


B403070266 Foruards payment for Enforcement Action 83-108 dtd 840210 
NRC findings disputed 

6HORTRIDOE. E W. Union Carbide Corp 84/02/30, Dire C tor '« Off le e. 
Office of inspection end Enforcement 2pp 22947*316 


1 
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DOCKETED ITEMS 


DOCKET 40-04Q1 AMEFilCAN DEAR IMG CO ■ INDl ANAPOLlSi IN 


B4030£0470 poruaMla Oali Rldgt AssO'Clated Univs final rcpt on 
decontamlnat I fin of American Oasrlng Corp Pacillttiis In 
Indianspollii IFt N/d end 

CROW>U T Uranium Fuel Licensing BrancA 64/03/87 Uranium Fuel 

Licsnslng Branch Ip SS932 309 


DOCKET 40-0ii72 NUCLEAR HETALS. INC . CONCORDi MA 


B4D3a90l3A Ack receipt of 640110 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Kept 40-0673/03-06 
MARTIN. T T Division of Engineering t< Technical Programs 04/02/24 
VUMOACO.F J Nuclear Metals. Inc Ip 2S48B 111 


— 84O30S0J44 Responds to NRC 830605 Itr re Item 7 listed In Confirmatorg 
Action Ltr B3-06 Descriptions Of listed programs submitted 
for NRC revleui Addl info foruarded to Matt Licensing Branch. 

Olv of Fuel Cgcle t< Matl Safety 

VUMBACD.f J Nuclear Metals. Inc 84/01/13 MARTIN. T T 
Division of Engineering t< Technical Programs 2pp 28488 112 


8403260102 Foruiards IE Insp Ropt 40-1341/84-01 on 840123 No Violations 
found 

HALL.R E Region 4. Office of Director 84/02/22 DDNOUAN, T K 
Tennessee Valley Authority 2pp 2273B 243 


— 8403260109 IE Insp pept 40-1341/S4-OI on 840133 No violetlons or 
deviations Identified Major areas Inspected organltatlon ti 
admtnl stratlon. radiation protection, respiratory protection (< 
Independent measurements 

8PIT2DERO. D E . JIERBEE.C C , gVERETT. R R Region 4. Office of 
Director B4/02/31 4pp 22738 247 


84D3200333 Amends Condition 31 to License SUA-B 16 Amend approves 
radiological safety plan & procedures in health physics 
manual as basis for implementing radiation safety programs 
SMITH.R 0 Uranium Recovery Field Office 84/02/27 Tennessee 

Valley Authority 3pp 22709 134 


— 8403200335 Safety evaluation re revleu of health physics manual for 
decommissioning Edgomont Hill Manual acceptable 
HAHKIMS, E F . OIEBREE. C C Uranium Recovery Field Office 
84/02/23 6pp 32709 126 


-B4D303015D Foruards. for revieid. info for inclusion into reneual 
application For License SHD-179 based on request from Rcgloit 
1 It documented in 830603 Confirmatory Action Ltr 83-OB 
VUMRACO.F J Nuclear Metals. Inc 84/Ot/lS WANO.J C Division 
of Fuel Cycle It Material Safety 93pp 22468 114 


DOCKET 40-1478 SPENCER CHEMICAL CO . KANSAS CITY. MO 


B403260116 FOIA request for five categeriee of documents re facilities 
DARNEB.C Affiliation Not Assigned 83/12/02 FELTON. J H 
Division of Rules and Records Ip 22763-333 


— 0403030136 *‘8ept of In Vivo Counting for Nuclear Metals. Inc " Mork 
performed on 820716-23 

OUEHRING. J S Helgeson Nuclear Services. Inc 63/10/05 33pp 
22488 169 


8403280070 Ack receipt of 840217 ltr informing NRC of steps taken to 
correct violations noted in IE insp 

MARTIN. T T Division of Engineering & Technical Programs 84/03/09 
TUFFIN. UD Nuclear Metals. Inc ip 22716 29S 


— 8403220092 Responds to NRC 840117 ltr r« violations noted In IE Insp 
Corrective actions radiological uork audit program 6 format 
revised 

VUMBACD.F J Nuclear Metals. Inc 84/02/17 MARTIN. T T 
Division of Engineering 6 Technical Programs I2pp 22716 299 


DOCKET 40-1162 WESTERN NUCLEAR. INC . JEFFREY CITY. WY 


8403360123 Partial response to FOIA request for Five categories of 
documents re Kerr-HcOee Oil Industries. Inc Foruardt 
documents listed an app Revleu of addl documents subj to 
request continuing 

FELTON. J H Division of Rules and Records 84/03/03 BARNES. C 
Affiliation Not Assigned 2pp 22763 334 


— 8403260129 Repts 660207 eiploslon due to accumulation of hydrogen gas. 
killing operator & injuring two other employees Operatian of 
thorium process line terminated 

WULLEH. GE Kerr-Mc Gee Corp 66/03/03 PRICE. ER Atomic Energy 
Coinmissian 2pp 22763 336 


— B403260136 Foruiards Invas tlgatlon rept re 660207 explosion at facility 
Licensee evaluetlon of hazards involved in processing source 
matl should bo revlcuied W/o stated ends 

DUBINSKI.L Atomic Energy Commission 66/08/02 PAGE. R 0 
Atomic Energy Commission 4pp 22763 340 


8403200343 Submits review of First. Second 6 Third Quarter 1983 water 
quality sampling monitoring for Split Rock Mill Movement 
of contaminated waters detected 

KDNWIN9KI.G R . PETTENCILL. H J Uranium Recovery Field Office 
84/03/09 Uranium Recovery Field Office 5pp 22709 114 


— 8403260141 Confirms that Enforcement Branch will not communicate 
w/licensee re compliance investigation rept concerning 
explosion on 660207 No items of nencompllanee noted during 
investigation 

PAOE.R 0 Atomic Energy Commission 66/08/17 Atomic Energy 
Commission Ip 82763 344 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY. CHATTANOOGA. TN 


8403220220 Forwards revised. “Edgemont Mill Decommissioning Project 
Health Physics Manual" txi response to £ Hawkins concerns 
Revised info provided as clarification (< elaboration of 
statements made in original manual 

MILLS. L M Tennessee Valley Authority 84/01/16 SMITH.R D 
Uranium Recovery Field Office 2pp 22721 236 


— 8403220224 Rev i to "Edgemont Mill Decommissioning Health Physics 
Manua 1 " 

e Tennessee Valley Authority 84/01/31 ItOpp 22721 241 


B403130237 Forwards rept for Nov 1963 on status of projects active 
under FIN A-9360 

KELLY. M J Oak Ridge National Laboratory FIN A-9350 83/12/14 

HAWKINS. E F Uranium Recovery Field Office 4pp 22649 012 


e 403J5'0229 Provides addl info in response to concerns raised during NRC 
review of proposed Pond 10 mods Mods include const of new 
Isolated elevated pond Weekly visual insp will he conducted 
for all Pond 10 dikes 

MILLS. L M Tennessee Valley Authority 84/01/04 SMITH.R D 
Uranium Recovery Field Dfflce 3pp 22649 027 


8403150230 Forwards status rept for Dec 1983 on projects active under 
FIN A-9350 

KELLY. M J Oak Ridge National Laboratory FIN A-93S0 84/01/19 

MAWKINB. E F Uranium Recovery Field Office 4pp 22649 023 


— 8403260148 Forwards Region IV 660729 memo re results of survey of 
licensee facility at Cushlng.OK Licensee measurements, as 
reported in 660609 ltr. substantiated by Region IV findings 
RQY.U Atomic Energy Commission 66/08/08 NUSSBAUMER.D A 
Atomic Energy Commission Ip 22763 345 


— 8403260153 Discusses certification of 660426 rept re disposition of 
8NM. per 0 Mailer 660602 telcon Rept should Indicate that 
contamination limits met in order for Commission to 
authorize transfer of facility 

NUSSBAUMER.D A Atomic Energy Commission 66/06/10 LAMBERTUS. H 
Kerr-hcOoc Corp Spp 28763 348 


— B403260153 Confirms 660207 chemical explosion at Cushlng.OK thorium 
processing plant, per 660207 telcon Investigation complete, 
LAMBERTUS, H K*rr~McOee Corp 66/02/08 WALKER, N 1 Atomic 
Energy Camnisslon Spp 22763 352 


DOCKET 40-2061 KERR-MCOEE CHEMICAL CORP , OKLAHOMA CITY. OK 


8403020130 Motion to change status of Chamber of Commerce of City 
of West Chicago to that of limited appearance Certificate 
of 8vc end 

FAUELL, T. W West Chicago. IL 84/02/27 Atomic Safety and 
Llconslng Board Panel 4pp 22442 191 


8403130101 Forwards IE Insp Ropt 40-2061/64-01 on 631011,17,1)09.18. 
1218,21,840116,18.20.27,0202-03 tt 07 No noncompliance 
id fnti f led 

PAPERIELLO, C J Region 3, Office of Director 64/02/87 

RAINEY, J L Kerr-KcOce Chemical Corp (subs of Korr-McOoo Corp 1 

2pp 22614 261 
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““0403130117 IE Insp Rept 40-2061/04-01 on 83101 1/ 17. 11091 10. iai2( 21, 
040116,10,20,27,0202-03 07 No none omp 1 1 one o noted Major 

areas Inspected Incinerator Instal latlon, testing t, readiness 
for operation 

JANOSKA, A 0 , SCHUMACHER, M C Region 3. Office of Director 
84/02/27 9pp 22614 263 


8403060118 People of State of IL revised statement of interest from 
B30707 petition for hearing t< for leave to intervene 
HARR10AN,N F Illinois, State of 84/02/29 Atomic Bafetg and 
Licensing Board Panel Ip 22916 317 


— 8403060124 People of State of IL revised Contention 2(a) Rev 
incorporates deleted Contention 21c) Certificate of Sve 
end 

RAPKIN, A Illinois, State of 84/02/29 Atomic Safety and 

Licensing Board Panel 8pp 22516 319 


B403070027 Requests leave to revise statement of interest included in 
030707 petition for hearing & for leave to intervene 
HARTIOAN, N F Illinois, State of 84/02/29 2pp 22341 200 


DOCKET 40-2259 PATHFINDER MINES CORP , RIVERTON, WV 


8403150342 "Semiannual Effluent Monitoring Rept, Jul-Oec 1983 " 
Documentation required by License Condition 25 Amend 16 
end H/040220 Ur 

HARDOROVEiT W Pathfinder Mines Corp 83/12/31 WQDLSEV. R T 
Uranium Recovery Field Office 16pp 22649 247 


8403190443 Submits revleu of first 1903 semiannual rept of environ 
data Si 1903 land use survey rept Site performance uithin 
acceptable limits le/exception of certain graunduiater 
resul ts 

WD0L8EY, R T , PETTENDILL, H J Uranium Recovery Field Office 
84/02/09 Uranium Recovery Field Office Spp 22679 357 


8403120291 Requests accelerated approval to quarterly schedule for 
stack effluent monitoring Approval utl 11 allou quarterly 
schedule to be instituted prior to final approval of entire 
license renewal application 

NUSENT, E L Pathfinder Minos Corp 84/02/17 PETTENOILL.H 
Uranium Recovery Field Office ip 22619 207 


— 0403070030 People of State of IL agreed revised contentions Proof of 
0VC end 

RAPKIN, A Illinois, State of 84/02/2? Atomic Safety and 
Licensing Board Panel Bpp 22941 202 


B403090079 Order granting Uest Chicago Chamber of Commerce motion to 
make written limited appearance in proceeding 

FRVE, J H Atomic Safety and Licensing Board Panel 64/03/07 Ip 
22379 296 


8403090119 Memorandum b order admitting revised Contentions 2<a),(l), 
(n),(p> b (q) Contentions uiill be governed by 040224 
prehearing conference order discovery schedule 

FRYE, J H Atomic Safety and Licensing Board Panel B4/03/O7 Ip 
22376 067 


DOCKET 40-3392 ALLIED CHEMICAL CORP . MORRISTOWN, NJ 


0403130083 Forwards IE Insp Rept 40-3392/04-01 on 040131-0202 No 
violations or deviations identified 

PAPEfilELLO, C J Region 3, Office of Director 04/02/23 
CIPOLLA.A J Allied Chemical Corp 2pp 22998 335 


— 0403130094 IE Insp Rept 40-3392/04-01 on 040131-0202 No violations or 
deviations Identified Major areas Inspected radiation 
pro tec t Ion, sol Id radiuaste mgt, environ monl taring, safety 
committees b conduct of operations 

MILLER, D E , FRANCE, 0 M , GREOER, L R Region 3. Office of 
Director 04/02/22 6pp 22590 337 


8403200327 Summary of 040301 meeting u/Oupont to discuss source matl 
1 Icanslng 

PAOE, R 0 Uranium Fuel Licensing Branch 04/03/08 DAVIS, J 0 
Offlca of Nuclear Material Safety b Safeguards, Director Spp 
22709 140 


8403200003 Motion for leave to file tnstanter revised Contentions 21 k), 
<u) b <u) Kerr-McOee b staff do not object to late filing of 
revised contentions Revised contentions encl 

RAPKIN, A Illinois, Btate of 84/03/14 Atomic Safety and 
Licensing Board Panel Ip 22689 208 


— 8403200089 Revised Contentloni 2(k},(u) b (u) Applicant chose West 
Chicago site solaly for reasons of s^hgrtvterm economic 
convenience b benefit, Including avol'dance of expenditures 
for transportation b land acquisition Proof of Bve end 
RAPKIN, A Illinois, State of 84/03/14 Atomic Safety and 
Llcaneing Board Panal Spp 22609 289 


0403210019 Notice of appearance in proceeding Certificate of Bve encl 
HEDOLON, M Ktrr-McOee Chemical Corp (eubi of Herr-HcOee Corp ) 
84/03/17 7pp 22706,390 


8403200028 Bubmtts addrees change for Nuclear Licensing b Regulation 
Dipt, UC Stauter will eerva ae primary addresiee for encl 
lilt of licenieee 

BHELLEY, W J Kerr-McOee Corp B4/03/21. SCHAEFFER, C NRC - No 
Detailed Affiliation Olvan Spp 22777 060. 


8403290385 Notice of lulthdraual of appearance In proceeding Certificate 
of 0VC encl 

CHARNDFF, Q 8hau, Pittman, Potti b Trowbridge DSB 1B9 84/03/27 

3pp 22814 291 


8403230097 Forwards corrected "Facility Effluent Rept, 630701-040101 " 
CIPPLLA, A vl Allied Chemical Corp 84/02/29 Region 3, Office of 
Director Ip 22730 122 


— 0403230100 Corrected "Facility Effluent Rep t, 830701-040101 " 
e Allied Chemical Corp 04/01/01 Spp 22730 123 


DOCKET 40-3453 ATLAS MINERALS, INC . DENVER. CO 


0401120171 Forwards annual audit rept of Moab Mill radiation protection 
program Followup rept addressing action taken or to be 
taken for each item In audit encl 

BLUBAUQH, R E Atlas Minerals, Inc 63/09/16 WEAVER. R R Atlas 
Minerals, Inc Spp 21009 020 


— 0401120180 "ALARA Audit Rept of Atlas Minerals Corp Environ b 
Radiological Monitoring Program," executive summary 
SAVIONAC.N Atlas Minerals, Inc 03/09/30 37pp 21809022 


0403190264 "Sampling b Analysis Results of Environ Monitoring Program, 
Second Half 1963" per License Condition 42 b 43 W/840223 
1 tr 

EDWARDS, D L Atlas Minerals, Inc 03/12/31 SMITH, R D Uranium 
Recovery Field Office 129pp 22640 037 


0403060465 Issuei Amend 14 to License SUA-91 7, adding Conditions i9(E) b 
56 re potential impact of past disposal of metal drums 
containing vanadium wastes b disposal of wastes In tailings 
pond or beach, respectively 

OARCIA, P J. , PETTENOILL.H J Uranium Recovery Field Office 
64/01/10 Uranium Recovery Field Office 4pp 22549 327 


—8403290309 Reiponee to State of IL Atty General 640314 proposed revised 
Contantlons 2(k),2(u) b 2(w) Revised Contention 2<kl u/o 
merit b licensee objecti to admission of revised Contention 
2<u) b 2(w) at repetitive, W/Certlflcate of Sve 
HEDOLON, H Kerr— McOee Corp, 04/03/27 Commissioners 9pp 

22814' 294. 


8403300298 Motion for extenilon of time until B40417 to submit briefs 
In reeponif to ASLB 840224 order Certificate of Bve encl 
RAPKIN, A Illinois, State of DSD 216, 04/03/30 Commiitl oner s 

4pp 22824)074. 


0403070367 Issues Amend 14 to License 8UA-717, proh lb 1 ting dlsposel of 
wastes other than mill process or liquid sanitary wastes in 
tailings pond unless specifically authorized by NRC 
SMITH, R 0 Uranium Recovery Field Office 64/01/18 Atlas 
Hlneralsi Inc Spp 22964 143 


0403190200 Forwards c lari f icat ion of storage/seepage terms in “Mater 
Balance Study, U Hill Tailings Impoundment," in response to 
040116 request 

BLUBAUGH.R E Atlas Minerals. Inc, 84/02/14 PETTENOILL.H J 
Uranium Recovery Field Office 3pp 22646 399 


8403200399 Submits review of technical evaluation performed by Oamee b 
Moore of embankment performance for Moab Mill Embankment in 
excellent condition b functioning as designed 
OARCIA, P J , PETTENOILL.H J Uranium Recovery Field Office 
B4/02/i4 Uranium Recovery Field Office 2pp 22707 397 
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B403?30267 Advises that License Sti/K-?!? uill be reneued & reduced 
monitoring program submitted in anticipation of Increased 
sales irartet for U-30S concentrate 

DLUBAUOH.R E Atlas Minerals. Inc 84/02/16 SMITH. H D Uranium 
Recovery Field Office ip 22741 356 


B4031 90242 Informs of annual survey of land use luithln 2-mllr area of 
mill Summary of differences In land use provided 
EBUARDS. D L Atlas Minerals.. Inc 94/02/24 SMITH. 0 Uranium 
Recovery Field Office Zpp 22649 010 


0403190431 Notifies of Issuance of Amend 14 License 6UA~917 Amend 
Teq,ulres evaluation of possible Impacts from uiastc other 
than mill tailings disposed in tailings pond or removal of 
uastes 

OARCIA. P J , PETTEHOILL.H J Uranium Recovery Field Office 
04/03/01 HILLER. M O License Fee Management Branch Ip 
226B1 326 


DOCKET 40-4 492 FEDERAL-AJIER ICAM PARTWEHB. RIVERTON. HY 


B403200374 ■■Semiannual Rept on Radioactive Effluent Per 1 0CFR4O 69, 
Jul-Oec 1983 " One overslie map encl Aperture card is 
available in PDR M/Amerlcan Nuclear Corp &40227 Itr. 
a Federal American Partners B3/ 12/31 40pp 22707 289 


8403190414 Ack receipt of 04020-3 request for approval of in-place 
reclamation of all eiisting tailings generated b-y Federal 
American Partners In fias Hills area Reviau under uay 
SMITH. R D Uranium Recovery Field Office B4/02/14 ANDRUS. N J 
American Nuclear Carp Ip 226B1 350 


64-03200323 Foruiards pertinent sections of draft DEB re lo-place 
rrclamBtion of tailings pond Requests revleu of American 
Nuclear Corp request & comments re concept of in-place 
reclamation of Tailings Pond 1 

PETTENOILL, H Uranium Recovery Field Office B4/02/23 RANDEN. L 
Wyoming. State of 2pp 22709 149 


— 8403200329 Dlscusiei status of preparing final reclamation plan for 
Tailings Pond 2 Requests assurance that Region IV approve! 
concept of in-place reclamation for tailings eclsting at 
mill. 

ANDRUS. M J American Nuclear Corp 84/02/03 SMITH, R 0 Uranium 
Recovery Field Office Ip 22709 151 


— Q403200389 Responds to 040203 request for NRC approval of In-piace 
reclamation of eelsting tailings generated at mill operated 
in Cas Hill area of State of HY Situation currently under 
revieu 

SMITH. R 0 Uranium Recovery Field Office 84/02/14 ANDRUS. N J 
Amarltan Nuclear Corp Ip 22709 152 


8403220045 Foruards Federal -Amer lean Partners. ''Semiannual Rapt on 
Radioactive Effluent. Par 10CFR40 65, Jul-Dac 1983 " 

ANDRU5.N J American Nuclear Corp B4/C2/27. Region 4, Office of 
Director 2pp 22715 122 


— 8403220054 "Semiannual Rapt on Radioactive EffluantrPer 10CFR40. 69. 
Jul-Scc 1983 “ H/one overs I > e figure Aperture card is 
available In PDR 

* Federal American Partnars 03/12/31 3Bpp 22719 124 


DOCKET 40-6329 CATHOLIC UNI V OF AMERICA. WASHINOTON, DC 


8403130422 Discusses IE insp of Licenses SNK- 164. &DD-197 %c 08-02075-03 
on S40126-27 Si foruards notice of violation 

MARTIN.T T Division of Engineering b Technical Programs 84/03/03 
KURPHV. JJ Catholic Unlv of America. Masbington, DC 2pp 
22613 140 


— 8403130433 Notice of violation from Insp on 840126-27 Violations 
noted survey meters not callbr at proper Intervals 
a- Division of Engineering b Technical Programs B4/03/08 Ip 
22613 142 


DOCKET 40-6622 PATHFINDER HINES CORP , SHIRLEY BASIN. UY 


8403190416 Reviews B30314 submittal of parameters for radiological 
assessment Parameters requiring clarification llstad 
Response requested by B40301 

PETTENOILLiH U Uranium Recovery Field Office 84/02/09 
RUSSELL. U E Pathfinder Mines Corp 3pp 28681 347 


8403200397 Reviews epplicatlon for renewal of License 8UA-442 Several 
areas identified needing add 1 info Specific data 
requirements b appropriate section of renewal lummariied 
PETTENOILL, H J Uranium Recovery Field Office 04/02/10 
RUSSELL, J E Pathfinder Mines Corp 2pp 22707 361 


DOCKET 40-6699 OETTY OIL CQ - PETROTQMICB CO . SHIRLEY BABIN. WY 


0403260242 Radionuclide liquid effluent rspt for Jul-Oec 1983 List of 
particulates in form of stack gates reliasad to unrestricted 
areas submitted. 

PFAFF. 8 J Oetty/Petrotomic s Co 84/01/24 Region 4. Office of 
Director ip 22754 326 


B403200377 Forwards revleu of First b Second Ouarttr 1983 environ 
monitoring data for Petrotomlcs Kill Levels of chlorides b 
sulphates decreasing 

KONUINSKl.O R , PETTENOILL. H J Uranium Recovery Field Office 
04/02/22 Uranium Recovery Field Office 9pp 22708 337 


DOCKET 40-6920 AUTOMATION INDUBTRIEB. INC . PHDENI XVILLE. PA 


0403010472 Discusses IE Insp Repti 40-6920/03-01 b 30-09990/83-01 on 
830315,0607 b 0004 b IE Insp ReptS 40-6920/03-02 b 
30-05998/03-02 on 831017-18 b 1102-03 b forwards notice Of 
violation 

MURLEY, T E Region 1, Office of Director B4/02/16 DWIOHT. J. 
Automation Induetrtes, Inc 4pp 22438 290, 


— 84030104B3 Notice of violation b proposed imposition of civil penalty 
In amount of 45,625 Violations noted . fai lure to apply 
correction factor to meter readings previously identified 
during NRC Insp b redloactivi metis not suitably packaged 
MURLEY. T E Region 1, Office of Director 84/02/16 6pp. 

22433 294 


0403020331 Confirms S40229 tel con understanding of listed actions based 
on results of 040220 insp 

MARTIN.T T Division of Engineering b Technical Programs 04/02/29 
MORELAND. P Automation Industries. Inc 2pp 22439 213 


B403120234 Foruierds order to show cause b order temporarily suspending 
Licenses 37-00611-09 b BUD-86B 

DEYOUNO. R C Director's Office. Office of Inspection and 
Enforcement 84/03/02 DUIOHT.J Automation Industries. Inc 2pp 
22619 241 


— 0403120242 Order to show cause b order tsmporarily suspending Licenses 
8UB-B68 b 37-00611-09 re apparent cxceii radiation exposure 
to thumb b fingernails of two radiation technicians working 
in restricted area 

DEYDUNOi R -C Director's Office. Office of Inspection and 
Enforcement 84/03/02 Automation Industries, Inc lOpp 
22619 243 


0403210001 Responds to notice of violation b proposed imposition of 
civil penalties Third party being located to take over 
activities at Phoeni xvl 1 1 e, PA nuclear encapsulation 
feci 1 Ity 

BOWMAN, D C Automation Industries, Inc 04/03/14. Director's 
Office, Office of Inspection and Enforcement 3pp. 22707 092 


— 0403210005 Responds to NRC 031227 Itr re violations noted In IE 
enforcement conference rept b insp of License 37-00611-09 
Drawings for extension tubes used w/Model B source changer 
revised 

MORELAND, P E, Automation Indostrlei, Inc 84/02/03 MARTIN, T T 
Division of Engineering b Technical Programs 7pp. 22707:059 


— 8403210010 Foruarde addl technical info re discussions during B3092B 
enforcemdnt conference concerning fractured secondary 
encapsulation on Co-60 source b evaluation of source 
connector. No disconnects observed during 12,000 cycles. 

MORELAND, P E Automation Induitrlas. Inc S4/01/30, ALLENi J H 
Region 1, Office of Director 17pp 22707'062. 


B40330000B Responds to 640302 order to show cause b order temporarily 
suspending Licenses 37-00611-09 b SUB-86e Certain facts in 
Paragraphs II b III of order contested. Hear ing requeeted 
BOWMAN, D C Automation tnduitriei, Inc, 84/03/26, Director'a 
Office, Office of Inspection and Enforcement 2pp 22821 169 
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DOCKET 40-6940 KAWECKI BERVLCO JND - INC , BOYERTOWN. PA 


B403070317 Faruardi lubmlttali from Kauiecki Berglco Induttrlei rt cause 
t< aitent of fluoride contamination in monitoring uell 4 & 
background radiological parameters in West Suamp Creek 
MYNOARDENt B D Uranium Fuel Licensing Branch 64/02/27 Uranium 

Fuel Licensing Branch 6pp 2S564 321 


DOCKET 40-7459 WHITTAKER METALB< LOB ANGELES. CA 


B403190310 Discusses IE Insp of License SMA-1018 on 831101-03 No 
violations observed Insp limited to revleu of Whittaker 
Ketals site in Oreenvl 1 1 e. PA 

MARTIN. T T Division of Engineering & Technical Programs 04/O3/OB 
COLLINS. T J Desco Marine ip 22673 274 


B403200327 Summary of B40301 meeting lu/Dupont to discuss source matl 
licensing 

PAOE.R 0 Uranium Fuel Licensing Drench 84/03/08 DAVIB. J 0 
Office of Nuclear Material Safety It Safeguards. Director 3pp 
22709' 140 


DOCKET 40-8027 KERR-MCCEE NUCLEAR CORP . OKLAHOMA CITY. OK 


8403140219 Advises of issuance of Amend 24 to License SUD-lOlO 
changing name of company to Sequoyah Fuels Corp.Revieu 
end 

PAOE.R 0 Uranium Fuel Licensing Branch 83/12/16 SHELLEY. W J 
Sequoyah Fuels Corp Ip 22637 331 


— S403140217 Revleiu of 631021 application to amend License SUB-IOIO 
changing company name to Sequoyah Fuels Corp Amend should be 
iisued 

KDSLA. B H . CROW. W T Uranium Fuel Licensing Branch 03/12/16 
3pp 22637 332 


8403010907 Issuas Amsnd 26 to License SUD-lOlO. amend ing Conditions 9.6 
t< 7 re quantitative analyses for metals L specified 
isotopes, existing monitoring uells b surface leater samples 
PAOE.R 0 Uranium Fuel Licensing Branch 84/02/16 SHELLEY, W J 
Kerr-McOec Corp 9pp 2243B. 310 


— 8403010913 6ER supporting issuance of Amend 26 to License SUB-lOlO, 
amending Conditions 9.6 fc 7 re quantitative analyses for 
metals 6 specified isotopes. ex 1st ing monitoring wells & 
surface water lamples 

RH0DE8.M , CROU.W T Uranium Fuel Licensing Branch 04/02/16 
17pp 2243B 319 


B40328002B Submits address change for Nuclear Licensing St Regulation 
Dapt JC Btauter will serve as primary addressee for end 
list of licensees 

SHELLEY, M J Kerr-McOee Corp B4/03/21. SCHAEFFER. C NRC - No 
Detailed Affiliation Olven 3pp 22777 060 


DOCKET 40-8084 RIO ALOOM CORP , MOAB, UT 


8403190200 "Semiannual Environ Monitoring Rept for Jul-Dec 19B3 " 
LAWTON. M D. Rio Algom. Ltd 83/12/31 34pp 22648 246 


8403190274 Provides addl info re annual yellowcake production before 
final assay adjustment from existing carbonate leach at 
Lisbon mill, 

PATTISDN.R S Rio Algom, Ltd. B4/02/09. SMITH. R D Uranium 
Recovery Field Office 2pp 22640 289 


B40319O413 Forwards request for addl info re principal paramaters for 
radiological aisesiment Info naaded to complete review of 
application to renew Source Matl License SUA-1119 Response 
requested by 040316 

PETTENOILL.H J, Uranium Recovery Field Office 04/02/19 
LAWTON, M 0 Rio Algom, Ltd Ip. 22601 391 


DOCKET 40-8102 EXXON CO,. USA, HDUBTON, TX 


B403260138 Aek receipt of S311D9 Itr informing NRC of steps taken to 
correct violations noted in IE insp of License SUA-1139 on 
030906-00 Addl info required re site security 

HALL, R. E. Region 4, Office of Director 84/01/18 SHANNON. J B 
Exxon Corp. ip, 22798' 190 


--04O326O142 Responds to NRC B31014 Itr re violations noted in IE insp of 
License SUA-1 139 on B30906-08 Corrective action Section 3 4 
Of license renewal application modified to reflect current 
secur 1 ty practices 

SHANNON. J 0 Exxon Corp 03/11/09 HALL. R E Region 4, Office 
of Director 3pp 22758 199 


B4D2140329 Ac k receipt of B31109 L 840125 Itrs informiixg NRC of steps 
taken to correct violations noted in IE insp of License 
8UA-1139 on 030906-00 

HALL. R E Region 4. Office of Director 84/02/08 SHANNON, J H 
Exxon Corp Ip 2222B 237 


— 8402140327 Responds to NRC 831014 Hr re violations noted in IE insp 
of License 8UA-tl39 on B30906-08 Corrective actions product 
storage warehouse secured. 1 1ml ting access to authorlied 
personnel 6 continuous site security provided 

SHANNON, J B Exxon Corp 04/01/25 HALL.R E Region 4. Office 
of Director 2pp 22228 238 


0403200360 Forwards summary of 840213 meeting between representatives 
of Exxon Minerals b U Recovery Field Ofc to discuss comments 
on Exxon proposed decommissioning plans for Highland U 
operations 

PANOBURN, 0 C , PETTENOILL.H J Uranium Recovery Field Office 
84/02/22 Uranium Recovery Field Office 3pp 22708 332 


DOCKET 40-0107 ARMY, DEPT OF, SACRAMENTO, CA 


8403200107 IE Insp Findings t, Licensee Ac k dtd 840207 of License 
ST6-1101 Insp findings no violations observed 

8K0V.D 0 Region 5. Office of Director 84/02/07 Ip 22685353 


DOCKET 40-8452 BEAR CREEK URANIUM CO , CASPER, WY 


S403150239 Forwards 1983 reclamation bond calcul at t am, includ ing 
performance bond calculation (■ cost detail for mill site 
d Ismant 1 ing, decomml iilonlng tc reclamation activities 
MEDLOCK, R L Bsarfoot Corp B3/09/20 SMITH, 0 . GARCIA. P Uranium 
Recovery Field Office 7pp 22649 016 


8403190102 "Bear Creek U Co Semiannual Rept to NRC,Uul-0ec 1963, Environ 
Sampling " W/S40309 Ur 

BLOSSOM, J N Bear Creek Uranium Co 83/12/31 21pp 22641 169 


0403190226 Water quality data for monitor wells Si static levels for 
monitor well for Fourth Ouarter 1983 per Condition 91(al of 
License 8UA~131D U/840222 Itr 

BLOSSOM, U N Bearfoot Corp 83/12/31 3pp 22649 032 


8403190436 "Tailings Disposal Area 1983 Technical Evaluation ’’ U/e40131 
1 tr 

MEDLOCK, R L Bear Creek Uranium Co 03/12/31 SMITH. D Uranium 
Recovery Field Office 40pp 22601 072 


0403190249 Forwards design review of PMF channel per License Condition 
911. Amend 22 to Source Matl License SUA-t31D 

MEDLOCK, R L Bearfoot Corp 04/01/31 SMITH, D Uranium Recovery 
Field Office 3pp 22648 397 


0403200390 Forwards review of monitoring data required by License 
Condition 91<a> of Source Matl License 8UA~i310 
PANOBURN, 0 C . PETTENOILL.H J Uranium Recovery Field Office 
84/02/29 Uranium Recovery Field Office 3pp 22709 104 


DOCKET 40-8902 WYOMINO MINERAL CORP , LAKEWOOD, CO 


9403220102 Advises that review of proposed program for demonstrating 
restoration of alternative lixlviant test area at Irigaray 
Hina site will be completed by 840319 All well fields mutt 
be restored. 

HAWKINS, E F Uranium Recovery Field Office 84/02/22 DEASON.C M 
Malapal Resources Co Ip 22723 2B2 


0403220196 Advises that review of proposed program for demonstrating 
restoration of alternative lixlviant test area at Irigaray 
Mine site will be completed by 840319 All well fields must 
be restored 

HAWKINB.E F Uranium Recovery Field Office 84/02/22 RUTLEDGE, C 
Wsstlnghouse Electric Corp Ip 22723 279 
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DOCKET 40-B5&4 MIKERAl-B EXPLORATION CO , LOS ANOELES, CA 


a4O0ISO3Sa submits responsss to q.uBstions ru Sept 19S3 appH cation for 
afflsiKt to Source hatl Ulcente SOA-1030 

KLEINi T J Minerals Esploratlon Co (subs of Union Oil Co of 
California) 83/03/03 PETTEHOILLi H Uranium Recovery Fielil 
Office 3pp 33649 030 


S403SG0039 Notifies that U processing suspended) equl pment 
decontamlnateif for suspension period & monitoring reduced 
Suspension ulll extend through & posslblg begond S grs 
HILLjC Z Onion Minerals 83/12/13 PETTENOILL.H Uranium 
Rucoverg Field Office 3pp 23Q13 343 


8403320068 Foruords sunmarg of environ monitoring & meteorological 
conditions for Jul-Dec 19B3i per License Conditions 
34i 43 j< 48 Environ monitor ingr as modified bg Amend ISi 
implemented w/exceptlon of addl air monitor deunuiind 

KLEIN. T U Union 76 Minerals Exploration Co 84/03/29 Region 4, 
Office of Director Ip 32713 21B 


—8403320071 Bummarg of environ monitoring L me t eorolog 1 c al conditions 
for dul“Dee 1993 

a Union 76 Minerals Exploration Co 83/13/31 74pp 22712 219 


8403230117 Formardi summerg of environ monitoring U meteorological 
conditions, per License 8UA-1390i Eectlon 9 (. Conditions 34i 43 
& 48 Station uiill be operable In First Quarter 1984 
KLEIN. T J Union Minerals 84/02/28 Region 4. Office of 
Director Ip 22718 116 


— Q4D3330134 Summary of environ monitoring & meteorological conditions 
for Third t> Fourth Quarters 19B3 
a Union Minerals 83/13/31 76pp 33718:117 


DDCKET 40-8989 HY0HtN(3 MINERAL CORP . LAKEWOOD. CO 


8403260213 '‘Semiannual Effluent Konttorlng Rcpt. Uul-Dec 1183 “ 
14/640227 Itr 

BERO.R E Westlnghouee Electric Corp 83/12/31 3pp 33796 162 


DOCKET 40-B9B6 KERR-MCOEE NUCLEAR CORP . OKLAHOMA CITY, OK 


8403190333 Foridardt rept ra abandonment fc pIoBSlPB procedures for water 
well tr monitor hole 

SHBLLEYi W U Kerr-McOee Corp 83/10/09 PETTENOILL.H Uranium 
Recoverg Field Office 3pp 2364? 871 


8403280099 Forwards completed NRC Form 314 for license License uill not 
be raneued at present 

LANDAODRAi H Kerr-McOee Corp 63/11/21 Division of Fuel Cgcle it 
Material Bafetg tp. 38811 361 


•8403380103 Certificate of disposition of metis no matls procured bg 
licensee under License SUA-l(^0, 

SHELLEY. W J. Kerr-McOee Corp B3/11/31 ip 32811 362 


DOCKET 40-R60S SILVER KINO MINES. INC. . CASPER. WY 


8403200390 "Annual Land Use Surveg Project Area - Five Mile Radius. 
1983 " W/S403SB Itr One oversize mep end Aperture card is 
available In PDR 

a Silver King Mines. Inc 83/12/31 PETTENOILL.H J Uranium 
Recdverg Field Office 12pp 23708 293 


8403330310 Responds to 631123 Tcq.uest to extend license A defer further 
preoperatlDnal environ monl tor Ing Approval c^f request would 
not be in keeping u/lntent of NRC regulationt License 
raniwal application should be submitted 

PETTENOlLUiH J Uranium Recoverg Field IDfflca 84/03/23 
MOLFF.C E Sliver King Mines, Inc. Ip. 32723 369 


DOCKET 40-8647 KERR-MCOEE NUCLEAR CORP . OKLAHOMA CITY. OK 


8403260026 Submits eddreis change for Nuclear Licensing b Regulation 
Dept UC Stautar util serve «s primary addressia for end 
list of licensees 

SHELLEY. WJ. Karr-McOee Corp 84/03/31. SCHAEFFER, C NRC - No 
Datallsd Affiliation Olven. 3pp 23777.060. 


DOCKET 40-6663 NUCLEAR DYNAMICS. INC , PHOENIX. AZ 


6403190312 Submits analgsis of Ra-226 level In water Itrmediatelg prior 
to discharge, supplementing 831109 request for permission to 
discharge uater In evaporation ponds Application to amend 
License SUA-1331 under NRC consideration 

FRITZ, D M Western Water Consultants. Inc 84/01/13 WAONER, U 
Uyamlng, State of 4pp 22649.046 


DOCKET 40-3674 PLATEAU flESOURCES, LTD , GRAND JUNCTION, CO 


6403820191 "Effluent Monitoring Rapt,Jul-Dec 1963 " W/B40327 Itr 
* Plateau Resources, Ltd 63/12/31 iOpp 22717 036 


DOCKET 40 -8681 ENER(JY FUELS NUCLEAR. INC . DENVER, CO 


8403190484 Forwards rept of 630830 ALARA audit Rept provides data it 
trends which enabled audit committee to make recommendations 
to reduce worker exposures b environ effluents Next rept 
scheduled for 040229 

SMITH, 0 E Energy Fuals Nuclear. Inc 83/11/28 VINCELETTE, D 
Energy Fuels Nuclear. Inc 49pp 22700 179 


0403260107 Lists corrective actions to be taken, per 040112 tetcon 
re 031127 Incident b measures to prevent recurrence of 
violations noted In IE Insp on 040104-09 

COLLINS. JT Region 4, Office Of Director 84/01/13 BPARUINO.DK 
Energy Fuels Nuc 1 ear. Inc 1 p 83796 131 


8403200360 Forwards review of semiannual ALARA rept for Energy Fuels 
Nuclear White Sand Mill for period ending 830630 Future 
repts should contain more detailed discussion of audit 
committee findings 

HILDENBRAND, P , HAWKINS i E F Uranium Recoverg Field Office 
04/02/18 Uranium Recoverg Field Office 7pp 22709 003 


8403200309 Requests assistance in reviewing Union Carbide application 
for self-bonding 

SMITHifi D. Uranium Recoverg Field Office 84/02/16 BR0HNIN0.fi E 
Division of Waste Management Spp 22700 313 


— 0403200394 Forwards proposed reclamation surety agreement, 
organ! lat tonal chart b specific employee qualification for 
White Meta U Mill near Blending. UT 

OEKOLLANOER. 0 Union Carbide Corp 04/02/10 HILDENBRAND. P 
Uranium Recovery Field Office 17pp 22708 313 


6403200363 Summary of 840209 ntee t.ing.w/Union .Carbide b Energy Fuels 
Nuclear in Denver, CO re submittal in support of Energy Fuels 
request to transfer Source Matl License 8UA-139B to Union 
Carbide 

HILDENBRAND, P . HAWKINS. E F ifranlum Recovery Field Office 
84/02/21 Uranium Recovery Field Office 3pp 28708 3 96 


8403190339 fN-B4-Ot4 on 84031 6, notice of violation b proposed 
imposition of civil penalty in amount of 46,000 issued to 
licensee Action based on violations Involving radiological 
occurrence w/potential for radiation exposures 

FLACK.E , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement. 84/03/13 2pp 28679 037 


DOCKET 40-8664 WESTERN NUCLEAR, INC , LAKEWOOD, CO 


6403190219 Forwards results of expanded study by In-8itu. Inc of pump 
test, specif Ically addressing issue of leakage from aquifers 
adjacent to production aquifer through confining layers, 

BOODEN, 0 Western Nuclear. tn< (subs of Phelps Dodge Corp ) 
84/01/26 HILDEBRAND, P Uranium Recovery Field Office Bpp 
23649 039 


DOCKET 40-8696 PLATEAU RE60URCES, LTD , GRAND JUNCTION, CD 


6403190213 Confirms telcon re resignation of RJ Carr. effective 840131 
JW Davis will assume RJ Carr duties. effective 640201 Resume 
of JW Davis end 

OERDEMAN.FW Plateau Resourc es< Ltd. 64/01/16. SMITH, R.D 
Uranium Rec ovary Field Office. 3pp 22649 • 043 


0403190249 Forwards resume of N Savignae per E Hawkins requast, Savlgnae 
will conduct QC audits 

OERDEMAN.FW P 1 ateau Resourc e». Ltd 84/02/02 SMlTHiR.D. 

Uranium Recovery Field Office 6pp 22648.391. 



DOCKETED ITEMS 


7 


|4032’S0183 Faruiardf '‘Effluant KonitoTlng Rept:< Jul~Dec 1933 '' Ratults 
of Fb-ZlO analy**! fix' fourth quarter high vol air lamplaf 
uilt ba available bg 840303 

OERDEMANiP U Plateau Rasourqi»> Ltd 84/02/27 (legion 4, Office 
of Director Ip 2290? 200 


-0403220187 “Effluent Monitoring Rept.Jul-Dec 1903 " 

* Plateau Beeourcee. Ltd 03/12/31 39pp 22909 201 


OCHET 40-8727 KERfi-MCOEE NUCLEAR CORP , OKLAHOMA CITY, OK 


403280038 Submltt addrei* change for Nuclear Licensing & Regulation 
Dept JC Stautar ulll serve as prlmarg addressee for end 
list of licensees 

BHELLEV, M J Kerr-McOee Corp 84/03/21 SCHAEFFER, C NRC - No 
Detailed Affiliation Olven 3pp 22777 060 


3CKET 40-0743 DOLE PETROLEUM, INC , CASPER, WV 


403230136 Notifies of amend to License 6UA-I396, deleting License 
Condition 81 to Indicate radiation safetg officer 
satisfactorily completed formalised intensive health physics 
training program 

SMITH, R D Uranium Racoverg Field Office, 84/02/27 Ogle 
patroteuiT), Inc Ip 22743.354 


-8403230137 Notifies that Ogle Petroleum, Inc fulfilled requirements of 
License Condition 13 re radiation safetg officer 
satisfactorily completing formalised intensive health 
physics training program 

WABTLERiB L , HAWKINS, E F Uranium Recovery Field Office 
84/02/22. Uranium Recovery Eield Office Ip 22743 333 


ICKET 40-8760 EOLOW INTERNATIONAL CO . WA8HIN0TDN, DC 


.03270086 Act receipt of 840306 1 tr Informing NRC of steps taken to 
correct violations noted In IE insp of License SMC-IS?? 

Requests evaluation to determine whether train accident 
could affect safe storage of natural UF6 

HINDiO A Division of Radiological t< Materials Safety Programs 
84/03/22 EDLOW, U Edlob) International Co 3pp 22770 026 


8403270094 Rasponds to NRC telcon u/J Edlou re violation noted In IE 
Insp of License BHC-1377 Corrective actions UF6 ulll not be 
stored Inside warehouse before license Issued 

POIDHURST, B W Edloui International Co 84/03/06 ALEX SON, W L 
Region 3, Office of Director Ip 22770 028 


CKET 40-8768 KERfi-MCOEE NUCLEAR CORP , OKLAHOMA CITY, OK 


03010071 Foruards info 'sent to Btate of WY Dept of Environ Quality to 
be Inserted into O-Sand In situ project application. 

FREEMAN.M D Sequoyah Fuels Corp 84/01/23 HILDENQRAND, P R, 
LINEHANiJ J Uranium Recovery Field Office. 16pp 22480 008 


□3200333 Discusses dsteetton of excessive U concentration In urine 
sknalgtls at Kerr McOee Q-Sand Project Vendor actions 
■ atlsfac tory. 

-TILDEN8RAND, P , HAWKINS, E. F. Uranium Recovery Field Office 
34/02/0? Uranium Recovery Field Office 2pp 2270B 339 


>3280127 Informs of lisuance of amend to License SUA-13B7 designating 

Ssquoyah Fuils Corp as wholly ownsd subsidiary of 

4srr-J1eOee 

JHITH.R D Uranium Recovery Field Office 84/02/09 SHELLEY, W J 
terr-McOee Corp Spp 22811 080, 


>3200375 Summary of 840221 meeting w/Western Nuclear, Inc In Denver, CO 
'e concerns about Willow Creek RbD project discovered during 
.eakage analysis of pump test data. 

I ILDENBRAND, P. , HAWKINS, E F. Uranium Recovery Field Office 
14/02/23, Uranium Ricovery Field Office 2pp 22708 342 


*3280028 Submits addrsss ehangs for Nuclsar Licensing St Ragulation 
*apt. JC Stauter will strve as primary addressee for end 
1st of licensees. 

IHELLEY, W J. Kerr-McOse Carp. 84/03/21 SCHAEFFER, C NRC - No 
latallsd Affiliation Olven 3pp 22777'060 


DOCKET 40-0781 TETON EXPLORATION DRILLINO CO , INC , CASPER, WY 


8403130203 Comments on ene I quarterly rept for Ocb-Dec 1983 Listed 
changes suggested 

8TAUD,H p Oak Ridge National Laboratory 84/01/16 WILLIAMS, R E 
Idaho, Unlv of, Moscou, ID 2pp S2646 228 


— 8403130207 “Teton Eiploration Drilling Co - Leuenberger Project, 
Quarterly Rept for Qct-Dec 1983 “ 

a Idaho. Unlv of, Moscow, ID 83/12/31 33pp 22646 230 


DOCKET 40-8783 URANER7 USA. INC , CASPER, WV 


8403190412 "Quartarly Operating Rept for Third Quarter 1983 " W/a31101 
I tr 

SOMERVILLE, K 0 Uraneri USA, Inc 83/09/30 LINEMAN, J J Uranium 
Recovery Field Office lOOpp 22681 106 


8403190411 “Quarterly Operating Rapt for Second Quarter 1903 “ W/ 
830901 Ur 

SOMERVILLE, K 0 Uraneri USA, Inc 83/06/30 LINEMAN. JU Uranium 
Recovery Field Office 99pp 22681 212 


DOCKET 40-8786 URANIUM RESOURCES, INC . RICHARDSON. TX 


8403130272 Informs of contamination of DJ Kindle urine sample 14-11 
taken op 831124 Source of contamination could not be 
Identified Bloassay samples will be placed in lock e<f, tampa r 
proof receptacle to prevent contamination 

FREEMAN.M D , 8INKE, 0 J Kerr-McOee Corp 04/01/04 SMITH.R D 
Uranium Recovery Field Office 3pp 22648 280 


8403150233 Comments on adequacy of pump test Test will yield most 
Info raqueeted Borne data may require reanalysis 

MULLER, K Wyoming. State .of S4/01/26 Wyoming, State of Spp 
22648 348 


8403130260 Comments on Kerr-Mcfiee responses to previous comments, 
excluding pump test comments Adequacy or remaining issue 
noted as appropriate 

MULLER, K Wyoming, State of 84/01/26 Hyaming, State of 2pp 
22648 346 


8403130294 Forwards Info sent to State of WV Dept of Environ Quality to 
be Inserted in D Sand In-sltu project application 
FREEMAN.M D Ksrr-McOae Corp 84/01/31 LINEMAN. J J Uranium 
Recovery Field Office 16pp 22649 317 


DOCKET 40-B82D AMAX ENVIRONMENTAL SERVICES, INC . OOLDEN. CO 


8403070348 Issues Amend 1 to License BMD-UIB, adding Condition 19 
stating that rept required by Condition 17 must be submitted 
by 84031 S 

PAGE, R 0 Uranium Fuel Licensing Branch 04/02/27 KERRIQAN.J E 
AMAX Environmental Services, Inc (subs of AMAX, Inc ) Ip 
2SS64. 126 


DOCKET 40-0824 TARGET RESEARCH, INC , WHARTON, NJ 


8403220170 Ac k receipt oP 840213 Itr informing NRC of steps taken to 
correct violations noted In IE insp of License 8UB-i421 
MARTIN, T T Division of Engineering t. Technical Programs 84/03/13 
QUADAONO.V Target Research, Inc Ip 22909 196 


— S403220173 Responds to NRC Itr re violations noted in IE Insp of 
License BUB-1421 Corrective aetloni license amended to allow 
transport of mat! to licensed recipient $< to modify 
detection requirements 

GUADAGNO, V Target Research, Inc 84/02/13 FRIEDMAN, L F 
Region 1, Office of Director 2pp 22909,197 


DOCKET 40-082? WYOMING FUEL CO , LAKEWOOD, CO 


0403180319 Forwards responses to NRC questions re solar evaporation 
pond design it Stete of NE qusstlons re Crow Butte U Project. 

W/four overslic meps Aperture cards arc avallablt (n PDR. 

9T0UT, D M Wyoming Fuel Co 83/10/21. LINEMAN, J Uranium Recovary 
Field Office 136pp. 22677.113 
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— 94031503<10 "Soils Enjlneerlng fleptp Wgonlng Fuel Co Crow Butts Project 
Pilot Test Pond Area " 

FISHER. n . HARDEM. R C FieheTp Harden b Fieher aS/12/31 SHpp 
22677 197 


e403ia02B6 Comments on Hyonlng Fuel Co response to req.uest for addl 
Info !< on "Guldsl Ines for Qrounduiater Monitoring at In Bltu 
U Solution Mines " Ltr to EPA dttf B31203 outllntns 
procedures for esemptlng anuiter end 

HOFFMAM. T E Hestern Nobroska Resources Council 84/01/06 
HAUKIH9. E F Uranium Ree overt; Field Office 7pp 22648 339 


B403190413 Foruards draft rept of review of hiidrology for Ugoailng Fuel 
Co proposed Crow Butte RbD project Rept will bo basis for 
hydrology section of EIA 

HAHKIMS.E F Uranium Recovery Field Office 84/02/07 HABERHANIpC 
Nebraska, State of 32pp 22700 147 


8403300372 Forwards review of waste storage ponds whicb should be 
Included In environ assessment Pond !< liner designs meet 
applicable criteria 

GILLEN. DM. JOHNSON. T L Englnsaring Branch (Post 8310011 
84/02/15 UABTLER.S L Uranium Recovery Field Office 9pp 
2270B 349 


8403190418 Foruards EIAs i licenses for Kerr-McOee b Uraneri RbB 
projects, per request W/o end 

HAWKINS. E F Uranium Recovery Field Office 84/02/17 HABERHAN.C 
Nebraska. State of ip 226B1 346 


8403200320 Responds to Comments & requests for addl Info on groundwater 
restoration i potential for Increased energy costs at U tn 
situ leach project No Impact evident on present rete payer 
•or environ due to project 

HAWKINS. E Uranium Recovery Field Office 84/02/22 HOFFMAN, T 
Hestern Nebraska Resources Council 2pp 2270? 162 


8403320190 Forwards description of pump tost by Wyoming Fuel Co for 
proposed Crow ITutte project & subsequent analyess of pump 
test data W/o end 

HAHKlNa.E F Uranium Recovery Field Office 84/02/22 REILLY, F 

Interior. Dept of. Oeologlcal Survey ip 22723 281 


DOCKET 40-6930 HONEYWELL. INC . HOPK1M8, MN 


8403060201 Foruards IE Insp Repti 40-8830/84-01 b 30-20927/84-01 on 
B4O2O7-0B No none omp I lane e noted 

WIEOEHAN. D 0 Region 3p Office of Director 84/03/01 FRAKES.O 
Honeywell. Inc. Ip 22917 176 


—8403060210 IE Insp Repts 40-8030/84-01 b 30-20329/84-01 on 840207-08 
No noncomplian-c e noted Major areas inspected organisation, 
licensee audit s. training. re training b Instructions to 
workers. radioing ical protection procedures & matls 
MADERA. J R . OBERO. C T > MIEDEMAN, O 0 Region 3. Office Of 
Director 84/02/29 Upp. 22517 177 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET 90-2 l/MtV DF MICHIGAN RESEARCH REACTOR 


F Security, medical, emergency b fire protection plans 


B4032S0209 Forwards sanltiisd version of updated Feb 1784 route survey 
for shipment from Ann Arbor. MI to Savannah River, BC to 
replace Aug 1783 version. per 10CFR7a 21 Portions of 830825 
ltr remain unchanged 

SHERft.T S Material Transfer Safeguards Licensing Branch 04/03/12 
KERR. U Michigan. Univ of, Ann Arbor. HI. 14pp 22808,214 24)( 

Flche 30-002.84/03/12,8403200209 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F Security, medical, emergency b fire protection plans 


B4030902S8 Public version of pegs changes to Bo-ok 1 personnel 
procedures b Book II emergency proc edures, Including 
Procedure IP— 1007 re determinetlmi of magnitude of release 
b exposure rate W/B31213 Ur b JM Felton release memo 
Q'TODLE.J D Consolidated Edison Co of New York, Inc 83/12/02 
HURLEY, T E Region 1 . Office of Director SOpp 22972 2 2 0 B4)C 

Flche 90-003,83/12/02,8403090288 


0403170243 Notification of 840418 workshop in King of Frustia.PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp b topici described In IE Info Notice 
□4-07 Agenda for workshop end 

MURLEV, T E Region 1, Office of Director 84/03/07 O'TOOLE. J D 
Consolidated Edison Co of New York. Inc HEIDER.L H Yankee Atomic 
Electric Co COUNSIL, H Q. Connecticut Yankee Atomic Power Co 
39pp 22672 062 24X Flche 90-000.84/03/07,8403170243 


8403170069 Provides prslimlnary estimate of cost to upgrade present 
pr Imary emergency op erst Ions facility to provide radiation 
protection factor of five 

□ ‘TOOLE, W O Consolidated Edison Co of Ntw York. Inc 84/03/14 

EISENHUT.DQ Division Of Licensing 2pp 22666 132 24X 

Flche 90-003.84/03/14.8403170069 


8403290291 Advises that 831014 rev to physical security plan consistent 
w/provl i 1 one of 10CFR90 94<pl b acceptable 

MARTIN. T T Division of Engineering b Technical Programs 84/03/21 
O'TOOLE. J 0 Cansolldatod Edison Co of New York. tne. 4pp 
22800 001 SAX Flche 90-003.84/03/21.8403270291 


0 Inspection reports. IE Bulletins b correspondence 


B4Q1190D72 IE Info Notice 84—13, "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " 8vc list 
one 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
RBspo.nie (Post 830103) 84/02/28 Consolidated Edison Co of Nsu 

York. Inc ilDpp 22707 237 24X Flche 50-000.84/02/28,0401190072 


0402090007 IE Info Notice 84—14, "Highlights of Reesnt Transport 
Regulatory Revs by DOT b NRC *' 8vc list enc 1 

GRACE. J N Division Of QA, Safeguards b inspsetion Programs IPost 
830103 ) 84/03/02 C ons o 1 idatsd Edison Co of New York, Inc 

130pp 22992 327 24X Flche 90-000.84/03/02,8402070007 


8402090008 IE Info Notice 84-16, "Failure of Autometlc Sprinkler Sys 
Valves to Operate " Bve list end 

JORDAN. E L Division of Emergency Preparedneis b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22993 078. 24X Flche' 90-000. 84/03/02, 8402090008. 


8402D90007 IE Info Notice 94—15, "Reporting of Radiological Releaiet " 
8vc list enc 1 

JORDAM.E L Division of Emergency Preparedness b Engineering 
Roapunse <Past 830103), 84/03/02 Consolidated Edison Co of New 

York. Inc 117pp 22993 217 24X Fi c he . 90-000, 64/03/02, 8402070007 


84D207D011 IE Info Notlco 84-17. "Problems U/Llquld Nitrogen Cooling 
Components Belou Nil Ductility Temp " Sve list end 
JORDAN. E L Division Of Emsrgency Preparsdnsss b Engineering 
Response (Post 830103) 84/03/09 Consolidated Edison Co. of New 

York, Inc 117pp 22993 336 24 X Fi'ctie^ 9*0-000, 84/03/09, 840207001 1 


0402070024 IE Info Notice 04-07, Rev 1. "Lessons Learned From Inspi of 
Fire Protection Safe Shutdown 8ys " Bve list end 
JORDAN. E L, Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07. Consolidated Edison Co. of New 

York, Inc liepp 22639' 047 24X FI e h e 90-000. 84/03/07, 8402070024 


8402070028 IE Info Notice 04-18, "Stress Corrosion Cracking in PWR 
8ys " 8vc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York. Inc 110pp 22904*106 24X Flche. 90-000, 84/03/07, 8408070028 


8402070031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety Bys. " Sve list snd 

DEYDUNO.R.C. Director's Office, Offlci of Inspection and 
Enforcement. 84/03/12 Consolidated Edison Co of New York, Inc 
134pp 67249 275 24X FI c h e - 90-000, 84/03/ 18, 8408070031 . 


8402070043 IE Info Notice 84-19, "Two Events Involving Unaothori led 
Entries into PWR Reactor Cavities, " Bve list end, 

JORDAN.E L Division of Emergency Preparedness b Enginssring 
Response (Poet 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22623 229. 84X Fichs’ 90-000. 84/03/21, 8402070043 


8402090044 EE Info Notice 04-20, "Sve Life of Rslays In Saf e ty-Related 
8y s " Sve list end 

JORDAN.E L Division of Emergency Frspartdnees b Engineering 
Response (Post 030103) 04/03/21 Coniolldated Edieon Co of New 

York, Inc 13Spp 22933 001, 24X Flche: 90-000, 84/03/21. 8402070044 


R Periodic operating reports b releted correspondence 


8403230139 "Personnel Whole Body Exposure for CYSS. " M/a4030l ltr 
O'TOOLE.J.D coneoltdatcd Edison Co. of New York, Inc 83/12/31. 
HURLEY, T E Region 1, Office of Director. 3pp 22730' 137. 24X 

Flche’ 90-003, 03/12/31 , 8403230139, 
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8403360130 “Effluint b Dltposal Semiannual Rapt for Jul~Dec 

1983 " W/040301 Itr 

□ ‘'TOQLEiJ D Conaol Idatad Ediaon Co of Nauj Yorki Inc 83/12/3} 
MURLEY» T E Region ti Office of Director 46pp 2273B 0B6 24X 

Flche 30-003.03/12/31,0403260120 


8. Reportable occurrence*. LERa ti related correspondence 


B403B60233 Eoruerds summary list of deficiencies Identified per 
lOCFRSO SSlel.Part 21 l< potential generic Itr repta for 
cQimoienta 

BTAROBTECKI. R Division of Project It Resident Programs 04/02/28 
Region 1. Office of Director 7pp 22796 063 24X 

Flche 30-000,04/02/28,0403260233 


DOCKET 30-3 PENN8YLVAN1A STATE UN IV RESEARCH REACTOR 


F. Becorlty, medtcel, emergency It fire protection plans 


8403070360 Requests addl info Identified In end NRC emergency plan 
revlau by 040430 Plan submitted on 021029 does not meet 
requirements or guidelines in Rsv 1 to Reg Oulde 2 6 h 
AN8I/AN8-13 16-1982. 

THOHAB. C 0 Btenderdliatlon & Special Projects Drancb 84/02/27 
CUNNINOHAH, R 0, Pennsylvania State Untv , University Park, PA 2pp 
22364.130 24X Flcha 30-003,84/02/27,0403070360 


■8403070362 Evaluation of Pennsylvania State Unlv research reactor 
emargency preparadnais plan 

« Division of Emergency Preparedness b Engineering Response (Post 
030103) 84/02/2? 3pp 22364 140 24X Flche 30-003,64/02/27, 

8403070360 


p Operating license stage documents !, correspondence 


0403020037 Notification of contract ecoeotton “Dresden b Perry 
Simulator Ueasing, " auarded to OE 

JESSUP. D Technical Assistance Contracts Branch FIN B-B713 
84/02/17 HAVINS.O H Director's Office, Office of Inspection and 
Enforcement Ip 22491 043 24X Flche 90-000,04/02/17,0403020037 


— 8403020043 Contract “Dresden (, Perry Simulator Leasing, “ auarded to 
OE 

PIERCE, R L General Electric Co tIDRTON. K V Division of 
Contracts FIN B-8713 04/02/17 3Bp p 22491 046 24X 

Flche 90-000,04/02/17,8403020037 


8403130275 Generic Ltr 84-07 to all licensees of DWRa re procedural 
guidance far pipe replacement at DURs Svc list end 
EISENHUT.DO Dl vl s 1 on o f L t c ens 1 ng 84/03/14 Commonuical th 

Edison Co 20pp 22823 354 24X Flche 90-000.84/03/14, 0 403150273 


a Inspection reports. IE Bulletins h correspondence 


0403030043 Foruards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan '' Plan designed to heighten employee 
auareness b strengthen corporate ability ta Improve 
regulatory performance 

THOMAS, B Commonuiealth Edison Co 84/02/24 KEPPLER, J 0 Region 
a. Office of Director 3pp 22490 139 HAX Flche 50-00 0,84/02/24, 
8403030043 


— 8403030046 Rev 0 to "Corporate Regulatory Performance Improvement 
Plan " 

» Commonuealth Edison Co 84/02/29 22p p 22490 142 24X 

Flche 50-000.84/02/24,8403030043 


DOCKET 80-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


B40ll*?0072 IE Info Notice 04-13, "Potential Deficiency In Motor 
Oparated Valve Control Circuits b Annunciation " Svc list 
end. 

JORDAN, E t Division of Emergency Preparedness It Engineering 
Reeponse (Post 830103) 84/02/20 Consolidated Edison Co of Neu 

York, Inc I13pp. 22909 239 24X Flchs 30-000,04/02/28.8401190072 


F, Becurlty, medical, emergency b fire protection plans 


8402090007 IE Info Notice 84-14, "Highlights of Recent Traneport 
Regulatory Revs by DOT b NRC " Bvc list encl 

GRACE, J N Division Of GA, Safeguards b Inspection Programs IPost 
830103) 04/03/02 Consolidated Edison Co of Neu York, Inc 

130pp 22392 329 24X Flche 30-000,04/03/02,8402090007 


8402070008 IE Info NotUo 84-16, "Failure of Automatic Sprinkler Eys 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York, Inc t22pp 22333 090 24X Flchs 30-000,84/03/02.8402090000 


0403120033 Advises of 840323 regional uorkshop in Rosimont, IL u/all 
Region III licensees to discuss fire protection safe 
• hutdoidn requirements of lOCFRSO, App R Agenda encl 
SPEBSARD, R L Division of Emergency Preparedness b Operational 
Support 84/03/06 REED, C Commonwealth Edison Co 3pp 
22303' 222 24X Flche. BO-OIQ, 84/03^06, 04p3120033 


0402070009 IE Info Notice 04-15, "Reporting of Radiological Releases " 
five list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22393 217 24X Flche 30-000,04/03/02,0402090009 


0^ Adjudicatory correspondence 


8402220137 Order extending time until 840220 for Commission to act to 
revlBW Director's Decision DD-B3-14 

CHILK, a. 0 Office of the Secretary of the Commission 84/02/21 
Commissioners Ip 22337362 24X Flche 30-000, 84/02/21, 

8402220137 


8403010238 Order extending time until 040303 for Commission to act to 
ravlew Director's Decision DD-03~14 b 831029 decision 
denying request of Environ Policy Inst. 

CHILK, 8 J Office of the Secretary of tha Commission £54/02/28 
Commissioners Ip. a2434'210. 24X Flche' 50-000, 84/02/23, 

B403010238 


8403070069 Informs that Contmlsslon unanimously declined to review 
Director's Decision DD-B3~14 Time provided by NRC 
regulattone within which Commission may act to review 
expired. Dec Islon beceme final agency action on S40309 
CHILK. a. J. Office of tha Secretary of the Commission B4/O3/O0 
CELEBREZZE, A J. Ohio, Btate of. 2pp 22S75' 350 24X 

Flche; 30-000, 04/03/08, 8403090069 


6402090011 IE Info Notice 84-17, “Problems W/Llquld Nitrogen Cooling 
Components Delou Nil Ductility Tomp “ Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of Neu 

York, Inc 117pp 22533 336 24X Flche 90-000,84/03/09,8402090011 


B402090024 IE Info Notice 84-09, Rev I, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown 8ys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response IPost 030103) 84/03/07 Consolidated Edison Co of Neu 

York, Inc llBpp 22633 049 24X Flche 30-000,04/03/07,8402090024 


8402090020 IE Info Notice 04-10, "Stress Corrosion Cracking In PWR 
8ys. " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) S4/03/D7 Consolidated Edison Co of Neu 

York, Inc llSpp 223B4 186 24 X Flche. 30-000, 04/03/07. 8402090028 


8402090031 IE Bulletin B4~02, "Failures of OE Type HFA Relays in Use in 
Claes IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcament 84/03/12 Consolidated Edison Co of New York, Inc 

i34pp, 67245 273 24X Flche 30-000,84/03/12,0402090031. 


8403090074 Informs that Commission unanimously declined to ravlew 
Olractor's Decision 00-83-14. Time provided by NRC 
regulations within which commission may act to review 
• xplred. Decision became final agancy action on 840305 ^ 

GHILK.B. J. Office of the Secretary of the Commission B4/03/QB 
MILLAR, F. Environmental Policy Institute. ip. 22378 292 24X 

Flche! 30-000, B4/03/0B, 8403090074. 


8403090113 Informs of Commission decision not to review Director s 
Daclelon DD-B3-14. Time for Commission to act expired on 

840303. W/o end ^ ^ ^ aa/om/nB 

CHILK.B. J. Office of the Secretary of th# Commission 84/03/08 
REBNIKDFF.M. Blerra Club Ip. 22376,079 24X 

Ft ch •! 30-000, 84/03/08, 04030901 13. 


84032300BB Ac k receipt of regulatory performance Improvement plan 
Parlodlc meltings requested to discuss progress on program 
tt provide feedback. 

KEPPLERiJ 0 Region 3, Office of Director. 84/03/20 THOMAS, 0 
Commonwealth Edison Co Ip 22730 161 24X Flche' 50-000, 84/03/20, 

B4032300SB 


— B403230107 Forwards corporate regulatory performance improvement plan 
THOMAS, D Commonuealth Edison Co B4/02/24 KEPPLER.J 0, Region 
3, Office of Director 3pp. 22730 162. 24X Flche 50-000, 

84/03/20, 84032300aS 
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— B403330136 Rbv 0 to ''Corporate Regulator)^ Performance Inproveoient Plan 
For Dresden^ Quad CltleoiZlon S< LaSallo fSperatinp Nuclear 
Stationc « Dyron & Braldwood Project Operating 
□rgani tatloni " 

* Cajnjnonwna 1 th Ed it on Co SSff S2730 IAS B4X 

Flche 50-000, B4/03/Z0. 0403230099 


8402070043 IE Info Notice 04-17, "Tima Events Involving Unauthorited 
Entries into PWft Reactor Cavities '■ Sve list end 
JOROAN. E t. Oivlslon of Eoiergencg Preparedniis t< Engineering 
Response (Post 8301031 84/03/21 Consolidated Edison Co of Nau 

Yort, Inc I23pp 28023-227 84X Ftcho 90-0 03. B4/03/2J , 8408070043 


8408070044 IE Info Notice 84-20, "8vc Life of Relays In Safe ty-Re latsd 
8ys " Sve list sncl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 84/03/21. Cnnsolldated Edison Co of Neu 

York, Inc tSDpp 82733 001 24X Fiche 90-000,84/03/81.8402070044 


R Ptriodlc operating roports b related correspondence 


8403060079 "Rapt of Radioactive Ef fluents, Ju 1 -Dee 1903 ■' H/a40Bl9 Itr 
SCOTT, D J Commonusalth Edison Co 93/12/31 KEPPi.ER>J 0 Region 
3, Office of Director 17pp 22906 243 24X Fiche' 90-010, 83/12/31, 

0403060079 


B4030Q0177 "Rept of Occupational Personnil Radiation Oases, 1983 ” 
H/a408a7 Itr 

SCOTT. J S Co^monuealth Edison Co 83/18/31 CASE. E 0 Office of 
Nuclear Reactor Regulation, Director 13pp 88997 097 24X 

Flche 90-000,83/12/31,8403030177 


8403220120 Annuel uhole body external esposures for 1783 U/840316 Itr 
RY8AK, 0 CD/Kraonuealth Edison Co 03/12/31 7pp. 28716 007 24X 

Fiche 90-000,03/18/31.8403220180. 


DOCKET 90-13 BABCOCK & HILCQX CQ CRITICAL FACILITY 


P Operating license stage documents b correspondence 


8403080162 Reeponds to B31122 rogues t for ualver on use of qualified 
reactor operators for futl handling operations during period 
betueen time of CX-10 facility final shutdoun b completion 
of fuel shipments Request denied 

THQKAS, C 0 Standardliatlon b Bpeclel Projects Branch 84/02/17 
OLSEN, A F Rabcoci b Utlcox Co 3pp 28491 133 24X 

Flche 90-013.84/02/17,8403020162 


DOCKET 3 0-1 a VALLECITOS DO I LING WATER REACTOR 


H Periodic operating reports b related correspondence 


8403800244 "Annuel Operating Rept 17 for Vatlecltos BUR (Deactivated! " 
N/840312 Itr 

* Oancral Electric Co 83/18/31 DENTON. K R Office of Nuclear 
Reactor Regulation. Director 9pp 22691,119 S4X 
FlcAe ao-OIB.B3/l8/31, B403200844 


DOCKET 90-20 MASSACHUSETTS INST OF TECH RE8. REACTOR 


F, Security, medical, emergency & fire protection plans 


0408130347 Forwards Rev 30 to SAR for research rsactor HITR-Il. 
affecting physical security plan Rev ulthhetd 
(ref 10CFR73 211. 

CLARK, L Massachusetts Institute of Technology, Cambridge, KA. 
84/08/07 THOMAS, C 0 Standardiiat I on b Special Projects Branch 
ip 38803 279 24X Pi che- 90-080. 84/02/07, 0408130347 


8403820034 Advises that Reiian I appralial/lnsp of emergency 
preparedness program schadulcd to begin G40403 

MARTIN, T T Division of Engineering b Technical Programs 84/03/13 
CLARK, L Massachusetts Institute of Technology, Cambridge, HA Ip 
22717 1B2 a4X Fiche 50-080.84/03/13.8403880034 


0 Inspection reports, lE Oulletlns b correspondence 


6403880034 Advises that Region I appralsal/lnsp of emergency 
preparedness program scheduled to begin 840403 

MARTIN, T T Division of Engineering b Technical Programs 04/03/13 
CLARK, L Massachusetts Institute of Technology. Cambrldga, MA Ip 
28717 IBS S 4 X FI c h e . 90-080, 84/ 03/ 1 3. 0 4032 20034 


docket so -29 YANKEE-ROVIE NUCLEAR POWER STATION 


F Beevrity, medical, emergancy & fire protection plans 


0403190243 Notification of 840410 uorkshop in King of Prussia, PA to 
discuss lessons learned from recent App R firs protection 
safe shutdown Insp & topics described in IE Info Notice 
84-09 Agenda for uiorkthap end 

HURLEY. T E Region 1, Office of Director B4/03/07 O'TOOLE, U D 
Consolidated Edison Co of New York, Inc HEIOER, U H Yankee Atonic 
Electric Co COUNBIL.M O Connecticut Yankee Atomic Power Co 
Sgpp 28678 062 24X Flche 50-000,84/03/09,8403170243 


J Insurance b indemnity information 


8403140033 Forwards Endorsament 70 to MAELU Policy MF-26 b Endoreowents 
ICO b 1C9 td NELIA Policy NF-76 

SINISI.O M Marsh b McLennan. Inc 04/03/03 SAUTZMAN, J D 
Aasletant Director for State b Licensee Relations App 88634 199 
24X Flche 90-089.84/03/09.8403140033 


B40327Q216 Submits info re nuclear property insurance coverage as of 
840401 Coverage carried w/American Nuclear Insurance b 
Mutual Atomic Energy Reinsurance Pool 

KAY. J A Yankee Atomic Electric Co 84/03/88 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 22772 037 24X 

Fiche 50-039.84/03/88,8403870816 


P Operating license stage documents b correspondence 


B403080007 Forwards VAEC-139B, "Main Steam Line Break Analysis Addition 
of Boron Transport Model " post-processor to RETRAN code 
developed to predict Yankee Nuclear Power Station transient 
boron concentrations 

KAV.U A Yankee Atomic Electric Co B4/03/OS CRUTCHFIELD, D 
Operating Reactors Branch 9 Ip 88997 199 84X 

Fiche 30-029, 84/03/08,8403030007 


— B403080009 "Yankee Nuclear Pofaier Station Mein Steam Line Break Anelyeit 
Addition of Boron Transport KO'del " 

KENDALL. J M . FUJITA.N , CHAKDOLA, Y Yankee Atomic Electric Cd 
YAEC-i370 04/08/87 llSpp 82997 197 24X 

Flche 30-089. 84/03/08. 0403000007 


8403120183 Forwards proposed resolution of specific equipment environ 
quallf ication deficiencies identified in Franklin Research 
Ctr Technical Evaluation Rept TER-C9897-463 

KAY, J A Yankee Atomic Electric Co 84/03/09 EISENHUT, D 0 
OiYisiOn of Uicenilng 39pp 28907289 24X Flche 90-089,04/03/09, 

8403120183 


8403130387 Requests eiemption from I0CFR9O 44( c 1 ( 1 i 1 (B>, spec i f y Ing 
requirements for containment penetrations designated for use 
as post-accident hydrogen re comb Iner, by 840409 

KAY.J A Yankee Atomic Electric Co 54/03/06 CRUTCHFIELD. D 
□peratlng Reactors Branch 9 3pp 82614 146 24X 

Flche 90-029,84/03/06,8403130287 


6403190867 Notifies of assignment of EC Ueinilnger as Chief, Reactor 
Projects Section lA, DiY of Project b Resident Programs, 
effective immediately 

STAROSTECHI.R Division of Project b Reeldent Programs 84/03/18 
HEIDER. L H Yankee Atomic Electric Co 8pp 82671.899 S4X 
Fiche 90-089,84/03/12,3403190367 


8403800804 Requests YAEC-I399P, "Dctermlnetlen of Decey Heat for LWR 
LOCA Analysis," be withheld (ref 10CFR2 7901 

KAV.O A Yankee Atomic Electric Co 84/03/19 CRUTCHFIELD. O 
Operating Reactors Branch 9 3PP 88696 246 34X 

Flche 90-089.84/03/19.8403200804 


—8403200288 Requests exemption from 1 (X:fR 30, App K requirement re ute of 
1971 ANS std on decay heat for intflnlta reactor operation 
u/*a0'4 uncertainty factor In alternative, proposes use of 
1979 ANS std 

KAY, J, A Yankee Atomic Electric Co 54/03/09 Office of 
Nuclear Reactor Regulation. Director 3pp 88696 847. 84X 

Flche 90-029.34/03/19,8403200204 


—5403200870 “Executive Summary Rept on Justification of Modified Decay 
Heat Model for Yankee Nuclear Power Station " 

HARVEY, R C , HUSAIN, A Yankee Atomic Electric Co 84/03/09. 

27pp 82676 292 84X Flche 90-089,84/03/19,8403800884 


8403870007 Responds to open item identified in util integrated 
assessment (NUREG-0a29>> Top tc IH-IO A Util established 
criterion per Reg Oulde 1 106 for thermal overload 
protection for motor operated valves 

KAV.J A Yankee Atomic Electric Co 54/03/22 CRUTCHFIELD, D 
Oporatlng Reactors Branch 9 3pp 88769 390 S4X 
Flch* 90-029,54/03/88.8403270007 
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B403370003 Retponds to open item Identified in util integrated 
aeieeiment 1NUREG-O0a3)» SEP Topic III-5 A Analgsle performed 
per ANBI/ANS 3B 2 to determine force imparted on electrical 
penetration Blieter 12e from break on Steam Generator 2 
KAV.vl A Yankee Atomic Electric Co 84/03/23 CRUTCHFIELD, D 
Operating Reactors Branch a 3pp 23767 346 34X 

Ftchs 30-029,84/03/23,8403270003 


8403300192 Forwards draft Rev 5 to Procedure nP-OSOB re low voltage on 
Emargencv Dus 1 or 6-3 4B0-VDlt bus, draft Rev 3 to OP-3844 
re low voltage on Emergency Dus 2 or 4-1 4BO-vo 1 t bus & 
draft Rev 5 to 0P~3B45, per SEP Topic VIII-l a 

KAY, J A Yankee Atomic Electric Co 04/03/28 CRUTCHFIELD, D 
Operating Reactors Branch 3 12pp 22819 231 24X 

Flche SO-029, B4/03/2S, 6403300192 


Q Inspection reports, IE Bulletins tt correspondence 


840-1190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits li Annunciation " Svc list 
end. 

viORDAN, E L Division of Emergency Preparedness b Engineering 
Heeponse (Post 8301031 84/02/28 Consolidated Edison Co of New 

York, Inc llSpp 22909 239 24X Fiche 50-000,84/02/28,8401190072 


8403010331 Advises that plan for eiam of primary nozzles described in 
B40112 Itr satisfies conditions of 840103 relief reyuests 
from Inservice insp requirements 

CRUTCHFIELD, D Operating Reactors Branch S 84/02/29 KAY, U A 
Yankee Atomic Electric Co 2pp 22432 076 24X 

Flche 30-029,84/02/29,8403010331 


G4D2090007 IE Info Notice 84—14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC ” Svc list enc 1 

ORACEr U N Division of OA, Safeguards b Inspection Programs (Post 
830103), 84/03/02 Consolidated Edison Co of New York, Inc 

130pp. 22332 329 24X Flche 30-000,84/03/02,8402090007 


840209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 84/03/02 Consolidated Edison Co of New 

York, Inc. 122 pp 22333 098 24X Flche 30-000,84/03/02,8402090008 


S402090009 IE Info Notice B4-I5i "Reporting of Radiological Releases " 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/03/02 Consolidated Edison Co of New 

York, Inc li9pp 22353 217 24X Flche 30-000,84/03/02,8402090009 


8402090011 IE Info Notice 84-17, "Problems N/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc I17pp 22353 336 24X Flche 30-000, 84/03/05, 040209001 1 


8402090024 IE Info Notice 84-09, Rev 1, "Lesions Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Rasponse (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22633 049 24X Fiche 50-000,84/03/07,8402090024 


B40209002B IE Info Notice 84-18. "Stress Corrosion Cracking in PUR 
Sgs. " Bvc list end 

JDRDANiE U Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22384 186 24X Flche 30-000,84/03/07,8402090028 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Clmss IE Safety Syi " Svc list end 

DEYOUNG, R.C Director's Office, Office of Inspection and 

Enforcement. 84/03/12 Consolidated Edison Co of New York, Inc 
134pp. 22823<094 S4X Flche 30-000,84/03/12,8402090031 


6403290286 Forwards IE Insp Rapt 30-029/84-02 on 840126-27 No 
violations noted 

MARTIN, T. T, Division of Engineering b Technical Programs 84/03/13 

HEIDERiL H Yankee Atomic Electric Co 2pp 22800 031 24X 

Fiche 30-029,84/03/13,8403290286 


—3403290292 IE Insp Rapt 30-029/84-02 on 840126-27 No violations noted 
Major arias tnspec tad ' fail ure analysis b activities to 
replace 3/4-d lemeter, Schedule SO vent line on steam 
genarator Loop 1 

«RAY,E.H , DURR.J P Region 1, Office of Director 84/02/21 
3pp. 22800.033 24X Fiche 30-029,84/03/13,8403290286 


B402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PUR Reactor Cavities " Svc list end 
JORDAN, E.L. Division of Emergency Preparedness b Engineering 
Reeponse (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp. 22823 229. 24X Flche 30-000,84/03/21,8402090043 


0402090044 IE Info Notice B4-20. "Bvc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co Of New 

York, Inc 133pp 22933 001 24X Fiche 50-000,04/03/21,8402090044 


R Periodic operating reports b related correspondence 


0403020292 Personnel b man-rem by work b duty function rept, 1983 H/ 
B40224 Itr 

ST LAURENT, N , HEIDER, L H Yankee Atomic Electric Co 83/12/31 
HAYNES. R C Region 1, Office of Director 4pp 22440 229 34X 

Fiche 30-029,83/12/31,8403020292 


8403120181 "Semiannual Effluent Release Rept for Jul-Dec 1983 " 
U/840301 Itr 

KAY, J A Yankee Atomic Electric Co 83/12/31 MURLEY, T E Region 
1, Office of Director !6pp 22589 133 24X Fiche- 30-029, 83/12/31 , 
B4031201B1 


8403210068 "19B3 Annual Rept " U/840301 Itr 

HEIDER, L H Yankee Atomic Electric Co 63/12/31 HURLEY. T E 
Region 1, Office of Director 9pp 22703 043 24X 

Fiche 50-029,63/12/31,8403210068 


8403020072 Monthly operating rept for Jan 1904 M/B40206 Itr 

UHIPPLE, 8 , HEIDER, L H Yankee Atomic Electric Co 84/01/31 6pp 
22441 339 24X Flche 30-029,04/01/31,0403020072 


8403300003 Monthly operating rept for Feb 1904 M/B4030S Itr 

UHIPPLE, S , HEIDER, L H Yankee Atomic Electric Co 84/02/29 6pp 
22821 181 84X Flche 30-029,84/02/29,8403300003 


S Reportable occurrences, LERs b related correspondence 


8211110398 Discusses failure of Uestlnghouse Type SC-1 1676-072 
relays No further review should be conducted based on 
review of Info 

ASHE, F Reactor Operations Analysis Branch 82/10/21 8EYFRIT, K V 
Reactor Operations Analysis Branch 3pp 22773 233 24X 

Flche 30-029,02/10/21,0211110399 


0403090175 Forwards LER 84-001-00 

ST LAURENT. N N Yankee Atomic Electric Co 04/02/23 HURLEY, T E 
Region 1, Office of Director Ip 22373 263 24X 

Fiche 50-029,04/02/23,0403090173 


0403200215 LER 04-002-00 on B40214, during review for SEP Topic lU-10 A, 
surveillance procedure inadequacy discovered Tech Spec 
changes did not contain time requirement Procedure changed 
W/040313 Ur 

DRAWBRIDGE, D L , ST LAURENT, N N Yankee Atomic Electric Co 
04/03/13 3pp 22699 320 24X Flche 30-029,04/03/13,0403200213 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY 


R Periodic operating reports b related correspondence 


0403060403 Forwards "Annual Status Rept for 1983,” per 010316 
dismantling order 

RICHLEY.E A , DOITEL.E C National Aeronautics b Space Admin 
84/03/01 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22510 292 24X Flche 50-030,84/03/01.0403060403 


— 0403060410 "Annual Status Rept for 1983 " 

e National Aeronautics b Space Admin 04/02/06 Opp 22310 294 
24X Flche 30-030,84/03/01,0403060403 


U Decommissioning Stage Documents b Correspondence 


8403130214 EVALUATION OF NUCLEAR FACILITY DECOMMISSION I NO PROJECTS 
Summary Report - Plum Brook Reactor Facility 
DDEROE, D H , MILLER, R L United Nuclear Corp FIN 0-7560 
NUREO/CR-360S 04/02/29 Division of Engineering Technology 
34pp Available at NRC «4 23 22649 032 24X 

Fiche 30-030,04/02/29,8403130214 


DOCKET 30-34 UNION CARDIDE RESEARCH REACTOR 


I Financial Information 


8403220043 Submits financial Info re operation of facility, per 840302 
request Cost estimate for dccomnissloning end Annual 
Financial Rept, 1982 forwarded 

MCGOVERN, J J Union Carbide Corp 84/03/15 THOMAS, C 0 
Standard 1 zat ion b Special Projects Branch Spp 22712 146 24X 

Flche 50-054.84/03/15,8403220043 
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P OpBTdtlng license stage documents & correspondence 


B'4O3130049 Application for amend to License R-Blradding one addl 
change to Tech Specs re e « per lisent revleu & approval to 
more fullg describe ectent of nuclear safeguards coevnlttea 
responsibll itg 

nilZlCKA, U G Union Carbide Corp 84/03/01 TiiOKAS, C O 
Standardl lation b Special Projects Branch Ip 2S59Q 3At 24X 
Fiche 90-034. 84/03/OI.B403 130043 


— 840313003S Proposed Tech Spec change reguest re eiperlmsnt revleu; b 
approve 1 

• Union Carbide Corp 64/03/01 tp 22S9B 3di? S4X 
Fiche 50-034.04/03/01,6403130043 


6403120294 Requests addl info re Hag 19BO application for license 
roneual re detailed estimates of total annual operating 
(i decommi tslonl ng costs b detailed explanation of sourcoi 
of funds to cover costs Info should be submitted bg 040324 
TIIOHAS.C 0 Standardliatipn b Special Projects Branch 04/03/02 
KCOOVERtJ. J union Carbide Corp 2pp 2259d> 3AI 24X 
Fiche 50-034. 64/03/02. 0403120294 


0403130176 Requests Geosciences Branch revleu) geologg b seismology 
sections of enc 1 Union Carbide reactor SER for Union Carbide 
subsidiary company license reneiiial application 

THOHAS. C 0 Standardl latlon b Special Projects Qranch 84/03/03 
JACKSQN.R Geosciences Drench Slpp 22646 201 24X 

Fiche 30-054.84/03/03,6403150170 


O Inspection reports. IE Bulletins b correspondence 


0403020296 Foruards IE Insp Rept 50-034/64-01 on 840104-06 No 
violations noted 

3TAR0STECKI . n Division of Project b Resident Programs 84/02/16 
KCOOVERN, J J Union Carbide Corp 2pp 22440 032 24X 

Fiche 50-034.04/02/16.8403020299 


—8403020303 IE Insp Rept 30-054/84-01 on 840104-06 No violations or 
deviations noted Major areas inspected licensee action on 
previous insp f ind Ings. f ac i 1 itg revl rtiis b audi ts. operato r 
requallflcatlon training b surveillance activities 
HINNEV, W U , ROBERTSON. J A Region 1. Office of Director 
ELSASSER. T C Division of Project tr Resident Programs D4/0B/03 
lOpp 32440 034 24X Fiche 50-034. 84/02/ 16. Q40302029B 


R Periodic operating reports b related correspondence 


0403270198 “Annual Rept for 1963 " H/840320 1 tr 

5TRACK. R A Union Carbide Corp 63/12/31 9TAR0STECK I . R Division 
of Project b Resident Programs 7pp 22772 014 24X 

Fiche 30-034.83/12/31,0403270196 


DOCKET 30-62 UNIV OF VIRGINIA RESEARCH REACTOR 


F Security, medical, emergency b fire protection plans 


6403290326 Foruards updated spent nuclear fuel route from Un iv of 
Virginia ta Savannah River. 6C 

SHERRi T S Material Transfer Safeguards Licensing Branch 84/03/12 
BENNECHE.P E Virginia. Univ of. Charlottesville. VA 9pp 
22622 229 24X Fiche 50-062.84/03/12,6403290320 


R Periodic operating reports b related correspondence 


8403010397 Annual operating rept for 1983 

FARRAR, JP Virginia. Univ of, Charlottesville, VA 84/02/16 
Division of Licensing lOpp 22433 093 24X Fiche 30-062.04/02/16, 

8403010397 


DOCKET 30-70 GENERAL ELECTRIC TEST REACTOR 


R Periodic operating reports & related correspondence 


6403200242 “OE Test Reactor Annual Rept. Number 25 " M/S40312 Itr 

CUNNINGHAM, 0 E General Electric Co 93/12/31 DENTON, H R Office 

of Nuclear Reactor Regulation. Director 7pp 22690 137 24* 

Fiche 30-070.63/12/31,8403200242 


DOCKET 30-72 UNIV OF UTAH RESEARCH REACTOR 


F Security, medical, emergency b fira protection plans 


0403200281 Foruards revised emergency plan, addl financial info b 1983 
financial statement for univ 

SANDQUISr.O M Utah, Univ of, Salt Lake City. UT 84/03/14 
THOMAS. C □ Standardiia tlon b Special Projects Branch Ip 
22696 281 24X Fiche 30-072,84/03/14.8403200281 


— 8403200293 Revised “Univ of Utah Emergency Plan for Training b Research 
Reactors " 

9AN00U1BT, 0 M Utah, Univ of. Salt Lake City, UT UTEC ME 
84-0203 84/03/14 2Qpp 22696 202 24X Fiche 30-072,64/03/14, 

840320028 1 


— 8403200296 Univ of Utah operating budget 1903-64 

» Utah. Univ of. Salt Lake City, UT 04/03/14 37PP 
22696 310 24X Fiche* 30-072. 84/03/14, 0403200281 


I Financial InFormation 


8403200261 Foruiards revised emergency plan, addl financial Info b 1983 
financial statement for univ 

8AN0QUI6T. 6 M Utah. Univ of. Salt Lake City, UT 04/03/14 
TNBMAS.C O Standardliatlon b Special Projects Branch Ip 
22696 261 24X Fiche 30-072,84/03/14.6403200261 


—0403200296 Univ of Utah operating budget 1993-64 

« Utah. Univ of, Balt Lake City, UT 04/03/14 37pp 
22696 310 24 X Fiche 30-072.84/03/14,0403200281 


DOCKET 30-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


R Periodic operating reports b related correspondence 


6403130072 Annual Rept 24 of op eratlon, changes, tests b experiments for 
OE nuclear test reactor U/B40303 Itr 

REED. L L , CUNNINGHAM, 0 E Oeneral Electric Co 83/12/31 
DENTON. H B Office of Nuclear Reactor Regulation, Director 7pp 
22641 042 24X Fiche 30-073,83/12/31.0403190072 


DOCKET 50-83 UNIV OF FLORIDA TRAINING REACTOR 


F Security, medical, emergency b fire protection plans 


8403010247 Ack recolpt of 831122 b 040201 Itrs transmitting Rev 7 to 
physical security plan Changes consistent ui/provi si ont Of 
10CFR30 S4<p) b acceptable for inclusion into plan 
LENIS. R C Division of Project b Resident Programs 84/02/24 
DIAZ.N J Florida, Univ of, Gainesville, FL 2pp 22432 010 24X 

Ficho 30-083.64/02/24.0403010247 


P Oporating license stage documents b correspondence 


0403260063 Foruiards Amend 14 to License R-36 b safety evaluation Amend 
adds new Section 6 6 3, "Other Special Repts, " to Tech Specs 
covering Level 1,2 or 3 personnel changes b changes In 
transient or accident analyses 

THOMAS. C O Standardliatlon b Special Projects Branch 04/03/06 
DIAZ.N J Florida. Univ of. Gainesville. FL 2pp 22812 310 24X 

Flcho 30-063.64/03/06,8403280065 


— 8403280060 Amend 14 to License H-36i adding new Section 6 6 3, "Other 
Special Repts." to Tech Specs covering Level 1,2 or 3 
personnel changes b changes in transient or accident 
analyses 

THOMAS. C O Standardl zatlon b Special Projects Branch 84/03/06 
Spp 22812 320 24X Fiche 50-003,84/03/06.8403280069 


— 84032S0O71 Safety evaluation supporting Amend 14 to License R-96 

• Office of Nuclear Reactor Regulation, Director 84/03/06 tp 
22812 323 24X Flcho 30-083,84/03/06,0403280065 


DOCKET 30-113 UNIV OF ARIZONA RESEARCH REACTOR 


Q Inspection reports, IE Oulletins b correspondence 


8403060163 Forwards IE Insp Rept 90-113/84-01 on 84O1O9-10 No 
noncompliance identified. 

MENSLAWBM.F A Region 9. Office of Director 84/02/03 
OAULAOHER.R Arizona, Univ of, Tucson, AZ 2pp 22517 004 24X 

Fiche 30-113.84/02/03,0403060169 


V 


DOCKETED ITEMS 


13 


•0403060172 IE In»p Rtpt 50-113/04-01 on 040109-10 No none omp 1 1 anc e 
Idanttrtaij Hajor araai Inspocted radiation control programi 
Including potting & lab e 1 Ing, torvay* !< ptrsonnel radiation 
doslmatrg 

SHERMAN, C I , WENBt-AWBK I , F A Region 5, Office of Director 
04/02/02 7pp 22517 006 24X Fiche 50-113.84/02/03,0403060165 


DOCKET 50-123 UN IV OF MISSOURI RESEARCH REACTOR 


□ Inepvctlon reports, IE Bulletins Ec correspondence 


8403190005 Ack receipt of 840305 Itr Informing NRC of schedule to 
revise it update radiation protection procedures per IE Insp 
Rapt 50-123/04-01 

NORELIUBi C E Division of Project S< Resident Programs 04/03/14 
UARNER, D Missouri, Unlv of, Rolla, MO Ip 22669 325 24X 

Fiche- 50-123, 04/03/14, 8403190005 


— 8403190000 Responds to NRC 840216 Itr re violations noted in IE Insp 
Rept S0-123/B4-01 Corrective actions procedure changes to 
prevent detector from being left disconnected Implemented & 
radiation procedures rewritten 

DOLON, A B Missouri, Unlv of, Rolla, MO 84/03/05 
NORELIUStC E Division of Project t< Resident Programs Ip 
22669-326 24X Fiche 50-123,84/03/14,0403190085 


— 0403190094 Foruerds IE Insp Rept 50-123/84-01 on 040125 M/o App A 
describing noncomp 1 lane a 

NDRELIU8,C E Division of Project it Rasidant Programs 04/02/16 
WARNER, D Missouri, Unlv of, Rollai MO 2pp 22669 327 24X 

Ficha- 50-123, 84/03/14, 04O319OOBS 


——8403190096 IE Insp Rept 50-123/04—01 on 040125 Noncompliance noted 
incomplete procedures re radiation protection 
RIDOWAYiK R > TAMBCINO, T N Raglan 3, Office of Director 

04/02/06 6pp 22669.329 24X Fiche 50-123,04/03/14,8403190085 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT. UNIT 3 


F Security, medical, emergency & fire protection plans 


0402230176 Foruards revised State of CA nuclear pouer plant emergancy 
rasponee plan 

MEOFQRDiM 0 Southern California Edison Co 04/02/16 
EI8ENKUT. 0 0 Division of Licensing 2903pp 22353 001 24X 

Fiche 50-000,04/02/16,0402230176 


— 8403020117 Revised State of CA nuclear power plant emergency response 
plan. 

« California, State of 83/04/30. 2901pp 22353 003 24X 

Flfhe 50-000,04/02/16,0402230176 


0403270205 Discusses Southern California Edison submittal of 1903 
revised State of CA emergency response plan on behalf of all 
Bfcate of CA plants, incorp orating plan Into Diablo Canyon 
Addl planning Info will not be developed for Humboldt Day 
SCHUYLER, J O Pacific Oas it Electric Co 84/03/22 DENTON, H R 

Office of Nuclear Reactor Regulation, Director tp 22772,137 24X 

Fiche- 50-000, 84/03/22, 0403270205 


O Adjudicatory corraspondance 


8403270004 Discusses State of CA emergency response plan Plan 
tneorporatad into Diablo Canyon plan Addl planning will not 
be performed for Humboldt Say per 1980 legislation Related 
correspondence 

SCHUYLER, J O. Pacific Oas it Electric Co DSD 117 04/03/22 

DENTON, H.R Office of Nuclear Reactor Regulation, Director Ip 
22769:349. 24X Fiche. 50-000, 04/03/22, 8403270004 


0403270037 Responds to IE Dulletln 83-07 re apparently fraudulent 
products sold by Ray Miller, Inc No subj metis incorporated 
In any safety-related sys, Related correspondence 
SCHUYLER, J 0 Pacific Oas & Electric Co DSB 116 04/03/22 

MARTIN, J B Region 5, Office of Director 2pp 22769 322 24X 

Fiche- DO-133, 04/03/22,8403270037 


I Financial information 


0403200031 Annual Financial Rapt 1903 W/B40326 Itr 

MIELKB.F. W. . SHACKELFORD, 0 , CRANE. P A Pac i f 1 c Oas », Elac trU Co 
03/12/31 30pp 22776230. 24X Fiche 50-000,03/12/31,8403200031 


J Insurance I, Indemnity Information 


0403060170 Forissrds Endorsements 101 t, 102 to NELIA Policy NF— 133 
CRANE. P A Pacific Oas & Electric Co 04/02/20 SALTZMAN. U 0 
Assistant Director for State t. Licensee Relations 3pp 22318 34S 
24X Fiche 50-133,04/02/20.0403060170 


P Operating license stage documents 6 correspondence 


04O31SO275 Generic Ltr 04-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at BWRi Sve list end 
EI8ENHUT, D 0 Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp 22023 354 24X Fiche 50-000,04/03/14,8 403130273 


Q Inspection reports. IE Bulletins t< correspondence 


0401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits it Annunciation “ Bve list 
end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/02/26 Consolidated Edison Co of Neu 

York, Inc llSpp 22909 239 24X Fiche 50-000,04/02/20.8401190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT t, NRC " Gve list end 

GRACE, J N Division of QA, Safeguards & Inspection Programs (Post 
030103) 04/03/02 Consolidated Edison Co of New York, Inc 

I30pp 22552 329 24X Fiche 50-000,84/03/02,8402090007 


8402090008 IE Info Notice 04-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Past 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc i22pp 22353 090 24X Fiche 50-000,04/03/02.8402090003 


0402090009 IE Info Notice 04-15, "Reporting of Radiological Releases “ 
Sve list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc >19pp 22553 217 24X Fiche 50-000,04/03/02,8402090009 


0402090011 IE Info Notice 84-17, "Problems U/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Bve list end 
JORDAN, E L Division of Emergency Preparedness i. Engineering 
Response IPost 030103) 04/03/05 Consolidated Edison Co of New 

York, Inc li7pp 22553 336 24X Fiche 50-000,04/03/05,8402090011 


8402090020 IE Info Notice 04-10, "Stress Corrosion Cracking in PWR 
Sys " 0VC 1 1 st anc 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22504 106 24X Fiche 50-000,04/03/07,8402090020 


0402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Bye " Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

t34pp 22023 094 24X Fiche 50-000,84/03/12,840209003! 


0402090043 IE Info Notice 04-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Sve list end 
JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of Nsw 

York, Inc 123pp 22023 229 24X Fiche' 50-000, 04/03/21, 84G2090043 


8402090044 IE Info Notice 84-20, "Bve Life of Relays in Safety-Related 
Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 630103) 84/03/21 Consolidated Edison Co of New 

York, Inc I3Spp. 22933 001 24X Fiche 50-000,04/03/21,8402090044 


0403270037 Responds to IE Bulletin 03-07 re apparently fraudulent 
products sold by Ray Miller, Inc No subj matls Incorporated 
in any safety-related sys Related correspondence 
SCHUYLER, J D Pacific Gas t< Electric Co DBB 116 04/03/22 

MARTIN, J B Region 5, Office of Director 2pp 22769,322 24X 

Fiche, 50-133, 04/03/22, 8403270037 


R. Periodic operating reports b related correspondence 


6403020006 Monthly operating rept for Jan 1984 U/G40203 Ur 

DERKS.P 6 , WEEKS, E D Pacific Oae t< Electric Co 84/01/3] Spp 
22442 210 24X Fiche, 50-133, 04/01/31, 8403020006 


0403300076 Monthly operating rept for Feb 1904 W/040305 Ur 

DERKB.P 8 , WEEK5.E D Pacific Gas St Electric Co 84/02/29 5pp 
22021 302 24X Fiche 50-133,04/02/29,6403300075 
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DOCKET 30-139 ONIV OF WASHIHGTDtl HESEARCH REACTOR 


F Sccuritij, inadlcal. enivrjvncv ^ Tire protectlan plens 


8403360340 Advises lli«t emergency plam sitbmltted on B3ll04jdoes not 
meet requirements of Agp E to 10CFR30 or guidance -criteria 
in Rev ] to Reg Guide S 6 Addl info identified in end 
emergency plan revi e<jr should be provided by B40430 
THOMASi c O Stendardiie 1 1 on 6 Speciei Projects Branch B4/03/09 
R08KIN. M A Mashington. Unlv of. Seattle. WA Spp S2773 333 
24X Flche 50-137.84/03/09.8403260340 


640317-0010 Response opposing ASLD 840324 allegations of 
misrepresentation re Part 73 Issues Representations 
accurate 6 no action per 10CFR2 713 should be token 
UOODHEAD.C P Hearing Branch 4 S4/D3/07 Atomic Safety and 

Licensing Board Panel 14pp 22665 133 24X Flche 30-142. 04 /03/a'/' 

8403 170010 


— -8403170014 Affidavit of DM Carlson in response to ABLB 340224 
memo-randum & order 

CARLSON. D M Otvlilon Of Safeguards 84/03/0? iOOpp 
22663 147 24X Flche 30-142.84/03/07.8403170010 


DOCKET 50-142 UCLA TRAINING REACTOR 

F Becurity. -medical, emergency 6 fire protection plans 


8403190010 Response opposing ABLfi 840224 allegations of 
misrepresentation re Part 73 issues Representations 
accurate & no action per 10CFR2 713 should be taken 
HDODHEAD.C P Hearing Branch 4 84/03/09 Atomic Safety and 

Licensing Board Panel 14pp 22663 133 24X Flche 30-142.84/03/07. 

84031 90010 


"6403170015 Affidavit of CP Uoadhead In response to ASLB B40224 
msmarandum 6 order re misrepresentation 

HOOOHEAO.C P Hearing Branch 4 84/03/07 33pp 2266 5 236 24X 

Flche 30-142.84/03/09.0403170010 


— 8403170022 Affidavit of JR Oray re CP Uoodbea-d 830813 filing 
Certificate of Sve encl 

GRAY. U R Hearing Branch 4 B4/03/09 3pp 22663 268 24X 

Flche 50-142.84/03/09.8403190010 


G Ad ju-d i catory correspondence 


8403010248 Response to board 831223 order to respond to Couirtittee to 
Bridge the Gap allegations of matl false statements Record 
evidence contradicts allegations 

UOODKEAO. C P Hearing Branch 4 84/01/10 26pp 22432 1 24 24X 

Flche 50-142. 84/01/ I'D. 8403010248 


—8403170013 Affidavit of CP Uoodhead in response to ASLB 840224 
mamorandun ii order re misrepresentation 

UOODHEAD. C P Hearing Dranch 4 B4/03/09 33pp. 22663 236 24)1 

Flche 30-142.84/03/07,8403190010 


—8403190022 Affidavit Of JR Oray re CP Uoodhead 830S1S filing 
Certificate of 8 vc end 

ORAY. J R Hearing Branch 4 84/03/07 5p p 22663 268 24X 

Flcho:S0-142.a4/03/09, 8403 1900 10 


0403170137 Foruards IE Itr sent to licensee re proposed renewal 
of OL U/o enc] 

UOODHEAD, C P Hearing Branch 4 84/03/14 HIR3CH. D Affiliation 

Mot Assigned Ip 22668 034 24X Flche 30-142. 84/03/ 14. B4O3170l»? 


8403200021 Summarises 840309 press conference where CE Young announcad 
that UCLA reactor shut doun for repairs ti would remain ehut 
down through Olympics tc possibly thereafter 

3AYf J H. Committee to Bridge the Oep BAY. J H Nuclear Law Center 
04/03/14 FRVE.J H . DRIOHT.O 0 . LUEBHE. E A Atomic Safety and 
Licensing Board Panel 3pp 22698 333 24X Flche 30-142.64/03/14. 

8403 200021 


B403170177 Requests notification of accuracy of Mashington Post 040310 
article indicating that reactor will close during Summer 
Olympics to avoid possibility of terrorist attack Article 
one 1 

FRYE, J H Atomic Safety and Licensing Board Panel 64/03/13 
CORMIER. U H California. Unlv of. Los Angeles. CA 2pp 
22671 165 24X Flche 30-142.84/03/13,8403170177 


-8403010933 Affidavit of JR Miller In response to Convslttce tq Bridge 
the Gap allegation that verification that reactor radiation 
was 100 rem/h at 3-ft. unshielded, was untrue 
HILLER, J R Operating Reactors Branch 3 84/01/07 3pp 

22432 130 24X Flche 50-142,84/01/10.8403010948 


840301-0953 Affidavit of RE Carter verifying that JR Miller 6 author 
performed calciilat 1 ons In early 1781 to assess radiation 
level of reactor core 

CARTER, R E Standardisation 8 . Special Projects Bra-nch 94/01/09 
6 pp 23432 133 24X Flche 50-142,84/01/10.8403010248 


a40301'0960 Affidavit of DM Carlson showing that statement In 1777 
meeting did not contradict truth of 810407 affidavit re 
necessity of sabotage priotectlon at nonpouer reactors 
CARLSON, D M NRC ~ No Detailed Affiliation Given 84/01/10 Bpp 
22439 159. 24X Flche 30-142.84/01/10.8403010248 


—8403010963 Affidavit of DM Carlson re areas requiring controlled access 
to comply tti/IOCFR73 Security sys sufficient to comply 
W/I 0 CRR 73 67 it no requirement eitsts for guard, metal c^^ 
e«pl-oslve detectors Certificate of 8 vc encl. 

Physical Security Licensing Branch 81/04/17 | 8 pp 
22439 167 Z4X Flche 30-142, 84/01/10. 840301-0248 


Affidavit of SO Nelson re 830628 physical inventory of SNH 
NELSOMiO B Region 5, Office of Director 84/01/07 20 po 
22432 IB 6 24X Fiche 50-142.84/01/10.8403010248 

kafeguards Insp r.pts for 
1973-1783 provided by Region V W/o encl. 

^ Hearing Branch 4 84/03/07 FRYE. J H . BRIGHT, 0 0 , 

^ Atoffilc «r)d Llc«nifcing Soard J» 

22633-004 24X Fich«- 50-142. 84/03/09i 8403140064 ^ 


8403140087 Rpponse to ASLB B40224 order indicating concerns on 
*hsp repls re sabotage matters 
r Contention XX ti directing unlv it staff to rcepond 

by 840309 Certificate of Sve encl. ^ 

California. Unlv of. Los Angeles. CA 84/03/0? 
Atomic Safety and Licensing Board Panel t30pp. 22623 173 24 X 

Fiche 30-142.84/03/09,8403140007 ^ 


8403210027 Notifies of appraisal of Dfc of IE re protection against 
sabotage t, IE Insp Rept 30-124/03-01 for Virginia 
Polytechnic Inst re insp for radiological sabotage 
Related correspondence 

WOODHEAD, C P Hearing Dranch 4 84/03/16 FRYE, J H . DRIOHT.O 0 . 

LUEBKEr E A Atomic Safety and Licensing Board Panel. Ip 
22706 357 24X Fiche 30-142,84/03/16,8403210027 


8403260380 Responds to 840315 inquiry re info reported in 040310 
Washington Post article Reactor will remain shut down until 
after Olympic Games Barricades b armed guar-ds planned 
Related correspondence 

CORHTER.viH California, Unlv of, Los Angelas. CA, DBB 085 
84/03/20 FRVE.J H , LUEDKE.E A , DRIOHT.O O Atomic BafetU and 
Licensing Board Panel 2pp 22760.140 24X Fiche: 30- 142. 84/03/20. 

B4O326038O 


B403260003 Memorandum fc order ruling on Committee to Bridge the Cap 
objections to rebuttal testimony Served on 340323 
LUEBKE. E A . BRIGHT, 0 O , FRYE.J H Atomic Safety and Licensing 
Board Panel DBB 002 84/03/22 Committee to Bridge the Oae 

3Ipp 22748 313. 24X Flche 50-142,84/03/22.8403260003. 


8403260363 Requests that review of SECY-03-SOO re staff pToposal to 
eliminate sabotage protection requirements for research 
reactors await completion of Ofc of Inspector l< Auditor 
Investigation H/o ends Related correspondence 

HIRSCH. O Oovernment Accountability Project. DBB 103 84/03/23 

PALLADINO. OILINBKY. R0BERT8 Commi isl oners 2pp. 22760 077 24X 

Fiche 30-142.84/03/23,8403260363 — wma 


P Operating license stage documents b correspondence 


8403070412 Forwards chronology of licensee activities, Ind tea ting 
rellcensing, intervenor li hearing highlights 


BERNARD. H 
THOMAS. C 0 
22567 013 


Standardiiation fc Special Projects Branch. 84/03/01. 
Standardiiatlon 1. Special Projects Branch 7PP 
24X Fiche 30-142< 84/03/01, B403070412 
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DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


J Insurance tt Indemnity Information 


6403200064 Foruiard* Endoreement 91 to Policy NF-164, Endor lement* 71 fc 
74 to NELIA Policy NF-220> Endorsement 61 to MAELU Policy 
MF-73 & Endorsements 02 b 03 to NELIA Policy NF-107 
HDFFMANiJ Marsh b McLennan. Inc 04/03/22 DINITZ, I Assistant 
Director for State U Licensee Relations 7pp S2776 337 24X 

Flche 30-146. 64/03/22, S4032S0064 


DOCKET 30-135 BIO ROCK POINT NUCLEAR PLANT 


F Security, medical, emergency b fire protection plans 


6403090229 Rev 42 to emergency plan implementing procedures, Vol 9A 
a Consumers Payer Co 84/02/26 4pp 22371 240 24X 

Flche 30-133,84/02/28,0403090229 


640309021B Foryards evaluation rspt of offsite radiological emergency 
preparedness exercise conducted on S30726 Deficiencies 
observed did not detract from overall demonstrated 
capability to protect public 

KRIHM, R N Federal Emergency Management Agency 84/03/06 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response IPoit B30103> 7pp 22371 142 24X Flche 30-133,84/03/06, 

8403090218 


— B403090221 Evaluation of State of MI, Char level x b Emmet Counties 
offsite radiological emergency preparedness eiercise for 
Big Rock Point Nuclear Poyar Station 

« Fodaral Emargancy Management Agency 83/07/26 43pp 
22371 149 24X Flche 50-133,64/03/06,0403090218 


B403120097 Estends Invitation to attend 840323 regional yorkshop In 
Rosemont, IL re 10CFR50, App R safe shutdoyn requirements, 

Norbshop ylll cover subjs described in IE Info Notice 04-09 

b provide add! guidance In safe ihutdoun analyses 

ePESBARD, R L. Division of Engineering 84/03/06 OEMITT, R B 

Consumers Power Co 3pp 22306.160 24X Flche 30-153,64/03/06, 

0403120097 


B403220021 Forwards exemption from requirements of Section III 0 3 of 
App R to lOCFRSO re fire detection b fixed fire suppression 
sys in areas for yhich alternate shutdoun capability 
provided, In response to util 031020 Hr, 

CRUTCHFIELD, D, Operating Reactors Branch 3, 64/03/20 

VANDEMALLE, D. J Consumars Poyer Co 3pp 22713.343 24 X 

Flcha 30-153,64/03/20,8403220021 


— 8403220023 Exemption from raqulramanti of Section III 03 of App R to 
lOCFRBO re fire detection b flx'ed fire suppression sys In 
areas for yhich alternate shutdown capability provided 
EISENHUT, 0 0 Division of Licensing. 84/03/20 Consumers Power 
Co 4pp 22713 340 24X Flche 30-133,84/03/20,8403220021 


O Adjudicatory correspondence 


6403010203 Forwards licensee 840120 b 24 Itrs on Chr Iste-Mar la 
Bubcontantton 9<6) which quistlons adhartnca to guidance of 
NUREO-0737 re radiation monitoring sys. Related 
correspondence, 

OALLO, J Isham, Lincoln b Beale OALLO, J Consumers Power Co 
64/02/27 BLOCH, P B , PARIBiD H , SHON, F J Atomic Bafety end 
Licensing Board Panel 4pp 22435,263 24X Flche' 30-133, 84/02/27, 

6403010203 


B4D3060188 Forwards replies to J O'Neill 840207 b 09 proposed findings 
on Contention II-D b Issues other than aircraft contention 
FURSE, M. C. Isham, Lincoln b Baala FURSE, H C Consumers Power Co 
84/03/01 BLOCH, P.B , PARIS, D.H , SHON, F J Atomic Safety end 
Licensing Board Panel. Ip. 22313 118 24X Flcha 30-153,04/03/01, 

8403060 IBB. 


— 8403060192 Reply opposing J D'Ntill 840207 proposed findings of fact on 
O'NbHI Contention II-O re aircraft haiards 
OALLO, J t COPELAND, V Consumers Power Co OALLO, J Isham, 

Lincoln b Baala. 64/03/01. 21pp 22513 119 24X 

F1 ch a . SO- 1 33, 84/03/01 , 84030601 80, 


— 6403060202 Reply opposing J O'Neill proposed findings of fact on 'issues 
other than aircraft contention Findings lack merit b have no 
basis in record Certificate of Svc encl 

OALLO, J , FURBE, M C Consumers Power Co OALLO, J Isham, Lincoln 
b Beale 64/03/01 22pp 22313 140 24X Fiche. 30-133, 84/03/01, 

8403060168, 


8403140096 Forwards NRC response to Intervenor J O'Neill proposed 
findings of fact on Contention IID re aircraft crashes, 
seismic crane b pool concrete Integrity 

OODDARD,R j Hearing Branch 3 84/03/01 BLOCH, P B , PARIS, OH , 

SHON, F J Atomic Safety and Licensing Board Panel 3p p 22621 336 
24X Fiche 30-133,04/03/01,0403140096 


— 0403140099 Response to Intervenor J O'Neill proposed findings of fact 
on pool concrete Integrity, seismic crane b aircraft haiards 
contentions Proposed findings unfounded based on sample 
slie b analysis completeness 

BACHMANN, R 0 Hearing Branch 1 GODDARD, R J Hearing Branch 3 
04/03/01 ISpp 22621 341 24X Flche 30-153,04/03/01,8403140096 


0403120035 Notice of appearance in proceeding Certificate of Svc encl 
FURBE, M C Consumers Power Co 04/03/03 3pp 22569 267 24X 

Flche 50-153,04/03/05,8403120035 


8403080110 Memorandum b order reopening record on B-S2 bomber crash 
probability Gtaff review of 1900 U8AF analysis shall be 
filed by 04O4OS 

BLOCH, P B , PARIS, 0 H , SHON, F J Atomic Safety and Licensing Board 
Panel 84/03/06 Office of the Executive Legal Director 6pp 
22539 267 24X Flche 30-153,84/03/06,8403080110 


8403090132 Memorandum clarifying ABLB 840306 order (LDP 84-1 2A> 
reopening record on B-32 bomber crash probability 
Probability of crash on Bayshore Range or overflight of 
facility need not be calculated 

BLOCH, P D , PARIS, 0 H , SHDN, F d Atomic Safety and Licenelng Board 
Panel 04/03/00 3pp 22373 123 24X Flche 50-135,84/03/00, 

0403090132 


0403190004 Forwards HMM Assoc, Inc revised rept, "Evacuation Tim# 
Estimates for Areas Near Big Rock Point " Related 
correspondence 

OALLO, J Isham, Lincoln b Beale OALLO, J Consumers Power Co 
84/03/13 BLOCH, P B , PARIS, 0 H , SHON, F J Atomic Safety and 
Licensing Board Panel 130pp 22663 001 24X Fiche 30-133, 

64/03/13, 0403190004 


6403200130 Petition to reconsider b vacate 840306 b 07 orders b find 
Detourne testimony re 1900 risk analysis to be reliable b 
probative evidence Certificate of Svc encl 

OALLO, J Consumere Power Co OALLO, J Isham, Lincoln b Beale. 
04/03/16 9pp. 22699 164 24X Flche 30-133,04/03/16.6403200130 


0403260360 Response opposing licenses 040301 introduction b motion to 
strike Reasonable amount of time to supply more transcript 
citations requested if 640209 filing found deficient Relatod 
correspondence 

□ 'NEILL, J O'Neill, J DBB 004 64/03/16 Atomic Safety and 

Llcaniing Board Panel 2pp 22760 262 24X Flche 80-133,64/03/16. 

6403260360 


B40326033S Response to licenses 040316 petition for reconsideration 
of ABLB unpublished 840306 memorandum b order reopening 
hearing record on O'Neill Contention U-D Notice of 
appearance b Certificate of Svc end 

PATTERSDN.U F Hearing Branch 3 D8B 133 04/03/23 6pp 

22707 204 24X Fiche, 50-133, 04/03/23, 8403200333 


I Financial Information 


0403190071 Annual Financial Rept for 1903 U/84D312 Hr 

BELBY.J 0 , FOLAHEE, J B , PERRY, P A Consumers Power Co 83/12/31 
OIAHBU880,A Division of Licensing 34pp 22666.136 24X 

Fiche, 30-000, 83/12/31,8403190071 


P Operating license stage documents b correspondence 


6403030003 Forwards notice of consideration of Issuance of amend to 
License DPR-6 re radioactive Iodine coolant concentre tl on 
1 iffll ts. 

CRUTCHFIELD, D Operating Reactors Branch 3. 04/02/22 

UANDEUALLE, 0. J Consumers Power Co 4pp 22490 06S 24X 

Flche 30-153,84/02/22,6403030003 


— 6403030006 Notice of consideration of Issuance of amend to License 
DPR-6 b proposed NBHC determination b opportunity for 
hearing based on 031216 request re radioactive iodine 
coolant concentration limits 

CRUTCHFIELD, D Operating Raactors Branch 3 84/02/22 7pp 

22490 069 24X Flcha, 30-135, 64/02/22, 8403030003 


0403030121 Forwards notice of consideration of Issuance of amend te 
License OPR-6, based on 811213 b revised 831216 applications 
Amand changes Tech Specs re stack gas monitoring sys 
CRUTCHFIELD, 0 Operating Reactors Branch 3 84/02/22 

VANDENALLE, D J Consumars Power Co 4pp 224BB 032 24X 

Flcha 30-153,84/02/22,0403030121 
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64-03060039 Doard Notification 94-041 forwards util 040202 updated 
proposed resolutions tt c onui tments per Integrated assessfflent 
of plant Several Issues under litigation before ASLB re 
proposed eipanslon of spent fuel pool storage frapacittj 
rilRAOLlA.F J Assistant Director for Safety Assessment 64/02/24 
BLOCHtP B . PARIS. Q H . SHON. F J Atomi-c Safety and Licensing Doard 
Panel 5pp 22540 283 24X Flche 50-135.84/02/24,0403060039 


0403060336 Advises tPat justification of unlimited or limited use of 
purge sys during normal operattoris will not be pursued Bgs 
will only be operated during cold shutdown condition Info 
reguested in NRC 040126 I tr no longer required 
JORNSON. D 0 Consumers Power Co 84/03/01 CRUTCHFIELD. D 
Operating Reactors Branch 3 Ip 22519 206 24X 

Flche 30-155,84/03/01,0403060356 


0403-060331 Forwards request for addi info re updated inservlce testing 
program for pumps 6 valves. described In 030121 Itr 
Conference call to discuss items requested 
CRUTCHFIELD. □ Operating Reactors Branch 5 04/03/02 

VANSEMALLE. D J Consumers Power Co App 22313 116 24X 

Fichs 30-153.04/03/02,8403060321 


B403090210 Advises that util 840220 proposed variance for high-range 
ataci gas monltdrs unacceptable Sgs should be modified to 
meet display guidance of NURE0-O737, 1 tem II F Kl). “Addl 
Accident Hdnitorlng Instrumentation 

CRUTCHFIELD. D Operating Reactors Branch 3 04/03/07 

ViANDEiFALLE. D J Consumers Power Co 5pp 22574 3 58 S4X 
Flche 50-000.84/03/07,0403090210 


0403160122 Summary of 840222 meeting u/utll in Bethesda.HD re 840202 
submittal updating integrated assessment Conclusions on 
listed Items provided 

EHCH, R L Operating Reactors Branch 3 84/03/13 Operating 

Reactors Branch 5 4pp 22632 020 24X Fiche 50-153,84/03/13. 

B 403160 122 


G403150273 Oeneric Ltr 84-07 to all licensees of QWRs re procedural 
guidance for pipe replacement at BRRs 8vc list end 
EISEKHUT.DO Division of Licensing B4/03/14 Commonwealth 
Edison Co 20pp 22B23 334 24X Fiche 50-000.84/03/14,8403190275 


B40330030B Doard Notification B4-034 forwards NRC evaluation b 
conclusion re util variance from NUREO-0737 guidance 
concerning high range stack gas monitor 
ITHI Item It F 1 1 ) 

HIRAOLIA.F J Assistant Director for Safety Assesimont 04/03/14 
□ LOCH.P D . PARI&.O H . SHON, F J Atomic Safety and Licensing Board 
Panel 7pp 22844 282 24X Fiche 90-155.84/03/14,8403300309 


0403190178 Forwards safety evaluation approving util response to 
NUBEO-0737, Item 1 1 K. 3 44, "Evaluation of Anticipated 
Transients lf/8tngle Failure to Verify No Fuel Failure " 

Issue resolved 

CRUTCHFIELD. 0 Operating Reactors Branch 3 04/03/13 

VANDEUALLE. D J Consumers Power Co 6pp 22671 167 24 X 

Fiche 50-159,84/03/15,0403190178 


0403200177 Forwards comparison of proposed radiological effluent Tech 
Bpccs tRETSl w/fflodet BNR RETS te comparison of proposed 
offsite dose calculation manual u/NRC generic guidelines 
b NUBEO-0133 

CRUTCHFIELD. D Operating Reactors Branch 5 84/03/15 

VANDEIfALLE, D J Consumers Power Co I97pp 23697 206 24X 

Fiche 50-155,84/03/15.8403200177 


8403230143 Forwards corrected safety evaluation, re NUREO-0737. 
Item II K 3 44. "Evaluation of Anticipated Transients 
-w/5ingle Failure to Verify No Fuel Failure *' Item resolved 
for facility 

CRUTCHFIELD. D Operating Reactors Branch 5 04/03/22 

VANDENALLE. 8 U Consumers Power Co Spp 22730 142 24X 

Fiche 50-155.84 /03/22. 8403230143 


8403270106 Forwards BER for 8EP outstanding hydrologic issues 
Identified during review of Integrated plant safety 
assessment rapt (NURE-C-0626) Issues Include local plant 
flooding from pjiP b flood emergency plan 
CRUTCHFIELD, 0 Operating Reactors Branch 5 84/03/22 

VANOEiFALLE, D J Consunors Power Co 3pp 22774 032 24X 

Fiche 50-159.84/03/22,8403270106 


— 8403270113 SER re SEP outstanding hydrologic issues PMP flooding uould 
not cause failures of sys required for safe shutdown 
s Office of Nuclear Reactor Regulation. Dlrsetor 04/03/22 6pp 
52774 nis -,e* 50-139,84/03/22, 3403270106 


8403280034 Summary of 840314 meeting u/util b INEL in Oethesda.HD re 
environ equipment qualification (EEQl for facility Util will 
submit analyses re general profile b temp spike b addl info 
concerning EEQ by 040506 Vleugraphs end 

EKCHjR L Operating Reactors Branch S 04/03/26 Operating 
Reactors Branch 5 2tpp 22777 023 24X Fiche 50-155,84/03/26, 

0403280034 


8403290107 Responds to NRC request for graphic representation of info 
on revised Table 4-1, "Hydrostatic Test Pressure/Temp 
L imlts, Heatup Pressure Temp Limits b Cooldoun/Temp Limits," 
par 831024 Tech Spec change request Graphs end 

ARICHiR H Consumers Power Co 84/03/26 CRUTCHFIELD, 0 Operating 
Reactors Branch 9 4pp 22B01 024 24X Fiche 90-159,84/03/26. 

8403290187 


8403290249 Submits addl info re containment water level b pressure 
monitoring sys. per 040312 request Power supply voltage 
variations effect negligible on overall sys accuracy 

KRICH, R K Consumers Power Co 04/03/26 CRUTCHFIELD, D Operating 
Reactors Branch 9 Ip. 22800 042 24X Fiche 90-199,04/03/26, 

8403290249 


Q Inspection reports, IE Bulletins b correspondence 


8401190072 IE Info Notice 84-13. "Potential Deficiency in llotor 
Operated Valve Control Circuits b Annunciation " Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response iPost @301031 84/02/28 Consolidated Edison Co of New 

York. Inc li9pp 22909 239 24X Fi che. 50-000, 84/02/28. 8401 190072 


8403120131 Responds t-o IE Bulletin 63-07, "Apparently Fraudulent 
Products Sold by Ra-y Htllerilnc “ Purchase order records for 
1975-79 reviewed b 14 suspect purchase orders found No matls 
supplied on orders purchased from Ray Killer, Inc 

JOHNSON, B D Consumers Power Co 84/03/01 KEPPLER, J 0 Region 3. 
Office of Director 2pp 22SB8 238 24X Fiche 50-000,84/03/01, 

8403120131 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DDT t< NRC " Bve list end 

GRACE, J N Division of OA, Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22552 329 24X Fiche 50-000.04/03/02.8402090007 


8402090000 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Bve list and 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 04/03/02 Consolidated Edison Co of Mow 

York, Inc 122pp 22353 098 24X Fiche 50-000,84/03/02.0402090008 


8402090009 lE Info Notice 04-15, "Reporting of Radiological Releases " 
Bve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22553 217 24 X Fiche 50-000.84/03/02,0402090009 


6402090011 IE Info Notice 04-17. "Problems U/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " 8vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/05 Consolidated Edison Co of New 

York. Inc li7pp 22353 336 24X Fiche 50-000,04/03/09.0402090011 


8402090024 IE Info Notice B4-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys ” Sve list encl 
JDRDANi E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc lispp 22639 049 a4X Fiche 50-000.84/03/07.8402090024 


8402090028 IE Info Notice 04-10. "Stress Corrosion Cracking in PUR 
Sys " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) B4/O3/07 Consolidated Edison Co of Maw 

York. Inc 118pp 22904 1 06 24X Fiche 90-000.04/03/07,0402090028 


8402090031 IE Bulletin 84-02. “Failures of OE Type HFA Relays in Use in 
Class IE safety Sys " Sve list end 

DEYQUNS.R C Director's Office, Office of Inspection and 

EnforcBiTiant 04/03/12 Consolidated Edison Co of Now York. Inc 

I34pp 22823 094 24X Fiche 50-000,04/03/12,0402090031 


0402090043 IE Info Notice 04-19. "Two Events Involving Unauthorijed 
Entries into PHR Reactor Cavities " 6vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22823 229. 24X Fiche 90-000,84/03/21.8402090043 
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B402090044 IE Info Notice 84-20. "Svc Life of Relsge In Safety-Related 
Bye " Bvc llet end 

JORDAN. E L Division of Emergency Rreparedness Ic Engineering 
Response IPost 830103) 84/03/21 Consolidated Edison Co of Neui 

York. Inc ISSpp 22933 001 24X Flche 30-000.84/03/21.8402090044 


R Periodic operating reports 4c related correspondence 


8403000131 "Semiannual Radioactive Effluent Release Rept. Jul-Oec 1983 
W/840229 Itr 

KRICH. R M Consumers Power Co 83/12/31 KEPPLER. J G Region 3, 
Office of Director 12pp 22SS9 ibb 24X Flche 50-153.83/12/31. 
8403080131 


S4030B0141 "Annual Operating Rept Occupational Eiposure. 1983 " M/840229 
1 tr 

KRICH. R M Consumers Power Co 83/12/31 KEPPLER. J 0 Region 3. 
Office of Director 4pp 22339 223 24X Flche 50-153.03/12/31, 

0403080141 


8403020000 Monthly operating rept for Jan 1904 W/a40203 Itr 
BALCH, L t . HOFFMAN, D P Consumers Power Co 84/01/31 7pp 
22442 292 24X Flche 50-153,04/01/31.0403020088 


8403300132 Corrected monthly operating rept for Feb 1984 M/8403D7 Hr 
DAtCH. L, . HOFFMAN, D P Consumers Power Co 84/02/29 2pp 
22819 330 24X Flche 30-133,84/02/29,8403300132 


8 Reportable occurrances, LERs ti relatecj correspondence 


64030B0249 Confirmatory action Itr re problems w/Anchor-Darl Ing valves 
used in reactor depressurization sys Caused by Increased 
closing air pressure to 130 psig resulting in binding Addl 
exam i< testing required 

KEPPLER. J 0 Region 3, Office of Director 04/03/02 REYNOLDS. J M 
Consumers Power Co 2pp 223SA 291 24X Flche 50-135.04/03/02, 

8403000249 


B40312007S Updated PNO-I I 1-B4-020A throe reactor dopressurl ration sys 
valves failed Caused by binding of disc In seat resulting 
from increase In closing air pressure Reactor restarted & 
in situ testing conducted 

DEFAYETTE.R Region 3, Office of Director 04/03/06 Ip 
223B6 303 y4X Flche 30-133,84/03/06,8403120078 


8403270066 LER 84-001-00 on 840228. three of four reactor 
depressurization sys isolation valves failed to operate in 
open position Caused by increased air supply pressure to 
gate valve Air pressure reduced M/840322 Hr 

CABTIOLIONE, L , KRICH, R M Consumers Power Co 84/03/22 7pp 
22766.253 24X Flche 30-135.84/03/22,8403270066 


DOCKET 50-156 UNIV OF MI BOONS IN RESEARCH REACTOR 


H General correspondence 


0403200020 Informs that JA Franz en U OC Penn removed from appointments 
as reactor operators at facility 

MATUBEMIC, S M Mlsconsln, Unlv of. Madison, HI 84/03/13 
Standardization t< Special Projects Branch Ip 2269S 334 24X 

Flche- 50-136, 84/03/ 1 5, 8403200020 


DOCKET 30-166 UNIV OF MARYLAND RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8403210124 Application for renewal of License R-70 All future 
correspondence re license should be addressed to F Kerr. 
TOLL.J B Harylend, Unlv of. College Park, MO 04/03/13 
THOMAS, C O Standard 1 zat 1 on It Special Projects Branch Ip, 
22707-183 24X Flche. 30-166, 84/03/13, 8403210124 


— 0403210126 Tech Specs for Unlv of Maryland training reactor 
« Maryland. Unlv of, College Park, HD 84/03/13 42pp 
22707 106. 24X Flche 30-166, 84/03/13i B4032I0124, 


DOCKET 30-170 NATIONAL NAVAL MEDICAL CENTER 


0 Adjudicatory corraspondeneo 


B40319D1B2 Order granting joint motion for approval of stipulation S. 
withdrawal of Intervener, 1 Icensea b NRC motions for 
•ueinary dieposltion Adjudicatory proceedings dismissed 
HOYT, H F Atomic Bafety and Licensing Board Panel. 84/03/13 
Office of the Executive Legal Director 3pp 22670 320 24X 

Flche- 30-170. 84/03/13. 8403190182 


DOCKET 30-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT I 


R Periodic operating reports t< related correspondence 


8403230012 "Annual Decommission Rept, 1983 " M/840320 Itr 

FLEI8CHMANN, R Ph 1 Ude 1 p h-ia El ec tr 1 c Co 03/12/31 STOLZ, J F 

Operating Reactors Branch 4 2pp 22727 357 24X 

Flche 50-171,83/12/31.8403230012 


M Decommissioning Stage Documents it Correspondence 


8403230012 "Annual Decommission Rept, 1983 " M/840320 Hr 

FLEiaCHMANN, R, Ph 1 1 ade I p h 1 8 El ec tr 1 c Co 03/12/31 STQLZ, J F 

Operating Reactors Branch 4 2pp 22727 337 24X 

Flche 30-171.03/12/31.8403230012 


DOCKET 30-102 PURDUE UNIV RESEARCH REACTOR 


F Security, medical, emergency b fire protection plans 


8403190211 Forwards IE Safeguards Insp Repts 30-162/84-01 & 
70-0152/84-01 on 840216-17 No noncompliance Identified 
AXELBON, W L Region 3, Office of Director 04/03/14 UYKaUDIB, P 
Purdue Untv , West Lafayette, IN 2pp 22671 109 24X 

Flche 50-102,04/03/14,8403190211 


0 Inspection reports, IE Bulletins b correspondence 


8403190211 Forwards IE Safeguards tnsp Repts 50-182/84-01 it 
70-0132/84-01 on 840216-17 No noncomp 1 lane e identified 
AXELBON, M L Region 3, Office ef Director 84/03/14 LYKOUDIS, P 
Purdue Unlv , Most Lafayette. IN 2pp 22671 109 24X 

Flche 30-102,04/03/14,8403190211 


DOCKET 50-185 PLUM BROOK REACTOR - MOCK-UP 


R Periodic operating reports b related correspondence 


0403060403 Forwards "Annual Status Rept for 1903, " per 810516 
dismantling order 

RICHLEV, E A , BOITEL, E C National Aeronautics b Space Admin 
84/03/01 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22518 292 24X Flche 30-030,84/03/01,0403060403 


— 8403060410 "Annual Status Rept for 1983 " 

« National Aeronautics b Space Admin 84/02/06 Qpp 2231S 294 
24X Flche 50-030,04/03/01,0403060405 


DOCKET 30-201 WEST VALLEY REPROCESSING PLANT 


0 Adjudicatory correspondence 


0402220157 Order extending time until 040220 for Commission to act to 
review Director's Decision DD-83-14 

CHILK, 0 J Office of the Secretary of the Commission 94/02/21 
Commissioners Ip 22337 362 24X Flche 30-000,84/02/21, 

8402220137 


B40301023B Order extending time until 840303 for Commission to act to 
review Director's Decision DD-03-14 b 831029 decision 
denying request of Environ Policy Inst 

CHILK, 8 J Office of the Secretary of the Commission 94/02/20 
CommlBSioners Ip 22434 210 24X Flche 50-000,84/02/20, 

B40301023B 


8403090069 Informs that Commission unanimously declined to review 
Director's Decision DD-03-14 Time provided by NRC 
regulations within which Commission may act to review 
expired Decision became final agency action on 840303 
CHILK, 8 J Office of the Secretary of the Commission 84/03/00 
CELEBREZZE,A J Ohio, State of 2pp 22375 330 S4X 
Flcha 30-000,84/03/00,5403090069 


8403090074 Informs that Commission unanimously declined to review 
Director's Decision DD-83-14 Time provided by NRC 
regulations within which Commission may act to review 
expired Decision became final agency action on S40303 
CHILK.S J Office of the Secretary of the Cammission 94/03/08 
HILLARiF Environmental Policy Institute Ip 22373292 24X 

Flche 30-000,04/03/0010403090074 
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0403070113 Inforir* af Conmis* Ion dvcillon not to rcvlvu Oirectar'* 
Decision DD-B3—14 Tims for Conffiisslon to act aiplred on 
840303 M/o and 

CHILK. 8 J Office of ths Secrstary of the CommUilan 84/03/00 
RE8NIK0FF. H Biarra Club Ip 2257i 079 Z4X 
FI Che 50-000, 94/03/081 84030901 13 


DDCKET 30-S0& 8ftN ONOFSE NUCLEAR STATION, UNIT 1 
F 8ecurlty> nsdlcal, emergency & fire pretectlen plane 


B403D3033B Forwards revised ’’Emergency Plan Implementing Procedures, 
9an Drtnfre Nuclear Oeneratlng Bka t ion. Uni ts 1,2 !< 3 " 

CRDYj P A Southern, California Edison Co 84/01/27 NRC - No 
Detailed Affiliation Given Jp 22064 013 24X 

Ficha 30-206, 94/01/27, 8402030338 


~ 9402030344 Revised "Emergency Plan Implementing Procedures, San Onofre 
Nuclear Oeneratlng Sta t ion, Uni t a 1,2 & 3 " 

ANDERSON. C K , PATBIBBl.O A Southern California Edison Co 
04/01/27 32SPP 22064 015 24X Flcbe 50-206.84/01/27, 

B40Z03033B 


9403050148 Forwards "Evaulation of Snuthern California Edison 
Site-Spec 1 f Ic □ffslte Radiological Emergency Preparedness 
Prompt Alert & Notification 8ys Evaluation “ 6yi adeguate to 
alert b notify public In event of accident 
SPECK. 8 W Federal Emergency Management Agency B4/01/31 
DIRCKB, U 0 Office of the Executive Director for Operations Ip 
224B7 314 24X FIche 50-206,84/01/31,0403050148 


‘B403OHO17B "Evaluation of Gouthcrn California Edison Site-Specific 
Offsite Radiological Emergency Preparedness Prompt Alert b 
Notification Sgs ” 

a Federal Emergencg Management Agency 04/01/05 6lpp 
22497 315 B4X FIche 50-206,04/01/31,8403050140 


0403150031 Revs tb emergency plan implementing procedures, Inc 1 uding 
EPIP S0i23-VHI-0 S02, "Assignment of Emergency Response 
Persatinel” b 8023-VIII-l, "Recognition b Classification of 
Emergencies " H/840227 Itr 

DENNETT, D D , PEACOR.D H , CROY, P A Southern California Edison Co 
84/02/19 68pp. ZS643 207 24X FIche 50-206. 84/02/1 5, 8403 15003 1 


8403230176 Forwards revised State of CA nuclear power plant emergency 
response plan 

MEDFORD, M O Southern California Edison Co S4/0S/16 
EIBENHUTiD 0 Division Of Licensing 3S3p p 22353 001 24X 

FIche 50-000.84/02/16.8402230176 


-—6403020117 Revised 9tate of CA nuclear power plant emergency ,*esponse 
plan 

* California. State of 03/04/30 2901pp 22353 003 24X 

FIche 50-000.84/02/16,0402230176 


8403DS0I27 Forwards exemption frcn lOCFRSO, App E, Section lY F 1 re 
rciiuirament for state b local participation In annual 
emergency plan exercise scheduled for B40229 
EIEENHUT. D 0 Division of Licensing 84/02/29 BASKIN, K P 

Boutharn Caltfornla Edison Co 3pp 22489' 165 24X 

FIche 50-206,94/02/29,0403050127 


—8403050132 Exemption from J0CFR90, App E, Section IV F 1 re requirement 
for state b local participation in annual emergency plan 
exercise scheduled for 040229 

MlRAOLlAiF vl Division of Licensing 84/02/29 Southern 
California Edison Co 3pp 22489 160 24X Ftche 50-206,04/02/2?, 

0403050127 


8403270356 Feruiards Rev 12 to physical security plan Rev withheld 
tref IOCFR73ai> 

HAVRE B. J 0. Southern California Ed'ison Co 84/03/07 MARTIN, J B 
Region 5. Office of Director 2pp 22772 031 24X 

FIche 50-206,84/03/07,8403270256 


0403200097 Infbrms that emergency operatians facility KVAC control 
logic mod b procedures necessary to implement HVAC Isslatlan 
completed prior to 840229 commitment date 
MEDFORD, M O. Bouthern California Edison Co 84/03/14 
EIBENHLIT.D 0 Division of Licensing ip 22699 095 24 X 

Fiche 50-206, 04/03/14, 8403200097. 


8403220010 Forwards "Updated Fire Haiards Am lys 1 s, Vols 1-4." 

QAEKIN. K P Southern California Edison Co 84/03/19 DENTON, H R 
Offlca of Nuclear Reactor Regulation, Director lOpp 22735 238 
34X FIche 50-206,84/03/19,8403220018 


— 8403220024 "Tests for Fire Protection for Complete Fire Engulfment of 
Cable Trays b Conduits Containing Grouped Electrical 
Conductors, Test Rept on Kaouool " 

CHAlLLEiC E Bouthsrn California Edison Co 78/10/24 7pp 
22735 240 24X FIche 50-206.84/03/19,0403220018 


— 0403220027 "Updated Fire Haiards Analysis, Vols 1-4 " 

« Southern California Edison Co 84/03/19 il7Bpp 22735 341 
24X FIche 50-206,84/03/19,8403220018 


8403270205 Discusses Bouthern California Edison submittal of 1903 
revised State of CA emergency response plan on behalf of all 
State of CA plants, incorporating plan into Diablo Canyon 
Add! planning info will not be developed for Humboldt Bay 
SCHUYLER, J □ Pacific Oasb Electric Co 04/03/22 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 22772 137 24X 

Fiche 50-000,84/03/22,9403270205 


9403280030 Responds to NRC fire protection review of Installed mods b 
two areas of nonconformance Corrective actions addl fire 
stop installation expected to be complete prior to startup 
from present outage b pressure verification retested 
MEDFORD, M D Southern California Edison Go 04/03/26 
CR JTCHFIELD, D Dparating Reactors Branch S, 2pp 22777 046 24X 

Fiche 50-206,04/03/26.9403280030 


9403290122 Forwards examples of data output from technical support ctr 
accident monitoring lys computer, supplementing 831110 Itr 
re containnient pressure, water level b hydrogen monitor 
Instrumentation, per NRC request 

MEDFORD, M 0 Bouthern California Edison Co 04/03/27 
CRUTCHFIELD. D Operating Reactors Branch S Spp 22006 357 24X 

Ftcha 50-206,04/03/27,0403290122 


H General correspondence 


0403120038 Requests notification Whether util committed in writing or 
□rally to counter proposals or mods to Integrated living 
schedule contained in Denton 640208 Itr to Baskin 
BRONBKl.D , MCDONALD, vf E Sierra Club 04/03/05 CRUTCHFIELD, D 
Office of Nuclear Raactor Regulation, Director Ip 22590 317 24X 

Fiche 50-206,84/03/05.0403120036 


8403160063 Requests that HQ Stoehr be removed from distribution list 
b thafc L Qernath be added 

HULSEY. S A Ban Diego Oai b Electric Co 84/03/12 EI6ENHUT, D 0 
Division of Licensing ip 22655 083 24X Fiche 50-206,04/03/12, 
8403160063 


J Insurance b Indemnity information 


8403060395 Forwards Endorsements 100 b GB to NELlA Policy NF-146 b 
MAELU Policy MF— 38, resp ec 1 1 ve 1 y 

RDCCD, J Southern California Edison Co 04/02/29 DINITZ. I 
Office of Nuclear Reactor Regulation, Director 3pp 22518 152 
24X Fiche 50-206,84/02/29.8403060395 


P Dperafclng license stage documents b correspondence 


8403020222 Notifies that Class lit fee rather than Class It fee 
appropriate for review of Amend 72 to License DPR-tS, since 
review involved consideration of tingle safety Issue 
Remittance of addl sum requested 

DI006, R H License Fee Management Branch 84/02/27 RAY.H B 

Bouthern California Edison Co ip 22494 323 Z4X 
Fiche 50-206,84/02/27,8403020222 


8403160096 Summary of 840200 b 09 meetings w/utl t, Hoodward/Clyde 
Consultants b Bechtel at site b in Los Angeles, CA. 
r espec t ive ly , re SEP Tc)pics II-4 F. "Settlement of 
Foundations b Buried Equipment" b 111-6 

CHENO, T M Systematic Evaluation Program Branch 84/02/27 
GRIMES, C 1 Systematic Evaluation Program Branch 7pp 22662 260 
24X Fiche 50-206,84/02/27,8403160098 


8403060156 Notification Of 040308 meeting w/utll in Bethesda.MD to 
discuss licensee 840227 revised integrated living schedule 
MCKENNA, E Operating Reactors Branch 5 84/03/02 CRUTCHFIELD, D 

Operating Reactors Branch S, 2pp 22513 355 24X 

Fiche 50-206.84/03/02.8403060156 


B4O30702S4 Notifies that info re SEP intigreted assessment originally 
schaduLed to be submitted by 840305 will not be provided 
until S40330 due to necessity of further review 
KRIEOER.R U Southern California Edison Co 84/03/02 
CRUTCHFIELD, D Operating Reactors Branch 5 Ip 22547 294 24X 

Fiche 50-206,84/03/02.8403070254 
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84O3‘0';019S Discusses selsinlc evaluetlan of structural elemsr)ts< per 
84OS0B Itr Yield displacement of steel beams should be used 
to calculate ductility factors instead of calculated plastic 
moment capacity of beams 

MIRAOLIAiF J Assistant Director for Safety Assessment 84/03/07 
BASKIN.K Southern California Edison Co 4pp 2S07S 149 SAX 
Fiche 30-206(84/03/07,8403070199 


6403130216 Forwards ref^uest for addl info re Proposed Changes 76 {< 126 
to Tech Specs Info requested within 30 days of Itr date 
CRUTCHFIELD, D Operating Reactors Branch 5 04/03/07 BASKIN, K P 

Southern California Edison Co 3pp 22614 103 24X 

Fiche 30-206,64/03/07,8403130216 


8403160013 Forwards "Evaluation of Natural Circulation Cooldown Test 
Performed at San Onofre Nuclear Oeneratlng Station " Rept 
provides evaluation of applicability of results to 8t Lucie 
Unit 3 

UILLIAKB, J M Florida Power & Light Co 84/03/13 EI8ENHUT, D 0 
Division of Licensing Ip 22652 177 24X Fiche 30-000,84/03/13, 

8403160013 


B4O387033B Requests appropriate Class III fee for review of Proposed 
Change 123 to License DPR~13 dtd 830707 re purging ti 
venting of containment 

MILLER, U □ License Fee Management Branch 84/03/13 MEDFORD, M 0 
Southern California Edison Co 2pp 22787 346 24X 

Fiche 30-206,84/03/13,8403270338 


8403160231 Notifies that addl time required to process proposed 
Tech Spec changes re RGB heatup It cooldown curves Submittal 
expected by 840323 

KRIEOER, R M Southern California Edison Co 84/03/14 
CRUTCHFIELD, D Operating Reactors Branch 9 Ip 22660 123 24X 

Fiche 30-206,84/03/1418403160251 


B403220001 Summary of 840308 meeting w/utlls In Bethesda# MD re licensee 
revised proposal for integrated living schedule submitted by 
840227 Itr List of attendees U agenda end 

MCKENNA, E Operating Reactors Branch 3 84/03/20 Operating 

Reactors Branch 3 37pp 22713 071 24X Fiche 30-206,84/03/20, 

8403220001 


8403220121 Forwards revised pages to 831213 submittal of radiological 
effluent Tech Specs, per 840131 tetcon Summary of changes 
1 1 sted 

MEDFORD, M 0 Bouthern California Edison Co 84/03/20 
CRUTCHFIELD, D Operating Reactors Branch 3 2pp 22716 217 84X 

Fiche 30-206,84/03/20,8403220121 


— 8403220123 Revised pages to radiological effluent Tech Specs re 
radioactive gaseous effluent monitoring instrumentation 
• Southern California Edison Co 84/03/20 5pp 22716 221 24X 

Fiche* 50-206, 84/03/20, 8403220121 


B403230070 Notification of B4032S meeting u/util In Bethesda, MD to 
discuss util proposed integrated living schedule 

MCKENNA. E M Operating Reactors Branch 3 84/03/20 CRUTCHFIELD, D 

Operating Reactors Branch 5 2pp 22726 328 24X 

Ftche 30-206. 04/03/20, B403230070 


8403270182 Responds to 840216 Itr re operability of 6-lnch butterfly 
valves used for containment venting Valves do not have to 
be closed when reactor not In cold shutdown or refueling 
mode 

MEDFDRD.M 0 Southern California Edison Co 84/03/27 
CRUTCHFIELD, D Operating Reactors Branch 3 3pp 22003 326, 24X 

Fiche 90-206,84/03/27,8403270182 


8403390279 Provides justification why limiting use of 6-lnch 
containment vent sys considered unnecessary Based on info 
provided, vent sys demonstrated capable of performing 
intended isolation function under transient conditions 
MEDFORD, M □ Southern California Edison Co B4/Q3/27 
CRUTCHFIELD, 0 Operating Reactors Branch 9 9pp 22800*037 24X 

Fiche, 30-206, 84/03/27, 8403270279 


Q. Inspection reports, IE Bulletins 1, correspondence 


8403080408 FOIA request for repts of Insp carried out under Condition 2 
of Nuclear Energy Liability policies for facilities 
CALBOVAB.C D Affiliation Not Assigned B4/02/07 Region 9, 
Office of Director. 4pp 22967 341 24X FI chei 90-000, 84/02/07, 

0403080408 


8403060023 Forwards IE Insp Repts 30-206/03-28,90-361/83-43 1, 
30-362/83-42 on 831210-840121 No noncotnp 1 lance noted 
BIBHDP.T W Division of Res idsnt, Reac tor Project *< Engineering 
Programs 84/02/07 BASKIN, K P Southsrn California Edison Co 
2pp 22316.283 24X Fiche 30-206,84/02/07,8403060023 


—0403060027 IE insp Repts 90-206/83-28,50-361/83-43 t 30-362/03-42 on 
831210-840121 No noncomp 1 iance or deviations noted Major 
areas inspected operational safety verl ficatlon, power 
ascension transient testing I, malnt activities 
CHAFFEE, A E , BTEHART, J P , D'ANGELO, A Region 3, Office of 

Director 84/02/07 I3pp 22316 287 24X Fiche 50-206,04/02/07, 

8403060025 


8403060000 Forwards IE Insp Repts 50-206/84-02,30-361/84-02 t< 
50-362/84-02 on 040119-20 No none amp 1 1 anc e noted 
WENSLAW8KI,F A Region S, Office of Director 04/02/16 
BABKIN, K B Southern California Edison Co 2pp 22316 268 24X 

Fiche 30-206,04/02/16,8403060008 


— 8403060017 IE Insp Repts 30-206/84-02,30-361/84-02 (< 30-362/84-02 on 
840113-20 No noncomp 1 iance or deviations noted Major areas 
inspected radiation protection program, heal th physics h 
chemistry training ti general employee training 
SHERMAN, C I , HEN8LAH8KI,F A Region S, Office of Director 
04/02/19 ISpp 22316 270 24X Fiche 30-206.84/02/16.8403060008 


8403080417 Responds to FDIA request for repts of insp carried out under 
Condition 2 to Nuclear Energy Liability policies for 
facilities NRC does not have repts 

FELTON, J M Division of Rules and Records 84/02/22 CALBOYAS, C D 

Affiliation Not Assigned Ip 22367 349 24X 
Fiche 30-000,04/02/22.0403000417 


8401170072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits it Annunciation " 8vc Hit 
enc 1 

JORDAN, E L Division of Emergency Preparedness I, Englneiring 
Response (Post 830103) 84/02/28 Consolidated Edison Co of Nsu 

York, Inc lispp 22707 237 24 X Ftche 90-000.84/02/28,8401190072 


S403170367 Forwards IE Insp Repts 90-206/04-04,90-361/04-09 li 
90-362/84-09 on 840123-27 No noncomp 1 1 anc a noted 
NENELAHSKI.F A Region 9, Office of Director 04/03/01 
BASKIN, K B Southern California Edison Co 2pp 22679 220 24X 

Fiche 30-206,84/03/01,0403170367 


—8403170373 IE Insp Repts 90-206/04-04,30-361/04-03 & 30-362/04-03 on 
840123-27 No noncomp 1 iance noted Major areas Inspected, 
radiological environ monitoring program it followup on 
licensee action re previous insp findings 
YUHA3, 0 P , WENBLAWSKl.F A Rsglon 3, Office of Director 
84/03/01 6pp 22673 222 24X Fiche. 90-206, 84/03/01, 0403170367 


8402070007 IE Info Notice 04-14, "Highlight! of Recent Trensport 
Regulatory Revs by DOT tt NRC " Sve list end 

GRACE, J N Division of QA, Safeguards (i Inspection Programs (Post 
830103) 04/03/02 Conialldatad Edison Co of New York, Inc 

130pp 22992 327 24X Fiche SO-OOO, 04/03/02, 0402070007. 


0402070000 IE Info Notice 04-16, "Failure of Automatic Sprinkler Oys 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 030103) 84/03/02 Consolidated Edisdn Co of New 

York, Inc 122pp 22993 070 24X Fiche 90-000.84/03/02,8402090000 


8402090007 IE Info Notice 84-19, "Reporting of Radiological Releases " 
8vc list end 

JORDAN, E L Division of Emsrgtncy Preparedntss (> Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22393 217 24X Fiche 30-000,84/03/02,840207000? 


8402070011 IE Info Notice 04-17, "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list end 
JORDAN, E L Division of Emergency Preparedneie ti Engineering 
Responee iPott 030103) 04/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22333 336 24X Fiche 30-000,04/03/09,8402070011 


8402070024 IE Info Notice 84-07, Rev li "Lessons Learntd From Insps of 
Fire Protection Oafe Shutdown Byt " Sve list ancl. 

JORDAN, E L Division of Emergsney Prepartdnsts ti Engineering 
Response (Post 830103) 04/03/07. Coniolldated Edison Co of New 

York, Inc llOpp 28639 049 24X Fiche 90-000,04/03/07,0402070024 


0402090020 IE Info Notice 04-18. "Stress Corrosion Cracking in PWR 
Oys " Sve 1 1 st end 

JORDAN, E L Division of Emergsney Preparedness ti Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc llapp 22904 186 24X Fiche 30-000,84/03/07.8402070020 


8402070031 IE Bulletin 84-02. "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Sve lilt end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Niw York, Inc 

I34pp 22023,074 24X Fiche 30-000,84/03/12,0402070031 
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B4020‘50043 IE Info Uotict 34-1 ‘’Tiuo Events Involving UnauthorijeJ 
Entries »nto PHS Reactor Cavltie* “ Svc list end 
sJORDAtJ< E L Division of Emergency Pregarednets 1< Engineering 
Response IPojt 3301031 34/03/21 Consolidated Edison Co of Neu 

Yorl^ Inc ISSpp 22333 229 34X Flehe 50-0 0 0, 34/03/21 . 8402090043 


0403090044 IE Info Notice 34-20, "Svc Life of Relays In Safety-Related 
Sys “ Bve list end 

JORD/^N, E L Division of Emergency Preparedness & Engineering 
Response (Post BSOIOSI 34/03/21 Consolidated Edison Co of Neu 

Vork. Inc 133pp 22933 001 24X FIcfte 50-000, 34/03/21 . B'402090044 


R Periodic operating reports U related correspontfente 


3403060433 “Annual Personnel Henltorlng Rept, 1933 " N/B40229 Itr 
HAYNES, J a Southern California Edison Co 33/12/31 4pp 
2251 1 139 24X Ficte 50-206,33/12/31,3403060433 


3403020213 Monthly operating rept for Jan 1934 H/B40215 Itr 

MORRIS. C A . HAYNES. J S Southern California Edison Co 34/01/31 
6pp 22440 263 24X Flehe 50-206,34/01/31.3403020213 


8403300003 Monthly operating rept for Feb I9B4 H/a403l2 Itr 

MORRIS, C A . HAYNES. J O Southern California Edison Co 34/02/29 
6pp 22322 119 24X Flehe 50-206,34/02/29,3403300003 


S Reportable occurrences, LERs (< related correspondence 


6403010451 Informs Commission of problems u/emer g ency diesel generators 
mfg by Transamerica Delaval.Inc 

DtRCKS, H J Office of the Eiecutlve Director for Operatlonl 
5ECY-B3-034 04/01/25 4pF 22433 347 24X Fiche 90-000,04/01/25, 

B403D1O45I 


840301020-7 Foruards "Investigation of Types AF & AE Piston STlrts. " per 
Transamerica Delaval.Inc Ouners Group program commitments 
Rept evaluates cracks In AF piston skirts in Shoreham 5 
Grand Gulf Nuclear Pover Stations 

MUSECER. N J TDI (Transamerica Delaval. Inc ) Quiners Group 
MUSELER.WJ Cong Island Lighting Co 34/02/27 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 22434 090 
24X Flehe 50-000.94/02/27.8403010207 


3403140203 Foruards "Operating History Overview for Diesel Generators 
in Nuclear Svc."' comparing Transamerica Delaval.Inc 
generators u/generators mfg by other vendors 

HEBDON. F J Program Technology Branch 34/02/27 BERLINGER.C H 
MBC - No Detailed Affiliation Given Ip 22633 319 24X 

Flehe S 0-000, 84/02/27 ,340314 0203 


— 8403140205 "Operating History Overview for Diesel Generators In Nuclear 
Svc " 

• Director's Office 84/02/29 63pp 22638 320 24X 

Flehe 50-000.34/02/27.3403140203 


8403010219 Faruard,E task descriptions for 16 known problems re 
Transamerica Delaval.Inc omergency diesel gonarators 
MUSELER.M J TDI (Transamerica Delaval. I-nc ) Ouners Group 
MUSELER.W J Long Island Lighting Co 84/02/23 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 42pp 22435 177 
24X Ftche 50-000,34/02/23,0403010213 


8403060194 RO on 3401 13. d ur 1 ng 6-month fire detector surve 1 1 1 anc e, Zo ne 
4 detector failed to actuate deluge sys In hydrogen seal oil 
unit area Caused by sticking deluge solenoid valve Fire 
watch establis-hed l< valve repaired 

HAYNES. J G Southern California Edison Co 84/02/28 MARTIN. J D 
Region 5. Office of Director Ip 22517 394 24X 

Fsche 50-206. 34 /02/2D.B403060 194 


6403020275 Responds to rellohlHty survey guesklons re diesel generator 
startup fe operation Responses to NRC reiuest for addl info 
re Transamerica Delaval emergency diesel generators will be 
submitted by 34D80I 

KEDFORD, M 0 Southern California Edison Co 84/02/29 
C Bt irrHtr I e. nr, Branch 9 5pp 22440 074 24 X 


int Evaluation. '' 
"ab I Ish 


76 24 X 


2pp 


B40306D399 Provides addl info re reactor coolant gas vent sys. per 
NUREO-0737, 1 tem II 0 1 Bys used to purge nitrogen 
accumulated In reactor vessel head un 331113 RCS will be 
vented periodically to reduce nitrogen pressure 
MEDFORD, M 0 Southern California Edison Co 34/03/02 
CRUTCHFIELD, D Operating Reactors Branch S 3pp 22913 271 24X 

Flehe 50-206,34/03/02.0403060399 


3403140048 Forwards "Grand Gulf Component Tracking Sys. “ "Shoreham 
Component Tracking Sys" & "Transamerica Delaval.Inc 
Diesel Generators auners Group Program Plan, " to resolve 
concerns w/smergency diesel generators 

MUSELER.W J Lung 1 s land LI g h ting Co 34/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22626 062 
24X Fiche 90-000.04/03/02,0403140040 


--04O314OO99 “Transamerica Delaval.Inc Diesel Generators Owners Group 
Program Plan " 

« TDI (Transamer ica Delaval, Inc ) Owners Group 84/03/02 
261pp 22628 223 24X Fiche 50-000.84/03/02.0403140048 


8402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 t. 16 meetings between NRC ti 
Transamerica Delaval.Inc ITOI) Owners Group Distribution 
list end 

EISENHUT.DO Division Of Licensing 04/03/12 PALLADINO 
Commlss i oner s 5pp 22708 001 24X Fiche 50-000.84/03/12, 

0402090039 


— 0403060536 Forwards summary of 840210 meeting w/Transamerica Delaval. 
Inc Owners Group in Dethesda.HD re problems w/emergency 
d lese 1 genera tar s 

CARUao.n Licensing Branch 2 84/02/27 0 'REILLY. J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 50-000.84/03/12,8403090039 


— 3403060934 Transcript of 840210 meeting u/Transamerlca Delaval.Inc 
Owners Group in Sethesda.HD re problems w/emergency diesel 
g enerators 

» NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 008 24X Fiche 50-000,04/03/12.8402090039 


— 0403070409 Summary of B4D216 meeting u/Transamer ica Delaval.Inc Ouners 
Group in Wading River. NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript (< 
attendance list encl 

MILLER, M A Licensing Branch 4 64/02/27 Licensing Branch 4 

app 22700 1 61 24X Fiche 50-000,04/03/12,8402090039 


— 0403070423 Transcript of 040216 conference in Wading River.NY re 
Transamerica Delaval.Inc diesel generators Pp 1-82 
« Cdmmlssianers 84/02/16 a4pp 22700, 169 24X 

Fiche 50-000,04/03/12,3402090039 


34-03140050 Forwards "Design Review of Connecting Had Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Shoreham & 

Grand Gulf diesel generators 

MUSELERiW J Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 22632 074 
24X Fiche 90-000,04/03/12,0403140050 


3403150133 Forwards "Transamerica Delaval.Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines U svc conditions 

MUSELER.W J TDI (Transamerica Delaval. Inc ) Owners Group 
hUSELER.W.J Long Island Lighting Co 04/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22639 270 
24X Fiche 90-000,04/03/13,0403150133 


— 8403150154 "Emergency Diesel Generator Rocker Arm Capscrew Stress 
Analysis." prepared for Transamerica Delaval.Inc Owners 
Oroup 

« Stone U Webster, Inc 84/03/31 27pp 22639 272 24X 

Fiche 50-000,84/03/13,3403150133 


3403190376 PN8-V-e4-004 on 3403 1 4. 1 i c ens ee notified that results of 
chemical teets performed on contractor employees suspected 
of poseesslon or use of controlled substances while onsite 
Indicated positive In two of four tests 

SCHUAN.C.A < NORDERHAUO.L R Region 5, Office of Director 
84/03/15 Ip 22675' 216 24X Fiche 50-206.34/03/15,8403190376 


3403200222 Rtsponds to 840214 Requests for Info 1 & 2 re R~4 scries 
eng ines List indicating engine number, model b svc number, 
customer name h ad dre ss. rat ing. da te shipped t< date started 
encl 

MATHEWS, C S. Transamerica Delaval, Inc 84/03/16 EtSENHUT.D.G 
Division of Licensing 20pp 22691 179 24X Fiche 50-000,84/03/16, 

8403200222 
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□403210069 LER H4-001-00 on 04O219rtBar gas drlftsd onto site Plant 
tc ptrsonnel precautions token Cause unknown Investigation 
conducted by Marine Corps to determine whether gas came from 
training esercisei at Camp Pendleton W/840316 Itr 
HAYNES, J O Southern California Edison Co B4/03/16 3pp 
22704 357 24X Fiche 90-206,84/03/16,8403210065 


□403270219 Part 21 rept re broken contact carrier In control device of 
7 9 kV-19 kV, 500-750 MV A, 5 kV 390-3,000 6 a 1 1 HKV circuit 
breakers Initially reported on 830223 Addenda to 
installation S< maint procedures sent to affected units 
DUVALL, D D Drown Boverl Corp (subs of Brown Dover! 6 Co , Ltd ) 
04/03/19 Record Services Branch (Document Control Desk ) 5pp 
22772 114 24X Fiche 50-000,84/03/19,8403270219 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension S< Stress Analysisr'’ prepared by 8t<U for 
Transamerica Delaval,Inc (TDII Diesel Generator Owners 
Group 

MUSELERiW 0 TDI (Transamerica Delaval, Tnc 1 Owners Group 
MUSELER,W Long Island Lighting Co 84/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22774 001 
24X Fiche 50-000.84/03/23,8403270132 


□403270134 Requests meeting on 84041B to discuss short-term h long- 
term corrective actions & investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
end 

KCOAUOHY, J R TDI (Transamerica Delaval, Inc ) Owners Group 

HCGAUOHY, J P Mississippi Power !< Light Co 84/03/23 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 4pp 22769 133 
24X Fiche- 50-000, 84/03/23, 8403270134 


T Hearing transcripts on non-anti trust matters 


B402090039 Board Notification 84-052 forwards maetlng summaries 
containing transcripts of 840210 tc 16 meetings between NRC I, 
Transamerica Delaval, Inc (TOt) Owners Group Distribution 
list end. 

EI8ENH0T, D 0 Division of Licensing 84/03/12 PALCADINO 
Commissioners 5pp 22708 001 24X Fiche 50-000,84/03/12, 

8402090039 


— 8403060536 Forwards summary of 840210 meeting w/Transamer I ca Delaval, 
Inc Owners Group In Dethesda,HD re problems w/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 04/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 50-000, 84/03/12, 840209(X)39 


—0403060554 Transcript of 840210 meeting w/Transamer lea Delaval, Inc 
Owners Group In BethesdaiMD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 008. 24X Fiche 50-000,84/03/12,8402098039 


— 8403070409 Summary of 840216 meeting w/Transamer 1 ca Delaval, Inc Owners 
Group In Hading RlveriNY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript t, 
attendance list end 

MILLER. M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Bpp 22708 161 24X Fiche 50-000,84/03/12,8402090039 


— 8403070423 Transcript of 840216 conference in Wading River. NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
» Commissioners 84/02/16 S4pp 22708-169 24X 

Fiche 50-000,84/03/12,8402090039 


X Onsite Storage of Low Level Waste 


8403060363 Forwards program description for waste classification t< form 
to be used to implement 10CFR61 t< I0CFR20 311 requirements 
re land disposal of radwaste & stds for protection from 
radiation 

MEDFORD, M □ Southern California Edison Co 84/03/02 
EI8ENHUT, 0 0 Division of Licensing 8pp 22518 207 24X 

Fiche. 30-206, 84/03/02, 8403060363 


DOCKET 50-213 HADDAM NECK PLANT 


F. Security, medical, emargency ti fire protection plans 


8403090289 Public version of Rev 12 to emergency p Ian. M/r tee Ipt form & 
JH Felton 840307 release memo 

DDNOFRtO, M Connecticut Yankee Atomic Power Co. 83/12/19 
ElBENHUT, D NRC - No Detailed Affiliation Given 209pp 22996 134 

24X Fiche 50-213,83/12/15,8403090289. 


8403260143 Forwards general position statement on Reg Guide I 97, Rev 2 
re justification of significant generic deviations, per 
NURE0~O73?, Suppl 1 

COUNSIL, W 0 , SEARS, C P Northeast Nuclear Energy Co (tube of 
Northeast Utllltlet) COUNSlLiW 0 Connecticut Yankee Atomic Power 
Co 04/02/29 MILLER, J R Operating Reactors Branch 3 
CRUTCHFIELD, D Operating Reactors Branch 5 3pp 22798 162 24X 

Fiche 50-000,84/02/29,8403260143 


— 8403260151 General position statement on Reg Guide 1 97, Rev 2 re 
Instrumentation for assessing plant t, environ conditions 
during t, following accidents 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Connecticut Yankee Atomic Power Co * Northeast Utilities 
84/02/29 69pp 22798 169 24X Fi che 90-000, 84/02/29. 8403260143 


8403190243 Notlficetion of 840418 workshop In King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown Insp 6 topics described In IE Info Notice 
04-09 Agenda for workshop end 

MURLEV, T. E Region 1, Office of Director 84/03/09 d 'TOOLE. J D 
Consolidated Edison Co of Nsu York, Inc HEIDER.L H Yankee Atomic 
Electric Co COUNSlLrW 0 Connecticut Yankee Atomic Power Co 
33pp, 22672 062 24X Fiche- 90-000, 84/03/09, 8403190243 


8403260146 Forwards revised procedures for corporate organliation for 
nuclear Incidents procedure manual, Indiid ing Procedure CONI 
re table of contents 6 CONI 1 05 re corporate emergency 
operations ctr operations W/o ind 

COUNSIL, W 0 , SEARS, C F Connecticut Yankee Atomic Power Co 
COUNSIL, M 0 Northeast Nuclear Energy Co (subs of Northeast 
Utllltlss) 84/03/09 EISENHUT.D G Division of Licensing 2pp 
22750 330 24X Fiche 90-000,84/03/09,8403260146 


8403270068 Revised emergency plan implementing procedures, Ind udlng 
Rev 21 to EPIP 1 5-2 re notification tc communication, RiV 3 
to EPIP I 5-13 rs personntl accountability l< Rev 1 to EFIP 
1 5-41 re core damage estimate procedure, U/e40309 Itr 
C0UN8IL,U G , SEARSiC F Connecticut Yankee Atomic Power Co 

84/03/09 EISENHUTiD 0. Division of Licensing 6Spp 22766 262 
24X Fiche 50-213,84/03/09,8403270060 


8403190151 Ack receipt of 840216 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-213/83-28 
MARTIN, T T Division of Engineering tc Technical Programs. 84/03/13 
COUNSIL, M 0 Connecticut Yankee Atomic Power Co 2pp. 22668 329 
24X Fiche 50-213,84/03/13,8403190151 


—8403190159 Responds to NRC 840120 Itr re violations notid in IE Insp 
Rept 50-213/83-28 Corrective actions two employees who have 
not received proper training removed from emergency on-call 
schedule ti will not be reassigned until trained 
C8tlN3IL,W 0 Connecticut Yankee Atomic Power Co 84/02/16 
MARTIN, T T Division of Engineering tc Technical Programs 3pp. 
22668 331 24X Fiche 50-213,84/03/13,8403190191 


8403270008 Informs that util will provide info re planned deviations 
from 8uppl i to NUREO-0737 by 840501 Delay has no effact on 
schedules for Implementation of Suppl 1 to NUREO-0737 
COUNSIL, W G , SEARS, C F Connecticut Yankee Atomic Power Co 
COUNSIL, U G Northeast Nuclear Energy Co (subs of Northsast 
Utilities) B4/03/16 ElBENHUT, D G Division of Licensing 2pp 
82770 Oil 24X Fiche 90-000,84/03/16,8403270008 


J Insurance t, indemnity Information 


8403140092 Forwards Endorsements 1,2 3 to NELIA Certificate N-1 1 t, 

Endorsements 1,2 t, 3 to MAELU Certificate M-11 
SINISIiJM Marsh >< McLennan, Ine 04/03/05 SALTZMAN.J D, 
Assistant Director for State tc Licensee Relatione 29pp 22623:306 
24X Fiche 90-213,84/03/09,8403140092. 


8403140116 Forwards Endorsement 70 to MAELU Policy MF-a9 li Endorsements 
79 «< 80 to NELIA Policy NF-19i 

alNIBIrJ H Connecticut Yankee Atomic Power Co 04/03/09. 

BALTZHAN, J D Assistant Director for State I, Licensee Relations 
4pp. 22620 394 24X Fiche 90-213,84/03/09,8403140116 


p Operating license stage documents (< correspondence 


8403010340 Corrects incorrect statement re problem associated w/drawlng 
containment air sample using post-accident sampling sys per 
THI Item 11 B 3. Valve is motor operated three-way valve 
COUNBlLfU. 0 Connecticut Yankee Atomic Power Co. 83/11/10. 

MURLEY, T E. Region 1, Office of Director. Ip 22432 327. 24X 

Fiche - 90-213,83/11/10, 8403010340. 


8403010391 Bummariiet findings from audit of TMI action items during uli 
of 831024 Item II B 3i “Pof t-Acc ident Sampling Sys <PAflD>> “ 
findings are of most concern Corrective actions listad 
COUNSIL, W 0 , OPEKA, J F Connecticut Yankee Atomic Power Co. 
83/11/23 MURLEY, T E Region 1, Office of Director. App 
22434 068 24X Fiche 50-213,83/11/23,0403010391 
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Q40306D323 FoTUraPElB UCAP-lO^SSi "Determination of Copper Content of 
Longitudinal Meld Searao in Intermediate Shell Region of 
Haddam Neck Reactor Vessel." confirming past estimates of 
capper content t tfirough-ua 1 1 distribution 

COUNSIL.W G Connecticut Yankee Atomic Pouier Co e4/'02/l7 

CRUTCHFIELD. D Operating Reactors Branch 3 Ip 22313 320 24!! 

Flche 30-213. 34/02/17. B403060325 


— 84030*0326 "Determination of Copper Content of Longitudinal Held Beams 
in Intermediate Shell Region of Haddan Neck Reactor Vessel “ 

BQOOS. R S . VANICHJtOi 9 E HBstinjhoose Electric Corp MCAP-10433 
93/11/30 llpp 22513 321 24X Flche 50-213.64/02/17. 

9403060325 


B403090109 Advises that operabllitg testing of RC5 vent valves ul 1 1 be 
performed per requirements of ASHE. Sec tl on X I . Subset t ion 
IWV-3410. for Categorg D valves. per NUREG-0737i I tern 1 1 B 1 
C0UN81L. U G Connecticut Yankee Atomic Pouer Co COUNSIL.W O 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL.W O Northeast Ut 1 1 ItlBS B4/0Z/21 MILLER, JR Operating 
Reactors Branch 3 CRUTCHFIELD.® Operating Reactors Branch 3 
2pp 22488043 24X Flche 50-000,84/02/21.6403030105 


6403070003 Regua sti. u 1 1 Mn 15 days, fee for 031024 application for amend 
to Tech Specs re operator staffing 

DIQOS.R M License Fee Management Branch 64/02/24 COUNBIL.U fi 
Connecticut Yankee Atomic Poiuer Co Ip 22362 332 24X 

Flche- 30-213. 84/02/24. 8403070003 


6403010364 Forwards SER for SEP Topic II-3 C. "UH3 ” Issue adequately 
resolved based on revleiu of 631114 Itr Resolution will be 
Incorporated In suppl to Integrated plant safety assessment 
ropt (NURE0-0S261 

CRUTCHFIELD.D Operating Reactors Branch 3 64/02/28 COUNSIL.W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 6pp 
22434 061 24X Flche 50-2 13. 94/02/29, 8403010364 


6403140014 Discusses review of post-TMl periodic testing program 
Including containment atmospltere sampling portion of 
post-accident sampling syi. normal containment gas sampling 
egs In Integrated test unnecessary 

COUNSIL.W 0 , SEARS, C F Connecticut Vantee Atomic Pouer Co 
84/02/29 CRUTCHFIELD.D Operating Reactors Branch 5 2pp 
22633 288 24X Flche 30-213,84/02/29,9403140014 


8403130027 Informs that Amends 54.92 (, 87 to Licenses DPR-61 , DPR-21 S< 
DPR-6Si respec 1 1 vely I 1 nadver t ently eliminated reporting 
requirements for exceeding radiological limiting conditions 
for operation Corrective actions identified 

C8UNS1L.W 0 Northeast Nuclear Energy Co (subs of Northeast 
UttlitiesI COUNSIL.W 0 Connecticut Yankee Atomic Rower Co 
CaUNSJL.WC Northeast Utilities 94/03/01 MILLER, J R Operating 
Reactors Branch 3 CRUTCHFIELD.D Operating Reactors Branch S 
4pp 22615 107 24X Flche 50-000,84/03/01.9403130027 


8403130350 Notification of 940329 meeting u/utll In Sethesda.MD to 
discuss Integrated living schedule 

HINER.S Operating Reactors Branch 4 84/03/07 STOLZ.J F 

Operating Reactors Branch 4 2pp 22649 109 24X 

Flche 30-213.84/03/07, 04031 50350 


8403260162 Application to amend License DRR~61 based on granting 
relief from ABME Code volumetric requirements L visual Insp 
of welds & internal surfaces of reactor coolant pumps Class 
III license amend fee end 

COUNSIL.W G Connecticut Yankee Atomic Power Co 84/03/12 
CRUTCHFIELD.D Operating Reactors Branch S 4pp 22730 349 24K 

Flche 30-213,04/03/12,8403260162 


8403260200 Comments on Issue 3 of NUBEO-OSBD, "NRC Policy & Planning 
Guidance. 1984 " Seven themes Identified represent Important 
objectives for Industry 

COUNSIL.W 0 Northeast Utilities 84/03/12 DIRCKS. W J Office of 
the Executive Director for Operations 4pp 22736 204 24X 

Flche 30-000.64/03/12.8403260300 


8403260232 Maintains position that changes in Amend 57 to License 
DPR-51 re transmission r 1 ght s-of-way. mini s ter lal In nature, 
required as matter of law ft therefore require no license 
amend fee 

COUNSILiW G Connecticut Yankee Atonic Pouer Co 84/03/12 
KILLER. W 0 License Fee Management Branch 2pp 22754 311 24X 

Flche SO-213, B4/03/t2i B40326025Z 


I40329027B Responds to SEP Topic VlII-3 D re dc power ays bus voltage 
fionitoring L annunciation Commitment to provide battery 
current Indication In control room during 1984 refueling 
outage retracted 

C0UM9IL.W e Connecticut Yankee Atomic Power Co 84/03/22 
CRUTCHFIELD.D Operating Reactors Sreneh 3 Bpp 22601 330 24X 

Flche 50-213,94/03/22,0403290276 


6 Inspection reports. IE Bulletins t< correspondence 


8403010397 Fomiards IE Insp Rept 50-213/04-02 on 040103-31 No 
violations observed 

STAROSTECKIi fi Division Of Project S< Resident Programs 84/02/16 
COUNSIL.W 0 Connecticut Yankee Atomic Power Co 2pp 22434 029 
84X Flche 30-213.04/02/16.8403010399 


— 8403010404 IE Insp Rept 30-213/84-02 on 840103-31 No vloletlons 
Identified Major areas Inspected control room, turbine bldg, 
primary auxiliary bldg 1, auxiliary feed pump room. plant 
operations I, surveillance testing program 

SHETLAND, P D Region 1. Office of Director EL8A8SER. T C 
Division of Project I, Resident Programs 84/02/16 15pp 
22434 031 24X Flche 30-213104/02/16,0403010399 


6401190072 IE Info Notice 84-13. "Potential Deficiency In Motor 
Operated Valve Control Circuits & Annunciation " Sve list 
enc 1 

JORDAN. E L Division of Emergency Preparedness l< Engineering 
Response (Post 630103) 84/02/28 Consolidated Edison Co of New 

York. Inc USpp 22909 239 24X Flche 50-000,84/02/28,8401190072 


8403090137 Informs that util does not Intend to perform mechanical 
snubber functional testing referenced In A9ME Code es part 
of inservice insp during refueling outage Testing will be 
performed upon equipment delivery 

CQUNSILiM 0 , OPEKA, J F Connecticut Yankee Atomic Power Co 
94/02/20 CRUTCHFIELD.D Operating Reactors Branch 3 2pp 
22875 060 24X Flc h e ’ 50-2 1 3, 84/02/28, 8403090137 


6402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " Sve list encl 

GRACE. J N Division of OA. Safeguards (i Inspection Programs (Post 
8301031 84/03/02 Consolidated Edison Co of New York, Inc 

IGOpp 22552 329. 24X Flche 30-000, 84/03/02. 8402090007 


B403D9D008 IE Info Notice 84-16. "Failure of Automatic Sprinkler 6ys 
Valves to Operate " Sve list end 

JORDANi E L Division Of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp. 223S3 090 24X Fiche 30-000,04/03/02,8402090008 


8402090009 IE Info Notice 04-15. "Reporting of RedlolagUal Releases " 
8vc list encl 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 8301031 64/03/02 Consolidated Edison Co of New 

York. Inc ll9pp 22353 217 24X Flche 30-000.84/03/02.8402090009 


8402090011 IE Info Notice 84-17, "Problems W/Hquld Nitrogen Cooling 
Coispononts Below Nil Ductility Temp '' 8vc list encl 
JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York. Inc 117pp 22353 336 24X Fi ch e' 30-000, 84/03/03, G40209001 1 


8402090024 IE Info Notice 84-09, Rev 1. "Lesions Learned From Insps of 
Fire Protection Safe Shutdown Bys " 8vc list encl 
JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 8301031 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22635 049 24X Fiche 50-000,84/03/07. 8402090024 


6402090028 IE Info Notice 04-18, "Stress Corrosion Cracking In PWR 
9y s “ Sve ii st enc 1 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post B30103) 64/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22584 186 24X Flche 50-000,84/03/07,8402090028 


8403230136 Amends 830510 response to IE Oullctin 82-02, Listed 
comml tmente. Inc lud Ing visual exam of fiCPB thraaded 
fasteners. deleted due to over ly-c onservatl ve interpretation 
of bulletin Future exams will be per A8ME Section XI 
COUNBILiW Q . BEARS, C F Connecticut Yankee Atomic Pouer Co 
84/03/09 MUHLEY, T E Region 1. Office of Director 2pp 
22730 140 24X Flche 50-213, 84/03/09, 9403230136 


8402090031 IE Qukletln 84-02. "Failures of QE Type KFA Relays In Use in 
Class IE Safety Bys " 8vc list end 

DEYOUNO.R C Director's Office, Office of Inspection and 
Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 
134pp 22823 094 24X Flche 50-000,84/03/12,8402090031 


8403260162 Application to amend License DPR-61 based on granting 
relief from ABME Code volumetric requirements (< visual insp 
of welds t< internal surfaces of reactor coolant pumps Class 
III license amend fee end 

COUNSIL.W 0 Connecticut Yankee Atomic Power Co 84/03/12. 
CRUTCHFIELD.D Operating Reactors Branch 3 4pp 22750 349 24X 

Flche: 50-213. 84/03/12,8403260162 



DOCKETED ITEMS 


23 


8403190191 Ack r»e»lpt of 04OZ16 1 tr Informing NRC of steps taken to 
comet vloiationt noted in IE Insp Rept 90-213/83-29 
MARTINi T T Division of Engineering Ji Technical Programs 04/03/13 
COUNBILjW 0 Connecticut Yankee Atomic Pouer Co Spp 22660 329 
24X Fiehe 90-213i 04/03/13. B4031901 51 


— 0403190199 Responds to NRC 040120 Itr re violations noted in IE Insp 
Ropt 90-213/03-28 Corrective actions tuo emplogees leho have 
not received proper training removed from emergency on-call 
schedule St uill not be reassigned until trained 
CDUNBIL.W 0 Connecticut Yankee Atomic Power Co 84/02/16 
HARTIN.T T Division of Engineering 8< Technical Programs 3pp 
22660 331 24X Fiche 50-213.04/03/13.0403190151 


0 Reportable occurrences. LERs U related eorrespondence 


8403020230 PND-I 1-04-020 labor contract u/lntl Drotherhood of 
Electrical Workes expires at midnight on 040229 Possibility 
exists that workers uiill reject contract S< not rept to work 
on 040302 Bupervlsorg personnel will continue operations 
OREENMAN.E Region 2. Office of Director LIP1N5KI.0 Region I. 
Office of Director 04/02/29 ip 82440 093 24X 

Fiche 50-213.84/02/29,8403020230 


DOCKET 90-219 OYSTER CREEK NUCLEAR POWER PLANT 


B40322D136 Provides results of reevaluatlon of performance assessment, 
per util 831219 Itr addressing topics discussed at 03112? 

SALP mgt meeting Category 1 rating will be assigned to 
refueling area for Millstone 2 Explains Category 8 ratings 
MUBLEV.T E Region 1, Office of Director 04/03/16 CDUN8IL. W 0 
Northeast Nuclear Energy Co Isubs of Northeast Utilities) 4pp 
22716 047 24X Fiche 90-000,04/03/16,0403220136 


F Security, medical, emergency S< fire protection plant 


0403130269 Forwards IE Insp Rept 90-219/83-26 on 031107-1231 b notice 
of violation 

STAROSTECKI.R Division of Project b Resident Programs 84/02/27 
FIEDLER, P D General Public Utilities - GPU Service Corp 8pp 
82609 IBl 24X Fiche 90-219.04/02/27,8403130269 


8402090043 IE Info Notice 84-i9. “Two Events Involving Unauthorlied 
Entries into PNR Reactor Cavities " 0vc list end 
JORDANrE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22023 229 24X Fiche 50-000. 84/03/21, 8402090043 


B40Z090044 IE Info Notice 84-20. "Sve Life of Relays in Safety-Related 
Sys " Sve lift end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York. Inc ISSpp. 22933 001 24X Fiche 50-000. 84/03/21 . B4020?0044 


B'403300144 Responds to IE Bulletin 03-08, "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use In Safety-Related 
Applications Other Than Reactor Trip Bys " Haddam Neck 
facility uses 31 Nestlnghouse-type DB breakers 

CDUNSlLiM 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUN8IL.M 0 Connecticut Yankee Atomic Power Co 
COUNSIL, W 0 Northeast Utilities 84/03/21 MURLEY. T E Region 1, 
Office of Director 4pp 22020 068 Z4X Fiche 50-000, 84/03/8i, 
0403300144 


8403300161 Ack receipt of 040301 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-813/03-26 
tfARTIN.T T Division of EnglneerlnQ b Technical Programs 04/03/23 
COUNBIL. U 0 Connecticut Yankee Atomic Power Co 2pp 22820 094 
a4X Fiche 90-213,84/03/23,8403300161 


— 8403130272 Notice of violation from insp on 031107-1231 

# Region 1, Office of Director 04/02/27 Ip 22609 103 24X 

Fiche 50-219, 04/02/27,8403130269 


—8403130280 IE Insp Rept 50-219/83-26 on 031107-1231 Violation noted 
failure of Surveillance Procedure 645 6 012, "Fire Pump 
Functional Test" to incorporate Tech Spec change 
COWOILL.C , CONNER, E L Region 1, Office of Director 04/08/15 
llpp 22605 104 24X Fiche 90-21 9, 04/02/27, 0403 130269 


0403190243 Notification of 040418 workshop In King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp b topics described In IE Info Notice 
84-0? Agenda for workshop end 

HURLEY, T E Region 1, Office of Director 04/03/09 Q'TOaLE, U D 

Consolidated Edlsen Co of New York, Inc KQBER.R W Rochester Gas 

b Electric Corp KEMPER, J S Philadelphia Electric Co 39pp 
22672 062 24X Fiche 50-000.04/03/09,0403190243 


8403190063 Forwards 46 overslie drawings submitted in conjunction 
w/031216 submittal re fire haiards analysis rept b lOCFROO. 

App R, Section III 6, "Safety Shutdown Evaluatlan " Aperture 
cards are available In PDR 

FIEDLER, P D Oeneral Public Utilities - GPU Service Corp 04/03/12 
CRUTCHFIELD, D Operating Reactors 0ranch 5 Ip 22673 000 24X 

Fiche 50-219,84/03/12,0403190063 


— 8403300166 Responds to NRC 040131 Itr re violations noted In IE Insp 
Rept 50-213/83-26 Corrective actions Procedure CHDR I B 
revised on 840224 to document alternative method of 
performing filtration b counting of filtration papers 
COUNSIL, N 0 , BEARS, C F Connecticut Yankee Atomic Power Co 
84/03/01 MARTIN, T T Division of Engineering b Technical 
Programs 2pp 22B20 096 24X Fiche 90-813,04/03/23.8403300161 


R. Periodic operating reports b related correspondence 


B403230022 "Hedriam Neck Plant b Millstone Station Units 1 b 2 
Annual Rapt, I9B3 " M/B40301 Itr 

COUNBIL. M 0 . BEAR0.C F Northeast Nuclear Energy Co (subs, of 
Northeast Utilities) CDUNBIL.W 0 Connecticut Yankee Atomic Power 
Co 03/12/31 MURLEY. T E Region 1, Office of Director. 340pp 
22787 001 24X Fiche 50 - 000 , 03/ 18/31, e403230022 


H Oeneral correspondence 


0403060231 Forwards ordinance prohibiting import of spent nuclear 
fuel or radwaste for storage within township b regulating 
storage of spent nuclear fuel b radwaste at facility NRC 
requested to meet w/tounship to discuss problem 

DELO.H A Lacey Township, NJ 84/03/01 DENTON, K R Office of 
Nuclear Reactor Regulation, Director 4pp 22916. 161 24X 

Fiche 90-219,84/03/01,0403060231 


0403290019 Reiiueiti that R Arnold be removed from NRC correspondence 
distribution list b PR Clark be added as president of CPU 
J Knuhel should be deleted from "cc" listing as manager of 
BWR licensing Dnly titles should be used in future 

THORPE, J R Oeneral Public Utilities - CPU Service Corp. 84/03/26 
CRUTCHFIELD, D. Operating Reactors Branch 5 2pp 28006.205 24X 

Fiche 50-219,04/03/26,0403290015 


3403020093 Monthly operating rept for Jan 1904 W/84021S Itr 
UNTKEWICZ.S . ORAVEB.R H Connecticut Yankee Atomic Power Co 
04/01/31. lOpp 22448.321 24X Fiche 50-213,84/01/31,8403020093 


8403300176 Monthly operating rept for Feb 1984 W/040315 Itr 

ORAVEB.R H Connecticut Yankee Atomic Power Co 84/02/29 lOpp 
28820 321, 24X Fiche. 50-213, 04/02/29, 0403300176 


0403130283 Forwarde "Semiannual Radioactive Effluent Release ReptiJul- 
Dsc 1983 " Due to new computeriied data base mgt sys, 
calculations of meteorological joint fraguancy distributions 
b offsite dose istimetes delayed until 640430 
COUNBlLiW 0 , BEARS.C F, Connecticut Yankee Atomic Power Co 
84/03/01 MURLEY, T E Region 1, Office of Director Ip 
67207:324 24X Fiche, 90-213. 84/03/01, 8403130283 


—8403130209 "Bemiannuat Radioactive Effluents Release Rept, 
dul-Dec 1903 " 

« Connecticut Yankee Atomic Power Co 83/12/31 19pp. 

82608 002. 34X Fiehf 90-213, 64/03/01, B403 130283 


P Operating license stage documents b correspondence 


8403140340 Summary of 831215 meeting u/OE b Hark I Owners Group In 
Bethasda.MD re Hark I containment uetwell-drywel 1 vacuum 
breaker design methodology 

SIEOEL, B L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 8 Slpp 22635 190 24X Fiche 50-000,04/02/21. 

0403140340 


8403050070 Forward! Class III fee for Amend 70 to License DPR-16, par 
040210 request 

THORPE, J R Oeneral Public Utilities - GPU Service Corp 04/02/27 
DI006, R M License Fee Management Branch 2pp 22490 IBS 24X 
Fiche 50-219,04/02/27,8403050070 


8403010290 Notification of 840307 meeting w/utll In Bethesda.MD to 
discuss detailed control room design b review process 
L0HBAR0(J, J J Operating Reactors Branch 5 04/02/29 

CRUTCHFIELD, D Operating Reactors Branch 5 3pp 22434- 261 24X 

Fiche 50-219,04/02/29,8403010290 


DOCKETED ITEMS 


27 Foriuards corrocbcd Page 3 I'S (Tab la 3 1 I) of Aral'nd 71 to 
e DPFl-lb Raplaeetncnt corFccts error in Table 3 I la 
cttve Instrunentat 1 on Regu i remen t« “ 

IFIEUD. D Operating Raactor* Drench a S4703/09 FIEDLER. P D 
’*1 Public Utilities - OPU Service Corp 3pp 2291ib 006 24JC 
SO-aiV, 04/03/03.0403060337 


■.0338 Corrected Page 3 1-Q (Table 3 1 1 I of Amend 71 to tlcenie 
'16. correcting error In Table 311. "Protective 
.rumantation Requirements " 

IRC ' Mo Detailed Affiliation Given 04/03/03 Ip BS916 OOQ 
: Fich* 30-219.84/03/03.0403060327 


99 Foriiiards info In rosponeo to NRC 020630 Itr re MlinE0-D737. 
tl B 3. "Post-Accident Sampling Sgs " M/three O'Verslie 
igs Aperture cards are available In PDR 

R.P D General Public Utilities - OPU Service Corp 94/03/06 
HP I ELD. D Operating Reactors Oranch 3 39pp 9260a 246 24X 

30-219. 04/03/06. 84031 30199 


194 Foriiiardf request for addl Info re full-term OL conversion - 
nn revteu Response requested by 840331 to bo consistent 
version schedule One dag site visit tentatively 
uled for first lek In Apr 1984 

HFIELD. 0 Operating Reactors Branch 3 84/03/07 FIEDLER. P B 

ral Public Utilities - OPU Service Corp Spp 22339 218 24X 

30-219. 84/03/07. B4030B0094 


297 Approves proposed disposal methods for contami nat ed 
ete Evaluation complete 

HFIELD. B. Operating Reactors Branch S 84/03/08 FIEDLER. P B 
ral Public Utilities - GPU Service Corp 2pp 22372 204 24X 

30-219. 84/03/08, 8403090297 


0B3 Forurards Rev i to eipanded safety parameter display sgs 
) schedule Planned Cycle II refueling outage mill 
rt completion at basic BPDS In 1986 Remaining 
nation uork to be completed during Cycle II refueling 
ER.P n General Public Utilities - GPU Service Corp. 84/03/09 
NHUT.D 0 Division of Licensing 3pp 22642 332 24X 

90-219. 84/03/09. B403J 90083 


>203 Foruards revised page of Tech Spec Change Request 103. 
'poratlng BT8 definition of hot shutdoun condition into 
tng condition for operation action statement 

'.RTiM M General Public Utilities - OPU Service Corp 84/03/12 
CMFIELD. D Operating Reactors Branch 3 Ip 22635 242 24X 

} 90-21 9. 84 /03/ 12. 8403 1 60203 


160204 Revised Tech Specs Incorporating STS definition of hot 
itdoun condition Into limiting condition for operation 
tlan statement 

Oensral Public Utllltlas - OPU Service Corp 84/03/12 Ip 
.33 243 34X Flche 30-219. 84/03/12. 84031 60203 


0002 Foruards ''Oyster Creek Nuclear Generating Station Generic 
nsls of 4160-Volt Builtchgear ti 460-Volt Unit Substation 
nets." In response to SEP Topic II 1-6. "Belsmlc Design 
Iderations " 

LSR.P. D Oeneral Public Utilities - OPU Service corp 84/03/13 
TCHFIELD.D Operating Reactors Branch 9 2pp 22713.001 24X 

e 30-219, 84/03/ 13.8403220002 


220004 "Oyster Creek Nuclear Generating Station Seismic Analysis 
4160-Volt Switchgear & 460-Volt Unit Substation 
hinets “ 

MPB Associates. Inc l1Pn~794 83/11/30 96pp 22713003 

X Flche. 30-219. 84/03/13. 8403220002 


0192 Forwards “Turbine Bldg Tornado Evaluation. SEP Topic 111—2 
fc Tornado Loadings.'' per request 

ILEB.P B General Public Utilities - OPU Service Corp 84/03/13 
ITCHFIEUD, D Operating Reactors Branch 3 Ip 22714 OOl 24X 
e 90-219. B4/03/13> 8403220192 


1220135 “Torbine Bldg Tornado Eva 1 ua 1 1 on. BEP Topic lll-SWlnd & 
irnado Loading* " 

Generak Public Utllltios - OPU Service Corp 84/01/31 I40pp 
7714 002. 24X Flche 30-219.84/03/13,9403220132 


10275 Generic Ltr 84-07 to all licensees of BViR* re procedural 
lance for pipe replacement at BURs Bve list end 
NKUT, 0 0 Olvltlon at Licensing 84/03/14. Commonusal th 
son Co 20 pp 22823 394. 24X FlCh#! 30-000. 84/03/14,6403 1 9027 S 


'flee that Class III fe* rather than Class IV fe* 

* withdrawal of 810313 application fur Tech 
CUT* tpray charger* 6 piping. Ref und 

cense Fee Management Branch 84/03/18 FIEDLER, P B 

Utilities - GPU Serviet Cnrp Ip 22844.306 24X 

/03/13, B403300304. 


8403220012 Forwards responses to listed 831207 request* for Info re 
environ qualification of electrical equ 1 pment. Inc 1 uding 
resolution of deficiencies 6 TMI action plan Items 
{NURE0~0737> to be installed at end Of Cycle 10 outage 
FIEDLER, P B Oeneral Public Utilities - GPU Service Corp 84/03/16 
CRUTCHFIELD. D Operating Reactors Branch 9 IBpp 22712 343 24X 

Flche 30-219,84/03/16.8403220012 


8403270163 Informs that provisions of Code Cases N-34 1 S, N-3S6 re 
NDE personnel qualification will be adopted Time period 
for requal 1 f icatlon increased to 9 yrs 

FIEDLER, P B General Public Utilities - CPU Service Corp B4/03/21 
EI8ENHUT.D 0 Division of Licensing Ip 22774 146 S4X 
Flche 90-219.84/03/21,8403270163 


8403280011 Forwards request for addl Info re spent fuel pool expansion 
Response requested within 19 days 

CRUTCHFIELD. D OperatiTig Reactors Branch 9 84/03/26 FIEDLER, P 8 

General Public Utilities - OPU Service Corp 3pp 22777 079 24X 

Flche 30-219.84/03/26.0403280011 


Q Inspection reports. IE bulletins t> correspondence 


8403130269 Forwards IE Insp Rept 50-219/83-26 on 831107-1231 «, notice 
of vlalatlon 

3TAR0BTECKI, R Division of Project 6 Resident Programs 04/02/27 
FIEDLER, P D General Public Utilities - OPU Service Corp 2pp. 
22605 IBl 24X Fich* 30-219,84/02/27,8403130269 


— 8403130272 Notice of violation from insp on 831107-1231 

» Region 1, Office of Director 84/02/27 Ip 22609 183 24X 

Flche 30-a 19. 84/02/27. B 4 03 130269 


— 84031302BO IE Insp Rept 30-219/83-26 on 831 107- 1 831. Vlo lat Ion noted 
failure of Surveillance Procedure 643 6 012. “Fire Pump 
Functional Test" to incorporate Tech Spec change. 

CQWOILL.C , CONNER, EL Region 1, Office of Director 84/02/19 
llpp 22609 184 24X Flche 90-219,84/02/27.6403130869 


8401190072 IE Info Notice 84-13, "Potential OefUlencg in Motor 
Operated Valve Control Circuits L Annunciation “ Bve list 
one! 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 84/08/28 Consolidated Edison Co of New 

York. Inc llSpp 22909 239 24X Flche 30-000.84/02/28.8401190072 


B4031S0012 Forwards IE Insp Rept 50-219/84-02 on 840116-20 No 
violations observed 

HART I Hi T T Division of Engineering b Technical Programs. B4/03/0I 

FIEDLER. P B General Public Utilities - OPU Service Corp 2pp 
22641 231 24X Flche SO-21 9. B4/O3/01. 84031 50012 


— 8403130017 IE Insp Rept 30-219/34-02 on 840116-20 No viola t inns 
Identified Major areas inspected rad 1 atton pretecti on 
pTOgram, including personnel selec t ion. qual if icatlon (< 
training *< radiological control technician qualification 
DRAODUN. T , OtCEHQUSE.H . SHANBAKV.M Region 1, Office of 
Director 84/02/28 9pp 22641 253 E4X Flche 90-219. B4/03/01, 
04031 50012 


8402090007 IE Info Notice 84-14, “Highlights of Recent Transport 
Regulatory Revs by DOT b NRC “ Sve list eiicl 

ORACEiJ N Division of QA< Bafoguards t, Inspection Programs (Post 
B30103) 84/03/02 Consolidated Edison Co of New York, Inc 

laopp 22332 329 24X Flche 30-000,84/03/02.8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Bya 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Past 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 098 24X Flche 90-000, 84/03/02. B40209000B 


B402090009 IE Info Notice 84-lS, "Reporting of Radio 1 ogl c al Releaees “ 
Bve list end. 

JORDAN, E L Olvlolon of Emergency Preparedness h Engineering 
Respanse (Post 830103) 64/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22533 217, 24XFiche 30-000, B4/03/ 02. B402090009. 


8402090011 IE Info Notice 84-17, "Problems M/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp “ Sve list end 
JORDAN. E L Division of Emergency Preparedness <, Engineering 
Reeponse (Post 830103) Q4/03/0S Consolidated Edison Co of New 

York, Inc 117pp 22593 336 24X Fich* 90-000.84/03/09,8402090011 


B403090070 Ack receipt of B4D127 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-219/33-25. 

BELLAMY, R R, Division of Engineering * Teclinlcal Programs. 

04/03/05 FIEDLER, P.B General Public Utilities - GPU Service Corp. 
ip 22579 289 24X Fich# 80-219. 84/03/09. 0403090070 
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--8403090073 Rfispond* to NRC B3122B Itr rs violations notad in IE Insp 
Rapt 30-219/B3-S5 Corractlv# action* chemistry survslllance 
teat program revised to ensure that chemistry surveillances 
listed b completed as scheduled 

FtEDLERtP D General Public Utilities - GPU Service Corp 
04/01/27 MARTIN. T T Division of Engineering b Technical 
Programs 2pp 22575 2<?0 24X Fiche 30-219. 84/03/03. 8403090070 


0402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insp* of 
Fire Protection Safe Shutdoun Sys " Bvc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response IPost 830103) 84/03/07 Consolldeted Edison Co of N»ia 

York. Inc llBpp 22633 049 24X Fiche 30-000.84/03/07.8402090024 


B40209002B IE Info Notice 84-18. "Stress Corrosion Cracking in PMR 
Sys " Bvc list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response IPost 830103) 84/03/07 Consolidated Edison Co of Neoi 

York. Inc llBpp 323B4. 186 24X Fiche 30-000.84/03/07.8402090020 


B403160203 Ack receipt of 840224 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-219/83-27 
MARTIN, T.T Division of Engineering b Technical Programs 84/03/07 
FIEDLER.P B General Public Utilities - GPU Service Corp 2pp 
22633 216 24X Fiche 30-219,84/03/07.8403160203 


— 8403160208 Responds to NRC 840117 itr re violations noted in IE Insp 
Rept 30-219/83-27 Corrective actions supervisors instructed 
to Verify drain plug integrity Temporary rev to Procedure 
331 32 submitted for review 

FIEDLER.P B General Public Utilities - GPU Service Corp 
84/02/24 MARTIN. T T Divlelon of Engineering b Technical 
Programs 3pp 22633 218 24X Fiche 50-219.84/03/07,8403160203 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use In 
Class IE Safety Sys." Bvc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York. Inc 

I34pp 22823 094 24X Fiche 30-000,84/03/12.8402090031 


8403290099 Forwards IE Insp Rept 50-219/84-04 on 840207-10 No 
violations observed 

MARTIN, T T Division of Engineering b Technical Programs 84/03/13 
FIEDLER.P D General Public Utilities - GPU Service Corp 2pp 
82806 030 84X Fiche 30-219.84/03/13.8403290099 


—8403290104 IE Insp Rept 50-219/84-04 on 840207-10 No violations 
identified Major areas Inspected ineervlce Insp program 
OHAY.E H. . DURR.J. Region 1, Office of Director. 84/03/07 4pp 
22B06 332 24X Fiche 30-219.84/03/13,8403290099 


64032Q0036 Forwards Rev 0 to "Masonry Hall Failure Consetiuence 
Analysis" b "Oyster Creek Generating Station Containment 
Spray 8ys Assessment re Postulated Collapse of Reactor Bldg 
Southeast Stairuiail Masonry Walls." per IE Bulletin 80-11 
FIEDLER.P. D General Public Utilities - GPU Service Corp 84/03/14 
CRUTCHFIELD, D Operating Reactors Branch 5 ip 32687 001 24X 

Fiche 30-219. 84/03/14. 8403200036. 


— 8403200062 Rev 0 to "Masonry Mall Failure Consequence Analysis " 
BALLARD. M F Imp ell Corp 02-0370-1132 ROO 83/08/31 116pp 

23637 003 24X Fiche 30-219.84/03/14.8403200036 


— 8403200067 Rev 0 to "Oyster Creek Nuclear Generating Station 
Containment Spray 8ys Assessment re Postulated Collapse 
of Reactor Bldg Southeast Btairwell Masonry Malls " 

DE GRA88I.0 . MARANTE, R J Impel! Corp 02-0370-1139 ROO 
83/10/31 49pp 22687 119 24X Fiche 30-219,84/03/14,8403200036 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlied 
Entries into PMR Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response IPost 830103) 84/03/21 Consolidated Edison Co of Neu 

York. Inc 123pp. 22823.229 24X Fiche 30-000, 84/03/21. 8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys," Svc list and, 

JORDAN. E L. Division of Emergency Preparedness b Engineering 
Response IPost 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc. 13Spp. 22933 001 24X FI qho* 30-000. 84/03/21. 8402090044 


B4032B000S Forwards evaluation rept re deferment of masonry wall mods 
(IE Bulletin 80-11) Evaluation addresses only request for 
deferment of mods to certain walls, not ongoing staff revlaw 
of IE Bulletin 80-11 response* 

CRUTCHFIELD, D. Operating Reactor* Branch 3 84/03/27 FIEDLER.P B 

Genapal Public Utilities - GPU Service Corp 12pp 22777 139. 24X 

Fiche. 30-219, 84/03/27, 8403280003 


R Periodic operating reports b related correspondence 


8403260074 "Semiannual Effluent Release Rept for June-Dee 1983 " 
M/B40229 Itr 

FIEDLER.P B Oeneral Public Utilities - GPU Service Corp 83/12/31 
170PP 22749 202 S4X Fiche 50-219,83/12/31,8403260074 


8403020128 Monthly operating rept for Jan 1984 U/B40210 Itr 

BARANi R , FIEDLER.P D Oeneral Public Utilities - GPU Service Corp 
84/01/31 8pp 22442 088 24X Fiche 30-219,84/01/31.8403020128 


8403010236 NPDEB noncompliance notification on 840123, dl scharge-lntake 
temp difference of augment offgas-new radwaste sys cooling 
water eteseded permit llmltlt>g condition of 27 F Bvc water 
pump b HX repaired 

FIEDLER.P D . D0UGLA8.H Oeneral Public Utilities - GPU Service 
Corp 84/02/24 OASTDN, J Neu Jersey, State of Spp 22432 263 
24X Fiche 30-219, 84/02/24, 8403010236 


— 8403010261 "NPDES Discharge Monitoring Rept for Jan 1984 " 

FIEDLER.P B Oeneral Public Utilities - GPU Service Cgrp 
84/01/31 3pp 22432 270 24X Fiche 30-219.84/02/24.8403010236 


8403070203 Forwards summary rept of Moodhorer Study Program from June 
1973 through 1983, per 831108 agreement 

HEWARD, n U General Public Utilities - GPU Service Corp 84/02/28 

LOMBARDO, J J NRC - No Detailed Affiliation Given Spp 22338 354 

24X Fiche 30-819,84/02/28,8403070203 


8403160037 "NPDEB Discharge Monitoring Rept, Fab 1964 " U/840309 Itr 
FIEDLER.P General Public Utilities - GPU Service Corp 84/02/29 
GASTON, J New Jersey. State of Bpp 22652:313 24X 

Picha 30-219,84/02/29.8403160037 


8403230119 Forwards 1983 ecological studies rept for 19B3 b results 
of fish kill monitoring program 

FIEDLER.P B Oeneral Public Utilities - GPU Service Corp 84/02/2? 

HURLEY. T E Region 1. Office of Director. Ip 22731 001 24X 

Fiche 50-219.84/02/29,8403230119 


— 8403230122 "Minter Outage Fish Sampling Program Rept, Sept 1982 - Aug 
1983 " 

* Oeneral Public Utilities - GPU Service Corp 84/02/29 20pp 
22731002* 24X Fiche 30-219.84/02/29.8403230119 


— 8403230123 "Ecological atudies Progress Rept.Bept 1982 - Aug I9B3 
* Ecological Analysts. Inc 83/08/31 SOpp 22731 022 24X 

Fiche 30-219,84/02/27,6403230119 


8403300001 Monthly operating rept for peb 1984 H/e40313 Ur 

OARAN, R , FIEDLER.P 0 Oeneral Public Utilities - GPU Service Corp 
84/02/29 Spp 22822 ill 24X Fiche 30-217.84/02/29,8403300001 


8403230110 Forwards "Study of Moodborer Papulations Re Oyster Crecli 
Generating Station. 831021-840131. " progress rept for 33th 
quarter 

FIEDLER.P D Oeneral Public Utilities - GPU Service Corp 84/03/16 

HURLEY, T E Region 1, Office of Director Ip 22731 072 a4X 

Fiche 30-217.84/03/16.8403230110 


— 8403230112 "Study of Moodborer Populations Re Oyster Creek Generating 
Station. 031021-840131 1 " progress rept far 33th quarter 
HILLMAN.RE. , DELMORE.C I Dattel le Memor 1 al Institute, Pacific 
Northwest Laboratoriei 84/01/31 24pp 22731 074 24X 

Fiche 30-219,84/03/16,8403230110 


8 Reportable occurrences. LER* b related carretpondence 


8303200133 Forwards Technical Review Rept AE0D/T312, "Failure of 3-kV 
Cable Terminations " Failure probably caused by nick in 
cable Insulation 

CHIRAMAL. M Reactor Operations Analysis Branch 83/03/09 
BEVFRIT. K V Reactor Operations Analysis Branch tp 22769 313 
24X Fiche 50-219,83/03/09.8303200133. 


8403010296 NPDEB noncompliance notification' 
temp difference of augment offgas-new radu 
water exceeded permit limiting condition r 
pump b HX repaired 

FIEDLER.P B . DOUGLAS, M General Public ' 
Carp 84/02/24 GASTON. J New Jersey. 
24X Fiche. 30-219. 84/02/24, 8403010236 


— 8403010261 "NPDEB Discharge M 
FIEDLER.P B General Publl 
04/01/31 9pp 22432 27C 
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DOCKETED ITEMS 


403070236 Fallouiuii. Part 21 rapt re dafoctiva mechanical ihubbar 
capstan springs supplied by Pacific Scientific Affected 
utils listed Purchasers have been notified & advised to work 
dlrectlg u/Pacific Scientific in disposition 

HSVItL MPS IndUBtrlesr Inc 94702/24 DEYQUNO, R c Oirector's 
Office. Office of Inspection and Enforcoment 2pb 22336 279 24X 

Fiche 30-000.04/02/24,8403070256 


403130206 PNa-I-a4~023 on 840306i leor k er repairing lights In turbine 
bldg sustained radioactive contamination on ualst te head 
Incident investigated 6 critiqued Corrective actions being 
rovleued bg specialist 

NlHirZ. R L . SHANDAKV, H . DELLAMV.R Region 1. Office of Director 
84/03/07 Ip 22603 036 24)C Fiche 30-219,84/03/07.8403130206 


I40329000B PNO-1-04-027 on 840323, through-uial 1 crack discovered on 
iijeld on condensate return line From south isolation 
condenser No repair or replacement plans formulated Facllltg 
correntlg shut down for refueling 6 mod 

TRlPPiL ■ KEINTOi R Region I, Office of Director 84/03/23 Ip 
22803 292 24 X Fiche 50-219,84/03/23.8403290008 


>403300074 PNS-I~B4-003 on 840324, male phoned Jerseg Central Pouer 
& Light Customer Svc Ctr i> notified that FpA uill start 
domollshlng plants Ogster Creek Implemented emergency 
cantlngencg plan t, ThI Increased security awareness 
MADDEN. M , OOVNER, J Region 1. Office of Director 84/03/26 Ip 
22822 088 24X FlChO 30-000.84/03/26.8403300074 


Operator Eiamtnatlons 


1403080231 Submits projected requests for site visits to conduct 
operator licensing etans through FVBT.per 831221 request (i 
Oensrlc Ltr 93-40 

FIEDLER. P D General Public Utilities - GPU Service Carp 84/03/01 
EIGENHUTiD 0 Division of Licensing 2pp 22361-032. 24X 

Fiche 30-219,94/03/01,8403080231. 


1403270163 Informs that provisions of Code Cates 8-341 8c N-356 re 
NOE personnel qualification uill be adopted Time period 
for requalification Increased to 9 yrs. 

FIEDLER, P D Orneral Public Utilities - OPU Service Corp. 84/03/21 
EISENliUT.D 0 Division of Licensing ip 22774 146 24X 

Fiche 30-219.84/03/21,8403270165 


DOCHET 90-220 NINE MILE POINT NUCLEAR BTATIOW, UNIT 1 


Security, laadlcal, emergency (c fire protection plans 


B403060036 Advises that NRC uill not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 010709 Generic Ltr 81-27 U/o request, entire 
plan uill be piacod in PDR 

VABBALLO, D 0 aperatlng Reactors Dranch 2 84/02/10 RHODE, 9 K 

Niagara Nohauik Pouter Corp- 2pp 22928 397 24X 

Fiche 90-220.84/02/10,8403060036 


0403130496 Foruards comments on 630930 detailed control room design 
review program plan per Suppl 1 to NUnEO-0'737 Specific areas 
of plan not described in enough detail to ensure that plan 
will meet requirements. In— progress audit suggested 
UASBALLD, D D Operating Reactors Branch 2 64/02/22 RHODE. 0 K 

Niagara ftohawk Power Corp ISpp 22619.848, 24X 

Fiche 50-220.64/02/22,9403130496 


8403130006 Forwards I£ Insp Rapt 90-220/83-30 on 831217-840131 No 
violations observed 

STARODTECHItR Division of Project L Resident Programs. 84/02/27 
RHDDE. 0 tt Niagara Mohawk Pouer Corp 2pp 2261 S 169 24 X 

Fiche 30-220.84/02/27.8403130006 


--8403130021 IE Insp Rept 90-220/83-30 on 881219-840131 No violations 
identified Major areas inspected licensee action on previous 
insp findings, operational safety verif icatlon, physl cal 
security, plant tours It surveillance tasting 

HUDSON, 8 D , COLLINQ.S J Region f. Office of Director 84/02/22 
12pp 2261S 171 24X Fiche- 50-220. 84 /02/27, 0403130006 


8403060439 Forwards marked-up procedures generation package for 
implementing symptom-based emergency operating procedures, 
per Suppl 1 to NURE<l-0737, for comment 

LEMFOCSiT E Niagara Mohawk Power Corp 84/03/01. VASBALLO, D D. 
Operating Reactors Sranch 2 132pp 22908 143 24X 

-- --'01,8403060439 


cted page revs to Issue 2<Rev 0 to security L 
ilans. Pages withheld 

ewk Power Corp 84/03/01. MARTIN. T T 
^ Technical Programs Ip 22579-394 24X 

3090063. 


8403130306 Forwards response to 840112 request for eddl info re 
NUflE0-0737i Item II D 3, "Post-Accident Sampling Syi ■' 

Emergency Procedure EPP-9. “Determination of Core Damage 
Under Accident Candiilans" also encl 

HANOAN. C V Niagara Mohawk Power Corp 64/03/08 VASBALLO, D B 
Operating Reactors Branch S t3pp 22609 010 24X 

Fiche 9 0-820, 64/0 3/06 . 8403 1 30 386 


— 8403130391 Rev 0 to Emergency Procedure EPP~9, "Deteretlnatlan of Coro 
Damage Under Accident Conditions ” 

LEACH, E H , ROMAN, T M Niagara Mohawk Power Corp 84/03/31 
29pp 22609025 24X Fiche 30-820,84/03/08,8403130386 


8403190243 Notification Of 840418 workshop In King of Prussia, PA to 
discuss lessons learned from recant App R fire protection 
safe shutdown Insp <> topics described in IE Info Notice 
84-07 Agenda far workshop end 

HURLEY, TE Region 1. Office of Director 84/03/09 O'TOOLE, JD 
Consolidated Edison Co of New York, Inc. KOOERiR U Rochester Oas 
t< Electric Corp KEMPER. J 8 Philadalphta Electric Co 39pp 
22672 062 24X Fich# 50-000.04/03/09,0403190243 


8403230116 Discueses calculated dote rates due to shine from reactor 
bldg atmosphere to control roomie security bldg following 
design basis LOCA, per IE Insp Rapt 90-220/83-15 Doses not 
eipected to exceed 9 rem during first B h following DBA 
HANOAN, C V Niagara Mohawk Power Corp 84/03/19 UASBALLO.D D 
Operating Reactors Branch 2 2pp 22730 333 24X 

Fiche- 90-220, 84/03/19, 84032301 16 


I Financial Information 


8403290177 Annual Financial Rept 1903 W/B40322 ltr 

HAEHL, J 0 I OONLON, If J . LEMPOES. T E Niagara Mohawk Power Corp 
83/12/31. 41pp 22800 319. 24X FI cha. 90-220. 83/ 12/31 , 8403290177 


0 Insurance b indemnity Informatlan 


84032BOD36 Forwards Endorsement 71 to HAELU Policy MF-4A 

RUBHMORE, J M Niagara Mohawk Power Corp B4/03/22 9ALTZMAN, U 
Assistant 'Director for State t< Licensee Relations 2pp 22777 021 
24X Fiche 90-220.84/03/22.6403280036 


84O32B0D47 Forwards Endorsoments 99 l< 06 to NELIA Pulley NF-161 
RUBIIMORE, U U Niagara Hohauk Power Corp 84/03/22 BALTZKAN, J 
Assistant Director for State & Licensee Relations 3pp 22776 399 
24X Fiche- 50-220, 84/03/22.8403280047 


P. Operating license stage documents l< correepondance 


0403140340 Summary of 031219 meeting w/OE t< Hark I Owners Group In 
Dethe&da.MD re Mark I containment wetwel l-drywel I vacuum 
breaker design methodology 

aiEOEL, 8 L Operating Reactors Dranch 2 84/02/21 Operating 

Reactors Branch 2 91pp 22635 198 24X FI che ; 50-000, 84/02/21. 

8403140340 


8403060247 Forwards status, plans & schedules per Generic Ltr 83-28, 
“Required Actions Based on Generic Imp llcations of Salem 
ATUS Events *’ 

MAMOAN. C V Niagara Mohawk Power Corp 84/02/29 UASBALLO.D B 
Operating Reactors Dranch 2 6pp 22515 199 24X 

Fiche 50-220. 84/02/29,8403060247. 


8403090040 Remibi fee for Tech Spec amend application dtd 840109. per 
840126 request 

MANOAN, C V Niagara Mohawk Power Corp 84/02/29 DIGGS, fl M 
Llcenee Foe Management Branch 2pp 22976 009 24X 

Flcha 90-220,84/02/29,8403090040 


0403060221 Forwards supplemental clarifying Info re spent fuel peel 
modi based on review of ends to NRC 840201 ltr providing 
Amend 94 to License OPR-63 Dose tracking sys will be 
Implemented to maintain control of worker exposures 
MANGAN.C V Niagara Mohawk Power Corp 84/03/01 VASSALLO.O. B 
Operating Reactors Drench 8 9pp 22919 172. 24X 

Fiche. 90-220, 84/03/01, 8403060221 


8403060446 Advises that offsite dose calculation manual will be 
suhiAltted by 040307 

MANGAN.C V Niagara Mohawk Power Corp 84/03/01 VASSALLO.O. D 
Operating Reactors Qranch 3. ip 22918. 130 24X 

Fiche. 90-220, 04/03/01 . 8403060446. 


0403120324 Nottflcatlan of B40319 meeting u/utfl in Dethesde HO to 
discuss environ qualification of equipment 

HERMANN, R A. Operating Reactors Drench S 84/03/03 VABALLO, D Q. 
Operating Reactors Dranch 8 Ip 22619.360 S4X 
Flcha- 50-220, 84/03/03, 8403120224. 



DOCKETED ITEMS 
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B403070146 Mithdraini 770116 0719 applications for amend to License 

DPR-63 Revised Tech Specs re diesel Instrument setpoint 
logic & relief valves ulll be submitted by B40401 
MANOANi C V Niagara Nohauk Power Corp 84/03/05 VASBALLO, D 0 
Operating Reactors Branch 2 Ip 22979 04B 24X 

Flche 90-220,84/03/05,8403090146 


B4031Z0099 Fopiuards results of safety evaluation of NUREO-0737, I tern 
II K 3 18 concluding that eliminating high drywell pressure 
permissive could increase severity of loss of feedwater 
transient by actuating automatic depressuriiatlon sys 
MANOAN, C V Niagara Mohawk Power Corp 84/03/06 VABBALLO, D D 
Operating Reactors Branch 2 3pp 22986 285 24X 

Flche 90-220,84/03/06,8403120059 


B403090240 Summary of B40216 meeting w/Northeast Nuclear Energy Co, 
Boston Edison Co, Vermont Yankee Nuclear Power Co & Teledyne 
Engineering 8vcs In Haltham, MA re addl Mark 1 torus 
structural analysis List of attendees end 

SHEA, J J Operating Reactors Branch 9 BIEOEL, B Operating 
Reactors Branch 2 84/03/07 CRUTCHFIELD, D Operating Reactors 

Branch 9 4pp 22972 298 24X Fiche 90-000,84/03/07,8403090240 


8403130340 Forwards offsite dose calculation manual, per proposed 
radiological effluent Tech Spec dtd 840201 Response to 
Franklin Research Ctr comments re 830301 offsite dose 
calculation manual also and 

LEHPOEB, T E Niagara Mohawk Power Corp B4/03/07 VASBALLO, D B 
Operating Reactors Branch 2 6pp 22607. 194 24X 

Fiche- 90-220, 84/03/07, 8403130340 


— 8403130349 “Offsite Dose Calculation Manual " 

» Niagara Mohawk Power Corp 84/03/01 B3pp 22607 160 24X 

Fiche. 90-220, 84/03/07, 8403130340. 


6403130386 Forwards response to 840112 request for addl info re 
NUREO-0737, Item 11 B 3, “Post-Accident Sampling Sys “ 

Emergency Procedure epP-9, "Determination of Coro Damage 
Under Accident Conditions” also end 

MANOAN, C V Niagara Mohawk Power Corp 84/03/08 VAB8ALLQ, o B 
Operating Reactors Branch 2 I9pp, 22609 010 84X 

Fiche 90-220, 84/03/OB, B4031303B6 


— 8403130391 Rev 0 to Emergency Procedure ePP- 9> “Determination of Cora 
Damage Under Accident Conditions " 

LEACH, E M > ROMAN, T M Niagara Mohawk Power Corp 84/03/31 
29pp 22609029 24X Flche 90-220,84/03/08,8403130336 


8403190279 Oenerlc Ltr 84-07 to all licensees of BNRs re procedural 
guidance for pipe replacement at BWRs, 8vc list end 
EIBENHUT, DO Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp 22823 354. 24X Fiche 50-000,84/03/14,8403150275 


8403200002 Forwards list of items under review needed to support 
refueling outage & Items not yet submitted by utl] 

MANOAN, C V Niagara Mohawk Power Corp 84/03/19 VASBALLO, D D 
Operating Reactors Branch 2 2pp 22683 361 24X 

Fiche 90-220, 84/03/19, 8403200002, 


8403220139 Forwards Rev 1 to control room habitability summary rapt, 
per 840131 ltr tt TMI Action Plan Item Hi D 3 4 Main steam 
line break source term revised to correspond to Tech Spec 
concentration limit of 29 uCl total Iodine per g of water 
LEMP0E8.T E. Nlagare Mohawk Power Corp 84/03/19 VASBALLO. D. B 
Operating Reactors Branch 2 6pp 22716 OOl 24X 
Flche. 90-220, 84/03/19, 8403220129. 


8403220177 Responds to NRC request to explain operator action given 
draft emergency condenser Tech Spec change Operators ulll 
take Into account plant condition S, other indications, 
besides high radiation signal, before manually Isolating sys. 
MANOAN, C V Niagara Mohawk Power Corp. 84/03/19 VASBALLO, D B 
Operating Reactors Branch 2 2pp 22717-022 24X 

Fiche- 90-220, 84/03/19, 0403220177 


8403300241 Requests remittance of fee for review of 840113 proposed 
Tech Spec changes re Installation of protective relaying on 
outside of reactor protection reactor trip bus motor 
generator set, 

DIOOB, R M License Pee Management Branch 84/03/19 RHODE, C K 
Niagara Mohawk Power Corp Ip. 22840 361 24X 

Flche: 90-220, 84/03/19. 0403300241 


8403230070 Provides addl info re Type C testing of emergency cooling li 
reactor doanup Inboard Isolation valves li method for 
axtrepolatton of laekege test results from reduced pressure 
to accident pressure, per 831101 Tech spec amend application 
MANOAN, C V Niagara Mohawk Power Corp 04/03/20 VASSAL LO, D B 

Operating Reactors Branch 2 2pp 227S6 333, 24X 

Fiche 90-220, 04/03/20, 0403230078 


8403270176 Advises that final status rept re equipment qualification 
program to be supplied to Commission by 840601, per 030920 
submittal 

MANOAN. C V Niagara Mohawk Power Corp 04/03/20 VAS8ALLO, 0 B 
Oporatlng Reactors Branch 2 ip 22771 132 24X 

Flche 90-220.84/03/20,8403270176 


8403300098 Forwards proposed mod to existing logit for automatic 
Initiation of diesel generators upon loss of voltage t< 
degraded voltage Proposed mod Involves physical changes to 
undervoltage relaying circuits for Powerboards 102 4, 103 
MANOAN, C V Niagara Mohawk Power Corp 84/03/27 VAB8ALLO,0 B 
Operating Reactors Branch 2 9pp 22821 103 24X 

Flche 90-220,84/03/27,8403300058 


0 Inspection reports, IE Bulletins b correspondence 


8403130006 Forwards IE Insp Rept 50-220/83-30 On 831219-840131 No 
Violations observed 

8TAR08TECKI, R Division of Project t. Resident Programs 84/02/27 
RHODE, 0 K Niagara Mohawk Power Corp 2pp 22615.169 24X 

Flche 50-220,84/02/27,0403130006 


—8403130021 IE Insp Rept 50-220/83-30 on 831219-840131 No violations 
identified Major areas inspected licensee action on previous 
insp findings, operational safety verl f Icatlon, phy slca 1 
security, plant tours U surveillance testing 

HUDSON, B D . COLLINS. 8 J Region 1, Office of Director 84/02/22 
12pp 22615 171 24X Fiche 50-220,84/02/27,8403130006 


8401190072 IE Info Notice 84-13. “Potential Deficiency in Motor 
Operated Valve Control Circuits !< Annunciation " Sve list 
enc 1. 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 8301031 84/02/28 Consolidated Edison Co of New 

York. Inc U5pp 22909 239 24X Flche 50-000,04/02/28.0401190072 


8403260270 Responds to IE Bulletin 83-08 Uestinghouse Type DO or DS 
breakers b QE Type AK-2 breakers, w/undervol tag c trip 
attachments, not in use at facility 

LEMPOEB, T E Niagara Mohawk Power Corp 84/03/01 DEVOUNO. R C 
Director's Office, Office of Inspection and Enforcement Ip 
22754 282 24X Flche 50-220,84/03/01,8403260270 


8402070007 IE Info Notice 84-14, “Highlights of Recont Transport 
Regulatory Revs by DOT b NRC “ Sve list end 

QRACE, J N Division of OA, Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co. of New York, Inc 

130pp 22952 329 24X Flche 50-000,84/03/02.8402090007 


8402070008 IE Info Notice 04-16. "Failure of Aotomatlc Sprinkler Bys 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Flche 50-000,84/03/02,6402090008 


8402090009 IE Info Notice 84-15, “Reporting of Radiological Releases " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp. 22553 217 24X Flche 50-000.84/03/02,8402090009 


8402090011 IE Info Notice 84-17. “Problems U/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22953 336 24X Flche 50-000,84/03/05,8402090011 


8402090024 IE Info Notice 84-09, Rev 1» "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys “ Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidatsd Edison Co of Now 

York, Inc llSpp 22635 049 24X Fichs 50-000. 84/03/07. 8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking In PUR 
Sys " Bve list oncl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Rosponse (Post 830103) 84/03/07. Consolidated Edison Co of New 

York, Inc liepp 22594 186 24X Flche 50-000,84/03/07,8402090029 


8403120044 Forwards revised Inservlce Insp program Program will 
incorporate portions of 1980 edition through Hinter 1981 
addenda of Section XI of ASHE Boiler b Pressure Vessel Cods 
Personnel qualification per proposed Tech Specs snd 
LEI^OES.T E Niagara Mohawk Power Corp. 84/03/07 VASBALLO, D B 
Operating Reactors Branch 2 ip 22590 289. 24X 

Flche- 90-220. 84/03/07, 8403120044 


— 8403120090 Revised "Inscrvice Insp Program " 

• Niagara Mohawk Power Corp 84/03/31 4pp 22590 290 24X 

Flche 90-220,84/03/07,8403120044. 
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2070031 IE Bulletin 84-02. “Failures ol' OE T^pe HFA Relays in Use in 
less IE Safety 8ys " Bvc list enc 1 

EYOUNO.R C Director's Office. Office ef Inspection and 

nforcement 84/'03/12 CDnsolidated Edison Co. of Ncu York. Inc 

34pp 22023 094 24X FIcho 90-000,84/03/12.8402090031 


3300299 Requests remittance of foe for final review of 000902 
ubmtttel 8c 920730 rev re Inservlce Insp proprsm L requested 
alief from ASKE Code insp requirements 

■ICOS. R H License Fee Management Dranch 94/03/19 RHODE. 0 K 
tagara liohauk Power Corp ip 22B44 318 24X 

1 Che- 30-220, 94/03/ 1 3, S40 3300295 


■3230ilf» Discusses calculated dose rates duo to shine from reactor 
tdg atmosphere to control room 8c security bldg following 
eslgn basis LOCA. per IE Insp Bept 30-220/83-15 Doses not 
ipectad to exceed 9 ren during first B h following DBA 
lANOAN. C V Niagara Mohawle Power Corp 84/03/19 VASSAL LO. D 0 
Derating Reactors Branch 2 2pp 22730 333 24X 

iche 30-220, 94/03/19, 84032301 lA 


'2090043 IE Info Notice 84-19. ’‘Two Events Involving Unauthorijed 
ntrles Into PWR Reactor Cavities '' Svc list end 
IORDAN. E L Division of Emergency Preparedness 8c Engineering 
esponse (Post B30i03>, 84/03/21 Consolidated Edison Co of New 

ork. Inc 193pp. 22823 229 24X FIcho 90-000.84/03/21, 8409090043 

■2090044 IE Info Notice 84-20, "Bvc Life of Relays In Bafe t y-Rela ted 
ys '* Bvc list end 

ORDAN.C L Division of Emergency Preparedness 8< Engineering 
esponse IPost 830103) 84/03/21 Consolidated Edison Co of New 

ork, Inc 133pp 22933 001. a4X Fiche 90-000,84/03/21,8402090044 


3300151 Responds to IE Bulletin 83-07 re falsification of matl 
ertlflcatlons by Ray Miller, Inc Util received no matls 
rlglnatlng from Ray Mlllertlnc through any intermediaries 
isted in IE Bulletin 63-07i8uppl 1. 

EHPOEBi T E Niagara Mohawk Power Corp 64/03/23 MURLEY.T E 
eglon 1, Office of Director app 22B20 030, 24X 

Iche 30-220.04/03/23,8403300151 


Periodic operating reports 8c related correspondence 


3070194 "Radioactive Effluent Release Semiannual Rept. Jul-Dec 
993 “ H/a 40301 Itr 

EMPOEB.T E Niagara Mohawk Power Corp 83/12/31 MURLEY.T E 
eglon 1. Office of Director 92pp 22938 162 24X 

iche 50-290,93/12/31, 8403070194 


3190031 Monthly operating rept for Feb J9B4 W/840310 Itr, 

□MAN, T tr , LEMPOES. T E Niagara Mohawk Power Corp 04/02/2? 5pp 
22641.330 24X Flche 30-220,64/02/29,8403190051 


Reportable eccurrences. LERs tc related correspondence 


3210043 Nonroutine radiological environ operating rapt on 640217, 

horellne sediment samples collected in Nov 1983 indicated 

oncentrations of Cs-137 & 0r-9O exceeding control sample 

Blues Ceused by effluent discharges U/B403i3 Itr 

EMPOEB.T E Niagara Mohawk Power Corp 84/02/17 MURLEY. T E 

eglon 1. Office of Dlreetor, 3pp 22707.039 24X 

XChe 30-220.84/02/17.8403210043 


DOCKET 80-223 UMIV. OF LOHELL RESEARCH REACTOR 
a Inspection reports, IE Bulletins 8c correspondence 


8403300169 Acl receipt of 040307 Itr informing NRC of steps token to 
correct violations noted In IE Insp Rept 30-223/03—02. 

STAROSTECKIiR Division of Project 8< Resident Programs. 84/03/26 
BEOHIAN.L E Louiell. Univ of. Lowell, MA Ip 22820 030 24X 

FUhe; 50-223,84/03/26. 9403300169 


— 8403300169 Responds to NRC 840209 Ur re violations noted in IE Insp 
Rept SO-223/93-02 Corrective actions automatic notification 
issued to committee members & tickler sys Installed to 
measure control 8c regulating valve intervals 
BEOHIAN.L Lowell, Unlv of. Lowell, MA. 84/03/07 
STAR03TECKI, R Division of Project tc Resident Programs 2pp 
22820 031 24X Flche 30-223. 04/03/96, 8403300169 


DOCKET 30-224 UNIV OF CALIFORNIA RESEARCH REACTOR 
R Periodic operating reports 8c related correspondence 


8403150119 "Berkeley Reiearch Reactor Annual Rept of Operations, 1983 ” 
H/B40309 Itr 

LIM, T H Oillfornla, Univ. of. Berkeley, CA 83/12/31, MILLER, U A 
Standardliatlon S< Special Projects Branch lipp 22640 040, 24X 

Flche. 50-224,93/12/31,8403190119 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


F Security, medical, emergency t, fire protection plane 


9403060204 Prepoied emergency plan for License CX-22 W/840206 Itr 
WICKB, F , HARRIS, D. Rensselaer Polytechnic Institute, Troy, NY 
84/02/2? THOMAS. C □ atandard i zatl on k Special Projects Branch 
22pp 22517 134 24X FI ch e' 90-225, 84/02/29, 8403060204. 


R Periodic operating reports It related correspondence 


8403200229 "Annual Rept of Tests k Experiments, Mar 1902 - Fob 1903 ' 
WICKB, F , HARRIS, D R Rensselaer Polytechnic Institute. Troy. NY 
83/02/29 2pp 22690 164. 24X Fiche 50-225,03/02/20,0403200229 


B403260156 "Annual Operating Rept, Mar 1903 - Mar 1984 " 

WICKS, F , HARRIS, 0 R Rensselaer Polytechnic Institute, Troy, NY 
84/03/01 Region 1, Office of Director, 4pp 22750 339 24X 
Fiche 50-229,94/03/01,8403260156 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency k fire protection plans 


8403030004 Forwards FEMA 040206 Itr I, final axerclso evaluation* on 
830914 offsite e/nergency preparedness exercles. 

Recommendations from rept do not affect approval of plan 
PAPERIELLa, C 0 Region 3, Office of Director 84/02/29 REED.C 
Commonuiea 1 th Edison Co 2pp 22490 240 24X Flche. 30-237. 04/02/29. 

8403030004 


3140122 Part 21 rept re status update concerning abnormal wear on 
Inear converters Test program underway Results of 
nvsstlgation indicate excessive wear caused by hunting of 
ontrol circuitry 

ODSON.J P Pacific Air Products Co 84/03/09 Director's 

fftcB. Office of Inspection and Enforcement 7pp 22624.069 24X 

iche 30-000.94/03/09,8403140122 


8403120033 Advises of 040323 regional workshop In Roseinont, IL u/all 
Region III licensees to discuss fire protection lafe 
shutdown requirements of lOCFRSO, App R Agenda end, 

SPE8SARD, R L, Division of Emergency Preperedness ti Operational 
Support 84/03/06 REED.C Commonwealth Edison Co 3pp. 

22505 222 24X Fiche' 90-010, 04/03/06, 0403120093. 


3190135 PN5-I-a4-002 on 040312. bomb threat received from 
nldentifted caller Site emergency 8. safeguards contingency 
Ian requirements implemented Public areas l< site protected 
rea searched w/negatlve findings 

ADDEN.D . JOYNER. J Region t. Office of Director 94/03/12 Ip 
2674-332 24X Flche 90-220,84/03/12.8403190135. 


B403190092 Forwards rasults of In-progress audit of detailed control 
room design review Ubil pursuing courie of review which NRC 
believes will satisfy requirements of Suppl 1 to NUREO-0737. 
CRUTCHFIELD. D Operating Reactor* Branch 9 84/03/14 FARRAR, D L 

Commnnwealth Edison Co lipp 22643 002, 24X FI che. 90-237. 

84/03/14, 8403190092 


3220075 EN-B4-019 on 840320, not 1 c e of violation I, proposed 

mposltlon of civil penalties in amount of *180,000 wilt be 

isued to licensee Action based on failure to maintain 

ontalnment Integrity 8, failure to conduct aurvell lance 

RAIO, J . AXELRAD, J- Olrector'i Office. Office of Inspection and 

nforcement 84/03/13 Bpp 22712-308, 24X Flche 90-220.84/03/15. 

403220079 


0 Adjudicatory correspondence 


8402220157 Order extending time until 840228 for Commission to act to 
review Dlrector'e Decision DD-B3-I4 

CHILK, 8 J Office of the Secretary of the Commlesion 84/02/21. 
CommUe loners ip. 22337.362. 24X Flche 90-000.84/02/21. 

0402220137 


DOCKETED ITEMS 
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8403010S3B Order extending time until 840305 for CommlsBlon to act to 
revlaut Director's Decision DD-B3-14 & 83103? decision 
dtnglng request of Environ Policy Inst 

CHILK.a J Office of the Secretary of the Commission 84/03/38 
Commissioners Ip 32434 310 24X Flche 50-000< B4/02/3B. 

B40301023B 


84030900&? Informs that Commission unanimously declined to revieui 
Director's Decision DD-B3-14 Time provided by NRC 
regulations ulthln yhlch Commission may act to review 
expired Decision became final agency action on 840305 
CHILKi 8 J Office of the Secretary of the Commission 84/03/08 
CEtCBREZZE. A J Ohio, State of 3pp 32573 330 24X 

Flche 30-000.84/03/08,840309006? 


8403090074 Informs that Commission unanimously declined to review 
Director's Decision DD-B3-14 Time provided by NRC 
regulations within which Commission may act to review 
expired Decision became final agency action on B40303 
CHILK.B J Office of the Bscretary of the Commission 84/03/0B 
MILLAR, F. Envlronmsntal Policy Institute Ip 22373 393 24X 

Flche 30-000,84/03/08,8403090074 


8403090113 Informs of Commission decision not to revlsw Director's 
Decision DD-B3-14 Tims for Commission to act expired on 
840303 W/o end 

CHILH, B, J Office of the Secretary of the Commission 84/03/08 
RE8NIKQFF, M Sierra Club Ip 22576 07? Z4X 
Flche' 30-000, B4/03/08, 8403090113 


P Operating license stage documents !, correspondence 


8403090185 Resubmits responst to 8EP Topic VII-1 A, "Isolation of 
Reactor Protection Sys from Nonsafety By s, Inc lud ing 
Qualification of Isolation Devices " Page 2 omitted from 
original response 

RYBAK, B Commonwealth Edison Co 84/02/13 CHERY, D Division of 
Licensing Ip 22568 319 24X Flche 30-237, 84/03/13, B4030901Q3 


— 8403090191 Responds to BEP Topic VIl-1 A, "Isolation of Reactor 
Protactlon Sys from Nonsafety By s, Inc luding Qualification 
of Isolation Devices " APRM Inputs will have Class IE 
Isolators rated at 1 meg-ohm w/separate power supplies 
RYBAK, B Commonwealth Edison Co 1378A 83/08/03 OILBERT.R 

Operating Reactors Branch 5 4pp 22368 330 24X 

Flche 30-237.84/02/13,8403090183 


— 8403090194 Forwards Info rs SEP Topic VII~1 A, "Isolation of Reactor 
Protection Sys from Nonsafety Sys, Inc lud Ing Qualification of 
Isolation Devices, “ In response to 801022 request 
^ANECEK, R F Commonwealth Edison Co 81/01/21 LAINAS.OC 

Assistant Director for Safety Assetsmsnt. 22pp 22368.334 Z4X 

Flche 30-237,84/02/15.8403090183 


8403020037 Notification of contract execution "Dresden t. Perry 
Simulator Leasing, " awarded to OE 

JE8B8P, D Technical Assistance Contracts Branch FIN D-8713 
84/02/17 HAVINS, 0 H. Director's Office, Office of Inspection and 
Enforcement Ip. 22491 045 24X Flche 30-000,84/02/17,840302003? 


— 8403020043 Contract "Dresden & Perry Simulator Leasing, " awarded to 
OE 

PIERCE, R L oeneral Electric Co MORTON, K V Division of 
Contracts FIN B-8713 B4/02/17 SSpp 22471 046 84X 

Flche 30-000, 04/02/17, 8403020037 


8403140340 Bummary of 831215 meeting w/QE t, Mark I Owners Oroup In 
Bethasda.MD rs Mark I containment wetwel l-drywel 1 vacuum 
breaker design methodology, 

8IE0EL, B L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2. Slpp. 22633 198 24X Flche 30-000,84/02/21, 

8403140340 


8403030119 Forwards supplemental rasponse to Oenerlc Ltr 83-28, 
"Required Actions Based on Generic Implications of Salsm 
ATN3 Events " 

BARNES, P L Commonwealth Edison Co 84/02/29 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 26pp 22488 084 24X 

Flche: 30-000, 84/02/29, 84030301 19. 


8403130070 Forwards proposed resolution of environ qualification 8ER 
li Franklin Research Ctr technical evaluation rept open Item 
doficlencles Final BER should be Issued to Indicate 
resolution of program deficiencies, 

RYBAK, B Commonusalth Edison Go 84/02/29, DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. 46pp 22602' 123 24X 

Flche. 30-237, 84/02/2?, 8403130070 


8403130400 Forwards 840210 responses to Generic Ltr 83-33 clarifying 
TMI Item II K 3 31 Util concurs w/NRC position Item should 
be closed 

RYBAK, B Commonwealth Edison Co 84/03/02 EI5ENHUT, D O Division 
of Licensing 2pp 22613 143 24X Flche 50-000,84/03/02, 

8403130400 


8403130410 Application for amend to Licenses DPR-19 & DPR-23 , revl sing 
Tech Spec Table 3 7 1 to require min addition of four LPC I I, 
two torus spray suction valves 

RYBAK, B Commonwealth Edison Co 84/03/03 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 2pp 22616 031 24X 

Flche 30-237,84/03/03.8403130410 


——8403130418 Proposed changes to Tech Spec Table 3 7 1 to require min 
addition of Four LPCI it two torus spray suction valves 
s Commonwealth Edison Co 84/03/05 lOpp 22616 053 24X 

Flche 30-237,84/03/05,8403130410 


8403150040 Forwards request for addl info to support conclusions re 
current design codes & criteria ti load combinations In 
820803 ltr per integrated plant safety assessment rept 
(NUREO-0823) 

CRUTCHFIELD. D Operating Reactors Branch 3 84/03/0? FARRAR, 0 L 

Commonwealth Edison Co 8pp 22643 004 24X Flche 50-237,84/03/09, 

8403130040 


— 8403150043 "Review of Licensee Response to Design Codes, Design 
Criteria It Loading Comb inatlons, Dresden Nuclear Power 
Station Unit 2," draft supplemental technical evaluation 
rept 

STILHELLiTC . DARNISH, M , NALLD, E H Franklin Ins tl tut e/Frank I In 
Research Center NRC-03-8 1-130 TER-CS506-42S 83/11/13 

PERSINKO, D NRC - No Detailed Affiliation Given 36pp 
22643 092 24X Flche 30-237,04/03/09,8403130040 


B4031S027S Generic Ltr 84-07 to all licensees of BMRs re procedural 
guidance far pipe replacement at DWRs Sve list end 
EISENHUT.D.G Division of LI cens ing 84/03/14 Commonwealth 
Edison Co 20pp 22023 354 24X Flche 30-000,84/03/14,6403130273 


8403220133 Application to amend Licenses DPR-1? 6 0PR-2S> revl sing 
Tech Specs to update snubber tables to reflect additions, 
deletions tt other changes 

RVBAKrB Commonwealth Edison Co 84/03/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 22713 333 24X 

Flche 30-237,84/03/15-8403220133 


— 0403220138 Proposed Tech Bpecs updating snubber tables to reflect 
additions, deletions it ether changes 

* Commonwealth Edison Co 84/03/15 20pp 22715 341 24X 

Flche. 30-237, 04/03/13, 6403220133 


8403270130 Application for amend to License DPR-23i c hengt ng Tech Specs 
to extend certain MAPLHQR curves to 40,000 MUd/8T. 

RYBAK, B Commonwealth Edison Co 04/03/19 DENTON, H fi Office of 
Nuclear Reactor Regulation, Director 2pp 22774 129 24X 

Flche 30-000,84/03/19,8403270130 


—8403270136 Errata *■ Addenda Sheet 9, rep lac Ing Page 4-14 to "LOCA 
Analysis Rept for Dresden Units 2 6 3 (t Quad Cities 1 it 2 
Nuclear Power Stations “ 

e General Electric Co NEDa-24146A ERR 09 83/01/31 2pp 

22774 133 24X F 1 c h e, 30-000, 64/03/ 1 9, 8403270130 


8403220047 Forwards corrected Page 43 to Amends 81 tc 73 to Licenses 
DPR-19 tl DPR-2S, respect ively, whl ch failed to include 
Footnote 11 re verification of time delay setting between 
3 J< 9 s 

CRUTCHFIELD, D Operating Roactore Branch 3 84/03/20 FARRAR, 0 U 

Commonwealth Edison Co 4pp 22712 197 24X Flche 30-237,84/03/20, 

0403220047 


Q Inspection reports, IE Bulletins li correspondence 


8403120134 Forwards IE Insp Repti 50-237/84-01,30-249/84-01, 
80-234/84-01,30-263/84-01.30-293/84-01 ti 30-304/04-01 on 
840203-14 No noncomp 1 lance identified 

SHAFER, W D Region 3, Office of Director 04/02/23 REED.C, 
Commonwealth Edison Co 2pp 22390 090 24X Flcht 80-000,64/02/23. 

8403120134 


— 0403120137 IE Insp Repts 30-237/04-01,30-849/84-01,30-284 / 84-01, 
30-265/84-01.30-295/64-01 (, 50-304/04-01 on 040203-14 No 
noncomp 1 lance or deviations Identified Major areas 
Inspected allegations of Improper operation 
CHRIsaOTIMOS.N , TONGUE, T , HOLZMER, M Region 3, Office of 

Director 64/02/21 4pp 22590 092 24X Flche 50-000,84/02/23, 

8403120134 


30 
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0403030043 Forwards Rev O to Corporate Regulatory P erf orman £ e 
tiriprove<neint Plan “ Plan designed to heighten enplogee 
auareness U strengthen corporate ahilltg to Inprove 
regulatory perf armance 

THOMrtSi a Coffimonuealtfi Edison Co 04/02/24 KEPPLERc J O Region 
3< Office of Director 3pp 22490 139 24X Fiche 30-000,84/02/24, 

8403030043 


— 0403030046 Rev O to "Corporate Regulatory Performance Improvement 
Plan ■■ 

» Commonweatth Edison Co 04/02/29 22pp 22490 142 24X 

FtchB 50-000,84/02/24,8403030043 


0403120070 Forwards IE Insp Rept 50-237/84-02 on 040110-26 & notice 
oP violation 

iMORELIUSi C E Division of Project 6 Resident Programs 04/02/24 
DEED.C Commanujealth Edison Co 2pp 22391 133 24X 

Ficha 30-237.84/02/24,0403120070 


— 8403120073 Notice of violation from insp on 040110-26 

NORELIUS.C E DlvlslDn of Project t. Resident Programs 84/02/24 
2pp 22591 133 24X Flche 50-237.04/02/24.0403120070 


— 0403120079 IE insp Rept 50-237/84-02 an 840110-26 None nmp 1 lane e noted 
failure to fallow control rod sequence procedure 6 
out-of-svc procedure, resul ting In skipping 20 steps 
TaNGUl:,TM . 8TASEH, S , WALKER, R D Region 3, Office Of Director 
84/02/22 0pp 22591 137 24X Flche 50-237.04/02/24.0403120070 


8401190073 IE Info Notice 04-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits t< Annunciation " Bve list 
end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response tPost 8301031 84/02/28 Consolidated Edison Co of New 

York, Inc I13pp 22909 239 24X Flche 50-000,04/02/26,8401190072 


0402090007 IE Info Notice 84-14, “Highlights af Recent Transport 
Regulatory Revs by DOT & NRC “ SvC list end 

CRACE, J N Division of QA, Safeguards & Inspection Programs (Post 
030103) 64/03/02 Consolidated Edison Co of New Yorli, Inc 

130pp 22532 329 2 4X Fiche 50-000,04/03/02,0402090007 


— 8403230126 Rev 0 to "Corporate Regulatory Performanca Improvement Plan 
For Dresden, Quad Cities, Zion It LaSalle Operating Nuclear 
Stations (c Byron b Sralduood Project Operating 
Organ! tations " 

« Commonwealth Edison Co 04/02/29 22pp 22730 165 24X 

Flche 30-000,84/03/20,8403230088 


0403260196 Forwards responses to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " Quad Cities 
supplied lu/piping matls from Ray Killer, tnc during const 
Evaluation enc 1 Concerns of IE Bulletin 03-06 satisfied 
BARNES, P L Commonkieal th Edison Co 84/03/20 KEPPLER.J 0 Region 
3, Office of Director 19pp 22756 185 34X Fiche 50-000,84/03/20, 

6403260196 


8402090043 IE Info Notice 04'-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities “ 8vc list end 
JORDAN, E, L Division Of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 S2 9 24X Fiche 50-000,04/03/21,0402090043 


8402090044 IE Info Notice 04-20, "Sve Life of Relays in 3#f ety-Related 
0ys " &VC list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Flche 50-000,84/03/21.8402090044 


8403270114 EN-83-076A on 040323, order imposing civil monetary penalties 
In amount of 450,000 Action based on failure to classify 
torus-to-drywell vacuum breaker actuation arm shaft seals 
under App 0 Mitigation of 031119 penalty unwarranted 

KLIMOLERrO , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 84/03/23 ip 22774 051 24X Flche 50-237.84/03/23. 

0403270114, 


R Periodic operating reports 6 related correspondence 


0403060099 "Rept of Radioactive Effluents. Jul-Dec 1983 *■ M/840215 Itr 
0CDTT, D J Commanwealth Edison Co 83/12/31 KEPPLER. J 0 Region 
3, Office OF Director 17pp B2506 245 24X riche 50-010,03/12/31. 

8403060099 


8402090000 IE Info Notice 04-16, “Failure of Automatic Sprinkler 8ys 
Valves to Operate " Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) B4/03/02 Consolidated Edison Co of New 

York. Int 122pp 22553 098 24X Fiche 50-000,34/03/02.8402090008 


□403080197 "Rept of Occupational Personnel Radiation Doses. 1983 " 
M/84D227 Ur 

0COTT, J S Commonwealth Edison Co 83/12/31 CASE, E 0 Office of 
Nuclear Reactor Regulation. Director 13pp 22559 099 24X 

Fiche 3O-0DO, 03/12/31, 8403080197. 


0402090009 IE Info Notice 04-15. “Reporting of Radiological Releases " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 64/03/02 Consol idoted Edison Co of New 

York. Int 119pp 22553 217 24X Fiche 50-000,04/03/02.6402090009 


8402090011 IE Info Notice 84-17. “Problems W/Liqutd Nitrogen Cooling 
Components Delow Nil Ductility Temp " Sve list encl 
JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 030103) 84/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Flche 50-000.04/03/05,8402090011 


0403220120 Annual whole body esternal eipoiures for 1983 M/B403i6 Itr 
RYBAK, B, Commonweal tii Edison Co 83/12/31 7pp 22716 007 24X 

Flche 30-000,83/12/31,8403220120 


0403130015 Monthly operating repts for Feb 1984 H/840301 Itr 

SCHROEDERiQ A , SCOTT, D J Commonwealth Edison Co 64/02/29 17pp 
8S614 344 24X Fiche 50-237,04/02/29,8403130015 


S Reportable occurrences, LERs 1. related correspondence 


B402090024 IE Info Notice 84-09. Rev 1. “Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " 5vc list end 
JORDAN, E L Division of Emergency Preparedness *< Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of New 

York, Ine llSpp 22633 049 24X Flche 50-000, 64/03/07, 6402090024 


8402090028 IE Info Notice 94-18, “Stress Corrosion Cracking in PWR 
Bys " Sve list end 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post 030103) B4/03/07 Cohsnlldated Edison Co of New 

York, Inc llBpp 22504 186 24X Fiche 50-000, 04/03/07, 8402090028 


B40209D03I IE Bulletin 84-02, "Failures of BE Type HFA Relays In Use in 
Class IE Safety Sgs " Sve list encl 

DEVOUMO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consoildated Edison Co of New York, Ine 

I34pp 22823 094 24X Fiche 50-000,04/03/12. 6402090031 


8403230008 Ack receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on program 
6 provide feedback 

KEPPLERiJ 0 Region 3. Office of Director 84/03/20 THOMAS, B 
SSrnonnnmi*'’ ‘P 22730 1 61 24X F i che. 30-000, 04/03/20, 


—0403230107 Forwards corpo 
THOMAS, B Commonwealth 
3. Office Of Director. 
84/03/20. 8403230086 


rale regulatory performance improvement plan 
Edison Cd 84/02/24 KEPPLER, J 0 Region 
3pp 82730 162. 24X Fiche 30-000, 


8403270009 Supplemental LER B3-O0O/O3X-1 on 031 124, of fgaa log rad 
monitor 2-1705-A delivered offgas )iigh alarm t, high alarm 
spiked drifted downscale Caused by burned out resistor 
Power supply installed & monitor cal Ibr. H/e40307 itr 
W0JTVLEWIC2, T , SCOTT, 0 J Commonwealth Edison Co 83/12/20 
KEPPLER. J 0 Region 3. Office of Director 3pp 22766 2 32. 24X 

Fiche 50-237,83/12/20,8403270089. 


8403230096 Updated LER 63 012/01X— 1 on 630210, while conducting routine 
mechanical snubber test, main steam line mechanical snubbers 
44, 46, 50, 51 S, 53 found Inoperable Thorough Invffstlgation 
revealed no cause Snubbers replaced U/840302 Itr 
aCHROEDEfi.D . MIRDCHNA.R , SCOTT, D J Commonwealth Edison Co 
84/03/02 KEPPLER, J 0, Region 3, Office of Director 6pp. 

22730 125 24X Fiche, 50-237, 84/03/02, 8403230096 


8403270056 Updated LER a3-0B4/O3X-l an 031230, during normal operation, 
primary containment oiygen eample from torus alarmed on low 
level sample flow Caused by sample line moisture Line 
drained (< leads reconnacted M/e40314 Itr 

BEROAN, O W , SCOTT, D.J Commonwealth Edison Co 04/03/14, 

KEPPLER. J (S Region 3. Office Of Director 3pp, 22766' 156 24X 

Flclie 50-237,04/03/14.0403270056 


0403260260 LER 64-003-00 on Q4032l,core Spray valve M02-1402'’23A 
failed to operate from control room Caused fay cracked 
htarlng race t, gear housing Work requests written to modify 
Bilsting circuitry W/840319 Ur 

COYLE, L , SCOTT, D J Commonwealth Edison Co 84/03/19 4ap 
22754 359, 24X Fiche 50-237,04/03/19,8403260260 
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B4032&0SS3 LER 84-004-00 on B40223> during Core Spray Valve Operability 
Test DOS 1400-2, core spray suction valve H0-2-1402-3A failed 
to close from control room Caused by faulty auiillary 
breaker contact Contacts replaced W/040320 Itr 
COVLE, L . SCOTT, D J Commonwealth Edison Co 04/03/20 4pp 
22756 086 24X Fiche 50-237,84/03/20,8403260223 


S4031601S8 Notification of 040315 meeting w/uti 1, App 1 led Research Assoc 
6 Oilbert Assoc in Detbesda, MD to discuss site-specific 
tornado parameters 6 structural upgrade program 
PERSINUO, D Systematic Evaluation Program Branch 04/03/07 

0R1ME8>C I Systematic Evaluation Program Branch ip 22662 266 

24X Fiche 50-244,04/03/07,0403160150 


DOCKET SO-230 NUCLEAR SHIP SAVANNAH 


R Periodic operating reports tt related correspondence 


6403050111 Forwards "Semiannual Survey fiept TLD Monitoring Kept, Direct 
Radiation Survey & Containment Survey Results & Environ 
Sample Analysis Rep t, 820916-831031 " 

OUERRY, O E Commerce, Dept of. Maritime Administration 84/02/29 
NRC - No Detailed Affiliation Given 2pp 22487 271 24X 

Fiche 50-238,84/02/29,8403030111 


— 8403050113 "aemiannual Survey Rept'TLD Monitoring Rept, Direct Radiation 
Survey ti Containment Survey Results (c Environ Sample 
Analysis Rept, 820916-831031 " 

* South Carolina, State of 83/10/31 89pp 22487 273 24X 

Fiche 50-238,84/02/29,8403050111 


DOCKET 50-244 ROBERT EMMET OINNA NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency & fire protection plans 


8403060290 Summary of B40222 meeting u/utll b Bechtel re proposed App R 
exemption regueiti b alternative shutdown sys Meeting 
agenda b list of attendees end 

DICK, 0 F Operating Reactors Branch 5 84/02/29, Operating 

Reactors Branch 5 5pp 22519 163 24X Fiche 50-244,84/02/29, 

8403060290 


B403190243 Notification Of 840418 workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown tnsp b topics described in IE Info Notice 
84-09 Agenda for workshop end 

HURLEY, T E Region 1, Office of Director 84/03/09 Q'TODLE, J D 
Consolidated Edison Co of New York, Inc POLLOCK, M S Long Island 
Lighting Co UDERITZ Public Service Electric b Oas Co of New 
Jersey 3Spp 22672 062 B4X Fiche 50-000,84/03/09,8403190243 


8403260243 Revised emergency plan imp 1 e/nen t Ing procedures, including 
Procedure 8C-4I0 re Insp of emergency equ Ipment. Procedure 
80-322 re manning emergency survey ctr b Procedure ec-318 re 
manning operation support ctr W/b 40320 Itr 

a Rochester Oas b Electric Corp 04/03/20 MURLEY, T E Region 1, 
Office of Director 27pp 22754 387 24X Fiche 60-244,04/03/20, 

8403260243 


J Insurance b Indemnity Information 


B40314007B Forwards Endorsement 79 to MAELU Policy MF-47 b 
Endorsements 93 b 94 to NELIA Policy NF-I70, 
aiNISliU M Marsh b McLennan, Inc 84/03/05 8ALTZMAN, J D 
Aeslftant Director for State b Licensee Relations 4pp 22634 106 
24X Fiche 50-244.04/03/05,8403140078 


D Advisory Committee on Reactor Safeguards reports b correspondence 


8403200335 Summery of ACR8 Bubcommlttee on RE Olnna 031116 meeting w/ 
utilsi 01 Ibert Assoc, Wcstl nghouse, KMC, Inc, Tay tor Assoc b 
LeDoeuf, Lamb, Leiby b HacRae in Hash ington, DC re application 
to convart provisional DL to full-term OL 

* ACR8 - Advisory Committee on Reactor Safeguards, 04/02/10 
ACRB - Advisory Committee on Reactor Safeguards 20pp 22807’ 239 
24X Fiche- 50-244, 84/02/10, 8403280335 


P Operating license stage documents b correspondence 


0403060115 Forwards addl Info In support of 831110 Tech Spec change 
rcqueit re use of technical support ctr battery in place of 
one Class IE battery for brief period 

KOBER, R M Rochester oai b Electric Corp 84/02/29 CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp. 22518 006 24X 

Fiche 50-244,84/02/29,6403060115 


— 0403060126 Rev 2 to Procedure EUR 3390, "Design Criteria Olnna Station 
Technical Support Ctr Battery - Vltel Battery Intertle " 

U/two ovcrslie drawings, Aperture cards are avellable In PDR 
atllTH, J H . ANDERSON, C R , DANIELS, 0,W, Rochester Oai b Electric 
Corp 82/11/11. llpp 22518.088 24X Fiche 50-244,84/02/29, 

6403060115 


8403200122 Summary of 840224 meeting u/Hest inghouse Owners Oroup in 
Dethesda.MD re proposed Westinghouse steanri generator tube 
rupture generic program Attendee list b agenda end 
NERSES, V Licensing Branch 3 84/03/07 Licensing Branch 3 

35pp 22011 131 24X Fiche 50-000,04/03/07,8403280122 


84O3130225 Advises of plan for resolving upper plenum injection Issue 
Involving ECC0 models by Hestlnghouse b Eiion for 
calculating ECCS performance of Uestinghouse two-loop 
plants Response to upcoming SER due 90 days after issuance 
CRUTCHFIELD, 0 Dperatlng Reactors Branch 5 04/03/09 KOBER. R H 

Rochester Oas b Electric Corp 3pp 22606 060 24X 

Fiche 50-244,04/03/09,8403130225 


8403210135 Forwards notice of consideration of issuance of amend to 
License OPR~10 b proposed NSHC determination b opportunity 
for hearing on 031220 request for Tech Spec change re fuel 
design 

CRUTCHFIELD, D Operating Reactors Branch 5 04/03/19 KOBER, R H 

Rochester Oas b Electric Corp 2pp 22707 238 24X 

Fiche 30-244,04/03/19,0403210133 


— 0403210143 Notice of consideration of Issuance of emend to License 
DPR-10 b proposed NSHC determination b opportunity for 
hearing re proposed fuel design change 

CRUTCHFIELD, D Operating Reactors Dranch 3 84/03/15 llpp 

22707 240 24X Fiche 50-244,84/03/19,8403210133 


0403260190 Forwards proprietary responses to NRC questions re util 
application for amend to Tech Specs dtd Dec 1903 b 
application for withholding info Info withheld <ref 
10CFR2 790) 

KOBER, R H Rocheeter Oas b Electric Corp 84/03/19 CRUTCHFIELD, D 
Operating Reactors Branch 3 Ip 22756 099 24X 

Fiche. 30-244, 04/03/19, B4O326O190 


—8403260201 Application for withholding proprietary responses to 
questions re applications for amend to Tech Specs dtd Dec 
1983 

WIEBEtlANN, R A Hestlnghouse Electric Corp 04/03/(6 DENTON. H R 
Office of Nuclear Reactor Regulation. Director llpp 22756 100 
24X Fiche 50-244,04/03/19,8403260198 


8403200069 Discusses installation b NDE of steam generator tubesheet 
sleeves Approval to Install 10 addl slaevee, based on insp 
results, requested. 

KOBER, fi Rochester Oas b Electric Corp 84/03/23 CRUTCHFIELD. R 
Operating Reactors Branch 5 5pp 22776 344 24X 

Fiche 50-244,04/03/23,8403200069 


B4032901BS Forwards "Containment Vessel Tendons" b "Containment Vessel 
Tendons Stress Relaiation " completing response to 
Comments 0 b lla.per NRC 030308 Hr Response to Comment 10 
expected by 840401 

KOBER, R H Rochester Oas b Electric Corp 84/03/26 CRUTCHFIELD, D 
Operating Reactors Dranch 3 2pp 22001 020 84X 

Fiche 50-244,84/03/26,0403290103 


— B4032901BB "Containment Vessel Tendons," 1903 surveillance final rept 
DEMOSSrO T , FULTON, J F , HERR, J C Oilbert Assoclatoa. Ine QAl 
2512 84/01/31 96pp 22001 030 24X Fiche 50-244,04/03/26, 

8403290183 


— 0403290109 "Containment Vessel Tendons Stress Relaxation Properties of 
Retensloned Hires " 

FULTON, J F , HSIEH, 8 0 , KERR, J. C Oilbert Assoc latos, Inc OAI 
2499 03/12/31 120pp 22001 127 24X Fiche 50-244.04/03/26. 

8403290105 


0, Inspection reports, IE Bulletins b correspondence 


8401190072 IE Info Notice 04-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " Sve list 
end, 

JORDAN'S L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of N«w 

York, Inc llSpp 22909 239 24X Fiche 60-000, 84/02/20, 0401 190072 


8402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " 8vc list encl. 

GRACE, J N Division of QA, Bafeguards b Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Ine 

130pp 22552 329 24X Fiche 50-000,84/03/02,8402090007 
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9402090008 IE Info Notice 84-16, “Failure of Automatic Sprinkler Sue 
valves to Operate “ Svc list encl 

JORDAM, E L Division of Emergency Preparedneii t. Engineering 
Response (Post 830103) 84/03/02 Consol Idated Ed I ton Co of Nau 

York, Inc I 22 pp 22353 098 24X Fiche 50-000,84/03/02,8403090008 


0402090009 IE Info Notice 84-15, “Reporting of Radiological Releases “ 
Swt list encl 

JORDAN, E L Division of Emergency Preparedness Ik Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of Nou 

York. Inc H9pp 22353 217 24X Fiche 30-000.84/03/02,8403090009 


040209001) IE Info Notice 04-17, "Problems W/Llqul4 Nitrogen Cooling 
Components Doloui Nil Ductility Temp “ Bvc list one I 
JORDAN, E U Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 04/03/03 Consolidated Edison Co of Mow 

York, Inc 117pp 22353 336 24X Fiche 30-000.84/03/03.0403090011 


B402D90024 IE Info Notice 04— 09, Rev 1, “Lessons Learned From Intps of 
Fire Protection Safe Shutdown Sys " Bvc list encl 
JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Now 

York, Inc 1 lapp 22635 049 24X Fiche 50-000.84/03/07,8403090024 


84020-90028 IE Info Notice B4— IB, “Stress Corrosion Cracking in PifR 
8ys “ Svc list end 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc llSpp 22384 186 24X Fiche 30-000.64/03/07,8403090028 


04020-90031 IE Oullatin 04-02, “Failures of OE Type UFA Relays in Use in 
Class IE Safely Sys “ Bvc list encl 

DEVQUNO.n C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

I34PP 22023 094 a4X Fiche 50-000,04/03/12,0402-090031 


04O337OISO Responds to IE Dulletln 83-08 re electrical circuit brsaiiors 
u/Undervol tape trip feature in use in safety-related 
appllcotions other t)ian reactor trip sys No subj circuit 
brealters In use at facility 

KOdCR.H M Rochester Oas t< Electric Corp 04/03/12 MUR LEV, T E 

Region 1. Office of Director ip 22769 130 24X 

Fiche 30-244.04/03/12,0403270150 


0402090043 IE Info N-otlce 84-19, “Two Events Involving Unauthor i led 
Entries Into PHR Roactar Cavities ” Svc list encl 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post B30103I 04/03/21 Consolidated Edison Co of New 

Y-orki Inc 133pp 22023 229 24X Fiche 30-000,84/03/21.8403090043 


8402090044 IE Info Notice 04-20, “Svc Life of Relays in Baf e tg-Related 
Bys " Bvc list enc 1 

JORDAN, r L Division of Emergency Preparedness & Engineering 
Response (Post 03D103) 04/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 ODI 24X Fiche 30-000,84/03/21, 8402090044 


0403270132 Responds to IE Bulletin 03-07 re apparently fraudulent 
products sold by Ray Nillor.lnc Matls never received 
-directly fr-om Ray Miller 1, equipment never received from 
suppliers using Ray Miller matls 

KOBER. R U Rochester Oas & Electric Corp B4/03/21 HURLEY, T E 
Region 1. Office of Director Ip 22769 149 24X 

Fiche 30-244, 04/03/21.8403270133 


8403280069 Discusses installation 6 NOE of steam generator tubesheet 
sleeves Approval toi install 10 add! s 1 eeves, based on tnsp 
results, requested 

KOBERiR Rochester Oas & Electric Corp 04/03/23 CRUTCHFIELD, R 
Operating Reactors Branch 5 Spp 22776 344 24X 

Fiche 30-244.04/03/23,0403260069 


8403300109 Ack receipt of 040127 Itr informing NRC of steps taten to 
correct violatinns noted in IE Insp Rept 30-244/03-23 
STAROQTECKI , R Division of Project % Resident Programs B4/03/23 
KODEH.R U Rochester Oas t< Electric Corp 2pp 22819 384 24X 

Fiche 90-244,04/03/23. B4033001S9 


--0403300191 Responds to NRC 031220 Itr re violations noted in IE Insp 
Rept 30-244/83-23 Corrective actions Procedure SH-2606 9D 
approved for use on 021203 Training accomplished for all 
liaison engineers in plant administrative procedures 
MAIER.J E Rochas tsr Oas t, Electric Corp 84/01/S7 HURLEY. T E 
Region !■ Office of Director 6pp 22619 286 24X 

Fiche 90-244,84/03/23.8403300189 


R Periodic operating reports {, related correspon-dence 


0403020202 Monthly operating rept for Jan 1904 W/e40210 Itr 

MCNAMARA, A E , SNOt), B A Rochester Oas 6 Electric Cerp 84/01/31 
9pp 22440 231 24X Fiche 30-244, 64/01/31 ■ B403020202 


B403300081 Monthly operating rept for Feb 1984 U/840310 Itr 

DODOE. R E , SNOW, B A Rochester Oas t< Electric Corp 84/02/29 
6pp 22032 070 24X Fiche 50-244, 84/02/2?, 8403300001 


B4O3130133 Forwards “Effluent t. Waste Disposal Semiannual Rept, 
Jul-Dec 19B3, “ "8td Rapt Of Personnel Whole Body Eiposure 
(Rem) by Exposure Oroups, 1983“ t, “Std Rept of Personnel t, 

Man-Rem by Work 8, Job Functi on, 1903 " 

KOBER, R M Rochester Oas t. Electric Corp 84/03/02 MUR LEY, T E 

Region I. Office of Director Ip 22600 033 24X 

Fiche 50-344,84/03/02,8403130132 


— 8403130142 “Effluent it Waste Disposal Semiannual Rept, Jul-Dec 1983 
• Duke Power Co 83/12/31 tBpp 22600 034 24X 

Fiche 30-244,84/03/02,8403130132 


— 8403130149 “Std Rept of Personnel Whole Body Eiposure (Rem) by Exposure 
Group I, 1983 “ 

• Duke Power Co 83/12/31 Ip 22600 046 24X 

Fiche 30-244,84/03/02,8403130132 


— 8403130137 “Std Rept of Personnel 6 Man-Rem by Work S, Job Function for 
1983 “ 

e Duke Power Cb 83/12/31 Ip 22600 047 34X 

Fiche 30-244,84/03/02.8403130132 


8 Reportable occunences, LERs Ii related correspondence 


B40326D233 Foruards summary list of deficiencies identified per 
lOCFRSO 33(e), Part 21 h potential generic Itr repts for 
comments 

BTAROSTECKI, R Division of Project (, Resident Programs 84/02/28 
Region 1, Office of Director 7pp 22796:065 24X 

Ficho 30-000,84/02/28,8403260233. 


V Operator Examinations 


8403190423 Notification of Significant Licensee Meeting B4-23 on 840313 
bi/util in King of Prussia, PA to discuss Region I evaluation 
of licensed operator requalification program 

COLLINS, Q J Assistant Director for Opsratlng Reactors 84/03/08 
DlfiCKBiU Office of the Executive Director for Operations 
DEYQUNOi R Director's Office, Office of Inspection and Enforcement 
EI8ENHUT, D Division of Licensing ip 226B1 331 24X 

Ficho 30-244.04/03/08.8403190423 


DOCKET 50-243 MILLSTONE NUCLEAR POWER BTATIOM, UNIT 1 


F Security, medical, smergency ti fir* protection plans 


B403260193 Rev 41 to emergency plan implementing proesdure Index tc Rev 
1 to Procedure EPIP 430SA, “Meteorological Tower Emergency 
Operations Facility Computer Terminal Operation " 

M/a40309 Itr 

CQUNSIL.U 0 , SEARS. C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL.U Q Northsast Utilities 64/02/15 
EISENHUT, D O Division of Licensing I4pp 22736 171 24X 

Ficho 30-245,84/02/19,8403260195 


8403360143 Forwards general position statement on Reg Guide 1 97, Rev 2 
re justification of significant generic deviations, per 
MUREO-0737, Suppl 1 

COUNSIL.U 0 , GEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COiJNSILiM 0 Connecticut Yankee Atomic Power 
Co 84/02/29 MILLER, J R Operating Reactors Branch 3. 

CRUTCHFIELD, D Operating Reactors Branch 9. 3pp 22798 162 24X 

Fiche 90 -000, 04/02/29, 8403260 1 43 


— 8403260131 Oeneral position statement on Reg Oulde 1 97, Rev 2 re 
instrumentation for aseessing plant t< environ conditions 
during t< following accidents 

e Northeast Nuclear Energy Co (tuhi. op Northsast Utilities). • 
Connseticut Yankee Atomic Powor Co o Northcaet Utilities 
84/02/29 69pp 22758 169 24X Fiche 90-000,84/02/29,8403260143 


8403190243 Notification of 040418 workshop in King op Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp t, topics described in IE Info Notice 
84-09 Agenda for workshop encl 

HURLEY. T E Region 1, Office of Director. 84/03/09. O'TOOLE, J D 
Consnlidatsd Edison Co of New York, Inc POLLOCK, M B Long Island 
Lighting Co UOERITZ Public Service Electric tc Oas Co. of New 
Jersey 33pp 22672- 062. 24K Fiche. 30-000, 84/03/09, 8403190243 


0403230029 Forwards response to reiiuest for addl info concerning 
Suppl 1 to NUREO-0737 re procedures generation package tc 
Rev 1 to emergency procedures guidelines 

COUNSIL, W O , SEARS, C F. Northeast Nuclear Energy Co. (tube, of 
Northeast Utilities) COUNBIL.W.G. Northeast Utilities 84/03/09 
CRUTCHFIELD, D Operating Reactors Branch 9 46pp, 22728 210 24X 

Fiche 90-24 9 . 04 /03/ 09 , 84032300*9 
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--8403230034 Rev 1 tOp “Millstone Nuclear Pouer Station Unit l<Emergenc(j 
Procedures Guidelines “ 

« Northeast Nuclear Energv Co Isubs of Northeast Utilities) 
84/03/31 56pp 337SB 256 24X Flche 50-245. 04/O3/O9p 8403230029 


8403260146 Foruards revised procedures for corporate organliation For 
nuclear incidents procedure manual. 1 nc lud inp Procedure CONI 
re table of contents b CONI 1 05 re corporate emergency 
operations ctr operations W/o end 

COUNSIL.W 0 . SEARS. C F Connecticut Yankee Atomic Poiuer Co 
C0UN9IL.W 0 Northeast Nuclear Energy Co Isubs of Northeast 
Utilities) 84/03/09 EIBENHUT. D 0 Division of Licensing 8pp 
22750 330 24X Flche 50-000.84/03/09.8403260146 


8403220136 Provides results of reevaluation of performance assessment, 
per util 831219 Itr addressing topics discussed at 831129 
8ALP mgt meeting Category 1 rating uill be assigned to 
refueling area for Millstone 2 Explains Category 2 ratings 
MURLEYi T E Region 1. Office of Director 04/03/16. COUNSIL.W 0 
Northeast Nuclear Energy Co Isubs of Northeast Utilities) 4pp 
22716 047 24X Flche 50-000,84/03/16,8403220136 


8403270008 Informs that util will provide Info re planned deviations 
from Suppl 1 to NUREO-0737 by B40S01 Delay has no effect on 
schedules for Implementation of Suppl I to NUREO-0737 
CDUNalL, M 0 I BEARS. C F Connecticut Yankee Atomic Poti/er Co 
CDUNBIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 84/03/16. EISENHUTrD 0 Division of Licensing 2pp 
22770 Oil 24X Flc h e • 50-000, 84/03/ 1 6, 0403270000 


8403300084 Advises that 831214 Rev 18 to security plan It 840110 Rev 2 
to training b qualification plan consistent u/provl si ons of 
lOCFROO S4<p) <( acceptable 

MARTIN. T T DIvieion of Engineering b Technical Programs 84/03/26 
COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 3pp 22822 014 24X Fiche 50-245.84/03/26,0403300084 


J Insurance h Indemnity information 


8403140031 Forwards Endorsement 92 to NELIA Policy NF-173 

8INI81, J H Marsh b McLennan. Inc 04/03/05 BALTZMAN. J D 
Aselstant Director for Btate t. Licensee Relatione 2pp 22633 019 
24X Flche 50-245,04/03/05,8403140031 


P Operating Hcenee stage documents t< correspondence 


8403200271 Affidavit of 0 Sherwood requesting NEDE-20592-6P. "BTR 
Bundle Submittal, Mil Istene-l Segmented Test Rod Bundle, Suppl 
6," dtd Uul 19B2.be withheld from public disclosure 

BKERU8DD, 0 0 General Electric Co 03/06/02 3pp 22696 171 24X 

Flche 50-245, 03/06/02, 8403200271, 


8403060494 Forwards Amends 95 & 92 to Licenses DPR-21 tt DPR-65. 
respectively Amends change Tech Specs to comply u/flnal rule 
on licensed operator staffing. 

CRUTCHFIELD, » Operating Reactors Branch 5. 84/02/16 COUNSIL.W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities). 3pp 
22911.193 24X Flche' 50-245, 84/02/16. 8403060454 


—8403060459 Amends 95 fc 92 to Licenses DPR-21 b DPR-65, respectively, 
changing Tech Specs to comply w/ftnal rule pn licensed 
operator staffing 

CRUTCHFIELD, D Operating Reactors Branch 5 84/02/16 t4pp 

22911 196, 24X Flche 90-249,84/02/16,8403060454 


9403140340 Summary of 831215 meeting w/OE b Mark 1 Buners Group in 
Betheede.liD re Mark I containment wetuel l-drywe 1 1 vacuum 
breaker design methodology, 

SIEGEL, B.L, operating Reactors Branch 2. 84/02/21 Operating 

Reactors Branch 2 91pp 22635 198 24X Flche 50-000,84/02/21, 

8403140340. 


8403070304 Provides responses to three open items from NRC/BNL Yankee 
Atomic Electric Co consultents Hark 1 containment program 
plant-unique enalysis rept B40216 review meeting 

CELIA. N B. Teledyne Engineering Services 84/02/28 SIEGEL, B NRC 
- No Deteiled Affiliation Given 4pp 22946,171 24X 

Flche. 90-000, 84/02/28. 8403070304. 


8403130027 Informs that Amends 94,92 ti 87 to Licenses DPR-61 , DPR-21 b 
DPR-69< respectively, inedvertently eliminated reporting 
requirements for exceeding radiological limiting conditions 
for operation, Corree tive actions identified, 

C0UN8IL, W 0 Northeast Nuclear Energy Co (subs, of Northeast 
Utltitlee) COUNSIL.W 0 Connecticut Yankee Atomic Power Co 
COUNSIL.W. 6 Northeast Utilities 84/03/01. MILLER, J R Operating 
Reactors Branch 3, CRUTCHFIELD, D. Operating Reactors Branch 9 
4pp 22619 107, 24X Flche 90-000.84/03/01,6403130027 


840319004S Informs that util postponed ultrasonic test/lnsp of safe- 
end, noizle bore t. blend regions of feedwater noiile per 
NURED-0619i due to installation of low Flow feedwater 
control ler 

CQUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUNSlLiWG North ea st Ut 1 1 i 1 1 e s B4/O3/0S 

CRUTCHFIELD, D Operating Reactors Branch 5 3pp 22666 251 24X 

Fiche 50-245,84/03/05,0403190048 


8403090240 Summary of 840216 meeting w/Northeast Nuclear Energy Oo, 
Boston Edison Ce, Vermont Yankee Nuclear Power Co 6 Teledyne 
Engineering Sves In Waltham, MA re addl Mark I torus 
structural analysis List of attendees one 1 

SHEA. U J Operating Reactors Branch 5 SIEGEL. D Operating 
Reactors Branch 2 04/03/07 CRUTCHFI ELD, D Operating Reactors 

Branch 5 4pp 22572 298 24X Flche 50-000,84/03/07.8403090240 


8403260200 Comments on Issue 3 of MUR EG -088 5 ■ “NRC Policy & Planning 
Guidance. 1984 “ Seven themes identified represent important 
objectives for industry 

COUNSIL.W 0 Northeast Utilities 84/03/12 DIRCKS.W J Qfflco of 
the Executive Director for Operations 4pp 22756 204 24X 

Fiche 50-000,04/03/12,8403260200 


8403190279 Generic Ltr 84-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at DWRs Sve list end 
EIQENHUT.D 0 Division of Licensing 04/03/14 Commonwealth 

Edison Co 20pp 22823 354 24X Flche 50-000.84/03/14.8 403190275 


84031903B3 Notification of 840412 meeting w/util in Bethesda.MD to 
review addl justification for exemption from primary reactor 
containment leakage testing requirements re transversing 
in-core probe 

SHEA, U J Operating Reactors Branch 5 84/03/14 CRUTCHFIELD, D 

Operating Reactors Branch 9 3pp 22675 205 24X 

Fiche 50-245,84/03/14,8403190383 


8403210070 Forwards Amends 96 b 93 to Licenses DPH-21 b DPR-63, 
respectively Amends consist of changes to Section 6 of 
Tech Specs re nuclear review board . reorgan 1 latl on b STS 
CRUTCHFIELD, D Operating Reactors Branch S 04/03/19 COUNSIL.W 0 
Northeast Nuclear Energy Co Isubs of Northeast Utilities) 6pp 
22705 00? 24X Fiche 90-245,84/03/19,0403210070 


—0403210079 Amends 96 Si 93 to Licenses DPB-21 b DPfi-63, respee tlvel y. 
consisting of changes to Section 6 of Tech Specs re nuclear 
review board, reorganl latlon & STB 

CRUTCHFIELD, D, Operating Reactors Branch 5 B4/03/19 23pp 

22705 095 S4X Fi ch e , 50-249, BA/'OO/ 19, 8403210070 


8403230085 Forwards safety evaluation of QWR Owners Group generic 
response to NURE6-0737, 1 tern II K 3 45 re depres surl lat 1 on 
u/other than automatic depresiuri lation sys (ADS) No mods to 
plant design b operation required 

CRUTCHFIELD, D Operating Reactors Branch S 84/03/20 COUNSIL.W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 6pp 
22726,335 24X Fiche 50-245,84/03/20,8403230085 


Q Inspection reports. IE Bulletins (i correspondence 


8401190072 IE Info Notice 84-13. “Potential Deficiency in Motor 
Operated Valve Control Circuits !< Annunciation “ 8vc list 
end 

JDRDAN.E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc llOpp 22909 239 24X Flche 50-000,84/02/28, 8401190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC," Bve list encl 

GRACE, J N Division of QA, Safeguards Si Inspection Programs (Post 
830103), 84/03/02 Consolidated Edison Co. of New York, Inc 

IPOpp, 22552 329 24X Flche 90- 000,84/03 /02,8402090007 


8402090003 IE Info Notice 04-16, "Failure of Automatic Sprinkler Bys 
Valves to Bperate " 8vc list encl 

JORDAN, E L Division of Emergency Preparedness »i Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Int 122pp 22993.098 84X Flche 50-000.04/03/02,8402090008 


8402090009 IE Info Notice 04-19, "Reporting of Radiological Releases *’ 
8vc list end. 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co. of New 

York, Inc 119pp 22553 217 24X Fiche 50-000,04/03/02,8402090009 


B4020900U IE Info Notice 84-17, "Problems W/Llqoid Nitrogen Cooilny 
Components Below Nil Ductility Temp " Sve list end 
JORDAN, E L Division of Emergency Preparedness *, Engineering 
Response (Post 830103) 84/03/09 Consol (dated Edison Co of New 

York, Inc 117pp 22993 336 24X Flche 50-000,84/03/00, 840-2090011 
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34020V0034 IE Info Notice B4-09. Rev 1< "Lesiont Loarnea From Insps of 
Fire Protection Safe Bhutdoiijn Sys Svc list end 
JORDANiE L Division of Emergency Preparednee s b Engineering 
Response (Post S30103> 84/03/07 Consolidated Edison Co of NeiJ 

Vorki Inc liapp 22&3S 049 2AX Fiche 30-000. R4/03/07i B40S090024 


040a0900SB IE Info Notice 64-18. "Stress Corrosion Cracking in PNR 
Bys " Svc list end 

JORDANiE L Division of Emergency preparedness b Engineering 
Response (Poet 8301031 64/03/07 Consolidated Edison Co of Neu 

York, Inc Iiepp S23B4 IB6 34X Flcfie 50-000,84/03/07,0402090026 


6402090031 IE BglJetIn 84-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety 5ys " Svc list end 

0EYflUN6>n C Director's Qffice, Office of Inspection and 

Enforceoiant 84/03/12 Consolidated Edison Co of Neie York, Inc 

k34pp 22823 094 34X Fiche 50-000,84/03/12.8402090031 


6403190045 Notification of 640323 meeting u/vtll in Dethesda.MD to 
discuss DUR primary coolant recirculation piping insp (• 
possible use of pipe clamps if cracks Identified 

SHEA. J J Operating Reactors Branch 5 64/03/14 CRUTCHFIELD, D 

Operating Reactors Branch S 2pp 221i&6 173 24X 

FicJie 30-243,84/03/14,8403190043 


6403220136 Provides results of reevaluation of performance assessment, 
per util 631219 Itr addressing topics discussed at 631129 
BALP mgt meeting Category 1 rating ulll be assigned to 
refueling area for Millstone 2 Eiplains Category 2 ratings 
MURLEY.TE Region 1. Office of Director 84/03/16 CQUNSIL.US 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
22716047 24X Fiche 30-000,84/03/16,8403220136 


6402090043 IE Info Notice 84-19, "Tuo Events Involving Unaothorlied 
Entries into PHR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response (Post 860103) 84/03/21 Consolidated Edison Co of Neu 

Yark< Inc 123pp 22623 229 24Y Fi che SO-000, 84/03/21, 8402090043 


6402090044 IE info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Bye list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York. Inc 133pp 22933 001 24X Fiche 50-000,64/03/21,8402090044 


6403300144 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Under voltag e Trip Feature in Use in Safety-Related 
Applications Otfier Than Reactor Trip Sys " Haddam Neck 
facility uses 31 Nesting house-typ e DO breakers 
CDUNSIL, Id 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL.M 0 Connecticut Yankee Atomic Pouer Co 
COUNSIL.U 0 Northeast Utilities 84/03/21 HURLEY, T E Region 1, 
Office of Director 4pp 22820 068 24X Fiche 50-000,64/03/21, 

6403300144 


B4033000S6 Act receipt of 840224 Itr informing NRC of steps taken to 
corract violations rioted in IE Insp Repts 50-245/83-20 b 
50-336/83-28 

HARTINi T T Division of Engineering & Technical Programs 84/03/23 
COUNSIL.W j Northeast Nuclear Energy Co (subs of Northeast 
Utilities! 2pp 22B22 017 24X Fiche SO-245, B4/03/23, 8403300086 


--84D3300092 Responds to NRC 840123 Itr re violations noted In IE Insp 
Repts S0-245/83-S0 b 50-336/83-28 Corrective actions 
Procedure CP 609A rewritten to include method of deterininlng 
hi & hl-hl alarm setpoints 

COUNBlL.Vi G Northeast Nuclear Energy Co I subs of Northeast 
Utilities) COUNSIL.U G Northeast Utilities 84/02/34 
MURLEY.TE Region 1, Office of Director 2pp 22823 019 24X 

Fiche 50-245,84/03/23,8403300086 


R Periodic operating reports b related correspondence 


8403230022 "Haddan Neck Plant b Millstone Station Units 1 b 2 
Annual Rept, 1963 " U/B40301 Itr 

CDUNSIL, If 0 , SEARBiC F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSlLiU 0 Connecticut Yankee Atomic Pouer 
Co 83/12/31 MURLEV, T E Region 1, Office of Director 34app 
22727 OOi 84X Fiche 50-000.83/12/31,8403230022 


B403D200SS Month 1 y operating rept for Jan 1984 14/640213 Itr 

HARRAN. 0 . MROeZKA, E J > HRaCZKA, E J Northeast Nuclear Energy Co 
(subs of Northeast Utilities), 84/01/31 Spp 22442 254 24X 

Fiche 50-245.84/01/31,8403020055 


8403120133 Forwards "Semiannual Radioactive Effluents Release Rept, 
Jul-Dec 19B3 '■ Offsite dose estimates not included due to 
sstinvate delays Complete rept ulll be resubmitted by 640430 
COUNSIL.U G < OPEKA, J F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL.U 0 Northeast Utilities 84/02/26 

HURLEY, T E Region 1. Office of Director ip 22590 096 24X 

Fiche 50-245,64/02/28,6403120135 


--840312O13B "Semiannual Radioactive Effluents Release Rept, Jul-Dec 
1903 " 

« Northeast Nuclear Energy Co (subs of Northeast Utllttlesl 
83/12/31 42pp 22590 097 24X Fiche 50-245,84/02/26,8403120135 


8403300135 Monthly operating rept for Feb 1984 U/B40313 Itr 

HARRANi 0 , MROCZKA, E J Northeast Nuclear Energy Co (subs of 
Nort)>east Utilities) HROCZKA.E J Northeast Utilities 64/02/29 
7pp 22820 023 S4X Fiche 50-245,64/02/29.8403300135 


S Reportable occurrences, LERs b related correspondence 


8403260233 Forwards summary list of deficiencies identified per 
10CFR50 5S(o),Part 21 b potential generic Itr repts for 
c Dinments 

8TAR0STECKI, R Division of Project b Resident Programs 84/02/28 
Region t, Office of Director 7pp 22756 065 24X 

Fiche 50-000,84/02/28.8403260233 


8403260284 LER 84-003-00 on 840213, gamma Scan performed on two oysters 
indicated presence of Ag-llOM u/concentratlon exceeding 
control station average activity No operational corrective 
a c t ions necessary U/B40316 Itr 

KANOLEY. J P , MROCZKA, E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 84/03/16 4pp 22754 278 24X 

Fiche 50-243.84/03/16,8403260264 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F Security, medical, emergency b fire protection plans 


6403090283 Public version of page changes to Dook I personnel 
procedures b Book II emergency procedures, including 
Procedure IP-1007 re determination of magnitude of release 
b exposure rate U/831213 Itr b JM Felton release memo 
O'TOOLE. J D Consolidated Edison Co of Neu York, Inc 83/12/02 
HURLEY, T E Region 1, Office of Director BOpp 22592 220 24X 

Fiche 50-003,83/12/02,8403090268 


8403020341 Forwards IE Insp Rept 50-247/84-01 on 040109-11 No 
violations noted 

MARTIN, T T Division of Engineering b Technical Programs 84/02/17 
O'TOOLE, J 0 Consolidated Edison Co of Neu York, Inc 2pp 
22439 296 24X Fiche 50-247,84/02/17,0403020341 


—8403020342 IE Insp Rept SO-247/64-01 on 840109-11 No vloleblons noted 
Major areas inspected public prompt notification tys 
WOJNAS.E J , CROCKER, H U Region 1, Office of Director 04/02/14 
Spp 22439 296 24X Fiche 30-247,04/02/17,0403020341 


8402090006 Board Notification 84-034 forwards R Vollmer 040206 memo to 
D Elsenhut re fire research results concerning fires In 
electrical cabinets in control room 

EISENHUT.DO D1 V 1 s i on o f L 1 c en s 1 ng 64/02/23 PALLADINO, 

OILINSKV, ROBERTS Commissioners Ip 22576 203. 24X 

Fiche 50-000,84/02/23,0402090006 


— 8403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submit tad 
for board no t if i cat ion, per NRR Qfc Ltr 19, dtd 021001 Further 
evaluation of test data required 

VOLLMER.R H Division of Engineering 84/02/06 EIBENHUT.DO 
Division at Licensing lOpp 22576 204 24X 

Fiche 50-000,04/02/23,8402090006 


0403190243 Notification of B4O410 workshop in King of PrusslaiPA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp b topics described in IE Info Notice 
84-09. Agenda for workshop end 

HURLEY. T E Region t. Office of Director 84/03/09 O'TOQLE, J D 
Consolidated Edison Co of Neu York, Inc LUNDVALL, A E. Baltimore 
Oas b Electric Co RANDAZZA, J 8. Maine Yankee Atomic Pouer Co 
35pp 22672062 24X Fiche 50-000,84/03/09,8403190243 


6403190355 Forwards revised schedule re safety assessment sys/safsty 
parameter display sys per Suppl 1 to NUREG-0737 Assessment 
indicates contractor capable of completing job 

O'TOOLE, JO Consolidated Edison Co o^ New York, Inc 84/03/12. 

EI8ENHUT, D 0 Division of Licensing 4pp 22675 176 24X 

Fiche 50-247,64/03/12.8403190355 


8403190069 Provides preliminary estimate ef cost to upgrade present 
primary emergency operations facility to provide radiation 
protectloin factor of five 

O'TOOLE, 0 D Consolidated Edison Co oF Neu York, Inc 84/03/14. 

EISENHUT, 0 0 Division pf Licensing 2pp 82666 132 24X 

Fiche 50-003,84/03/14,8403190069 
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B403370SS1 Advise* that 831014 rev to physical security plan consistent 
(j/provl sions of 10CFR30 34<p) fc acceptable 

flARTINi T T Division of Engineering t< Technical Programs B4/03/21 
□ 'TOOLEtvl D Consolidated Edison Co of Neu Yorki Inc 4pp 
22800 001 24X Flche 30-003,84/03/21.0403270251 


H General correspondence 


8403010170 Foruiards Resolution 7i authorizing County participation In 
four-county radiological planning task force S. authorizing 
use of County employees for radiological emergency response 
preparedness Implementation requested W/Certlf Icate of Svc 
BE I GERMAN, V K Rockland County. NY 84/02/15 PALLADINO.N 

CommiSB loners 3pp 22435 307 24X Fiche 30-247,04/02/15, 

B403010170 


P Operating license stage documents t< correspondence 


8403010262 Further response to FOIA request for documents re Sandia 
Contract A-1123 & bibliography used by R Dernero Foruards 
App A documents 

FELTON, J M Division of Rules and Records FIN A-U23 83/12/20 

RUTLEDGE, P Carolina Environmental Study Group 2pp 22444 067 
24X Fiche 30-000,83/12/20.8403010262 


— B403D1026B Foriiiards preliminary draft documents re Sandia Labs uiork in 
area of siting criteria development Repti represent work 
being done in expanding use of probabilistic analysis in 
regulatory uork H/o ends 

DIRCKB, H J Office of the Executive Director for Operations 
S2/04/26 OILINSKY Commisilonars 3pp 22444,071 24X 

Fich# 30-000.83/12/20,8403010262 


B403290002 Final response to FOIA request for four categories of 
documents, tests, stud las it analyses referencing or pertaining 
to NUREO-0103, "STB for DIhW PWR '' App A documents end 
FELTON.J M Division Of Rule* and Records 04/01/13 MADDEN, T J 
Kaye, Bcholer, Flerman, Hays S< Handler 6pp 22B16 127 24X 

Fiche 50-000,84/01/13,8403270002 


— 8403270004 Speech entitled "RCPB Leakage Detection Bys " 

POMEROY, D L Atomic Energy Commission, Directorate of Regulatory 

Operations 84/01/13 Spp 22817 003 34X Fiche 50-000, 

84/01/13, 8403270002 


0403070374 Forwards Amend 07 to License DPR-26 * safety evaluation 
Amend modifies Tech Specs to require min of 23 ft of water 
above reactor vessel flange during fuel handling operations 
PEDERSEN, R L Operating Reactors Branch I 04/02/27 □' TOOLE, J D 

Consolidated Edison Co of New York, Inc 3pp 22567 023 24X 

Fiche 50-247,04/02/27.8403070374 


— 0403070370 Amend 87 to License DPR-26. mod i f y ing Tech Spec* to require 
min of 23 ft of water above reactor vessel flange during 
fuel handling operations 

VARGA, S A Operating Reactors Branch 1 84/02/29 4pp 

22567 026 24X Fiche 50-247,84/02/27.0403070374 


— 0403070402 Safely evaluation supporting Amend 07 to License DPR-26 
* Office of Nuclear Reactor Regulation, Director 04/02/29 2pp 
22567 030 24X Fiche 50-247,04/02/27,0403070374 


0403210177 Forwards Amend 80 to License DPR-26 Amend modlftos Tech 
Specs by relocating requirements of reactor vessel 
surveillance program from miscellaneous insp Section 4 2 
to RC8 limiting conditions for operation In Section 3 1 0 
VARGA, 0 A Operating Reactors Branch 1 84/03/07 O'TOOLE, J D 

Consolidated Edison Co of New York, Inc 6pp 22707 170 24X 

Fiche 50-247,04/03/07,0403210177 


— 8403210200 Amend 00 to License DPR-26. modi fy Ing Tech Specs by 
relocating requirements of reactor vessel surveillance 
program from miscellaneous Insp Section 4 2 to RCS 
limiting conditions for operation In Baction 3 1 B 
VARGA. B A Operating Reactors Branch 1 04/03/07 0pp 

22709 104 24X Fiche 50-247,04/03/07,0403210177 


0403300231 Advises that goal for complotlon of technical reviews t< 
implementation of all NLIREO-0737 1 terns, exc lud Ing Buppl l.ls 
Sept 1704 Requests to be advised of potential problems 
within 30 days 

VARGA. 0 A Operating Reactors Branch 1 04/03/13 O'TOOLE. J 0 

Consolidated Edison Co of New York. Inc 2pp 22044 353 24X 

Fiche 50-247,04/03/13,0403300231 


0402090041 Board Notification 04-050 provides Commission policy 
statement IS, proposed rulemaking on environ qualifications 
ElBENHUT, D G Division of Licensing 04/03/14 Atomic Safety and 
Licensing Board Panel lOpp 22716 330 24X Fiche 50-000,84/03/14. 

0402070041 


8403010106 Forwards Amend 86 to License DPR-26 it safety evaluation 
Amend changes Tech Specs to require that no movement of 
reactor fuel be made unless reactor subcrltlcal for at 
least 131 h 

PEOERGEN, R L Operating Reactors Branch 1 84/02/21 O'TOOLE, J D 

Consolidated Edison Co of New York, Inc 2pp 2247?' 177 24X 

Fiche- 50-247, 04/02/21. 04030101 86 


— 8403010174 Amend 86 to License DPR-26, chang ing Tech Specs to require 
that no movement of reactor fuel be made unless reactor 
subcrltlcal for at least 131 h 

VARGA, B A Opsrating Reactors Branch 1 84/02/21 4pp 

22477 201 24X Fiche 50-247,04/02/21,0403010106 


■0403010177 Safety evaluation supporting Amend 06 to License DPR-26 
* Office of Nuqlear Reactor Regulation, Director 84/02/21 3pp 
22477 206 24 X Fiche 50-247.84/02/21,0403010186 


0403020178 Requests addl info re Task Action Plan F 1 <f)(3) Forwards 
list of questions needed to complete review Responses 
expected within 30 days of 1 tr receipt 

VARGA. 8 A Operating Reactors Branch 1 84/02/22 O'TOOLE. J D 

Consolidated Edison Co of Neu York. Inc 4pp 22491 086 24X 

Fiche. 30-247, B4/02/22, 8403020178 


0403200124 Advises that schedule for submittal of detailed control 
room design review summary rept will be provided by 040731. 
par 830031 1 tr 

O'TOOLE. J D Consolidated Edison Co of New York. Inc 04/03/14 
ElBENHUT, D G Division Of Licensing ip 22605 352 24X 

Fiche 50-247,04/03/14,8403200124 


8403270170 Forward* review status of remaining Generic Ltr 03-20 items 
re required actions based on generic implication of Salem 
ATWB events Mestlnghouse conducting life-cycle testing of 
shunt ti undervoltage trip attachments 

O'TOOLE. J D Consolidated Edison Co of New York, Inc 04/03/15 

EI8ENHUT. D G Division of Licensing 7p p 22003 001 24X 

Fiche 50-247,04/03/15,0403290170 


0403270173 Notifies that util will provide addl info re performance 
testing of relief tt safety valves, per Item 11 D 1 of NUREO- 
0737. by 040615, per 840300 agreement 

□ 'TOOLE. 3 D Consolidated Edison Co of Neu York. Inc 04/03/16 

VARGA. 0 A Operating Reactors Branch 1 Ip 22771 102 24X 

Fiche 50-247, 04/O3/16.84O327Oi93 


Q Inspection reports. IE Bulletins & correspond'enc e 


S403090075 Forwards application to amend License DPR-26 consisting of 
proposed Tech Spec changes. incorporating requirements of 
Item II B 1 of NUREO-0737, "Reactor Coolant Vent Bys " 

O'TOOLE. J D Consolidated Edison Co of New York, Inc 04/02/20 
VARGA. 8, A Operating Reactors Branch t 2pp 22576 007 24X 

Fiche - 50-247, 84/02/20, B403090095 


— B403070078 Application for amend to License DPR-26. revl sing Tech Specs 
to Incorporate requirements for reactor coolant vent sys 
O'TOOLE. J D, Consolidated Edison Co. of Neu York. Inc 84/02/28 
2pp 22576.007 24X Fiche 50-247,84/02/28,8403090075 


“8403090101 Proposed Tech Spec re RCS vent* per NUREO-0737, I tern I! B I 
e Consolidated Edison Co, of Neu York, Inc 84/02/27 8pp 
22576:011 24X Fiche 50-247,04/02/28,8403090095. 


0403020341 Forwards IE Insp Rept 50-247/04-01 on 840107-11 Ho 
violations noted 

MARTIN, T T Division of Engineering it Technical Program* 04/02/17 
□ 'TOOLE. J 0 Consolidated Edison Co of New York. Inc 2pp 
22437 276 24X Fiche 50-247.84/02/17,0403020341 


“0403020342 IE Insp Rept 50-247/04-01 on 040109-11 No violations noted 
Major areas inspected public prompt notification sys 
HOJNAS. E J . CROCKER. H U Region 1, Office of Director 84/02/14 

5pp 22439 290 24X Fiche 50-247,04/02/17,0403020341 


8403050014 Ack receipt of 040127 ltr informing NRC of step* taken to 
correct violations noted In IE Insp Rept 50-247/83-22 
MARTIN. T T Division of Engineering t. Technical Programs 04/02/24 
O'TOOLE. U D Consolidated Edison Co of New York, Inc 2pp 
22470 133 24X Fiche 50-247.04/02/24,0403050014 
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— S4030S00J5 Res^ontJ^ to NRC 03122^ 1 tr re violations noted in IE Insp 
Rept 90-247/93-22 Corrective actions detailed evaluation of 
dacuoientation 6 insp records of 40 rnalnt uork packages 
conducted Hlthdraual of violation reiiueated 

Q'TQOLEiJ D Consolidated Edison Co of New Yorki Inc 84/01/27 
MARTlMiT T Division Of Engineering t< Tacnntcal Programs 3pp 
22490 135 24X Flche 50-247/ B4 /02/24( 04030500 1 4 


0401190072 IE Info Notice 04-13. '‘Potential Deficiency in Motor 
Operated Valve Control Circuits tt Annunciation " Eve list 
and 

JORDAN. E L Division of Emergency Preparedness h Engineering 
Response IPost 030103) 04/02/20 Consolidated Edison Co of Neu 

York. Inc llSpp 22909 239 24X Fiche 50-000.04/02/28,0401190072 


0402090007 IE Info Notice B4-14. "Highlights of Recent Transport 
Regulatory Revs tg DDT tc NRC " Sve list encl 

GRACE. J tl Division of OA. Eafeguards S< Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of Neu York. Inc 

I30pp 22552 329 24X Flche 50-000.04/03/02.0402090007 


8402090008 IE Info Notice 84-10. "Failure of Automatic Bprinkler Bgs 
Valves to Operate “ Sve list encl 

JORDAN. E L Division of Emergancg Preparedness «< Engineering 
Response (Post 030103} 04/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22553 098 24X Flche 90-000.04/03/02,0402090008 

8402090009 IE Info Notice 04-15. "Reporting of Radiological Releases " 
Sve list encl 

JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Pest 030103) 04/03/02 Consolidated Edison Co of Hen) 

York, fnc U9pp 22953 217 24 X Flche 50-000.04/03/02,8402090009 


0402090011 IE Info Notice 84-17. "ProblBins U/Llguld Nitrogen Cooling 
Components Deloiu Nil Ductility Temp " Eve list encl 
JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/09 Consolidated Edison Co of Maui 

York, Inc U7pp 22953 336 24 X Flche 90-000,04/03/09,0402070011 


0402090024 IE Info Notice B4-07, Rev 1. "Lessons Learned From Insps of 
Fire Protcctlpn Safe Bhutdoun Bys " Sve list encl 
JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post B301031 04/03/07 Consolidated Edison Co of Neu 

York. Inc liBpp 22635 049 24X Flche 90-000. 04/03/07. 0402090024 


0402090038 IE Info Notice 84-18, "Stress Corrosion Cracking in PHR 
Sys " Sve list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Pott 030103) 84/03/07 Consolidated Edison Co of Nau 

York. Inc I10pp 22904 106 24X Fiche 90-000.04/03/07,8402090028 


8403210197 Forwards Amend 88 to License DPR-26 Amend modifies Tech 
Specs by relocating requirements of reactor vessel 
surveillance program from miscellaneous insp Section 4 2 
to RC3 limiting conditions for operation In Section 3 1 9 
VAROA. 9 A Operating Reactors Branch I 84/03/07 O'TDDLE.J D 
Consolidated Edison Co of New York. Inc 6pp 22709 178 34X 

Fiche 50-247,84/03/07,0403210197 


— S4032J0200 Amend 89 to License DPR-26. mod 1 fy 1 n g Tech Specs by 
relocating requirements of reactor vessel surveillance 
program from miscellaneous insp Section 4 2 to RCS 
limiting conditions for operation in Section 319 
VAROA, S A Operating Reactors Dranch 1 04/03/07 0pp 

22709 104 24X Fiche 50-247,84/03/07.0403210197 


8403190039 Forwards request for schedular relief from AShE Ooller t 
Pressure Vessel Code Section XI, IMO-2410 (b) re 
Implementation of sys pressure testing as part of Inservlce 
insp program, u-ntl 1 Cycle 7/0 refueling outage uomplete 
O'TDDLE.J D Consolidated Edison Co of New York, Inc 84/03/09 
VAROA. B A Operating Reactors Branch 1 3pp 22641 001 24X 

Fiche 50-247.04/03/00,0403190029 


0402090031 IE Bulletin 04-02. "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys '' Sve list end 

SEYDUNOiR C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York. Inc 

134pp 22023 094 24X Flche 50-000,04/03/12,6402090031 


0403290172 Forwards summary of analysis assuming failure of fast acting 
main feedwater regulating valve to close on demand In 
response to IE Bulletin 60-04 Containment pressure ti core 
reactivity response within FEAR acceptance criteria. 

O'TOOLE. J D Consolidated Edison Co of New York, Inc 04/03/19 
VAROA. S A Operating Reactors Dranch 1 6pp 22003 399 S4X 
Fiche’ 50-247. 04/03/ IS, 0403290172 


8402090043 IE Info Notice 04—19. "Two Events Involving Unauthor lied 
Entries Into PWR Reactor Cavities •’ Sve list end 
JORDAN I E L Division of Emergency Preparedness U Engineering 
Response IPost 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp. 22823 229 a4X Flche 50-000,84/03/21.8402090043 


B402090044 IE Info Notice 84-20. "Sve Life of Relays in Safety-Related 
Eys " Sve list end 

JORDAN.E L Division of Emergency Preparedness 1. Engineering 
Response (Past 030103) 04/03/21 Consolidated Edison Co of New 

York. Inc 13Spp 22933 001 24X Flche 50-000,04/03/21,0402090044 


6403290268 Forwards response to IE Bulletin 03-07, "Apparently 
Fraudulent Products Sold by Ray Mlllenlnc " No subj metis 
received for use at facilities Eva luatlon of other mat 1 s 
received from vendor encl 

O'TOOLE. J D Consolidated Edison Co of New York, Inc 04/03/22 
DEYOUNG. R C Director's Office. Office of Inspection and 
Enforcement 9pp 22000 011 24X Flche 50-247.04/03/22,0403290268 


R Periodic operating reports 8< related correspondence 


8403230135 "Personnel Whole Body Exposure for CY83 " W/B40301 Itr 
O'TDDLE.J D Consolidated Edison Co of New York, Inc 83/12/31 
HURLEY. T E Region 1. Office of Director 3pp 22730.137 24X 

Flche. 50-003, 03/12/31, 0403230135 


8403260120 "Effluent 6 Waste Disposal Semiannual Rept for Jul-Dec 
1983 " U/040301 Itr 

O'TDDLE.J D Consolidated Edison Co of New York, Inc 03/12/31 
MURLEV, T E Region 1, Office of Director 46pp 22750 0 06 24X 

Fiche 90-003,03/12/31.8403260120 


8403020155 Monthly operating rept for Jan 1984 U/840219 Itr 

DLATT. M , D'ToaLEiJ D Consolidated Edison Co of New York. Inc 
04/01/31 MCDDNALDiU 0 Office of Resource Management. Director, 
App 22442 020 24X Fiche 50-247.84/01/31,0403020199 


8403270106 Monthly operating rept for Feb 1904 M/840319 Itr 

DLATT. M , Q'TODLE, J D Consolidated Edison Co of New York. Inc 
04/02/29 MCDONALD. W 0 Distribution Services Dranch 7pp 
28771 324 24X Flche 50-247.04/02/29,0403270106 


8 Reportable occurrences, LERs ti related correspondence 


0403210194 LER 04-001-00 on 040104, lew pressure alarm on weld channel 
0 containment penetration pressurization sys sounded In 
central central roam Caused by leakage past one or both 
containment purge exhaust valves W/B40827 Itr 

BLATTi M , O'TDDLE.J 0 Consolidated Edison Co of New York. Inc 

04/02/03 MURLEV, T E Region 1, Office of Director 4pp 

22707 098 24X Flche 50-247,84/02/03,0403210194 


0403130405 LER 84-002-00 on 840105, two of four MSlVs did not fully 
close within 9 s Tech Spec requirement Caused by dried out 
valve shaft lubrication Shaft ti packing lubricated 
W/840887 Ur 

0LATT, M , Q'TOOLEiJ 0 Consolidated Edison Co of New York. Inc 

04/02/04 MURLEV, T E Region 1. Office of Director 3pp 

22613 147 24X Flche 90-247,04/02/04,84,03130409 


8403190093 EN-04-012 on 0403 13, not 1 C e of violation U proposed 
Imposltlan of civil penalty in amount of 440,000 will be 
Issued to license Action based on violation of Tech Specs 
re containment spray sys Inoperability 

CRAIO, J , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 04/03/08 Ip 22641 240 24 X Flche 50-247.04/03/00, 

8403190093 


0403270204 LER 04-003-00 on 040209, Unit brought to hot shutdown due to 
RPI channel drift Caused by uncalibr analog-signal due to 
movement in voltage adjustment potentiometer on RPI power 
supply sola transformer W/a40322 Itr 

Q'TODUEiJ D Consolidated Edison Co of Note York, Inc. 04/03/22. 
App 22770 204 24X Flche 90-247,84/03/22.8403270204 


T Hearing transcripts on non-anti trust matters 


0403160004 Transcript of ACRS Gubcommlttess on. Reliability it PRA li 
Indian Point Units 2 It 3 040314 meeting in Mash Ington. DC 
Pp 1-60, Supporting documentation encl 

• ACRS ~ Advisory Committee on Reactor Safeguards 04/03/14 61pp 
22693.289 24X Flchs 50-247,64/03/14,0403160004 


DOCKET 30-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F Security, medical, emergency l< fire protection plans 


0403090004 Forwards FEMA 040206 ItT it final exercise eve luat lone on 
830914 offsite emergency preparedness exercise. 

Recommendat 1 one from rept do not affect approval of plan. 

PAPERIELLO, C J Region 3, Office of Director 84/02/29. REED, C 
Commonwealth Edison Co 2pp 22490 240 24X Fiche 90-237,84/02/29, 

8403090004 
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B4031Z0093 Advlsei ot 840323 regional uorkshop sn Rosomont.lL ui/all 
Raglan III llcenaeas to discus* flro protection safe 
■ tiutdoun requirements of lOCFRSOtApp R Agenda end 
BPESBARDi n L Division of Emergencu Preparedness t< Operational 
Support a4/03/’06 REEDiC Commonuoa 1 th Edison Co 3pp 

23989 222 24X Plche 90-010< 84/03/06. 8403 1 20053 


0403130400 Foruards B40210 responses to Oeneric Ltr 03-35 clarlfgirsg 
THI Item 1 1 K 3 31 Util concurs ui/NRC position Item should 
be closed 

RYDAtt, 0 Commonwealth Edison Co 84/03/02 EISENHUT. D Q Division 
of Licensing 2pp 22613 143 Z4X Flche 30-000.84/03/02. 

0403130400 


8403190092 Forwards results of In-progress audit of detailed control 
room design review UtH pursuing course of review which NRC 
believes will satisfy requirements of Sup p 1 1 to NUREO-0737 
CRUTCHFIELD, D Operating Reactors Branch 9 04/03/14 FARRAR. D L 

Cqoimonwealth Edison Co Hpp 22643 002 24X Flche 90-237, 

B4/03/14. 0403190092 


8403130410 Application for amend to Licenses DPR-19 4. DPR-23. revl s Ing 
Tech Spec Table 3 7 1 to require min addition Oif four LPCI (< 
two torus spray suction valves 

RYBAK, B Commonwealth Edison Co 84/03/03 DENTON. H fi Office of 
Nuclear Reactor Regulation. Director 2pp 22616 031 24X 

Flche 50-237,84/03/03.8403130410 


0 Adjudicatory corrospondenco 


0402220197 Order extending time until 84022B for Commission to act to 
review Director's Decision DD-03-14 

CHILKiB J Office of the Secretary of the Coirmlss 1 on 04/02/21 
Commissioners Ip 22337 362 24X Flcho 90-000,84/02/21. 

B402220197 


B40301023B Order vstendlng time until 840309 for Commission to act to 
review Dlrector'^s Decision DD-83-14 S, 831029 decision 
danying request of Environ Policy Inst 

CHILK, 8 J Office of the Secretary of the Commission B4/02/28 
Coflimlssloners Ip 22434' 210 Z4X Flcho 30-000,04/02/28, 
B403010Z38 


8403090069 Informs that Commission unanimously declined to review 
Director's Decision DD-B3-I4 Time provided by NRC 
regulations within which Commission may act to review 
aspired Dscltlon became final agency action on 840309 
CHILK, 8 J Office of the Secretary of the Commission 84/03/08 
CELEBREZZE, A J Ohio, State of 2pp 22979 350 24X 

Flche 90-000,84/03/08,8403090069 


— 8403130418 Proposed changes to Tech Spec Table 3 7 1 to require min 
addition of four LPCI & two torus spray suction valves 
» Commonwealth Edison Co 84/03/05 lOpp 22616 093 24X 

Flche 90-237.84/03/09,8403130410 


8403140133 Forwards Amend 74 to License DPR-29 t, safety evaluation 
Amend changes Tech Specs to support Cycle 9 operation 
w/reload fuel supplied by 6 associated analyses performed by 
Elion 

CRUTCHFIELD, D. Operating Reactors Branch 9 84/03/09 FARRAR, O L 

Commonwealth Edison Co 4pp 22620 189 24X Flche 50-249, 84/03/09, 

8403140133 


— 8403140143 Amend 74 to License DPR-25 changing Tech Specs to support 
Cycle 9 operation w/reload fuel supplied by h associated 
analyses performed by Exxon 

CRUTCHFIELD, D Operating Reactors Branch 5 04/03/09 lOpp 

22620 193 24X Flche 90-249,84/03/09.8403140133 


— 8403140188 Safety evaluation supporting Amend 74 to License DPR— SD 
e Office of Nuclear Reactor Regulation. Director 04/03/09 
12pp 22620 203 24X Flche 90-249.84/03/09,0403140133 


8403090074 Informs that Commission unanimously declined to review 
Director's Decision DD-83-14 Time provided by NRC 
regulations within which Commission may act to review 
expired. Decision became final agency action on 840309 
CHILK, B J Office of the Secretary of the Commission 84/03/08 
MILLAR, F Environmental Policy Institute Ip 22379 292 Z4X 
Flche* 90-000, 84/03/08, 8403090074 


B403090113 Informs of Commission decision not to review Director's 
Decision DD-B3-14 Time for Commission to act expired on 
640309 »/o end. 

CHILK, B U Office of the Secretary of the Commission 84/03/08 
REBMIKOFF, M, Sierra Club Ip 22376 079 24X 

Flche* 90-000, 84/03/08, 84030901 13 


P, Operating license stage documents l< correspondence 


8403020037 Notification of contract execution "Dresden S< Perry 
Blnulator Leasing, " awarded to OE 

JEBBUP, B Technical Assistance Contracts Branch FIN 0-8713 
84/02/17 HAVINSiO H Director's Office, Office of Inspection and 
Enforcement Ip 22491 049 24X Flche 30-000,84/02/17,8403020037 


0403150279 Generic Ltr 84-07 to all licensees of DWRs re procedural 
guidance for pipe replacement at DWRs Sve list enc 1 
EISENHUT. D 0 Division of Licensing 04/03/14 Commonwealth 
Edison Co 20pp 22823 394 24X Flcho 90-000,84/03/14,8403150275 


8403220193 Application to amend Licenses DPR-19 «< DPR-29. rev 1 s ing 
Tech Specs to update snubber tables to reflect additions, 
deletions t, other changes 

RYBAK, n ComraonueaUh Edison Co 84/03/13 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 3pp 22719 338 24X 

Flche 90-237,84/03/15,8403220193 


— B4O322O1B0 Proposed Tech Specs updating snubber tables to reflect 
add! t ions, del et ions h other changes 

* Commonwealth Edison Co 04/03/19 20pp 22715 341 24X 

Flcho 90-237,04/03/15,8403220193 


8403270130 Application for amend to License DPR-29, c hang ing Tech Specs 
to extend certain MAPLHQR curves to 40,000 MMd/ST 

RYBAK, 0 Commonwealth Edison Co B4/03/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22774 129 24X 

FichO 30-000,04/03/19,8403270130 


—8403020043 Contract “Dresdon k Perry Simulator Leasing," awarded to 
OE 

PIERCE, R.L Oeneral Electric Co, FIN B-0713 84/02/17 OBpp 

22491.046 24X Flche ' 50-000, 84/02/17, 8403020037 


— 8403270136 Erreta S, Addenda Sheet 9. replacing Page 4-14 to "LOCA 
Analysis Rept for Dresden Units 2 t, 3 6 Quad Cities 1 6 2 
Nuclear Power Stations " 

Oeneral Electric Co NEDa-24l46A ERR 09 03/01/31 2pp 

22774 139 24X Flche 30-000,84/03/19,0403270130 


8403140340 Summary of 831219 meeting u/OE J< Mark I Owners Group In 
BathasdaiHD re Hark 1 containment wetwell-drywe 1 1 vacuum 
braakar dasign methodology 

SIEGEL, D L Operating Reactor* Branch 2 04/02/21 Operating 

Reactors Branch 8 9lpp SS639 190 24X Flche, 90-000, 84/02/21, 

8403140340 


8403090119 Forwards supplemental response to Generic Ltr 83-28, 
'•Required Actions Based on Generic Implications of Salem 
ATWS Event*. " ^ 

BARNES, P L, Commonwealth Edison Co, 84/02/29 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 26pp 22488 084 24X 

Flche. 90-000, 84/02/29, 04030901 19 


— B403270144 Proposed Tech Spec* re extension of certain MAFLHOR curves 
to 40.000 MWd/ST 

* Commonwealth Edison Co 84/03/19 3pp 22774 137 24X 

Flche 90-000,04/03/19,8403270130 


8403220047 Forward* corrected Page 49 to Amends 81 73 to Licenses 

DPR-t9 I, DPH- 25 , respectively, which failed to Include 
Footnote 11 re verification of time delay setting between 


3 It 9 s 

CRUTCHFIELD, D Operating Reactors Branch 5 04/03/20 FARRAR. D L 

Commonwealth Edison Co 4pp 22712 197 24X Flche 30-237,04/03/20. 

8403220047 


0403130070 Forwards proposed resolution of environ qualification SER 
a« Franklin Research Ctr technical evaluation rept open item 
de+lclenclee Final SER should be Issued to Indicate 
reeolutlon of program deficiencies 

RYBAK. B. Commonwealth Edison Co 84/02/29 DENTON, H R. Office of 
Nuclaar Reactor Regulation, Director 46pp 22602 123 24X 

Flche' 90-237,84/02/29, B403130070 


Q Inspection reports, IE Bulletins S, correspondence 


8403120134 Forwards IE Insp Rept* 30-237/84-01,90-249/04-0!, 
90-254/04-01, 90-265/84-01, 50-299/84-01 k 90-304/04-01 on 
840203-14 No noncomp 1 1 anc e Identified 

SHAFER, W D Region 3, Office of Director 84/02/23 REED,C 
Commonwealth Edison Co 2pp 22990 090 24X Flche 50-000,84/02/23. 

8403120134 
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— B403ia0137 IE Insp Repfcs 50-237/84-01,50-349/84-01,50-234/04-01. 
30-2A5/B4-01, 50-295/84-01 & 50-304/84-01 on 840203-14 «□ 
noncomp I loncc or deviations identified Major areas 
Inspected allegations of improper operation 

CKRiaSQTIMOS. M . TQNOUE, T . HOtZMER, M Region 3. Office of 

Director 84/02/21 4pp 23590 092 24X Flche 30-000.84/02/23, 

8403120134 


Q403030043 Foru/artfs Rev 0 to "Corporate Regvlatorg Performance 
Ifliprovement Plan " Plan designed to heighten employee 
atjareness U strengthen corporate ability to improve 
regulatory performance 

THOMAS. 8 Commonweal th Edison Co 84/02/24 K.EPPLER, 8 Q Region 
3. Office of Director 3pp 22490 137 24X Flche 30-000,84/02/24, 
8403050043 


— 8403030046 Rev O to "Corporate Regtilatory Performance Improvement 
Plan " 

* Commonwealth Edison Co 84/02/29 22pp 32490 142 24X 

Flche 50-000.84/02/24,8403050043 


9401190072 IE Info Notice 84-13, “Potential Deficiency In Mo.toT 
Operated Valve Control Circuits b Annunciation " Sve list 
enc 1 

JORDAN. E C Division of Emergency Preparedness b Engineering 
Response (Post 930103) 84/02/28 Coniolldatfd Edison Co of Neu 

York, Inc llSpp 23909 339. 24X Flche 30-000,84/02/28. 8401190072 


B402090007 IE Info Notice 84-14. “Highlights of Recent Transport 
Regulatory Revs by DDT b NRC " Sve list encl 

0R4CC. J N Division of QA, Safeguards b Inspection Programs (Post 
8301031 84/03/02 Consolidated Edison Co of New Vor*. Inc 

IGOpp 22532 329 24X Fi c he: 50-000, 84/03/02. 8402090007 


8402090008 IE Info Notice B4-I6, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 84/03/02 Consolidated Edison Co of New 

York, Inc ie2pp 22553 098 24X Flche 50-000, 84/03/02. B402D900GB 


8402090009 IE Info Notice 84-15, “Reporting of Radiological Releases '' 
Sve list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neui 

York. Inc tl9pp 22553 217 24X Fiche 50-000,84/03/02,8403090009 


8402090011 JE Info Notice 84-17. "Problcnts N/Ltquld Nitrogen Cooling 
Components Oelou Nil Ductility Temp " Sve list encl 
JORDAN. E t. Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of Mew 

York. Inc 117pp 22553 336 24X Fiche 50-000,84/03/05.8402090011 


B403130370 Forwards summary of ultrasonic insp b resultant repairs 
on stainless steel uel,ds covered by B3DB26 order Summary 
lists overall insp scope, welds not examined b table of welds 
w/ind t cations of intergranular stress corrosion cracking 
RVDAH, B Commonwealth Edison Co 84/03/05 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 51pp 22616 334 24X 

Fiche 50-249,84/03/05,8403130370 


8403190074 Forwards order re intergranular stress corrosion cracking 
Insp b repair at facility b EER 

CRUTCHFIELD. D Operating Reactors Branch 5 84/03/15 FARRAR. DL 

Commonwealth Edison Co 2pp 22669 339 24X Flche 30-249. 84/03/15, 

8403190074 


— 8403190077 Order confirming util commitments re intergranular stress 
carrusion cracking insp 

PURPLE. R A Division Of Licensing 84/03/13 Commonwealth 
Edison Co 6pp 22669 337 24X Flche 30-249,04/03/13.8403190074 


— 0403190082 Safety evaluation re intergranular stress corrosion cracking 
insp b repair Plans for Insp b mod of recirculation b other 
RCPB piping sys should be submitted for revlou 3 months 
before refueling outage 

» Office of Nuclear Reactor Regulation, Director 84/03/13 
ISpp 22669 343 24X Flche 30-249,04/03/13,8403190074 


8403190107 Forwards safety evaluation supporting util 831209 plan for 
insp b repair of remaining welds covered In NRC 830826 
intergranular stress corrosion cracking insp order 
confirming shutdown Plant may return to power operation 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
84/03/15 FARRAR. D L Commonwealth Edison Co 3pp 22669 200 
24X Fiche 50-249,84/03/15.8403190107 


— B403190113 Bafoty evaluation supporting util B3I209 plan for insp b 
repair of remaining welds covered in NRC 830826 
Intergranular stress corrosion cracking insp order 
canflrmlng shutdown Full power operation acceptable 
• Office of Nuclear Reactor Regulation, Director 84/03/15 
13pp 22669 203 24X Fiche 90-249,84/03/15,8403190107 


04O323OOB8 Ac k receipt of regulatory performance Improvement plan 
Periodic meetings requested to discuss progress on program 
b provide feedback 

KEPPUER, J [f Region 3, Office of Director 04/03/20 THOMA0. B 
Cemmonwealth Edison Co Ip 22730 161 24X Flche 30-000,04/03/20. 

8403230088 


— 8403230107 Forwards corporate regulatory performance Improvement plan 
THOMAS, 0 Commonwealth Edison Co 04/02/24 KEPPLER. J 0 Region 
3, Office of Director 3pp 22730 162 24X Flche 30-000, 

04/03/20, 8403230D8B 


— 840^830126 Rev 0 to "Corporate Regulatory Performance Improvament Plan 
For Dresden, Quad Cities, Zion b LaSalle Operating Nuclear 
Stations b Byron b Braidujood Project Operating 
Organ 1 tat ions " 

s Commonwealth Edison Co 04/02/29 22pp 22730 165 24X 

Fiche 50-000,04/03/20,0403230068 


8403260196 Forwards responses to IE Bulletin 03-07, "Apparently 
Fraudulent Products Bold by Ray Miller, Inc “ Quad Cities 
supplied w/plplng matls from Ray Miller. Inc during const 
Evaluation encl Concerns of IG Bulletin 83-06 satisfied 
a ARNES, P L Commonwealth Edison Co 04/03/20 KEPPLER, J 0 Region 

3. Office of Director 19pp 22796 109 24X Fiche 30-000.04/03/20. 

B403260196 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Bys " Sve list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response IPost 9301031 04/03/07 Consol idated Edison Co of New 

York, Inc I18pp 22635049 24X Fiche 90-000,84/03/07,8402090024 


6402090028 IE Info Notice 84—18, "Stress Corrosion CTacklng in PHR 
Sys “ Sve list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 84/03/07 Consolidated Edison Co of New 

York. Inc lIBpp 22584 1B6 24X Fiche 50-000, B4/03/07, B403090028 


8403190001 Commits to submit plans for Insp , correct Ive actions b/or 
mods, inc luding potential replacement of recirculation or 
other piptng.at least 90 days prior to next refueling outage 
scheduled for Apr 1989 

SCHROEDER. C N Commonwealth Edison Co 04/03/09 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 22664 324 
24X Flche 30-249.84/03/09,8403190001 


8402090043 IE Info Notice 84-19, "TwtJ Events Involving Unaothorlied 
Entries Into PHR Reactor Cavities " Sve list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of Nile 

York, Inc 123pp S2823 229 24X Fiche 30-000.04/03/21.8402090043 


0402090044 IE Info Notice 84-20, "Sve Life of Relays in Safety-Related 
Bys " 0VC 1 1st encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103), 84/03/21 Consolidated Edison Co of New 

York, Inc 139pp 22933 001 24X Flche 50-000,84/03/21,8402090044 


R Periodic operating reports b related correspondence 


0403060099 "Rept of Radioactive Ef fluents. Jul-Dec 1903 " Ll/840213 Itr 
BCOTT, D J Commonwealth Edison Co 83/12/31 KEPPLER, J 0. Region 
3. Office of Director 17pp 22506 249 24X Fiche 30-010.03/12/31. 

B403060099 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys " Bve list encl 

OEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement B4/03/I2 Consolidated Edison Ca of Neu York, Inc 

134pp 22823 094 24X F i c h e: 30-000, 84/03/ 1 2, 840209003 1 


8403000197 “Rept of Occupational Personnel Radiation Doses, 1983. " 
W/a40227 Itr 

SCOTT, J 8 Cummonuealtrs Edison Co 03/12/31 CASE. E 0 Office of 
Nuclear Reactor Regulation, Director 13pp 22SS9 099 24X 

Fiche 50-000. 83/12/31, S403080197 


640320DI96 Responds to 040307 telcon re rnld-cycle insp results of 
Biueepolet welds 22A-4 b 228-B on recirculation sys piping 
RYBAK. B Comnonuea I th Edison Co 84/03/12 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 2pp 22697 H6 24X 
Flche. 50-249.84/03/12, 8403200196 


0403220120 Annual whole body external exposures for 1983 M/B40316 Itr 
RYDAK. B Commonwealth Edison Co 83/12/31 7pp 22716 007 24X 

Ficho 50-000,83/12/31,8403220120 
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8403130013 Monthly operating repts for Feb 1<?B4 W/840301 Itr 

SCHROEDERi D A , SCaTT< 0 J Comnonueal th Ebison Co 84/02/2'? I7pp 
22614 344 24X Fiche 30-237,84/02/29,0403130015 


DOCKET SO-230 TURKEY POINT PLANT, UNIT 3 


— 0403070139 Motion for leave to file brief on conflict posed &i) legal 
requirements of timeliness & equitable considerations on 
B40303 instead of 040302 Certificate of Svc end 
HDDDEfi.H H Center for Nuclear Responsibility B4/03/03 
Atomic Safety and Licensing Board Panel 2pp 2233B 276 24X 

Fiche 50-250, B4/03/O3, B403070135 


F Security, medical, emergency & fire protection plans 


0403200110 Public version of Emergency Plan Implementing Procedures 
20103, "Classification of Emergencies” & 20104, "Emergency 
Roster " M/640123 Itr b OM Felton 040322 release memo 
BAKER, C , WILLIAMS, J W Florida Power t< Light Co 04/01/17 
0'REILLV,J P Region 2, Office of Director 31pp 22011 329 24X 

Fiche 30-250,04/01/17,6403200110 


B403020204 Forwards IE Insp Repts 50-250/03-43 !< 50-251/33-42 on 
831216 b notice of violation Notice of violation 
withheld iref 10CFR2 790(d) *. 10CFn73 21) 

LEWIS, R C Division of Project fc Resident Programs 04/Oi/25 
WILLIAMS, J W Florida Power & Light Co 2pp 22440 094 24X 

Fiche 30-250,04/01/25,0403020204 


—0403020241 IE Insp Repts 50-250/83-43 & 50-251/03-42 on 831216 
Noncompl lance noted employee circumvented security access 
control sys Details withheld (ref 10CFR2 790 h 10CFR73 21) 
TILLMAN, A , DREWER, R Region 2, Office of Director MCOUlRE, D R 
Division of Emergency Preparedness tt Materials Safety 04/01/20 
Ip 22440 096 24X Fiche 50-250,84/01/25,8403020204 


8403060086 Approves state h local plans & preparedness for alerting & 
protecting public in event of radiological emergency 
Approval conditional on verification of alert 6 notlflcatlan 
sys per criteria of App 3 of NLnE0-06S4/FEMA-REP“l, Rev 1 
SPECK, 8 W Federal Emergency Management Agency 84/02/15 
DIRCKS>W J Office of the Executive Director for Operations Ip 
82516 300 24X Fiche 50-230,84/02/15,8403060086 


0403010173 Forwards order confirming licensee commitments to implement 
post-TMI related items per 8uppl I to NURE0~O737 Ochedular 
commitments reasonab 1 e, ac h levabl e wilt provide timely 
upgrading of amargency response capability 

VAROA. 8 A Operating Reactors Branch 1 84/02/23 WILLIAMS, J J 

Florida Powar b Light Co 4pp 82479 209 24X 

Fiche. 30-250,84/02/23, 8403010173 


— 8403010100 Order confirming licensee commitments to upgrade emergency 
response capabi 1 1 ty, pel Buppl 1 to NUREO-0737 
(Oenerlc Ltr 02-33) 

EI5ENHUT, D 0 Division of Licensing 84/02/23 Florida Power b 
Light Co 6pp 22479 213 24X Fiche 50-250,04/02/23,8403010173 


0403020285 Ack receipt of 840215 Ur Informing NRC of steps taken to 
correct violations noted In IE Safeguards Insp Repts 
50-250/03-43 b 50-851/03-42 

LEWIBi R C Division of Project b Resident Programs 04/02/89 
WILLIAMS, J W Florida Power b Light Co tp 22440 069 24X 

Fiche 30-250,04/02/29,8403080205 


— 0403020288 Responds to NRC 840185 ltr re violations noted in IE 
Safeguards Insp Repts 30-250/03-43 b S0-8SI/B3-42 Corrective 
actions withheld (ref 10CFR2 790 b 73 21 ) 

WILLIAMS, J W, Florida Power b Light Co B4/08/1S O'REILLY, J P 
Region 2, Office of Director Ip 28440 070 24X 

Fiche 50-230.84/02/29,8403020283 


8403160234 Notifies of 840316 workshop to discuss lOCFRSOiApp R 
requirements b insp results to resolve misunderstandings re 
fire protection Attendees should be limited to six due to 
elic of confsrence room 

LEWIS, R C Division of Project b Resident Programs 04/03/08 
WILLIAMS. J W Florida Power b Light Co tp 28660 853 24X 

Flehe 30-000,84/03/02,0403160254 


8403190439 Forwards regulatory effectiveness review (RER) rept, pass lb le 
solutions to RER concerns b observations b vital areas 
definition rept.Encls withheld (ref 10CFR73 21) 

VAROA, 8 A Operating Reactors Branch 1 84/03/06 WILLIAMS, u W 

Florida Power b Light Co, Ip 22601 327 24X Fiche 50-250. 

84/03/06, 8403190429 


0 Adjudicatory correspondanct 


6403070135 Brief on conflict posed by legal raqulrement of timeliness 
b equitable canstderations ASLB should issue ruling allowing 
petitlonars cantantlons that address new fuel core design, 
changes in Tech Specs b reduction In safety margins 
HDDDER, M H Centir for Nuclear Raspons lb i U ty 04/03/03 Upp 
82338 263 24X Flch# 30-830,84/03/03,8403070135 


--8403070143 Forwards applicant 030325 ltr w/encl re util pressuriied 
thermal shock b flu« reduction program per 040220 request 
W/D ltr 

HODDER, M H Hodder, M H MODDER, M H Center for Nuclear 
Responsibility 84/03/03 Atomic Safety and Licensing Board 
Panel 7pp 22530 270 24X Fiche 50-2 30,84/03/03.8403 070133 


8403140017 Response to NRC b util responses to amended petition to 
intervene NRC guilty of conducting business lawlessly via 
repeated QL amends w/N5HC determination Certificate of Svc 
enc 1 

HODDER, M H Center for Nuclear Responsibility HODDER, M H Hodder. 
M H 84/03/07 Atomic Safety and Licensing Doard Panel 20pp 
22632 i44 24X Fiche 50-230.04/03/07,8403140017 


—8403140023 Motion for leave to file late, due to delays in typing b 
reproduc tlon 

HODDER. M H Center for Nuclear Responsibility HODDER.-M H 
Hoddor, M H B4/03/07 Atomic Safety and Licensing Board Panel 
□pp 22632 164 24X Fiche 30-250. a4/&3/07, 040314001 7 


0403130034 Order granting licensee motion for extension of time to 
040314 for filing response to petitioner 040303 brief ra 
consolidating consideration of two sets of license amends 
Issued last yr 

LAZOiR M Atomic Safety and Licensing Board Panel 84/03/09 ip 
22614 307 84X Fiche 50-230,84/03/09,0403130034 


0403190062 Response to Ctr for Nuclear Responsibility b J Lorlon 040303 
brief on conflict posed by legal requirements of timeliness 
b equitable conslderatl ans ASLB should exclude any b all 
Issues re 031809 Amends 98 b 98 Certificate of Svc end 
WQDDHEAD, C P Hearing Branch 4 84/03/14 12pp 28666 200 24X 

Fiche 50-250.04/03/14,0403190062 


8403190171 Response to petitioners B40303 brief re c ansol Ida ting two 
sets of license amends Issued in late 1983 in support of 
new fuel assemblies AELB should confine proceeding to 
841007 amends 

DAUSER.M A Florida Power b Light Co OAUSER.M A Newman b 
Holtiinger 84/03/14 Atomic Safety and Licensing Board Panel 
ISpp 22670 863 24X FI che, 50-230, 84/03/ 14, 04031 90171 


— B403190179 Affidavit of DC Poteralskl on petitioners 040303 brief re 
conflict posed by legal requirement of timeliness b 
equitable considerations Util 830720 amends not part of 
pressuriied thermal shock program U/Certif Icatc of Svc 
PDTERAL8KI.D C Florida Power b Light Co 04/03/09 17pp 
82670 880 84X Fiche 50-250.04/03/14,0403190171 


0403290299 Forwards WL Outhrle 040228 ltr to be served on parties 
Copy should be placed In PDR 

LAZO, R M Atomic Safety and Licensing Board Panel DSD 170 
04/03/27 CLEMENTS, W L Record Services Branch (Document Control 
Desk) Ip 22001 336 84X Fiche 50-250, B4/03/27, 0403290299 


— 0403290304 Forwards file presented to Dade County Cltlrens Review 
Committee objecting to OL Issuance 

OUTHRIE.W L Affiliation Not Assigned 04/02/20 Atomic Safety 
and Licensing Board Panel 57pp 22601 337 24X 

Fiche 50-250,84/03/27,0403290299 


H General correspondence 


8403280149 Responds to 840208 ltr requesting assistance in responding 
to U Paskavltch ltr requesting latest EI0 on concentrations 
of 3r-90,Cs-137 b 1-131 near plants Two annual repts end 
W/o repts 

DIRCK0I U J Office of the Executive Director for Operations 
04/03/07 CHILES, L Senate 4pp 22009 316 24X 

Fiche 50-000,04/03/07,0403200149 


— 8403200156 Forwards constituent U Paskavltch ltr requesting latest EI8 
on concentrations of 8r-90i C5-137 b 1-131 near plants. 

Comments b views requested, 

CHILESiL Senate 04/02/00 KAMMERER. C. Office of Congressional 
Affairs Bpp 82809 380 24X FI che 50-000, 04/03/07, 84032801 49 


yj Insurance b indemnity Informetlan 


8403060332 Forwards Endorsement 70 to NELIA Policy NF-105 

DUCK, J R Marsh b McLennan, Inc 04/02/20 BAUTZMAN, J Assistant 
Director for State b Licensee Relations 2pp 22SI6 Oil 24X 
Fiche 50-250,04/02/28,0403060332 
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P operating llcente stage documents *< correspondence 


B403010160 Foruards Amends lOl t< to Licenses EPFl-3i DPR-Al. 
respsctivelg- b safeti) evaluation Amends revise Tech Specs to 
add aio-tor operated valves S’&S-A (■ 863-B to eilsting valves 
required to hava power removed 

MCDDMALD. D 0 Operating Reactors Dratich 1 04/02/22 WILLIAMS, J W 

Florida Power t. Light Co 3pp 22477 232 B4IC 
Fiche aO-2SO> 84/02/22, 8403010160 


— 8403010171 Amends iOl tc 75 to Licenses DPR-31 8, OPR-A I , res p ec 1 1 ve I y. 
revising Tech Specs to add motor operated valves 863-A li 
863-0 to eitsting valves required to have power removed 
VARSArS A Operating Reactors Branch 1 B4/02/22 7pp 

22479 235 24X Ftche 50-250.84/02/23,8403010160 


--B403010177 Safety evaluation sopportlng Amends JOl & 75 to Licenses 
DPR-31 & DPR-41 1 respective Ig 

e Office of Nuclear Reactor Regulation. Director B4/D2/32 7pp 
22479 242 24X Fiche 50-250.84/02/23,8403010160 


9403020184 Requests 1 d en t 1 F 1 c a tlon of any potential problems or Items 
that cannot be net within time frame required to meet Sept 
1984 goal for completion of NUREC-0737 Items 

VAROAi 0 A Operating Reactors Branch 1 84/02/22 WILLIAMS, 3 

Florida Power & Light Co 2pp 22473 OOS 24X 
Fiche 50-250.84/02/22,8403020184 


8403060168 Notifies that administrative program & procedures now In 
effect will be reviewed to confirm implementation o,f 
recommended guidelines in NUTAC rept.per Generic Ltr 83-20 
MILLTAKS.J C Florida Power U Light Co 84/03/01 EISENHilT, D 0 
Division of Licensing Lp 22518 336 24X Fiche 50-000,84/03/01, 

8403060168 


64030BD020 Foruards integral neutron source data for evaluating & 
verifying flux reduction per B4I 17 request Data for Cycle 9 
core octant time averaged relative power dens 1 ty, cr It leal 
ueld peaking factor & peripheral assembly pin power and 
UILLIAHS. J U Florida Power b Light Co 84/03/01 VARDA. B A 
Operating Reactors Branch t. lOpp 22537 229 24X 

Fiche 50-250,84/03/01.8403080020 


84O319D130 Notifies of Q4O402-O6 meeting b pre i mp 1 ementat 1 on audit at 
Turkey Point to discuss confirmatory Items identified In 
safety evaluation of detailed control room design reviews 
for facilities 

VAROA, 5 A Operating Reactors Branch 1, 84/03/07 WILLIAM, J W 

Florida Power b Light Co 6p p 22681 311 24X 

Fiche 50-000.84/03/07,8403190150 


8403200264 Application to amend Licenses DPR-31 b DPR-41 , chang ing Tech 
Specs to expand spent fuel storage facilities to accommodate 
expected increase In Inventory of spent fuel assemblies 
above capacity of existing storage Facility 

WILLIAMS, J W Florida Power b Light Co 04/03/14 EISENHUT, D 0 
Division of Uleansing 3pp 22607 263 24X Fiche 50-250.84/03/14, 

B 403200 264 


— 8403200266 Proposed Tech Spot s, expand Ing spent fuel storage facilities 
» Florida Power b Light Co 84/03/14 17pp 22607 266 24X 

Fiche 50-230,94/03/14.8403200264 


—0403020241 IE Insp Repts 50-250/83-43 b 50-251/03-42 on 831216 
Noncompliance noted employee circumvented security access 
control sys Details withheld (ref lOCFRB 790 b 10CFR73 211 
TILLMAN.A , BREWER, R Region 2. Office of Director MCGUIRE.D R 
Division of Emergency Preparedness b Materials Safety 84/01/20 
lp 22440 076 24X Ficho 30-250,84/01/25,8403020204 


8403160306 Forwards IE Insp Repts 50-250/84-02 b 50-251/04-02 on 
B40121-31 No violations or deviations noted 

DANCE, H C Division of Project b Resident Programs 84/02/21 
WILLIAMS, J W Florida Power b Light Co 2pp 22660 145 24X 

Fiche 50-250,84/02/21,8403160306 


-0403160316 IE Insp Repts 50-250/84-02 b 50-251/84-02 on 840121-31 No 
violations or deviations noted Major areas Inspected plant 
operations, survel llance testing b plant tours 

KRUQ.H E Region 2, Office of Director JAPE.F Division of 
Engineering b Operational Programs 84/02/14 Qpp 22660 147 
24X Fiche 50-250,84/02/21,0403160306 


8401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response IPost 8301031 B4/02/28 Consolidated Edison Co. of Neu 

York, Inc llSpp 22909 239 24X Fiche 50-000.84/02/28,0401190072 


0403030285 Ack receipt of 8402IS ltr Informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
SO-2SO/B3-43 b 50-251/83-42 

LEWIS, R C Division of Projiect b Resident Programs 84/02/29 
WILLIAMS, J W Florida Power b Light Co lp 22440 069 24X 

Fiche 50-250,04/02/29,8403020285 


— 8403020208 Responds to NRC 040125 ltr re violations noted In IE 
Safeguards Insp Repts 50-250/83-43 b 50-251/83-42 Corrective 
actions withheld (ref 10CFR2 790 b 73 3i ) 

WILLIAMS, J W Florida Power b Light Co. 84/02/15 O'REILLY, J P 
Region 2, Office of Director Ip 22440 070 24X 

Flchc 50-230,84/02/29,8403020285 


8403060391 Requests I-month exemption from lOCFRSO 55a( g 1 < 51 < 1 i ) 
scbedular requirements ru inservico insp Duo to recent revs 
to code boundary drawings, ad d 1 time to review b Incorporate 
changes required 

WILLIAMS, J W Florida Power & Light Co 04/03/01 EISENHUT. 0 0 
Division af Licensing 2pp 22519 086 24X Fiche 50-250.04/03/01. 

8403060291 


8403140300 Discusses util request to update requirements for sys 
pressure tests b extend existing 10-year insp Interval due 
to lengthy steam generator repair outages Extension 
unacceptable Update of test requirements acceptable 
VARGA, B, A Operating Reactors Branch 1 84/03/01. WILLIAMB. J. W 

Florida Power b Light Co 5pp 22635 318 24X 

Fiche 50-250,04/03/01,0403140300 


— 8403140306 Exemption from requirements of pressure test to 1980 Edition 
through Winter 1901 ASME C ode, Sec t ion XI Requests to extend 
Insp Intervals to 840901 unacc ep tab le 

EIBENHUT, 0 0 Division of Licensing 84/03/01 Florida Power b 
Light Co 4pp 22635 323 24X Ficho 50-250,84/03/01.8403140300 


— 8403200270 "Spent Fuel Storage Facility Mod.SAft " 

* Florida Power b Light Co B4/G3/14 106pp 22607 283 24X 

Ficho 50-250,04/03/14.8403200264 


8403300280 Requests remittance of fee far review of 040210 rept 
summarjilng available reactor vessel mails data in response 
to prassuriied thermal shock concerns 

DtOOB.R M License Fee Management Branch 04/03/15 UHRKS.R.E 
Florida Power b Light Co. Ip 22044 329 24X Flchc 50-290. 

84/03/15. 8403300288 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC '< Eve list end 

GRACE, J N Division of OA, Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York. Inc 

I30pp 22552 329 24X Fiche 50-000,04/03/02,8408090007 


B4020900Q8 IE Info Notice 34-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list end. 

JORDAN, E L Division of Emergency Preparedneae b Englnaaring 
Responee (Post 830183) S4/03/02. Consolldatad Edison Co of Naw 

York, Inc t22pp 23953 098 24XFtcha 90-000,84/03/02.0402090003 


0403260203 Advises that proposed license amend re spent fuel storage 
expansion submitted on 840314 forwarded to state designee 
for State of FL> In accordance w/lOCFRSO 9l(b>{l) 

WILLIAMS, tf H Florida Power b Light Co B4/03/16 EISENHUT. D 0 
Division of Licensing Ip 22796 209 24X Fiche 50-250,04/03/16. 

8403260203 


0 Inspection reports. IE Bulletins b correspondence 


8403020204 Foruards IE Insp Repts 30-290/83-43 b 50-291/83-42 on 
831216 b notice of violation Notice of violation 
withheld (ref lOCFRB 790id) b 10CFB73 21) 

LEWIS, R C Division of Project b Resident Programs 04/01/25. 
MILLIAKS, J H. Florid* Power b Light Co 2pp 22 440 0 94 24X 
Fiche 30-290,84/01/25,8403020204. 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases '* 
Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Nsw 

York. Inc I19pp 22353 217 24X Fiche 90-000.84/03/02,8402090009 


B402090011 IE Info Notice 84-17. "Prohlems W/LIquld Nitrogen CooUng 
Components Dtlow Nil Ductility Temp " 8vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/03/05 Consolidated Edison Co of New 

York, Inc, U7pp 22353 336 24X Fiche 30-000,84/03/05,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdoun 8ys. " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07. Consolidated Edison Co. of New 

York, Inc liBpp 22633:049 24X FUh# 50-000,84/03/07,0402090024 
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B40S07OO2Q IE Info Notice 04-lB. ’’Stress Corrosion Cracking In PWR 
Sys ” Svc list end 

JORSANj E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 84/03/07 Consolidated Edison Co of Neui 

York> Inc 118pp 23SS4 106 24X Flche 50-000. B4/03/07i 8403090038 


8403290123 Foruards response to Action Item 4 reiiuested by IE Bulletin 
03—02 re malnt procedures for threaded fasteners in RCPD 
Response to Action Item 3 previously provided in 030002 Itr 
WILLIAMS, J W Florida Pouer & Light Co 84/03/09 O'REILLY, J P 
Replan 3, orfice of Director 3pp 33807 189 24X 

Fiche 50-250, 84/03/09.0403290123 


8403090031 IE Bulletin 84-02, "Failures of CE Type HFA Relays In Use In 
Class IE Safety 5ys ’’ Svc list end 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of Neu York, Inc 

134pp 32833 094 24X Flche 50-000,84/03/13,8403090031 


0403390315 Summarites 840309 meeting ui/utll to discuss performance 
enhancement program, current events ti outstanding regulatory 
issues Meeting beneficial b provided better understanding of 
util plans 

O'REILLY, J P Region 3, Office of Director 84/03/16 

HODlflURO. J J Florida Power Light Co ip 23802 095 24X 

Flche 50-250,84/03/16,8403290315 


8403290097 Summarizes 840315 meeting w/utll at Region II ofc re 
performance enhancement program, current events & outstanding 
regulatory issues 

O'REILLY. J P Region 2, Office of Director 84/03/19 ADDMAT, E A 
Florida Power 8, Light Co Ip 22006 349 24X Fiche 50—250, 

04/03/19,8403290097 


0403290193 Confirms IE mgt meeting on 840322 in Region II ofc to 
dltcuss proposed revs to plant performance enhancement 
program, per 040313 telcon 

LEWIS, R C Division of Project & Resident Programs 84/03/20 
WILLIAMS, J W Florida Power b Light Co Ip 22003 313 24X 

Flche 50-250,84/03/20,8403290192 


8402070043 IE Info Notice 84-19, ’’Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities ’’ Svc list end 
JORDAN. E L Division of Emergency Preparodness b Engineering 
Response IPost 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc t23pp 22823 229 24X Fiche 50-000,04/03/31,0402090043 


0402090044 IE Info Notice B4-20, "Svc Life of Relays In Safety-Related 
Bys ’’ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/31 Consolidated Edison Co of New 

York. Inc ISSpp. 33933 001 B4X Flche 50-000,84/03/31,8402090044 


R Periodic operating reports 8< related correspondence 


8403020033 Monthly operating repts for Jan 1984 W/B4021S Itr 
ORANT.N W. , WILLIAMS, J. W. Florida Power t< Light Co 84/01/31 
19pp 33442 235 24X Flche 50-000,84/01/31,0403020033 


8403300173 Forwards monthly operating repts for Feb 1984 (, corrected 
Page 1 of Bt Lucie Unit 2 monthly operating rept for 
Jan 1984 

WILLIAMS, J W Florida Power I, Light Co 84/03/15 Office of 
Resource Management, Director ip 23819 263, 24X 

Flche 50-000,04/03/15,8403300173 


—8403300185 Monthly operating repts for Feb 1984 

ORANT.N. W Florida Power S, Light Co 84/03/15 16pp 22819 264 
24X Flche 50-000,84/03/15,0403300173 


— 0403300193 Corrected Page I of monthly operating rept for Jan 1904 
ORANT.N W. Florida Power t< Light Co 84/02/15 ip 22B19 200 
24X Flche 50-000,04/03/15,8403300173 


8, Reportable occurrences, LERs t, related correspondence 


8403370125 LER B4-004-00 on B40104, aui 1 1 lary feedwater sys periodic 
tost Initiated l< pump A failed to develop reiiulred flow. 

Caused by misposltlon of manual governor speed control knob 
Knob reset to ma< position. W/84032S Itr, 

ARIAS, J., WILLIAMS, J W Florida Power St Light Co 84/03/33 4pp 
23389.243 24 X Flche 50-350.84/02/32,8402270125 


3403020246 PNO-1 1-84-018, on 840237, units Shut down following failure 
of Slemsns-Al 1 is breaker to trip during functional test of 
4-kV electrical breakers for nonsaf etg-related slectricel 
bus 3C, Insp b repair underway 

DANCE, H.C., LEWIS, R C Region 2, Office of Director. 84/03/28. 
3pp. 32440’ 101 84X Fiche 50-350,84/02/38,8403020348 


8403160058 LER 84-006-00 on 8403 12, r eac tor tripped Caused by electrical 
relay malfunction resulting in loss of power to nonsafety- 
related 4160-valt bus Design review b complete testing of 
automatic turbine governor initiated W/8403t3 Itr 

ROACH, P A , WILLIAMS, J W Florida Power (< Light Co 84/03/13 3pp 
33653 323 24X Fiche 50-350,84/03/13,8403160058 


8403330104 LER 64-007-00 on 840216, while at steady operat Ion, dual unit 
trip occurred from lOO'X power, resul t ing in loss of 4,160— 
volt buses 3C (< 4C Caused by bolt in breaker 4ACDi cubicle 
door travel Doors checked for proper clearance W/e403l9 Itr 
ARIAS. J , WILLIAMS. J W Florida Power t< Light Co 04/03/19 6pp 
23715 379 34X Fiche 50-350.84/03/19,0403330104 


T Hearing transcripts on non-anti trus t matters 


0403020249 Transcript of 040328 prehearing conference in Homestead. FL 
Pp 1-84 

» Atomic Safety and Licensing Board Panel B4/03/2B S6pp 
23440 107 24X Fiche 50-350,04/02/28,8403030349 


Y Operator Examinations 


B4D30S037B Forwards list of requested dates far NRC site visits to 
conduct operator licensing exams as requested in Generic Ltr 
03-40 

WILLIAMS, J W Florida Power b Light Co 04/02/29 EISENHUT.D O 
Division of Licensing 3pp 32440 071 24X Flche 50-350,84/02/39, 

0403030370 


DOCKET 50-351 TURKEY POINT PLANT. UNIT 4 


F Security, medical, emergency & fire protection plans 


0403380110 Public version of Emergency Plan Implementing Procedures 
20103, "Classification of Emorgonc ios" b 30104, "Emergency 
Roster ’’ H/840123 ltr t, JM Felton 040322 release memo 
BAKER, C , WILLIAMS, J W Florida Power b Light Co 04/01/17 
O'fiEILLY. J P Region 3, Office of Director 31pp 22811 329 24X 

Flche 50-250,84/01/17,8403380110 


8403030304 Forwards IE Insp Repts 50-250/03-43 t, 50-251/03-43 on 
031316 b notice of violation Notice of violation 
withheld (ref 10CFR3 790(d) b 10CFR73 31) 

LEWIS, R C Division of Project b Resident Programs 84/01/25 
WILLIAMS, J W Florida Power b Light Co 2pp 23440 094 24X 

Fiche 50-250,84/01/35,8403020304 


“0403020241 IE Insp Repts 50-250/83-43 b 50-251/03-43 on 831216 
Noncompliance noted employee circumvented security access 
control sys Details withheld (ref 10CFR3 790 b 10CFR73 21) 
TILLMAN, A Region 2, Office of Director 84/01/30 ip 
22440 096 24X Flche 50-230,04/01/23,0403020204 


8403060006 Approves state b local plans b preparedness for alerting b 
protecting public in event of radiological emergency 
Approval conditional on verification of alert b notification 
sys per criteria of App 3 of NURE0-0634/FEMA-REP- 1 , Rev 1. 

SPECK, 8 W Federal Emergency Management Agency 84/02/15 
DIRCKBi W J Office of the Executive Director for Operations Ip 
23516 300 24X Flche 30-250,84/02/13,8403060006 


8403010173 Forwards order confirming licensee commitments to implement 
post-TMl related Items par Suppl 1 to NUREO-0737 Schedular 
commitments roasonabl e, achievable b Mill provide timely 
upgrading of emergency response capability 

VARGA, 8 A Operating Reactors Branch 1 84/02/23, WILLIAMS, J J 

Florida Power b Light Co 4pp 22479 209 24X 

Fiche 30-330, 84/03/23, 8403010173. 


—8403010180 Order confirming licensee commitments to upgrade emergency 
response capabl 1 1 ty , per Suppl 1 to NUREO-0737 
(Generic Ltr 82-33), 

EISENHUT.D 0 Division of Licensing 84/02/23 Florida Power l« 
Light Co 6pp 23479 213 24X Flche 50-330.84/02/23.8403010173 


8403020383 Ac k receipt of 840213 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
30-330/83-43 b 30-351/83-42 

LEWIS, fi C Division of Project b Resident Programs 04/02/29 
WILLIAMS, J W Florida Power b Light Co ip 22440 069. 34X 

Fiche 30-250,84/03/29,8403020283 


— 8403020288 Responds to NRC 840123 Hr re violations noted In IE 
Safeguards Insp Repts 30-230/83-43 b 30-231/83-42 Corrective 
actions withheld (ref 10CFR2, 790 b 73 21) 

WILLIAMS, J W Florida Power b Light Co 84/02/13 O'REILLY, J P 
Region 2, Office of Director Ip 32440 070 B4X 
Fiche 50-230,84/02/29,6403020283 
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a^lOaidOaSQ Hobifies of B40316 uorishop to dlstijss JOCFRSOjApp R 
r eiiu 1 reirien t s t tnip results to ros-olvo misund crs tanil'i ng« re 
fire protection Attendees s.hou]d be limited to six due to 
Stic of conference room 

-LEWIBpR C Division of Project ft Resident Proarams B4/O3/02 
WILLlAHBi J U Florida Power b Liaflt Co Ip SS660 233 SAX 
riche 30-000. 84/03/02. G40316a254 


U403190429 Forwards regulatory effectiveness review <RER> r e p t. posslbl e 
solutions to REft concerns & observations h vital areas 
dofinltlon ropt Ends withheld tref lOCFfl/S 21) 

VAROAiS A Operating Reactors Branch I 04/03/06 HILLIAMStJ W 

Florida Power J< Light Co Ip 226B1 037 24X Fiche 30-230, 

B4/03/06i 84031 90429 


0 Adjudicatory correspondence 


B403070133 Brief on conflict posed Py legal requiretnent of timeliness 
it equitable considerations ASLB should issue ruling allowing 
petitioners contentions that address new fuel core deslgni- 
changes in Tech Specs t< reduction in safety margins 
HQDDERi K H Center for Nuclear Responsibility 04/03/03 llpp 
22330 263 24X Fiche 30-250,84/03/03,8403070133 


— 0403070139 Motion for leave to file brief on conflict posed by legal 
requirements of tlinellness b equitable cons iderat ions on 
840303 instead of 840302 Certificate of Sve end 
HODOERifl H Center for Nuclear Responsibility 34/03/03 
Atomic Safety and Licensing Beard Panel 2pp 22330 276 24X 

Fiche 50-230.84/03/03,0403070139 


— 0403070143 Forwards applicant B3032S 1 tr w/ancl ra util pressurlied 
thermal shock t, flui reduction program per 84022B request 
U/o Itr 

HODDER. H H Hodder. 11 H HODBER, M H Center for Nuclear 
Responsibility 34/03/03 Atomic Safety and Licensing Dnard 
Panel 7pp 22538 270 24X Fiche 90-250. 84/03/03. 13403070130 


□403140017 Response bo NRC b util responses to amended petition to 
intervene NRC guilty of conducting business lawlessly via 
repeated OL amends w/NSHC determination Certificate of Sve 
end 

fIDDDERitIH Center for Nuclear Responsibility HODDER, M K Hedder. 
K H 84/03/07 Atamic Safety and Licensing Board Panel 20pp 

22632 144 24)C Fiche 30-250.04/03/07,8403140017 


— 8403140023 Motion for leave to file late, due to delays in typing b 
reproduction 

ilODDER.MH Center for Nuclear Responsib 1 1 i ty MODDER, M H 
ileddor, M H 04/03/07 Atomic Safety and Licensing Board Pane) 
3pp 22632 164 24X Fiche 50,-250. 04/03/07,0403140017 


8403130034 Order granting licensee motion for extension of tine to 
840314 fur filing response to petitioner 840303 brief re 
consolidating consideration of two sets of license amends 
Issued last yr 

LAZO, n M Atomic Safety and Licensing Board Panel 04/03/09 ip 
22614 307 24X Fiche 90-250, 84/03/09. 8403i30034 


8403190062 Response to Ctr for Mucleai Responsibility b J Lurion 040303 
brief on conflict posed by legal requirements of timeliness 
b equitable considerations AGLQ should exclude any b all 
Issues re 831209 Amends 9,^ b 78 Certificate of Sve encl 
MOODHEAD.C P Hearing Drench 4 04/03/14 IHpp 22666 200 24X 

Fiche 30-290,84/03/14.8403190062 


0403190171 Response to petitioners 840303 brief re consolidating two 
sots of license amends Issued In late 1983 in support of 
now fuel assemblies A6UD should confine proceeding to 
841007 amends 

BAUBEn.N A Florida Power b Light Co OAUBERrM A Newman b 
Holtiinger 84/03/14 Atomic Safety and Licensing Board Panel 

13pp 02670265 24 X FI c h e 50-290. 84 /03/ 1 4 . 0403 1 901 7 1 


— 0403190179 Affidavit of DC Poteralskl on petitioners 040303 brief re 
conflict posed by legal requirement of timeliness b 
equitable considerations Util 830720 amends not part of 
pressurlied thermal shock program U/Cer 1 1 f 1 cate of Sve 
POTERALSKI.D C Florida Power b Light Co 84/03/09 17pp 
22670 200 24X Fiche 90-250.84/03/14.0403170171 


8403270297 Forwards HU Outhrie 840228 Itr to be served on parties 
Copy should bp placed In PDR 

LAZO, R ft Atomic Safety and Licensing Doerd Panel D0B 178 
84/03/27 CLEMENTS, H L Record Services Branch iDocumint Control 
Desk) Ip 22801 336 24X Flch e , 50-250. 84/03/27, 6403270297 


— 0403290304 Forwards file presented to Dade County Cltlrens Review 
Committee objecting to OL Issuance 

OUTHRIE. W L Affi Hatton Not Ass igned 84/02/28 Atomic Safety 
and Licensing Board Panel 57pp 22801 337 24X 

Fiche 50-230. 84/03/27. 8403290299 


H General correspondence 


8403280147 Responds to 840200 Itr requesting assistance in responding 
to J Paskavltch Itr requesting latest EIS on concentrations 
of Br-70,C8-137 b 1-131 near plants Two annual repts encl 
W/o repts 

DIRCKB.H J Office of the Executive Director for Operations 
84/03/07 CHILES. L Senate 4pp 35007 316 34X 

Fiche 50-000, 04/03/07, 8403280149 


— 8403280156 Forwards constituent J Paskavltch Itr requesting latest EIS 
on concentrations of Sr-90, Ci— 137 fc I-13I near plants 
Comments b views requested 

CHILES, L Senate 04/02/08 KAMMEREfi.C Office of Congressional 
Affairs 8pp 23009 320 24X Fiche 50-000,84/03/07,8403280149 


J Insurance b Indemnity Information 


0403060332 Forwards Endorsement 70 to NELIA Policy NF~1B9 

DUCK. J R Marsh b McLennan, Inc 84/02/28 SALTZMAN, d Assiitatlt 
Director for State b Licensee Relations 2pp 22916 011 24X 

Fiche 50-250.84/02/38.0403060332 


r Operating license stage documents b correspondence 


8403010160 Forwarda Amends 101 b 95 to Licenses DPR-31 b DPfi-4l. 
respectively b safety evaluation Amends revise Tech Specs to 
add motor operated valves 063-A b 063-B to existing valves 
required to have power removed 

MCDONALD, D O Operating Reactors Branch 1 84/02/22 WILLIAMS, JW 

Florida Power b Light Co 3pp 22479 232 84X 

Fiche 50-250.84/02/22,8403010160 


— 8403010171 Amends 101 b 75 to Licenses DPR-31 b DPR-41, respectively, 
revising Tech Specs to add motor operated valves 863-A b 
B63-B te existing valves required to have power removed 
VARGA, B A Operating Reactors Branch 1 84/02/22 7pp 

22477 235 24X Fiche 50-2 90.84/02/22,8403010160 


— 840301D177 Safety evaluation supporting Amends 101 b 75 to Licenses 
DPn-3 1 b DP(1-41 , resp ec t ive 1 y 

* Office of Nuclear Reactor Regulation, Director 84/02/22 7pp 
22479 242 24 X Fiche 90-230.04/02/22.8403010160 


0403020184 Requests identification of any potential problems or items 
that cannot be met within time frame required to meet Sept 
1784 goal for completion of NUREO— 0737 Items 

VARGA, S A Operating Reactors Branch 1 84/02/22 UILLIAMS, J 

Florida Power b Light Co 2p p 22475 005 24X 

Fiche 30-290.84/02/22,0403020184 


B403060168 Noti f 1 es that administrative program b procedures now in 
effect will be reviewed to confirm implementation of 
recommended guidelines in NUTAC rept.per Generic Ltr 83-20 
WILLIAMS, J C Florida Power b Light Co 84/03/01 E18ENHUT, 0 0 
Division of Licensing Ip 22510 336 24X Fiche 50-000. 84/03/01 , 

0403060160 


8403080020 Forward's Integral neutron source data for evaluating b 
verify ing flu* reduction per B4I17 request Data for Cycle 7 
cor# octant time averaged relative power donsi ty. erit 1 ca 1 
weld pea king factor b peripheral a ssemb ly pin power encl 
WILLIAMS, J W Florida Power b Light Co 84/03/01 VARGA, 8 A 
Operating Reactors Branch 1 lOpp 22557 229 24X 

riche 50-250. 84/03/01. 8403080020 


8403190190 Notifies of 640402-06 meeting b preimpl ementa t Ion audit at 
Turkey Point to discuss confirmatory items Identified In 
safety evaluation of detailed control room design reviews 
for f ac 1 1 i t i es 

VARGA. 8 A, Operating Reactors Branch 1 84/03/07 WILLIAM.JU 

Florida Power b Light Co 6pp 22681 311 24X 

Flcho 50-000. 84/03/07, 04031901 50 


8403200264 Application to amend Licenses DPR-31 b DPfi-41, chang Ing Tech 
Specs to expand spent fuel storage facilities to accommodate 
Bxpectod increase in inventory of spent fuel assemblies 
above capacity of existing storage facility 

WILLIAMS, J W Florida Power b Light Co 84/03/14 EISENHUT, D 0 
Division of Licensing 3pp 22607 263 24X Fiche 50-250.84/03/14, 

0403200264 


— 0403200266 Proposed Tech Spec e. exp anding spent fuel storage facilities 
* Florida Power b Light Co 84/03/14 17pp 226B7'266 84X 

Fiche 50-290, 84/03/14, 0403200264 


— 8403200270 "Spent Fuel Storage Facility Mod.SAR " 

• Florida Power b Light Co 84/03/14 i06pp 226B7 283 24X 

Fiche 50-250,04/03/14,8403200264 
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8403300280 Requests reinittanee of fee for review of 840210 rept 
sommarlilng available reactor vessel matls data in response 
to proBBuriied thermal shock concerns 

DlOOBiR M License Fee Management Branch 84/03/15 UHRIOiR E 
Florida Power U Light Co Ip B2B44 329 24X Fithe 50-250. 

04/03/ 1 5, 0403300208 


0403260203 Advises that proposed license amend re spent fuel storage 
expansion submitted on 040314 forwarded to state designee 
for State of FL> in accordance w/lOCFRSO 91<b>(l> 

WILLIAMS- J W Florida Power U Light Co 04/03/16 EI8ENHUT, B 0 
Division of Licensing Ip 22756 209 24X Fiche 50-250.04/03/16. 

8403260203 


Q Inspection reports- IE Bulletins Cc correspondence 


0403020204 Forwards IE Insp Repts 50-250/83-43 & 50-251/03-42 on 
031216 it notice of violation Notice of violation 
withheld <r*f 10CFR2 790(d) S< 10CFR73 21) 

LEWIS. R C Division of Project Ic Resident Programs 04/01/25 
WILLIAMS. J W Florida Power << Light Co 2pp 22440 094 24X 

Fiche 50-250.04/01/25,0403020204 


—8403020241 IE Insp Repts 50-250/03-43 t, 50-251/03-42 on 031216 
Noncompliance noted emplogee circumvented securltg access 
control sv« Details withheld (ref 10CFR2 790 (t 10CFR73 21) 
TILLMAN- A - BREWER, R Region 2, Office of Director MCOUIRE, D R 
Division of Emergency Preparedness it Materials Safety 04/01/20 
Ip 22440 096 24X Fiche 50-250,84/01/25,0403020204 


8403160306 Forwards IE Insp Repts 50-250/84-02 t< 50-251/04-02 on 
040121-31 No violations or deviations noted 

DANCE, H C Division of Project It Resident Programs 04/02/21 
WILLIAMS. J W Florida Power (< Light Co 2pp 22660 145 24X 

Fiche 50-250,84/02/21.8403160306 


—0403160316 IE Insp Repts 50-230/84-02 t< 50-251/04-02 on 040121-31 No 
Violations or deviations noted Major areas Inspected plant 
operations. survel 1 lance testing 6 plant lours 

HRUO.H E Region 2, Office of Director JAPE.F Division of 
Engineering it Operational Programs 04/02/14 8pp 22660 147 
24X Fiche 50-230,84/02/21,0403160306 


0401190072 IE Info Notice 04-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits 6 Annunciation " Bvc list 
end 

JQRDAN.E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 04/02/20 Consolidated Edison Co of New 

Vork. Inc liSpp 22909 239 24X Fiche 50-000.84/02/20,8401190072 


0403020205 Ack receipt of 840215 Itr informing NRC of steps taken to 
correct violations noted in IE Bafeguards Insp Repts 
30-250/83-43 6 30-251/03-42 

LEWIS, R C. Division of Project it Resident Programs 04/02/29 
WILLIAMS. J W Florida Power t< Light Co Ip 22440 069 24X 

Fiche 50-250,04/02/29,0403020205 


—0403020200 Responds to NRC 040125 Itr re violations noted in IE 
Bafeguards Insp Repts 30-230/03-43 it 50-251/03-42 Corrective 
actions withheld (ref 10CFH2 790 e< 73 21) 

WILLIAMS, v) W Florida Power & Light Co 84/02/15 O'REILLY, J P 
Region 2, Office of Director Ip 22440 070 24X 

Fiche 50-250, 84/02/29, 0403020285 


8403060291 Requests l~month exemption from 10CFR30 S5a(g ) ( 5) ( i i ) 
scheduler requirements re Inservice insp Due to recent revs 
to code boundary drawings, add 1 time to review t. incorporate 
chang&v rdtiulred 

WILLIAMS. J W Florida Power !< Light Co 04/03/01 EISENHUT, D 0 
Division of Licensing 2pp 22319,086 24X Fiche 50-230,84/03/01, 

B40306029I 


6403140300 Discusses utll request to update requirements for sys 
pressure tests St extend existing 10-year insp interval due 
to lengthy steam generator repair outages Extension 
unacceptable Update of test requirements acceptable 
VAROA, S A Operating Reactors Branch 1 84/03/01 WILLIAMS. JW 

Florida Power St Light Co Spp 22635 318 24X 

Fiche 30-230.84/03/01,8403140300 


— 8403140306 Exemption from requirements of pressure test to 1980 Edition 
through Winter 1901 ASME Code.Bection XI Requests to extend 
Insp Intervals to 840901 unacceptable. 

EISENHUT, D, 0 Division of Licensing 04/03/01 Florida Power t< 
Light Co 4pp 22633 323 24X Fiche 50-250,04/03/01,0403140300 


0402090007 IE info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT S< NRC “ Svc list enc I 

GRACE, U N, Division of QA, Safeguards it Inspection Programs (Post 
030103) G4/03/D2 Consolidated Edison Co of New York, Inc 

130pp 28552 329 24X Fiche 50-000,84/03/02,8402090007. 


8402090000 !E Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

Vork, Inc 122pp 22553 090 24X Fiche 50-000, 04/03/02, 0408090008 


0402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of Now 

York, Inc 119pp 82533 217 24X Fiche 30-000.04/03/02.0402090009 


0402090011 IE Info Notice 04-17, "Problems U/Liquid Nitrogen Coaling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 04/03/05 Consolidated Edison Co of New 

Vork, Inc 117pp 22533 336 24X Fiche 30-000.04/03/05.0402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22635 049 24X Fiche 50-000.04/03/07.0402090024 


0402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys ” Svc list end 

JORDAN, E L Division of Emergency Preparedness i> Engineering 
Response (Post 630103) 04/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22584 106 24X Fiche 50-000,84/03/07,0402090020 


0402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEyOUNO, R C Director's Office, Office of Inspection and 

Enforcement 04/03/18 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,04/03/12,0402090031 


8403290315 Summarizes 840309 meeting w/util to discuss performance 
enhancement program, current events it outstanding regulatory 
issues Meeting beneficial I, provided better understanding of 
util plans 

O'REILLY, J P Region 2, Office of Director 04/03/16 

HUDIDURO, J J Florida Power t< Light Co ip 22802 099 24/ 

Fiche 50-250,84/03/16,8403290315 


0403290097 Summarizes 840315 meeting w/util at Region II ofc re 
performance enhancement program, current events l< outstanding 
regulatory issues 

O'REILLY, J P Region 2, Office Of Director 84/03/19 ADOMAT, E A 
Florida Power 1, Light Co Ip 22006 349 24X Fiche 50-250, 

04/03/19, 0403290097 


0403290192 Confirms IE mgt meeting on 840332 in Region II ofc to 
discuss proposed revs to plant performance enhancement 
program, per 040313 telcon 

LEWIS, R C Division of Project it Resident Programs 04/03/20 
WILLIAMS, J W Florida Power it Light Co ip 22003 313 24X 

Fiche 50-250,84/03/20.0403290192 


8402090043 IE Info Notice 04-19, "Two Events Involving Onauthos'i lod 
Entries into PWR Reactor Cavities " Svc list enci 
JQRDAN.E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22093 229 24X Fiche 50-000,04/03/21,0402090043 


0402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc laSpp 22933 001 24X Fiche 50-000,84/03/21,0402090044 


R Periodic operating reports & related correspondence 


0403020033 Monthly operating repts for Jan 1984 W/840215 Itr 
GRANT, N W , WILLIAMS, J W Florida Power 6 Light Co 04/01/31 
19pp 22442 235 24X Fiche 50-000,04/01/31,0403080033 


0403300173 Forwards monthly operating repts for Feb 1984 S< corrected 
Page 1 of St Lucie Unit 2 monthly operating rapt for 
Jan 1984 

WILLIAMS, J W Florida Power & Light Co 04/03/15 Office of 
Resource Management. Director Ip 22019 263 B4X 
Fiche 50-000,84/03/15,0403300173 


— 8403300185 Monthly operating repts for Feb 1984 

GRANT, N W Florida Power It Light Co 84/03/15 I6pp 22819 264 
24X Fiche 50-000,04/03/15.8403300173 
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B Kcpartablc occurr^rkcesp LE'Rs & related c orre-sporiderc e 


e<IO303OS4a PNO-II-ed-Oie on 3402271 units shut down following failure 
of Sletnsns-Allis breaker to trip during functional test of 
4-kV electrical breakers for nonsa f e tg-re 1 ated electrical 
bus 3C Insp Sc repair underwag 

OANCEp H C I LfUIStfl C Region 2c Office of Director B4/0S/S8 
Spp 22440 101 24X FI the 50-950 p a4/02/23c 040302024 0 


B4031&Q038 LER 84-001-00 on 0402 I2p r ea c t or tripped Caused by 
electrical synchronism-check relay malfunction Design 
reviewed Si auitamatic turbine governor runback logic 
circuitry tested so 1 1 sfac tor 1 1 1 / W/B40313 1 tr 

RDACH.P A c WIUUIAMS, J H Florida Power Sc Light Co 04/03/13 3pp 
22639 136 24X Flche 50-23^ 84/03/13,8403160030 


LER 04-002—00 on 0402 1 2, re a c tor trip occurred due to steam 
flow greater than feed flow coincident Caused by high steam 
flow reading on steam generator 4A Callbr check performed 
W/040313 Itr 

ARIASkJ , WILLfAMSi J W Florida Power 6 Light Co 84/03/13 3pp 
22635 006 24X Fiche 50-231,04/03/13,0403160069 


T Hearing transcripts on non-an 1 1 trus t matters 


0403020249 Transcript of 040220 prehearing conference in, HoraesteadcFL 
Pp 1-84 

■» Atomic Safety and Licensing Board Panel 64/02/28 86pp 
22440 107 24X Fiche 50-230,04/02/28,0403050249 


V Operator Eiaml net 1 one 


8403020278 Forwards list of requested dates for RRC site visits to 
conduct operator licensing e lams as roquested in Generic Ltr 
03-40 

UILL1AH8, J W Florida Power Si Light Co 04/02/29 EISENHUTiO G 
Division of Licensing 3pp 22440 071 24K Flche 50-230, 84/02/27i 

0403020278 


DOCKET 30-234 OUAD CITIES STATIOM, UNIT | 


F Security, medical, Bmergeney Si fire protection plans 


8403090294 Public version of revised emergency plan Implementing 
proceduresi Inc ludlng Procedures QEP 110-0 re station 
director 6 QEP 110-2 re acting station directory {shift 
engineer) W/JM Felton release memo 

KQVAK, T J r TIETZiO , GEnNER,L Commanuea 1 th Edison Co 03/11/03 
43pp 22392 017 24X Flche 30-234,83/11/03,0403090294 


0403060063 Advises that NRC will not tbvIbw emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 810709 Generic Ltr 01-27 W/o r eques t, ent 1 r e 
plan will be placed in PDFt 

VAS6ALL0, D D Operating Reactors Branch 2 04/02/10 FARRAR 0 L 

Commonwealth Edison Co 2pp 225BB 303 24X Flche 50-254, 04/O2/1O. 

8403060063 


8403130155 Advises that state S, local plans it preparedness for 
radiological amergencics adequate Approval conditional on 
FEMA verification of adequacy of alerting <, notification 
sys, per App 3 of Rev I to NUnE0-0654/FEHA-REP- I 
SPECK, S W Federal Emergency Kanagement Agency 84/03/02 
DIRCKSitl J Office of the Esecotlve Director for Operations 2pp 
22600 229 24X Flche 50-234.04/03/02,8403130159 


8403120149 Notifies of 040323 regional workshop In Rosemont, IL w/a 1 1 
Region II) licensees to discuss fire protection safe 
shutdown requirements Workshop will provide addl guidance re 
lOCFRSOiApp R requirements Agenda end 

SFE50ARD, R L Division of Emergency Preparedness Operational 
Support 84/03/06 REED, C Commonwealth Edison Co 3pp 
223D6 102 24X Fiche 30-234.04/03/06,0403120149 


P Operating license stage documents &• correspondence 


0403010089 Application to amend License DPR-29i chang 1 ng Tech Bpecs re 
MAPLHOR curves for certain fuel types 

RYOAK, D Comaiontuea 1 th Edison Co 04/02/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2 pp 22436 070 24X 

Flche 50-234,84/02/21.0403010009 


— 8403010093 Proposed changes to Tech Spec Figure 3 9-1, revising MAPLHOR 
curves 

e Commonwealth Edison Co 84/02/21 tOpp 22436 060 24X 

Fiche 30-234.04/02/21.0403010009 


8403140340 Summary of 631215 meeting w/GE U Mark 1 Owners Group in 
OethesdaiMD re Mark I containment we twe 1 1-drywel 1 vacuum 
breaker design methodology 

SIEGEL, Q L Operating Reactors Rranch 3 04/02/21 Operating 

Reactors Branch 2 Stpp 22635 190 24X Flche 50-000,04/02/21, 

0403140340 


8403060273 Application for amend to License OPR-89. chang 1 ng Tech Spec 
Pages 3 1/4 1 -0, -9, -10, -1 2, - 13, - 14, -2, -2a. -3. -7. 

3 a/4 2-14 ti 3 3/4 3-3 re scram discharge vol sys mods 
Class til fee end 

RYDAK.B Commonwealth Edison Co 84/02/23 DENTON, H R Office at 
Nuclear Reactor Regulation, Director 2pp 22317 050 24X 

Fiche 50-254,84/02/28,0403060273 


— 0403060279 Proposed changes to Tech Spec Pages 3 1/4 l-B, -9, -10. -12. 
~I3. -14, -2, -2d, -3, ~7, 3 2/4 2-14 b 3 3/4 3-3 re scram 
discharge vol sys mods 

* Commonwealth Edison Co 84/02/20 14pp 22517 052 24X 

Fiche 50-234.84/02/20,0403060273 


B4O30SO119 Forwards supplemental response to Generic Ltr 03-20, 
"Required Actions Dased on Generic Implications of Salem 
ATRS Events " 

BARNES, P L Commonwealth Edison Co 84/02/29 DENTON. H R Office 
of Nuclear Reactor Regulatlonr Director 26pp 2248B 004 24X 

FUho 30-000,04/02/29,040,3050119 


8403130353 Documents present resolution of 6ER open Items t, 
deficiencies noted in Franklin Research Ctr technical 
evaluation rept re envirom qualification of safety-related 
electrical equipment 

RYBAK. n Commonwealth Edison Co 04/02/29 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 40pp 22617 OBO B4X 
Flche 50-294,04/02/29,8403130333 


B403130400 Forwards 040810 responses to Oeneric Ltr 83-35 clarifying 
TMI Item II K 3 31 Util concurs w/NRC position Item should 
be closed 

RYBAK, D Commonwealth Edison Co 84/03/02 CISENHUT, D 0 Division 
of Licensing 2pp 22613 143 24X Fiche 50-000,04/03/08, 

0403130400 


8403190275 Generic Ltr 84-07 to all licensees of DWRs re procedural 
guidance for pipe replacement at GURs Sve list end 
EIBENHUT, D 0 Division of Licensing 84/03/14 Commonwealth 
Edison Cb 20pp 22023 354 24X Fiche 30-000.84/03/14,0403150273 


0403270130 Application for amend to License DPR-as, chang i ng Tech Specs 
to extend certain MAPLHGR curvet to 40,000 MWd/8T 

RYBAK, 0 Commonwealth Edison Co 04/03/19 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 2pp 22774 129 84X 

Fiche 50-000,04/03/19,8403270130 


— 8403270136 Errata 8, Addenda Sheet 9, replacing Page 4-14 to “LOCA 
Analysis Rept for Dresden Units 2 t, 3 t, Quad Cities 1 Ii 2 
Nuclear Power Stations '* 

* Oenoral Electric Co NED0-24146A ERR 09 83/01/31 2pp 

22774 135 84X Fiche 30-000.04/03/19,0403270130 


8 Inspection reports, IE Bulletins t< correspondenc e 


0403120134 Forwards JE Insp Repts 50-237/84-01,50-249/04-01. 
50-234/84-01, 30-265/84-01, 50-895/04-01 4,60-304/04-01 on 
040203-14 No noncomp 1 ianc e Identified 

SHAFER, W D Region 3, Office of Director 04/02/23 REEDiC 
Cammonwealth Edison Co 2pp 22590 090 24X Fiche 50-000,84/02/23. 

0403120134 


— 0403120137 IE Insp Repts 30-237/04-01.50-249/04-01,50-254/04-01, 
30-263/04-01,30-895/84-01 t< 90-304/Q4-01 on 840203-14. No 
noncomp 1 lance or deviations Identified Mayor areas 
Inspected allegations of improper operation 
CHRISSOTJhIOS.N , TONGUE, T , HOUZHER.M Region 3, Office of 

Director 04/02/21 4pp 22590 092 24X Fiche 50-000,84/02/23, 

0403120134 


6403090002 Submits brief outline of regulatery Improvement program 
Program imp I ements basic chang as in practices (, structure of 
operation Summary of coriective actions taken in response to 
control rod insertion error end 

THOMAS, B Commonwealth Edison Co 84/02/84 KEPPLER, J 0 Region 
3, Office of Director llpp 88490 226 24X Fiche 50-234,04/02/84. 

0403050002 


0403090043 Forwards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
awareness t, strengthen corporate ability to improve 
regulatory per f ormance 

THOMAS, D Commonwaalth Edison Co 64/02/24 KEPPLER, J G Region 
3, Office of Director 3pp 22490 139 24X Flche 50-000,84/02/24, 

6403050043 
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--0403030046 Rev 0 to "Corporate Rpgulatorij Performance Improvement 
Plan " 

* Coromonmealth Edison Co 04/02/29 22pp 22490 142 24X 

Flche S0-000> 04/02/24. S4030S0043 


0401190072 IE Info Notice 04-13. "Potential Deficiency In Motor 
Operated Valve Control Circuits I. Annunciation '' Svc list 
end 

JORDAN. E U Division of Emergency Preparedness *i Engineering 
Response (Post 830103) 84/02/20 Consolidated Edison Co of Neu. 

York, Inc llSpp 22909 239 24X Flche 30-000.84/02/28.0401190073 


8403030072 Forwards addendum to IE Insp Repts 30-234/83-21 & 
30-263/03-19. comparing beta analyses of liquid sample split 
(< gross beta results of spiked liquid sample Info will close 
□pen Items SO-234/03-21-02 «< 30-263/03-19-01 

PAPERIEULQ, C J Region 3, Office of Director 04/02/29 REED.C 
Commonwealth Edison Co ip 22490 014 24X Fiehe 30-294.04/02/29, 

8403030072 


8403270175 Submits plan for insp 8 < repair of intergranular 
corrosion cracking Indications in stainless steel piping 
drywell during refueling outage initiated en 640306 
RYBAK, C Commonwealth Edison Co 04/03/19 DENTON, H ff 
Nuclear Reactor Regulation. Director 4pp 22771 133 
Flche 30-254.04/03/19,8403270175 


s tress 
in 

Office 

24X 


of 


8403230008 Ac k receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on program 
6 provide feedback 

KCPPLER.JG Region 3, Office of Director 04/03/20 THOMAS. B 
Commonwealth Edison Co Ip 22730 161 24X Flche 30-000.04/03/20. 

0403230008 


— 6403230107 Forwards corporate regulatory performance improvement plan 
THOMAS.O Commonwealth Edison Co 64/02/24 KEPPLER.JO Region 
3, Office of Director 3pp 22730 162 24X Flche SO-OOQ. 

84/03/20, 0403230000 


— 0403030074 Addendum to IE Insp Repts 30-254/83-21 I< 50-263/03-19 re 
comparative beta analysis results of liquid sample split l< 
gross beta results of spiked liquid sample 

* Region 3, Office of Director 84/02/29 tp 22490 013 24X 

Fiche 30-234, 84/02/29, 8403030072 


"0403230126 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
For Dresden, Quad Cities, Zion t< LaSalle Operating Nuclear 
Stations (. Byron t. Bralduood Project Operating 
Organi lat ions " 

K Commonwealth Edison Co 84/02/29 22pp 22730 169 S4X 
Fiche 30-000,04/03/20,0403230000 


0403190207 Forwards IE Insp Repts 30-254/83-24 & 30-263/03-23 on 
030804-840202, No noncompliance identified 

LITTLE, W 8 Region 3, Office of Director 84/03/01 REED.C 
Commonwealth Edison Co 2pp 22671 072 24X Fiche S0~234i 04/03/01, 

0403190207 


— 8403190208 lE Insp Repts 30-234/63-24 It 30-263/83-23 on 830804-840202 
No noncomp 1 ianc e or deviations Identified Major areas 
inspected review of inservice insp, reactor water cleanup sys 
piping, IE bulletins & LERs 

CILIMOERO, R L , DANIELSON, D H , HARD, K D Region 3, Office of 
Director 84/03/01 26pp 22671 074 24X Flche 50-294,84/03/01, 

8403190207 


0402090007 IB Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT U NRC " Svc list end 

ORACE, J N Division of OA, Safeguards 6 Inspection Programs (Post 
03OiO3> 04/03/02 Consolidated Edison Co of New York, Inc 

ISOpp 22532 329 24X Flche 80-000,04/03/02,8402090007 


8402090000 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22533 090 24X Flche 30-000.04/03/02,8402090000 


0402090009 IE Info Notice 64-15, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness I. Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22553 217 24X Fiehe 50-000,04/03/02,8402090009 


8403260196 Forwards responses to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " Quad Cities 
supplied w/plplng matls from Ray Miller. Inc during const 
Evaluation end Concerns of IE Bulletin 03-06 satisfied 
DARNES. P L Commonwealth Edison Co 04/03/20 KEPPLER.J 0 Region 
3. Of flee of Director I9pp 22736 105 24X Fiche 80-000,84/03/20. 

8403260196 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthoriied 
Entries into PUR Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergency Preparedness S. Engineering 
Response (Post 630103) 04/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22023 229 24X FI che 30-000, 84/03/21. 0402090043 


0402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc I33pp 22933 001 24X Fiche 50-000,84/03/21,840209(3044 


R Periodic operating reports t, related correspondence 


0403080197 "Rept of Occupational Personnel Radiation Doses. 1903 " 
W/840227 Itr 

scorr.j S commonwealth Edison Cb 83/12/31 13pp 22339 099 
24X Flche 30-000.83/12/31,8403080197 


8403220120 Annual whole body external eiposures for 1903 U/B40316 Itr 
nVDAK.B Commonwealth Edison Co 83/12/31 7pp 22716 007 24X 

Flcho 50-000,03/12/31,0403220120 


8402090011 IE Info Notice 04-17, "Problems H/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bve list end 
JORDAN. E L Division of Emergency Preparedness 1< Engineering 
Response (Post 030103) 84/03/03 Consolidated Edison Co of New 

York, Inc U7pp 22353 336 24X Flche 50-000,84/03/05,0402090011 


0402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN.E L Division of Emergency Preparedness k Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of New 

York, Inc ttepp 22633 049 24 X Flche 30-000,84/03/07,8402090024 


0402090028 IE Info Notice 84-18, "Stress Corrosion Cracking In PUR 
Sys " Svc list end. 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc ilSpp 22384 106 24X Flche 30-000,84/03/07.0402090028 


B403190075 Requests 001002 k 81010? confirmatory orders on IE Bulletin 
80-17 re scram discharge mods be rescinded S< actions no 
longer applicable be removed k/or deleted 

RYBAK, B Commonwealth Edison Co 84/03/07 DENTON, H B Office of 
Nuclear Reactor Regulation, Director 3pp 2266? 338 24X 

Flche 30-254,04/03/07,8403190075 


8402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays In Use In 
Class IE Safety Sys " five list end 

DEYQUNOi R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 094 24X Fiche 50-000,04/03/12,8402090031 


0403060113 Forwards Rev 1 to "Effluent J< Haste Disposal Semiannual Rept 
Jul-Dec 1902 " Errata for "Liquid Alpha Radloactlvi ty, Jan- 
Jul 1903" ti "Solid Badwaste Summary. Jul-Dec 1983," also 
cnc 1 

KALIVIANAKIS. N Commonwealth Edison Co 04/02/07 KEPPLERiJ 0 
Region 3. Office of Director Ip 223)8 232 24X 

Fiche 30-234,04/02/07.0403060113 


— 0403060117 Rev 1 to "Effluent k Waste Disposal Semiannual Rept Jul-Dec 
1982 " 

* Commonwealth Edison Co 63/05/31 7pp 22318 233 24X 

Flche 30-284,04/02/07.6403060113 


— 8403060121 Errata for "Liquid Alpha Radioactivity Jan-June 1903 " 
« Commonwealth Edison Co 03/06/30 Ip 22310 260 24X 

Flche 30-254.84/02/07,0403060113 


--6403060127 "Solid Radwaste Summary, Jul-Dec 1903 " 

« Commonwealth Edison Co 03/12/31 6pp 22510 261 24X 

Fiche 50-234,04/02/07,0403060113 


0403130302 Monthly operating repts for Feb 1964 H/B4030Q Itr 

HI8AK, A . KALIVIANAKIS, N Commonwealth Edison Co 04/02/29 24pp 
22616 295 24X Fiche 50-234,84/02/29.8403130302 


0403130019 Listing of chang es, test s k experiments completed during 
Feb 1904 Summary of safety evaluation reported per 
IOCFR30 59 end W/840300 Itr 

KALIVIANAKIS. N Commonwealth Edison Co 64/02/29 CASE. E 0 
Office of Nuclear Reactor Regulation. Director 3pp 22644 360 
24X Flche 30-254,84/02/29.0403130019 
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S ReportablB oscurrericesp LER* t« related corre^p andenc* 


Q403070S3b Fellouiup Part 21 rept re dePective mechanical snubber 
capstan springs supplied by Pacific Scientific Affectbii 
utils listed Purchasers have been nctlfled b advised to uerk 
dlrectlg ui^Paciflc Scientific In disposition 

KdVl.L NPB Industries, Inc BA/02/2^ DEYaUNOpP -C Director's 
Office, Office of Inspection and Enforcement 2pp 2233-6 279 24X 

FI Che 50-000, 84/02/34.0403070256 


8403080011 Feruards response to Commissioner Olllnskg rei|uesb for Infg 
on frequency of personnel errors at selected operating 
plants Summarg of tabulated events re operator errors, 
personnel errors or procedural errors provided for CYQ3 
DIpCKS, U J Office of the Executive Director for Operations 
84/02/24 PALLAOIMQ, OILINSKY, ROBERTS Commissioners 1 7pp 
2258 4 142 24)( Flcho 50-000,04/02/24.8403080011. 


6403130235 PNO-U 1-04-023 on 840305, HPCI sgs declared Inoperable hihen 
surveillance test revealed excessive leakage on main pump 
outboard bearing During test of automatic depressurization 
sgs, electromatic relief valve E failed to open 

CHRlSSQTIMaB, N , SHAFER, W Region 3. Office of Director 64/03/06 
Ip 22617278 24X Fiche 50-254,84/03/06.8403130239 


DOCKET 50-255 PALISADES NUCLEAR PLANT 


F Security, medical, e-mergencg & fire protection plans 


8403010351 Summary of 640209 meeting hi/u 1 1 1 , St 1 enc e Appli cat ions, Inc, 
MPR Assbc L MIT re NRC comments on detailed control room 
design revieu program plan, per requirements of Suppl 1 to 
NUREO-0737 Vieugraphs end 

PAULSON, It A Operating Reactors Branch 5 B4/02/29 Operating 

Reactors Branch 5 36pp 2243S 327 24X Flche 30-259,84/02/29, 

8403010351 


8403120115 Notifies of 840323 ujorkshop on fire protection safe shutdouin 
reqiiirements of lOCFRSO.App R in Rosemont. IL to discuss IE 
Info Notice 84-09 6 provide ad-dl shutdown analyses b/or mod 
guidance Agenda enc 1 

SPESSARDpR L Division of Emergency Prepar ednas i b Operational 
Support 84/03/06 DEMITT, R R Consumari Pouer Co 3pp 
22388 235 24X Fiche 30-255.84/03/06,6403120115 


I Financial information 


B403190071 Annual Financial Rept for 19B3 U/B403t2 Itr 

SELBY. J D . FOLAHEE, J D . PERRY, P A Consumari Potcar Co 03/12/31 
DIAHUUSBO. A Division of Licensing 34pp 22666 136 24X 

Flcho 30-000,83/12/31.8403190071 


P Operating license stage documents b correspondence 


8403010368 Forwards Amend 77 t-o License DPR-20 b safety evaluation 
Amend deletes capsule A-6D from reactor vessel surveillance 
capsule program b modifies coupon removal schedule 
PAULEON.U A Operating Reactors Branch 5 84/02/26 

VANDENALLE, D J Consumers Power Co 2pp 22433 OBO 24X 

Flche 30-255,84/02/20,8403010368 


— 6403D10372 Amend 77 to Li came DPA-50. de 1 a t Sng capsule A“60 from 
reactor vessel surveillance capiule program b modifying 
coupon removal schedule to provide option of removing 
equivalent capsule instead of primary capsule 
CHUTCHFIELD, D Operating Reactors Branch 5 84/52/28 4pp 

22433 082 24X Flche 50-295,84/02/28,0403010360 


— 8403010373 Safety evaluation supporting Amend 77 to License DPR-'20 
» Office of Nuclear Reactor Reputation. Director 64/02/29 3pp 
22433 006 24X Fiche 30-253,64/02/20.0403010368 


8403220078 Advises that issue of justifying unlimited or limited use 
of purge sys during normal operations will not be pursued 
Sys biill operate only during cold shutdown Tech Spec mod 
expected by 040430 Resubmitted doe to error In orlglhal 
JPHNSDN, 0 D Consumers Power Co 84/03/01 CRUTCHFIELD, D, 
Operating Reactors Qranch 5 Ip 22712 313 24X 

Fiche 90-255, 84/03/01, B40 3220078 


B4030B0232 Summary of 840307 meeting w/utiS,NDE Technology, 

Ues t inghouse, Dechte 1 , C-E, Engineering Planning b Mgt 6 Newman 
b Holtzinger in BathesdaiMD re NDE program for steam 
generator tubes 

PAULSON. U A Operating Reactors Dranch 5 04/D3/O7 Operating 

Reactors Branch S It6pp 22561 034 e4X Flche 30-255,84/03/07. 
8403000232 


8403090210 Advises that util 840220 proposed variance for hlgh-range 
stack gas monitors unacceptable 8y s should be modified to 
meet display guidance of NURE0-0737, Item II F l(tl> “Addl 
Accident Monitoring Instrumentation " 

CRUTCHFIELD, 0 Operating Reactors Branch S 04/03/07 
VANDEUALLE.D J Consumers Power Co Spp 22574 356 24X 

Fiche 50-000, B4/03/07, 8403070210 


8403150145 Ac k receipt of NRC 640123 request for info re post-accident 
sampling sys itril Item II 8 3> Plant-ipeeific core damage 
e sttme t e procedure b Info demonstrating equipment 
operability b operator training will be provided by 840515 
JOHNSON. 0 D Consumers Power Co 84/03/12 CfiUTClFZELD, D 
Operating Reactors Branch 9 ip 22639 362 24X 

FUhe 50-255,04/03/12,0403130145 


8403330093 Application f or '7ril5nd' to License DPR-20, cons tsting of 
proposed Tech Spec change request to revise accident b 
transient analyses due to steam generator tube plugging 
Class III amend Fee end Heatup scheduled for B40S08 
JOHNSON, G D Consumers Power Co 84/03/16 CRUTCHFIELD, 0 
Operating Reactors Oraneh 5 IBpp 22731 099 24X 

Flche 50-295.84/03/16.0403230093 


— 8403230078 Proposed pages to Tech Bpec change request, revi sing accident 
b transient analyses due to steam generator tube plugging 
« Consumers power Co 64/03/16 Gipp 22731 117 24X 

Fiche 50-255,84/03/16,8403230093 


— 8403230102 "Palisades Cycle 6 Setpoint Verification M/50X Steam 
Generator Tube Plugging " 

LINDOUIST.T R , NUTT.W T Exxon Nuclear Co , Inc (subs of Exxon 
Corp 1 XN-NF-04-14 64/03/07 43pp 22731 158 24X 

Fiche 50-255,84/03/16,8403230073 


— 8403230106 "Plant Transient Analysis for Palisades Nuclear Power Plant 
U/SDX Steam Generator Plugging " 

LINDOUIST.T R . NUTT.W T Exxon Nuclear Co , Inc (subs of Exxon 
Corp ) XN-NF-a4-l0 84/03/09 ISOpp 22731 202 24X 

Fiche . 50-259, 84/03/ 16. 84032300 93 


— B40323DUI "Palisades LOCA-ECCS Analysis for 2125 MWt Operation b SO'/. 
Steam Oenerator Tube Plugging." 

TAHVJLI.T Exxon Nuclear Co , Inc (subs of Exxon Corp ) 
XN-NF-B4-24 84/03/09, 54pp 22731 353 24X 

Flche 50-299.84/03/16.8403230093 


8403360119 Requests extension to respond to Oeneric Ltr 83-28 to 
reflect extension of current refueling outage Work 
receisary to address remaining Issues will commence 60 deys 
after end of current refueling outage 

VANDEWALLE, D j Consumers Power Co 84/03/22 EISENHUT. D 0 
Division of Licensing 2pp 22790 361. 24X Fiche 90-259,84/03/22. 

Q403360U5 


8403270166 Natlficatlon of 840409-06 meetings u/utll In Van Duren 
County, HI to discuss proposed radiological effluent Tech 
Specs 

PAULSON, W A Operating Reactors Branch 9 64/03/23 CRUTCHFIELD, D 

Operating Reactors Branch 9 3pp 22774 147. 24X 

FUhe 50-355,84/03/83,8403270166 


8403300064 Notification of 940410 meeting w/util in Bathesda,MD to 
discuss steam generator repair 

PAULSON, U A aperating Reactors Branch 9 84/03/20 CRUTCHFIELD, D 

Operating Reactors Branch 9 4pp 22622 106 24X 

Fiche, 50-255.84/03/28,8403300064 


Q Inspection reports. IE Bulletins b correspondence 


8403090223 Further response to FOIA request for records of named 
individuals, including repts, ana lyses. studies, test 
calcula t Ions, proc ed ures b practices for measurement of RC8 
leakage Forwards App C decutnents Search continuing 

FELTON. J H Dlvielon of Rules and Records 84/02/07, MADDEN. T J. 
Kaye, Scholar, Flerman, Hays b Handler 3pp 22476’ 234 24X 

Fiche 90-000, 04/02/07, 8403090223. 


— 8403050256 Notifies that Independent measurements of identified b 
unidentified RC8 leak rates for all PWRs in Region III 
performed per Procedures 61727B b 6172BB Insp findings 
summari zed. 

NORELIUS.C E Division of Engineering 82/03/06 JORDAN, E L 
Division of Englnatrlng b Quality Assurance (Pre 8301031 2pp 
3249 6 270 24X Flche’ 90-000. 84/02/07, 6403090223 


840U90072 IE Info Notice 84-13, "Potsutial Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " Svc Hat 
enc I 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/02/26 Consolidated Edison Co of New 

York, Imc H9pp, 22907 239 24X FUhe 90-000,84/02/28,8401170072 
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47 


&403130131 Responda to IE Dulletln 83-07. "Apparently fraudulent 
Product! Sold by Ray Mlllerilnc " Purchase order records for 
1973 - 7 ? revleuied & 14 suspect purchase orders found No matls 
supplied on orders purchased from Ray Mlllerilnc 

JOHNBDNi 0 D Consumers Pouer Co 84/03/01 HEPPLERp J 0 Region 3. 
Office of Director 2pp 22388 238 24X Plche 50-000.04/03/01, 

0403130131 


B402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT 1< NRC " Svc list end 

ORACE, J N Division of QA, 0afeguards is Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of Netu York, Inc 

130pp 22532 329 24X Flche 30-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "failure of Automatic Sprinkler Gys 
Valves to Operate ” Svc list enc 1 

JORDAN, E U Division of Emergency Preparedness & Engineering 
Responee (Post 830103) 84/03/02 Consolidated Edison Co of Net) 

York, Inc 122pp 22533 098 24X Flche 50-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of Nau 

York. Inc 119pp 22333 217 24X Flche 30-000.04/03/02.8402090009 


8402090011 IE Info Notice 84-17, "Problems N/Llyuld Nitrogen Cooling 
Components Betou Nil Ductility Temp " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of Neu> 

York, Inc 117pp 22553 336 24X Flche 50-000,04/03/03,8402090011 


B40307030D Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
M/Undervoltage Trip Feature In Use In Safety-Related 
Applications Other Than Reactor Trip Sys " Subj circuit 
breakers not installed In safety-related sys 

VANDEWALLE. D J Consumers Pouer Co B4/03/03 KEPPLER, J 0 Region 
3, Office of Director 2pp 22346 360 24X Flche 50-2^3,04/03/03, 

0403070300 


9402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdoun Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 64/03/07 Consolidated Edison Co of Neu. 

York, Inc llBpp 22633 049 24X Flche 30-000,04/03/07,0402090024 


840209002B IE Info Notice 04-18, "Stress Corrosion Cracking in PUR 
Sys. " Svc list enc I 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Responee (Post 830103) 84/03/07 Consolidated Edison Co of Neui 

York. Inc IlBpp 22584 186 24X Flche 50-000,84/03/07,8402090028 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu) York, Inc 

134pp 22023 094 24X Flche 30-000,04/03/12,0402090031 


8402090043 IE Info Notice 04-19, "Tuo Events Involving Unauthorised 
Entries into PUR Reactor Cavities ” Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc I23pp 22023 229 24X Flche 30-000,04/03/21,0402090043 


B402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
Bys, " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc lOSpp 22933 001 24X Flche 30-000,84/03/21,8402090044 


R Periodic operating reports b related correspondence 


8403080184 "1983 Annual Operating Rept - Occupational Exposure " N/ 
040229 Itr 

JOHNSON, 0 □ Consumers Poucr Co 83/12/31 KEPPLER, J 0 Region 3, 
Office of Director 4pp 22339 202 24X Flche 30-235,83/12/31, 

8403080184 


8403080206 “Radioactive Effluent b Waste Disposal Semiannual Rapt 
Jul-Dec 1983 " W/840229 Itr 

JOHNSON, D D Consumers Pouer Co 03/12/31 KEPPLER, J 0 Region 3, 
Office of Director llpp 22560 • 000 24X Flche 50-233,03/12/31, 

8403080206 


8403120041 ”1903 lOCFRSO 49 Annual Rept " M/040229 Itr 

JOHNSON, B D Consumers Pouer Co 03/12/31 KEPPLER, J 0 Region 3, 
Office of Director Spp 22309 274 24X Flche 30-233,03/12/31, 

8403120041 


8403120140 Monthly operating rept for Feb 1984 H/B4O307 ttr 

CAVADAS. K J , VANDENDERO, D Consumers Power Co 04/02/29 Spp 
22393 243 24X Flche 30-255,04/02/29,8403120140 


8 Reportable occurrences, LERs b related correspondence 


830202010? Forwards technical review rept, "Diesel Oenerator Load 
Sequencer Design Deficiency - L£R 02-O2S/O1T " 

CHIRAMAL, M Reactor Operations Analysis Branch 03/01/19 
SEVFRITiK V Reactor Operations Analysis Branch Ip 22006 306 
24X Flche 50-235.83/01/19,8302020109 


— 0403270330 "Diesel Generator Load Sequencer Design Deficiency - LER 
82-025/OlT. " technical review rept 

» Reactor Operations Analysis Branch 83/01/19 3pp 22008 307 
94X Flche 30-253,83/01/19.8302090109 


8403190101 Part 21 rept re apparent design deficiency in Siemens Allis 
Model MA-205B stored energy circuit breaker. Breaker Insp b 
hold doun device orientation will be complete by B4040I 
Determination of permanent fix b Implementation by 840601 
JOHNSON, B D , VANDEHALLE, D J Consumers Pouer Co 04/02/89 
KEPPLER. J O Region 3, Office of Director Spp 22669 303 24X 

Flche 30-253,04/02/29,6403190101 


0403190091 PNO- 1 11-84-026 on 840313, dur 1 ng ln»p to verify support plate 
Integrity after tube-pulling activi ties, damage observed te 
auxiliary feeduater sparger piping In both steam generators 
Damage may delay May 1984 startup 

DEFAVETTE.R , DQVD, D Region 3, Office of Director 84/03/13 Ip 
82669 827 24X Flche 50-255.84/03/13,0403190091 


0403230023 PNO-1 1 1-04-087 on 840318, diver working on fuel assembly 
upender received radiation dose to right thigh ef 4 5 rems 
Caused by licensee failure to identify locallied high 
radiation field near upender 

OREOER. L R , PAPERIELLO. C Region 3, Office of Director 84/03/1? 
Ip 22726 318 24X Flche 30-233.04/03/19,0403230023 


DOCKET 30-239 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency b fire protection plans 


9403060238 Emergency plan implementing procedures. inc ludl ng lP-2 re 
notification of unusual event, IP-3 re alert. IP~4 re site 
emergency b IP-6 re radiological emergency p Ian. ac t Iva t Ion 
at support c tr M/840228 Itr b list Of effective pages 
MILLB.L M Tennessee Valley Authority 04/02/10 O'REILLY, J P 
Region 2. Office of Director 32pp 22316 098 34X 

Flche 30-239.04/02/10.8403060230 


8403060371 Advises that NRC will not review emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
licensee, per 810709 Generic Ltr 01-27 W/o request, entire 
plan will be placed In PDR 

VA08ALLO, D B Operating Reactors Branch 2 84/02/10 PARRIS, HO 

Tennessee Valley Authority 2pp 22SS2 261 24X 

Flche 50-239,84/02/10,8403060371 


0403060235 Rev 3 to Procedure IP-9, "Muscle Shoals Emergency Ctr 
Implementing Procedures Document " H/040213 ltr 
MAXWELL, R , SLIGER, E K Tennessee Valley Authority 84/02/13 
63pp 22310 023 24X Flche 30-000,04/02/13,0403060233 


0403060147 Forwards revised effective pages to Knoxville Emergency Ctr, 
Central Emergency Control Ctr, Div of Nuclear Power Emergency 
Ctr b Muscle Shoals Emergency Control Ctr emergency plan 
Implementing procedures M/o Muscle Shoals pages 

MILL8,L M Tennessee Valley Authority 04/02/20 O'REILLY.J P 
Region 2, Office of Director Ip 22316 163 24X 

Flche 30-000,84/02/28,8403060147 


— 8403060163 Revised list Of effective pages to Knoxville Emergency Ctr 
emergency plan Implementing procedures 

e Tennessee Valley Authority 84/02/06 Bpp 22316 166 24X 

Flche 30-000.84/02/28,0403060147 


— 0403060189 Revised list of effective pages to Central Emergency 
Control Ctr emergency plan implementing procedures 
e Tennessee Valley Authority 04/02/06 Bpp 22516 174 24X 

Flche 30-000,04/02/20,8403060147 


— 8403060206 Revised list of effective pages to Dlv of Nuclear Power 
Emergency Ctr emergency plan implementing procedures 
« Tennessee Valley Authority 04/02/06 4pp 22316 102 24X 

Flche 30-000,04/02/20,8403060147 
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e4031&01&2 Acl rfCBipt of 640222 1 ti" infornUng NRC of step* taken to 
corrett violations noted in IE Insp Repfcs 30-239/63-57. 
30-2i0/93~37 b SO-2 Rb/BS- 57 

LEU1B« R C jjivlsion of Project b Resident Programs B4/02/29 
PARRIS. H G Toonessee Valley Authority Ip 2265S 273 24X 

PIChB 50-359,04/02/29.64031601*2 


— 84031*0171 Responds to NRC 640123 Itr re violations noted in IE Insp 
Repts 50-257/83-57,30-2*0/03-57 5D-296/B3-57 Corrective 

actions policy statement Issued to health physics 
technicians re high radiation area doors 

MILLS, L M Tennessee Valley Authority B4/02/22 O'REILLY, J P 
Region Office of Director 5pp 22655 274 24X 

Flche 50-259,84/02/29.8403160162 


— 84031*0161 Notice of violation from insp on B3Jt2*-1225 

• Region 2, Office of Director 84/01/23 2pp 22*35 201 24X 

Fiche 50-259,84/02/29.84031*0162 


— 84031*0106, IE Insp Repts 50-259/83-37.50-260/63-57 Jc 50-276/83-37 on 
831126—1525 Violations noted failure to lock high radiation 
area. to follow special work permit t, to have adequate fire 
protection malnt procedure 

PAULR, O L Region 2, afflce of Director 84/01/21 *pp 
22655 263 24X Ft Che 50-259.84/02/29,8403160162 


B40316021B Act receipt of 840209 itr informing HRC of steps taken to 
correct violations noted in IE Insp Repts 50-239/83-40, 
50-260/83-40 & 50-296/83-40 

LEWIS. R C. Division of Project t Resident Programs 84/03/01 
PARRIS. H Q Tennessee Valley Authority Ip 22*61 098 24X 

Flche 50-539.84/03/01.8403160218 


— 84O316022C3 Responds to NRC 840111 Itr re violations noted In IE Insp 
Repts 30-259/03-40,50-2*0/83-40 L 50-296/83-40 Corrective 
actions radiological emergency planning program rsvleued tt 
areas requiring rev Identified 

MILLS. L n Tennessee Valley Authority 84/02/09 O'REILLY, J P 
Region S. Office of Director 6pp 22661 099 24X 

Flche 50-239,84/03/01.8403160218 


040319013* Ack receipt of 840221 6 0312 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-239/83-59. SO-260/83-59 «< 50-296/83-59 Responses meet 
10CFR2 201 requirements 

LEWIS, R C Division of Project L Resident Programs 84/03/14 
PARRIS, H 0 Tennessee Valley Authority Ip 22670 314 24X 

Flche 50-239.84/03/14,840319013* 


--B403190149 Suppls response to hKC 840120 Itr re violations noted in IE 
Insp Repts 50-259/83-59, 50-260/83-59 6 50-296/83-57 
Responses withheld Iref 1CCFR73 21) 

MILLS. L M Tennessee Valley Authority 84/03/12 O'REILLY. J P. 
Region 2, Office of Director Ip 22670 315 24X 

Fiche 50-259,84/03/14.8403190136 


—9403190161 Responds to NRC 840120 Itr re violations noted in IE Insp 
Repts 50-259/83-59, 50-260/83-59 6 50-296/83-59 Responses 
withheld Iref I0CFR7a 21) 

I1ILL8. L M Tennessee Valley Authority 84/02/21 O'REILLY, JP 
Region 2, Office of Director Ip 22670 316 24X 

Flche 50-259.84/03/14.6403190136 


— 8403190172 Forwards IE Insp Repts 50-259/03-59,50-260/83-59 *1 
50-296/83-59 on 831216 S. notice of violation Notice of 
violation withheld Iref 10CFR2 790 *, 73 21) 

LEHISjR C Division of Project *■ Resident Programs 84/01/20 
PARRIS, H 0 Tennessee Valley Authority 2pp 22670 317 24X 

Flcho 50-259,84/03/14,8403190136 


— 04O319O1BB IE Insp Repts 50-259/83-59,50-260/83-59 6 50-296/03-59 on 
831216 Noncanpllance noted security force member failed to 
control access to area Details withheld iref 10CFR73 21 t< 

2 790) 

TILLMAN. A Region 2, Office of Director 84/01/19 ip 
22670 319 24X Fiche 50-239,84/03/14,8403190136 


B403290H7 Forwards FEMA final rept for 031015-16 emergency eierclse 
VEfinELLI,D M Division of Project «, Resident Programs 84/03/20 
PARRIS, H 0 Tennessee Volley Authority Ip 22807 027 y4X 
Flche 50-259.84/03/20.0403290117 


—84031*0230 Forwards IE Insp Repts 50-259/83-40, 50-260/83-4 0 & 
30-276/B3-40 on 831017-21 t, li 22 6 notice of violation 
LEWIS, R C Dlvisicn of Project U Resident Programs 84/01/11 
PARRIS. H O Tennessee Valley Authority 2 pp 22661 105 24X 

Flche 50-259,84/03/01,8403160218 


— 84031*023'? Notice of violation from insp on 831017-21 6 1122 

» Region 2, Office of Director 84/01/11 3pp 22661 107 24X 

Flch e 50-259. 84/03/01- 84031602 1 8 


— 840316024q IE Insp Repts 50-239/83-40.50-260/93-40 6 30-296/83-40 on 
831017-51 L 1122 No nc omp 1 1 ance noted failure to control 
documents. proper ly train emergency personnel in protective 
action s-equ 1 remen t s t< incorporate protective action 
DECKER. T R Region 2. Office of Director 84/01/06 9pp 
22661 i lO 24X Fiche 50-259.84/03/01.8403160218 


O Adjudicatory correspondence 


0403200059 Submits addl Info on util initiatives in PRA. per response to 
840227 Itr Effort to reduce number of violations ti risks 
ma intalned 

FREEMANiSO Tennessee Valley Authority 04/03/12 MARKEY.E J 
House of Rop , Interior & Insular Affairs 2pp 2268S 033 24X 

richo 30-239,04/03/12.8403200059 


J Insurance 6 indemnity information 


0403060334 Forwards Endorsement 73 to NELIA Policy NF-198 

OUOK. J R Marsh McLennan, Inc 84/02/20 SALT2MAN, J Assistant 
Director for State L Licensee Relations 2pp 22516 009 24X 

Flche 50-259,84/02/28,8403060334 


8403160345 Extends Invitation to attend region 84031* workshop at 
regional ofc to discuss lOCFRSO.App R r equlr einents 6 recent 
results oF insp to help resolve misunderstandings associated 
w/requirocnents 

LEWIS. R C Division of Project *< Resident Programs 84/03/02 
PARRIS, H G Tennessee Valley Authority 2pp 22*60 083 24X 

Fiche 30-000.84/03/02,8403160345 


84031304B5 Act receipt of B40l 19 Itr transmitting Rev 7 to security 
personnel training *, qualification plan Rev consistent 
u/provisions of 10CFR30 54 1 p ) 6 aeceptalile 

LEWIS. R C Division of Project !. Resident Programs 84/03/00 
PARRIS. M O Tennessee Valley Authority 2pp 22613 210 24X 

Fiche 50-259.94/03/08,8403130485 


8403130484 Ack receipt of B40130 Itr transmitting rev to physical 
securiti; plan Rev consistent lo/provlslons of 10CFR50 541p) 
t> acceptable 

LEWIS.R C Division of Project 6 Resident Programs 84/03/09 
PARRIB.H G Tennessee Valley Authority 2pp 22*13 197 24X 

Fiche 50-359, B4/03/09, 8403130484 


B403160025 Advises that 840116 rev to physical security 
training qualification plan consistent u/provtsiens 
10CRR50 

LEWIB.fi C Division of Project *i Resident Programs 
PARRIS. H O Tennessee Valley Authority 2pp 22653 
Flche 50-359.04/03/13,8403160025 


pars onne I 
of 

84/03/13 
359 24X 


P Operating license stage documents t, correspondence 


0403060076 Forwards request for addl info re Intervice testing of pumps 
U valves, in order to co-mplete review of 820831 ti 830406 
submittals Response requested within 45 days of Itr receipt 
VASBALLO.D D Oporatlng Reactors Branch 2 84/02/10 PARRIS, H 0 

Tennessee Valley Authority 4pp 22528 288 24X 

Fiche, 50-259. 04/02/10, B403060076 


8403140340 Summary of 831215 meeting w/GE 6 Hark I Owners Or Pup in 
Dcthesda.MD re Mar It I c on talninen t we tuel l-drywel 1 vacuum 
breaker design methodology 

BIEOEL. B L Operating Reactors Branch 2 84/02/21 Operating 

fieactars Branch 2 51pp 22635 198 24X Flche 50-000)84/02/21, 

8403140340 


0403010306 Application for amend to Licenses DPR-33, DPR-S2 *< DPR-68> 
changing Tech Specs to lower Oroup I isolation setpoint for 
reactor lower water level tl/prap r ietary NEDE~30012i ■* MSIV 
Water Level “ Rept withheld (ref 10CFR2. 7901 
MILLS, L M Tennessee Valley Authority 84/02/22 DENTON. HR 
Office of Nuclear Reactor Regulation, Director 3pp 22433042 
24X Fiche 50-259,04/02/22,8403010306 


—8403010313 Proposed changes to Tech Specs lowering Oroup 1 isolation 
setpoint far reactor lower water level W/affidavlt 
s Tennessee Valley Authority 84/02/22 29pp 22433 045 24X 

Flche 50-259.84/02/22.0403010006 
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B'403190323 Forwards Info rs BNU doss reduction project plant visit Info 
allows ONL personnel to better prepare for station vislt> 
eipedlte paperwork & minimlie impact on plant personnel 
VAS5ALL0. D B Operating Reactors Branch 2 84/02/28 PARRIS, H 0 

Tennessee Valley Authority 46pp 22662 040 24X 

Fiche 90“289, 04/02/28, 8403190323 


9403130007 Forwards response to Oenerlc Utr 03-36 re NUREe-0737 Tech 
Specs 

MILLS, L M Tennessee Valley Authority 04/03/07 BENTON, H R 
Office of Nuclear Reactor Regulation, Director 3PP 22613 349 
24X Fiche 90-299,04/03/07,8403130007 


9403130029 Informs that addl Info requested on 831012 re reactor 
protection sys power monitoring sys design mods will bo 
submitted by 040702 

MILU8, L M Tennessee Valley Authority 04/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 22614 362 24X 

Ftche 90-209,84/03/07,0403130023 


9403160247 Informs of 040327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical QA program, per 
840302 tel eon 

LEWIS, R C Region 2, Office of Director 84/03/08 PARR1B,H 0 
Tennessee Valley Authority ip 22660 361 24X 

Fiche 90-000,84/03/00,0403160247 


0403160373 Notifiee of use of ASMS Nuclear Components Code Case N32-4 
for hydrostatic testing of Class 3 embedded piping NRC 
position re use of Code Case N32~4 requested 

HtLUB.L M Tennessee Valley Authority 04/03/12 DENTON, H R. 

Office of Nuclear Reactor Regulation, Director ip 22660 014 24X 

Fiche- 90-000. 84/03/12, 0403160373 


8403190279 Oensrlc Ltr 84-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at BWRs 9vc list end 
EIGENHUTi D 0 Division of Licensing 04/03/14 Commonwealth 
Edison Co 20pp 22023 394 24X Fiche 90-000,04/03/14,0403190279 


8403200170 Forwards response to Item 4 5 of Oenerlc Ltr 83-20, 
"Required Actions Based on Oenerlc Implications of Bolem 
ATW0 Events" re reactor trip sys reliability Control rod 
tests check rod insertion times & hydraulic scram valves 
MILLS. L M Tennessee Valley Authority 84/03/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lOpp 22700 024 
24X Fiche 90-299,04/03/19,8403200170 


0403260229 Forwards addl info rt test configuration t< results of 
verification teetlng, per 840106 request re adequacy of 
■tatton electric distribution sys voltages Test results 
Indicated no unexpected voltage levels 

HILL8,L M Tennessee Valley Authority 04/03/19 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 26pp 22796 124 
24X Fiche 90-289,84/03/19,8403260329 


Q Inspection reports, IE Bulletins L correspondence 


8403070094 Responds to NRC ltr re violations noted In IE Imp Repts 
30-299/03-09,90-260/83-09 tc 90-296/03-09 List of 
identified deficiencies (< Implementation schedule provided 
bo senior NRC inspector on 830901 

MILL0,L K Tennessee Valley Authority 03/09/19 O'REILLY, J P 
Region 2, Office of Director ip 22947 261 24X 

Fiche 90-299,83/09/19,0403070094 


6403070237 Updates 830719 response to NRC 830616 ltr re violations 
noted in IE tnsp Repts 90-299/83-19,90-260/03-19 t, 

90-296/83-19 Operating instructions revised (< Units 2 It 3 
F0C charging sys operational 

MILLS, L M Tennessee Valley Authority 83/09/30. O'REILLY, J P 
Region 2, Office of Director Ip 22941 361 24X 

Fiche- 90-299, 83/09/30, 0403070237 


6403070271 Suppls B30B30 response to NRC ltr re violations noted In IE 
Insp Repts 30-299/03-23,90-260/03-23 It 90-296/03-23 Doral 
test specimen installation will be delayed until 831028 due 
to late receipt of matls per 831012 telcon 

KAhHER, D 8 Tennessee Valley Authority 03/10/21 O'REILLY, J P 
Region 2, Office of Director ip. 22946 396 24X 

Fiche 90-299,83/10/21,8403070271 


8403070023 Responds to NRC ltr rs violations noted in IE Insp Repts 
90-299/83-27,90-260/83-27 It 90-296/83-27 Corrective actions 
compliance w/instructlons will be achieved h corrective 
«ctione wilt be completed before Cycle 6 operation 
MILLB,L M Tennassee Valley Authority 03/10/27 O'REILLY, J P 
Region 2, Office of Director Ip 22941 262 24X 

Fieho- 90-299, 03/10/27, 8403070023 


0403070067 Forwards lE Insp Repts 50-299/03-30, 50-260/03-90 !t 
90-296/03-50 on 030912-16 !< 26-30 Unresolved item re 
possible high radiation doses measured by personnel 
dosimeters, discussed on 631020, considered closed 

O'REILLV, J p Region 2, Office of Director 04/01/11 PARRIB, H 0 
Tennessee Valley Authority 2pp 22949 341 24X 

riche 90-259,04/01/11,8403070067 


—0403070072 IE Insp Repts 50-259/03-90,90-360/03-50 & 90-296/03-90 on 
831028 No violations or deviations noted Major areas 
inspected TUD U multiple badging 

DED0, B T Region 2, Office of Director 83/12/09 9pp 
22949 343 24X Fiche 50-299,04/01/11,0403070067 


8403160232 Forwards IE Insp Repts 90-299/84-04,50-260/64-04 U 
50-296/64-04 on 640123-27 No violations or deviations noted 
VERRELLl.D M Division of Project l< Resident Programs 04/02/16 
PARRIB, H 0 Tennessee Valley Authority 2pp 22661 029 24X 

Fiche 90-259,04/02/16,0403160232 


— 0403160230 IE Insp Repts 50-259/84-04,90-260/84-04 l< 90-296/84-04 on 
040123-27 No violations or deviations noted Major areas 
inspocted startup testing, new fuel receipt, p lant tours It 
MBIV repair status 

DAVENPORT, K E Region 2, Office of Director JAPE.F Division of 
Engineering I, Operational Programs 04/02/14 9pp 22661 031 
24X Fiche 90-299,04/02/16,0403160232 


0401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits It Annunciation " 8vc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 04/02/20 Consolidated Edison Co of New 

Yorki Inc llOpp 22909 239 24X FI c h e 90-000, 84 / 02 / 20 , 0401 190072 


0403160162 Ack receipt of 040222 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 80-299/03-57, 
50-260/63-97 I. 90-296/03-57 

LEWIBrR C Division of Project It Resident Programs 04/02/29 
PARRIS, H 0 Tennessee Valley Authority Ip 22639 273 24X 

riche 50-299,84/02/29,0403160162 


"0403160171 Responds to NRC 040123 ltr re violations noted in IE Insp 
Repts 90-299/03-57,90-260/03-97 It 50-296/03-97 Corrective 
actions policy statement Issued to health physics 
technicians re high radiation area doors 

HILL8.L H Tonnesset Valley Authority 04/02/22 O'REILLY, JP 
Region 2, Office of Director 9pp 22659 274 24X 

Fiche 50-289,04/02/29,0403160162 


--04O316O170 Forwards IE Insp Repts 50-299/03-57,90-260/83-97 Si 
90-296/03-97 on 031126-1229 I, notice of violation 
LEWIS, R C Division of Project t, Resident Programs 04/01/23 
PARRIS, H 0 Tennessee Valley Authority Hpp 22699 279 24X 

Fiche 50-299,84/02/29,8403160162 


— 0403160181 Notice of violation from Insp on 031126-1229 

• Region 2, Office of Director 84/01/23 2pp 22699 281 24X 

Fiche 90-239,84/02/29,8403160162 


--B4O316O106 IE Insp Repts 50-299/03-97,50-260/03-57 I, 50-296/03-97 on 
631126-1223 Violations noted foilure to lock high radiation 
area, to follow special work permit t< to have adequate fire 
protection maint procedure 

PAULK.O L Region 2, Office of Director CANTRELL, F 8 Division 
of Project l( Resident Programs 84/01/Ql 6pp 226S3 203 24X 

Fiche 90-259,84/02/29,0403160162 


0403160210 Ack receipt of 040209 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts sO -2 99/03-40, 
90-260/03-40 U 90-296/03-40 

LEWIS, R C Division of Project t< Resident Programs 04/03/01 
PARRIS.H 0 Tennessee Valley Authority Ip. 22661 098 24X 

Fiche 90-299,84/03/01,0403160218 


— 8403160223 Responds to NRC 840111 ltr re violations noted in IE tnsp 
Repts 50-299/03-40,50-260/03-40 i< 90-296/83-40 Corrective 
actions radiological emergency planning program reviewed It 
areas requiring rev identified 

MILUB.L M Tennessee Valley Authority 84/02/09 0 'RE ILLY. J P 

Region 2, Office of Director 6pp 22661 099 24X 

Fiche 90-259,84/03/01,8403160210 


—0403160230 Forwards IE Insp Repts 50-299/03-40,50-260/83-40 l< 
90-296/03-40 on 031017-21 li 1122 It notice of violation 
LEWIS, R C Division of Project I, Resident Programs 84/OI/J 1 
PARRIS, H 0 Tennessee Valley Authority 2pp 22661 105 24X 

Fiche 50-259,04/03/01,0403160210 


—0403160239 Notice of violation from insp on 031017-21 I, 1122 

• Region 2, Office of Director 04/Ot/ll 3pp 22661 107 24X 

Fiche 50-259,84/03/01,8403160210 
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— 8403160244 IE tnsp 80-259/83-40.80-260/83-40 & 80-296/83-40 on 

631017-21 & 1122 hlDTicoini) 1 1 ante noted failure to control 
dacumenter properlij train emersency pertotinel in protective 
action roquirenents b incorporate protective action 
DECKER. T R , STODDART. P 0 Region g, Office of Director 
JEMKINS. G R Dlvition of Emergency Preparedness (. ftateriala 
Safety 84/01/06 9pp 22661 110 24X Fiche 50-289,84/03/01. 

8403160218 


8402090007 IE Info Notice 84-14. "Kigh lights of Recent Transport 
Regulatory Revs by DOT (< NRC " Svc list enc 1 

GRACE. J N Division of QA, Safeguards ti Inspection Programs (Post 
630103} 84/03/02 Consolidated Edison Co of New York. Inc 

130pp 22552 329 24X Fiche 50-000.84/03/02.8402090007 


S40S0900D8 IE Info Notice 84—16. "Failure of Automattc Sprinkler 8y » 
Valves to Operate “ Svc list end 

•JORDAN. E L Division of Eiriergencg Preparedness 4 Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York. Inc >22pp 22SS3 096 24X Fiche 50-000.84/03/02.8402090008 


8402090009 IE Info Notice 84-15. "Reporting of Radiological Releases " 
Bvc list ancL 

wlORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Conso 1 Idat eif Edison Co of New 

York, Inc 119pp 22553 217 24X Fiche 50-000.84/03/02.8402090009 


8403080213 EN-64-007. on. 840307. no 1 1 ce of violation It proposed 
idipoaition of civil penalties In amount of S40i 000 to be 
Issued Action based on failure to control access into vital 
area due to guard leaving post 

ROSANO. R . AXELRAD. -J Director's Office. Office of Inspection and 
Enforcement 84/03/02 Ip 22560.021 24X FI che. 5D-2S9, 84/03/02. 

8403080213 


8402090011 IE Info Notice 84-i7i "Problems U/Ulquid Nitrogen Coaling 
Componants Delqw Nit Ductility Temp " Svc list end 
JORDAN. E L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 64/03/05 Consolidated Edison Co of Hew 

York. Ine 117pp 22553 336 24X Fiche 50-000,84/03/05.8402090011 


B40316030B Act receipt of 840217 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-259/83-56 
LEUtS.R C Division of Project tt Resident Programs 84/03/05 
PARRIS, H G Tennessee Valley Authority ip 22660 08 5 24X 

Fiche 50-259,84/03/05,8403160308 


— 8403160318 Responds to NRC B40117 Itr re violations noted in IE Insp 
Repta 50-259/83-56.30-260/83-56 4 50-296/83-56 Corrective 
actions iOX retest sample calculation made for all snubbers 
within Category/Oroup 3 

KILLS. L N Tennessee Valley Authority 84/02/17 O'REILLV, J P 
Raglan 2. Office of Director 2pg 22660 086 24X 

Fiche 50-259. 84/03/05. 8403160308 


—8403160328 Forwards IE Insp Repts 50-259/83-56,50-260/83-56 «< 
50-296/83-56 on 831213-16 & notice of violation 
LEMtS. R C Division of Project 8< Resident Programs 84/01/17 
PARRIS. H G Tennessee Valley Authority 2pp 22660 080 24X 

Fiche 50-259,84/03/05.8403160308 


— 8403160'333 Notice of violation from insp on 831213-16 

• Region 2. Office of Director 84/01/17 ip 22660 090 24X 

Fiche 50-259, 84/03/05, 8 403160308 


—8403160339 IE Insp Repts 50-259/03-56,50-260/83-56 «< 50-296/83-56 on 
831213-16 Vlblatlon noted failure to test addl lOX sample 
For each snubber that failed functional test 

MHITENER.H L Region 2. Office of Director JAPE. F Division of 
Engineering it Operational Programs 84/01/10 Bpp 22660 091 
24X Fiche 50-859.84/03/05,8403160308 


1403290237 Forwards IE Insp Repts 50-259/84-05.50-260/04-05 6 
50-296/84-05 an 840130-0201 No violations or deviations 
identified 

VERRELUI.D M Division of Project & Resident Programs B4/03/05 
PARRIS. H 0 Tennessee Valley Autlvority 2pp 22600 229 24X 

Flcho 80-259.84/03/06,8403290237 


■8403290239 IE Insp Repts 80-259/84-06. 50-260/84-05 «, 50-296/84-05 on 
840130-0201. No violations or deviations identified Major 
areas Inspected followup of lE Bulletin 81 -03, r svleu of LERs 
re bulletin I, procedures for flow reverif leation tests 
CVNNINOHAM.A L Region 2, Office of Director MONTGOMERY, D t1 
Divieion of Engineering t< Operational Programs 84/03/02 5pp 
28800 231 24K Fiche 50-239.84/03/05,0403290837 


8402090024 IE Info Notice 84-09. Rev 1. Learned From Insps of 

Fire Protection Safe Shutdown Sys " Svc list enc i 
JORQAN.E L Division of Emergency Preparedness tt Engineering 
Response (Post B30I03) 84/03/07 Consolidated Edison Co of New 

Yorli Inc llBpp 22635 049 24X Fiche 50-000.84/03/07.8402090024 


8402090028 IE Info Notice 84-18. "Stress Corrosion Cracking in PMR 
Sys " Svc list and 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

Vorlt. tnc llDpp 22984 186 24X Fiche 50-000.64/03/07,8402090028 


8403160273 Forwards IE Enforcement Conference Repts 50-259/84-06. 
30-260/84-06 b 50-296/04-06 on 840224 

O'REILLY, J P Region 2, Office of Director 84/03/08 PARRIS.H 0 
Tonnsssee Valley Authority 2pp 22661 004 24X 

Fiche 90-259,84/03/08.0403160273 


— 8403160282 IE Enforcement Conference Repts 50-259/84-06.50-260/04-06 6 
50-296/84-06 on 840224 Major Items discussed bypassing rod 
sequence control sys while shutting down It isolation of 
dryuell to pool pressure instrument 

BUTCHER. R C Region 2, Office of Director CANTRELL. F 8 
Division of Project It Resident Programs 84/02/29 4pp 
22661 006 24X Fiche 50-239.84/03/08.8403160273 


8402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNG. R C Director's Officst Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

I34pp 22823 094 24X Fiche 50-000,84/03/12,8402090031 


8403190136 Ack receipt of 340221 It 0312 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
30-259/83-59,50-260/83-59 It 50-296/03-59 Responses meet 
10CPR2 201 requirements 

LEHISiR C Division of Project l< Resident Programs 84/03/14 
PARRIS, H 0 Tennessee Val ley Authority Ip 22670 314 24X 

Fiche. 50-259. 84/03/14. 8403190136 


— 8403190149 Suppls response to hflC 840120 Itr re vioiatlons noted in IE 
Insp Repts 50-259/83-59,60-260/83-59 I, 50-296/83-59 
Responses withlield (ref tOCFR73 21) 

MILLS. L M Tennessee Valley Authority 84/03/12 O'REILLY.J P 
Region 2. Office of Director ip 22670 313 24X 

Fiche 50-259,84/03/14.8403190136 


—0403190161 Responds to NRC 840120 Itr re violations noted in IE Insp 
Repts 50-259/83-59.50-260/83-59 I, 50-296/83-59 Responses 
withheld (ref 10CFR73 21) 

HILLS, L M Tennessee Valley Authority 84/02/21 O'REILLY.J P 
Region 2. Office of Director tp 22670 316 24X 

Flcho 50-259,84/03/14,8403190136 


— 8403190172 Forwards IE Insp Repts 50-259/03-59.50-260/83-59 It 
SO-296/BO-S9 on 031216 It notice of violation Notice of 
violation withheld (ref 10CFR2 790 It 73 21) 

LEHtS. R C Division of Project It Resident Programs 84/01/20 
PARRIS.H 0 Tennessee Valley Authority 2pp 22670 317 24X 

Fiche 50-259184/03/14.8403190136 


--B4031901B8 IE Insp Repts 50-259/B3-59. 50-260/83-59 It 50-296/03-89 on 
831216 Noncompliance noted security force member failed to 
control access to area Details withheld (ref 10CFR73 21 It 
2 790) 

TILLMAN, A . PATTER80N.C Region 2, Office of Director 
MCGUIRE.D R Division of Emergency Preparedness It Materials 
Safety 84/01/19 ip 22670 319 24X Fiche 50-259.84/03/14, 

8403190136 


8403290047 Summarlies 840312 meeting in Region II ofc re planned util 
organl lat iona 1 changes It regulatory performance Improvement 
program for facility 

O'REILLY. JP Region 2 , Office of Director 84/03/15 PARRIS.H. 0 
Tennessee Valley Authority Ip 22806’ 271 24X 

Fiche 50-259,84/03/15.8403290047 


8403290178 Ack receipt of 340217 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/83-38. 
50-260/83-38 It 50-296/83-30 

LEWISiR C Division of Project It Resident Programs 84/03/20 
PARRIS.H 0 Tennessee Valley Authority ip 22800278. 84X 

Fiche 50-259,84/03/20.8403890178 


—8403290163 Suppls response to NRC 840119 Itr re violations noted 
In IE Insp Repts 50-259/03-38, 50-260/83-38 It 50-296/83-38 
Carre c tlve actions distribution of insp rept to health 
physics personnel initiated 

MILLS, L M Tennessee Valley Authority 04/02/17 O'REILLY. JP 
Region 2. Office of Director 2pp 22800 279 24X 

Fiche 50-259,84/03/20,0403290170 


— 8403290190 Ac V receipt of 831209 itr informing NRC of steps taken to 
correct vlo'lations noted in IE Insp Repts S0-259/83-3Bt 
50-260/83-38 I. 50-296/83-30 

O'REILLY.J p Region 2. Office of Director 84/01/19 
PARRIS, HO Tennessee Valley Authority 2pp 22800.281 24X 

Fiche 50-259,04/03/20,0403290170 
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— S403290203 Ack rscript of 831209 Itr Informing NRC of steps taken to 
cn-rroct violations noted in IE Insp Repts 50~2S9/B3-38> 
30-260/83-30 t< 30-296/83-30 

LEUIStR C Division of Project h Resident Programs 83/12/21 
PARRI8>H0 Tennessee Valleg Authority Ip 22800 203 24X 

Ficho 30-239.04/03/20.8403290178 


— 3403290207 Responds to NRC B31109 itr re violations noted in IE tnsp 
Ropts 30-259/03-30.50-260/03-38 «< 30-296/83-38 Corrective 
actions insp rept distributed to health physics personnel & 

RCI-S revised to incorporate 10CFR49 changes 

MILL8.L M Tennessee Volley Authority 83/12/09 a'HEILUY. J P 
Roglon 2. Office of Director 3pp 22800 284 24X 

FUhe 50-239.84/03/20,8403290170 


— 8403290211 Forwards IE Insp Repts 30-239/83-30.30-260/03-30 t, 
90-296/03-30 on 830912-16 t< notice of violation 
LEHI8. R C Division of Project t< Resident Programs 03/11/09 
PARRIS. H 0 Tennessee Valley Authority 2pp 22000 289 24X 

Fiche 30-259.84/03/20,8403290178 


— 8403290214 Notice of violation from insp on 830912-16 

* Region 2. Office of Director 03/11/09 2pp 22000 29l 24X 

FUhe 30-239,84/03/20,8403290170 


— 8403290220 IE Insp Repts 50-239/83-38,30-260/03-38 b 30-296/83-38 on 
830912-16 Violations noted 33-gallon drum reading 30 to 69 
mllllrem per hour observed unlabeled b radiation control 
procedures not prepared or adhered to 

DEBB. B T Region 2. Office of Director BARR.K P Division of 
Engineering b Operational Programs 83/11/03 6pp 22800 293 
24X Fiche 50-299,84/03/20.8403290178 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlied 
Entries into PWR Reactor Cavities " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

Yorlt. Inc 123pp. 22823 229 24X Fiche 90-000, 84/03/21, 0402090043 


0402090044 IE Info Notice 84-20, "8vc Life of Relays in Safety-Related 
Bye " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response IPoit 830103). 84/03/21 Consolidated Edison Co of Nsw 

York, Inc. 135pp. 22933001 24X Fiche 90-000,04/03/21,8402090044 


R Periodic operating reports b related correspondence 


8403020103 Konthly operating repts for Jan 1984 N/8402i0 Itr 
CHAPMANrM . THQM.T. . JONES. 0 T. Tennessee Valley Authority 
B4/01/31. 41pp 22443 166 24X Fiche 90-299,84/01/31.8403020103 


8403300133 Forwards monthly operating repts for Feb 1984 b corrected 
Jan 1904 monthly operating rept for Unit I 

JONES, 0 T Tennessee Valley Authority 84/03/09 Office of 
Resource Management, Director. Ip 22820 203 24X 

Fiche 90-299,04/03/09,8403300133 


— B4O3300136 Monthly operating repts for Feb 1904 

THQM.T Tennessee Valley Authority 84/02/29 37pp 22820204 
24X Fiche 90-299.84/03/09.8403300133 


—0403300139 Corrected monthly operating rept for Jan 1904 
CHAPMAN.M Tennessee Valley Authority 04/01/31 2pp 

22020 243 24X Fiche 30-299.04/03/09.0403300133 


8. Reportable occurrences. LERs b related correspondence 


8403010226 Updated LER B3-016/03X-1 on B30309. of f si te analysis of 
charcoal sample from control room emergency ventilation sys 
showed methyl Iodide removal efficiency less than required 
Caused by degradation of stored charcoal U/B40219 Itr 
CLARA.JR,. J0NE8.0 T Tennessee Valley Authority 84/02/19 
O'REILLY. J.P Region 2. Office of Director. Spp 22439.230 24X 

Fiche. 90-299. 84/02/19, B4030 10226. 


8403020329 Updated LER 83-029/03L-1 on 830604. during standby gas 
treatment sys operability test. train B found inoperable 
Caused by erratic McOonnel b Miller Model AF-1 flow 
switches Damper 0-69-903 ad justed. U/840221 Itr 
CARTER. 8. D I JONES. 0 T Tennessee Valley Authority 84/02/21 
□ 'REILLY, J P Region 2. Office of Director 3pp. 22439.312 24X 

Fiche 90-299, 84/02/21 , B403020329 


8403010371 LER 84-008-00 on 840129. during normal operation, one or more 
pressure differential transmitter instrumentetton l-asA 
through D failed In downscale direction, causing troub.le 
alarm, Cause unknown. Instruments recalibr, H/e40223 Itr 
MARKIN. K M . JONES, Q T Tennsssee Valley Authority 84/02/23. 4pp 
22433:089 24 X Flehe 90-299.34/02/23.8403010371 


8403060244 LER 84-010-00 on 040203. operator observed hydrogen-oiygen 
analyzer D isolated Caused by faulty Oroup 6 Isolation relay 
signal Signal reset b hi b low relays replaced U/840228 Itr 
MORKIN. K M . JONES. G T Tennessee Valley Authority 04/02/28 3pp 
22919 178 24X Fiche 90-239.84/02/28.8403060244 


8403260233 Forwards summary list of deficiencies identified per 
10CFR90 99(e)iPart 21 b potential generic Itr repts for 
comments 

BTAR05TECKI ■ R Division of Project b Resident Programs 84/02/20 
Region 1. Office of Director 7pp 22796 063 24X 

Fiche 30-000.84/02/28.8403260233 


8403090089 LER 84-011-00 on 840209. during routine surveillance testing, 
automatic scram initiated Caused by failure of (1SIV dc 
solenoid Failure considered random event Solenoid colls 
checked weekly for operability U/840229 Itr 

SMITH.D L , JONES.O T Tennessee Valley Authority 84/02/29 3pp 
22979 317 24X Fiche 50-299.84/02/29.0403090089 


8403090245 Followup LER 84-007-01 on 840127. operator observed 
decreasing pressure on control atmospheric dilution tanks 
Caused by two isolation valves being in closed position 
□perating Instructions revised H/B40302 Itr 

UALKER. J B . JONES. 0 T Tennessee Valley Authority 84/03/02 Spp 
22573 293 24X Fiche 90-259,84/03/02,8403090249 


8403090233 LER 84-013-00 on 840213, air b vacuum release valves found 
underrated for surge check valve sve application Caused by 
misapplication of valve New valves, w/proper design 6 
pressure rating, ins tal 1 ed W/640302 Itr 

HALKER.J 0 , JONES.O T Tennessee Valley Authority 04/03/02 3pp 
22973 256 24X Fiche 50-299,84/03/02,8403090993 


8403130203 LER 84-012-00 on 840214, RHR valve FCV-1-74-48 failed to 
open, making normal method cold shutdown Impossible to 
achieve Possibly caused by failure of Phase D motor winding 
Next rept will be submitted by 840901 U/8403O6 Itr 

ROZEAR.C J , JONES.O T Tennessee Valley Authority 84/03/06 3pp 
22617 292 24X Fiche 90-299.04/03/06.8403130209 


8403190371 LER B4-019-00 on 840221 . during ongoing design review of 
plant sys. d 1 scovered that emergency equipment cooling water 
vacuum priming valve on north header underdesigned for sys 
pressure Cause not stated Valve isolated M/840309 Itr 
SMITH. D L . JONES. 0 T Tennessee Valley Authority 84/03/09 3pp 
22679 304 24X FUhe 30-299.84/03/09.8403190371 


8403200213 Updated LER B3-066/03X-1 on 8311 12. Interlock that prevents 
bridge travel over core w/one rod withdrawn b fuel grapple 
extended failed to operate. resul ting in loss of rod block 
function Caused by improper adjustment W/840309 Itr 
HOLDER. E T , JONES.O T Tennessee Valley Authority 84/03/09 
O'REILLY. J P Region 2. Office of Director 6pp 22699 314 24X 

Fiche 90-299. 04/03/09. 8403200213 


8403190125 LER 04-014-00 on 840222. reactor scrammed when turbine 
high pressure first stage pressure exceeded 142 psig w/ 
turbine stop valves closed Caused by procedural error 
Operating Instruction will be revised W/B40313 Itr 

ROZEAR.C J , JONES.O T Tennessee Volley Authority 84/03/13 3pp 
22668 248 24X Fiche 50-259.84/03/13,8403190125 


6403220046 Updated LER 84-014-01 on 840222. reactor scrammed u)ien 
turbine high pressure first stage pressure exceeded 142 pstg 
w/turbine stop valves closed Caused by procedural error. 

Operating instruction revised M/B40316 Itr 

ROZEAR.C J . JONES, 0 T Tennessee Valley Authority 04/03/13 Gpp 
22712 194. 24X Fiche 90-299,84/03/13.8403220046 


V Operator Examinations 


8403160227 Confirms 840302 meeting In Atlanta, OA re 840319 operator 
r equal i f Icat ion exam.per 840229 telcon 

LEWIBiR C Division of Project b Resident Programs 84/03/01 
PARRIB. H 0 Tennessee Valley Authority Ip 22660 328 24X 
Fiche 90-239,84/03/01,8403160227 


S403290322 Discusses 840117 Itr confirming arrangements for 
administration of requal if Ication exams Random selection 
process used to determine identify of examinees for written 
b oral exams List of examinees end 

LEWIB, R C Division of Project b Resident Programs 64/03/13 
PARRIS, H 0 Tennessee Valley Authority Spp 22802 049 24X 

Fiche. 90-259. 04/03/13, 0403290322 


B403290213 Summaritts 040302 meeting w/otil re 040323 requalification 
exam of licensed operator b senior operator personnel at 
facilities, Meeting provided better understanding of operator 
requalif Ication training b exam programs 

LEUISi R C Division of Project b Resident Programs 84/03/15 
PARRIS. H 6. Tennessee Valley Authority Spp 22800 360 24X 

Fiche 90-239,84/03/15,8403290213 



I 


52 


DOCKETED ITEMS j 

1 

1 


DOCKET SO-260 DROWNS FERRY NUCLEAR POWER STATION. UNIT 3 


F SecuTitiji medlcali etnergency & fire protection plans 


64030&023S Emergency plan implementing pr oc edur esi itic lud 1 ng IP~3 re 
notification of unusual event. IP-a re alert. IP-4 re site 
emergencg i< IP-6 re radiological cnergencg p Ian. ac t ivet Ion 
at support ctr U/B402Se 1 tr tc list of effective pages 
MILLS. LM Tennessee Val leg Authority S4/0Z/1O O'REILLY. JP 
RegiDii 2, Office of Director S2pp 225I& D?a 24X 
FIche 50-259. B4/02/ 10. 6403060230 


6403060371 Advises that NRC uill not revleu emergency plans to delete 
privacy or proprietary Info unless specifically Teq.uested by 
licensee. per 910707 Generic Ltr 91-27 W/o reqoes t. entire 
plan luill be placed In PDR 

VAS3ALL0. D Q Operating Reactors Branch 2 94/02710 PARRIS. H 0 

Tennessee Valley Authority. 2pp 22552 261 24X 

Flcha 30-259.94/02/10. 9403060571 


6403060233 Rev S to Procedure IP-9. "Muscle Shoals Emergency Ctr 
Imp 1 emont Ing Procedures Document " W/B40213 ltr 
MAXWELL. A . SLIOER.E K Tennessee Valley Authority 64/02/13 
63pp 22518 033 24X Fiche 50-000.84/02/13.9403060235 


B403060147 Foruards revised effective pages to KnoivUle Emergency Ctr. 
Central Emergency Control ctr.Dlv of Nuclear Pouer Emergency 
Ctr S> Muscle Shoals Emergency Control Ctr emergency plan 
implementing procedures W/o Muscle Ehoals pages 

HILLS.L H Tennessee Valley Authority 64/02/28 O'REtLLY. U P 
Region 2. Office of Director ip. 22516- 165 Z4X 
Fiche 50-000, 84/02/28, 9403060147 


— 9403060163 Revised list of effective pages to Knotvllle Emergency Ctr 
emergency plan Implementing procedures 

* Tennessee Valley Authority 94/02/06 8pp 22516 166 24X 

Fiche 30-000,84/02/28.8403060147 


— 9403060189 Revised list of effective pages to Central Emergency 
Control Ctr anergency plan implementing procedures 
« Tennessee Valley Authority 84/02/06 Bpp 22516 174 24X 

FKAc 50-000. B4/02/2B. 64030601 47 


— 8403060206 Revised list of effective pages to Div of Nuclear Power 
Emergency Ctr emergency plan Implementing procedures 
* Tennessee Valley Authority B4/02/06 4p p 22916 182 Z4X 
Fithe 50-000,94/02/29.6403060147 


8403160162 Act receipt of 640222 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-2S7/83-S7. 
50-260/83-37 6 60-276/63-57 

LEHIS.R C Dlviilon of Project Si Resident Programs 84/02/27 
PARRIS, H 0 Tennessee Valley Authority Ip 2265S 273 24X 

Fiche 50-257, B4/02/29. 8403160162 


■-B4'0316017l Responds to NRC 840123 ltr re violations noted in IE Insp 
flepts 30-257/63-57, S0~260/e3-57 & 50-296/83-37 Corrective 
actions policy statement issued to health physics 
technicians re high radiation area doors 

HILLS.L M Tennessee Valley Authority 84/02/22 O'REILLY. JP 
Region 2, Office of Director Spp 2263S 274 24X 

Fiche 90-257, B4/02/29. 6403160162 


— 04031601BI Notice Of violation from Insp on 831126-1225 

• Region 2, office of Director 84/01/23 2pp. 22635 2S1 24X 

Fiche 30-257, B4/02/27. 6403160162 


— 8403160IB6 IE |nsp Repts 30-257/83-57,30-260/03-57 6 30-276/63-57 on 
831 126-1225 Violations noted failure to loct high radiation 
area, to follow special work permit N to have adequate fire 
prntaction malnt procedure. 

PAULK, 0 L Region 2. Office of Director B4/01/21 6pp 
22655 283 24X Flcht 90-257,84/02/27.8403160162 


8403160218 Act receipt of G40207 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-299/63-40. 

SQ-260/83-40 N 30-296/03-40 

LEUI9.R C Division of Project N Resident Programs B4/03/D1 
PARRIB. H 0 Tennessee Valley Authority tp 22661 078 24X 

Fiche 50-259,64/03/01,0403160219 


*8403160223 Responds to NRC 840111 ltr re Violations noted In IE Insp 
Repts 50-239/83-40.50-260/83-40 ti 30-296/83-40 Corrective 
actions radiological emergency planning program revlsued 6 
areas requiring rev identified 

MILLS, L-H Tennessee Valley Authority B4/02/09, O'REILLY, JP 
Region 2. Office of Director 6pp 22661 097 24X 

Fiche 30-239,84/03/01,8403160218 


— 8403160230 Foruards lE Insp Repts 50-259/83-40.30-260/83-40 6 
50-276/83-40 on 83)017-21 6 1122 6 notice of Vlnlatlon 
LEWIS.R C Division of Project 6 Resident Programs 84/01/11 
PARRIS, H 0 Tennessee Valley Authority 2pp 22661 103 24X 

Fiche 30-257,84/03/01,0403160219 


— 9403160239 Notice of violation from insp on 931017-21 6 1122 

* Region 2. Office of Director 84/01/11 Spp 22661 107 24X 

Fiche 30-259, 04/03/01, 0403160210 


--9403160244 IE Insp Repts 50-239/83-40,50-260/03-40 N 30-276/83-40 on 
831017-21 6 1122 Nunc omp 1 i anc e noted failure to control 
documents, properly train emergency personnel In protective 
action requirements I< Incorporate protective action 
DECKER, T R Region 2, Office of Director 84/01/06 7pp 
22661 110 24X Fiche 30-239,84/03/01.8403160218 


8403160343 Eitends Invitation to attend region 840316 uorkshop at 
regional ofe to discuss iOCFRSO.App R requirements V recent 
results of insp to help resolve misunderstandings associated 
u/r aqulrements 

LEgtS,R C Division of Project 6 Resident Programs 94/03/02 
PARRIS, M 0 Tennessee Valley Authority 2pp 22660 093. 24X 

Fiche 50-000,84/03/02,8403160343 


B40313048S Ack receipt of 840119 ltr transmitting Rev 7 to security 
personnel training 6 qualification plan Rev consistent 
u/provisions of lOCFRSO S4<p) b acceptable 

LEWIS.R C Division of Project b Resident Programs 84/03/08 
PARRISiH 0 Tennessee Valley Authority 2pp 22613 210 24X 

Fi Che* 50-257, 84/03/09, 9403130483 


8403130484 Aci receipt of 940130 ltr transmitting rev to physical 
security plan Rev consistent ui/pravl sions of lOCPRSO 34<p) 
b acceptable 

LEWIS.R C Division of Project b Resident Programs 84/03/09 
PARRIB. H 0 Tennessee Valley Authority 2pp 22613 197. 24X 

Fiche 50-257,84/03/09,6403130484 


8403160025 Advises that 640116 rev to physical security personnel 
training b qualification plan consistent u/provlslons of 
lOCFRSO 54lp) b acceptable 

LEWIS.R C Division of Project b Resident Programs 84/03/13 
PARRie, H 0 Tennessee Valley Authority 2pp 22653 350 24X 

Flcho 50-257,84/03/13,0403160025 


8403170136 Ack receipt of 840221 b 0312 1 trs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-259/83-57, 50-260/83-59 b 50-296/63-39 Responsas meet 
10CFR2 201 requirements 

LEWIS.R C Division of Project b Resident Programs 84/03/14 
FARRIS, H 0 Tennessea Valley Authority Ip 2S670 314 24X 

Fiche 50-259.84/03/14,9403190136 


— 8403170147 Supple response to NRC 840120 ltr re violations noted In IE 
Insp Repts 50-257/03-39, 50-260/83-59 b 50-296/83-59 
Responses withheld (ref taCFR73 21). 

MILL8.L H Tennessee Valley Authority 84/03/12. O'REILLY. J P 
Region 2, Office of Director Ip. 22670 315 24X 

Fiche 50-259184/03/14,8403190136 


‘6403190161 Responds to NRC 840120 ltr re violations noted in IE Insp 
Repts 50-259/83-59,30-260/83-59 b 50-296/83-99 Responses 
withheld (ref 10CPR73 21) 

MILLS.L M Tennessee Valley Authority 64/02/21 O’REILLY, J P 
Region 2, Office of Director Ip 22670 316 24X 

Fiche 50-299.04/03/14,8403190136 


"0403190172 Forwards IE Insp Repts 50-299/83-39,30-260/63-59 b 
90-296/03-99 on B31216 b notice of violation Notice of 
violation withheld (ref lOCFfiZ 790 b 73 21) 

LEWIE, R C Division of Project b Resident Programs 64/01/20 
PARRIS, H 0 Tennessee Valley Authority 2pp 22670 317 24X 

Fiche 30-259, 94/03/14, 6403190136 


—8403190100 IE Insp Repts 50-259/83-59, 30-260/83-59 b 50-896/83-59 on 
831216 Noncomp 1 iance noted security force member failed to 
control access to area Details withheld Cref 10CFR73 21 b 
2 790) 

TILLMAN, A Region 2. Office of Director 84/01/19. Ip. 

22670,319 24X Fiche 50-259,84/03/14,8403170136. 


8403270117 Forwards FEMA final rapt for 031015-16 emergency exercise. 
VERRELLI.D M Division of Project b Resident Programs 84/03/20 
PARRIB.K.O Tennessee Valley Authority Ip 22907.027 24X 

Fiche 50-857, 04/03/20, 8403270117, 
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O Adjudicatory correspondence 


B4O32OD0S9 Submits addl Info on util initiatives In PRAi per response to 
040227 Itr Effort to reduce number of violations rlslts 
maintained 

FREEMAN. 8 D Tennessee Valley Authority 04/03/12 MARKEY. E J 
House of Rep > Interior ii Insular Affairs 2pp 22689 033 24X 

Fiche S0-23‘?. 04/03/12. B403200057 


J. Insurance !< Indemnity information 


B403060334 Foruards Endorsement 73 to NELIA Policy NP-1<?B 

DUCK.J R Marsh St McLennan, Inc 84/02/28 0ALT2MAN, J Assistant 
Diractor for State b Licensee Relations 2pp 22S16 00? 24X 

Fiche 90-29?, 84/02/20, 8403060334 


F Dparatlng license stage documents correspondence 


6403060076 Foruerds request for addl info re inservlce testing of pumps 
4t valves, in order to complete revleu of 820031 t, 830406 
subinlttals Response requested utithln 49 days of Itr receipt 
VABSALLO, 0, B Operating Reactors Branch 2 84/02/10 PARRIS, H 0 

Tannetsae Valley Authority 4pp 22920 288 24X 

Fiche’ 90-29?, 84/02/10, B403060076 


B403140340 Summary of 831219 meeting u/QE tt Mark 1 Ouiners Oroup in 
BethetdiiMO re Hark I containment uetue 1 l-dryutel 1 vacuum 
breaker design methodology 

BIEOEL, 0 L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 91pp. 22639 l?a 24X Fiche 50-000,84/02/21, 

8403140340. 


B403D10306 Application for amend to Licenses DPR-33, DPR-92 ft DPR-6B> 
changing Tech Specs to lower Oroup 1 isolation setpoint for 
reactor lower water level N/proprietary NEDE-300t2i " .M8IV 
Hater Level. " Kept withheld (ref 10CFft2 790) 

HILLS, L M Tennessee Valley Authority 84/02/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22433 042 
24X Fiche 90-299,84/02/22,8403010306 


— 8403010313 Proposed changes to Tech Specs lowering Group 1 isolation 
setpoint for reactor lower water level H/affldavit 
• Tennessee Valley Authority 84/02/22 2?pp 22433.049 24X 

Fiche 90-299.84/02/22,0403010306 


B40319D323 Forwards info re BNL dote reduction project plant visit Info 
allows BNL personnel to better prepare for station visit, 
aipedlte paperwork ft mlnimlie Impact on plant personnel 
VASBALLO, D B Operating Reactors Branch 2 84/02/28 PARRIS, H 0 

Tennessee Valley Authority 46pp 22662 040 24X 

Fiche 90-299,84/02/20,8403190323 


8403130007 Forwards response to Generic Ltr 83-36 re NL1RE8-0737 Tech 
Specs 

MILLS, L.M. Tennessee Valley Authority 84/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3PP 22613 349 
24X Fiche 90-299,84/03/07,8403130007 


8403130029 Informs that addl info raquestey on 831012 re reactor 
protection sys power monitoring sys design mods will be 
submitted by B40702 

HILL8.L M Tannaikae Valley Authority. 84/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 22614 362 B4X 
Fiche’ 90-299, 84/03/07, 8403130029, 


B403160247 Informs of 840327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical DA program, per 
840302 tele on 

LEWISiR C Region 2, Office of Director 04/03/08 PARRIS, H 0 
Tennetiae Valley Authority Ip 22660 361. 24X 

Fiche. 90-000, 84/03/00, 8403160247 


8403160373 Notifies of use of A8ME Nuclear Components Cods Case N32-4 
for hydrostatic testing of Class 3 embedded piping hRC 
position re use of Code Case N32-4 requested 

MlLLSiL.H Tennessee Valley Authority 84/03/12. DENTON, H R. 

Office of Nuclear Reactor Regulation, Director. ip 22660.014 24X 

Fichei 90-000,84/03/12, 8403160373 


8403190278 Generic Ltr 84-07 to all licensees of BHRs re procedural 
guidance for pipe replacement at BHRs. Sve list end 
ElSENHUTiD.O Division of Licensing 84/03/14 Commonwealth 
Edison Co 2Dpp 22823,394. 24X Fiche; 90-000. 84/03/14, 0403190279 


8403200170 Forwards response to Item 4 9 of Generic Ltr 63-28, 
"Required Actions Based on Generic Implications of Salem 
ATH8 Events" re reactor trip sys reliability Control rod 
tests check rod insertion times ft hydraulic scram valves 
MILLS, L H Tennessee Valley Authority 84/03/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lOpp 22700 024 
24X Fiche, 90-299, 84/03/19, 8403200170 


8403260229 Forwards add! info rp test configuration ft results of 
verification testing, per 840tO6 request re adequacy of 
station electric distribution sys voltages Test results 
Indicated no unexpected voltage levels 

MILLS, L M Tennessee Valley Authority 04/03/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 26pp 22796 124 
24X Fiche 90-299.84/03/19.8403260229 


0 Inspection reports, IE Bulletins ft correspondence 


0403070094 Responds to NRC ltr re violations noted in IE Insp Repts 
90-299/83-09.90-260/03-09 ft 50-296/03-09 Lilt of 
identified deficiencies ft implementation schedule provided 
to senior NRC inspector on 030901 

MILLS. L M Tennessee Valley Authority 83/09/15 O'REILLY, 3 P 
Region 2, Office of Director Ip 22947 26t 24X 

Fiche 90-259,03/09/19,0403070094 


0403070237 Updates 830719 response to NRC 830616 ltr re violations 
noted In IE Insp Rapts 90-299/83-19,90-260/03-19 ft 
50-296/03-19 Operating Instructions revised ft Units 2 ft 3 
P8C charging sys operational 

MILLS, L M Tennessee Valley Authority 83/09/30 □ 'REILLY, J P 

Region 2, Office of Director. ip 22541 361 24X 

Fiche 50-259,03/09/30,8403070237 


0403070271 Suppls 030030 response to NRC ltr re violations noted in IE 
Insp Repts 50-299/83-23,50-260/83-23 ft 50-296/03-23 Boral 
test specimen installation will be delayed until 031020 due 
to lata receipt of matls per 831012 telcon 

HAMMER, D 8 Tennessee Valley Authority 03/10/21 O'REILLY. U P 
Region 2, Office of Director Ip 22946 396 24X 

Fiche 50-259,03/10/21,8403070271 


04D3O7DO23 Responds to NRC ltr re violations noted In IE Insp Repts 
50-259/83-27,90-260/83-27 ft 90-296/03-27 Corrective actions 
compliance w/instructlons will be achieved ft corrective 
actions will be completed before Cycle 6 operation 
MILLS, L M Tennessee Valley Authority 83/10/27 O'REILLY, J P 
Region 2, Office of Director Ip 22941 262 24X 

Fiche 50-259,03/10/27,8403070023 


0403070067 Forwards IE Insp Repts 50-239/03-50,90-260/83-50 ft 
50-296/83-50 on 830912-16 ft 26-30 Unresolved item re 
possible high radiation doses measured by personnel 
dosimeters, discussed on 03 1028, considered closed 

□ 'REILLY. J P Region 2, Office of Director 04/01/11 PARRIS.H 0 
Tennessee Valley Authority 2pp 2SS49 34t 24X 

Fiche 50-259,84/01/11,8403070067 


—0403070072 IE Insp Repts 50-259/03-90.50-260/03-50 ft 50-296/03-90 on 
831020 No violations or deviations noted Major areas 
Inspected TLD ft multiple badglng 

DEBS, B T Region 2, Office of Director 83/12/05 Spp 
28345 343 24X Fiche 50-239,04/01/11,0403070067 


0403160238 Forwards IE insp Repts 50-239/94-04,50-260/84-04 ft 
90-296/B4-04 on 840123-87 No violations or deviations noted 
VERRELLI, D M Division of Project ft Resident Programs 84/02/16 
PARRIS.H 0 Tennessee Valley Authority 2pp 28661 029 24X 

Fiche 50-259,84/02/16,8403160232 


—8403160230 IE Insp Repts 50-259/04-04,50-260/84-04 ft 60-296/84-04 on 
840123-27 No violations or deviations noted Major areas 
inspected startup testing, new fuel receipt, p lant tours ft 
MBIV repair status 

DAVENPORT, K E Region 2, Office of Director JAPE, F Division of 
Engineering ft Operational Programs 84/02/14 3pp 22661 03! 

24X Fiche 50-259,84/02/16,0403160232. 


0401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits ft Annunciation “ Sve list 
one i 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 84/02/20 Consolidated Edison Co of New 

York, Inc I19pp 22909 239 24X Fiche 50-000.04/02/28,8401190072 


8403160162 Ac k receipt of 840222 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/83-97, 
90-260/03-57 ft 9O-296/03-S7 

LEHI8, R C, Division of Project ft Resident Programs. 84/02/29 
PARRI0,H 0 Tennessee Valley Authority Ip. 226S9 273 24X 

Fiche. 50-259, 04/02/29,8403160162 


— B403160171 Responds to NRC 840123 ltr re violations noted in IE Insp 
Repts 50-899/03-97,50-260/83-57 ft 50-296/03-97 Corrective 
actions policy statement issued to health physics 
technlclens re high radiation area doors 

MILLS, L M Tennssite Valley Authority 84/02/22 O'REILLY, JP 
Region 2, Office of Director Spp 22699 274 24X 

Fiche 50-259,04/02/29,0403160162 
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— B403160178 FoTUarda IE Itiap Rept* 50-259/83-37.30-2*0/83-97 (. 
S0-S9*/e3-37 an 831186-1225 t. notice of vloUtlon 
LEUISi R c Division of Project 8i Resident Programs 84/01/23 
PARRIS. H G Tennessee 1/allev Authority 2pp 226S5 279 24X 

F 1 c h B 30-259. 04 /02/ 29. 84 03 1 601 62 


— 8403160181 Notice of violation from Insp on 831126-1223 

* Region 2. Office of Director 84/01/23 2pp 22639 281 24X 

Flche 50-259. 84 /02/ 29. 04 03 1 601 62 


— 8403160186 IE Intp Rept* 30-239/B3-97. 50-260/83-37 *< 30-296/03-37 on 
831126—1223 Violations noted failure to lock high radiation 
area, to follou special i/ork permit li to have adequate fire 
protection malnt procedure 

PAULK, G L Region 2, Office of Director CANTRELL, F 8 Division 
of Project 6 Resident Programs 84/01/21 6pp 22639 263 24X 

Flcho 90-259,94/02/29.8403160162 


8403160218 Ack receipt of 840209 Itr informing NfiC of steps taken to 
correct violations noted in IE Insp Repts 50-259/83-40, 
50-260/83-40 & 30-296/83-40 

LEUISiR C Division Of Project 1« Resident Programs 84/03/01 
PARRIS.H G Tennessee Valley Authority Ip 22661 098 24X 

Flcho- 50-259. 04/03/01 . 84031 602 10 


— 8403160223 Responds to NRC 840111 Itr rt violations noted In IE Insp 
Repts 50-259/83-40. SO-260/83-40 l< 50-296/83-40 Corrective 
actions radiological emergency planning program ravleieed 6 
areas requiring rev Identified 

HILLB.l M Tennessee Valley Authority B4/02/09 □■'REILLY. J P 
Region 2, Office of Director. 6pp. 22661 09? 24X 

Ficho 50-259.84/03/01,8403160218 


— 8403160230 For'UariJB IE Insp Repts 50-239/83-40. 50-260/83-40 & 
90-296/83-40 on 831017-21 t< 1122 fc notice of violation 
LEUISiR c DlylBlon of Project & Resident Programs 84/01/11 
PARRI9. H 0 Tennessee Valley Authority 2pp 22661 10 5 24X 

Flche 50-259.94/03/01,8403160210 


— 840316023? Notice of violation from insp on 831017-21 L 1122 

* Region 2. Office of Director 84/01/11 3pp 22661 107 24X 

Flche 30-259,84/03/01,8403160218 


— B403160244 IE Insp Repts 30-239/83-40, 50-260/83-40 fc 50-296/63-40 on 
031017—21 6 1122 Noncompliance noted failure to control 
documents, properly train emergency personnel In protective 
action requirements &, incorporate protective action 
DECKER, T R , STODDART, P O Region 2, Office of Director 
-JENKINS, 0 R Division of Emergency Preparedness k Materials 
Safety 04/01/06 9pp 22661 110 24X Flche 50-239,84/03/01. 

0403160210 


8402090007 IE Info Notice 84-14. “Highlights of Recent Transport 
Regulatory Revs by DOT k NfiC " Svc list end 

GRACE. J M Division of QA, Bafeguords k Inspection Pragrams (Post 
830103} 84/03/02 Consolidated Edison Co -of Neu York. Inc 

130pp 22552 329 24X Flche 50-000.84/03/02,8402090007 


8402090008 IE Info Notice 84-16. “Failure of Automatic Sprinkler Sys 
Valves to Operate ’• Svc list enc I 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post B30103I 84/03/02 Consolidated Edison Co of Neu 

York, Inc 122pp 22933 098 24X Flche 30-000.84/03/02, 8402090008 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releases." 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response iPost B30103J 84/03/02 Consolidated Edison Co of Neu 

York, Ihc 119pp 22953 217 24X Flche 30-000,84/03/02,8402090009 


0403000213 EN-a4-007 on 840307, not 1 ce of violation fa proposod 
Imposition of civil penatti«s In amount of 440.000 to be 
Issued Action based on failure to control access into vital 
area due to guard leaving post 

R08ANQ, R , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 84/03/02 Ip 22360 02 i 24 X Flche 30-239.84/03/02, 
8403080213 


B402090011 IE Info Notice 84-17, "Problems W/LIquid Nitrogen Cooling 
Components Selow Nil Ductility Temp " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Reeponsb <Post 8301031 84/03/03 Consolidated Edison Co of Nou, 

York, Ihc 117pp 22333 336 24X Flche 50-000,84/03/03,8402090011 


8403160308 Ack receipt of 840217 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rspt 30-239/03-96 
LEUISiR C Division of Project fa Resident Programs 84/03/03 
PARRIS.H G Tennessee Valley Authority ip 22660 089 84X 

Flche: 90-239, 84/03/09. 8403160308 


— B4'0316D31B Responds to NRC 840117 Itr re violations noted In IE Insp 
fiepts 50-239/83-56,50-260/83-96 fa 50-296/83-96 Corrective 
actions lOX retest sample calculation made for all snubbers 
within Category /Croup 3 

KILLS, L M Tennessee Valley Authority 04/02/17 O'REILLY. J P 
fleglon 2, Office of Director 2pp 22660 086 24X 

Flche 30-239,84 /03/09,84O31 60308 


—8403160328 Forwards IE Insp Repts 30-299/83-36,30-260/83-96 fa 
30-296/83-36 on 831213-16 fa notice of violation 
LEUISiR C Division of Project fa Resident Programs 64/01/17 
PARRIS.H 0 Tennessee Valley Authority 2pp 22660 088 24X 

Flche 30-239,84/03/03,8403160308 


— 8403160339 IE Insp Repts 30-259/83-56. 30-260/83-36 fa 30-296/83-56 on 
831213-16 Violation noted failure to test addl lOX sample 
for each snubber that failed functional test 

UKITENER.HL Region 2. Office of Director JAPE. F Division of 
Engineering fa Operational Programs 84/01/10 Spp 22660 091 
24X Flche 50-239,84/03/05,8403160300 


0403290237 Forward* IE Insp Repts 90-259/04-05,30-260/84-05 fa 
SO-296/S4-OS on 840130-0201 No violations or deviations 
Idantif led. 

VERRELL 1 , 0. H Division of Project fa Resident Progroms. 84/03/05 

PARRIB, H 0 Tennessee Valley Authority 2pp 22B0D 229 24X 

FichS 90-299,84/03/05,8403290237 


—8403290239 IE Insp Repts 50-299/84-05,90-260/04-08 fa 90-296/04-05 on 
S40I30-02O1 No violations or deviations Identified najor 
areas inspected followup of IE Bulletin 81-03, review of LERs 
re bulletin fa procedures for flow rrvcrlf Icatlon tests 
CUNNINGHAM, A L Region 2, Office of Director. MONTGOMERY, 0 M 
Division of Engineering fa Operational Programs 04/03/02 Spp 
22000 231 24X Flche 50-259,04/03/05,8403290237 


8402090024 IE Info Notice 84-09. Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown By* " 8ve list end 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc lIBpp 22635 049. P4X Flche. 50-000, 04/03/07, 0402090024 


8402090028 IE Info Notice 84—18, "Stress Corrosion Cracking in PUR 
Sys ” Svc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22BB4. 186 24X Flche 50-000,84/03/07,8402090028 


8403160373 Forwards IE Enforcement Conference Repts 50-259/84-06, 
90-260/04-06 fa 90-296/04-06 on 840224 

O'REILLY, J.P Region 2, Office of Director 04/03/00 PARRIS.H 0 
Tennassee Valley Authority. 2pp 22661 004 24X 

Flche 50-299.84/03/00,0403160273 


— 8403160282 IE Enforcement Conference Repts 90-299/04-06,90-260/84-06 fa 
30-296/84-06 on 840224 Major Items discussed' bypassing rod 
sequence control sys while shutting down fa isolation of 
drywell to pool prissure instrument 

BOTCHER. R C Region 2, Office of Director CANTRELL, F 8 
Division of Project fa Resident Programs 84/02/29 4pp 
22661 006 24X Flche • 50-239. 84/03/08. 8403160273 


8402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays in Use In 
Class IE Safety Sys '' 8vc list end 

DEYOUNO, R C Director's Offlcs, Office of Inspection and 

Enforcament 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823.094 24X FI eh e- 30-000, 84/03/12, 8402090031 


8403190136 Ack receipt of 840221 fa 0312 Itrs Informing NRC of steps 
taksn to correct violations noted In IE Insp Rspts 
50—259/83-59,90-260/83—99 fa 30-296/83-99 Responses meet 
tOCFR2 201 requirements 

LEUISiR C Division of Project fa Residsnt Programs 04/03/14 
PARRIS.H o Tennessee Valley Authority ip 22670 314 84X 

Flche 80-899,84/03/14,0403190136. 


-0403190149 Supple response to hRC 840120 Itr re violation* noted In IE 
Insp Repts 30-299/83-99, 90-260/03-99 fa 50-296/03-99 
Responses withheld (ref 10CFR73 21). 

MILLS, L M Tennessee Valley Authority 84/03/12 □'REILLY, J P. 

Region 2. Office of Director Ip 22670 319 24X 

Flche 50-239,04/03/14,8403190106 


— 0403190161 Respond* to NRC 840120 Itr re violations noted In IE Insp 
Repts 50-299/83-39,30-260/83-99 fa 80-296/03-39 Responsti 
ulthhetd (ref 10CFR73 21) 

MILLS, L M Tennessee Valley Authority 84/02/21 0 'REILLY, J P 

Region 2, Office of Director Ip. 22670 316 24X 

Ficho 50-239,04/03/14.8403190136 
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— 0403190178 Forwards IE Insp Rcpts 30-299/83-59i 30-260/B3-59 & 
30-896/83-39 on 831216 & notice of violation Notice of 
violation uilthheld Iref 10CFR2 790 t> 73 21) 

L£UIS> R C Division of Project b Resident Programs 84/01/20 
PARRIS, H 0 Tennessee Vail eg Authority 2pp 22670 317 24X 

Fiche 30-239184/03/14,8403190136 


— 8403190100 IE map Repts 30-239/83-39.30-260/83-59 b 50-296/83-39 on 
831216 Noncompliance noted security force member failed to 
control access to area Oetails withheld (ref 10CFR73 21 t< 

2 790) 

TILLMAN. A , PATTERSON, C Region 2, Office of Director 
MCOUIRE, D R Division of Emergency Preparedness b Materials 
Safety 04/01/19 Ip 22670 319 24X Fiche 30-259. 84/03/14, 

0403190136 


8403290047 Summarizes 840312 meeting in Region II ofc re planned util 
organizational changes b regulatory performance improvement 
program for facility 

O'REILLY, V P Region 2, Office of Director 84/03/15 PARRIS.H 0 
Tennessee Valley Authority Ip 22806.271 24X 

Fiche 30-839.84/03/13,8403290047 


8403290178 Ack receipt of 840217 1 tr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-239/83-38, 
30-260/83-30 b 30-296/03-38 

LEUIS.R C Division of Project b Resident Programs 84/03/20 
PARRIB.H 0 Tennessee Valley Authority Ip 22800 278 24X 

Fiche- 30-839, 84/03/20. 8403290178 


— 8403290183 Suppls response to NRC 840119 Itr re violations noted 
In IE Insp Repts 30-259/83-30,30-260/83-38 b 30-296/83-30 
Corrective actions distribution of Insp rept to health 
physics personnel Initiated 

MILLS. L M Tennessee Valley Authority 84/02/17 O'RElLLYiJP 
Region 8, Office of Director 2pp 82800 279 24X 

Fiche 30-239.84/03/20,8403290178 


— 8403290190 Ack receipt of 831209 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-239/83-30, 
30-260/83-38 b 50-296/83-38 

O'REILLY, J P Region 3, Office of Director 84/01/19 
PARRIS, H 0. Tennessee Valley Authority 2pp 22800 881 24X 

Fiche 30-839,84/03/30,8403290178 


— 8403290203 Acl( receipt of 831209 Itr informing NRC of steps taken to 
correct violations noted In lE Insp Repts 30-239/83-38. 
30-260/S3-3B b 30-296/93-38 

LEUIB, R C Division of Project b Resident Programs 83/12/21 
PARRIS. H 0 Tennessee Velley Authority Ip 22800 283 24X 

Fiche. 30-239, 84/03/20. 8403290178 


— B403290207 Responds to NRC 831109 Itr re violations noted In IE Insp 
Repts 30-259/83-38,50-260/83-38 b 50-296/83-38 Corrective 
actions insp rept distributed to health physics personnel b 
RCI-S revised to incorporate 10CFR49 changes 

hills, L M Tennessee Valley Authority 83/12/09 O'REILLY, JP 
Region 2, Office of Director 3pp 82800 284 24X 

Fiche. 30-239, 84/03/20. 8403290170 


— 8403290211 Forwerds IE Insp Repts 30-239/83-30,30-260/83-38 b 
30-296/83-38 on 830912-16 b notice of violation 
LEUI8, R C Division of Project b Resident Programs 83/11/09 
PARRIS.H 0 Tennessee Valley Authority 2pp 22800*289 24X 

Fiche 30-259,84/03/20,8403290178 


— 6403290214 Notice of violation from insp on 830912-16 

• Region 2, Office of Director 83/11/09 2pp 28800 291 24X 

Fiche, 30-839, 84/03/20, 9403290178 


— 0403290220 IE Insp Repts 30-239/83-38,30-260/83-38 b 30-296/83-38 on 
830912-16 Violations noted S3-gallon drum reading 30 to 63 
mltlirem par hour observed unlabeled b radiation control 
procedures not prepared or adhered to 

DEB6, B T, Region 2, Office of Director BARRiK P Division of 
Englnetrlng b Operational Programs 83/11/03 6pp. 22800 893 
24 X Fiche* 30-239, 84/03/20, 8403290170 


8402090043 lE Info Notice 84-19, "Two Events Involving Unauthorliad 
Entries Into PWR Reactor Cavities " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/21 Conso 1 idated Edison Co of New 

York, Inc t23pp 22823 229 24 X Fiche 30-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "8vc Life of Relays In Saf ety-Rslatad 
Sys. ■' Bvc list end 

JORDAN, £ L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc tsspp 22933 OOl 24 X Fiche 30-000.04/03/21.8402090044 


R Periodic opdrating reports b related correspondence 


8403020103 Monthly operating repts for Jan 1984 U/B40210 Itr 
CHAPMAN, M , THOM, T , JONES, O T Tennessee Valley Authority 
84/01/31 41pp 22443 166 24X Fiche 50-259.84/01/31,8403020103 


6403300133 Forwards monthly operating repts for Feb 1984 b corrected 
Jen 1984 monthly operating rept for Unit 1 

JONES, O T Tennessee Valley Authority 84/03/09 Office of 

Resource Management, Director Ip 22820 203 24X 

Fiche 50-239.84/03/09,8403300133 


— 8403300136 Monthly operating repts for Feb 1984 

THOM, T Tennessee Valley Authority 84/02/29 37pp 22820 204 
24X Fiche 30-239,84/03/09.8403300133 


8 Reportable occurrences, LERs b related correspondence 


8403S60S33 Forwards summary list of deficiencies Identified per 
iOCFRSO 35(e), Part 21 b potential generic Itr repts for 
comments 

STAROBTECKI.R Division of Project b Resident Programs 84/02/28 
Region 1, Office of Director 7pp 22756 065 24X 

Fiche 30-000,04/02/28,8403260233 


8403130181 LER 84-003-00 on 840212, routine surveillance testing stopped 
because operator unable to bring HPCI turbine speed down to 
required 2,400 rpm Caused by erratic ramp generator/slgnal 
converter bo> adjustment U/840306 Itr 

SMITH, 0 L , JONES, 0 T Tennessee Valley Authority 84/03/06 3pp 
22617 324 24X Fiche 30-260,04/03/06,8403130181 


8403200171 Followup LER e2-028/03X-3 on 010921, turbine reactor bldg 
Doors 237 b 230 opened s Imu I taneousl y, breach Ing secondary 
containment Caused by failed Folger Adams interlock sys due 
to loose door latch screws Procedures revised U/B40309 Itr 
CARTER, B , JONES.O T Tennessee Valley Authority 84/03/09 
O'REILLY, JP Region 2, Office of Director 3pp 22699 333 24X 

Fiche 50-260.04/03/09,8403200171 


0403220139 LER 84-004-00 on 840222, dur ing startup, reactor scrammed 
Caused by high flus spike on channels C b F of Intermediate 
range monitors Plant written procedures b nuclear engineer 
qualification program revised U/B40315 Itr 

MORKIN, K M > JONES.O T Tennessee Valley Authority 84/03/13 3pp 
22713 331 24X Fiche 30-260,84/03/13,0403220139 


V Operator Examinations 


8403160227 Confirms 840302 meeting In Atlanta, OA re 840319 operator 
r equal 1 flcat Ion exam. per 840229 telcon 

LENI8. R C Division of Project b Resident Programs 84/03/01 
PARRIS. H (} Tennessee Valley Authority Ip 22660 328 24X 
Fiche 30-239,04/03/01,8403160227 


8403290322 Discusses 040117 Itr confirming arrangements for 
administration of r equal 1 flcatlon exams. Random selection 
process used to determine Identify of examinees for written 
b oral exams List of examinees end 

LEWIS, R C Division of Project b Resident Programs 84/03/13 
PARRIS, H 0 Tennessee Valley Authority 3pp 22002 049 24X 

Fiche 30-239,04/03/13, 0403290322 


8403290213 Summarizes 840302 meeting w/util re 040323 requal 1 flcatlon 
exam of licensed operator b senior operator personnel at 
facilities Meeting provided better understanding of operator 
requallf tcation training b exam programs 

LEWIS, R C Division of Project b Resident Programs 84/03/13 
PARRIS.H 0 Tennessee Velley Authority 3pp 22800,360 24X 

Fiche* 30-239. 84/03/13, 0403290213 


DOCKET 30-261 H B ROBINSON PLANT. UNIT 2 


F. Security, medical, emergency b fire protection plans 


0403160383 IE Insp Rept 50-261/84-02 on 040111-0210 No vioUttono or 
deviations identified Major areas inspected Tech Spec 
compl lance, p lant tour, gperat ions performanc b, RO s, 
housekeeping, st te security, curve 1 1 lance b malnt activltiai 
WEI8E, S . MYERS, D Region 2, Office of Director BEMI8, P H 
Division of Project b Resident Programs 84/02/16 i 2 pp 
22660.002 24 X Fiche 30-261.04/02/17,0403160302 


0403160382 Forwards IE Insp Rept 50-261/84-02 on 040111-0210 No 
violations or deviations identified 

VERREUUl.D M Division of Project b Resident Programs 84/02/17 

UTLEY, E E Carolina Power b Light Co Ip 22660*001 a4X 

Fiche 30-261,04/02/17,8403160382 
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8403060306 Foruards order confirining util cocnml tmerkts to laiplement 
r ei^ulretnents of Suppl I to HUREC-0737 Order based on 
c orunltmrnts contained In util 840415 6 B30B24 reiponses to 
621217 Generic Ltr B2-33 

VAH(JA» S A Operating Reactars Branch 1 B4/02/Z1 UTUEYiE E 

Carolina Fouer 6 Light Co 3pp 2SSS2 165 24X: 

Flche S0-S61< B4/DS/2] . 84O306DS0S 


— 8403060510 Order confirming licensee cammitmenti on emergencg response 
capab i 1 Itiji per Generic Ltr B2-‘33> Bu p p 1 1 to NUITE0“0737 
EISENKUT. D G Division of Licensing 84/02/21 Carolina Poiuer 

tt Light Co 6pp 22552 1 6B 24X Fiche 50-26 ), B4/02/21 , 

9403060508 


8403160249 Aci receipt of 840217 ltr inPorralng NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/83—35 
Implementation of corrective actions ul 1 1 be examined during 
future Insps 

LEWIS.R C Division of Project U Resident Programs 84/02/29 

UTLEY.E E Carolina Pouier t< Light Co ip 22660 299 24X 

Flche 30-261.84/02/29,8403160249 


— B403160262 Responds to NRC 840118 ltr re violations noted In IE Inap 
Rapt 50-261/83-35 Corrective actions Emergency Procedure 
pep- 105 uill be revised to implement recommendations of IE 
Info Notice B3-2B U NUREG-06S4 

HOROAN. R E Carolina Potaer 6 Light Co 84/02/17 O'REILLY. J P 
Region 2. Office of Director 3pp 22660 300 24X 

Fiche 50-261, 84/02/29. B4031 60249 


— B403160300 IE Insp Rept 50-261/83-35 on 831203-09 Ylolatlon noted IE 
Info Notice B3-2B guidance not Incorporated into Emergency 
Procedure fEP-lOS, "Emergency Control - General Emergency " 
STOODART. P O Region 2. Office of Director JENKINS, O R 
Division of Emergency Preparedness 6 Materials Safety 84/01/11 
7pp. 22660 305 24X F I ch e 30-26 1 . 84/02/29, 8403160249 


B4D3200245 Revised emergency implementing procedures, inc I uding Rev 1 to 
Procedure PEP-503. "Administration of Radioprotective Drugi" 

6 Rev 1 to Procedure PEP-653i "Performance of Training, 

Exercises 6 Drills “ N/840316 ltr 

MORGAN. R E Carolina Pouer b Light Co 84/02/29 O 'REILLY, J P 
Region 2. Office of Director ISpp 22691 120 24X 

Fiche 50-261.84/02/29.8403200245 


8403160293 Advises of 940316 meeting in Region It ofc to discuss App R 
requirements 6 results of recent App R insps Attendance 
should be limited to six util employees 

LEUlSrfl C Division of Project b Resident ProgramB 04/03/09 

UTLEY.E E Carolina Pouer b Light Co Ip 22660 109 S4X 

Fiche SO-OOO. 94/03/02, 8403! 602 03 


8403090094 Suppls 831025 request for exemption from requirements of 
10CFR73 55 for portion of steam generator repair program 
End ulthhdd (ref 10CFR73 21) 

UTLEY.E E Carolina Pouer b Light Co 84/03/OS UARGA, S A 
Operating Reactors Branch 1 2pp 22571 114 24X 

Flche 30-261.94/03/05,8403090094 


1403230127 Revs 0 b 4 to Emergency Plan Implementing Procedure PEP-IOS 
“Emergency Control - General Emergency " W/B40320 Hr 
HOROAN. R E Carolina Pouer b Light Co 84/03/20 O'REILLY. J P 
Region 2, Office of Director I4pp 22730 193 24X 

Flche 50-261.84/03/20.0400930127 


P Operating license stage documents !< correspondence 


8403060470 Discusses negotiations u/lieeiisee on NURE0-O737 items re 
emergency operating procedur es. per 830601 b 0712 memos 
REOUA. 0 Operating Reactors Branch 1 83/09/09 EISEMIUT, D 0 

Division of Licensing ip 22549 326 24X Flche 30-261.83/09/09. 

8403060470 


8403010230 Notification of 840228 meeting u/util in Dethesda.MD to 
discuss multi-plant actions. TMl action items b specific open 
i terns 

REQUA.O Operating Reactors Branch I 84/02/21 VARGA. 8 A 
Oparating Reactors Branch 1 2pp 22479 195 24X 

Flche 50-261.84/02/21.8403010230 


8403060005 Foruards Amend 77 to License DPR-23i ASLD order dismissing 
proceeding b notice of Issuance Amend approves steam 
generator repair program & provides licensing conditions re 
repair operation W/o ASLB order 

REOUA. 0 Operating Raactors Branch 1 84/02/88 UTLEY.E E 

Carolina Pouer b Light Co 3pp 22588 354. 24X 

Fiche 50-261. 84 /02/2B. S40306000S 


— 8403060009 Amend 77 to License DPR-23. approving steam generator repair 
program b providing licensing conditions re repair 
operation 

BrSENHUT. D G Division of Licensing B4/02/2B 3 pp 22S2B 357 
a4X Fiche 50-261,84/02/28.8403060005 


— 8403060012 Notice of issuance & availability of Amend 77 to License 
DPR'23 

VAROA. 8 A Operating Reactors Branch I 84/02/28 3pp 
22528 360 24X Fiche 50-261,64/02/28.8403060005 


B403050217 Forwards request for add! info re TMI Item II D 3 4. 
"Cantrol Roam Habitability “ Respanae requested ulthin 45 
days of receipt of ltr 

VARGA, 8 A Operating Reactors Branch 1 84/02/29 UTLEY.E E 

Carolina Pouar b Light Co 4pp 22520 139 24X 

Flche 30-261,84/02/29.0403030217 


8403130093 Foruards util resolution of generic environ qual 1 f icetlcin 
of safety-related electrical equipment deficiencies 
discussed in 830105 SER 

CUTTER, A B Carolina Pouer b Light Co 84/03/02 VARGA. 8 A 
Operating Reactors Branch 1 46pp 22614 215 24X 

Fiche 90-261.04/03/02.8403130093 


B4D3IS0161 Application to amend License OPR-23. requesting blanket 
approval to transfer slightly contaminated sediment from 
settling ponds to facility ash ponds using either 
h y drovacuutn truck or direct piping /sluicing method 
UTLEY.E E Carolina Pouer b Light Co 84/03/09. VARGA. 8 A 
Operating Reactors Branch 1 3pp. 22640 059 24X 

Flche 90-261,84/03/09.8403150161 


— 8403150163 “Transfer of Slightly Contaminated Sediment to Ash Pond vie 
Ash Sluice Bys. “ BAR 

• Carolina Power b Light Co 83/01/19 27pp 22640 062 24X 

Flche 50-261,64/03/09,8403150161 


8403210093 Provides addl info re adequacy of electrical distribution 
voltage sys. per 840119 request Criteria used in selecting 
undervoltage b overvoltage alarm setpoints for il9-kV grid 
voltage discuss ed- 

C UTTER, A B Carolina Power b Light Co. 84/03/09 VARGA, 8 A 
□peratlng Reactors Branch 1 IQpp 22705 339 24X 

Flche 90-261.84/03/09,0403210093 


8403210116 Forwards addl info re pauisr distributions as part of 
pr rssur 1 X ed thermal shock program to effect flux reduction, 
per 830930 submltta 1 . in response to 840301 telcan 
ZIMMERMAN. S R CaraUna Pouer b Light Go 84/03/12 VARGA.S A 
Oparating Reactors Branch 1 3pp 22709 064 24X 

Flche 90-261.84/03/12.0403210116 


9403300225 Requests remittance of Class V fee for 020701 application 
for steam generator repair program EIB prepared to aseces 
major environ impact of occupational radiation exposures 
associated w/proposed repair of steam generator 

HILLER, W 0 License Fee Management Branch 04/03/14 JONES. J. A 
Caroline Fouer b Light Co 2pp 22649 037 84X 

Flche 90-261.84/03/14. 8403300225. 


B4D3270'I239 Application for amend to License DPR-23 revising Tech Specs 
re Immediate notification requiraments far LER sys 
CUTTER, A B Carolina Pouer b Light Co 84/03/81 VARGA. 0 A 
Operating Reactors Branch 1 2pp 22772.033 24X 

Flche 50-261.84/03/21.8403270235 


— 840327023? Proposed Tech Specs re immediate notification r equlramants 
of LER sys 

a Carolina Power b Light Co 04/03/21 30pp 22772 035 24X 

Flche 50-261,84/03/21,8403270235 


Q Inspection reports, IE Bulletins b correspondence 


8402140189 Forwards IE Insp Rept 50-261/83-37 an 831215-16 No 
violations or deviations noted 

VERRELLI.D H Division of Project b Resident Programs 84/01/10 
UTLEY.E E Carolina Pouer b Light Co Spp 22228 355. 24X 

Flche: 50-261.84/01/10,840214016? 


— 8402140193 IE Insp Rept 50-261/03-37 on 831215-16 No violations or 
deviations noted Major areas Inspected' RCS leek rate 
measurement 

BURNETT. P T Region 2, Office of Director JAPE.F Division of 
Engineering b Operational Programs. 84/01/10 Spp, 2222B' 397 
24X Flche: SO-261. 84/01/10. 8402140189 


0403160382 Forwards IE Insp Rapt 50-261/04-02 on 8401 11-0210. No 
violations or deviations Identified. 

VERRELLI.D, M Division of Project b Resident Programs 84/02/17 

UTLEY.E E Carolina Power b Light Co |p 28660'00l. 24X 
Flche, 50-261,84/02/17. 84031 603B2 
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"8403160385 IE Insp fJept 50-261/84-02 on 840111-0210 No violations or 
davlatlons IdentlFted Major areas inspected Tech Spec 
compl lancet p Ian t tour. operatiana per formance. ROs. 
houselceep tng. si te secur i ty. survel 1 lance tc malnt activities 
HEISE. B . MYEfiS. D Region 2. Office of Director DEMI8. P R 
Division of Project t. Resident Programs 84/02/16 12pp 
22660 002 H4X Fie he 50-261.84/02/17.8403160302 


8401190072 It Info Notice 84-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits Annunciation " Sve list 
•nc 1 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response iPost 8301031 04/02/28 Consolidated Edison Co of New 

York, Inc I15pp 22909 239 24X Flcho 50-000,84/02/28.8401190072 


B403160249 Ack receipt of 040217 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/03-35 
Implementation of corrective actions will be examined during 
future insps 

LEUIS.R C. Division of Project !< Resident Programs 84/02/29 
OTUEV. E E Carolina Power & Light Co Ip 22660 299 24X 

Flche 50-261,04/02/29,0403160249 


"8403160262 Responds to NRC 840110 Itr re violations noted in IE Insp 
Ript 50-261/83-35 Corrective actions Emergency Procedure 
PEP-105 will be revised to implement recommendations of IE 
Info Notice 03-28 (• NURE0-06S4 

MORGAN. R E Carolina Power i Light Co 04/02/17 n'REILLY, J P 
Region 2, Office of Director 3pp 22660 300 24X 

Fich# 50-261,84/02/29,0403160249 


— 8403160275 Forwards IE Insp fiept 50-261/03-35 on 031205-09 t< notice 
of violation W/o notice of violation 

LEUIS, R C Division of Project S, Resident Programs 84/01/10 

UTLEY. E E Carolina Power b Light Co 2pp 22660 303 24X 

Flche 50-261,84/02/29,040316024? 


— 8403160300 IE Insp Rept 50-261/83-35 on 831205-09 Violation noted IE 
Info Notice 83-28 guidance not Incorporated into Emergency 
Procedure PEP-103, “Emergency Control - Oeneral Emergency " 
BTODDART/P 0 Region 2, Office of Director JENKINS, 0 R 
Division of Emergency Preparedness b Materials Safety 04/01/11 
7pp 22660 305 24X Flcho 50-261,04/02/29,8403160249 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Sve list end 

GRACE, JN Division of QA, Safeguards b Inspection Programs (Post 
B30103) 04/03/02 Consolidated Edison Co of New York, Inc 

laopp 22552,329 24X Flche 50-000,04/03/02.0402090007 


B40209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Ratponit (Post 8301031 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 a4X Flche 50-000.84/03/02,8402090008 


6402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Bve lilt end 

JDRDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/03/02 Consolidated Edison Co of New 

York, Int 119pp 22553 217 24X Flche 50-000,84/03/02,0402090009 


B40209001I IE Info Notice 84-17, "Problems U/Llnuid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bve list end 
JORDANiE L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/03/05 Consolidated Edison Co of New 

York, Inc il7pp 22553 336 24X Flche 50-000,84/03/05,8402090011 


B40B090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys ” 8vc list enc 1 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Reeponee (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22635 049 24X Flche 50-000,84/03/07,8402090024 


B4O2O9OO20 IE Info Notice 04-18, "Stress Corrosion Cracking in PWR 
Sys, ” 8vc 1 1st end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Responee (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Int 118pp 22584’ 186 24X Flche 50-000,84/03/07,8402090028 


6403160267 Forwards IE Enforcement Conference Repts 50-261/84-08 b 
30-400/84-00 on 840223 

O'REILLY. J P Region 2, Office of Director 04/03/09 UTLEY, E E 

CaroUna Power b Light Co 2pp. 22660 275 24X 

Flche 50-000,84/03/09,8403160267 


— B403160274 IE Enforcement Conference Repts 50-261/84-08 b 50-400/84-08 
on 840223 Major areas discussed unauthorised entry into 
facility reactor cavity b QA programs re procurement of 
•VC* b mat Is 

VERRELLI.D, M Division of Project b Resident Programs 04/03/06 
3pp 22660-277 24X Fiche 50-000,84/03/09,8403160267 


0402070031 IE Bulletin 04-02, "Failures of GE Type KFA Relays In Use sn 
Class IE Safety Sys " Sve list end 

DEYOUNO, R C Director-s Office. Office of Inspection and 

Enforcement 04/03/12 Censolidated Edison Co of New York, Inc 

134pp 22823 094 24X Flche 50-000,04/03/12.8402090031 


0403300324 Discusses IE insp on 040221 b forwards notice of violation 
b proposed imposition of civil penalty 

O'REILLY, J P Region 9, Office of Director 84/03/13 UTLEY. E E 

Carolina Power b Light Co 2pp 22842 312 24X 

Flcho 50-261,84/03/13,8403300324 


— 8403300327 Notice of violation b proposed imposition of civil penalty 
in amount of *30,000 Violation noted health physics 
technician failed to perform adequate surveys for licensed 
operator when entry made into reactor keyway sump 
O'REILLY, J P Region 2, Office Of Director 04/03/13 4pp 
22042 315 24X Flcho 50-261,84/03/13.0403300324 


8402090043 IE Info Notice 04-19, "Two Events Involving Unaut hor i led 
Entries into PUR Reactor Cavities " Sve list enc 1 
J8RDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 04/03/21 Consolidated Edison Co of New 

York. Inc laOpp 22023 229 24X Flche 50-000.84/03/21.0402090043 


8402090044 IE Info Notice 04-20. "Sve Life of Relays in Safety-Related 
Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Flche 50-000,04/03/21,0402090044 


R Periodic operating reports b related correspondence 


8403080135 Monthly operating rept for Jan 1984 N/840302 Itr 

SCOTT, A E . NORRIS, H R , MORGAN. R E Carolina Power b Light Co 
84/01/31 DEYOUNG. R C Director's Office. Office of Inspection and 
Enforcement 4pp 22559 279 24X Flche 50-261,04/01/31,8403080135 


8403080250 Monthly operating rept for Feb 1984 W/B40302 Itr 

NORRIS, H R , SCOTT. A E . MORGAN. R E Carolina Power b Light Co 
04/02/29 DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 4pp 22557 117 24X Flche 50-261.84/02/29,8403080258 


S Reportable occurrences, LERs b related correspondence 


8403150098 Special rept on 840131, sli hose s tations, seven non-Tech Spec 
hose stations b two hydrants inoperable due td Isolation of 
water loop for bldg const Addl support for rerouted fire 
water piping provided 

MORGAN, fi E Carolina Power b Light Co 04/03/06 O'REILLY, J P 
Region 2, Office of Director Ip 29640 362 24X 

Flche 50-261,04/03/06,8403150098 


8403130445 EN-84-009 on 84031 2, not 1 c c of violation b proposed 
imposition of civil penalty In amount of *30,000 will be 
issued based on failure of Tech Specs procedures re entry 
Into locked high radiation area 

FLACK, E , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 84/03/07 Bpp 22613 138 24X Fiche 50-261,04/03/07, 

8403130443 


DOCKET 50-262 BRIGHAM YOUNG UN IV RESEARCH REACTOR 
Q Inspection reports, IE Bulletins b correspondence 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " 8vc list 
one 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc 113pp 22909 239 24X Flche 50-000.04/02/20,8401190072 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Sve list end 

GRACE, J N Division ef QA, Safeguards b Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New York, Inc 

130pp 22552 329 24X Flche 30-000,04/03/02,8402090007 


0402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22553 098 24X Fiche 50-000,84/03/02.0402090008 


0402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22553217 24X Fiche 50-000,84/03/02,0402090009 
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SflOZOVOOll IE Info NotUe 84-17, ''Problerai H/Liquti} Nitrogen Cooling 
Components Delou Nil Ductllltg Teflip *' Svc list ene I 
JORDAN, E L JJlvlslon of Emergency PreperePneis & Engineering 
Response <Post 830103) 84/03/05 Consolidated Edison Co of Neu 

Yort. Int I17pp S?5S3 336 24J< Flche 30-000,84/03/05,8402090011 


8402090034 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN’, E L Division of Emergency Preparedness E< Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Ntu 

Yort. Inc llSpp 22635 049 24X Fiche 50-000,84/03/07,8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cratldng In PWB 
Sgs " Svc list end 

JORDAN, E L DivLsidn of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc I18pp 22584 186 24X Fictie 50-000,84/03/07,8402090028 


8403090031 IE Bulletin B4-D2, “Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " 8vc list end 

DEVOUNO, R C Director's Dfflce, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Hey York, Inc 

134pp, 22823 094 24XFiche 50-000,84/03/12,0402090031 


B402090D43 IE Info Notice 84-19, "TviD Events Involving Unauthoriied 
Entries into PNR Reactor Cavities " Gvc list end 
JORDANtE L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York. Inc 123pp 22823 229 24XFiche 50-000,84/03/21. 8402090043 


8402090044 IE info Notice 84-20, "8vc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness (< Engineering 
Aesponse (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 135pp 22933 001 24X Flche 50-000,84/03/21.8402090044 


DOCKET 50-263 HONTICELLO NUCLEAR OENERATINO PLANT 


F Security, medical, emergency 6 fire protection plans 


84O306Q041 Advises that NRC yl 1 1 not revteu emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
licensee, per BJ0709 Generic Ltr 81-27 W/o r eque s t, ent 1 r e 
plan uili be placed in POR 

VASSALLO, D B Operating Reactors Branch 2 84/02/10 MUSOLF. D M 

Northern States Pouer Co 2pp 22528 32S 24X 

Flche 50-263,84/02/10.8403060041 


8403060283 Rev 5 to Emergency Plan Implementing Procedure A 2-106. 
"Activation of Technical Support Ctr *' W/e4030l ltr t, list 
of current pages 

BRURD, R L . 3CHEINERT. R L . FEY. F L Northern States Payer Co 
84/02/28 app 22319 207 24X Flche 50-263,84/02/28. 8403060265 


8403060185 Act receipt of 840207 ltr transmitting Rev 14 to security 
plan Rev consistent u/provlstons of lOCFRSO S4(pl t, 
acc vptab 1 e 

AXELSON.U L Region 3, 0 1 f i c e o f D Ir e c tor 84/03/01 HU50LF. D M 
Northern States Power Co 3pp 22516 35? 24X 

Flche 50-263,84/03/01.8403060185 


6403080238 Forwards "Nonticello Nuclear Poyer Plant Slte-Bpecl f ic 
Offsite Radiological Emergency Preparedness Evaluation*' 1. 
"Monttcello Nuclear Power Plant Full-Scale Joint Emergency 
Eierclse on 830223," final ropt 

KRtItn, R W Federal Emergency Kanagement Agency 84/03/05 
Federal Emergency Management Agency 3pp 22560 127 24X 

Flche 50-263,84/03/05,8403080236 


— 8403080242 “Monticello Nuclear Power Plant Bi te-Specl f ic Offsite 
Radiological Emergency Preparedness. State of MN t, Sherburne 
6 Uright Counties." regional directors evaluation 
s Federal Emergency Management Agency 84/01/26 32pp 
22560 130 24X Flche 50-263.84/03/05,8403080238 


— 8403060244 "Monttcello Nuclear Poiiier Plant Full-Scale Joint Emergency 
Eiercise on 830223." final rapt 

• Federal Emergency Management Agency 84/03/05 llOpp 
22360 255 24 X Flche 30-263.84/03/05.8403080238 


0403130198 Forwards evaluation of State of MN l> Shiolborne t< Wright 
Counties emergency preparedness plan for 830223 full-scale 
eiercise Identified deficiencies corrected 
KRIHM, R W Federal Emergency Management Agency 84/03/05 
JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 7pp 22613 256 24X Flche 50-263,84/03/05, 

8403130198 


— 8403130209 Evaluation of State of MN & Shelburne t< Wright Counties 
emergency preparedness plan for 830223 full-scale eiercise 
* Federal Emergency Management Agency 84/03/05 63pp 
22613 263 24X Flche 50-263,84/03/05,8403130198 


8403130060 Eitends Invitation to attend regional workshop on fire 
protection safe shutdown requirements of 10CFR50,App R 6 IE 
Info Notice 84-09 on 840323 In Rosemont, IL Proposed agenda 
end for review 

BPEBBARD. P L. Division of Engineering 84/03/06 LARSON. C E 
Northern States Power Co 3pp 22590 286 24X 

Flche 50-263.84/03/06,8403120060 


I F inane ia 1 Information 


8403290115 Suppl to Annual Financial Rept 1983, cons 1 sting of financial 
6 statistical Info 11/840326 ltr 

BRUSVEN, A D Northern States Power Co 83/12/31 23pp 22806 183 
34X Fich* 50-000,03/12/31,8403290115 


P Operating license stage documents & correspondence 


8403140340 Summary of 831215 meeting u/CE ti Mark I Owners Oroup in 
Betheeda.MO re Mark I containment wetuel l-drywe 1 1 vacuum 
breaker design methodology 

SIEOEL.B L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 Sipp 2263S 198 24X Fiche 50-000.84/02/21, 

0403140340 


8403140185 Forwards SER on NUREO-0737, Item II D 1 re performance 
testing of BWR relief & safety valves Item satisfactorily 
T Bsolve d 

VASSALLO, 0 8 Operating Reactors Branch 2 84/02/24 HOaOLF, D M 

Northern States Power Co I7pp 22638 004 24X 

Flche 50-263.84/02/24,8403140185 


8403130079 Forwards “Effluent & Waste Disposal Semiannual Rapt,Jul- 
Dec 1983," "Offsite Radiation Dose Assessment, 1983" 6 
Rev 4 to "Offsite Dose Calculation Manual " 

FEY, F L Nortljern States Power Co 84/03/01 Region 3, Office of 

Director Ip 22617 327 24X Flche 50-263,84/03/01,8403130079 


— 8403130103 Rev 4 to "Offsite Dose Calculation Manual " 

e Northern States Power Co 84/02/23 12pp 22617 347 24X 

Flche 50-263,84/03/01,8403130079 


8403150275 Oenarlc Ltr 64-07 to all licensees of BWRs re procedural 
guidance fur pipe replacement at BWRs Svc list enct 
EtSENHUT, D 0 Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp 22823 354 24X Flche 50-000.84/03/14.8403150275 


8403300323 Notifies that Class III fee appropriate for review of 800515 
application to amend License OPR-32 re definition of term 
operab 1 e 

DIOOS, R M License Fee Management Branch 84/03/15 MUSOLF. 0 W 
Northern States Power Co Ip 22842 319 24X Fiche 50-263. 

04/03/ 1 5. 0403300323 


8403270049 Provides Info to aid NRC In review ti approval of alternate 
shutdown eys design (ASSO) Drawings showing physical 
location of ASSD control & relay panels t. PtiIDs for RHR ti 
raactoT water cleanup sys will be provided 

MUSOLF. D Northern States Power Co 04/03/19 Office of Nuclear 
fieaetOT Regulation. Director 2pp 22769 344. 24X 

Flche 50-263,84/03/19,8403270049 


O Inspection reports, IE Bulletins (< correspondence 


8403120141 Forwards IE Insp Rept 50-263/84-01 on 840111-0201 No 
noncomp liance Identified 

SHAFER. W 0 Region 3. Office of Director 84/02/23 LARSON. C,E 
Northern States Power Co 23pp 22585 234 24X 

Fiche 50-263,84/02/23,8403120141 


— B403120145 IE Insp Rept 50-263/84-01 on 840111-0201 No noncompUance 
or deviations identified Major areas inspected operational 
safety, LERs, IE bulletins It c Irculars, preparation for 
rt fue 1 1 ng. onsl te review committee k procedures 

BROWN, C H , OROBE.J A , EVANS, C D Region 3, Office of Director 
84/02/21 epp 225BS 236 24X Flche 50-263,84/02/23.8403120141 


8403200267 Forwards IE Insp Rept 50-263/84-02 on 840206-10 No 
non camp] lances Identified 

PAPERIELLO, C J Region 3, Office of Director 84/03/06. 
LARSON, C E Northern States Power Co Ip 22696 342 2 4X 

Flche 50-263.84/03/06,8403200287 
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— 0403200391 IE Insp Rept 30-363/84-03 on 840206-10 No nonsompl lance 
or deviation Identified Major areas Inspected organization 
ti mgt controli aud 1 tsi advance planning t< preparat 1 on< tra Ining 
t( qualifications U exposure control 

GRANT. W D , OREOERiL R Region 3. Office of Director 84/03/03 
7pp 22696 343 34X Ficha SO-363. 04/03/06. 8403200287 


8403190064 Informs that investigation of vendor purchase orders 
indicated that facility received no fraudulent products sold 
by Ray Ml 1 1 er. ine. per IE Bulletin 83-07 review 
LARSON. C E Northern States Power Co 84/03/13 DEVOUNO.R C 
Director's Office. Office of Inspection and Enforcement 2pp 
22664 382 24X Flche 50-263.84/03/12.0403190064 


R Periodic operating reports S< related correspondence 


84(03030197 Monthly operating rept for Jan 1984 M/B402i0 1 tr 

MYRABO. A U . MUSDLF. D Northern States Po(uer Co 84/01/31 5pp 
23440 837 24X Flche 50-263.84/01/31.0403020197 


8403300087 Monthly operating rept for Feb 1964 N/840306 Itr 

KYRABO. A L , MUSOLF. D Northern States Po(eBr Co S4/03/89 Spp 
22622 021 24X Flche 50-363.84/02/29.0403300007 


8403130079 Forwards "Effluent ti Waste Disposal Semiannual Rept.Jul- 
Dec 1903." "Offsite Radiation Dose Assessment. 1903" t. 

Rav 4 to "Offsite Dose Calculation Manual " 

PEViF L Northern States Power Co 04/03/01 Region 3. Office of 
Director Ip 32617 327 34X Flche 50-263,84/03/01,8403130079 


— 0403130007 "Effluent «< Waste Disposal Semiannual Rept, Jul-Dec 1983 
» Northern States Power Co 83/12/31 ISpp 22617 328. S4X 
Flche 50-263.04/03/01.8403130079 


— 0403130096 "Offsite Radiation Dose Assessment, 1903 " 

• Northern States Power Co 03/12/31 4pp 22617 343 34X 

Flche 50-263,84/03/01,0403130079 


—0403130103 Rev 4 to "Offsite Dose Calculation Manual “ 

e Northern States Poiuer Co 84/02/23 t2pp 33617 347 24X 

Flche 50-263,84/03/01,0403130079 


8 Reportable occurrences, LERs & related correspondence 


8403010316 LER 84-006-00 on 8401 19. reactor bldg isolation t< initiation 
of standby gas treatment occurred when radiation check 
kource brought too close to refuel floor spent fuel pool 
monitor Area radiation monitor relocated W/B40224 Itr 
HILLER. M L . MUSOLF, D Northern States Poteer Co 04/03/84 Spp 
82432.098 34X Flche 50-263,84/02/24,8403010316 


B4030B0233 PNQ-II I-B4-017A several cracks discovered In stainless steel 
piping sections In LPCI sys U jet pump Instrument seal 
Stainless steel sections (> jet pump instrument seal lines 
will be replaced 

DEFAYETTE, R , CHRISSOTIMOS, N , SHAFER, W Region 3, Office of 
Director, 84/03/01 Ip 28560 125. a4X Flche 50-263,04/03/01, 
04O3OBO233 


8403130008 LER 84-007-00 on 840206, reactor recirculation motor 
generator set drive motor breaker failed to open remotely 
Caused by binding of rollers Rollers cleaned & repacked 
w/vendor approved lubricant W/e40306 Itr 

PUDLICK.L , MUSOLF. D Northern States Power Co 84/03/05 3pp. 
22588.243 24X Flche' 50-263, 84/03/05, 8403120068. 


8403120033 LER 04-OOS-OO. on B4D807, operating recirculation pump (P) 
shutdown (( associated pu(np set generator field breaker did 
not trip Caused by faulty field breaker Maint frequency 
Increased t, all bearings t, rollers cleaned W/040307 Itr 
KELLER, M < MUSOLF, D Northern States Power Co 84/03/06. 4pp 
2S5BS 225 24X Flche 50-263,84/03/06,0403120033 


8403130365 LER 84-009-00 on 840207, EFT sys (control room HVAC) 
transferred to emergency mode due to toxic chemical detector 
tape break Caused by excessive friction between optics block 
t< tape Spring tension reduced t, block replaced W/640300 Itr 
HAMMER, M F , MUSOLF. D Northern States Power Co 84/03/08 3pp 
22616 270 24X Flche: 50-263, 04/03/08, 8403130365 


8403130423 PND-I I I-B4-017B on 040308, during visual Insp, four J nozzles 
on feedwater spargers of reactor vessel found cracked 
Decision on repair t, replacement pending more detailed exam 
State of MN notified 

DEFAYETTE, R , WALKER, R , SHAFER, W Region 3, Office of Director 
B4/03/0B ip 22613 090 24X Flche 50-263,84/03/08.8403130423 


64032002SS LER 84-010-00 on 8402 1 7, emerg sncy filtration train sys 
control room HVAC transferred to toxic chemical emergency 
mods Caused by release of chlorine into chlorine tank 
storage room W/a40316 Itr 

IVERSON. 0 N , MUSOLF, D Northern States Pouter Co B4/03/t6 3pp 
22691 loa 24X Flche 50-263,84/03/16,8403200255 


8403220003 LER 84-011-00 on 840218 tc 23. crack indications detected on 
loop jet pump D instrument seal on loops A & B of rhr 
LPCI lines Caused by Intergranular stress corrosion 
cracking Affected metis replaced W/840319 itr 

KELLER, M , MUSOLF. D Northern States Power Co 84/03/19 3pp 
22713 342 24X Flche 50-263.84/03/19,8403220003 


DOCKET 50-264 DOW CHEMICAL CO 


P Security, medical, emergency t, fire protection plans 


8401260161 Releases putllc version of request for S-month extenslton 
for completion of revs to emergency plan 

FELTON. J M Division of Rules end Records 04/01/18 Document 
Management Drench Ip 21959 357 24X Flche 50-264.84/01/18, 

8401260161 


— 8401260167 Submits public version of request for 2-month extension for 
completion of revs to emergency plan from 040103-0302 
Extension period will be used to modify plan per final 
ANSI 15 11 (1982) ltd 

KOCHER.C W Dow Chemical Co 83/12/23 THOMAS, C 0 

Standard 1 zatlon tt Special Projects Branch Ip 21959 358 SAX 

Flcho 50-264,04/01/10,8401260161 


0403050012 Forwards revised emergency plan 

KOCHER.C H Dow Chemical Co 84/03/01 THOMAS, C O 
Standardization L Special Projects Branch Ip 22490 077. 24X 

Flche 50-264.84/03/01,8403050012 


— 8403050013 Revised emergency plan 

* Dow Chemical Co 04/02/23 5bpp 22490 070 a4X 
Flche 50-264,84/03/01,6403050012 


DOCKET 50-265 QUAD CITIES STATION, UNIT 2 


F Security, medical, emergency t, fire protection plans 


8403090294 Public version of revised emergency plan Implementing 
procedures, Ine lud Ing Procedures QEP 110-0 re station 
director L QEP 110-2 re acting station directory (shift 
engineer) W/JM Felton release memo 

KOVAK,T J , TIETZ.O , OERNER, L Commonwealth Edison Ce 03/11/03 
43pp 22592 017 24X Flche 50-254,83/11/03.8403090294 


8403060063 Advises that NRC will not review emergenc(j plans bo delete 
privacy or proprietary info unless specifically requested by 
licensee. per 810709 Generic Ltr 81-27 W/o request, entir o 
plan will be placed In PDR 

VA88ALL0, D 0 Operating Raactors Branch 2 84/02/10 FARRAR. 0 L 

Commonwealth Edison Co. 2pp 22528 303 24X Flche 50-254,84/02/10. 

8403060063 


8403130155 Advises that state (, local plans S, preparedness for 
radiological emergencies adequate Approval conditional on 
FEMA verification of adequacy of alerting h notification 
sijs.pBr App 3 of Rev I to NURE0-06S4/FEMA-REP-1 
SPECK, 8 W Federal Emergency Management Agency 84/03/02 
DIRCK8.W J Office of the Executive Director for Clpcratiohs 2pp 
22608 229 24X Flche 50-254,84/03/02,8403130155. 


8403120149 Notifies of 840323 regional workshop in Rosemont. IL u/all 
Region III licensees to discuss fire protection safe 
shutdo(un requirements Workshop will provide addl guidance re 
lOCFRSO. App R requirements Agenda end 

8PE88ARD. R L. Division of Emergency Preparedness t< Operational 
Support 64/03/06 REED. C Commonwealth Edison Co 3pp 
22586 182 24X FUhe 50-254,84/03/06,8403120149 


P Operating license stage documents U correspondence 


8403050337 Forwards erdar confirming util commitment re intergranular 
stress corrosion cracking insp t, repair Order being filed 
(u/Ofe of FR for publication Safety evaluation also end 
VA8SALL0. D B Operating Reactors Branch 2 34/02/15 FARRAR, D L 

Commonwealth Edison Co 2pp 22501 344 24X Flche 50-265,84/02/15, 

8403050337 
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— 8403050341 Order conf Irmi rkfl util tommitmenl re i ntergrenuj ar stre9« 
carrosion cracking insp l< repair RC5 leakage ulll be limibed 
to S gpm Increaae in unidentified leakage uithln ang 24 h 
period 

EteCMHUTtS 0 Division of Licensing 84/02/19 Comm anuiea 1th 

Edison Co 6pp. 22301 346 24XElcha 30-269, 84/02/ ISi 3403030337 


— S403030349 Safety evaluation re Intergranular stress corrosion 
cracking tnsp & nod plans nust be submitted to NRC at least 
3 months prior to start of nert refueling outage 
• Office of Nuclear Reactor Regulation, Director 84/02/13 
llpp 22501 352 24X Fich* 30-265,84/02/13.8403050337 


8403060099 Forwards safety evaluation re util response to 830704 
Intergranular stress corrosion cracking insp order 
confirming shutdoun to Inspect reclrculatian.RHR, core spray 
{• reactor water cleanup sys Required actions satisfactory 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/02/13 FARRAR, D L Commonuealth Edison Co 2pp 22328 222 
24X Flche 30-265. 84/02/ 1 5. 8403060059 


8403140340 Sunnary of 831213 meeting w/GE t. Hark I Owners Group in 
Bethesda, ND re Nark I containment we buel l~d ryue 1 1 vacuum 
breaker design methodology 

SIEGEL, B L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2- 31pp 22635 198 24X Flche 30-000,84/02/21, 

8403140340 


8403130102 Bubnits Info re Cycle 7 shutdown margin demunstra tlon, per 
840224 request Reloaded core in compliance u/Tecb Specs t, 
startup allowed to proceed 

RYBAK, B Commonuealth Edison Co 84/02/27 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 12pp 22602 213 24X 

Flche 50-269,84/02/27,8403130102 


B403050119 Forwards supplemental response to Generic Ltr 83-28, 
"Required Actions Based on Generic Implications of Salem 
ATtie Events " 

BAnNES,P L Commonwealth Edison Co 84/02/29. DENTON, M R Office 
of Nuclear Reactor Regulation, Director 26pp. 224G8 084 24X 

Flche 50-000.84/02/29,8403050119 


8403130333 Documents present resolution of SCR open items & 
deficiencies noted In Franklin Research Ctr technical 
evaluation rept re environ qua 1 If tea tlon of safety-related 
electrical equipment 

RYBAK, B Commonuealth Edison Co 64/02/29 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 40pp 22617 080 24X 

Fiche 30-254, 84/02/29. B4O31303S3 


8403130400 Forwards 840210 responses to Generic Ltr 03-33 clarifying 
TNI Item 11 K 3 31 Util concurs w/NRC position Item should 
be closed 

RVBAK.B Commonuealth Edison Co 64/03/02 EISENHUT.DO Division 
of Licensing 2pp 32613 143 24X Flche 30-000.64/03/02, 

84031 30400 


8403190273 Generic Ltr 84-07 to all licensees of BURs re precedurek 
guidance for pipe replacement at DWRs Sve list end 
EISENhUTiD C Division of Licensing 04/03/14 Commonuealth 

Edison Co aOpp 22823 334 a4X Fiche 30-000,84/03/14.8403130275 


3403270130 Application for amend to License DPR-25, chang 1 ng Tech Specs 
to eitond certain HAPLHGR curves to 40.000 MNd/ST 

RYBAK, B Commonuealth Edison Co 84/03/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22774 J27 24X 

Flche 30-000.84/03/19,8403270130 


— 8403270136 Errata h Addenda Sheet 9, replacing Fage 4-14 to "LOCA 
Analysis Rept for Dresden Units 2 6 3 & Guad Cities 1 h S 
Nuclear Power Stations “ 

» General Electric Co NE00-24146A ERR 09 83/01/31 2pp 

22774.135 24K Fiche 50-000,84/03/19.8403270130 


D Inspection reports, IE Bulletins & correspondence 


8403050337 Forwards order confirming util commitment re Intergranular 
stress corrosion cracking insp I, repair Order being filed 
w/Ofc of FR for publication Safety evaluation also cnc 1 
VAS8ALL0. D B Operating Reactors Branch 2 64/02/15 FARRAR, D L 

Commonwealth Edison Co 2pp 22501 344 24X Flche 90-269,84/02/13, 

84030 50337 


8403090341 Order confirming util commitment re Intergranular stress 
corrosion cracking Insp L repair RCB leakage ulll be limited 
to B gpm Increase in unidentified leakage uithln any 24 h 
period 

EISEHHUT. D 0, Division of Licensing 84/02/19 CommonweaHh 
Edison Co 6pp 22501 346. 24X Flche* 30-269, 84/02/13, 8403090337 


—6403030345 Safety evaluation re intergranular stress corrosion 
cracking Insp L mod plans must be submitted to NRC at least 
3 months prior to start of neft refueling outage 
« Office Of Nuclear Reactor Regulation, Director 84/02/13 
llpp 22301 332 24 X Fiche 30-263.84/02/13,8403030337 


8403060059 Forwards safety evaluation re util response to 830904 
Intergranular stress corrosion cracking insp order 
confirming shutdown to inspect rec irculatl on, RKR, core spray 
L reactor water cleanup tys Required actions satisfactory 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/02/15 FARRAR, D L Commonwealth Edison Co 2pp 22526 222 
24X Fiche 50-265,84/02/13,8403060059 


8403120134 Foruards IE Insp Repts 30-237/84-01.50-249/84-01, 
50-294/84-01.30-265/84-01.50-295/84-01 S, 50-304/84-01 on 
840203-14 No noncamp I lane e identified 

SHAFER, M D Region 3, Office of Director 84/02/23 REED, C 
Commonuealth Edison Co 2pp 22590 090 24X Flche 50-000, 84/02/23, 

8403120134 


— 8403120137 IE Insp Repts 30-237/84-01,50-249/84-01,30-234/84-01. 
90-265/64-01,50-293/84-01 6 30-304/84-01 on 840203-14 No 
noncomp 1 lence or ifeviatlons Identified Hajor areas 
Inspected allegations of improper operation 
CKRISSOTlKOs, N , HALKER, R D Region 3, Office of Director 
04/02/21 4pp 22990 092 24X Fiche 30-000. 84/02/23, 8403120134 


8403030002 Submits brief outline of regulatory improvement program 
Frogram Implements basic changes in practices L structure of 
operation Summary of corrective actions taken In response to 
control rod Insertion error end 

THOMAB.n Commonwealth Edison Co 84/02/24 KEPPLER. J 0 Region 
3, Office of Director llpp 22490 226 24X Flche. 30-234. 84/02/24, 

8403090002 


0403030043 Forwards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan “ Plan designed to heighten employee 
awareness 6 strengthen corporate ability to improve 
rogulatory performance 

THQKAQ, B Commonweal th Ed Ison Co 84/02/24 KEPPLER, J 0 Region 
3, Office of Director 3pp 22490 139 24X Flche 30-000,84/02/24, 

04O3O3OO43 


— 6403030046 Rev 0 to "Corporate Regulatory Performance Improvement 
Plan " 

» Commonwealth Edison Co 64/02/29 22pp 22490 142 24X 

Fiche 30-000,84/02/24.84030 30043 


8401190072 IC Info Notice 04-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits t< Annunciation " Sve list 
end 

JORDAN, E L Division of Emergency Preparodness t< Engineering 
Response iPost 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc I15pp 22909 237 B4X Flche 30-000,84/02/28,8401190072 


B4O30S0072 Forwards addendum to IE Insp Repts 30-234/83-21 h 
90-263/83-19, compar Ing beta analyses of liquid sample split 
tc gross beta results of spiked liquid sample Info will close 
Open Items 90-994/03-21-02 «< 90-269/83-19-01 

PAPERIELLO.C J Region 3, Offlco of Director 84/02/29 REED, C 
Commonwealth Edison Co Ip 22490 014 24X Fiche 30-294.84/02/29, 

8403090072 


— 6403030074 Addendum to IE Insp Repts 30-234/83-21 L 50-263/83-19 re 
comparative beta analysis results of liquid sample split L 
gross beta results of spiked liquid sample 

» Region 3, Office of Director 84/02/29 Ip. 22490 013 24X 

Fiche 90-294,84/02/29,8403090072 


8403190207 Forwards IE Insp Repts 30-294/83-24 L 30-263/03-23 on 
830804-840202 No none omp 1 lane c identified 

LITTLE. W a Region 3, Office of Director 84/03/01. REED.C 
Commonwealth Edison Co Spp 22671 072 24X Flche 30-254,84/03/01, 

□403190207 


— 8403190208 IC Insp Repts 50-234/83-24 L 90-263/83-23 on 830804-840202 
No none ompi lance or deviations Identified Major areas 
inspected review of Inservlce Insp, reactor water cleanup sys 
piping, IE bulletins t, LERe 

CILIMDERG.R L . DANIELSON, D H > MARO.K D Region 3, Office of 
Director 84/03/01 26pp 22671 074 34X Flche, 30-234, 34/03/01, 

8403190207 


B402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Rogulatory Revs by DDT i< NRC ” Sve list end 

GRACE, J N Division of QA, Safeguards t. Inspection Programs (Post 
630103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22992 329 24X Fiche 50-000,04/03/02,8402090007 
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B-'I'OaO^OOOB IE Info Notice 04-16< "Failure of Automatic Sprinkler Sys 
1/alvee to Operate " Svc list end 

JORDAN) E L Division of Emergency Preparedness 8< Engineering 
Response IPost Q301D3) B4/03/0S Consolidated Edison Co of Neu 

Vork. Inc 12SpP 23333 09B 24X Flche 30-000,04/03/02.6403090008 


8402090009 IE Info Notice B4-13, "Reporting of Radiological Releases 
Svc list end 

JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of Neia 

Vork, Inc it9pp 32333 317 34X Fitho 30-000,84/03/02,8403090009 


B402090011 IE Info Notice 84-17, "Problems W/Llauld Nitrogen Cooling 
Components Oelou Nil Ductility Temp " Svc list end 
JORDAN, E L Division Of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of Neut 

York, Inc 117pp 33333 336 24X Fiche 30-000,84/03/03,8402090011 


6403090034 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdoun Sys " 8vc list end 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Neu 

York, Inc il0pp 32633 049. 34X FlcJie 30-000,84/03/07,8402090024 


B403090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Neui 

York, Inc llBpp 22384 186 24X Flche 30-000,84/03/07,8402090028 


8402090031 IE Dulletin 84-02, “Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/13 Consolidated Edison Co of Neu York, Inc 

i34pp 22823 094 24X Flche 30-000,84/03/13,8402090031 


8403S30DBB Ack receipt of regulatory performance Improvement plan 
Periodic meetings requested to discuss progress on program 
& provide feedback 

KEPPLER, J 0 Region 3, Office of Director 84/03/20 THOMAS, B 
Commonuealtb Edison Co Ip 22730 161 24X Fiche 30-000,84/03/20, 

8403230088 


— 8403230107 Foruardi corporate regulatory performance improvement plan 
THOMABiB Commonwealth Edison Co 84/02/24 KEPPLER, J 0 Region 
3, Office of Director 3pp 22730 162 24X Flche 30-000, 

84/03/20, B4032300BB 


■B403230126 Rev O to "Corporate Reguletory Performance Improvement Plan 
For Dresden, Quad Cities, Zion b LaSalle Operaf^ing Nuclear 
Stations & Byron I, Breldwood Project Operating 
□rgani lations " 

* Commonwealth Edison Co 84/02/29 22pp 22730 165 24X 

Flche 30-000, B4/03/20, 8403230083 


8403260196 Forwards responses to IE Dulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " Quad Cities 
supplied w/piplng matte from Ray Miller, Inc during const 
Evaluation end Concerns of IE Bulletin 83-06 satisfied 
BARNE8,P L Commonwealth Edison Co 84/03/20 KEPPLER, J 0 Region 
3, Office of Director. 19pp 22736 185 24X Flche 50-000,04/03/20, 

8403260196 


B402090043 IE Info Notice B4-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, £ L Division of Emergency Preparedness (< Engineering 
Retpanee (Post B30t03> 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Flche 30-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, “Svc Life of Relays in Safety-Related 
Sys “ Svc list encl 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp. 22933 001. 24X Fiche' 30-000, 84/03/21, S402090044 


R Periodic operating reports related correspondence 


B4030B0197 "Rept of Occupational Personnel Radiation Doses, 1983 " 
N/840227 Itr 

BCOTT, J 8 Commonwealth Edison Co 83/12/31 tSpp, 22339 099 
24X Fiche 30-000,83/12/31,8403080197 


8403220120 Annual whole body ektcrnal exposures for 1983 M/B40316 Itr 
RYBAK, B Commonwealth Edison Co 83/12/31 7pp 22716 007 24X 

Flche- 30-000, 83/12/31, 8403220120 


8403060113 Forwards Rev 1 to "Effluent 6 Waste Disposal Semiannual Rept 
Jul-Dec 1982 " Errata for "Liquid Alpha Rad ieac tlvi ty> Jan- 
Jul 1983" It "Solid Raduaste Summary, Jul-Dec 1963," also 
enc 1 

KALIYIANAKIS, N Commonuea 1 1 h Edison Co 84/02/07 KEPPLER. J O 
Region 3, Office of Director Ip 22318 232 24X 

Flche 50-254,84/02/07,8403060113 


— 8403060117 Rev 1 to "Effluent t< Waste Disposal Semiannual Rept Jul-Dec 
1982 " 

a Commonwealth Edison Co 83/05/31 7pp 22S18 233 24X 

Flche 30-234,84/02/07,8403060113 


— 8403060121 Errata for "Liquid Alpha Radioactivity Jan-June 1983 
* Commonwealth Edison Co 63/06/30 Ip 22318 260 24X 

Fiche 30-234, 84/02/07, 8403060113 


— 8403060127 "Solid Radwaste Summary, Jul-Dec 1903 ” 

e Commonwealth Edison Co 83/12/31 6pp 22318 261 24X 

Fiche 30-234,84/02/07,8403060113 


B403I303B2 Monthly operating repts for Feb 1984 W/a4O3O0 Itr 

MISAK, A • KALtUIANAKISi N Commonwealth Edison Co 84/03/2? 24pp 
22616 295 24X Fiche 50-234,84/02/29,8403130382 


840313001? Listing of changes, tests t, etperlments completed during 
Feb 1984 Summary of safety evaluation reported per 
10CFR50 39 end H/040300 Itr 

KALIVIANAKIS.N Commonwealth Edison Co 04/02/29 CASE. E 0 
Office of Nuclear Reactor Regulation, Director 3pp 22644 360 
24X Fiche 50-234,04/02/29,0403130019 


5 Reportable occurrencca, LERs (t related correspondence 


8403120107 Revised LER B3-020/D1T-3 on 831027.11 Welds Identified as 
having crack indications Caused by intergranular stress 
corrosion cracking Repair employed weld overlay or 
Induction heat stress Improvement U/040221 Itr 
CLARK, D , KALIVIANAKIS.N Commonwealth Edison Co 84/02/21 
KEPPLER, J Region 3. Offlcr of Director 7pp 22380 172 a4X 
Fiche 50-265,04/02/21,8403120107 


8403070256 Followup Part 21 rept re defective mechanical snubber 
capstan springs supplied by Pacific Scientific Affected 
utils listed Purchasers have been notified it advised to work 
directly w/Paciflc Scientific In dlsposttion 

HDVIrL NPS Industries, Inc 04/02/24 DEYOUNG, R C Director's 
Office, Office of Inspection and Enforcement Bpp 22336 279 24X 

Flche 30-000,84/02/24,8403070236 


8403080011 Forwards response to Commissioner Oillnsky request for info 
on frequency of personnel errors at selected operating 
plants Summary of tabulated events re operator errors, 
personnel errors or procedural errors provided for CY&3 
DIRCK0,M J Office of the Executive Director for Operations 
04/02/24 PALLADINOi OILINBKY, RODERTS Commissioners 17pp 
22384 142 24X Flche 30-000,04/02/24,6403080011 


8403200106 Revised LER 83-021/01T-5 on 031028, ultrasonic exams of large 
bora stainless steel pipe welds identified il welds w/crack 
Ind lea t ions Caused by intergranular stress corrosion 
cracking Weld overlay per formed 11/840220 1 tr 
CLARK, D , KALIVIANAKIS.N Commonwealth Edison Co 84/02/28 
KEPPLER, J Region 3, Office of Director 7pp 2268 5 3i8 24X 

Fiche* 30-263,04/02/20, 8403200106 


8403160027 LER 84-003-00 on 8402llimaln feed breaker to 4B0-valt 
essential svc bus 29 tripped Caused by overcurrent 
condition through crosstie Loads limited W/84030S Itr 
CLARK, D 0 , KALIVIANAKIB, N Commonwealth Edison Co 04/O3/OH 3pp 
22633 163 24X Fiche 50-263,84/03/08,8403160027 


8403200188 LER 84-004-00 on 840213, full scram received while reactor 
shut down Caused by faulty lOX closure limit switch on MStV 
AO 2-203-8A Limit switch replaced W/040313 Itr 

KALIVIANAKIS.N Commonwealth Edison Co 84/03/13 2 pp 22698 284 
24X Flche 30-263.84/03/13,8403200188 


DOCKET 30-266 POINT DEACH NUCLEAR PLANT. UNIT 1 


F Security, medical, emergency t, fire protection plans 


B4030S0S08 Advises that NRC will not review emergency plant to delete 
privacy or proprietary info unless specifically requested by 
Hcensee, per 010709 Generic Ltr 01-27 H/o request, entire 
plan will be placvd in PDR 

MILLER, J fi Operating Reactors Branch 3 84/02/16 FAY, C W 

Wisconsin Electric Power Co 2pp 22328 132 24X 

Fiche 50-266,84/02/16,8403030208 


I 


DOCKETED ITEMS 


403120043 tlottfles i>f 340323 uorkshop on fire protection »afe 
shutilouin requlr SJnents of l0CFR3O>App R In Rosaaionti IL to 
discuss IE Info Notice 84^09 b provide adill shutdouin 
analyses b/or mad yutdance Apends «ncl 

SPES 8 ARD< R L Division of Emergency Preparedness b Operational 
Support 04/03/06 DURSTEIHiS Hlsconsln Electric Power Co 3pp 
22390 294 24 X FI Che 30-266.84/03/06.0403180045 


403160080 Submits addl Info en Generic Ltr 82-33 schedule requirements 
for entergency response capat 1 1 Itle s Vendor of neiii computer 
sgs requested 1-gr delay to June 1783 for deli very* af feci 1 ng 
scheduler commitments made to fRC 

FAV.C H Hlsconsln Electric Pouter Co 84/03/08 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp S26S2 327 
24 X Flche 50-266.84/03/08,8403160000 


403220093 Act receipt of B40306 Itr Informing NRC of corrective 
actions re deviation from commitment b resolution of revised 
emergency plan SER clarification Items noted In IE Insp 
Repts 50-266/93-23 b 50-301/03-23 

PAPERIELLO.C J Region 3. Office of Director 84/03/19 
QURSTEIN.S Wisconsin Electric Fouar Co Ip 22716 334 24X 

Flche 30-266.84/03/19.8403220093 


-9403220099 Responds to NRC 840202 Itr foruardlng revised emergency plan 
EER b request for clarification of listed 1 tams b deviation 
from commitment Corrective actions Procedure EP 5 0. 

"Organl latlonal Control of Emergencies." revised 
FAV.C U Wisconsin Electric Power Co 84/03/06 KEPPLER.J 0 . 
PAPERIELUO.C J Region 3. Office of Director 9pp 22716 323 
24X Fiche 50-266.84/03/19.8403220093 


Adjudicatory correspondence 


3402220157 Order eitending tine until 840228 for Cammlsslnn to act to 
revloiii Director's Decision DD~83~I4 

CHILK. 8 J Office of the Secretary of the Conunisslon 84/02/21 
Commissioners Ip 22337 36? 24X Flche 30-000,84/02/21. 

8402220157 


8403010238 Order eitendlnj time until 840305 for Cammlssion to act to 
review Director's Decision DO-93-14 b 831029 decision 
denying request oP Environ Policy Inst 

CHILK.B J Office of the Secretary of the Commission 84/02/28 
Commlssluners Ip 22434 210 24X Flche 30-000,84/02/28. 

8403010230 


8403070069 Informs that Cooimlsslan unanimously declined to review 
Director's Decision DD~83-14 Time provided by NRC 
regulations ulthln uhlch Commission may act to review 
aspired Decision became final agency action on 840305 
CKILIl, 3 J Office of the Secretary of the Commission. 84/03/08 
CELEBREZZE. A J Ohio. State of 2pp 22373 330 24X 

Flche 50-000. 8 4 /OO/ 08 , 94030 9 006? 


8403090D74 Informs that Commisilon unanimously declined to review 
Director's Decision DD-93-14 Time provided by NRC 
regulations within uhlch Commission may act to review 
expired Decision became final agency action on 840305 
CHILK.S J Office of the Secretary of the Commission 84/03/09 
MILLAR. F Environmental Policy Institute Ip 22375 292 24X 

Flche 50-000.84/03/08,0403090074 


9403090113 Informs Of Commission decision not to review Director's 
Decision 00-93-14 Time for Commission to act expired on 
840305 W/O end 

CKILK. 8 J Office of the Secretary of the Commission 84/03/08 
RESNIKGFr.M Olerra Club Ip 22376 079 24X 

Flche 30-000.94/03/08.8403090113 


P Operating license stage documents b correspondence 


8403290002 Pina) response to FOIA request for four categories of 
documents. tests. studies b analyses referencing or pertaining 
to NUREO-0103. "5T8 for DbU PWR " App A documents end 
FELTON. J M Division Of Rules and Records 94/01/13 MADDEN, T J 
Kaye, Scholer, Flcrmen, Kays b Handler. 6 pp 22816 127 24x 

Ficha 3O-0DI>, 84/01/13.8403290002 


. — 8403290045 Discusses 0 Reed 730301 Itr to C Arlotto re RCPB leakage 
detection sys Method far detecting slow departure from 
normal Indications of leakage detection sys provided In util 
monitoring charts 

PORSE.I. Atomic Energy Commit slon - Directorate of Regulatory 
Standards 73/03/07 HICKMAN. K Atomic Energy Commission 2pp 
22816 303 24X Flche 50-000,84/01/13.0403290002 


—8403290049 Forwards info describing RCB leahege monitoring Related info 
end 

REED.O A Wisconsin Electric Power Co 73/03/01 ARLOTTO, 0 
Atomic Energy Commission - Directorate of Regulatory Standards 
40pp 22817 330 24X Flche 50-000.84/01/13.8403290002 


8403070235 Application for amend to Licenses DPR-24 b DPR-a7 Amend 
Incorporetee changes to Tech Specs re accident monitoring 
instrumentation to be Installed per NUREQ-07a7 requirement 
FAV.C W Wisconsin Electric Power Co 84/02/29 DENTON, H. R 
Office of Nuclear Reactor Regulation. Director MILLER.O R. 
Operating Reactors Branch S 4pp 22336.179. 34X 

Flche 30-266.94/02/29.8403070235 


— 0403070237 Proposad Tech Specs incorporating changes ra accident 
monitoring Instrumentation to be installed per NUREO-0737 
requirement 

• Wisconsin Electric Pouar Co 84/02/29 lOpp 22336: 183 24X 

riche 30-266,84/02/29.8403070235 


8403060373 Informs that and notice of consideration of issuance of 
amend to Licenses DPR-24 b DPR -27 b proposed NSHC 
determination b opportunity for hearing sent to Dfc oP FR 
for publication Amend concerns leak surve 1 1 lance. M/o end 
COLDURN.TO Operating Rsactors Branch 3 84/03/01 FAY.C.U 

Wisconsin Electric Power Co Ip 22392-235 24X 

Flche 30-266,84/03/01. 8403060373, 


8403120237 Requests remittal of addl fee for review of 820527 
application re steam generator replacement. In response to 
util 831203 denial that Class V fee applicable 

MILLER. If D License Fee Management Branch 84/03/01 FAV.C W. 
Wisconsin Electric Power Co 3pp 22619 23Q 24X 

Flche 30-266,84/03/01,9403120237 


B4032202S4 Forwards FR notice of consideration of issuance of amend to 
Licenses DPH-24 b DPR— 27 b proposed NSHC b opportunity for 
hearing re 831223 application, to revise surveillance 
Interval for post-accident recovery sys outside containment 
COLBURN, T O, Operating Reactors Branch 3 84/03/01 FAY, C 1| 

Wisconsin Electric Power Co 2pp 22723 323 24X 

Flche 30-266. 64/03/01, S4O3220254 


— 8403220239 FR notice of consideration of issuance of amend to Licenses 
DPR-24 b DPR-27 b propo-sod NSHC b oppo.rtunlty for hearing re 
931223 application to revise surveillance Interval for post- 
accident recovery sys outside containment 
MILLER. J R Operating Reactors Branch 3. 84/02/09. Spp 

22723 327 24X Flche 30-266.04/03/01,3403220254 


8403120137 Advises that, due to delays In delivery b Installation of 
auxiliary safety instrumentation panels (AStPs ) . Jnsta 1 lati on 
Of six accident monitors addressed in NURE0-0737, Items 
ll F 1 I through II F I 6 will not be completed by 340630. 

FAV.C W Wisconsin Electric Power Co 84/03/03. DENTON. H R 
Office of Nuclear Reactor Regulation. Director IHLEER.J R 
Operating Reactors Branch 3 3pp 22386:230 24X 

Flche 30-266.34/03/03.8403120157 


8403130005 Informs of plans re Cycla 12 raload core Startup of Cycle 19 
expected In mid-Mar 1934 following steam generator 
r sp lac ament 

FAV.C W Wisconsin Electric Power Co 34/03/05 DENTON. K R 
Office of Nuclear Reactor Regulation. Director. MILLER. J R 
Operating Reactors Branch 3 3pp 2S615 193 24X 

riche 30-266.04/03/03, 8403 1 3000S 


0403170419 Comments on B40207 Itr modifying 831023 request for amends 
to Tech Epees re changes in conduct of containment 
Integrated leak test rates No significant haiards 
c onsl d era tlon discussion required 

MILLER, J R Operating Reactors Branch 3 84/03/06 FAY, C W 

Wisconsin Electric Power Co 2pp 22681 344 24X 

Flche 50-266.84/03/06,8403190419 


040-3160054 Submits evaluation procedure for reactor vessel outlet 
noxil B-to-shel 1 weld Indlcat ion. per IWB-3122 4 of ASHE 
Section Xt Flaws acceptable Continued sve warranted based on 
avaluatlon results 

FAV.C W Wisconsin Electric Power Co 04/03/12 DENTON. H R 
Office of Nuclear Reactor Regulation. Director MILLER. J R 
Operating Reactors Branch 3. 3pp 22634 360 a4X 
Flche 50-266.04/03/12,3403160034 


8403210077 Responds to Oetierlc Hr 84-01 re uee of terms important to 
safety b safety-related Widespread use of terms In NRC 
regulations considered unresolved Notification of meeting 
requested 

FAY.C W Wisconsin Electric Power Co 84/03/13. eiSENHUT, D 0. 
Division of Licensing. TAYLOR. J M Director's Office. Office of 
I-nepectlon and Enforcement Ip 22703 16S. BAX 
Fiche 30-266.04/03/15.8403210077 


0403220162 Application to amend Llcenias DPR~24 *< DPR- 27 , changing Tech 
Specs to add addl restrictions on heavy loads over spent 
fuel pool b making additions b deletions rs safety— related 
snubbers, per IE Bulletin 79-14 b Item II D 1 

FAY.C M Wisconsin Electric Power Co. 04/03/16. bentDN, H R. 

Office of Nuclear Reactor Regulation. Director MILLER. T B 
Operating Reactors Branch 3. 4pp 22718. 0-57 24X 

Fiche 90-366. 04/03/16, 8403220162 



DOCKETED ITEMS 


63 


— a4D32301&7 Propo»>d Tach Specsi add ing addl rastrictlons on heavg load* 
ovar spent Pual poolimaklng addition* & deletion* to list of 
aafety-ralatad snubbers b revising position titles within 
administrative specs 

• Wisconsin Electric Power Co B4/03/16 Sfpp 22718 061 24X 

Ficha 90-21i6> B4/03/1&. 8403220162 


B40337012S Submits balance of pagment for Class V fee for license amend 
approval re steam generator replacement 

FAY. C H Wisconsin Electric Power Co 84/03/16 MILLER. H O 
License Fee Management Branch Ip 22774 114 24X 

Flche 90-266,84/03/16,8403270129 


B403270093 Responds to raguest for Tech Spec change to limit amount of 
overtime worked bg plant staff members performing safetg- 
related functions Amend to Tech Specs delaged pending 
adoptidn of Commission proposed rule 

FAY.C U Wiscdnstn Electric Power Co 84/03/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 2pp 22766 33? 24X 

Ficha 90-266, 84/03/19, 8403270098 


B403270237 Discusses reactor vessel outlet no « 1 1 a-to-sho 1 1 weld 
flaw indication evaluation Reiiulraments of A8ME Section XI 
saftsfled it reactor vessel confirmed for continued 
operation 

FAY.C. W Wisconsin Electric Power Co 84/03/23 DENTON, H R, 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3. 6pp. 22771 348 24X 

Flche 90-266.84/03/23,8403270237 


Q Inspection reports, IE Bulletins & correspondence 


B403O90223 Further response to FOIA reguest for records of named 
Individuals, Including repts, anatgses, studies, test 
calculations, procedures S< practices for measurement of RCS 
leakage Forwards App C documents Search continuing 
FELTON, J M Division of Rules and Records 84/02/07 MADDEN, T J 
Kage, Scholer, Flerman, Hags S< Handler 3pp 22496 234 24X 

Flche; 30-000, 84/02/07, B403090223 


~-B40'3050296 Notifies that Independent measurements of identified & 
unidentified RCS leak rates for all PWRs In Region III 
performed per Procedures 61727D & 61728B Insp findings 
summarl led 

NOHELIUS, C E Division of Engineering 82/03/08 JORDAN, E L 
Division of Engineering b Qualltg Assurance (Pre 8301031 2pp 
22496 270 24X Flche 90-000,84/02/07,8403090223 


8403060131 Forwards IE Insp Repts 50-266/03-21 & 50-301/83-20 on 
831011-840111 h mgt meeting on 840104 & notice of violation 
SPEeSARD, R L Region 3, Office of Director 84/02/21 BURSTEIN, S 
Wisconsin Electric Power Co 3pp 22906 182 24X 

Flche 30-266,84702/21,8403060191 


— 8403060162 Notice of violation from Insp on 831011-840111 

8PES8ARD, R L Region 3, Office of Director 84/02/2 1 6pp 

22306.189 24X Fi ch e ' 90-266, 84/02/21 , 84030601 91 


— 8403060176 IE Insp Repts 90-266/83-21 & 90-301/03-20 on 831011-040111 
& mgt meeting on 840104 Violation noted failure to maintain 
cleanliness control, provide t< follow procedures, control 
documents & properlg store records 

HAS8E.R A , CHOULES, N C < JORDAN. M J Region 3, Office of 
Director 84/02/13 94pp 22906 191 24X Flche 90-266,84/02/21, 

8403060191 


B403t30002 Forwards IE Insp Repts 90-266/03-26 & 90-301/83-24 on 
83180-1-840131 t, notice of violation 

SHAFER. W D Region 3, Office of Director 84/02/22. BURSTEIN, S 
Wiaeonsln Electric Power Co 2pp 22619.267 24X 

Flche. 30-266, 84/02/22, 8403130002 


— 0403130011 Notice of violation from insp on 831201-840131 

BHAFER.W D Region 3, Office of Director 84/02/22 2pp 
22613 269 24X Ficha 90-266,84/02/22,8403130002 


— 8403130023 IE Insp Repts 90-266/83-26 & 90-301/83-24 on 031201-840131 
Noncompllance noted’ fire In containment resulted when 
welding slag landed on acetglene hose attached to acetglane 
bottle not In use not moved to safer location 
HAOUE.R L . FITZPATRICK.B , JACKIWi I N Region 3. Office of 
Otrector 84/02/21 ?pp 22619 271 24X Flche 90-266,84/02/22. 

8403130002 


8401190072 IE Info Notice 84-13, "Potential Deflciencg In Motor 
Operated Valvp Control Circuits t, Annunciation " 8vc list 
anc 1 

JORDAN, E, L Division of Emergencg Preparedness L Engineering 
Response (Post 830103) 84/02/20 Consolidated Edison Co of New 

York. Inc. I19pp 22909-239 24X Flche 90-000.84/02728,8401190072 


8402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatorg Revs bg DOT J, NRC " 5vc list end 

GRACE, J N Dlvsslon of QA, Safeguards S, Inspection Program* (Post 
830103) 84703702 Consolidated Edison Co of New York, Inc 

130pp 22992 329 24X Flche 90-000,84/03/02,0402090007 


6402090008 IE Info Notice 04—16, "Failure of Automatic Sprinkler Sgs 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22953 098 24X Flche 90-000.84/03/02.6402090008 


840209000? IE Info Notice 84-19, "Reporting of Radiological Releases " 
Sve list end 

JORDAN, E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22553 217 24X Flche 50-000.84/03/02,0402090009 


8402090011 IE Info Notice 04-17, "Problems W/Llquid Nitrogen Coaling 
Components Below Nil Ouctllltg Temp " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22993 336 24X Flche 50-000,04/03/09,0402090011 


8403190240 Forwards IE Insp Rept 90-266/03-20 on 031213-16 t< 840110-13 
t< notice of violation 

LITTLE. W 9 Region 3, Office of Director 84/03/09 DUR8TEIM.S 
Wisconsin Electric Power Co 2pp 22672 037 24X 

Flche 90-266,84/03/09,8403190240 


— B403190244 Notice of violation from insp on 831213-16 L 840110-13 
LITTLE, W 0 Region 3. Office of Director 04/03/02 2pp 
22672 039 24X Flc),e 90-266,84/03/09,8403190240 


—8403190247 IE Insp Rapt 50-266/83-20 On 031213-16 t< 040110-13 
Noncompllance noted failure to follow steam generator 
replacement project procedures 

KLEINSOHOE.W P Region 2, Office of Director BLAKE, J J 
Division of Engineering & Operational Programs 04/02/23 17pp 
22672 041 24X Flche 50-266,84/03/05,8403190240 


8402090024 IE Info Notice 04-O9>fiev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Egs " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc 110pp 22639 049 24X Flche 50-000,04/03/07,0402090024 


0402090028 IE Info Notice 04-18, "Stress Corrosion Cracking In PWR 
Bys ” Sve list end 

JORDAN, E L Division Of Emergency Preparedness 4, Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Now 

York, Inc llOpp 22584 186 S4X Flche 50-000,84/03/07,0402090028 


8402090031 IE Bulletin 04-02, "Failures of GE Type KFA Relays in Use In 
Class IE Safety Sys " Eve list end 

DEYOUNG > R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York. Inc 

t34pp 22023 094 24X Flche 50-000.84/03/12.0402090031 


0403220093 Ac k receipt Of 040306 I tr informing NRC of corrective 
actions re deviation from commitment & resolution of revised 
emergency plan SER clarification Items noted In IE Insp 
Repts 50-266/63-25 & 90-301/83-25 

PAPERIELLO.C J Region 3, Office of Director 84/03/19 
BURSTEIN, 8 Wisconsin Electric Power Co tp 22716 324 24X 

Flche 50-266,84/03/19.0403220093 


— 0403220099 Responds to NRC 040202 I tr forwarding revised emergency plan 
SER i< request for clarification of listed items it deviation 
from commitment Corrective actions Procedure EP 5 0, 

"Organ! lat ional Control of Emergenci ei, " revised 

FAY, C W Wisconsin Electric Power Co 04/03/06 KEPPLER.J 0 . 

PAPER 1 ELLO, C. J Region 3, Office of Director 9pp 22716 325 

24X Flche 50-266,84/03/19,8403220093 


0402090043 IE Info Notice 04-19, "Two Events Involving Unauthorized 
Entries Into PWR Reactor Cavities " Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness 4. Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Flche 50-000,84/03/21,0402090043 


0402090044 IE Info Notice 84-20, "8vc Life of Relays In Safety-Related 
Gy s " Sve list end 

JORDAN. E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Flche 50-000, 84/03/21, 8402090044 
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R Periodic operating reports U related carresp ondence 


I Flnonciol Inparmotlon 


94030603SS ''Semiannual Honitorlng ReptiJul-Dec 1933 " 11^640389 Itr 
FAV»C H Wlstonatn Electric Power Co 63/13/31 OEHTOW. » ft 
Office of Nuclaar Reactor Rejulatlon* Director iGpp 32917 OSl> 
24X EUhe 30-36&. 83/ 13/31. S40306033S 


MM PIUA 1 






PERSON. R T . MAUKER.n r . WAREMBDunO. D Public Service Co of 
Colorado 03/12/31 DOVB.n B Office of Nuclear RU^to? 

S-IX Flche 30-367,03/13/31. 


B40313O066 "Annuel Results C. Pata Rept.lVB3 ’■ U/040301 Itr 

FAV.C U Wisconsin Electric Power Co 83/13/31 KEPPtEfl.JQ 
Region 3. Office of Director 99pp 23591 070 S4X 
Fiche 50-366.83/13/31.6403120066 


8403140139 Honthli/ operating repts for Feb 1984 H/e40300 Itr 

FAV.C M Wisconsin Electric Power Co 84/03/89 II pp 32620 252 
24 X FI Che 50-366.84/03/29,8403140139 


P OperatJnp license stage documents t< correspondence 






documents re NRC reglonalliatlon pmijrara App a documents In 
poll Review of remaining documents Incomplete 

FEUTON. J N Division of Rules and Records 03/13/16 LOUENTMAL. J 
Nuclear Information !. Resource Service 3pp 33493 34B 24x 

FUh# 30-000,03/13/16.0403030014 


S Reportable occurrences. LERs i, related correspondence 


8403130379 PKO-I I 1-84-038 in response to IE Info Notice 82-39. eiam 
Identified 67 of 74 control rod drive support pins v/tr»ck 
indlcatlohs Ulcensee b Westinghouse evaluating eiam findings 
to determine reguired action 

JORDAN. M . JACKIW, X . SHAFER, N Region 3. Office of Director 
84/03/02 Ip 23616 098 S4X Fiche 30-866.84/03/02,0403130379 


8403360072 Foruardt safatg evaluation of damaged control rod guide tube 
support pins t/T Indictione on shan k-to-col lar not safety 
concern 

FAV.C H Wisconsin Electric Power Co 04/03/19 DENTON. H R 
Office of Nuclear Reactor RegulaClon. Director HILLER../ R 
□peratlng Reactors Qranch 3 17pp 23746 323 S4X 
Fiche 90-366.04/03/19,6403260072 


— 8403260075 "Wes 1 1 nghousc Dafetg Evaluation. Cracked Control Rod Ouide 
Tube Support Pins " 

• Westingbouse Electric Corp 84/03/03 2epp 32746 340 54X 

Fiche 50-266.64/03/19.0403260078 


-02ISOOO693 Forward! FR notice amending lOCFfiSO 4. informing public that 
CDOimunlcatlons 1. applications should be sent to Reolon 4 Hr 
to Congressional committees encl 

” Office of Nuclear Reactor Roguiatlon. Director 
03/13/01 FEcTON. J H Division of Rules and Record! Spa 
32493 307 a4X Flch* 50-000.03/18/16,0403030014 

-0212000693 "Regional Licensing Program - Fort Bt Vraln Osneratlng 
Station, lOCFRSO final rule Amend delegates responsibility 
for Implementing licensing program to regional 
edmlnlstrator Draft Congreislonal Itrs encl 

h''* Director for Operations. 

03/13/01 3pp 83493 311 847 Fiche 30-000. 03/13/16. 0403020014 


-0212130053 Summary of B2UI6 meeting u/utll onsite re delegation of 
licensing functions to Region 4 Uniqueness of facility li 
need to treat aspects differently from other LWRs discueted. 

Draft delegation ef authority memo end fpr ilunatvre. 

„ Office of Nuclear Reactor Regulotlon. Director 
03/11/39 DrnCKBiU J Office of the Eiecutlve Director fur 
SS-l’a 306 24X Fiche 50-000.83/18/16, 

040303001 4 


DOCKET 30-267 FORT BT VRAIM NUCLEAR GENERATING STATION 
r Security, medical, emergency 6 fire protection plant 


8403860161 Forwards IE tnsp Rept 30-267/83-32 on 031205-09 No 
violations or deviations Identified 

JDHNSDN.E H Region 4, Office of Director 84/08/03 LEE. DR 
Public Service Co of Colorado 4pp 28730 349 24x 

Fiche 30-267. 04/02/03, B40aaf>016l 


-8403260167 lE |nsp Rapt 90-267/03-32 on 031805-09 No violations or 
deviations Idenified Major areas Inspected security sys 
audit physlcnV barr lers-pr Q tac ted areas & vital area, teitiny 
4, maint b alarm stations Details withheld (ref 10CFR73 811 
CALDWELL. R A , KELLY. J A F > HUNNICUTT. D H Region 4. Office of 
Director 04/08/01 2pp 33790 347 a4X Fiche 50-267,84/02/03. 
0403860161 


8403260100 Forwards IF Insp Rept 50-867/04-03 on 040116-20 No 
violations or deviations noted 

JOHNSON. E H Region 4, Office of Director 84/02/14 LEE, 0 R 
Public Service Co of Colorado 8pp 28798 251 jgx 
Flcl.e 90-267. a4/02/l4.B403a60l(» 


— D403360107 IE Insp Rept 50-267/84-03 ot> 040116-80 No violations or 
deviations noted Major areas Inspected raduaite program. 

Including organltatlon t, mgt controls, training t, 

qual 1 f 1 cations b solid radwaste psocesslng 

UILQORN.L . MuARAV, 0 . HUNNlCUTT. D M Region 4, Office of 

Director 84/03/13 lOpp 8879Q S53 a4X Fiche 50-367,04/03/14, 

0403860100 


0403130439 Requests e tempt Ion from requirements of Sections III O.J. L b 
0 to tOCFRSD. App R Fire protection provisions believed 
adequate to protect health 6 safety of public in event of 
accidents involving fires Affidavit encl 

LEE. 0 R Public Borvice Co of Colorado 04/03/02 COLLINS.J T 
Region 4. Office of Director 9pp 83613 163 a4X 
Fiche 50-267.84/03/02.0403130435 


B40322013B Forwards revised schedule for supplying info re emergency 
response capabilities requested by Generic Ltr 03-33, per 
840323 telcun Reg Guide i 97 rept Will be completed bu 
B5032B ^ 

DREY, H L Public Service Co of Colorado 34/03/09 COLLINS.J T 
Region 4. Office of Director 3pp 82714 385 84x 

Fiche 50'.S67 > 34 /03/09, 8403 380 1 30 






, , . « vu luvrnuu, reri ec 

fr aeeigmnent af certain licensing actions to Region 4 
administrator 

Rbettor Regulation. Director 
03/Ji/ao DinCKS. U J office of the Eiecutlve Director for 
0403080014 ^='*’“303 24X Fiche 90-000, 03/18/16. 


-u-ui.-rusuo uescriDts selected approach for transfer b maint of 
facility official docket files t supporting documentation to 
Region 4 Region 4 ulll assume routine document dlitrlbution 
on 02UOI 

Rlanning «, Program Analysis Staff 02/10/10. 
EIGCNHUT, D 0 Division of Licensing Spp 88493 393 84X 

FlchB 90-000.03/18/16.0403080014 


•8301140490 Advises that Region 4 assumes reaponi ib 1 11 ty for receipt fc 
crnJr n n **’ facility documentation, effective 021 lOi 

SCOrr.R.B Document Management Branch, 08/10/20 Document 
ollllJnn™"’/! ‘f 88492 359 24X Fiche' 90-000, 03/12/16, 


dissemination of incoming licensee communications for 
facllity.effectlve 081101 

BCOTT.R B Document Management Branch 02/10/87 OAOUIARDO.J E 
miroo Reactor Project t, Engineering Programs Ip 
22492 396 24X Fiche 90-000, 03/ 12/16, 0403080014. 


jijfninutr*tiv« atp«cti or tfantfer* of mC h^adquarttrt 

[1* Syfeji to prapare ch«ckH»t« fpr ll«t»d 

^ OpBPPtlon* Oonpric Rt quirpnttntf 83/04/19 

Office of Nuclear Reactor Regulation, Director 
reYODNff.R Oiractor's Office, Office of Inspection and 
Enforcement DAVIS. J Office of Nuclear Material Safety L 

3pp 82493 337 24X Fiche- 90-000. 03/18/16, 

84030S0014 




• y eeuiVn ^ VU 




licensing functions for facility 

n Office of the Eiecutlve Director for Operations 
na/M Nuclsar Reactor Regulation. Dlrsctor 
^ .v R»»lon 4, Office of Director 9pp 
83493 209 24X Fichs 90-000,03/18/16.(3403020014 


I., . ’ VKUTWI iniciai planning meeting u/MKH.ubm.ei 

^ A<l<hinistration re licensing transfer from 

M09I6 sncl Nsit meeting scbeduled for 

D‘i'*et'>r for Safety Assessment 02/09/03. 
M4M 0A7 Director for Safety Assestment STpf 

33492 267 24X Fiche 50-000r 03/12/16* 8403030014 
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-“8403020041 Informs of for tli c oming FH publication of end amend to 
CDtnfTilssion rules in lOCFRSO re Implementation of facility 
r-egionaliiatlon program Amend issued as final rule effective 
an 821201 M/o end 

DENTON. H R Office of Nuclear Reactor Regulation. Director 

UDALL.M K House of Rep , Interior U Insular Affairs 
Ip 22493 316 24X Fiche 50-000,83/12/16,8403020014 


— S403020045 Informs of forthcoming FR publication of end amend to 
Conunlsslon rules In 10CFR50 re implementation of facility 
reglonalitation program Amend issued as final rule effective 
on 821201 N/o end 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
83/12/16 MOFFETT, T House of Rep , Oovernment Operations Ip 
22493 317 24X Fiche 50-000,03/12/16,8403020014 


— 8403020046 Informs of forthcoming FR publication of end amend to 
ComnLssion rules In 10CFR50 re implementation of facility 
ragionatliatlon program Amend Issued as final rule effective 
on 821201 M/o cnc 1 

DENTQN.H R Office of Nuclear Reactor Regulation, Director 
83/12/16 DTTlNOERiR. L House of Rep , Energy «< Commerce Ip 
22493:318 24X Fiche 50-000, 83/12/16, B40302tl014 


— B4O3O2OO40 Informs of forthcoming FR publication of end amend to 
Commission rules in 10CFR50 re implementation of facility 
reglonalliatlon program Amend issued as Final rule effective 
on 821201. W/o end 

DENTON. H. n. Office of Nuclear Reactor Regulation, Director 
83/12/16 8IMPB0N. A Senate, Environment b Public Morks Ip 
22493 319 24X Fiche 50-000,83/12/16,0403020014 


B4012S046B Foruards engineering evaluation rept, "Temporary Loss of 
All AC Pouer due to Relay Failures in Diesel Generator Load 
Shedding Circuitry " Practice of running emergency power 
sources in parallsl w/offsite pouer sys may be prevalent 
HELTEMES, C J Director's Office 84/01/06 DENTON, H H Office of 
Nuclear Reactor Regulation, Director Spp 22437 349 24X 

Fiche: 50-267,84/02/21, B40229D004 


— a40l2S0'456 Revises 831215 schedule for NRC 840125 drill In preparation 
for 840306-08 federal field exercise Executive team members 
should be available for entire time 

DEYOUNG, R C Director's Office, Office of Inspection and 
EnForcement 84/01/10 PALLADINO, N Commissioners 2pp 
67130 048 24X Fiche 50-267,84/02/21,8402290004 


— 8401250496 Foruards Engineering Evaluation E401 , “Temporary Loss of 
All ac Pouer Due to Relay Failures tn Diesel Oonerator 
Load Shedding Circuitry " Failures occurred while generator 
IB operated in parallel u/plant distribution sys 

CHIRAMAL.M Director's Office 84/01/04 BEYFRIT, K V Reactor 
Operations Analysis Branch ip 22437 350 24X 

Fiche* 50-267. B4/02/21. 8402290004 


— B4012S0510 "Temporary Loss of All ac Power due to Relay Failures in 
Diesel Oeneretor Load Shedding Circuitry (LER B3-8) " 

CHIRAMAL.M Director's Office 84/01/04 7pp 22437,351 24X 

Fiche. 50-267. 84/02/21, B402290004 


S403010101 Responds to reiiuest for addl info re proposed amend to 
Limiting Condition for Operation 4 i 9 re average core temp 
during shutdown 

HAREMBOUROi D H, Public Service Co of Colorado 84/02/24, 
JOHNSON, e H Region 4, Office of Director 3pp 22436 038 24X 

Fiche* SO-267, 04/02/24, 8403010101 


8403130177 Advises that util will ha utllixlng respiratory protective 
equipment under provisions of 10CFR20 103, ef f ee 1 1 ve 840401, 
per B40228 tslcon 

BORBT, F. J Public Service Co of Colorado 84/02/28 COLLINS, J T 

Region 4, Office of Director, Ip 22615 305 24X 

Fiche 50-267.84/02/28,8403130177 


B4031603D3 Provides radiological ETS clarifications it changes based on 
Item 267/0403-01 In IE Insp Rept 50-267/84-03 
MARENBOURO, D. M. Public Bervles Co of Colorado 84/02/29 
COLLINS. J.T Region 4, Office of Director 2pp, 22660 347 24X 

Flchs. SO-267, B4/02/29, 8403160303 


8403130331 Rsquests FR publication of Amend 40 to License DPR-34, 
revising design feeture Tech Specs to describe type of fuel 
elements to be utllitsd In upcoming 6 future reloads 
JOHNSON, E H Region 4, Office of Director 84/03/02 MILLER, J R 

Operating Reectors Branch 3 2pp 22617 269 24X 

Fiche: 30-2671 84/03/02, 8403130231 


8403130291 Forwards Amend 40 to License DPR-34 b safety evaluation 
Amend revises Tech Spec design features to indicate approval 
For Type H-481 6 H-327 graphite in Future reload fuel 

elements 

MAONER, P C Region 4, Office of Director 84/03/02 LEE.O R 
Plfhllc Service Co. of Colorado Ip 22617 237 24X 

Fiche* 90-267, 84/03/02, 8403130251 


— 8403130257 Amend 40 to License DPn-34, revl s ing Tech Spec design 
features to Indicate approval for Type H-451 t H-327 
graphite in Future reload fuel elements 

JOHNSON, E H Region 4, Office of Director 84/03/02 5pp 
32617 240 34X Fiche 50-267.84/03/02.8403130251 


— 8403130263 Safety evaluation supporting Amend 40 to License DPR-34 

» Region 4, Office of Director 84/03/02 lOpp 22617 245 24X 

Fiche 50-267,84/03/02,8403130251 


8403120001 Forwards safety evaluation re Sections 5 1 1 ti 5 3 of 
NUREO-0612, "Control of Heavy Loads at Nuclear Power 
Plants " Guidelines satisfied Phase 1 acceptable 
JOHNSON, E H Region 4, Office of Director 04/03/06 LEE, 0 R 
Public Service Co of Colorado 2pp 22590 168 24X 

Ficha 50-267,84/03/06,0403120081 


--B403120086 Safety evaluation re NUREO-0612, “Control of Heavy Loads, “ 
Phase I Guidelines satisfied 

* NRC - No Detailed Affiliation Given 84/03/06 2pp 
22590 170 24X Fiche 50-267, 84/03/06, B403 1 200BI 


— 8402280725 "Control of Heavy Loads at Nuclear Power Plants. Fort St 
Vraln Nuclear Generating Station, Phase I," technical 
evaluation rept 

BTICKLEV, T H EOJ.O, Inc FIN A-64S7 EGG-HS-6294 n03 84/01/31 

NRC - No Detailed Affiliation Given 27pp 22590 172 24X 

Fiche 50-267,04/03/06,8403120031 


S403190330 Forwards application for amend to License DPR-34, e 1 ari fy ing 
Tech Spec changes by revising reporting requirements of 
Sections SO 72 b SO 73 No license amend fee required per 
Generic Ltr 83-43 

LEE,8 R Public Service Co of Colorado 84/03/06 COLLINS, J T 
Region 4. Office of Director 2pp 22673 295 24X 

Fiche 50-267,84/03/06.8403190350 


— 8403190357 Application to amend License DPR-34, c kari Pying Tech Spec 
changes by revising reporting requirements of Sections SO 72 
t, 50 73 

LEE.O R Public Service Co of Colorado 84/03/06 2pp 
22673 297 24X Fiche 50-267,84/03/06,8403190350 


— 8403190359 Proposed Tech Specs revising reporting requirements of 
Sections SO 72 L 50 73 

a Public Bervice Co of Colorado G4/03/06 lOpp 22673 299 
24X Fiche 50-267,04/03/06.8403190350 


0403130234 Disagrees w/utll 040209 ltr concluding that no Tech Spec 
revs required to finaliie NUREO-0737 items presented in 
Generic Ltrs 83-36 b 83-37 Changes needed for conformance 
to NUREO-0737 end Commitments requested within 20 days 
JOHNSON, E K Region 4, Office of Director 84/03/08 LEE.O R 
Public Service Co of Colorado 3pp 22617 265 24X 

Fiche 50-267,84/03/08,8403130234 


8403190083 Forwards Amend 41 to License DPR-34 L safety evaluation 
Amend allows receip t, possession b use of radioactive 
instrument callbr sources containing up to 300 Cl Cs-137 
WAGNER, P C Region 4, Office of Director 84/03/00 LEE.O R 
Public Bervice Co of Colorado 3pp 22674 213 24X 

Fiche 50-267.84/03/08,8403190033 


— B4031900B7 Amend 41 to License OPR-34, at 1 owing receip t, possess! on t< use 
of radioactive instrument calibr sources containing up to 
300 Cl Cs-137 «, 200 uCi Kr-BS 

JOHNSDN.E H Region 4, Office of Director 84/03/08 2pp 
22674 216 24X Fiche 50-267,84/03/08,8403190003 


— 8403190093 Safety evaluation supporting Amend 41 to License DPR-34 
a Office of Nuclear Reactor Regulation, Director 84/03/OB 2pp 
22674 213 24X Fiche 50-267,84/03/08,8403190083 


8403190320 Requests FR publication of notice Of Issuance of Amend 41 
to License DPfi-34 Amend allows possession b use of larger 
slxed radioactive Cs-137 S, Kr-83 instrumentation callbr 
sources 

JOHNSON, E H Region 4, Office of Director 84/03/08 MILLER, J R 
Operating Reactors Branch 3 2pp 22673 27B 24X 

Fiche 30-267,84/03/08,8403190320 


8403160229 Forwards Rev A to Work Spec MB-93-0004, "Reeva lua ti on of 
Plant Protection Sys Setpoints," as result of 631027 
agreement to revise previous application for amend to Tech 
Specs 

MAREMBOURQ, D Public Service Co of Colorado 84/03/09, 

COLLINS.J T Region 4, Office of Director 2pp 22661*0 4 5 24X 

Fiche 50-267,84/03/09,8403160229 
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"-04031*0233 Rev A to Wort Spec WS-93-0004. " Raova 1 us 1 1 on of Plant 

Protection Sijs Setpoints ” 

FLOWER. H Public Service Co of Colorado 04/02/17 17pp 
22**1 047 24X Fiche 50-2*7,84/03/07,6403160229 


0403370187 Forwards application to amend License DPR-34 , c tian g 1 ng Tech 
Specs re limiting conditions for Instrumentation t< control 
sgs, control room temp (> area radiation monitoring 

LEE. D R Public Service Co of Colorado 34/03/14 COLL INS, J T 
Region 4, Office of Director 4pp 22771 103 24X 

Fiche 50-267,34/03/14.84 03270189 


— 8403270171 Application for amend to License DPR-34. revi s 1 ng Tech Specs 
re limiting conditions for operation oF instrumentation t, 
control sgt, control rooini temp tc area radiation monitoring 
* Public Service Co of Colorado 34/03/14 3pp 22771 107 
24X Fiche 50-267,84/03/14, 3403270187 


— 8403270174 Proposed Tech Specs re limiting conditions for operation of 
instrumentation Ic control sgs, control room temp 6 area 
radiation monitoring 

» Public Service Co of Colorado 34/03/14 14pp 22771 110 
24X Fiche 50-267,84/03/14,3403270189 


0 Inspection reports, I£ Bulletins 6 correspondence 


3403130122 Foruards IE Insp Rept 50-267/33-23 on 831123-1202 t< notice 
of deviation 

JOHNSON, E H Region 4. Off ice of Director 84/01/25 LEE, □ R 
Public Service Co of Colorado 2pp 22602 173 24X 

Fiche 50-267,84/01/25.8403130122 


—8403130135 Notice of deviation from insp on 831120-1202 

* Region 4, Office of Director 84/01/25 2pp 22*02 200 24X 

Fiche 50-2*7.84/01/25,3403130122 


—8403130148 IE Insp Rept 50-267/83-28 on 831128-1202 Deviation noted 
Inadequate designation of person responsible for laui level 
uaste transportation I. lack of suitable plan for training 
1> retraining re uaste transportation 

CHANEY. H D , HURRAY.D , HUNNtCUTT, D H Region 4, Office of 
Director 84/01/lB lOpp 22*02 202 24X Fiche 50-267.84/01/25. 

8403130122 


0403260161 Forwards IE Insp Rept 50-267/33-32 on 331205-07 No 
violations or deviations identified 

JOKNSON.E K Region 4, Office of Director 84/02/03 LEE. 0 R 
Public Service Co of Colorado 4pp 22750 345 24X 

FUhe 50-2*7,84/02/03.84032601*1 


—0403260167 IE Insp Rept 50-267/83-32 on 831205-07 No violations or 
deviations idenifled Major areas inspected security sgs 
audit, physical barr icrs-pr otec ted areas tc vital area, testing 
tc maint 6 alarm stations Details withheld (ref 10CFR73 21) 
CALDWELL, R A , KELLY. J A F , HUNNICUTT, D M Region 4. Office Of 
Director 84/02/01 2pp 22750 347 24X Fiche 50-267,34/02/03, 

8403260161 


8403260100 Forwards IE Insp Rept 50-267/84-03 on 840116-20 No 
Violations or deviations noted 

JOKNSON.E H Region 4. Office of Director 84/02/14 LEE. 0 R 
Public Service Co of Colorado 2pp 22758 251 24X 

Fiche 30-267,84/02/14.84032*0100 


— 04032*0107 IE Insp Rept 50-267/84-03 on 840116-20 No violations or 
deviations noted Major areas inspected radwaste program, 
including organliation (< mgt control s, training t, 
qualifications U solid radwaste processing 
MILDORN, L . MURRAY, B , HUNMICUTT. D M Region 4, Office of 
Director 84/02/13 iOpp 22758 253 24X Fiche 50-267.84/02/14, 

0403260100 


8403010)07 Submits schedule t< program description for Segment 3 fuel 
element insps, per 640210 tel con Program will be performed 
upon request Fuel element cracks have no effect on fuel 
particle integrity 

UAREMBOURO. D W Public Service Co of Colorado 84/02/13 
COLLINS.J T Region 4. Office of Director 6pp 2243* 057 24X 

Fiche 50-267.84/02/15.8403010107 


8403010304 Responds to IE Bulletin 77-14 re review of seismic piping 
redocumentation status Util will flnallie design work In 
upcoming months U remaining mod will be completed prior to 
startup after fourth refueling outage 

DBEY.H L Public Service Co of Colorado 84/02/17 COLLINS.J T 
Region 4. Office of Director 2pp 22432 122 24X 

Fiche 50-2*7.04/02/17,8403010304 


8403050112 Responds to NRC 840123 I tr re deviations noted in IE Insp 
Rept 50-2*7/83-28 Corrective actions Radiation Protection 
Admin t B trat i ve Procedure RPAP— 4 will be revised to include 
administrative control section 

WAREMDOURO. D M Public Service Co of Colorado 04/02/22 
COLLINS.J T Region 4, Office of Director 3pp 22487 303 24X 

Fiche 50-267184/02/22,8403050112 


B4O3OS0IS3 Ack receipt of 031128 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-267/83-26 No 
addl response required to NRMCA certificate as error not 
germane to corrective action 

JOHNSON. E H Region 4. Office of Director 84/02/23 LEE. 0 R 
Public Service Co of Colorado Ip 22485 060 24X 

Fiche 50-267.34/02/23,8403050133 


8401190072 IE Info Notice 04-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits (c Annunciation " Bvc list 
end 

JORDAN. £ L Division of Emergency Preparedness (t Engineering 
Response (Post 830103) 04/02/28 Consolidated Edison Co of New 

York. Inc llSpp 22707 237 24X Ft Che : 50-000, B4/02/28. 0401170072 


B403160303 Provides radlolagical ETS clarifications ti changes based on 
Item 267/8403-01 In IE Insp Rept 50-267/04-03 
WAREMDOURO. D W Public Service Co of Colarado 04/02/27 
COLLINS.J T Region 4. Office of Director 2pp 22660 347 24X 

Fiche 50-267,84/02/27,0403160303 


84020700D7 IE Info Notice 84-14. "Highlights of Recent Trensport 
Regulatory Revs by DDT (k NRC " Svc list end 

GRACE. J N Division of QA. Safeguards 6 Inspection Programs (Post 
03D1OJ) B4/03/O2 Consolidated Edison Co of New York. Inc 

I30pp 22532 327 24X Fiche 30-000. B4/03/02, 0402090007 


8402070008 IE Info Notice B4-i6. "Failure of Automatic Sprinkler 8yi 
Valves to Operate " Svc list end 

JORDAN. £ L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co. of New 

York, Inc I22pp 22553 098 24X FUhe 50-000.84/03/02.8402070008 


8402a70D09 IE Info Notice 84-15. “Reporting of Radiological Releases " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22553 217 24X Fiche 50-000.84/03/02.8402070007 


8402090011 IE Info Notice 84-17, "Problems W/Llquld Nitrogen Cooling 
Components Delou Nil Ductility Temp " Svc list end 
JORDAN. E L Dlvlslan of Emergsncy Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Fiche 30-000.84/03/05,8402070011 


84032*0205 Forwards IE Insp Rept 50-267/84-04 on 840206-10 (< notice 
of viol at ion 

JOHNSONiE H Region 4. Office oP Director 84/03/05 LEE, 0 R 
Public Service Co of Colarado 2pp 22756 210 24X 

Fiche 50-267,64/03/05,8403260205 


— 64032*0209 Notice of violation from insp on 840206-10 

« Region 4, OPflce of Director 84/03/05 Ip 22756 212 24X 

Fiche 50-2*7,04/03/05,8403260205 


— B40326D211 IE Insp Rept 50-267/84-04 on 840206-10 Violation noted 
maint worker proceeded toward work area w/anticontaminat ion 
clothing surveyed indicating 400 counts per minute & clothes 
not stored for decay it rewashing 

MILBORN,L , HURRAY, a , HUNNICUTT,DH Region 4, Office of 
Director 64/03/05 lOpp 22756 213 24X Fiche 50-267,84/03/05, 

0403260205 


6403160326 Documents 040305 telcon which advlstd NRC that photographs 
committed to in fuel element Imp program underexposed 
Preparations to remove ell Region 18 fuel elements from fuel 
storage well to permit photographs of element! begun 
WAREMBOURO.D U Public Service Co of Colorado 84/03/06 
COLLINS, J T Region 4, Office of Director 2pp 22660.037. 24X 

Fiche 50-2*7.84/03/06.84031*0326 


6402070024 IE Info Notice 84-07. Rev 1, "Lessons Learned From Insps of 
Fire Frotsction Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co. of New 

York. Inc U0pp 22635 047. 24X F iche 50-000, 84/03/07. 8402090024 


6402070028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Bys " Svc list end 

JORDAN, E L Division Of Emergency Praparadness (. Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 1 IBpp 22584 186 24X Fiche 50-000,84/03/07,0402090028 
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B403Z60174 Foruafds IE Insp Rept 30-267 on 840213-16 No 
violations or davlatlons identified 

JOHNSON, E H Region 4, Office of Director 84/03/08 LEE. 0 R 
Public Service Co of Colorado 2pp 22757 343 24X 

Fiche 30-267,04/03/00,0403260174 


— 3403260177 IE Insp Rept 50-267/84-07 on 040213-16 No violations or 
deviations identified Major areas Inspected QA procedures 
for installation of safety-related electrical equipment 6 
qualification of QC electrical personnel 

BESS, J E , JAUDDN, J P , HUNNICUTT, D M Region 4, Office of 

Director 04/03/00 7pp 22757 345 24X Fiche 50-267,04/03/08. 

8403260174 


0402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relays In Use In 
Class IE Safety 8ys " Bvc list end 

OEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neui York, Inc 

134pp 22023094 Z4X Fiche 50-000,84/03/12,0402090031 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) B4/03/21 Consolidated Edison Co of Neu 

York, Inc i23pp 22023 229 24X Fiche 50-000,84/03/21,0402090043 


0402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
8ys *' 8 VC list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 13Spp. 22933 001 24X Fiche 50-000,04/03/21,8402090044 


R Periodic operating reports & related correspondence 


B403060309 “Semiannual Effluent Rept.Jul-Dec 1903 " 11/040202 1 tr 

B0R8T, F J Public Service Co of Colorado 83/12/31 COLLINS, J T 
Region 4, Office of Director 17pp 22515 338 24X 

Fiche 30-267,03/12/31,8403060309 


0403130396 "Environ Radiation Surveillance Program Summary Rept for 
Third & Fourth Quarters 1903 " N/040229 Itr 

JOHNSON, J E Colorado State Untv , Ft Collins. CO BREY, H L 
Public Service Co of Colorado 63/12/31 COLLINS, J T Region 4, 
Office of Director 143pp 22604 207 24X Fiche 50-267 , 03/12/31, 

0403130396. 


0403010118 "Annual Occupational Exposure Rept 1983 " 

BORBT.F J Public Service Co of Colorado 84/02/21 COLLINS, J T 
Region 4, Office of Director Ip 22436 034 24X 

Fichs. 50-267, 84 / 02 / 21 , 840301 01 IB 


8403190344 Monthly operating rept for Feb 1984 U/B40313 Itr 

FULLER, C , NAREHBOUROiD Public Service Co of Colorado 84/02/29 
9pp 22673 156 24X Fiche 50-267,84/02/29,8403190344 


S. Reportable occurrences, LERs related correspondence 


8403010134 Forwards LERs B0-03O/03X-2 tt ei-068/D3X-l 

UAREMBOURO, D Public Service Co of Colorado 84/02/16, 

COLLINS, J T Region 4, Office of Director Ip 22435 349 24X 

Fiche 50-267,84/02/16,8403010134 


— B4O301O155 LER BO-030/03X''2 on 800604, steam generator penetration 
leakage appeared to be greater than 400 lb per day Caused 
by purified helium leakage internal to loop 2 penetration t< 
occurring between interspace t( cold reheat steam piping 
NOUACHEK, F. . FRYE, 0 L , MCBRIDE, L M Public Service Co. of 
Colorado 84/02/16 7pp 22435 350 24X Fiche 50-267,84/02/16, 

8403010134 


— 0403010167 LER B1-068/03X-1 on 811024, loop 2 steam generator Interspace 
leakage exceeded limits Caused by helium leakage internal to 
penetration interspace t, occurring between interspace 6 cold 
reheat steam piping 

NOVACHEK.F , FRYE.D L , MCBRIDE, L M Public Service Co of 
Colorado 84/02/16 4pp 22435357 24X Fiche 50-267,84/02/16, 

8403010134. 


8403010116 LER 84-002-00 on 840123, during surveillance test, one of 
three bearing water pressure differential switches found 
Inoperable Cause unknown Switch replaced t, callbr to 
instrument operating requirements N/840222 Itr, 

NOVACHEK.F . MAREMBOURO.D Public Service Co. of Colorado 
84/02/22 COLLINS, J T Region 4r Office of Director 6p p 
22436 028 24X Fiche 50-267,84/02/22,8403010116 


8403120071 Requests initiation of neu task Interface agreement for 
review of licensee 840120 submittal re steam generator 
tube leak Acceptable steam generator tube surveillance 
program should bo established 

DENISE, R P Division of Resident, Reactor Project 4 Engineering 
Programs 04/03/06 E16ENHUT.D Q Division of Licensing 2pp 
22509 302 24 X Fiche 50-267,84/03/06.0403120071 


0403520063 LER 84-003-00 on 0402 12. automa 1 1 c plant protective sys 
reactor scram Initiated by one of two logic trips involving 
nuclear startup channel II Caused by insertion of fuel block 
containing neutron startup source 0/840310 itr 
NOYACHEK.F . WABEMDQURO, D Public Service Co of Colorado 
84/03/13 COLLINS, J T Region 4, Office nf Director 7pp 
22717 173 24X Fiche 50-267,04/03/13,8403220063 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT I 


F Security, medical, emergency 4 fire protection plans 


8403090254 Public version of revised crisis nigt plan implementing 
procedures, Inc 1 udlng Procedures 5 3 4 re scheduling/planning 
support group, S 3 6 re radiological support group 4 5 3 7 re 
technical support group N/831107 Itr 4 JM Felton memo 
TUCKER, H D Duke Power Co 03/10/31 BENTON.H R Office of 
Nuclear Reactor Regulation, Director 27ipp 22595 055 34X 

Fiche 50-000.83/10/31,8403090254 


8403060225 Rev 11 to crisis mgt plan N/840SS4 Itr 4 public Into 
pamphlet 

VAUGHN, T E . TUCKER, H B Duke Power Co 84/02/02 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 66pp 22516 109 
24X Fiche 50-000,84/03/02.0403060223 


8403160134 Forwards IE Insp Repts 50-269/04-04.50-270/04-04 4 
50-287/04-04 on 040201-02 No violations or deviations 
Identt f 1 ed 

DANCE, H C Division of Project 4 Resident Programs 84/02/16 
TUCKER, H D Duke Power Co 2pp 22655 336 24X 

Fiche 50-269,84/02/16,0403160134 


--0403160141 IE Insp Repts 30-269/84-04, 50-270/04-04 4 50-207/84-04 on 
840201-02 No violations identified Major areas Inspected 
emergency preparedness areas of protective action 
dec is lonmak i ng 

CLINE, VI E Region 2, Office of Director 04/02/15 4p p 
22633 333 24X Fiche 30-269,84/02/16,0403160134 


8403090222 rorwards Rev 3 to training h qualification plan Rev 
withheld (ref 10CFR7321) 

TUCKER, H Q Duke Power Co 04/02/29 O'REILLY, J P Region 2. 
Office of Director Ip 22575 149 24X Fiche 30-269.04/02/29, 
8403090222 


0403160270 Extends Invitation to attend 840316 workshop to discuss 
iOCFRSOrApp R requirements 4 results of recent insp to help 
resolve misoodorstanding associated w/requ 1 remon ts 
LENta.R C Division of Project 4 Resident Programs 04/03/02 
TUCKER, H B Duke Power Co ip 22660 274 24X 

Fiche 50-000,34/03/02,8403160278 


0403160245 Forwards summary of 040220 meeting w/util In Atlanta, OA re 
10CFR50 40 4 lOCFRSO.App R fire protection application 
Attendance list also end 

LEVIIS, R C Division of Project fc Resident Programs 84/03/07 
TUCKER, H B Duke Power Co 3pp 22660 D12 24X 

Ftcha 50-269,84/03/07.8403160245 


8403120119 Advises that 040116 Rev 11 tO' physical security plan 
consistent w/provtslons of 10CFR30 S4(p) 4 acceptable 
LEWIS, R C Division of Project 4 Resident Programs 04/03/00 
TUCKER, H B Duke Power Co 2pp 22309 219 24X 

Fiche 50-269,34/03/00,8403120119 


0403290069 Ach receipt of B4O2O0 Itr informing NBC of steps taken to 
correct violations noted in IE Insp Repts 50-269/83-36, 
50-270/83-37 4 50-207/83-36 Implementation of corrective 
actions will he examined during future Insp 

DANCEiH C Division of Project 4 Resident Programs 84/03/20 
TUCKER, H B Duke Power Co Ip 22307 011 24X 

Fiche' 50-269, 34/03/20, 8403290069 


—0403290100 IE insp Repts 50-269/S3-36. 50-270/83-37 4 50-207/83-36 on 
831111-1210 Violation noted failure to follow Malnt 
Procedure 270/03-37-01 re quality performed on Reactor 
Coolant Pump 2D2 

BRYANT, J Region 2, Office of Director 84/01/09 lOpp 
22807 017 24X Fiche 50-269,04/03/20,3403290069 
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Q40337020'? FoMnardi Rev 4 to util response to NURE0-0737i Supp 1 li 
intituling tontrol room revleu Implernen ta 1 1 on priority 
schedul e 

TUCKER 1 H D Duke Punier Co 54/03/23 DENTON. H R Office of 
Nuclear Reactor Regulation. Dlroctor STQLZ. J F Operating Reactors 
Branch 4 9pp 22772 080 24X Fiche S0-2i9. B4 /03/23. B40327O209 


P Operating license stage decuirents tc correspondence 


B4030ED27S Submits response to NRC request for schedular info re SER of 
proposed inadequate core cooling 1 nstrumentatlon Final 
design description uill be submitted by B507D1 

TUCKER. H C Duke Pouer Co B4/O2/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director STDLZ. J F Operating Reactors 
Branch 4 2pp 2251B 124 24X Fiche 90-24>7, 04 /02/2B. 9403060292 


G4O3tSO320 Forwards Amends 127.127 tc 124 to Licenses DPR-3B. DPR-47 C< 
DPR-99. respectively & safety evaluation Amends revise Tech 
Specs to Implement limiting conditions for operation in 
event one startup transformer out of svc 

STOUZ.J F Operating Reactors Branch 4 04/03/02 TUCKER. H B 

Duke Power Co 2pp 22649 274 24X Fiche 50-269. B4/03/02. 

8403150320 


— 840315033S Amends 127.127 h 124 to Licenses DPR-3a. DPB-47 (. DPR-SS. 
resp ec tive 1 y, revl sing Tech Specs to Implement limiting 
conditions for operation in event one startup transformer 
out of svc 

BTOLZ. J F Operating Reactors Branch 4 04/03/02 21pp 

22649 276 24X Fiche 50-269,04/03/02,3403130328 


— 8403180344 Safety evaluation supporting Amends 127,127 li 124 to 
Licenses DPR-30. DPR-47 it DPR-39. r espec 1 1 ve 1 y 

* Office of Nuclear Reactor Regulation. Director 84/03/02 2pp 
22649 297 24X Fiche SO-269, 84/03/02. 0403150323 


Q Inspection reports. IE Bulletins 6 correspondence 


0403070364 Forwards IE Insp Repts 30-269/03-11,50-270/03-11 b 
30-2B7/B3-11 on 830317-26 Enforcement action addrosied In 
NRC B3D602 Itr 

LEMISi R C Division of Project 6 Resident Programs 03/06/02 
TUCKER, H Q Duke Power Co 2pp 22946 025 24X 

Fiche 30-269,33/06/02,0403070364 


— 8403070369 IE Insp Repts 50-269/83-11.90-270/83-11 tt 90-237/03-11 on 
B30317-26 Violations noted loss of containment integrity on 
830317 b 21 b failure to meet requirements of confirmatory 
order dtd 810710 re independent verification 

BRYANT. J . FALCONER, 0 Region 2. Office of Director IONATONISjA 
Division of Project & Resident Programs 63/06/02 lOpp 
22546 027 24X Fiche 50-269.33/06/02,8403070364 


8403160134 Forwards IE Insp Repts 50-269/64-04.90-270/84-04 U 
50-287/84-04 on B40201-02 No violations or deviations 
Identif 1 ed 

DANCE. H C Division of Project b Resident Programs 84/02/16 
TUCKER. H 8 Duke Power Co 2pp 22655 336 24X 

Fiche 90-269.84/02/16.0403160134 


-8403160141 IE Insp Repts 50-269/ 34-04. 50-270/04-04 b 90-287/04-04 on 
040201—02 No violations Identified tiajor areas Inspected 
emergency preparedness areas of protective action 
decisi onmak Ing 

CLfNE.V E Region 2, Office flf Director JENKINS, 0 R Division 
of Emergency Preparedness b Materials Safety 34/02/15 4pp 
22653 338 24 X Fiche 50-269, 84/02/ 16. 34031 60 1 34 


3403010308 Forwards addl Info re 830315 request for relief from 
inservlce Insp requirements (Hydrosta tl c 1 of Section XI of 
ASHE Qoiler b Pressure Vessel Code Valve 2LPBW-I33 cannot be 
closed due to sheared hinge pins 

TUCKER. H D Puke Power Co B4/02/93 DENTON, H R Office of 
Nuclear Reactor Regolation, Director STQLZ, J F Operating Reactors 
Branch 4 2pp 29432 102 94X Fiche 50-269,84/02/23,3403010303 


8401190072 IE Info Notice 94-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response IPost 330103 1 84/02/28 Conso 11 dated Edison Co of New 

York, Inc llSpp 22909 239 24X Fiche 50-000,84/02/28,8401190072 


3402090007 IE Info Notice 94-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

OR ACE, J N Division of OA. Safeguards b Inspection Programs (Post 
8301031 04/03/02 ConsoUdated Edison Co of Neui York, Inc 

I30pp 22959 399 24X Fiche 50-000.64/03/02,0402090007 


8402090008 IE Info Notice 04—16. "Failure of Automatic Sprinkler Bys 
Valves to Operate " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of Neu 

York. Inc 122pp 22993 098 24X Fiche 90-000,84/03/02.8402090006 


B40209000? IE Info Notice 84—19, "Reporting of Radiological Releases 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post S30103) 84/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22953 217 84X Fiche 90-000,84/03/02.8402090009 


3402070011 IE info Notice 84-17. "Problems W/Llquld Nitrogen Coaling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Past 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22593 336 24X Fiche 90-000.04/03/05.0402090011 


3402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Eys " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 34/03/07 Cansolldated Edison Co of New 

York, Inc llEpp 22635 049 24X Fiche 90-000.84/03/07.8402090024 


3402090028 IE Info Notice 84—18, "Stress Corrosion Cracking In PWR 
0ys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Cansolldated Edison Co of Neu 

York, Inc llOpp 22984 186 24X Fiche 90-000,84/03/07,0402090028 


6402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays In Use In 
Class i£ Eafety Sys " Svc list end 

DEYOUNO.fi C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York. Inc 

134pp 22023 074 24X Fiche 90-000.84/03/12,8402090031 


6403270069 AcV receipt of 840208 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-269/83-36, 
90-270/63-37 b 50-287/83-36 Implementation of corrective 
actions will he examined during future insp 

DANCE, H C Division of Project b Resident Programs 84/03/20 
TUCKER, H 0 Duke Power Co Ip 22307 011 24X 

Fiche 90-269,84/03/20,0403290069 


— 8403290002 Responds to NRC 840109 Itr re violations noted In IE Insp 
Repts 50-267/03-36,50-270/03-37 b 50-287/83-36 Corrective 
actions Unit 2 staging coil locations corrected b seal 
packages on Reactor Coolant Pump 202 replaced 

TUCKER, H R Duke Power Co 84/02/08 O'REILLY, J P Region 2, 
Office of Director Spp 22007,012 24X Fiche 50-267,84/03/20, 

8403390069 


— 0403270090 Forwards IE Insp Repts 50-269/03-36.50-270/03-37 b 
50-387/03-36 on 031111-1210 b notice of violation 
DANCE, H C Division Of Project b Resident Programs 04/01/09 
TUCKER, H B Duke Power Co 2pp 22807 014 24X 

Fiche- 50-269. 04/03/20, 8403290069 


— 0403290095 Notice of violation from Imp on 631111-1210 

* Region 2, Office of Director 84/01/09 Ip 22807 016 24X 

Fiche- 50-269,04/03/20. 0403290069 


— 8403290100 IE Imp Repts 50-269/03-36, 50-270/83-37 b 90-287/03-36 on 
83 1111-1210 Violation noted, failure to follow Ha int 
Procedure 270/83-37-01 re qual 1 ty performed on Reactor 
Coolant Pump 202 

BRYANT, J , FALCONER, D Region 2. Office of Director 

QRDIrfNLEEi V L Division of Project b Resident Programs 84/01/09 

lOpp 22007 017, 24X Fiche 90-269.84/03/20,8403290069 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlted 
Entries into pf|R Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21. Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 90-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays In Saf ety-Related 
Sys " Svc 1 lit end, 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 64/03/21 Consolidated Edison Co. of New 

York, Inc I35pp 22933 001 24X FUhe 90-000,84/03/21,8402090044 


B Periodic operating reports b related correspondence 


0403200010 Monthly operating repts for Feb 1984 W/84031S Itr. 
fiEAVI8. J A . TUCKER, H D. Duke Power Co 84/02/29 17pp. 

22689 189 24X Fiche 90-269,84/02/29,8403200010 
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V operator Examinations 


B403D80S37 Eoruards operator licensing exam schedule through CYBB. in 
response to Generic Ltr 83-40 

TUCKEHrH D Duke Pouier Co B4/02/29 EISENHUT. D O Division of 
Licensing Spp 32961 023 24X Fiche SO-367, B4/02/2?i 840308023? 


DOCKET 50-370 OCONEE NL/CLEAR STATION, UNIT 2 


F Security, medical, emergency & Fire protection plans 


8403090234 Public version of revised crisis mgt plan implementing 
procedures, incl ud ing Procedures 9 3 4 re scheduling/planning 
support group, 3 3 6 re radiological support group 8< 5 3 7 re 
technical support group 14/831107 I tr fc Jht Felton memo 
TUCKER, H D Duke Pauar Co 83/10/31 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 271pp 32999 099 24X 

Fiche 50-000,83/10/31,8403070294 


8403060223 Rev 11 to crisis mgt plan N/840224 ltr !< public info 
pamphlet 

VAUOHN, T E . TUCKER, H B Duke Power Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 66pp 23516 189 
24X Fiche 90-000,84/02/02,8403060225 


8403160134 Forwards IE Insp Repts 50-269/84-04,50-270/84-04 *< 
50-287/84-04 on 840201-02 No violations or deviations 
Identified 

DANCE, H C Division of Project tc Resident Programs 84/02/16 
TUCKER, H D Duke Power Co 2pp 22695 336 24X 

Fiche 90-269,84/02/16,8403160134 


— 0403160141 IE Insp Repts 50-269/84-04,90-270/84-04 Si 50-287/84-04 on 
840201-02 Np violations identified Major areas inspected 
emergency preparedness areas of protective action 
decisionmaking 

CLINE, U E Region 2, office of Director 84/02/19 4pp 
22699 338 24X Fiche 50-269,84/02/16,8403160134 


8403090222 Forwards Rev 3 to training S< qualification plan Rev 
withheld iref I0CFR73 21) 

TUCKER, H B Duke Power Co 84/02/29 O'REILLY, J P Region 2, 
Office of Director Ip 22979 149 24!f Fiche 90-269,84/02/29, 
8403090222 


8403160278 Extends invitation to attend 840316 workshop to discuss 
10CFR50>App R requirements Si results of recent insp to help 
resolve misunderstanding associated u/requ 1 remen ts 
LEWIS, R C Division of Project Si Resident Programs 64/03/02 
TUCKERiK B Duke Power Co Ip 22660 274 24X 

Fiche 90-000,84/03/02,8403160278 


8403160249 Forwards summary of 840228 meeting u/util In Atlanta, OA re 
10CFR90 48 8< 10CFR90, App R fire protection application 
Attendance list also enc 1 

LEWIS, R C Division of Project Si Resident Programs 84/03/07 
TUCKER, H 0 Duke Power Co 3pp 22660 312 24X 

Fiche 90-269,84/03/07,8403160245 


8403120119 Advises that 840116 Rev 11 to physical security plan 
consistent w/provlslons of 10CFR90 94{p) Si acceptable 
LEWIB,R C Division of Project Si Resident Programs 84/03/08 
TUCKERiK B Duki Power Co 2pp. 22989 219 24X 

Fiche 90-269,04/03/08,8403120119 


8403290069 Ack receipt of 840208 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-269/83-36, 
90-370/83-37 S. 90-287/83-36 Implementation of corrective 
actions will be examined during future Insp 

OANCEiH C Division of Project Si Resident Programs 84/03/20 
TUCKER, H D Duke Power Co ip 22007 011 24X 

Fiche 90-269,84/03/20,8403290069 


— 8403290108 IE Insp Repts 90-269/83-36,50-270/83-37 Si 90-287/83-36 on 
831111-1210 Violation noted failure to follow Malnt 
Procedure 270/83-37-01 re quality performed on Reactor 
Coolant Pump 2B2, 

BRYANT, U Region 2. Office of Director 84/01/09 lOpp 
22B07 017 24X Fiche 90-269,84/03/20,8403290069 


8403270209 Forwards Rev 4 to util response to NUREQ-0737i Sup pi 1, 
including control room review implementation priority 
schedul e 

TUCKER, H B Duke Power Co 84/03/33 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZiJ F Operating Reactors 
Branch 4 9pp 22772088 24X Fiche 30-269,84/03/23,8403270209 


P Operating license stage documents Si correspondence 


8403060292 Submits response to NRC request for scheduler info re SER of 
proposed inadequate core cooling instrumentation Final 
design description will be submitted by 850701 

TUCKER, H Q Duke Power Co 04/02/28 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, U F Operating Reactors 
Branch 4 2pp 2251B 124 24X Fiche 50-269,84/02/28.0403060292 


8403150320 Forwards Amends 127,127 Si 124 to Licenses DPR-3S, DPR-47 (< 
DPR-33, respec t i VB ly 6 safety evaluation Amends revise Tech 
Bpecs to Implement limiting conditions for operation in 
event one startup transformer out of sve 

STOLZ, J F Operating Reactors Branch 4 B4/03/02 TUCKER, H B 

Duke Power Co 2pp 22649 274 24X Fiche 50-269,84/03/02. 

8403190320 


—0403150335 Amends 127,127 ti 124 to Licenses DPR-30, DPR-47 li DPR-93, 
respec tivety I revl sing Tech Specs to implement limiting 
conditions for operation in event one startup transformer 
out of SVC 

STOLZ, J F Operating Reactors Branch 4 84/03/02 Sipp 

22649 276 24X Fiche 50-269,84/03/02.8403130328 


— 8403150344 Safety evaluation supporting Amends 127,127 & 124 to 
Licanses DPfi-3B, DPR-47 h DPR-9S, resp ec 1 1 ve I y 

e Office OF Nuclear Reactor Regulation, Director 84/03/02 2pp 
22649 297 24X Fiche 50-269,84/03/02,8403130328 


8403290314 “Oconee 2 Cycle 7 Startup Testing Rept " N/840326 ltr 
ELDER. M L , PARSONS, C H Duke Power Co 04/03/26 DENTON, H.R 
Office of Nuclear Reactor Regulation, Director STOLZ, U F 

Operating Reactors Branch 4 23pp 22802 070 24X 

Fiche, 50-270, 84/03/26,8403290314 


0 Inspection reports, IE Bulletins t, correspondence 


8403070364 Forwards IE Insp Repts 30-269/83-11,30-270/83-11 h 
30-387/83-11 on 830317-38 Enforcement action addressed in 
NRC 830602 ltr 

LEWIS, R C Division of Project Si Resident Programs 83/06/02 
TUCKER, h) B Duke Power Co 2pp 22346 025 24X 

Fiche 50-269,83/06/02,8403070364 


--8403070369 IE Insp Repts 50-269/03-11,90-270/03-11 h 90-287/83-11 on 
830317-28 Violations nn teej loss of containment integrity on 
030317 h 21 li failure to meet requirements of confirmatory 
order dtd 810710 re Independent verification 

BRYANT, J , FALCONER. D. Region 2. Office of Director lONATONIS. A 
Division of Project & Resident Programs 63/06/02 lOpp 
22546 027 24X Fiche 30-269,83/06/02.8403070364 


8403160134 Forwards IE Insp Repts 90-269/84-04,50-270/84-04 t, 
30-287/84-04 on 840201-02 No violations or deviations 
identified 

DANCE, H C Division of Project ti Resident Programs 84/02/16 
TUCKERiK D Duke Power Co 2pp 22655 336 24X 

Fiche 30-269,84/02/16,8403160134 


— 8403160141 IE Insp Repts 90-269/84-04,30-270/84-04 h 50-287/84-04 on 
840301-02 No violations Identified Major areas inspected 
emergency preparedness areas of protective action 
decisionmaking 

CLINE,U E Region 2, Office of Director UENKING.O R Division 
of Emergency Preparedness ti Materials Safety 84/02/15 4pp 
22655 338 24X Fiche SO-269, 84/02/ 1 6, 84031 60 134 


8403010308 Forwards addl info re 630B1S request for relief froin 
inservlce Insp requirements (Hydrostatic) of Section XI of 
ABME Boiler ti Pressure Vessel Code Valve 2LPEW-133 cannot be 
closed due to sheared hinge pins 

TUCKER. H B Duke Power Co 84/02/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 2pp 22432 102 24X Fiche 90-269, 94/02/23, 8403010308 


8401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits ti Annunciation “ 8vc list 
end 

JORDANiE L Division of Emergency Preparedness (i Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co qf New 

York, Inc llSpp 22909 239 24X Fiche 50-000,84/02/28,8401190072 


8402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT tt NRC “ Sve list end 

GRACE, J N Division of QA, Safeguards & Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Go of New York, Inc 

i30pp 22552 329 24X Fiche 90-000,84/03/02,8402090007 
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G40S090DDB IE Info Notice B4-Iii "Failure of Automatic sprinkler Si;s 
Valves to Operate " Svc Hat end 

JORDAN* E I- Division of Emersency Preparedness t* Engineering 
Response (Post BB0103> 04/03/02 Consolidated Edison Co of Neie 

York, Inc ISSpp 223S3 09B 24X Fiche 50-000.04/03/02,640209000? 


8402090009 IE Info Notice B4-15, "Reporting of Radiological Releases " 
Bvc Hat enc I 

JQROAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) B4/03/02 Consolidated Edison Co of New 

Yorli. Inc H9pp 22953 217 24X Fiche 30-000.84/03/02,6402090009 


V Operator Eiaminat 1 ons 


84030B0239 Forwards operator licensing eiafn scheduke through CY08i In 
response to Generic Utr 83—40 

TOCHER, H D Duke Power Co 84/02/29 EI8ENHUT. D 0 Division of 
Licensing 2pp 22561 023 24X Fiche 30-269,84/02/29,8403080239 


DOCKET 30-271 VERMONT YANKEE NUCLEAR POWER STATION 
F Security, medical, emergency 8, fire protection plans 


8402090011 IE Info Notice 84-17, "Problems H/Liquld Nitrogen Cooling 
Components Seloiu Nil Ductility Temp " Svc list end 
JBRDAN.E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc Il7pp 22353 336 24X Fiche 30-000,64/03/0316402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Bgs " Bvc list enc 1 
JORDAN. E L Division of Emergency Preparedness *c Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc liepp 22635 049 24X Fiche 50-000,04/03/07.8402090024 


8402090029 IE Info Notice 84-191 "Stress Corrosion Cracking in PHR 
8ys " Svc list end 

JORDAN, E L Dtvlllon of Emergency Preparedness 6 Engineering 
Response (Post B30103J 04/03/07 Consolidated Edison Co of New 

York. Inc llBpp 225B4 1B6 24X Fiche 50 - 000 , B4/03/ 07. B40207002B 


8402070031 IE Bulletin 84-02. "Failures of SE Type HFA Relays In Use in 
Class IE Safety Bys " Svc list encl 

DEYOUNG I R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Ine 

134pp 22823 094 24X Fiche 30-000.84/03/12,8402090031 


8403290069 Ac k receipt of B4020B Itr Informing NRC of steps taken to 
correct violations noted In lE Insp Repts 50-269/03-36, 
90-270/03-37 6 50-287/83-36 Implementation nf corrective 
actions will he enamlned during future insp 

DANCE.H C Division of Project 6 Resident Pregrams 84/03/20 
TUCKER, H 6 Duke Power Co ip 22807 011 24X 

Fiche 50-269,84/03/20.8403290069 


8403060022 Advises that NRC idlll not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 81070? Generic Ltr 81-27 W/o request. ent Ire 
plan will be placed In PDR 

VA8SALLD, D D Operating Reattors Branch 2 84/02/21 8INCLAIR,J 6 

Vermont Yankee Nuclear Power Corp 2pp 22528 336 24X 

Fiche 30-271,84/02/21,8403060022 


8403140285 Informs that onsite t, offsite emergency preparedness 
adequate t< emergency plans upgraded per NUREO-0737. 

Item in A 2 1 Reasonable assurance eilsts that prompt 
protective measures will be taken to protect public 

VABBALLOi D 0 Operating Reactors Branch 2 84/02/22 SINCLAIR, J B 

Vermont Yankee Nuclear Power Corp 3pp. 22636:320 24X 

Fiche 30-271,84/02/22,8403140285 


8403140290 Approves 831116 request to establish emergency operations 
facility lEOFl 8 75 miles from plant w/o providing backup 
EOF 

EI8ENHUT, D 0 Division of Licensing 84/02/27 MURPHY, H P 
Vermont Yankee Nuclear Power Corp 2pp 22636 318 24X 

Fiche 30-271,84/02/27.8403140290 


0403190243 Notification of 840418 workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp S, topics described in IE Info Notice 
84-0? Agenda for workshop end 

HURLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE, J D 
Consolidated Edison Co of New York, Ine LUNDVALL.A E Baltimore 
Gas tt Electric Co RANDAZZA, J B Maine Yankee Atonic Power Co 
35pp 92672 062 24X Fiche 50-000.84/03/09,8403190243 


— 8403290082 Responds to NRC 840109 ltr re violations noted in IE Insp 
Repts 50-269/83-36.50-270/03-37 L 50-287/83-36 Corrective 
actions Unit 2 staging coil locations corrected I, seal 
packages on Reactor Coolant Pump 282 replaced 

TUCKER. K B Duke Power Co 84/02/08 O'REILLY, J P Region 2, 
Office of Director 2pp 22807 012 24X Fiche 50-269.84/03/20, 

0403290069 


— 8403290090 Forwards IE Insp Repts 50-269/63-36.50-270/83-37 h 
50-287/83-36 on 831111-1210 6 notice of vialation 
DANCE.H C Division of Project I, Resident Programs 84/01/09 
TUCKER. H 6 Duke Power Co 2pp 22007 014 24X 

Fiche 50-269.84/03/20,6403290069 


— 8403290095 Notice of violation from insp on 831111-1210 

» Region 2. Office of Director 04/01/09 Ip 22807 016 24X 

Fiche 50-269.84/03/20,0403290069 


— 8403290108 IE Insp Repts 50-269/63-36,50-270/03-37 6 50-287/83-36 on 
031 1 1 i-12iO Viol at 1 on noted failure to follow Malnt 
Procedure 270/83-37-01 re quality performed on Reactor 
Coolant Pump 262 

BRYANT. J . falconer, D Region 2, Office of Director 

BROMNLEE, V L Division of Project 6 Resident Programs 84/01/09 

JOpp 22007 017, 24X Fiche 50-269,04/03/20,8403290069 


8402090043 IE Info Notice 04-19. "Two Events Involving Unauthor lied 
Entries Into PWR Reactor Cavities " Bvc list encl 
JORDAN, E U Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 50-000,64/03/21.6402090043 

B402090044 IE Info Notice 64-20, "Bvc Life of Relays In Safety-Belated 
Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post B30I03) 84/03/21 Consolidated Edison Co, of New 

York. Inc 138pp 22933 001 24X Fiche 50-000,64/03/21.0402090044 


R Periodic operating reports t, related correspondence 


8403200010 Monthly operating repts for Feb 1984 H/ 84031 5 ltr 
REAVIBrJ A . TUCKER, H R Duke Power Co 84/02/29 I7pp. 
22683 185 24X Fiche 30-269,84/02/29,8403200010 


8403290064 Forwards IE Enforcement Conference Rept 50-271/83-26 on 
040110 Util has not provided NRC w/required fire protection 
features for certain equipment in reactor bldg to achieve 8, 
maintain safe shutdown 

MARTIN, T T Division of Engineering L Technical Programs. 84/03/13 
MURPHY, W P Vermont Yankee Nuclear Power Corp 2pp 22806 283 
24X Fiche 50-271.84/03/13.8403290064 


— 0403290071 IE Enforcement Conference Rept 50-271/03-26 on 040110 Major 
areas discussed potential violation of lOCFRSO.App R re 
failure to provide fire protection for redundant safe 
shutdown equipment located primarily in reactor bldg 
PULLANI, B V , ANDERSON, C J Region 1, Office of Director 
04/03/06 7 pp 22006 205. 24X Fiche 50-271.04/03/13,8403290064 


8403230063 Requests eight exemptions from IOCFR50,App R requirements re 
fire protection of safe shutdown capability Exemption 
request approval will negate need to provide alternate 
shutdown capab i 1 1 ty , per Section III O of App R 
MURPHY. W F Vermont Yankee Nuclear Power Corp 84/03/14 
DENTON. H R Office of Nuclear Reactor Regulation. Director 20pp 
22733 022 24X Fiche 50-271,04/03/14,8403230063 


0403200166 Forwards FEMA 820609 final post-exerc I so assessment for 
020218 joint radiological emergency preparedness exercise 
Rept for 830921 exercise will be issued shortly 

MARTIN. T T Division of Engineering It Technical Programs 84/03/15 
MURPHY. H P Vermont Yankee Nuclear Power Corp 3pp 22698 041 
24X Fiche 50-271,84/03/15,8403200166 


P Operating license stage doc umen ts I, correspondence 


8403140340 Summary of 831215 meeting u/OE It Mark I Owners Group In 
Bethesda.MD re Mark I containment we twe 1 l-dry wel 1 vacuum 
brtakar design mathodolegy 

8JEQEL* B L Operating Reactors Branch 2 B4/0S/2i Operating 

Reactors Branch 2 5lpp 22635 198 24X Fiche 50-000.84/02/21, 

8403140340 


8403020247 Informs of completion of addl analysis for frequency 
response of associated hydraulic control units (HCU) for 
scram sys HCU supports should be modified Installation of 
mods axpected by end of yr 

MURPHY. W P Vermont Yankee Nuclear Power Corp 84/02/28 
VA68ALL0, D D Operating Reactors Branch 2 Ip 22440 100. 24X 

Fiche 50-271,84/02/28,0403020247 
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8403070304 Provides responses to three open items from NRC/QNL Yantee 
Atomic Electric Co tc consultants Mark 1 containment program 
p 1 ant~un 1 Rue analysis rep t B4021& revleu meeting 

CELIAiN S Teledyne Engineering Services 04/02/28 SIEGELi 0 NRC 
- No Detailed Affiliation Given 4pp 22946 171 24X 

Fiche 90-000,84/02/28,8403070304 


8403120003 Foruards Rev 0 to "Vermont Yankee Nuclear Power Station 
Offsite Dose Calculation Manual" used to implement 
provisions of radiological effluent Tech Specs 
SINCLAIR. J B Vermont Yankee Nuclear Power Corp 84/03/09 

VA83ALL0, D 0 Operating Reactors Branch 2 Spp 22589 304 24X 

Fiche 50-271,84/03/05,8403120003 


— 8403120005 Rev 0 to, "Vermont Yankee Nuclear Power Station Offsite Dose 
Calculation Manual " 

» Vermont Yankee Nuclear Power Corp 84/03/05 t08pp 
22509 309 24X Fiche 50-271,84/03/05,8403120003 


8403090240 Summary of 840216 meeting w/Northeast Nuclear Energy Co, 
Boston Edison Co, Vermont Yankee Nuclear Pouer Co t. Teledyne 
Engineering Bvcs In Waltham, MA re addl Mark I torus 
structural analysis List of attendees end 

8WEA, J J Operating Reactors Branch 5 SIEOEL, 0 Operating 
Reactors Branch 2 84/03/07 CRUTCHFIELD, D Operating Reactors 

Branch 5 4pp 22572 298 24X Fiche 50-000,84/03/07,8403090240 


8403300268 Foruards request for addl info re operation of purge tt vent 
valves Response requested within 60 days 

VA8BALL0, D B Operating Reactors Branch 2 84/03/12 SINCLAIR, J B 

Vermont Yankee Nuclear Power Corp 3pp 22844 331 84X 

Fiche 30-271, 84/03/12. 0403300268 


8403150275 Generic Ltr 84-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at BWRs Svc list end 
EtSENHUT, 0 0 Division of Licensing 84/03/14 Commonwealth 

Edison Co 20pp 22023 354 24X Fiche 50-000,84/03/14,8403150279 


8403270190 Forwards supplemental Info in response to Generic Ltr 83-2B 
re required actions based on generic implications of Salem 
ATWS events 

MURPHY, W P Vermont Yankee Nuclear Power Corp 84/03/23 
VAB8ALLD, D B Operating Reactors Branch 2 tOpp 22772 171 24X 

Fiche 90-271.84/03/23,8403270190 


Q Inspection reports, IE Bulletins t< correspondence 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits ti Annunciation " 8vc list 

enc 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 0301031 84/02/28 Consolidated Edison Co of New 

York, Inc llSpp 22909 239 24X Fiche 50-000.84/02/28,8401190072 


B402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DDT t< NRC " Svc list enc 1 

GRACE. J N Division of OA, Safeguards & Inspection Programs (Post 
830103) B4/03/02 Consolidated Edison Co of New York, Inc 

laopp 22992 329 24X Fiche 90-000,84/03/02,0402090007 


B40209000B IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response iPoit B30I03I 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fiche 50-000,84/03/02,8402090008 


B402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22953 217 24X Fiche 50-000,84/03/02,8402090009 


8402090011 IE Info Notice 84-17, “Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/05, Consolidated Edison Co of New 

York, Inc U7pp 22993 336 24X Fiche 90-000,84/03/09,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys," Svc list end 
JORDAN, E L Division of Emergency Preparedness S, Engineering 
Reeponse (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc U8pp 22635 049 24X Fiche 50-000,84/03/07.8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking In PWR 
ays. " Svc list and 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Ine UBpp 229B4 186 24X Fiche 90-000, 84/03/07, 8402090020 


8402090031 IE Bulletin 84-02, "Failures of GE Typo HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,8402090031 


8403200274 Forwards "Recirculation 6 RHR Weld Joint Insp Program — 19B4 
Refueling Outage " Refueling scheduled to commence 840616 
SINCLAIR, J B Vermont Yankee Nuclear Power Corp 84/03/13 

VA98ALL0, 0 0 Operating Reactors Branch 2 2pp 22696 126 24X 

Fiche 50-271,84/03/13,8403200274 


— 8403200277 "Recirculation «< RHR Weld Joint Insp Program - 1984 
Refueling Outage " 

* Vermont Yankee Nuclear Power Corp 84/03/13 43pp 22696 128 
24X Fiche 50-271,84/03/13,8403200274 


8403290064 Forwards IE Enforcement Conference Rept 90-271/83-26 on 
840110 Util has not provided NRC w/requlred fire protection 
features for certain equipment in reactor bldg to achieve 6 
maintain safe shutdown 

MARTIN, T T Division of Engineering 4, Technical Programs 84/03/13 
MURPHY, W P Vermont Yankee Nuclear Pouer Corp 2pp 22806 203 
24X Fiche 50-271,84/03/13.8403290064 


—8403290071 IE Enforcement Conference Rept 50-271/03-26 on 040110 Major 
areas discussed potential violation of lOCFRSO.App R re 
failure to provide fire protection for redundant safe 
shutdown equipment located primarily In reactor bldg 
PULLANI.S V , ANDERSON, C J Region 1, Office of Director 
84/03/06 7pp 22806 289 24X Fiche 90-271.04/03/13.0403290064 


8403200196 Responds to IE Bulletin 80-11, "Masonry Wall Design " 
Reanalysls of 10 masonry walls completed Addl time required 
to verify results Reanalysls program will be completed by 
Juno 1904 

MURPHY, W P Vermont Yankee Nuclear Power Corp 84/03/19 
VASBALLO, 0 B Operating Reactors Branch 2 Ip 22696 362 24X 

Fiche 90-271,04/03/15,0403200156 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthoriied 
Entries Into PWR Reactor Cavities " Bve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24 X Fiche 30-000,84/03/21,8402090043 


8402090044 IE Info Notice B4“20i "Svc Life of Relays in Safety-Related 
Sys “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 50-000,84/03/ 21,8402090044 


8403300153 Responds to IE Bulletin 83-07 re apparently fraudulent 
products sold by Ray Miller, Inc No evidence found that 
aubj matl supplied directly or indirectly by Ray Miller. 

Inc for use at facility 

MURPHY, W P Vermont Yankee Nuclear Power Corp 04/03/22 
HURLEY I T E Region 1, Office of Director 2pp 22821 014 24X 

Fiche 90-271,84/03/22,8403300153 


8403300065 Ac k receipt of 840302 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-271/63-33 
MARTIN, T T Division of Engineering fc Technical Programs 84/03/23 

MURPHY, W P Vermont Yankee Nuclear Power Corp 2pp 2202 1 291 
24X Fiche 50-271,04/03/23,840 330006 9 


— 8403300071 Responds to NRC 840131 ltr re violations noted In IE Insp 
Rept 50-271/83-33 Corrective actions Procedure OP 0933, 

"Body Burden Counting, “ will be revised 

MURPHY, W P Vermont Yankee Nuclear Power Corp 84/03/02 
MARTIN, T T Division of Engineering U Technical Programs 2pp 
22821 293 24X Fi che, 90-271 , 04/03/23, 8403300069 


6403300142 Ac k receipt of 040302 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-271/83-30 
MARTIN, T T Division of Engineering I, Technical Programs 04/03/23 
MURPHY. W P Vermont Yankee Nuclear Power Corp Ip 22020 398 
24X Fiche 90-271,84/03/23.0403300142 


— 8403300146 Responds to NRC 840201 Ur re violations noted In IE Insp 
Rept 90-871/83-30 Corrective actions radiation surveys will 
be made using both Eherllne RO-2 t< E-520 Instrumentation 
Health physics mgt approval will be required 
MURPHY, W P Vermont Yankee Nuclear Power Corp 84/03/02 
HURLEY, T E Region 1, Office of Director 4pp 22821 399 24X 

Fiche 90-271,84/03/23,8403300142 
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is P*-rlD«Jic operating reports & related correspondence 


8^03130461 "Annual Operating Rept for ISaS M/a40303 Itr 
SIMCLAIRtJ D Vermont Yantee Nuclear Power Corp 83/13731 

MUnUEY. T E Region 1. Office of Director lOpp 32A13 179 34X 

FI Che, 30-271,83/12/31. 8403130401 


8403230140 Personnel exposure annual rept for 1903 U/B40312 Itr 
SINCLAIR, J.S Vermont Vanicee Nuclear Power Corp 83/12/31 

KURLEY, T E Region 1. Office of Director 3pp 22730 231 24)( 

FI Che 30-271,83/12/31.8403230140 


8403220006 Forwards IE Insp Hepts 30-272/B4-O6 & SO'311/84-06 on 
840206-10 No violations observed 

MARTIN, T T Division of Engineering «< Technical Programs B4/03/08 
ODEflITZ.R A Public Service Electric << Oas Co of New Jersey 2pp 
22716 174 24X Flche 30-272.84/03/03,8403220006 


— 8403220010 IE Insp Repts 30-272/84-06 *< 30-311/84-06 on 040206-10 No 
violations noted Major areas Inspected securitg 
organs zati on, securi ty prog ram audi t, test Ing 8 me Int, phys leal 
barr 1 ers, securi ty sys power supply it assessment aids 
madden. U J . BAILEY.R J , JOYNER, J H Region 1, Office of 
Director 04/03/06 4pp 22716 176 24X Flch* 30-272.04/03/08, 

0403220006 


B4O31900B6 Monthly operating rept for Feb 1984 W/B40309 Itr 
8UR0ER, F J . murphy, 11 P Vermont Yankee Nuclear Power Carp 
84/02/29 7pp 22669 220 24X Flche 30-271,84/02/29,0403190086 


8 Reportable occurrences, LERs & related correspondence 


8403050223 Further response to FOIA request for records of named 
Individuals, Including repts, analyses, studies, test 
calculati ons, proc edures & practices for measurement of RCS 
leakage Forwards App C documents Search continuing 

FELTON, J M Division of Rules and Records 04/02/07 MADDEN, T J. 
Kaye. Scholer. Flerman, Hays £, Handler 3pp 22496 234 24X 

Flche 30-000.84/02/07,0403030223 


— 84030*30241 Forwards potentially generic issue data sheet on 000611 
event re failure of SNR drywell leakage detection sys to 
identify significant leakage 

QRUNMER.E J Region 1, Philadelphia, Office of the Director 
00/07/10 JGRDAM.E L Region l> Philadelphia. Office 'Of the 
Director LEUIS.R C Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch HE 1 SHU AN. R F Region 3. Chicago, Reactor 

Operations Nuclear Support Dranch. 2pp 22476 257 y4X 
Flche 30-000.64/02/07.8403030223 


0403190243 Notification of 040413 workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown Insp It topics described in IE Info Notice 
64-09 Agenda for workshop end 

HURLEY. T E Region I, Office of Director 84/03/09 O'TOOLE. J D 

Consolidated Edison Co of New York. Inc 0RQN8, vf C . MCNEILL, C A 

Power Authority of the State of New York 33pp 22672-062 24X 

Flche 50-000.04/03/09.0403170243 


J Insurance & Indemnity Information 


8403260197 Forwards Endorsement 4B to NELIA Policy NF-236, Endorsements 
69 & 72 to NELIA Policy NF-208, Endorsement 39 to HAELU 
Policy MF-77 & Endorsement 67 to NELIA Policy NF-a30. 

GOLDEN, M.P Harsh fc McLennan, Inc. 84/03/12 SALTZMAN. J 
Assistant Director for State h Licensee Relations, 6pp 22731 033 
24X Flche 30-000.84/03/12.8403260197 


B4032600SB Forwerds Endorsements 68 t, 69 to NELIA Policy NF-230 it 
Endorsements 34 h 33 to MAELU Policy MF-90 
GOLDEN, MP Marsh h McLennan. Inc 84/03/21 SaltzMAN, J. 
Assistant Director for State tc Licensee Ralatlons Spp 22776 334 
24X Flche 50-272.84/03/21,6403280058 


6403020322 Forwards LERs 04-001-01 h 84-003-00 

PELLETIER, J P Vermont Yankee Nuclear Power Corp 84/02/27 
Record Services Dranch (Document Control Desk! Ip 32439 307 24X 

Flche 30-271 , 84/02/27, 0403020322 


— 0403020326 LER 84-001-01 on 840103, pre ssure transient generated, 
resulting in reactor trip Caused by Instability in turbine 
controls sys Instruments which provide trip checked I. one 
channel recalibr 

PELLETIER. J P, Vermont Yankee Nuclear Power Corp 64/02/27 3pp 
22439 308 24X F i c he. 50-27 1, 84/02/27. 8403020322 


— 6403020326 LER 84-002-00 on 840202, torus-reactor bldg vacuum breaker 
sys found out of calibr Caused by setpoint drift Switch 
setpoints readjusted to Tech Spec requirements 

PELLETIER. J p Vermont Yankee Nuclear Power Corp 84/02/27 2pp 
22439 310 34X Flche 30-271,84/02/27,8403020322 


P Operating license stage documents 6 correspondence 


84-03090049 Submits details of vendor manual review program In response 
to 830306 order modifying licenses Commitment to incorporate 
all vendor manuals for safety-related equipment Into 
document control sys completed 

LIDENrE A Public Service Electric tc Oas Co, of Nau Jersey, 

04/02/22 KIBTER.H B Division of Project Si Resident Programs 
3pp 22573.343 24X Flche, 50-272. 84/02/22. 8403090049 


8403050119 Forwards supplemental response to Generic Ltr 83-28, 
''Required Actions Based on Qeneric Implications of Belem 
ATNS Events " 

DARNESrP L Commonwealth Edison Co 84/02/29 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 26pp. 22408 084 24X 

Flche 30-000.84/02/29.8403050117 


DOCKET 50-272 SALEM NUCLEAR SENERATING STATION, UNIT I 


F Security, medical, emergency S< fire protection plans 


8403160152 Forwards IE Insp Rapt 50-272/03-37 On 831205-06 St 840116-20 
Full compliance u/fire pr-otectlon features for safe shutdown 
apparently not achieved 

MARTIN, T T Division of Engineering 1. Technical Programs 84/03/0*2 
UDERITZ.R A Public Service Electric Si Gas C-o of New Jersey 3pp 
22633:291 24X Flche 50-272.84/03/02,8403160132 


—8403160137 IE Insp Rept 50-272/83-37 an 831203-06 S< 640116-20 
Noncompliance noted failure to pr*ovldB fire protection 
features required by App RrSection III 0 for safe shutdown 
in five areas of plant 

PULLANI.S , ANDERSON, C Region 1, Office 0 # Director 84/03/01 
23pp 22655 274 24X Flche 30-272,84/03/02.8403160152 


B403190433 Resp*ands to 821206 ft 830718 1 trs re emergency operations 
facility (EOF) Request to establish primary EOF 7 Smiles 
friom facility w/o providing backup EOF acceptable 

EISENHUTiDQ Division of Licensing 94/03/03 LIDEN.E A Public 
Service Electric fc Oas Co of New Jersey. Ip 22681 323. 24X 

Flche* 30-272, 84/03/03, 8403190433 


8403130171 Forwards FEMA po st-ez ercise assessment for 831026 joint 
exercise of State of DE ti local radiological emergency 
preparedness plans for facility 

MARTIN, T T Dlvisio-n of Engineering It Technical Programs 04/03/0*7 
UDERITZ.R A Public Service Electric & Oas Co of New Jersey 3pp 
82599 223 24 X Flche 50-272.84/03/07,0403130171 


— B40313017B Evaluation of 631026 joint exercise of State of DE h local 
radiological emergency preparedness plans for facility. 

» Federal Emergency Management Agency 63/11/25 78pp 
22599 226 24X Flche 50-272.64/03/07,8403130171. 


8403130017 Requests extsnsion for updating Inadequate core cooling 
Instrumentation 6 reactor vessel level Instrumentation sys 
status repts per TMI Item II F 2 t< providing Uastinghouia 
proprietary Info until B404O2 

LIDEN.E A Public Service Electric t, Oas Co of New Jersey 

84/03/02 VAROA.S A Operating Reactors Branch 1 Ip 22614 361 

24X Flche 50-272.84/03/02.8403130017 


B403260030 Requests identification of any potential problems or Items 
re completion of NUftEO-0737 items by Sept 1984 Response 
requested within 30 days of ltr receipt 

VAROA.S A Oparetlng Reactors Dranch 1 84/03/02 UDERITZ.R A 

Public Servics Electric *6 Oas Co of New Jersey. 3pp 22763 261 
84X Flche 30-272.84/03/02.0403260030 


6403140113 Forwards "Salem Oencratlng Station 316(b) Demonstration." 
per 830623 request for addl Info re review of OL application 
for Hope Creek 

MITTLiR L Public eervice Electric t. Oas Co of New Jersey 
84/03/05 SCHUENCER.A Licensing Dranch 2 tp. 22629 124 24X 

Flche. 30-000. 64/03/03. B4031401 13 


— 8403140117 "Salem Oencratlng Station 316(b) Demonstration “ 

4 Public Service Electric h Gas Co, of Naw Jersey 84/02/29, 
64?pp 22629.125 24X Flche 50-000, 84/03/03. 84031401 13. 


6403290261 Forwards plant-specific info on reactor protection sys shunt 
trip mods. In response to NRC B30B10 ltr It Oeneric Ltr 63-28 
Shunt trip mechanism will be Installed during refueling 
outage. U/14 oversize drawings Aperture cards In PDR 
LIDEN.E A Public Service Electric 6 Oas Co of New Jersey 

04/03/14 VAROAi 8 A Operating Reactors Branch 1 t4pp. 

22800 200 24X Ficht 30-272.84/03/14,8403290281 
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B4033000BS Requests extension to Ju 1 19B4 for completion of post-malnt 
operability testing of safety-related equipment based on 
revised interpretation of scope identified through 
discussion u/Region 1 personnel 

LIDENtE A Public Service Electric & Oas Co of New Jersey 

BA/Q3/Z3 VAROAi B A Operating Reactors Branch l 3pp 32BS3 073 

24X Flche 50-272, BA/OB/Sa, 04O33OOO8S 


0 Inspection reports, IE Bulletins U correspondence 


8401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits t< Annunciation " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 04/02/28 Consolidated Edison Co of New 

YorV, Inc 115pp 22909 239 24X Ficho 50-000-84/02/20,0401190072 


B4030900BO Bubnlits supplemental response to IE Bulletin 83-06 re 
nonconforming mails supplied by Tube-Line Carp Remaining 
four suppliers confirmed that no subj matls supplied to Hop# 
Creefc Colt Industries info under review 

MARTIN, T J Public Service Electric 6 Oas Co of New Jersey 
84/02/28 hurley, T E Region 1, Office of Director Spp 
22573 297 24X Flche 50-000,84/02/28,8403090000 


04O315OO6B Forwards IE Insp Repts 50-272/34-02 k 50-311/04-02 on 
B401I6-19 No Violations observed 

MARTIN- T T Division of Engineering t Technical Programs 84/02/2B 
UNDERITZ-R A Public Service Electric k Oas Co, of New Jersey 
2pp 22643 177 24X Fiche 50-272.64/02/28,0403150068 


—8403150070 IE Insp Repts 50-272/04-02 !- 30-311/04-02 on 840116-19 No 
violations observed Major areas inspected nonrad iolog ica 1 
chemical maasuriments, QC program of analytical measurements 
k procedures & training 

ZIBULBKY, H , KITTAN, J J . PABCIAK-W J Region 1, Office of 

Director 84/02/27 3pp 22643 179 24X Flche 50-272,04/02/28, 

04031 50D6B 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT 6 NRC " Bvc list end 

GRACE, J N Division of QA, Safeguards k Inspection Programs (Post 
030103) 04/03/02 Consolidated Edison Co of New York, Inc 

130pp 22552 329 24X Flche 50-000,84/03/02,0402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Bprlnliler Sys 
Valves to Operats " Svc list end 

JORDAN, E L Division of Emergency Preparedness t« Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Flche 50-000,04/03/02,8402090000 


8402090009 IE Info Notice 04-15, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc lt9pp 22553 217 24X Flche 50-000,84/03/02,0402090009 


8403160152 Forwards IE Insp Rept 50-272/03-37 on B3J205-06 t« 040116-20 
Full compliance u/flre protection features for safe shutdown 
apparently not achieved 

MARTIN. T T Division of Engineering li Technical Programs 84/03/02 

UDERITZ-R A Public Service Electric S, Oas Co of New Jersey 3pp 
22655 291 24X Flche 50-272,84/03/02,0403160152 


—0403160157 IE Insp Rept 50-272/83-37 on 831205-06 k 040116-20 
Noncompliance noted failure to provide fire protection 
features required by App R> Section 111 0 for safe shutdown 
in five areas of plant 

PULLANl.S , ANDERSON, C Region 1, Office of Director 04/03/01 
23pp 22655 294 24X Fiche 50-272,04/03/02,0403160152 


0402090011 IE Info Notice 04-17, "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L. Division of Emergency Preparedness t< Engineering 
Response (Post B30103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp, 22553 336 24X Fiche' 50-000, 84/03/05, 040209001 1, 


0403220105 Forwards IE insp Repts 50-272/04-04 t< 50-311/84-04 on 
840111-0806 No vidlatlons observed 

8TAR08TECKI, R Division of Project k Resident Programs 84/03/06 
UOERITZiR A Public Service Electric 1, Das Co of New Jersey 2pp 
22715 885 24X Flche 50-272,64/03/06,8403220105 


—0403820115 IE Insp Repts 50-272/04-04 k 50-311/84-04 on 040111-0206 No 
violations identified Major areas inspected status of 
previous insp items, review of periodic t< special repts, 

LER review (, operational safety verification 
LINVIUUE, J C . BUMMERS, R J Region 1, Office of Director 
NQRRHOLM, L J Division of Project 1, Resident Programs 04/02/27 
17pp 22715 207 24X Fiche 50-272,64/03/06,8403220105 


8402090024 IE Info Notice e4-09iRev 1 , 'Lessons Learned From Insps of 
Fire Protection Safe Sliutdoun Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness (< Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of Now 

York, Inc 1 IBpp 23635 049 24X Flche 50-000.04/03/07,6403090024 


0402090020 IE Info Notice 04-10, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 04/03/07 Conselldafced Edison Co of New 

York, Inc 110pp 22584 106 24X Fiche 50-000.04/03/07,0403090020 


8403230006 Forwards IE Insp Repts 50-272/84-06 k 50-311/04-06 on 
840306- 10 No violations observed 

MARTIN, T T Division of Engineering t. Technical Programs 84/03/08 
UDERlTZiR A Public Service Electric & ffas Co of New Jersey 2pp 
23716 174 24X Flche 50-372,84/03/00.8403220006 


— 8403220010 IE Insp Repts 50-272/04-06 & 50-311/84-06 on 040206-10 No 
violations noted Major areas inspected security 
organ! lat ion, security program aud it, tes ting k malnt, phys ical 
barr lers, secur 1 ty sys power supply (, assessment aids 
MADDEN, W J , DAILEY, R J , JOYNER, J H Region I, Office of 

Director 84/03/06 4pp 22716 176 24X Fiche 50-272, 04/O3/'Oa> 

8403220006 


8402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNQ, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 82033 094 24X Flche 50-000.04/03/12.0402090031 


0403220036 Responds to IE Bulletin 03-07, "Apparently Fraudulent 
Products Sold By Ray Miller, Inc " Companies supplying matls 
or svcB to facilities listed No matl purchased from 
Ray Ml 1 1 er, Inc 

LIDEN.E A Public Service Electric k Oas Co of New Jersey 
04/03/14 HURLEY, T £ Region 1, Office of Director App 
22865 166 24X Flche 50-372,84/03/14,8403220036 


0403290206 Forwards IE Mgt Meeting Ropts 50-273/04-11 t, 50-311/04-11 on 
840201 Corrective actions taken fer ALARA program 
deficiencies noted in IE Insp Repts 50-272/03-82 6 
30-311/93-22 adequate 

MARTIN, T T Division of Engineering 1, Technical Programs 04/03/15 
UDERITZ.R A Public Service Electric k. Gas Co of New Jersey 2pp 
22003 280 24X Flche 50-272,04/03/15,0403290206 


—0403890210 IE Mgt Meeting Repts 50-272/94-11 & 50-311/84-11 on 040201 
Major areas discussed planned Improvements in program to 
reduce personnel occupational radiation exposure to ALARA 
Corrective action acceptable 

NIMITZ.R L , BHAnbAKV.M M Region 1, Office of Director 
04/03/06 3pp 22803 270 24X Flche 50-272,84/03/15,8403290206 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PHR Reactor Cavities " Bvc list end 
JORDAN, E L Division Of Emergency Preparedness 4, Engineering 
Response (Post 030103) 04/03/21 Consol Ida ted Edison Co of New 

York, Inc I23pp 22833 229 34X Fiche 50-000,04/03/21,8402090043 


0402090044 IE Info Notice 64-20, "Svc Life of Relays in Safety-Related 
Sys " Svc 1 1 st enc 1 

JORDAN, E L Division of Emergency Preparedness (, Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Flche 50-000,04/03/21,0402090044 


0403290135 Forwards IE Mgt Meeting Repts 50-272/84-12 b 50-311/04-12 on 
840306 to discuss util action plan for improving nuclear 
dept operations 

6TAR0STECKI , R Division of Project k Resident Programs 64/03/32 
UDERITZ.R Public Service Electric k Oas Co of New Jersey 2pp 
28007 107 24X Fiche 50-272. 84/03/28, 8403270135 


— 0403290139 IE Mgt Meeting Repts 50-272/84-12 k 50-311/84-12 on 840306 
Areas discussed overview of status of action plan to improve 
nuclear dept operations 

LINVILLE. J C , NORRHOLM.L J Region 1. Office of Director 
04/03/12 70pp 22807 109 24X FI c he. 50-272, 04/03/28, 8403290135 


0403300171 Ack receipt of 031128 b 840306 1 trs Informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-272/03-27 k 50-311/03-30 

STAROSTECKt.R Division of Project k Resident Pregrams 84/03/23 
UDERITZ.R A Public Service Electric b Oas Co of New Jersey tp 
82020.032 24X Fiche 50-272.04/03/23,8403300171 
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DOCKETED ITEMS 


•B‘?O33IJ0177 Supfls B31128 response to NF?C 03102* 1 tr re vjoiatlons 
noted in IE Insp Repts 50-272/33-27 *. 50-31 1/B3-30 
Corrective actions ceiergency instruction action r equ i renient> 
re reactor coolant pump shaf t . r evl sed 

LtOEN.E A Potllc Service Electric U Oas Co of New Jersey 
B4/03/06 STAROSTECKI. R Division of Project a Rest dent Programs 
4pp 22820 033 24X Fiche 50-272.64/03/23.8403300171 


-8403300163 Responds to NRC 031026 Itr re violations noted in IE Insp 
Repts S0-272/B3-27 * 30-311/03-30 Corrective actions 
emergencg instruction revised to increase limits for 
vibration b decision made to remove action requirements 
LIDEN.E A Public Service Electric b Oas Co of New Jersey 
83/11/28 BTAROSTECK Ii R Division of Project b Resident Programs 
3pp 22820 037 24X Fiche 50-272.04/03/23.8403300171 


Periodic operating reports b related correspondence 


03070305 Personnel exposure ropt for 1983 U/840223 Itr 
fllDURA. H J Public Service Electric b Oas Co of Mew Jersey 
83/12/31 fiURLEV. T E Region 1. Office of Director 7pp 
22546 335 24X Fiche 50-272. 83/ 12/31. 8403070305 


03070260 Forwards ‘'Salem Nuclear Oeneratlng Station Semiannual 
Radioactive Effluent Release Rapt. Jul-Dec 1903." interim 
rept Effluent data fop Fourth Quarter 1903 incomplete 
Revised rapt expected fiy B404 1 5 

LIDEN.E A Public Service Electric b Oas Co of New Jersey 
8 4/02/29 HJRUEY. T Region 1. Office of Director 9pp 22546 232 
24X Fiche 50-272.84/02/29,8403070260 


8403070261 “Saletii Nuclear Generating Station Semiannual Radioactive 
Effluent Release Rept. Jul— Dec I983i " interim rept 
» Public Service Electric b Oas Cn of New Jersey FiERR-151 
83/12/31 48pp 22546 234 24X Fiche 30-272.84/02/29,8403070260 


33220174 Monthly Operating rept fer Feb 1984 M/840310 itr 
IILLER. L K , ZypKO. J M Public Service Electric b Oas Co of New 
Jersey B4/02/29 13pp 22718 103 24X Fiche 30-272,84/02/29, 

S403220174 


Reportable occurrences. LERs b related correi pond ence 


11150076 Olstusses events Involving loss of electrical Inverters 
Including attendant inverters to vital Instrument buses 
4ecammendatlons provided by Nuclear Safety Analysis Ctr are 
excellent in helping to reduce Instrument failures 

4SKE. F Reactor Operations Analysis Branch 82/10/21 SEYFRIT.K J 
Reactor Operations Analysis Branch Bpp 22775 223 24X 

-ithe 50-000.82/10/21,8211150076 


32100196 tER 34-002-00 on 840107. inlet valve 13CN27 closed due to 

spurious high level In feedwater heater ISC Caused by heater 

lypass lCbt47 failing to open Bypass differential setpoint 

kouered *< signal sumaiator module replaced M/040206 Itr 

ZUPP. J L . ZUPKO, J M Public Service Electric b Oas Co of New 

Jersey 84/02/06 Spp 22313 001 24X Fiche 50-272.84/02/06, 

3403100196 


33080013 Supplemental LER 8 1 -059/01X-01 on 81 D6 1 6, d ur i n g initial 
es t Ing. aux 1 1 iary feedwater pump 23 turbine steam supply 
check valves 21H346 b 23KS46 found damaged internally Caused 
ly steam flow sys osclltatldns 14/840224 Itr 

tUPPi J . ZUPKO. J K Public Service Electric b Ges Co of New Jersey 
04/02/94 4pp 22557 239 24 X Fiche 50-279.84/02/24,8403080013 


13080246 Supplemental LER 03-062/99X-I on 831 122, dur Ing testing on 
lelsmlc instrumentat ion, tr 1 a 1 lal time history accelograph 
lid not respond as required Caused by detector failure 
iccelerometer replaced M/840224 Itr 

tUPPi J I ZUPKO. J H Public Service Electric b Gas Co of New Jersey 
04/02/24 4pp 22561 009 24X Fiche 50-272.84/09/24,8403080946 


13080252 Supplemental LER 79-06e/03X-l on 79 1 0 1 B , saf o ty injection 
lump motor 13 tripped on overcurrent Caused by impeller 
uclinuts improperly secured at mfg facility Pumps 
■eassenbled using Locktite compound M/G40224 Itr 

lUPP. J > ZUPKO, J n Public Service Electric b Gas Co bf New Jersey 
34/02/24 4pp 22557 100 24X Fiche 50-272, 84/02/24. 9403080253 


U Congress i ana 1/E XBCutlve Correspondence 


B4031S0336 Responds to 640131 request for eiplanation of recent 
facility annual review Pers onne 1 1 mg t b organtiation 
attitudes affected low rating If performance unacceptable, 
immediate enforcement action will be taken 

DIRCKS.W J Office of the Executive Director far Operations 
84/03/06 ROTH.M V Senate 2pp 22649 265 24X 

Fiche 50-272,84/03/06,0403150336 


— 8403150341 Requests explanation of I mp 1 i ca t i ans of rating of 
unsatisfactory In area of plant operations 

ROTH, W V Senate 04/01/31 PALLADINO, N J Comm 1 s a 1 oner » 3pp 
22649 260 24X Fiche 50-272.84/03/06,0403150336 


V Operator Examinations 


8403060312 Responds to 040124 Itr re licensed operator requa 1 1 f Ication 
program Quiizes used to determine weaknesses b need for 
emphasis on subjs Licensed operator training program 
Training Procedure TP-305 revised 

LIDEN.E A Public Service Electric b Oas Ca of New Jersey 
B4/02/2B VARGA, S A Assistant Director for Operating Reactors 
2pp 22515333 24X Fiche 50-272.84/02/20,0403060312 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT. UNIT 1 


E NRC Safety Evaluation Report OER), suppls b correspondence 


8403000065 FOIA request for 8ER b SEER 21 {NUREG-0675) re operation of 
facilities 

OARDE. B P Government Ac coun tab 1 1 1 1 y Project 84/01/09 Office 
of Administration 2pp 22504 074 24X Fiche 50-275.84/01/09. 

8403080085 


04D3DSOO96 Partial response to FOIA request for 6ER re operation of 
facilities Forwards documents listed on app Documents also 
placed in PDR Review of remaining documents continuing 
FELTON, J M Division of Rules and Records 04/01/23 OARDE, D P 
Government Accountability Project 2pp 22504 076 24X 

Fiche 50-275,84/01/23,8403060096 


— 8403080103 Allegations 51 b 52 re NRC concern that plant personnel 
reluctant to come forward w/safety concerns since candor 
endangers jobs 

e NRC - No Detailed Affiliation Given 84/01/23 2pp 
22584 089 24X Fiche 50-275,84/01/23,8403080096 


0403150147 Suppls 040217 response to 05ER Items 61 b 102 re design 
control process Design control process adequately controlled 
b const completed as specified 

SCHUYLER, J 0 Pacific Oas b Electric Co 84/02/25 MARTIN, J D 
Region S, Office of Director llpp 22639 351 24X 

Fichu 50-275,84/02/25,8403150147 


0403060564 Forwards 5SER 17 re util application for DLs.Suppl addresses 
NRC evaluation re breakwater b superstrut issues M/o encl 
KNIGHTON,® W Licensing Branch 3 84/02/27 SCHUYLER. J 0 Pacific 

Gas b Electric Co 4pp 29552265 24X Fiche 50-275,84/02/27, 

8403060564 


04-O3O7O1O4 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYDN NUCLEAR PDWER PLANT, UNITS 1 AND 2 Docket Nos 50-275 
And 50-323 (Pacific Oas And Electric Company) 

• Division of Licensing NUREO-0675 317 84/02/29 22p p 

Available at NRC 43 00 22561 214 24 X Fiche 50-275,84/02/29, 

G403070104 


8402090030 Quard Notification 84-035 updates allegation listed in S5ER 
21 b Hoard Notification 84-003 Public allegations not 
previously forwarded b characterizations of allegations from 
confidential sources encl 

EISENHUT, DO Division of Licensing 84/03/02 PALLADINO, 
GILINSKY, ROBERTS Commissioners llpp 22536061 24X 

Fiche 50-275,84/03/02,8402090030 


--8312140347 Forwards Nuclear Sve Carp 1977 audit of Pullman Power 
Products work scope at facility, in response to 831004 Itr to 
Chairman Pa) ladino Attention called to ASLAB 831024 denial 
of Joint Intervener 831020 motion to reopen record 
DIRCKSi W J Office of the Executive Director for Operations 
83/11/18 THOMAS, W M House of Rep 4pp 22556 080 24X 

Fiche 50-275,04/03/02,8402090030 


3270244 LER 84-005-00 on 840224, reactor trip occurred from lOOX 
■ouer Caused by turbine generator tripping on generator 
leutral ground protection Investigation into extent b cause 
f damage in progress H/B40323 Itr 

!UPP.J L . ZUPKQ.O M Public Service Electric b Oas Co of New 
lersey 84/03/23 4pp 22771 312 24X Fiche 50-272,84/03/23, 

1403270244 


--B312140331 Forwards JR Reynolds 030921 Itr expressing concern, on behalf 
of Joint Interveners re deficient design b const of 
facility Nuclear 8vc Corp 1977 audit encl 

THOMAS, M M House of Rep 83/10/04 PALLADINO, N Commissioners 
4pp 22556 081 24 X Fiche 50-273,84/03/02.8402090030 



DOCKETED ITEMS 


76 


—0403000281 “Audit Rept Pullman Power Products Work Scope at Diablo 
Canyon Site 770S23~0920 " 

WEBER. J , LARSEN. 0 J . NEWMAN. T C Pacific Caa & Electric Co 
77/07/20 42pp 23356 090 24X Fiche 50-375. 64/03/ 02. 8402090030 


—0312280099 Responds to 831031 itr re rept of 1977 audit of Pullman 
Pouor Products Corp Motion filed before NRC for revocation 
or In al ternati ve. con tlnua t i on of suspension of low power 
OL for facility Matter referred to NRC 

DIRCKS. W J Office of the Eiecutlve Director for Operations 
03/11/lB PANETTA. L E House of Rep 4pp 22556 132 24X 

Flcho 50-275. 84/03/02, 8402090030 


— 8312300102 Requests response to allegations made in Nuclear 8vcs Coi p 
end audit rept re Pullman Power Products Corp const QA 
efforts 

PANETTA. L E House of Rep 83/10/21 PALLADINO.N 
Commissioners Ip 24X Fiche 50-275.84/03/02.8402090030 


— 8312200107 "Proposal for Independent Internal Audit of Pul Iman-Ke 1 1 ogg 
Efforts at Diablo Canyon " 

* Nuclear Services Corp 77/07/28 21pp 22556 134 24X 

Fiche 50-275, 84/03/02, 8402090030 


8403070355 Public version of emergency plan Implemchblng procedures. 
Including Procedure EP 0-4 personnel accountability t. 
assembly CP RD-12 re mid & high-range plant vent radiation 
monitors W/84020S Itr t. JM Felton B40302 release memo 
THOMBERO. R C , SCHUYLER, J O Pacific Sas & Electric Co 84/01/23 

MARTIN, J B Region 5. Office of Director 120pp 22565 189 24X 

Fiche 50-275.84/01/23.8403070355 


8403060138 Forwards IE Insp Repts 50-275/03-39 S< 50-323/83-27 on 
631205-22 & notice of violation 

BISHOP. T W Division of Res ident, Reac tor Project i. Engineering 
Programs 84/02/03 SCHUYLER. J 0 Pacific Oas t< Electric Co 2pp 
22506 334 g4X Fiche 50-275.84/02/03,8403060136 


— 8403060142 Notice of violation from insp on 831209-22 

CANTER, H L Region 5, Office of Director 04/02/03 3pp 
22506 336 a4X Fiche 50-275,04/02/03.8403060130 


—8403060146 IE Insp Repts 50-275/03-39 t< 50-323/83-27 on 031205-22 
Noncomp 1 lance noted failure to properly implement fire loss 
prevention procedures t. suppls 

SCOUN.K . POLICH.T . CANTER. H L Region 5, Office of Director 
04/01/24 IGpp 22506 338 24X Fiche 50-275.84/02/03.8403060133 


— 8401040010 Forwards all I trs which appeared in San Luis Obispo 
Talegram-Tr ibune between 831019-31 re emergency planning 
response plan for facility Lack of public confidence in 
response plan discussed 

KRAMZDORF.R Affiliation Not Assigned 83/11/04 PALLADINO.N 
Commissioners 17pp 22596 175 24X Fiche 50-275,84/03/02, 

0402090030 


B4030B0405 Further response to FOIA request for documents re 8ER 
related to operation of facilities Forwards App B documents 
App A & 0 documents available in PDR Review of remaining 
documents subj to request in progress 

FELTON, JM Division of Rules and Records B4/03/0P GARDE, B P 
Oovernmant Accountability Project App 22SB3 073 24X 

Fiche 50-275,84/03/02.8403080405 


— ■8403000431 Forwards 83ER input re Allegation 6B Progr ammat Ic breakdown 
in Pullman Power Products QA program not Indicated Installed 
hardware safety concerns not identified 

LIEBERMAN, J Office of the EKOCutlve Legal Director 83/12/27 
EISENHUT, D Division of Licensing 4pp 22503 163 24X 

Fiche 50-275. 84/03/02, 8403080405 


8403220172 Forwards update of closeout status of SBER SO Open Item 2 1. 
followup Items 1 t< 9 re Herti cutoff emergency . aui i 1 1 ary 
feedwater sys runout control sys test (. overspeed setpoint 
change. respectively 

8CHUVLER, J O Pacific Gas «, Electric Co 84/03/19 KNIOHTON.O W 
Licensing Branch 3 2pp 22717 020 24X Fiche 50-875,84/03/19, 

8403220172 


8403300078 Responds to 840315 request for Info on Item 28 of ESER 21 
re annulus structure rever 1 f icat Ion Visual Insps of piping 
performed Insp identified need for support mods Mods 
reinspected at operating temps 

SCHUYLER, J O Pacific Gas !< Electric Co 84/03/23 KNIOHTON.O W 
Licensing Branch 3 Ip 22822 QB7 24X Fiche 50-275. B4/03/S3. 
8403300078 


8403300148 Suppls util 840219 Itr providing justification for exclusion 
of auxiliary feedwater level control valve actuators from 
severe environ exposure list per ESER 29 followup Item 5 
SCHUYLER, J 0 Pacific Oas «< Electric Co 04/03/23 KNIOHTON.O W 
Licensing Branch 3 ip 22820 344 24X Fiche 50-275,84/03/23, 

8403300148 


8403300300 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT. Units I AND 2 Docket Nos 50-275 
And 50-323 iPaciflc Oas and Electric Company) 

» Division of Licensing NUREG-0673 S22 84/03/31 400pp 

Available at NRC. *11 00 22843 001 24X Fiche 50-275. 84/03/31. 

8403300300 


F Security, medical, emergency & fire protection plant 


8403090172 Forwards Rev 11 to physical security plan Rev withheld 
(ref 10CFR73 21) 

SCHUYLER. J 0 Pacific Oas S< Electric Co 84/02/06 MARTIN, J B 
Region 5. Office of Director ip 22575 049 24X 

Fiche 50-275.84/09/06.8403090172 


8402230176 Forwards revised State of CA nuclear power plant emergency 
response plan 

MEDFORD. M 0 Southern California Edison Co 84/02/16 
EI6ENHUT. DO Division of Licensing 3e3pp 22353 001 24X 

Fiche 50-000.84/02/16.8402230176 


— 8403020117 Revised State of CA nuclear power plant emergency response 
plan 

» California, State of 03/04/30 2901pp 22353 003 24X 

Fiche 50-000.84/02/16,8402230176 


8402090006 Board Notification 84-034 forwards R Vollmer 840206 memo to 
D Eisenhut re fire research results concerning fires in 
electrical cabinets in control room 

EISENHUT, D 0 Division of Licensing 04/02/23 PALLADINO 
Commissioners ip 22576 203 24X Fiche 50-000,84/02/23. 

6402090006 


— 84030B0316 Recommends that info re fire research results concerning 
fires In electrical cabinets in control roam bo submitted 
for board notification, per NRR Ofe Ltr 19. dtd 821001 Further 
evaluation of test data required 

VOLLMER. R H Division of Engineering 84/02/06 EISENHUT. D 0 
Division of Licensing lOpp 22576 204 24X 

Fiche 50-000. 84 /02/23. 8402090006 


8403080405 Further response to FOIA request for documents re SEH 
related to operation of facilities Forwards App D documents 
App A <i B documents available in PDR Review of remaining 
documents subj to request in progress 

FELfDN, J H Division of Rules and Records 84/03/02 OARDE, 0 P 
Government Accountability Project 4pp 22503 073 24X 

Fiche 90-275.04/03/02.8403000405 


— 6403060411 Forwards response to Allegation RV-03-A-OO34. per OW 
Knighton 831122 note Temporarily exempting licensee from 
maintaining physical security t< safeguards contingency 
plans did not Increase risk of radiological sabotage 
MCCORKLG.O W Power Reactor Safeguards Licensing Branch 
83/12/01 THOMAS, C 0 Standard 1 lat 1 on t< Special Projects Branch 

4np 22583 077 24X Fiche 50-275.84/03/02.8403080405 


— 8403080417 Resubmits response to Allegation RV-03-A-OO34. p ar GW 
Knighton 831103 memo Temporarily exempting licensee from 
maintaining physical security it safeguards contingency plans 
did not increase risk of radiological sabotage 
MCCORKLE. G W Power Reactor Safeguards Licensing Branch 
83/12/05 THOMAS. C 0 Standard t lat Ion 6 Special Projects Branch 
3pp 22583 081 24X Fiche 50-275.84/03/02,8403080405 


B403260114 Public version of revised emergency plan Implementing 
procedures, inc lud ing Procedures EP OP-9 re loss of reactor 
coolant pump w/o reactor trip h EP 0-2 re establishment of 
organization U/e40105 t< 0322 memos 

THOMBERO, R C , SCHUYLER, J 0 Pacific Oas & Electric Co 84/01/05 
MARTIN. J B Region 5. Office of Director 33pp 22811 236 24X 
Fiche 50-275,84/01/05,8403280114 


— 8403080420 Forwards response to Allegation RV-a3-A-0034. per OW Knighton 
851122 note Temporarily exempting licensee from maintaining 
physical security safeguards contingency plans did not 
Increase risk of radiological sabotage 

BURNETT. R F Division of Safeguards 83/12/08 EISENHUT. D O 
Division of Licensing 3pp 22803 064 24X Fiche 50-275, 

84/03/02. 8403060409 
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-<103190092 neapondi to NffC 840303 Itr I'e violation* noted in IE Insp 
Kept 9O-273-/03-37 Corrective action* area permits for 
uieliiing posted to Identify generic Tequlrements on area 
basis S< util inspector assigned to assist fire marshall 
SCHUYLER. -J a Pacific Gas U Electric Co B4/03/05 MARTIN. J 8 
Region 5. Office of Director tipp 23di4i> 013 24iC 
Fiche 30“275.B4/03/0»> 0403190083 


1403280001 Foruards safeguards info re changes to Rev 11 to security 
plan Info ulthhetd irrf 10CFR73 31) 

SCHUYLER. J D Pacific Gas !< Electric Co 04/03/1? MARTIN, J D 
Heglan 9. Office of Director ip 22777 ISI 24X 
Fiche 30-379. 84/03/17, 0403200001 


1403270205 Discusses Suothern California Edison sobmlttal af 1983 
revised State of CA emergeracg response plan on behalf af all 
State of CA p 1 ants, incorporating plan into Diablo Canyon 
Addl planning info ultl not be developed for Komboldt Bay 
SCHUYLER, J 0 Pacific Gas t. Electric Co 84/03/22 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 22772 137 24X 

Fiche 50-000.84/03/23,8403270209 


1403270264 Advises that 840111 rev to physical security plan !< drauings 
consistent u/pr o-vls i ons of 10CFR90 54(pJ Sc acceptable 
SCHUSTER, M D Region 3, Office of Director 04/03/23 

SCHUYLER. J □ Pacific Gas k Electric Co Ip 22800 OlO 24X 

Fiche 30-273.84/03/23,0403390264 


Adjudicatory correspondence 


8403140179 Request for extension of time to 840313 to file response to 
Joint Intervenor motion to augment or reopen record 
Certificate of 8vc end 

RUTSERQ. J Hearing Branch 2 64/03/02 Atomic Safety and 

Licensing Appeal Panel 4pp 22624 100 84X Fiche 50—275,04/03/02, 

0403140179 


0403070188 Order requiring governor response to Ooint Intervenor 840214 
motion to reopen record on Issue of design OA by 840308 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 84/03/06 
California, State of Ip 22941 362 24X Fiche 30-279.84/03/06. 

8403070188 


8403130006 Ansuer opposing Joint Interveners 840214 motion to augment 
or reopen record on design OA Notion should be denied in 
entirety Certificate of Svc end 

NORTON, D Pacific Gas Ic Electric Co NORTON, B Norton. Burke. 

□ erry k French 84/03/0-6 Atomic Safety and Licensing Appeal 
Panel 33pp 22996 189 24X Fiche 50-275,84/03/06,8403120006 


— 8403120010 Affidavit of FC D re i sme i ster, D J Curtis, MJ Jacobson, ME 
LeppkSfOH Moore. RG Oman, LE Shipley k k)H Nhlte re design QA 
DREISMEiSTERi F . CURTIS, 8 J . JACOBSON, H J Pacific Gas k Electric 
Co 04/03/09 iOipp 22586 331 24X Fiche 90-275,84/03/06, 

8403120006 


— 8403120012 Affidavit of M Tresler.R Oman k M Leppke re history of 
onsite anglneering small bora piping program description 
TRESLER.M , OMAN.R , LEPPKEiM Pacific Gas k Electric Co 
04/03/09 SBpp 22987 070 24X FI c h e; 90-275, 84/03/06, 8403120006 


1402090012 Board Notification 84-049 foriiiarits 840202 petition to defer 
decision re lou pouer OL.made by Govt Accountability Project 
CGAP) on behalf of Ban Luis Obispo Mothers for Peace 
Distribution list k app end 

eiSENHUT.D 0 Division of Licensing 84/02/29 MOORE, T 8 , 
JOHNSONtW R I DUCK. J H Atomic Safety and Licensing Appeal Panel 
5pp 67218 074 24X Fiche 30-279.84/02/29.0402090012 


—8403060303 Petition to defer decision re Issuance of lou pouer QL 
until listed actions complete 

DEVINE. r M , CLENETT, J Government Accountability Project 
DEVINE. T n Ban Luis Obispo Mothers for Peace 84/02/02 
CommiBslanors 941pp 22308 273 24X Fiche 90-275,04/02/29, 

8402090012 


403070044 Motion for extension until 840319 to file response to- Joint 
Intervenor* 840222 rtiotlon to reopen record on const OA 
Certificate of Svc end 

NORTON. B Pacific Gas k Electric Co NORTON. B Norton. Burke, 
Derry k French 84/02/29 Atomic Safety and Licensing Appeal 

Panel 9pp 22541 250 24X Fiche 90-279,04/02/29,8403070044 


— 8403120015 Affidavit of LB Hangoba re design verification k const of 
small bore pipe support sy* 

HANQOOAiLB Bechtel Corp 84/03/04 6pp 22987 128. 24X 

Fiche. SO-279, 84/03/06, 8403120006 


— 0403120017 Affidavit of A Ehusterman re design QA k coverup of hanger 
recalculati on 

SHUSTERMAN. A Bechtel Corp 04/03/04 4pp 22987 1 34 24X 

Fiche 50-279,04/03/06,8403120006 


— 8403120018 Affidavit of RD Etiler re design QA k QC Inspector 
qual If Icatlons 

ETILER, fi D Pacific Gas k Electric Co 04/03/06 4pp 
22507 130 24X Fiche 50-279.84/03/06,8403120006 


— B403120022 Affidavit of HB Friend re design QA k utll/Dechtel contract 
FRIEND, H D Pacific Gas k Electric Co 84/03/09 2pp 
22507 142 24X Fiche 90-279,04/03/06,8403120006 


1403140071 Forwards expurgated transcript of 840123 meeting betuieen 
staff k C Stokes, per ASLAB 840223 order U/o end 
RUTQERO. J Hearing Branch 2 04/02/29 MDQRE, T B , flUCK.JH , 

JOHNSON. U R Atomic Safety and Licensing Appeal Pan-el 2pp 
22634 184 24X Fiche 50-273.84/02/29,8403140071 


1403060260 Response of Governor Deulicne j Ian to util 840229 motion for 
extension of time to respond to Joint Intervenor 840222 
motion to reopen k motion of Deukmejlan for like extension 
of time to reply Certificate of Svc end 

STRUMHASSER, (d California, State of 64/03/01 Atomic Eafety and 

Licensing Appeal Panel 7pp 22917 132 24X Fiche 30-279,84/03/01, 

8403060260 


1403080118 Suppl I to 040214 motion t-o augment or, in al terra tive, to 
reopen record Provides addl eiplanantlon of allegations re 
design k design QA deficiencies from transcript of B40125 
meeting Certificate of Bvc end 

REYNOLDS, J R Joint Intervenors - Diablo Canyon REYNOLDS, J R 

Center for Laiu in the Public Interest 84/03/01 Atomic Safety 

and Licensing Appeal Panel 15pp 22559 182 24X 

Fiche 50-275.84/03/01,0400000118 


1403060179 Order granting applicant 84022? motion for extension of time 
to 840319 to respond to Joint Intervenors 040222 motion to 
reopen record on const OA 

TOMPKINS, B A Atomic Safety and Licensing Appeal Panel 04/03/02 
2pp 22910348 24X Fiche 50-275,84/03/02,0403060179 


403070128 Suppl to 040222 mptlon to reopen record on Issues of const 
QA k licensee character k competence Serious doubt* re util 
competence to manage project raised U/Car tl f Icate of Svc 
REYNOLDS, J R Affiliation Not Assigned REYNOLDS, J R Center for 
Lau in the Public Interest 84/03/02 Atomic Safety and Licensing 

Soar d Panel 23pp 22538’ 231 24X Fiche 50-279,84/03/02, 

0403070120 


— 0403120023 Affidavit of DJ Curtis re design QA k small bore pipe 
support group drawing 

CURTIS, D J Bechtel Cnrp 04/03/09 2pp 22987 144 24X 

Fiche 90-279,84/03/06,0403120006 


— 0403120029 Affidavit of JD 0hlffeT,R Patterson, JM 0isclon,KC Doss, 
JB Hbch.RC Thornberry, RD Etiler, RK Rhodes k EM Burn* re 
J Cooper 04‘O123 affidavit k Joint Intervenor 840214 motion 
on design QA 

SNIFFER, J D , PATTERSON. R , O1L0CLON, J M Pacific Gas k Electric 
Co 84/03/05 234pp 22937 146 24X Fiche 90-279,04/03/06, 

0403120006 


0403190018 Sufflfflariies fear* that Commission will discard terms of 1981 
order k ulil surrender normal requirement* of Atomic Energy 
Act by permitting facility to go critical in quality 
indeterminate stats 

CLEUETT.J Government Accountabl 1 Ity Pro ject DEVINE, T. , CLEUETT. J 
8an Luis Obispo Mothers for Peace 84/03/13 PALLADINO. N J , 
OILINSKY.V , RQBERTe.T Commissioners 22642,326 24X 

Fiche 30-275, a4/03/13,B403tS0010 


8403160014 Order extending time until 840413 for Commission to ect to 
review ALAB-756 

CHILK, 8 J Office of the Becrstary of the Cammlssion 84/03/13 
Commissioners Ip 22692 362 24X Fiche 50-279,84/03/13. 

8403160014 


8403190011 Motion for leave to file reply to util answer in opposition 
to motion to reopen record Certificate of Svc encl 
REYNOLDS, J R, Joint Intervenors - Diablo Canyon REYNOLDS, J R 

Canter for Law in the Public Interest 84/03/19 Atomic Safety 
and Licensing Appeal Panel Spp 22669 273 24X 

Fiche 50-279,84/03/15,8403190011 
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—8403170016 Reply to util ansuer in opposition to 840214 motion to 
augment otj I n a 1 ternat 1 ve< to reopen record Contentions In 
opposition cannot withstand scrutiny Certificate of Svc 
one 1 

REVNOLOe. J B Joint Interveners - Diablo Canyon REYNOLDSi J R 

Center for Law in the Public Interest 84/03/15 Atomic Safety 
and Licensing Appeal Panel 26pp 22665 270 24X 

Fiche 50-275.84/03/15/8403170011 


— 8403170021 Statement of C Stokes rebutting util defenses of seismic 
design review 

8T0KEB.C Joint Intervenors - Diablo Canyon 84/03/14 26pp 
22665 307 24X Fiche 50-275.84/03/15,8403170011 


B403170100 Answer opposing wolnt Intervenor 840214 motion to augment 
or. in a 1 ternat iVBi 1 0 reopen record on design QA issues 
Motion failed to justify either augmentation or reopening 
record Certificate of Svc end 

RUTBERO. J . CHANDLER, L J Hearing Branch 2 MCGURREN, H J Hearing 
Branch 1 84/03/13 Atomic Safety and Licensing Appeal Panel 

y7pp 22667 215 24X Fiche 50-275,84/03/13.8403170100 


— 8403170102 Affidavit of JP Knight re Joint Intervenors motion to 
augment or. in al ternat tve. to reopen record 

KNIOHT, J P Division of Engineering 84/03/iS Atomic Safety 
and Licensing Appeal Panel 16pp 22667 244 24X 

Fiche 30-275,84/03/15,8403170100 


— 8403170106 Affidavit of M Hartiman re Joint Intervenors motion to 
augment or. in al ternat Ive, to reopen record 

HARTZMAN. M Division of Engineering 84/03/15 22pp 22667 260 
24X Fiche 30-273,84/03/15,8403170100 


— 8403170110 Affidavit of SD Reynolds re Joint Intervenors 840214 motion 
to augment or. In al ternat ive, to reopen record 
REYNOLDS, S D Region 1, Office of Director 84/03/13 8pp 
22667 282 24X Fiche 50-275,84/03/15,8403170100 


— 8403170114 Affidavit of TN Bishop re Joint Intervenors 840214 motion to 
augment or, in alternative, to reopen record 
BISHOP, T W Region S, Office of Director 84/03/08 4pp 
22667 270 24X Fiche 50-273,84/03/15,8403190100 


— 8403210117 Aff;davlt of PJ Morrill as addendum to NRC 840315 response 
to Joint Intervenors motion to augment or reopen design QA 
record Prof yual 1 f lea 1 1 ons of JP Knight also end 
MORRILL.P J Division of Re si d en t, R eac tor Project & Engineering 
Programs 04/03/13 Atomic Safety and Licensing Board Panel 
ISpp 22707 128 24X Fiche 50-275,84/03/16.8403210114 


8403200133 Discusses dispute between plant workers tc util re slander 
suit Identification of relevant i ssues, es tab 1 Ishing 
accountability for Inaccurate util statements h fixing 
hardware from OA breakdown not yet passible 

DEVINE, T Government Accountability Project DEVINE, T San Luis 
Obispo Mothers for Peace S4/03/17 PALLADINO, M J , 0ILIN8KY. V . 
ROBERTS. T Commissioners 20pp 22677 047 24X 

Fiche 30-275,04/03/19,0403800133 


0403210159 Decision ALAB-763 affirming LBP-B2-70 granting authoriiatlon 
to operate fac 1 1 1 ty , w/1 1 s ted conditions 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel DSO 021 
84/03/20 12Bpp 22710 144 24X Fiche 50-275.84/03/20,8403210137 


8403220106 Forwards renewal of application for stay to permit 
completion of administrative review ti opportunity for court 
review of Joint Intervenors emergency motion 

REYNOLDS, J R Center for Law in the Public Interest REVNQLDS.J R 
Joint Intervenors - Diablo Canyon D3Q 044 84/03/20 

PALLADINO, N , GlLINSKV, V , ROBERTS, T Commissioners 2p p 
22715 304 24X Fiche 50-275,84/03/20,0403220106 


— 8403220110 Renewal of application for stay to permit review of Joint 
Intervenors emergency motion Unexecuted affidavit of M Kaku 
(c Certificate of Svc end 

REYNOLDS, J R Joint Intervenors - Diablo Canyon REVNOLOS. J R 
Center for Law In the Public Interest B4/03/20 Atomic Safety 
and Licensing Appeal Panel 2Spp 22715 306 24X 

Fiche 50-273,04/03/20,8403220106 


8403270063 Informs that plant scheduled to be ready for initial 
criticality on 840327 for operation above 37. rated 
power on 840427 

CRANE, P A Pacific Gas (t Electric Co DSB 113 84/03/21 

MOORE, T 8 Atomic Safety and Licensing Appeal Panel Ip 

22766 103 24X Fiche 30-275,84/03/21,8403270063 


— B403170116 Affidavit of JR Fair re Joint Intervenors 840214 motion 
to augment or, In al ternat 1 ve, to reopen record 
FAIR.J R Division of Emergency Preparedness ti Engineering 
Response iPost 830103) 84/03/08 6pp 22667.274 24X 

Flcha 30-275,84/03/15.0403190100 


8403270278 Comments on request for meeting to discuss issues raised 
by C Stokes on submission by util t, staff re design BA 
Rotated correspondence 

CHANDLER, L J Hearing Branch 2 DSD 137 84/03/21 DEVINE. T 

Government Acceuntab i 1 1 ty Project 2pp, 22767 035 24X 

Fiche 30-275,84/03/21,8403270298 


— 8403170117 Affidavit of CY Liang re deficiencies in RHR sys design 
LIANO.C Y Division of Systems Integration (post 811005) 

84/03/15 30pp 22667 300 24X FI che 30-273, 84/03/ 1 5, 0403190100 


—9403170122 Affidavit of F Rosa re RHR sys 

ROSA, F Division of Systems Integration (post BllOOS) 84/03/15 
17pp. 22667 330 24X Fiche 50-275,84/03/15,8403190100 


8403230171 Forwards Nekton, Inc paper, ”Pos t-Hl oc ene Compress lonal 
Tectonics Along Central State of CA Margin " Conclusion of 
paper will reviewed 

SCHUYLER, J 0 Pacific Gas t< Electric Co DSD 074 84/03/22 

PALLADINO, N J , ASSELSTINE, J K , BERNTHAL, F M Commissioners 20pp 
22743,072 24X Fiche 50-275.64/03/22,8403230171 


— B403170126 Affidavit of JL Crews re Joint Intervenors 840214 motion 
to augment or, in a 1 ternat tve, to reopen record 
CREWS, J L Region 5. Office of Director 84/03/14 Spp 
22667 347 24X Fiche 50-275,84/03/15,8403170100 


B403260007 Order ruling on 840320 renewal of application for stay 
Commission currently considering lifting OL suspension 
OuBstton of stay already before Commission Served on 840323 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel DBQ 081 
84/03/22 Joint Intervenors - Diablo Canyon 3pp 22747 358 
24X Fiche 50-275,84/03/22,6403260007 


— 8403170130 Supplemental affidavit of JL Crews on addl Info re Joint 
Intervenors motion on QA deficiencies 

CREWS, J L Region 5, Office of Director 84/03/15 ip 
22667,352 24X Fiche, 50-275, 84/03/1 5, 8403170100 


—8403170134 Affidavit of H Schlerllng re Joint Intervenors 840214 motion 
to augment or, in al ternat ive, to reopen record Unexecuted 
affidavit of PJ Morrill end 

SCHIERLINO, H Licensing Branch 3 84/03/15. 3pp 22667 353 

34X Fiche 50-275,84/03/15,8403170100 


8403210033 Request for extension of time until 840403 to file response 
to Joint Intervenors motion to reopen record on const QA 
Certificate of Svc end 

CHANDLER, L J Hearing Branch 2 84/03/16 Atomic Safety and 

Licensing Appeal Panel 4pp 22704,330 24X Fiche 50-275,84/03/16, 

8403210033 


8403210114 Forwards PJ Morrill signed ti corrected affidavit as addendum 
to NRC 840315 response to Joint Intervenors motion to 
augment or reopen design QA record Related correspondence 
CHANDLER, L J Hearing Branch 2 84/03/16 MOORE. T, 9 , BUCK, J H 

Atomic Safety and Licensing Appeal Panal JOHNSON, W R Atomic 

Safety and Licensing Board Panel. 2pp 22707 126 24X 

Fiche 50-275,84/03/16,8403210114 


8403260366 Forwards executed signature page for affidavit of M Kaku 
submitted as attachment to Joint Intervenors 840320 renewal 
of application for stay 

REYNOLDS, J R Center for Law in the Public Interest REVNQLDS.J R 
Joint Intervenors - Diablo Canyon DSD 100 84/03/22 

PALLADINO, N . OILINSKY.V , ROBERTS, T Commissioners 2pp 
22760 133 24X Fiche 50-275,84/03/22,8403260368 


— 8403260369 Executed signature page of affidavit of M Kaku in support of 
840320 renewal of application for stay 

KAKU.M Joint Intervenors - Diablo Canyon 04/03/21 Ip 
22760 135 24X Fiche 50-275,84/03/22,8403260368 


8403270004 Discusses State of CA emergency response plan Plan 
incorporated into Diablo Canyon plan Addl planning will not 
be performed for Humboldt Bay per 1980 legislation Related 
corresp ondence 

SCHUYLER, JO Pacific Gas t< Electric Co, DSB 117 84/03/22 

DENTON, H R Office of Nuclear Reactor Regulation, Director Ip 
22767.349 24X Fiche 50-000,84/03/22,8403270004 


8403260005 Requests that low power test license not be granted 
Discussion before licensing vote requested 

LEVY.B , BHARPE.C Af f 1 1 la 1 1 on No t Assigned DSB 077 84/03/23 

PALLADINO, N, ASSELSTINE, J K , BERNTHAL, F J Commissioners tp 
22747 356 24X Fiche 50-275,84/03/23,8403260005 
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640326036^ Forwards 12 add! affidavits In support of 840301 potitlon to 
dafsr any futher llc«n,sins decisions until completion of 
comprehensive Telnsp.ngt audit t< audit of design 
verification M/o end 

DEVINE< T , CLEU£TTi J OoVernmeht Accountability Project DEVINEp f 
San Luis Obispo Mothers for Peace DSB 101 B4/03/23 

PALLASINQ.M J , SILINSHY. If . nOQERTBi T Commissioners 9pp 
227(60 Oi8 24X Flche 30-273.84/03/23.8403260364 


6403S70D06 Informs that 12 addl affidavits in support of Mothers for 
Peace 840301 petition to defer licensing submitted to 
Region V Related correspondence 

» Oovernment Accountability Project D98 115 B4/03/23 

PALLADINO.N J Commissioners Ip 22770 009 24X 

Flche 30-273.84/03/23.0403270006 


8403270347 Telecopy Itr eipressing view that no lou power license 
should be granted until all safety questions U allegations 
resO’l ved 

Q'COMMELI.. J California. State of D5B 142 B4/03/23 

PALLADIND. N Commissioners Ip 227B9 003 24X 

Fithc 30-275. B4/03/33. 8403270347 


8403570332 Telecopy Itr urging assurance that alleged safety haiards 
checked 6 thoroughly evaluated before granting license 
DROMZAN. D California. State of DSB 140 B4/03/23 PALLADINO.N 

Commissioners Ip 227S9 004 24X Flche 30-273,84/03/23, 

8403270332 


8403560375 Requests opportunity to discuss OL issuance Commi ss tut) 
Should not vote on low power testing 

LEVY, B . SHARPE, C. Affiliation Not Assigned DSD 093 8 4/03/26 

PALLADINO.N . OILINSKY.V, R0BERT8. T H Commissioners Ip 
22760.133 24X Flche 50-273,84/03/26,6403260373 


8403560378 Requests that Commission not vote 6 autharlia tion to 
operate not be given to facility 

LEVY, D , SHARPE, C Affiliation Not Assigned DSB 092 8 4/03/26 

ASEELSTINE.J 1$ , DERNTHAL, F J Commissioners Ip 22760 136 24X 

Flche 30-275,84/03/26,8403260378 


H Oeneral correspondence 


8403010523 Responds to 840112 request that NRC deny PG6E any type of OL 
for plant Validity of allegations re design £, const being 
evaluated Commisslan will not recommend that low power 
license be fully reinstated until evaluation complete 
DENTON, H n Office of Nuclear Reactor Regulation, Director 
84/02/13 KNUTSON, O A Affiliation Not Assigned 3pp 22443 2S2 
24X Flche 50-873.84/02/13,8403010325 


— B403010S32 Eipresses concern that plant poses grave dartger to environ 6 
public health of State of CA 6 urges NRC to deny util any 
type Of OL due to continuing design flaus 

KNUTSON. J A Affiliation Not Assigned 84/01/12, DIRCKB,M NRC 
- No Detailed AfftllatlDn Given Ip 22443 285 24X 

Flche 30-278.64/05/15,8403010523 


1 Financial information 


8403280031 Annual Financial Rept 1983 N/840326 Itr 

MIELKE, F W , SKACRELFORD. It . CRANE, P A Pacific Oas t, Electric Co 
83/12/31 50pp 22776 230 SAX Flche 50-000,83/12/31,8403280031 


J Insurance It Indemnity information 


8403290033 Forwards Endorsement 40 to NELIA Policy NF-226> 

CRANE.P A Pacific Oas << Electric Co 84/03/21 SALTZHAN, 0 D 
Assistant Director for Btate L Licensee Relations 2pp 22777 044 
24X Flche 50-273.84/03/21,8403260033 


0 Advisory Committee on Reactor Safeguards reports t< correspondence 


8403280307 Summary of ACR9 Sub convnl ttes on Extreme Esternal Phenomena 
831012 meeting u/uti 1, Mestinghouie, TERA t, Univ of Illinois 
In Nash ington, DC re use of tan effect methodology In seismic 
design analysis at Diablo Canyon Agenda end 

* ACR8 - Advisory Committee on Reactor Safeguards &3/11/23 
ACR8 - Advisory Committee on Reactor Safeguards 16pp 22608 040 
24X Flche 50-273,83/11/23.8403560307 


8403290381 Notice of ACRS 640405-07 meetings In Washing ton, DC Agenda 
one I 

CH1LK. Office of the Secretary of the Cammlsiio-n D8Q 198 

64/03/28 6pp 22814 091 24X Flche 50-278,84/03/28,8403290301 


P Operating license stage documents 6 correspondence 


84O309QD27 FOIA request for records re 1777 Nuclear 6vcs Corp audit of 
Pullman Power Products 

REYNOLDS, J, Center for Lau In the Public Interest 84/01/20 
Office of Administration 2pp 22592 329 24X 

Flche 30-275,84/01/20,8403090027 


6403010301 Forwards Board Notification 84—022 which provides in camera 
transcript of NRC 840125 meeting u/reclpient 6 C Stokes 
Requests specific Identification of names 6 sections in rept 
to be withheld from public d isclosure. W/o end 
E13ENHUT. D 0 Division of Licensing 84/02/14 DEVINE.T 
Government Accountability Project Ip 22433 335 24X 

Flche 50-273, B4/D3/14>B4030tOS01 


6402090004 Board Notification 84-037 forwards Chairman Palladino B40109 
Itr transmitting rept on matters re OA Case Study C for 
plant Rept ends compare draft & final version of case study 
& Include comments on draft version 

EIBENHJT.D O Division of Licensing 04/02/24 BUCK, J H . 

MOORE, T 8 , JOHNSTON, W R Atomic Safety and Licensing Appeal Panel 
3pp 22549 036 24X Flche 30-275,84/02/54,8402090004 


9402090017 Board Notification 84-038 forwards RJ Mattson 840123 mimo 
to DO Elienhut providing status update of NRC actions re 
Wastlnghouse ECCB actuation logic 

EIEENHUT.DO Division of Licensing 84/0S/27 PALLADINO, 
GILINSKY, ROBERTS Commi s s i oners 7pp 52346*007 24X 

Flche 30-000, 84/05/27, 8402090017 


— B402O1OSOB Provides updated status of rev to Mesttnghousi designed PUR 
ECCS actuation logic We st Inghouse plans completion of 
eva lua 1 1 on for submi tta 1 by ml d -Mar 1984 

MATTSON, R J Division of aystems Integration (post 8U003) 

84/01/23 EISENHUT,D Division of Licensing Spp 55346.007 
24X Flcho- 50-000, 84/02/27, 8402090017. 


8403150165 Requests addl Info explicitly addressing specific steps 
in 36CFR800 4(b), (cl, or <d) re determination of effect of 
operation i, matnt actlvitiee on 6LO-2 archaeological 
site 

KNIGHTON, 0 U Licensing Branch 3 84/02/27 SCHUYLER >J 0 Pacific 

Oas V Electric Co 4pp 22646 345 24X Flche 50-275,64/02/27, 

04D31SO16S 


8403070075 Forwards application to amend License DPR-76i chang ing Tech 
Specs re testing requirements for HEPA filters (< charcoal 
adsortersi per Generic Ltr 83-13 

SCHUYLER, J O Pacific Gas S, Electric Co 64/02/29 BENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 22341 220 24X 

Flcho 30-275,84/02/29.8403070073 


—8403070079 Application to amend License OPR— 76, changing Tech Specs re 
testing requirements for HEPA filters ti charcoal adsorbers, 
per Generic Ltr 03-13 Justification end. 

SCHUYLER, J 6 Pacific Oas t. Electric Co 84/02/29 4pp 
22341 221 24X Flche 30-273,84/02/29,8403070075 


— 8403070083 Proposed Tech Specs re testing requirements for HEPA filters 
t< charcoal adsorb et s, per Generic Ltr 83-13 

» Pacific Gas tr Electric Co 84/03/29 lOpp 22541 223 84X 

Flche 30-275.04/02/29,8403070075 


Q4030702B4 Forwards application to amend License DPR-76, cons Istlng of 
Amend Request 84-02, c hong ing Tech Specs to allow entry Into 
Mode 3 for required surveillance testing of presturlzer code 
safety valves 

SCHUYLER, JO Pacific Oas t< Electric Co 84/02/29 OENTDNiH R. 

Office of Nuclear Reactor Regulation, Director Ip 32S47'071 24X 

Flche 50-273,84/02/29.8403070284 


--9403070288 Application to amend License OPR— 76, consisting of Amend 
Request 84-03, revl sing Tech Specs to allow entry into Mode 3 
for required surveillance testing of pressuriier cade safety 
valve s 

SCHUYLER. J O Pacific (fits t, Electric Co. 84/02/29, 2p p 
22347 072 24X Flche 50-275,84/02/29,8403070284 


— 8403070292 Proposed Tech Specs re surveillance testing of pressuriier 
cods safety valves, 

* Pacific Oas t, Electric Co 84/02/59 ip 52547 074. 24X 

Fiche 50-275,84/02/29.8403070284 


8403080413 Forwards License Amend Request 84-04 to License DPR-76, 
changing Tech Specs to update frequency of auxiliary 
feedwater pump surveillance to latest ASME std value. 

SCHUYLER, J,Q Pacific Gas *, Electric Co 84/02/29 DENTON, H R 
Office of Nuclear Reactor Regulation. Director Ip 22556' 242 24X 

Flche 30-273,84/02/29.8403080413 
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—8403080414 License Amend Request 04-04 to License DPR-7ii c hang Ing Tech 
Spec Section 4 7 1 2 to base ausillarg feeduater pump 
surveillance on Tech Spec 403 

SCHUYLER. JD Pacific Oas J. Electric Co 84/02/27 Ip 
22336 243 24X Flche 50-273,84/02/29,8403080413 


—0403080415 Proposed Tech Specs re aotlllary feeduater sys surveillance 
requirements 

« Pacific Oas t< Electric Co 84/02/2? 3pp 22556 244 24X 

Flche 50-273,84/02/29,8403080413 


B40309002B Partial response to FOIA request for records re 1977 Nuclear 
Svca Corp audit of Pullman Pouer Products Documents entirely 
uithheld (ref FOIA Exemption 5) Revleu of remaining 
documents subj to request in progress 

FELTON. J M Division of Rules and Records 84/03/01 REYNOLDS, 0 
Center for Lau in the Public Interest 2pp 22592 331 24X 

Flche 50-275,04/03/01,8403090028 


8403080405 Further response to FOIA request for documents re GER 
related to operation of facilities Foruards App B documents 
App A & B documents available in PDR Revleu of remaining 
documents subj to request In progress 

FELTON, J H Division of Rules and Records 84/03/02 OARDE, D P 
Oovernment Accountability Project 4pp 22383 073 24X 

Fiehe 30-273.84/03/02,0403080405 


— 8312230236 Forward* responses to Allegations 7, 9 t, 48, per 831130 
request 

8PEIB, T P Division of Safety Technology 83/12/09 KNIOHTON, 0 
Office of Nuclear Reactor Regulation, Director 12pp 22SB3 111 
24X Fiche 50-275,04/03/02,8403080405 


— 84030B0422 Forwards input on Allegations 5i h 32 Fuel loading addressed 
in 831108 Kemorandum it Order CLI-B3-27 No significant safety 
concerns matl to fuel loading tc precr i 1 1 ca 1 i ty testing 
warrant continuation or suspension of activities 
BURNS, 8 Office of the Executive Legal Director 83/12/0? 

KNIOHTDN, 0 Office of Nuclear Reactor Regulation, Director 3pp 
22383.108 24X Fiche 50-275,84/03/02,8403080405 


— 8403080426 Forward* safety evaluation* for Allegations 6,10,11,14,15, 
16,17,27,28,29,31.32,33,35,36,35,83 b 86 Licensee approach 
for determining containment stability against tilting 
accap tab le 

VDLLMER.R H Division of Engineering 83/12/09 EISENHUT, D 0 
Division of Licensing 31pp 22583 132 24X 

Fiche 50-273,84/03/02,8403000403 


8403220096 Forwards San Luis Obispo Mothers for Peace 840202 10CFR2 206 
petition requesting Commission defer decision re 
reinstatement of low power license Written response 
addressing Issues requested by 840329 M/o end 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/03/02 SCHUYLER, J 0 Pacific Oas «< Electric Co 3pp 
22723 298 84X Fiche’ 30-275, 84/03/02, 8403220096 


8403130011 Foruards summary of mods, repairs or equipment changes 
resulting from review of allegations performed since Sept 
1903, par 830304 request 

8CHUYLER, J 0 Pacific Oa s h Electric Co 84/03/06 MARTIN, J B 
Region 5, Office of Director 2pp 22641 249 24X 

Flche. 30-275, 84/03/06, 8403150011 


B403120129 Forwards policy directive for protection t, retention of 
records re design, const t, operation activities for facility 
Policy supersedes Instructions contained in 840215 Itp 
SCHUYLER, J 0 Pacific Oas L Electric Co 84/03/08 EISENHUT, D Q 
Office of Nuclear Reactor Regulation, Director 2pp 22590 087 
24X Flche- 50-275. 04/03/08, 8403120129 


B403200218 Forwards Rev 2 to Procedure EP OP-17, "Malfunction of RHR 
Sys, " requested by ACR8 Subcommittee on Diablo Canyon during 
840210 meeting 

SCHUYLER, J.O Pacific Oas & Electric Co 84/03/12 KNIOHTON, 0 U 
Licensing Branch 3. Ip 22699 337. 24X Flche 50-275,84/03/12, 

6403200218 


— 8403200220 Rev 2 to Procedure EP OP-17, "Malfunction of RHR Bys " 
* Pacific Oas t« Electric Co 82/02/19, 3pp 22699.338 24X 

Flcha- 50-273, 84/03/12, 8403200218. 


8402090041 Board Notification 84-050 provides Commission policy 
statamont k proposed rulemaking on environ qualifications. 

EISENHUT, D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel. lopp 24X Fiche 50-000,84/03/14,8402090041 


8403220035 Forward* tables providing detailed operating experience for 
llctniad operating personnel t< licensed k nonllcinsed 
shift technical advisors 

SCHUYLER. J 0 Pacific Oat k Electric Co 84/03/16 DENTON, H R 
Office of Nucleer Reactor Regulation, Director Spp 22718 208 
24X riche- 50-275, 64/03/16, 8403220035 


8403270053 Foruards corrected page to proposed Tech Spec Pago 3/4 7-17 
from 840229 License Amend Request 84-03 re testing 
requirements for HEPA filters *< charcoal absorbers 
SCHUYLER, U 0 Pacific Oas 6 Electric Co 04/03/21 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 22769 312 24X 

Fiche 30-273,04/03/21.8403970033 


— 8403270057 Corrected Page 3/4 7-17 to proposed Tech Specs revising 6 
clarifying testing requirements for HEPA filters ?, 
charcoal absorbers 

« Pacific Oas k Electric Co 84/03/21 ip 92769 313 24X 

Flche 50-275,84/03/21,8403270033 


0403260176 Informs of plans to have shift advisors w/quel I fl cations l< 
training racommanded by Near-Term QL Util Group on staff 
prior to exceeding 57. power Advisors will be subj to final 
exam following training 

SCHUYLER, U 0 Pacific Oas t- Electric Co 04/03/23 KNtOHTON, 0 U 
Licensing Branch 3 Ip 22758 234 24X Flche 50-275,84/03/23, 

8403260 1 76 


8403270366 Requests that license not be granted until allegations by 
employees of plant resolved 

HAYDEN, T California, State of 84/03/23 PALLADINQ, N 
Commissioners Ip 22709 001 24X Fiche 50-275,04/03/23, 

8403270366 


Q Inspection reports, IE Bulletins t, correspondence 


8403060138 Forwards IE Insp Bepts 50-275/83-39 L 50-323/83-27 on 
831203-22 k notice of violation 

BISHOP, T W Division of Res 1 d ent, R eac tor Project & Engineering 
Programs 84/02/03 SCHUYLER, J O Pacific Oas t, Electric Co 2pp 
22306 334 24X Flche 30-273,04/02/03,8403060138 


— 8403060142 Notice of violation from Insp on 831205-22 

CANTER, H L Region 3, Office of Director 04/02/03 2pp 
22506 336 24X Fiche 50-275,84/02/03,8403060138 


—8403060146 IE Insp Repts 50-275/83-39 t< 50-323/03-27 on 031205-22 
Noncompl lance noted failure to properly Implement fire loss 
prevention procedures 6 suppls 

SCaUN.K , POLICH, T , CANTER. H L Region 5. Office of Director 
04/01/94 IBpp 22306 338 24X Flche 30-275,84/02/03,8403060130 


8403060207 Forwards IE Insp Ropts 50-275/84-01 6 50-323/84-01 on 
640103-06 k notice of violation 

BISHOP, T U Division of Resident, Reac tor Project k Engineering 
Programs 84/02/17 SCHUYLER, J 0 Pacific Oas k Electric Co 2pp 
29S17 143 24X Fiche 50-275,04/02/17,8403060207 


— 8403060214 Notice of violation from Insp on 840103-06 

KIR8CH, 0 F Region 5, Office of Director 84/02/17 2pp 
22517 147 24X Flche 50-275,84/02/17.8403060207 


8401190072 IE Info Notice 84-13, “Potential Deficiency In Motor 
Operated Valve Control Circuits k Annunciation “ 8vc list 
anc 1 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Reeponee (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc 11 Spp 22909 239 34X Flche 50-000,84/02/28,0401190072 


0403060131 Forward# IE Insp Repts 50-273/83-37 k 50-323/03-23 on 
031114-18 8, 1120-1209 

BISHOP, T 1*1 Division of Res Idsnfc, Reactor Project t. Engineering 
Programs 84/02/29 SCHUYLER, JO Pacific Oas k Electric Co 2pp 
22506’ 273 24X Flche 30-275,84/02/29,8403060131 


--8403060143 Notice of violation from Insp on 831114-18 ti 1128-1209 
CANTER, H L Region 3, Office of Director 84/02/29 2pp 
22506 275 24X Fiche 30-275.84/02/29,8403060131 


— 040306014? IE Insp Repts 50-273/83-37 k 30-323/83-23 on 031114-18 k 
1128-120? Noncomp 1 lance noted failure to assure that welding 
Inspactors qualified k certified per procedural 
requirements 

HERNANDEZ, 0 H , ROSS, T H , KIRSCH. 0 F Region 3, Office of 
Director 84/02/2? 4?pp 22506 277 24X Fiche 50-273,84/02/29, 

8403060131 


8402090007 IE Info Notice 04-14. "Highlights of Recent Transport 
Regulatory Revs by DOT k NRC " 8ve list end 

ORACE, J N Division of QA, Safeguards t< Inspection Programs (Post 
830103) 84/03/02 Consol Idatad Edison Co of Nau York, Inc 

130pp 22552 32? 24X Flche 50-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end. 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22353 090 24X Flche 50-000, 84/03/02. 84020 ?OOO0 
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6-402090009 IE Into Noticfl Q4-19< "Reporting of Rsdlologlcdl Releases 
Bve liE.t end 

JQRCANt E L Dlvllloti of Etnergencg Preparedness l< Engineering 
Response (Past B0D1O3) 64/03/02 C onto 1 1 da ted Edison Co of Neui 

York. Inc ii9pp 22953 217 24K FIche 50-000. 64/03/02, 0402090009 


— 9403200301 Provides Info to Commissioners re circumstances surrounding 
documentation of NRC insp of 1977 Nuclear Sves Corp audit 
of Pullman Pouer Products Co 

DIBCKS.W J Office of the Executive Director for Operations 
64/03/02 124pp 22947 073 24X Flcho 90-275,64/03/26, 

0403140244 


3402090011 IE Info Notice 64-17, "Problems H/LIguld Nitrogen Cooling 
Components Delou Nil Duct 111 tig Temp " Sve list end 
JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response tPost 330103) 64/03/05 Consolidated Edison Co of Mew 

York, Inc 117pp 22553 336 24X Fiche 50-000,04/03/05,6402090011 


5402090022 Hoard Notification 04-043 sutnnlts info re eiams & 
measurements bg Parame ter , I nc of radiographs ti field uelds t< 
delta ferrite maasur eraant s of selected uelds under Contract 
NRC-O5-0Z-249 

EISENHUT, D 0 Division of Licensing NrC-05'S2-249 64/03/05 

PALUADINO, OILINSKY. ROBERTS Cornmi s s I oner s 3p p 225S6 247 Z4X 
Fiche 50-275,04/03/05,3402090022 


— 6403080193 Foriuards "Project Oualitg Plan for Providing Assistance t, 
Sves to Support NRC/IE Reglbn IV PersDunel In NDE tt Ravteu 
of Radiographs," per Task Order 56 of Contract 
NRC-05-B2-249 

LOFY, R A Parameter, Inc WIC-05-B2-249 63/11/23 KIRSCH, D 

Region 5. Office of Director Ip 22556 2S0 24X 

Fiche 30-275,64/03/05.0402090022 


R Periodic operating reports h. related correspondence 


8403020004 Monthlg operating rept for Jen 1964 W/040203 1 tr 

KELLY, W J , THORNBERRY, R C Pacific Oas t, Electric Co 04/01/31 
3pp 22442 196 SAX Fiche 50-275,04/01/31,6403020004 


0403020443 Forwards monthlg status rept of offsite emergeneg 
preparedness for OL reviews for Jan 1964 Changes in FEKA 
finding dates not caused bg dslag due to offsite emergeneg 
planning Issues 

DIRCKSiW J Office of the Executive Director for aperatloni 
64/02/21 PALLADINB Commi 8 s i oner s 9pp 22492 003 a4X 
Fiche 90-000,64/02/21,6403020443 


6403230139 Foruards "Environ Investigations at Diablo Canyon, 1962 *' 
UARRICK,J W Pacific Gas ti Electric Co 04/02/20 Record 
Services Dranth (Document Control Desk) Ip 22732 341, 24X 

Fiche 30-275,64/02/20,8403230139 


— 6403060199 “Project Quality Plan for Providing Assistance 6 Sves to 
Support NRC/ie Region 11/ Personnel in NDE i Revleu of 
Radiographs at Diablo Canyon, Jnl ts 1 ii 2 " 

FOLEY, W J , LOFViR A Parameter, Inc NflC-05-02-249. PQP-124 

83/11/22 NRC - No Detailed Affiliation Given 2Spp 
22556 251 24X Flcho 30-275,04/03/05,8402090022 


0403150082 Responds to NRC B40203 1 tr re violations noted In IE Insp 
Rept 50-275/03-39 Corrective actions area permits for 
welding posted to Identify generic requirements on area 
basis S, util inspector assigned to assist fire marshall 
SCHUYLER. J □ Pacific Gas h Electric Co 84/03/05 MARTIN, J D 
Region 5. Office of Director 6p p 32646 013 24X 

Fiche 30-275.04/03/05.0403150062 


6403150006 Forwards description of program Implemented to verify 
clearance between piping & pene tra t ions, in response to IE 
Bulletin 79-14 

BCHUYLEn.J P Pacific Oa s & Electric Co 64/03/06 NARTIN.J 9 
Region 5, Office of Director 3pp 22640 324 24X 

Flcho 50-275,64/03/06.8403130006 


6402090024 IE Info Notice 64-09, Rev 1, "Lessons Learned From Ineps of 
Fire Protection Bafe Ehutdown Sys " 5vc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 64/03/07 Consolidated Edison Co of New 

York. Inc UBpp 22635 049 24X Fiche 30-000.04/03/07,6402090024 


B40209002B IE Info Notice 04-18, "Stress Corrosion Cracking In PWR 
Sya ■' Sve list encl 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 030103) 64/03/07 Consolidated Edison Co of New 

York. Inc lIBpp 22504 IB6 24X Fiche 50-000,64/03/07,6402090026 


0402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays In Use in 
Class IE Safety Bys " 5vc list encl 

DEYOUNG, n C Director's Office, Office of Inspection and 

Enfercament 64/03/12 Consolidated Edison Co of New Vqrk. Inc 

L34pp 22823 094 24X Fiche 50-000,84/03/12,0402090031 


— 6403230141 "Environ Investigations at Diablo Canyon, 1902 " 

CAYDT.R F , BEHRENS, D N Pacific Gas t. Electric Co 03/06/30 
?60pp 22732 342 24X Fiche 90-275,64/02/20.0403230139 


8403300141 Monthly operating rept for Feb 1964 N/B40302 Itr 

KELLY, M J . THORNBERRY, R C Pacific Gas t, Elactrle Co 04/02/29 
6pp 22020 3S2 S4X Fiche 50-275,04/02/29.6403300141 


B Reportable occurrences, LERs h related correspondence 


84031SD025 Epecial Rept 64-02 on 340123, fire water pump 1 declared 
inoperable after pump motor circuit breaker tripped 
Caused by frequent motor starts in short time period 
Surveillance test conducted & pump returned to sve 
SHIPPER. J D Pacific Gas i. Electric Co 84/02/29 MARTIN. J D 
Region 5, Office of Director Ip 22639 023 24X 

Fiche 50-275,04/02/29,8403150029 


8403060405 Further response to FOIA request for documents re 6ER 
related to operation of facilities Forwards App B documents 
App A L 6 documents available In PDR Review of remaining 
documents subj to request in progress 

FELTON. J M Division of Rules and Records 64/03/02 GARDE, 6 P, 
Government Accountability Project 4pp 22363 073 24X 

Fiche 50-275,64/03/02.0403060405 


— 6403060421 Requests assistance In addressing Improper design actlvitke 
re use of U-bolts 1, code break (code boundary) design, per 
affidavit re allegations 

BISHOP, T Iff Division of Resident, Reactor Project S< Engineering 
Programs 83/11/29 EI&ENHlfl.D G Division of Licensing ISpp 
22563 093 24X Fiche 50-275,64/03/02,6403000405 


9403150121 PNa-V-04-013 on 840307, Be ch te I laborer suffered heart 
attack while working in auxiliary bldg Medical attention 
provided to Individual at site Individual pronounced dead 
upon arrlvak at Sierra Vista Hasp 

DODDS, R T Region 5, Office of Director 64/03/07 Ip 22640 216 
84X Fiche 50-275,04/03/07,0403150121 


6402090043 IE Info Notice B4-19, "Two Events Involving Unauthoriiea 
Entries Into PWR Reactor Cavities " Bve list end 
JORDAN, E L Division of Emergency Preparedness t> Engineerlrig 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823229 24X Fiche 50-000.84/03/21,0402090043 


9402090044 IE Info Notice 84—20, "Sve Life of Relays in Safety-Related 
Sys " Sve list encl 

JDRDAN.E L Division of Emergency Preparedness I, Engineering 
Response (Post 630103) 84/03/21 Canselidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 50-000,84/03/21,6402090044 


B403140244 Board Notification 84-066 forwards 5ECV-a4-104 re NRC insp 
of Nuclear Sves Corp audit of Pullman Power Products at 
site, Including draft lE Insp Rept 50-275/63-37 t, 640229 
final rept 

EISENHOT, D C Division of Licensing B4/03/2B BUCK, J H , 

NDDRE, T S , JOHNSON, M R Atomic Safety and Licensing Appeal Panel 
3pp 22947 070 24X Fiche 50-275.64/03/28,6403140244 


8403220066 LER 04-006-00 on 640217, four 4 16 kV circuit breakers failed 
to remain closed Caused by excessive wear In Teflon coated 
fiberglass sleeve bearings used in mechanical actuator 
Breakers repaired W/040319 Itr 

KESGINQER.W W , SHIFFER.J D Pacific Gas i, Electric Co 64/03/19. 
3pp 22714 3SB 24X Fiche 30-275,84/03/19,8403220066 


T Hearing transcripts on non-anti trust matters 


8402090032 Board Notification 64-046 forwards transcript of Q4012S 
meeting re allegations concerning small bore piping Raviaw t< 
evaluation of allegations continuing 

EISENHUT.D 0 Division of Licensing 64/03/13 PALLADINO, 
QILINSKY, ROBERTS Commissioners 3pp 67217 046 a4X 
Fiche 50-275,84/03/13,0402090032 


— 8403150136 Forwards transcript of B40125 meeting re allegations 
concerning small bore piping Info excised to protect 
confidentiality of NRC sources t< preclude compromising 
ongoing 1 nsp s 

eiBHQP.T U Region S, Office of Director 64/02/23 
BTRUHWAS5ER, H California, State of Ip 22645 004 24X 

Fiche 50-275,84/03/13,64(52090032 
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”~8403190144 Forward* transertpt of 840129 meeting re allegation* 
concerning small bore piping Info e>ci*ed to protect 
confidentiality of NRC source* S< preclude compromising 
ongoing insps 

niBHDPtT M Region 9( Office of Director 84/02/23 REYNOLDS. J 
Center for Law in the Public Interest Ip 22643 009 84X 

Fiche 50-279,04/03/13,8402090032 


-^8403180192 Forioards transcript of B40129 meeting re allegation* 
concerning small bore piping Info excised to protect 
confidentiality of NRC sources 4c preclude compromising 
ongoing insps 

BIBHDP, T W Region 9, Office of Director 84/02/23 CRANE, P A 
Pacific Oas t< Electric Co Ip S2645 006 24X 

FlChe 90-279,04/03/13,8402090032 


— 6403190199 Fopuards transcript of 840129 meeting re allegations 
concerning small bore piping Info excised to protect 
confidentiality of NRC sources & preclude compromising 
ongoing insps 

BISHOP,! H Region 5, Office of Director 04/02/23 NORTON 
Norton, Burke, Berry 4c French ip 23649 007 24X 

FlChe 50-279,84/03/13,8402090032 


— 8403190162 Excised transcript of 840129 closed meeting w/C Stoke* re 
allegation* concerning small bore piping pp 1-220 
* NRC - No Detailed Affiliation Given 84/01/23 319pp 

22649 000 24X Fiche 90-279,84/03/13,0402090032 


U Congressional/Executive Correspondence 


8403260106 Provide* current status of facility licensing process in 
response to 840126 Itr Since 840124 hearings, NRC has 
continued investigation, insp (c evaluation of allegations, 
uhlch ulll be resolved prior to lobi pouer author 1 lation 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
04/03/09 MCCARTHY, L T California, State of 4pp 32761 396, 
24X Fiche 90-279,84/03/09,8403260106 


— 8403260111 Expresses concern re possibility that facility utlll be 
licensed u/o meeting safety stds 

MCCARTHY, L T California, State of 04/01/26 PALLADINO.N 
Commissioners Ip 22761 359 24X Fiche SO-279, 84/03/09, 

8403260106 


3403270367 Telecopy Itr expressing concerns re lifting of suspended lou 
pouier license Commission should carefully ueigh 
ABLAB conclusions 6 fulfill responsibility to require safe 
plant operation 

THOMAS, W M House of Rep DSD 143 84/03/26 PALLADINO.N 
Commtesloners 2pp 22789 002 24X Fiche 50-275.84/03/26, 
8403370367 


V Operator Examinations 


8403220039 Poridardi tables providing detailed operating experience for 
licensed operating personnel 6 licensed 6 nonlicinscd 
shift technical advisors 

SCHUYLER, 0 0 Pacific Gas J, Electric Co 04/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 32718 200 
a4X Fiche 50-279,04/03/16,0403220035 


8403260176 Informs of plans to have shift advisors w/qua I if i ea t ions it 
training recommended by Near-Term OL Util Group on staff 
prior to exceeding 9X pouer Advisors uill be subj to final 
exam following training 

SCHUYLER. U 0 Pacific Oas !. Electric Co 04/03/23 KNIGHTON. 0 W 
Clcenelng Branch 3 ip 22790 234 24X Fiche 50-275.04/03/23. 

0403260176 


DOCKET 90-277 PEACH BOTTOM ATOMIC POWER STATION. UNIT 2 


F Security, medical, emergency 6 fire protection plans 


B4D3090289 Public version of revised emergency plan implementing 
procaduresi Including Procedure EP-101 re classification of 
emergencies, EP-207C re first aid 6 EP-103 re alert response 
U/64D210 Itr 6 wIM Felton B40307 release memo 

COONEY, M U Philadelphia Electric Co 04/01/10 HURLEY,! E 
Region 1. Office of Director 93pp. 22993 220 24X 

Fiche 90-277,84/01/10,8403090209 


8403010310 Forward* IE In*p R*pt* 90''277/a3-37 it 90-278/83-3 9 on 
831214-840112 tt notice of violation 

eTARDSTECKI, R Division of Project t< Resident Program* 84/02/16 
DAUTBOFF, 8 L Philadelphia Electric Co 2pp 22432 070 24X 

Fiche 90-277, 04/02/16) 0403010310 


— 0403010322 IE Insp Repta 90-277/83-37 U 50-278/03-39 on 031214-840113 
Violation noted requirements for requal 1 f Ica tlon lecture 
attendance supp lemcntary training not met 6 adequacy of 
Secondary containment door indicator maint unresolved 
D,_OUOH. A R , WILLIAMS. J H . TRIPP. L E Region 1. Office of 

Director 04/01/19 I7pp 22432 001 24X Fiche 90-277.84/02/16, 

0403010310 


0403190243 Notification of 04O4IB workshop In King of Prussla.PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp t topic* described li> IE Info Notice 
84' 09 Agenda for workshop encl 

MURLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE. J 0 
Consolidated Edison Co of New York, Inc BRONS.J C , MCNEILL. C A 

Pouer Authority of the State of New York 33pp 22672 062 24X 

Fiche 90-000,04/03/09.8403190243 


8403200391 Forwards list Of applications submitted 6 applicable fees 
for fire protection reviews (< approval* 

MILLER, W □ License Fee Management Branch 84/03/09 BAUER, E G 
Philadelphia Electric Co 3pp 2270B 310 34X 

Fiche 90-277,04/03/09,8403200391 


0403220003 Notifies of error In numbering of second insp ropt end In 
840127 Ur Number should be 90-870/03-29 Instead of 03-19 
Corrected version end 

MARTIN,! T Division Of Engineering 6 Technical Programs 04/03/12 
DALTRDFF,S U Philadelphia Electric Co Ip 22716 260 24X 

Fiche 50-277.04/03/12,0403820083 


-8403280005 Forwards corrected IE Insp Rept* 90-277/03-31 & 90-270/03-29 
on 831114-10 ti notice of violation 

MARTIN,! T Division of Engineering t. Technical Program* 

84/01/27 DALTRQFF, 0 L Philadelphia Electric Co 2pp 
22716 269, 24X Fiche 90-277,04/03/12,0403220083 


— 0403220087 Corrected notice of violation from insp on 631114-10 

e Region 1, Office of Director 84/01/27 Ip 22716 271 24x 

Fiche 90-277.84/03/12,8403220083 


— S403220091 Corrected IE Insp Ropts 50-277/03-31 & 50-278/83-29 on 
031114-18 Noncompliance noted failure to meet fire brigade 
train Ing requirements 

PULLANI.S V , ANDERSDN, C J Region I, Office of Director 
84/01/03 lOpp 22716 272 24X Fiche 50-277,64/03/12.0403220083 


0403210045 Forwards application for amend to Licenses DPR-44 (, DPR-96 
re fire protection to reflect Improvements In fire detection 
sys t) to conform to STS 

BRADLEY, E J Philadelphia Electric Co 04/03/16 DENTON, HR 
Office of Nuclear Roactor Regulation, Director Ip 22707 042 24X 

Fiche 90-877,84/03/16,0403210049 


— 0403810059 Application for amend to Licenses DPn-44 & DPn-96 modifying 
limiting condition for operation action statement for fire 
barriers to reflect guidance in STS for OE QURs 
* Philadelphia Electric Co 84/03/16 6pp 22707 043 24X 

Fiche 90-277,84/03/16,0403210045 


— 8403810063 Proposed Tech Specs modifying limiting condition for 
operation action statement for fire barriers to reflect 
guidance provided in BTS for OE BWRs 

a Philadelphia Electric Co 04/03/16 3pp 22707 049 24X 

Fiche 50-277,04/03/16,8403210045 


0403270104 Requests extension until Oct 1904 for annual emergency 
preparedness exercise Extension would allow inclusion of 
offsite plan* 6 use of proposed alternate emergency facility 
location 

DALTfiOFF.S L Philadelphia Electric Co 04/03/20 EISENHUT, D G 
Division of Licensing 6pp 22769 217 24X FUhe 90-277,64/03/20. 

040327Q104 


J Insurance I, indemnity information 


0403260034 Forwards Endorsements 106 i< 107 to NELIA Policy NF-14D 6 
Endorsement 99 to MAELU Policy MF-67 

BRADLEY, E J Philadelphia Electric Co 04/03/16 8ALTZMAN, U 
Assistant Director for State t< Licensee Relations 4pp 22750 232 
24X Fiche 90-277,04/03/16,0403260054 


P Operating license stage documents 6 correspondence 


8403140340 Summary of 831219 meeting u/OE 6 Mark 1 Owners Group In 
Bethesda.MD re Mark I containment wetwe 1 1-drywel I vacuum 
breaker design methodology 

SIEGEL, D L Operating Reactors Branch 2 04/02/21 Operating 

Reactors Branch 2 Slpp 22635; 190 24X Fiche 90-000,84/02/21, 

B403140340 
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6403070137 FoPUards Amandi fc 94 to Ulcersas DPR-44 4 DPR- 36. 
rsspsctivalv 4 EIA Amsndt delate certain ETS re none 
irionltorinq ranuiTements t nonrad ici 1 ojica I water 
quality-related Taquirement* 

STQLZi J F Operating Reactors Branch 4 64/02/24 BAUER . E 0 

PhlladBlphla Electric Co 3pp 22363 160 24X 

Fiete 30-277,94/02/24.6403070137 


— 8403070141 Amends 92 S< 94 to Llcensea DPR-44 8. DPR-56i resp ec tl vely. 
deleting certain ETS re noise tnonitoring requirements t 
nonradiological mater quality-related requirements 
STDLZiJ F Operating Reactors Branch 4 64/02/24 tSpp 

22563 163 24X Ftche 30-277.64/02/24.6403070137 


— 8403070144 EIA supporting Amends 92 4 94 to Licenses l)PR-4 4 4 0PR-S6i 
respectively 

• QPfice of Nuclear Reactor Regulation. Director 84/02/24 
lOpp 22363 179 24X Fiche 30-277,64/02/24,8403070137 


8403)30013 Forwards responso to request for addl info re Class IE 
electrical raceuag supports Design supports have sufficient 
margin to assure that loss of single support mill not cause 
lass of safety function 

SCHUYLER. J 0 Pacific Oas 4 Electric Co 04/03/07 MARTIN, J Q 
neglon S. Office of Director 3pp 22640 327 24X 

Ftche 30-277.94/03/07.6403130013 


8403130137 Forieards application to amend Licenses DPR-44 4 DPR-56, 
revising Tech Specs to incorporate lOCFRSO, App I 
requirements for radio 1 og lea 1 effluents 

DALTROFF.S L Philadelphia Electric Co 84/03/07 STOLZ.J F 
Dperating Reactors Branch 4 2pp 22646 022 24X 

Fiche 50-277,94/03/07.6403150137 


—0403130140 Application for amend to Licenses OPR-44 4 DPR-56i revis iiig 
Tech Specs to incorporate Tadlologlcal effluent 
requirements of lOCFRSO, App I 

OAUER.E 0 . DRADLEV. E J Philadelphia Electric Co 64/03/07 
12pp 22646 024 24X Fiche 30-277,64/03/07.6403130137 


— 6403130143 Proposed Tech Spec chang es. inc orporatlng radiological 
effluent requirements of lOCFRSt), App I 

« Philadelphia Electric Co 84/03/07 e2pp 22646.036 24X 

Fiche 30-277.04/03/07,6403130137 


8403150003 “Radiation Protection Program for Recirculacto Piping 
Replacsniont " H/64030B Itr 

DALTROFF.S L Philadelphia Electric Co 84/03/08 STOLZ.dF 
Dperating ftoaetors Sranch 4 llpp 22641 339 24X 

Fiche 30-277, 04/03/06. B40315Q005 


8403270064 Forwards revised "Of fait* Dose Calculation Manual." per 
NRC 830929 request re radiological effluent Tech Specs 
ULLRICH.U T Philadelphia Electric Co 84/03/08 PANDEY. S 
Franklin Institute/Franklin Research Center ip 22766 106 S4X 
Fiche 30-277,04/03/08.6403270064 


—6403270067 Revised 'Offsite Dose Calculation Manual '• 

e Philadelphia Electric Co 84/03/08 4]pp 22766 107 24X 

Fiche 50-277,64/03/0810403270064 


84031S037S Oeneric Ltr 64-07 to all licensees of BIrIRs re procedural 
guidance far pipe replacement at SURs Sve list end 
EISENHUT. D G Division of Licensing 84/03/14 Commenuealth 
Edison Co 20pp 22623334 24X Fiche 50-000,84/03/14,6403150273 


8403210043 Forwards application for amend to Licenses DPR-44 L OPR-36 
re fire protection to reflect improvements in fire detection 
sys U to conform to STS 

DRAOLEV.E J Philadelphia Electric Co 64/03/16 DENTON. H R 
Office of Nuclear Reactnr Regulation. Director Ip 22707 042 24X 

Fiche 30-277.04/03/16.6403210045 


—6403210055 Appiica.tlon for amend to Licenses OPR-44 it DPR-36 modifying 
limiting condition for operation action statement for fire 
barriers to reflect guidance in STS for OE BHRs 
* Philadelphia Electric Co 84/03/16 6p p 82707 043 24X 

Ftche 30-277,64/03/16.8403210045 


— 8403210063 Proposed Tech Specs modifying limiting condition for 
operation action statement for fire barriers to reflect 
guidance provided in STS for OE QURs 

* Philadelphia Electric Co 84/03/16 3pp 82707049 24X 

Fiche 50-877.64/03/16,8403210045 


Q Inspection reports, IE Bulletins S, correspondence 


8403010310 Faruards IE Insp Repts 50-877/83-37 &, 50-278/83-35 on 
031814-840118 it notice of violation 

STAROSTECKI, R Division of Project S< Resident Programs 64/02/16 
DALTRDFP.S L Philadelphia Electric Co Spp 88432 07B 84X 

Fiche 30-277,84/08/16.8403010310 


— 8403010313 Notice of violation from imp on 031214-840112 

• Region 1, Office of Director 84/03/16 Ip 88432 080 24X 

Fiche 50-277,04/02/16,0403010310 


— 0403010322 IE Jnsp Repts 50-877/03-37 it 30-870/83-33 on 831814-840118 
Violation noted requirements for requal If leation lecture 
attendance h supplementary training not met t. adequacy of 
secondary containment door indicator maint unresolved 
BLOUGH, A R , UILLIAHS, J H > TRIPP, L E Region 1, Office of 

Director 04/01/19 17pp 82433 001 24X Fiche 30-877.84/02/16. 

8403010310 


8403020306 Forwards IE Insp Repts 50-277/84-03 ii 50-278/84-03 on 
040130 No violations noted 

MARTIN, T T Division of Engineering t> Technical Programs 84/02/17 
DALTROFF.S L Philadelphia Electiic Co Spp 28440 033 84X 

Fiche 30-277104/02/17.8403020306 


-0403020309 IE Jnsp Repts 30-277/04-05 it 50-27B/B4-0S on 040130 No 
violations noted Major areas Inspected Eastern Testing it 
Insp, Inc radiographs it licensee reinterpretation reader 
sheets 

KERCH.HM Region i, Office of Director DURR. J P Division of 
Engineering 1, Technical Programs 84/02/16 3pp 88440 037 24X 

Fiche 30-877,84/08/17.8403020306 


8403090081 Forwards Suppl 4 to response to IE Bulletin 83-03. eontiiting 
of rept. “Rec Ircu la t ion. RHR Shutdown Cooling.Head Spray Line 
Reactor Info <Rev 8) " 

DALTROFF.S L Philadelphia Electric Co 84/08/81 HURLEY. T E 
Region 1. Office of Director 3pp 28373 153 24X 

Fiche 50-877,84/08/21.0403090081 


— 840309006? “Recirculation RHR Shutdown Cooling.Head Spray Line. Reactor 
Hater Cleanup Line it Core Spray Line Piping Held Info 
XRev 81 " 

* Philadelphia Electric Co 84/02/89 6lpp 88575 136 S4X 
Fiche 30-277.04/02/21.8403090081 


8403070380 Forwards IE Insp Repts 30-877/84-04 it 50-878/84-04 on 
840183-87 No violations noted 

MARTIN.! T Division of Engineering & Technical Programs 84/02/22 
DALTROFF.S L Philadelphia Electric Co Spp 88346 330 84X 

Fiche 30-877.84/08/83,3403070320 


--8403070322 IE Insp Rept 50-877/84-04 & 30-278/84-04 on 840123-87 No 
viola t ions noted Major areas inspected licensee actions 
In response to torus mod requirements 6 IE Bulletin 78-11 
NARRQH.L . OURR.J P Region 1. Office of Director 84/02/07 
Spp 82546 338 24X Fiche 50-277.84/08/82.8403070380 


8401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Sve list 
end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 84/08/88 Consolidated Edison Co of New 

York. Inc llSpp 28909 83? 24x Fiche 30-000.84/02/20.8401190072 


8403130034 Forwards IE Insp Repts 50-877/84-01 b 30-878/84-01 on 
840105-20 Enforcement conference planned to discuss problem 
w/internal review) process for identifying it evaluating 
potential unreviewed safety questions 

STAROSTECKI. R Division of Project b Resident Programs 84/02/89 
DALTROFF.S L Philadelphia Electric Co Spp 82642 898 84X 

FI Che: 50-877. 64/08/89. 04031 50054 


— 0403130063 IE Insp Repts 30-877/64-01 b 30-878/84-01 on 040103-80. 
Approval of individual rod scram procedures in apparent 
violation of lOCFRSO 39 Three a>amplcs of inadequate 
procedures noted 

BLOUGH, A R . HILLIAMS, J H , TRIPP, L E Region 1. Office of 
Director. 64/02/26 12pp 28642 300 24X Fiche, 30-277. 64/08/29. 

8403150034 


8402090007 IE Info Notice 84-14. “Highlights of Recent Transport 
Regulatory Revs by DDT b NRC " 8vc list end 

ORACE. J N Division of QA. Safeguards b Inspection Programs <Past 
S30103) 84/03/02 Consolidated Edison Co of Neui York. Inc. 

130pp 82532:329 24X Fiche 50-000.84/03/02.8402090007 
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B40Z09aOQQ IE Info Notice B4-16i "Failure of Automatic Sprinkler Si^s 
Valve* to Operate " Svc list end 

JORDAN) £ L Dlvl»lon of Emergency Pi epare d ne» s & Engineering 
Reeponie (Poit B30103) 04/03/02 Consolidated Edison Co of Neui 

York) Inc ISapP 22333 09B 24X Flche 30-000. 84/03/02. BAOaOYOOOS 


8402070009 1^ Info Notice 04—13. "Reporting of Radiological Releases " 
Svc Hat end 

JORDAN. E L Division of Emergency Pieparedness & Engineering 
Response iPost 030103) 04/03/02 Consolidated Edison Co of New 

York. Inc I19pp 32353 217 24X Flche 50-000.04/03/02.0402090007 


B402090011 IE Info Notice 84-17. "Problems W/Uinuld Nitrogen Cooling 
Components Beloio Nil Ductility Temp " Svc list end 
JORDAN. E L Division of Emergency Pieparedness Si Engineering 
Response (Post 830103) 04/03/05 Consolidated Edison Co of Neu 

York. Inc 117pp 22S53 336 24X Flche 50-000.04/03/05.8402090011 


8403090131 Foruards description of plans for recirculation Ii RHR sys 
piping replacement during upcoming Unit 2 refuel outage per 
IE Bulletin 03-02 Mod /re f ue 1 1 ng outage uork should be 
completed uiithln 32 uks Tieo overslie draulngs encl 
DALTROFF.BL Philadelphia Electric Co 04/03/06 8T0LZ. J F 
Operating Reactors Branch 4 21pp 22568 295 24X 

Flche. 50-277. 04/03/06. 0403090131 


8402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdoun Sys," Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of Neu 

York, ine llapp 22635 049 24X Flche 50-000,04/03/07.0402090024 


0402090028 IE Info Notice 04-10, "Stress Corrosion Cracking in PUR 
Bys " 0VC list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 04/03/07 Consolidated Edison Co of Neu 

York. Inc llSpp 22304 186 24X Flche 50-000.84/03/07.0402090028 


8402090031 lE Bulletin 84-02. "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNl}. R C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of Neu York. Inc 

134pp. 22023 094 24X Flche 50-000.04/03/12,8402090031 


8403220083 Notifies of error In numbering of second Insp rept end In 
B40127 Itr Number should be 50-278/03-29 Instead of 03-19 
Corrected version end 

MARTIN. T T Division of Engineering L Technical Programs 84/03/12 
DALTRQFF. S L Philadelphia Electric Co Ip 22716 260 24X 

Flche 50-277.84/03/12.8403220083, 


— B4032200B5 Foruards corrected IE Insp Repts 50-277/03-31 !« 50-278/03-29 
on 831114-18 {( notice of violation 

MARTIN.T T Division of Engineering It Technical Programs 
84/01/27 DALTROFF.B L Philadelphia Electric Co 2pp 
22716' 267 24X Flche 50-277.84/03/12,8403220083 


— 8403220087 Corrected notice of violation from insp on 831114-18 

# Region 1. Office of Director 04/01/27 Ip, 22716 271 24X 

Flche 50-277, 04/03/12, 0403220083 


—8403220091 Corrected IE Insp Repts 50-277/03-31 «. 50-270/83-29 on 
031114-18 Noncomp 1 lance noted. fal lure to meet fire brigade 
training rei^ulrements 

PULLANI.8 V , ANDERSON. C J Region 1, Office of Director 
04/01/03, tOpp 22716' 272 24X Flche 50-277. 04/03/12. 04D322OOB3 


0402090043 IE Info Notice B4-I9, "Tuo Eyents Involving Unaothorlted 
Entries Into PUR Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 04/03/21, Consolidated Edison Co of Neu 

York. Inc 123pp 22823 229. 24X Flche' 50-000, 84/03/21, 8402090043 


8402090044 IE Info Notice 04-20, "Svc Life of Relays In Safety-Related 
Sys, " Svc list end 

JORDAN. E. L. Division of Emergency Preparedness l< Engineering 
Response (Post 830103) 84/03/21 ConsoMdeted Edison Co of Neu 

York, tnc 133pp 22933 001 24X Flche 50-000,84/03/21,0402090044 


0403270250 Forwards response to 840207 request for eddl info re IE 
Bulletin BO-ll, "Mesonry Well Design." Min reinforcement for 
all block ualls exceedt requirements, 

DALTRQFF. 0, L Philadelphia Electric Co 84/03/21, STQLZ.JF 
Operating Reactors Branch 4 6pp 22772.097 24X 

Ficha. 50-277, 84/03/21. 8403270250 


R Periodic operating reports L related correspondence 


8403050117 "Semiannual Effluent Releases Rept 16 .Ju1-Dbc 1903 “ W/ 
840229 Itr 

ALDEN.W M Philadelphia Electric Co 03/12/31 MURLEY. T E Region 
1. Office of Director IPpp 22480 016 24X Flche 50-277.03/12/31. 
8d030501I7 


8403190190 Monthly operating repts for Feb 1904 W/040313 Itr 

ALDEN.W M , ULLRICH. W T Philadelphia Electric Co 84/02/29 tOpp 
22671 132 24X Flche 80-277,04/02/29.0403190190 


8 Reportable occurrences. LERs & related correspondence 


0403010338 LER 04-001-00 on 040 1 17. dur i ng surveillance testing of RHR B 
Injection valve MO 2-101S4B. valve failed to reopen Caused by 
uarplng of Dakelite coil L core housing within motor control 
c tr Thermal overload device replaced W/840227 Itr 
CLARK, 0 L , LOOUE.H H Philadelphia Electric Co 04/02/27 4pp 
22433 009 84X Flche 30-277.04/02/27,8403010338 


0403120003 LER 04-003-00 on 040 131 . Op era tor failed to take corrective 
action rapidly enough to contain reactor coolant temp, 
allowing heatup rate to reach 120 F Caused by personnel 
error Operator disciplined W/040301 Itr 

CLARK, B L , ULLRICH, W T Philadelphia Electric Co 04/03/01 4pp 
22808 179 24X Flche 50-277,04/03/01.0403120000 


0403200019 LER 04-004-00 on 040213. during local leak rate tests on RHR 
sys B valves. pack ing leak discovered on test line isolation 
valve MD2-10-34D Caused by loose packing Packing tightened (i 
valve stroke tested W/B40314 Itr 

CLARK. B L , ULLRICH. W T Philadelphia Electric Co 04/03/14 4pp 
22690 350 24X Flche 50-277.84/03/14,8403200019 


DOCKET 30-270 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 


F Security, medical, emergency ti fire protection plant 


0403090203 Public version of revised emergency plan Implementing 
procedures. including Procedure EP-101 re classification of 
emergencl Bsi EP-207C re first aid i EP-103 re alert response 
M/04D21O Ur ti JM Felton 040307 release memo 

COONEY. M J Philadelphia Electric Co 04/01/10 MURLEY, T E 
Region 1, Office of Director 93pp 22393 220 24X 

Flche 30-277,84/01/10,0403090285 


0403010310 Foruards IE Insp Repts 50-277/03-37 L 50-270/03-35 on 
031214-040112 b notice of violation 

STAR08TECKI. R Division of Project b Resident Programs 04/02/16 
DALTROFF.B L Philadelphia Electric Co 2pp 22432 078 24X 

Flche 50-277.84/02/16,0403010310 


—8403010322 IE Insp Repts 50-277/03-37 b 30-278/03-35 on 031214-040112 
Violation noted requirements for requal If icatton lecture 
attendance b supplementary training not met b adequacy of 
secondary containment door indicator maint unresolved 
BLOUOH.A R Region 1, Office of Director 04/01/19 17pp 
22432 001 24X Fiehe 50-277,84/02/16,0403010310 


0403190243 Notification of 040418 uorkshop in King of Prussia. PA to 
discuss lessons learned from recent App R fire protection 
safe shutdoun insp b topics described in IE Info Notice 
84-09 Agenda for workshop encl 

MURLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE, J 0 

Consolidated Edison Co of Neu York, tnc CAREY. J J Duquesne Light 

Co MARTIN.T J Public Service Electric b Oas Co of Neu Jersey 
35pp, 22672 062 24X Flche 30-000,04/03/09,0403190243 


0403200391 Foruards list of applications submitted b applicable fees 
for fire protection revleus b approvals 

MILLER. W 0 License Fee Management Branch 04/03/0? BAUER. E 0 
Philadelphia Electric Co 3pp 22700 310 24X 

Flche 30-277,84/03/09,0403200391 


8403220083 Notifies of error In numbering of second Insp rept encl in 
040127 itr Number should be 30-278/03-29 Instead of 03-19 
Corrected version end. 

MARTIN.T T Division of Engineering b Technical Programs 04/03/12 
DALTROFF.S L Philadelphia Electric Co Ip 22716 260 24X 

Flche 50-277.04/03/12.0403220003 


—0403220003 Foruards corrected IE Insp Repts 50-277/03-31 b 50-270/03-2? 
on 031114-10 b notice of violation 

MARTIN.T T Division of Engineering b Technical Programs 
84/01/27 DALTROFF.B L Philadelphia Electric Co 2pp 
22716 269 24X Flche 50-277,84/03/12.0403220003 
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— B4032200B7 Corrscted notice of violation Prom ln»p on 031114-10 

* Region lj Office of Director 04/01/27 Ip 22716 271 241{ 

Flche 30-277, 04/03/12, 0403220003 


— 0403220091 Corrected IE Insp ftepta 50-277/03-31 St 30-270/83-29 on 
031114-lB Monconipl lance noted failure to meet fire brigade 
training r enuiremente 

PULLAMIi 0 V Region li Office of Director 84/01/03 lOpp 
22716 272 24X flche 50-277,84/03/12,0403220003 


8403270064 Foruards revised "Offsite Dose Calculation Manual," per 
NRC 030929 request re radiological effluent Tech Specs 
ULLRICH,H T Philadelphia Electric Co 04/03/00 P4NDEY.8 
Franklin Inst i tute/Frank 1 In Research Center Ip 22766 106 24X 

Flche 30-277,04/03/00,0403270064 


— 0403270067 Revised "Offsite Dose Calculation Manual " 

* Philadelphia Electric Co. 04/03/00 41pp 22766 107 24X 

Fiche 30-277,04/03/00,0403270064 


8403210045 Forwards application for amend to Licenses DPR-44 & DPn-56 
TB fire protection to reflect improvements In fire detection 
sgs & to conform to 8T5 

BRADLEY, E J Philadelphia Electric Co. 04/03/16 DENTON. H R 
Office of Nuclear Reactor Regulation, Director ip 22707 042 24X 

Flche 30-277.84/03/16.0403210043 


— 8403210055 Application for amend to Licenses DPR-44 & DPR-36 modifying 
limiting condition for operation action statement for fire 
barriers to reflect guidance in 8T0 for OE BtJRs 
* Philadelphia Electric Co 84/03/16 6pp 22707 043 24X 

Flche 30-277,84/03/16,8403210045 


— 8403210063 Proposed Tech Epees modifying limiting conditions for 
operation action statement for fire barriers to reflect 
guidance provided In STS for OE DWRs 

* Philadelphia Electric Co 84/03/16 3pp 22707 049 24X 

Flche 30-277.84/03/16.8403210045 


8403130275 Oenerlc Ltr 84-07 to all licensees of DWRs re procedural 
guidance for pipe replacement at BURs Sve list end 
EIBENHUTiD O Division of Licensing 84/03/14 Conmonuealth 
Edison Co 20pp 22823 354 24X Flche 50-000,84/03/14.8403130275 


0403210043 Foruards application for amend to Licenses DPR-44 li DPR~36 
re fire protection to reflect improvements in fire detection 
sys & to conform to STS 

BRADLEY, E J Philadelphia Electric Co 84/03/16 DENTON. H R 

Office of Nuclear Reactor Regulation, Director Ip 22707' 042 24X 

Flche 50-277, 04/03/16,8403210043. 


— 04O321OOSS Application for amend to Licenses DPR-44 «< DPR-56 modifying 
limiting condition for operation action statement for fire 
barriers to reflect guidance in STB for OE BURs 
a Philadelphia Electric Co 04/03/16 6pp 22707 043 24X 

Fiche 50-277,04/03/16,8403210045 


8403270104 Bequests estension until Oct 1984 for annual emergency 
preparedness exercise Extension sjould allou inclusion of 
offsite plans S< use of proposed alternate emergency facility 
location 

DALTRDFF. S L Philadelphia Electric Co 04/03/20 EISENHUT, D 0 
Division of Licensing 6pp 22769 217 24X F Iche* 50-277, 04/03/20, 

8403270104 


— 8403210063 Proposed Tech Specs modifying limiting condition for 
operation action statement for fire barriers to reflect 
guidance provided in STS for OE DWRi 

* Philadelphia Electric Co 04/03/16 3pp 22707 049 24X 

Fiche 30-277,84/03/16,8403210045 


Q Inspection reports, IE Bulletins ti correspondence 


J. Insurance ti indemnity information 


0403260054 Foruards Endorsements 106 «< 107 to NELIA Policy NF-140 t. 
Endorsement 59 to MAELU Policy MF-67 

BRADLEY, E J Philadelphia Electric Co 84/03/16 BALT2MAN,J 
Assistant Director for State S< Licensee Relations 4pp 22730 232 
24X Flche 30-277,84/03/16.8403260054 


P Operating license stage documents 6 correspondence 


8403I40J4O Summary of B31215 meeting u/OE t, Mark I Owners Sroup in 
Bethesda.MO re hark I containment ue twel 1— dryue 1 1 vacuum 
breaker design methodology 

SIECEL. 0 L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 51pp 22635 198 24X Fiche 50-000,04/02/21, 

8403140340 


0403010310 Forwards IE Insp Repts 50-277/83-37 t, 50-278/03-33 on 
831214-040112 ti notice of violation 

aTAROSTECm.R Division of Project (< Resident Programs 84/02/16 
DALTROFFiS L Philadelphia Electric Co 2pp 22432 078 24X 

Flche 30-277,84/02/16,8403010310 


— 0403010315 Notice of violation from Imp on 031214-840112 

* Region 1, Office of Director 84/02/16 Ip 22432 080 24X 

Flche 50-277,04/02/16,8403010310 


— 8403010322 IE Insp Repts 50-277/03-37 & 30-270/03-35 on 831214-040112 
Vialatlon noted requirements for requal 1 f 1 cat Ion lecture 
attendance t, supplementary training not met h adequacy of 
secondary containment door indicator maint unresolved 
BLOUOH, A R , WILLIAMS, J H , TRIPP, L E Region l. Office of 
Director 04/01/19 17pp 22432 00k 24X Flche 50-277.84/02/16, 

0403010310 


B40307'0137 Foruards Amends 92 & 94 to Licenses DPR-44 *< DPR-36, 
respectively & EJA Amends delete certain ETS re noise 
monitoring requirements S, nenrad i elog i cal water 
quality-related pequ i remen t s 

STOLZ.J F Operating Reactors Branch 4 84/02/24 BAUER, E 0 

Philadelphia Electric Co 3pp 22565 160 24X 

Fiche 50-277 84/02/24,0403070137 


--8403070141 Amends 92 6 94 to Licenses DPR-44 £t DPR-36, re ip ec t Ive 1 y, 
deleting certain ET0 re noise monitoring requirements 6 
nonrad 1 ological water quality-related requirements 
BTOLZa.! F Operating Reactors Branch 4 84/02/24 13p p 

22565 163 84X Fiche 50-277,84/02/24,0403070137 


0403020306 Forwards IE Imp Repts 50-277/84-03 ti 30-270/04-03 on 
840130 No violations noted 

MARTIN, T T Division of Engineering t. Technical Programs. 84/02/17 
DALTROFF.S L Philadelphia Electric Co 2pp 22440 035 24X 

Fiche 30-277,84/02/17,0403020306 


— 8403020309 IE Insp Repts 30-277/84-03 I< 30-278/04-05 on 040130 No 
Violations noted Major areas inspected Eastern Testing 6 
Insp. Inc radiographs t< licensee reinterpretation readar 
sheets 

HEHCH, H W Region 1, Office of Director DURB.JP Division of 
Engineering & Technical Programs 04/02/16 3pp 22440 037 24X 

Flche 50-277,04/02/17,8403020306 


—8403070144 EIA supporting Amends 92 l< 94 to Licenses DPn-44 t< DPn-36, 
r espec 1 1 vely 

« Office of Nuclear Reactor Regulation. Director 34/02/24 
lOpp 22565 179 B4X Flche 50-277.84/02/24.8403070137 


8403150137 Forwards application to amend Licenses DPR-44 t, DPR-56, 
revising Tech Specs to incorporate lOCFRSO, App I 
requirements for radiological effluents 

DALTRDFF. 8 L Philadelphia Electric Co 84/03/07 BTOLZ , J F 
Operating Reactors Branch 4 Spp. 22646*022 24X 

Fiche 30-277,84/03/07,8403150137 


8403070320 Forwards IE Insp Repts 50-277/04-04 I, 50-278/04-04 on 
840125-27 No violations noted 

MARTIN, T T Division of Engineering t. Technical Programs. 84/02/22 
DALTROFF.S L Philadelphia Electric Co 2pp 22546 330 24X 

Fiche, 30-277, 04/02/22, 0403070320 


— 0403070322 IE Insp Rept 30-277/84-04 t, 30-278/84-04 on 840125-27 No 
violations notad Major areas inspected licensee actions 
in response to torus mod requirements ti IE Bulletin 78—11 
NARROW, U , DURR.J P Region 1, Office of Director 04/02/07 
3pp 22346 332 24X F i c h e, 30-277, 04 /02/22, 0403070320. 


—8403150140 Application for amend to Licenses DPR-44 ti DPR-36. revi s ing 
Tech Specs to incorporate radiological effluent 
Tcquiremcnts of IDCFRSOiApp 1. 

BAUER. E O , BRADLEY. E J Philadelphia Electric Co 84/03/07 
12pp 22646 024 24X Flche 50-277,04/03/07.0403150137. 


--B4031S0143 Proposed Tech Spec changes, 1 ncorp ora ting radiological 
effluent requirements of tOCFRSO, App 1 

e Philadelphia Electric Co. 04/03/07 82pp 22646 036 24X 

Flche 30-277,04/03/07,8403150137 


0401190072 IE Info Notice 84-13, "Potentiel Deficiency in Motor 
Operated Valve Control Circuits fc Annunciation " Bve list 
end 

JORDAN, E L Division of Emergency Preparedness Ii Engineering 
Response (Post 030103) 04/02/20 ConsoUdeted Edison Co of New 

York, Inc IlSpp 22909 239 24X Flche 50-000,04/02/20,8401190072 
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0403180034 Forward# IE Imp Rept» 30-277/84-01 Jc 30-270/84-01 on 
840103-SO Enf orceniant conference planned to discus# problem 
lu/lnternal review process for identifying b evaluating 
potential unrevieued safety questions 

STAROSTECKTt R Division Of Project Resident Programs 84/02/29 
DALTfiOFF. S U Philadelphia Electric Co 2pp 22*42 290 24X 

Fiehe 30-277.84/02/29,8403130054 


—8403130063 IE Insp Repts SO-877/04-Ol & 50-278/04-01 on 840105-20 
Approval of individual rod scram procedures In apparent 
violation of lOCFRSO 39 Three eiamples of Inadequate 
procedures noted 

BI.OUOH. A R . HILUIAMS, J H . TRIPP, L E Region 1, Office of 
Director 84/02/28 ISpp 22642 300 24X Fiche 30-277,84/02/29, 

8403150034 


B402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT tt NRC " Svc list end 

ORACEi J N Division of QA, Safeguards t( Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

ISOpp 22532 329 24X Fiche 30-000,84/03/02,0402090007 


8408090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler 8ys 
Valves to Operate " Svc list end 

JORDAN. E. L Division of Emergency Preparedness S< Engineering 
Response iPost 830103) 84/03/02 Consolidated Edison Co. of New 

York. Inc 122pp 22833 098 24X Fiche 80-000.84/03/02,8402090008 


0402090009 IE Info Notice 84-13. "Reporting of Radiological Releases " 
Svc list end 

JORDAN. E, L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Go. of New 

York, Inc ll9pp 22333 217 24X Fiche 80-000.04/03/02,8402090009 


8402090011 IE Info Notice 84-17. "Problems U/Liquld Nitrogen Cooling 
Components Beloui Nil Ductility Temp " Svc list end 
JORDAN, E U Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York. Inc il7pp 22383 336 24X Fiche 30-000,84/03/03,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Sefe Shutdown Sys " Eve list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 110pp. 22633049 24X Fiche 30-000,84/03/07.8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys. '* Svc 1 ist enc 1 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response IPost 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc tlBpp 22384 186 24X Fiche 30-000,84/03/07.0402090028 


B402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use In 
Class IE Safety Sys ” Bve list end 

OEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023; 094 24X Fiche 50-000,84/03/12,8402090031 


8403220083 Notifies of error In numbering of second Insp rept end in 
840127 Ibr Number should be 50-278/83-29 instead of 83-19 
Corrected version end 

MARTIN, T. T Division of Engineering 6 Technical Programs 84/03/12 
DALTROFF.a L Philadelphia Elsctric Co Ip 22716 260 24X 

Fleha. 30-277, 04/03/ 12, 8403220083 


—8403220003 Forwards corrected IE Insp Repts 30-277/83-31 ti 30-278/83-29 
on 831114-18 (, notice of violation 

MARTIN, T T Division of Engineering $< Technical Programs 
04/01/27. DALTROFF, 8 L Philadelphia Electric Co 2pp 
22716.269 24X Fiche 30-277,84/03/12,8403220083. 


— 8403220007 Corrected notice of violation from Insp on 831114-10 

* Region 1, Office of Director 84/01/27 Ip. 22716.271 a4X 
Fiche 80-277,84/03/12,8403220083 


— B403220091 Corrected IE Insp Repts 50-277/83-31 «< 50-278/83-29 on 
831114-18 Noncomp 1 lance noted. fel lure to meet fire brigade 
training requirements. 

PULLANI.S V , ANDERSON, C J Region 1, Office of Director 
84/01/03 lOpp 22716-272 24X Fl che 50-277, 84/03/ 12, 8403220083 


8402090043 IE Info Notice 84-19, "Two Events Involving Uneuthoriied 
Entriee into PNR Reactor Cavities. " Eve list and. 

JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response IPost 830103) 84/03/2i Consolidated Edison Co of New 

York, Inc I23pp 22823 229. 24X Fiche 30-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in 0 af a ty-Related 
Sys. " Svc list end. 

JORDAN, E L. Division of Emergency Freparedness (< Englnatring 
Response IPost 830103). 84/03/21 Consolidated Edison Co of New 

York, Inc 138pp 22933001 24X Fiche 80-000,84/03/21,8402090044 


0403270250 Forwards response to B40207 request for addl info re IE 
Bulletin 80-11, "Masonry Wall Design " Min reinforcement for 
all block walls exceeds requirements 

DALTROFF, B L Philadelphia Electric Co 84/03/21 ST0L2, J F 
Operating Reactors Branch 4 Spp 22772 097 24X 

Fiche 50-277,84/03/21.8403270250 


R Periodic operating reports 8, related correspondence 


8403030117 "Semiannual Effluent Releases Rept 16,Jul-0Be 1903 " W/ 
840229 Itr 

ALDEN.H M Philadelphia Electric Co 03/12/31 MURLCY. T E Region 
1, Office of Director 12pp 22400 016 24X Fiche 30-277,03/12/31, 
8403030117 


0403190190 Monthly operating repts for Feb 1904 W/B40313 Itr 

ALDENiW M , ULLRICH. W T Philadelphia Electric Co 04/02/29 lOpp 
22671 132 24X Fiche 50-277,04/02/29,8403190190 


8 Reportable occurrences, LERs 6 related correspondence 


8403120173 LER 04-002-00 on 840124, during unit startup, calculattona I 
error resulted in reactor heatup rate of 111 F/h Caused by 
personnel error Heatup rate Immediately reduced 11/040223 
1 tr 

CLARK,B L , ULLRICH, H T Philadelphia Electric Co 84/02/23 4pp 
23390 199 24X Fiche 50-278,84/02/23,8403120173 


8403120019 LER 04-004-00' on 040123, reactor coolant temp dropped below 
120 F when feedwater Inadvertently pumped into reactor 
vessel Caused by operator error Level restored to normal tc 
main steam line drains opened W/040301 1 tr 

CLARK, B L , ULLRICH, U T Philadelphia Electric Co 84/03/01 4pp 
22586 264 24X Fiche 50-270,84/03/01,8403120019 


8403130138 LER 64-005-00 on 840209, reactor auto scram on high neutron 
flux occurred due to runback & subsequent relay failure In 
main turbine electrohydraul 1 c control sys Caused by faulty 
relay contact Relay replaced W/640307 Itr 

CLARK, B L , ULLRICH, M T Philadelphia Electric Co 04/03/07 4pp 
22399 132 24X Fiche 50-270,04/03/07,0403130130 


DOCKET 80-280 SURRY POWER STATION, UNIT 1 


F Security, medical, emergency t> fire protection plans 


8403070239 Forwards 8ALP Repts 30-280/83-33,50-201/83-33,50-338/83-33 & 
50-339/03-33 for Oct 1902 - Aug 1983 Evaluation will be 
discussed at 031200 meeting at North Anna site 
LEWIS, R C Division of Project 8i Resident Programs 83/11/25 
STEWART, W L Virginia Electric t. Power Co 2pp 22536 227 24X 

Fiche 50-000,83/11/25,8403070239 


—0403070246 9ALP Repts 30-280/83-33, 50-201/03-35, 50-330/03-33 t, 
50-339/03-33 for Oct 1902 - Aug 1903 Reliable performance 
w/improvement in most previously noted areas of weakness 
demonstrated 

• Region 2, Office of Director 03/11/25 42pp 22536 229 24X 

Fiche 50-000,03/11/25,0403070239 


8401130314 Supplemental Info to 001028 application to amend Licenses 
DPR-31 h DPR-37 re fire pump flow testing Justification for 
Capability of fire pumps to provide adequate fire protection 
provided 

STEWART, W L Virginia Electric «< Power Co 84/01/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARGA, 6 A 
Operating Reactors Branch 1 2pp 21790 313 24X 

Fiche 50-200,84/01/09,8401130314 


8403280125 Public version of Rev 9 to Emergency Plan Implementing 
Procedure EPIP-1 01, "Emergency Manager Controlling 
Procedure " W/B40123 Itr & JM Felton 640322 release memo. 
WILSON, J , GRADY, D , STEWART, W L Virginia Electric t< Power Co 
84/01/13 O'REILLY.J P Region 2, Office of Director Spp 
22BI1 002 24X Fiche. 50-280, 84/01/13, 8403280125 


8403070250 Forwards IE Insp Repts 50-280/83-37 t, 50-281/83-39 on 
831201-31 No violations or deviations identified 
DANCEiH C Division of Project & Resident Programs 84/02/10 
STEWART, W L Virginia Electric (< Power Co 2pp 22546 016 24X 

Fiche 50-280,04/02/10,8403070250 


—8403070233 IE Insp Repts 50-280/03-37 k 50-201/83-39 on 031201-31 Mo 
violations or daviatlons Idantifled Major areas Inspected 
operations, plant sec url ty, followup of events & LERs, 
performance appraisal insp findings (< surveillance review 
BURKE I D J , DAVIS.M J Region 2, Office of Director ELROD, S 
Division of project l< Resident Programs 04/02/09 7pp 
22546 018 24X Fiche 50-260,84/02/10,6403070250 
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S4D3(>90S42 Rpv 4 to Efficrgencij PI in Imp 1 soisnt ing Procedure EPIP"4 33i 
"Poat-Actident Sanpling of Reactor Coolant '• W/S4O303 Itr 
STEUARTiM U Virginia Electric ti Pouer Co 04/02/16 O'RElLCYi J P 
Region 2i Office of Director 32pp 22573 22B 24){ 

Fiche 90-200.04/02/16.0403090242 


9403200116 Foruarda changea to aacuritg psraonnel training 
qualification program Changes withheld <ref iOCFR73 21) 

STEWART. W L Virginia Electric 6 Power Co 04/02/17 O'REILLY, J P 
Region 2, Office of Director Ip 22689 339 24X 

F 1 c h e SO -200. 04/02/17. 8403200 1 1 6 


0403230146 ReV 7 to Emergency Plan implementing Procedure EPIP-8 01. 
••Notification of State 6 Local Oovts •■ W/g40316 Ur 
SALVERS. E H Virginia Electric 6 Power Co 84/03/16 3pp 
22730 228 24X Fiche 90-280.84/03/16,8403230146 


0 Insurance ti indemnity InPormatl on 


8403140069 Endorsement 59 to MAEUU Policy MF-97 

< Mutual Atomic Energy Liability Underwriters S3/12/i4 ip 
22634 1B3 24 X Fiche 90-280.83/12/14.8403140069 


0403190263 Rev 1 to corporate eraergancy responsa plan M/B40319 Itr 
STEWART.U L Virginia Electric 6 Power Co 84/02/24 O'REILLY. J P 
Region 2. Office of Director lOSpp 22670 135 24X 

Fiche 90-000.84/02/24. 8403190263 


8403140067 Endorsement 72 to NELIA Policy NF-186 

« Nuclear Energy Liability Insurance Association 83/12/14 Ip 
22633 083 84X Fiche 90-280.83/12/14.8403140067 


8403060397 Forwards correction to 830217 Ur re revised pages to 
emergency plan Implementing proceduree U/o end 

SALYERS. E H Virginia Electric ** Power Co 04/02/29 NRC - No 

Detailed Affiliation Olven Ip 22918 133 24X 

Fiche 90-200.04/02/29.8403060397 


8403080264 Forwards ••Control Room Design Review Program Plan for North 
Anna fc Surry Power Stations. •' in response to Suppl 1 to 
NUREO-0737 Review eipected to b® completed by B90B30 
STEWART. W L Virginia Electric i Power Co 84/03/01 DENTON. H B 
Office of Nuclear Reactor Regulation. Director EI6ENHUT. D S 
Division of Licensing 2pp 22937 295 24X Fiche 90-000.64/03/01. 

8403080264 


— 8403080269 “Control Room Design Review Program Plan for North Anna & 
Surry Power Stations." In response to Suppl 1 to fAlREO— 0737 
» Virginia Electric 6 Power Co 84/03/01 lllpp 22987 299 
24\ Fiche 50-000.34/03/01.3403000264 


0403140034 Endorsement 39 to NELIA Policy NS-3t6 

« Nuclear Energy Liability insurance Association 04/03/01 Ip 
22633 064 24X Fiche 90-280.84/03/01.8403140094 


0403140039 Endorsement 74 to NELIA Policy NF-186 

« Nuclear Energy Liability Insurance Association 04/03/Oi Ip 
22634 182 24X Fiche 90-280.84/03/01.8403140099 


p. Operating license stage documente & correspondence 


0401130314 Supplemental info to 801026 application to amend Licenses 
DpH-31 & DPR-37 re fire pump flow testing Justification for 
capability of fire pumps to provide adequate fire protection 
provided 

STEWART. W L Virginia Electric 6 Power Co 84/01/09 DENTON. H R 
Office of Nuclear Reactor Regulation. Director VARDA. 8 A 
Operating Reactors Branch 1 Spp 21796 313. 84X 

Fiche 90-280.84/01/09,0401130314 


8403210117 Rev It to Emergency Plan Implementing Procedure EPlP-1 Ol, 
'•Emergency lianager Controlling Procedure" b Rev 6 to 
Procedure EPIP-2 Ol. •'Notification of State 6 Local Oovts " 

W/a 403 l 6 Itr 

• Virginia Electric 6 Power Co 64/03/01 O'REILLY. J P Region 2. 
Office of Director 0pp 22709 067 24X Fiche 80-200.84/03/01. 

8483210117 


B4030S0230 ''Radionuclide Release Under Specific LWR Accident 
Conditions. “ Vol V. ''PWR-Lerge, Dry Containment (Surry 
Recalculations) " 

OIEBEKE, JA . CVBULSKIRiP . DEKNINO.R 9 Battelle Memorial 
Institute. Columbus Laboratories 8403090230 04/01/12 Office 

of Nuclear Regulatory Research. Director 212pp 22902.001 84X 

Flcbe 90-200.64/01/12,9403090230 


0403080091 Submits addl info, in order to conduct detailed review of 
emergency response procedures generation package. per 840129 
request Items 1 fa 2 will be addressed by 340530 Item 3 
should be addressed by W^stinghousb Owners Oroup 

8TEMART.M L Virginia Electric «< Power Co 84/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director EISENHUT.O 0 
Division of Licensing 8pp 29999 199 24X Fiche 90-000.04/03/02. 

0403000091 


8403090191 Revised emergrncy plan implementing procedures, including 
Rev II to EPIP-1 01. "Emergency Manager Controlling 
Procedure" fa Rev 6 to EPIP-8 01. "Notification of State ti 
Local Oovts •• 0/040302 Itr 

SALYERS. E K Virginia Electric fa Power Co 84/03/02 6pp 
22975 066 S4X Fiche 90-280,04/03/02,8403090131 


8403000339 Final response to FOIA request for documente re NRC 
investigation of industrial accident involving burst steam 
pipe at facility "VEPCO Investigative Board Preliminary 
Rept” on accident placed in POR 

FELTON, J M Division of Rules and Records 04/01/20 OARDB, B P 
Oovernment Accountability Project Ip 22976 214 24X 

Fiche 90-880,04/01/20, 8403000339 


8403160269 Confirms 840200 tel con re functional testing of enuhbers 
Addl functional testing of Unit t snubbers per Tech Spec 
4 17 C 6 will be completed during Feb 19B4 malnt outage 
Unit 2 testing to be completed during Mar 1984 malnt outage 
LEM10. R C Division of Project fa Resident Programs 04/02/13 
STEHART.HL Virginia Electric fa Power Co Ip 28660.334 24X 

Fiche 5'D-2B0 , 04 /02/ 1 3. 0403 1 60269 


0403160276 Extends Invitation to attend 840316 wortshop at regional 
ofc to discuss 10CFR30. App R requirements fa results of Insps 
to help resolve misunderstandings associated w/requirements 
LEM IS. R C Division of Project fa Resident Programs 84/03/02 
9TEWART.W L Virginia Electric fa Power Co ip 22660 000 24X 

Fiche 90-000, 04/03/02 .84031 60276 


0403190099 Forwards IE Safeguards Insp Repts 90-880/84-06 fa 
30-281/84-06 on 840227-0302 No violations or deviations 
1 dentif led 

DANCE, H C Division of Project fa Resident Programs 04/03/09 
STEWART, U L Virginia Electric fa Power Co 2pp 22639 300 24X 

Fiche 50-280, 04 /03 /09. 8 4 03 1 9 0099 


— 8403I90109 IE Safeguards Intp Repts 50-280/04-06 & 90-281/04-06 on 
840227-0302 No noncomp 1 ianee noted Major areas Inspected 
security organ! latlon/aigt, personnel response, records & 
repts fa testing Details withheld (ref 10CFR73 2l fa 2 790) 

ENNIS, J D , HCOUIRE. P A Region 2, Office of Director 04/03/09 
Ip 22639 302 24X Fiche 90-280,84/03/09.0403150099 


8403190092 Informs that local emergency operations facilities at North 
Anna & Surry Power Stations will be functional. except for 
data communications fa display. by 890731, per NUREG-0737r Supp 1 
1 

STEWART. W L Virginia Electric fa Power Co 64/03/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. EISENHUT, 0. 0 
Division of Licensing 2pp 22666 173 24X Fiche 90-000,04/03/14. 

8403190092 


8403020094 Forwards Amends 99 fa 94 to Licenses DPR-32 fa DPR-37, 
respectively fa safety evaluation Amends revise Tech 8pees 
to change rain boron Injection tank boron concentration front 
11 97. to 07. 

NEIGHBORS. J D Operating Reactors Branch 1 04/02/24 STEWART. U. U 

Virginia Electric fa Pauier Co. 2pp 32491 010 84X 

Fiche 90-860. 04/08/24, 3403030094 


— B4O3O8OOS0 Amends 93 fa 94 to Licenses DPR-32 fa DPR-37. resp ec tively, 
revising Tech Specs to change min boron Injection tank boron 
concentration from 11 97. to 07. fa changing boric acid sys 
boron concentration from 11 5X to 7X 

VAR0A.8 A Operating Reactors Branch 1 84/02/84 18pp 

22491 080 84X Fiche 90-280,04/02/24.0403020094 


— 8403080061 Safety evaluation supporting Amends 99 fa 94 to Lieensas 
OPR-32 fa DPR-37, respect Iva ly 

a Office of Nuclear Reactor Regulation, Director B4/03/84, 7pp 
22491 03B a4X Fiche 90-200,04/02/34.0403020094. 


8403020199 Forwards addl info to complete review of Topical Rept 
VEP-FRD-41, "VEPCO Reactor Sye Transient Analysis Using 
RETRAN Computer Code." in responee to NRC Nov 1982 informal 
requeet 

STEWART, U L Virginia Electric fa Power Co 84/02/27. DENTON. H R 
Office of Nuclear Reactor Regulation. Director EtSENHUT. D 0. 
Division of Licensing 16pp 22443 297 24X Fiche 90-000.04/02/27. 

8403020195 
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9403090889 Submits revleu of past-accident sompllng sgs>Item II D 3 Ten 
of 11 criteria met Remaining criterion re procedure for 
estimating extent of core damage based on radionuclide 
•valuation* Bcceptab le on interim basis 

KILLER* J R Operating Reactors Dranch 3 84/08/37 STEWART, W L 

Virginia Electric «< Pouer Co 6pp 285SB 001 34X 

Fiehe 30-000,84/02/27,8403050289 


8403260103 Supplemental application for amend to Licenses DPr-32 Sc 
DPR-37 Buppl reflects change in title of fire marshal to 
loss prevention supervisor t, deletes NOE supervisor 
STEWART, W L Virginia Electric Sc Power Co 84/03/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VAROA, 8 A 
Operating Reactors Branch 1 Spp 32758 238 24X 

Fiche 30-280,64/03/22,8403260103 


— 8403260110 Proposed Tech Spec, chang log organization title of fire 
marshal to loss prevention supervisor Sc deleting NDE 
supervisor position 

e Virginia Electric Sc Power Co 84/03/22 8pp 22730 243 84X 

Fiche 80-200,84/03/22,8403260103 


Q Inspection reports, IE Bulletins Sc correspondence 


8403070239 Forwards BALP Repts 30-280/83-33,30-281/63-35,50-338/83-33 tc 
50-339/83-33 for Oct 1982 - Aug 1983 Evaluation will be 
discussed at B3120B meeting at North Anna site 

LEWIS, R C Division of Project Ic Resident Programs 63/11/23 
STEWART, W L Virginia Electric tc Power Co 2pp 22336 227 24X 

Fiche- 30-000, 83/11/23, 8403070239 


— 8403070246 SALP Repts 30-880/83-33,30-281/83-33,50-338/83-33 & 
30-339/83-33 for Oct 1902 - Aug 1903 Reliable performance 
u/lmprovsment In most previously noted areas of weakness 
dsmonitrated 

e Region 2, Office of Director 83/11/23 42pp SSS36 229 24X 

Fiche 80-000, 83/11/25, 8403070239 


8403080339 Final response to FOIA reguost for documents re NRC 
Investigation of Industrial accident Involving burst steam 
pips at facility “VEPCO Investigative Board Preliminary 
Rept" on accident placed in PDR 

FELTONi J K Division of Rules and Records 84/01/20 OARDE, B P 
Oovsrnment Accountability Project Ip 22376 214 24X 

Fiche 30-280,84/01/20,8403000339 


— 8403000341 "VEPCD Investigative Board Preliminary Rept “ W/o cover 

sheet 

e Virginia Electric t< Power Co 04/01/20 29pp 22376.213 24X 

Fiche 80-200.04/01/20,0403080339 


8403070230 Forwards IE Imp Repts 50-280/83-37 tc S0-2B1/83-39 on 
031201-31 No vlolotions or deviations identified 
DANCE, H.C Division of Projsct tc Resident Programs 04/02/10 
BTEWART.W L Virginia Electric t< Power Co 2pp 22346 016 24X 

Fiche, 30-280, 04/02/ 10, 0403070230 


—0403070233 IE Insp Repts 80-2B0/B3-37 tc 30-281/83-39 on 831201-31. No 
violations or deviations identified Major areas Inspected 
operations, p lent securl ty, followup of events tc LERs, 
performance appraisal insp findings t< surveillance review 
BURKE, DJ., DAVIE, M J Region 2, Office of Director ELROD, 0 
Division of Project 6 Resident Programs 84/02/09. 7pp 
22946 018 24X Fiche 30-280,84/02/10,8403070230 


8403070279 Discusses SALP evaluation Issuance of SALP rept approved No 
major weaknesses identified during assessment period at 
North Anna One major weakness Identified In area of 
radiological controls at Surry 

O'BEILLVcJ P Region 2, Office of Director 84/02/16 BTEWART.W L 
Virginia Electric t, Power Co 2pp 22341 286 24X 

Fiche- 30-000, 84/02/16, 8403070279 


8401190072 IE Info Notice 84-13, “Potential Deficlancy In Kotor 
Operated Valve Control Circuits tc Annunciation “ Svc list 
end 

JORDAN, E, L Division of Emergency Preparedness tc Engineering 
Response iPost 830103) 84/02/28 Consolidated Edison Co. of New 

York, Inc U3pp 22909-239 24X Fiche, 50-000, 84/02/28, 8401 190072 


8403140199 Forwards FR notice tc safety evaluations of granting of 
raliaf from ABKE Section XI Inservlce regulrements, per 
790317 l< 0928,801219,820323 l< 0529,830107,0307,0407 tc 1227 

reguests 

VAROA, 8 A Operating Reactors Branch 1. 84/02/20 BTEWART.W L, 

Virginia Elactric tt Power Co 4pp 22630,073. 24X 

Fiche. 90-280,84/02/28,8403140199 


— 0403140200 Notice Of granting of relief from A0ME Section XI inservlce 
inap regulramants. 

VAROA, 8 A Operating Reactors Branch 1 84/02/28 2pp 

22638 077 24X Fiche: 90-280, 84/02/28, 8403140199 


— B403140202 Safety evaluation accepting licensee 001215,820323 tc 0525 
reguests for relief from ASME Inservlce Insp regulrements 
« Office of Nuclear Reactor Regulation, Director 04/02/20 
16pp 22630 079 24 X Fiche 50-280.04/02/28,8403140199 


— 8403140204 Safety evaluation accepting licensee 030107,0307,0414 6 1237 
reguests for relief from ASME inservice Inap regulrements 
« Office Of Nuclear Reactor Regulation. Director 84/02/20 
18pp 22630 095 24X Fiche 50-200.04/02/30,8403140199 


— 0209030161 “Inservlce Inap Program," technical evaluation rept 
« Science Applications, Inc NRC-03-82-096 SAI-106-020-20 

82/00/27 NRC - No Detailed Affiliation OlVon 44pp 
22630 113 24X Fiche 30-280,04/09/20.8403140199 


0402090007 IE Info Notice 04-14# “Klghlights of Recent Transport 
Regulatory Revs by DOT tc NRC " Svc list end 

8RACE, J N Division of OA, Safeguards t. Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co Of New Vork , Inc 

130pp 22352 329 24X Fiche 50-000.04/03/02,8402090007 


0408090008 IE Info Notice 04-16i “Failure of Automatic Sprinkler 9ys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc l 22 pp 22553 090 24X Fiche 50-000.84/03/02,8402090000 


B402090D09 IE Info Notice 04-15, “Reporting of Radiological Releases “ 
Bvc list enc 1 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc Il9pp 22333 217 24X Fiche 50-000,84/03/02,8402090009 


0403160154 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervot tage trip feature In use in saf ety-related 
applications other than trip sys Only reactor trip 
breakers contain subj trip attachments 

BTEWART.W L Virginia Electric t. Power Co 84/03/02 O'REILLY, J P 
Region 2, Office of Director 2pp 22806 006 S4X 
Fiche 50-000,04/03/02,0403160154 


8409090011 IE Info Notice 04-17, “Problems W/Llguld Nitrogen Cooling 
Cemponents Below Nil Ductility Temp “ Svc list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 84/03/05 Consolidated Edison Co of New 

York, Inc I17pp 22553 336 24X Fiche 30-000,04/03/05.8402090011 


8402090024 IE Info Notice 84-07, Rev 1, “Lessens Learned From Insps of 
Fire Protection Safe Shutdown Sys “ Svc list enci 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of Naw 

York, Inc llspp 22633 049 24X Fiche 50-000,84/03/07,8402090024 


B40209002B IE Info Notice 04-16, “Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22584 186 , a4X Fiche 50-000.04/03/07,8402090028 


8403130099 Forwards IE Safeguards Insp Repts 50-200/64-06 (c 
30-281/84-06 on 840227-0302 No violations or deviations 
identified 

DANCE, H C Division of Project it Resident Programs 84/03/09 
BTEWART.W L Virginia Electric Sc Power Co 2pp 22639 300 24X 

Fiche 30-280,04/03/09,0403130099 


— 8403130109 IE Safeguards Insp Repts 50-280/64-06 6 50-201/04-06 on 
840227-0302 No noncompliance noted Major areas Inspected 
security erg an 1 la 1 1 on /mgt, personnel response, rec ords I, 
rspts tc testing Details withheld (ref 10CFR73 21 t, 2 790) 

ENNIBiJ D . HCOUIREc 0 R Region 2, Office of Director 84/03/09 
Ip 22639 302 24X Fiche 50-200.04/03/09,8403130099 


8402090031 IE Bulletin 04-02, “Failures Of QE Type HFA Relays in Use in 
Class IE Safety Sys “ Svc list end 

DEYOUNOi R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,0102090031 


8403290274 Discusses 840210 meeting re util p Ians, current events, 
present organ! latlonal changes t, outstanding regulatory 
issues. Meeting beneficial 1 provided better understanding 
of plans 

O'REILLY, J.P Region 2, Office of Director 84/03/19 

FEROUSQN.J H Virginia Electric «, Power Co Ip 22814'079 24X 

Fiche: 50-200,84/03/19, 0403290274 


8402090043 IE Info Notice 04-19, “Two Events Involving Unauthorlied 
Entries Into PWR Reactor Cavities " Bvc list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X FI che' 30-000, 84/03/21. 0402090043 
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940209-0044 IE Info Notice a4~20< ’'8^/c Life of ReJe^s In Safety-Related 

Sgs “ Svt list end 

JORSANi E L Division of Emergencv Preparedness te Engineering 
Response (Post B30103) S4/D3/21 Consol Idatfd Edison Co of Neu 

Vork. Inc 135pp SS933 001 S4X PicKe 30-000, 84/03y21< 6402090044 


0403270031 Informs that (fje to addl revieui reqolreiS re fnatl supplied bg 
Ray Hi 1 1 eT< I ncr ut 1 1 unable to respond to IE Bulletin 83-07 
until 840406 

STEHARr.WL Virginia Electric «, Poieer Co 84/03722 DEYOUNO.R C 
Dlractor-'a Office^ Office of Inspection and Enforcement Ip 
22770 068 24X FI the 30-000,04/03/22.0403270021 


8403390107 Resubmits B403D3 response to IE Bulletin B3-O0, "Electrical 
Circuit Breakers U/Undcrvol tape Trip Feature in Use In 
Safety-Related Applications .. " Affirmation inadvertently 
omitted from 840303 1 tr end 

STEWART. W U Virginia Electric tc Power Co 84/03/29 O'REILLY. J P 
Region 2, Office of Director 2pp 22606 006 24 X 

Flcha 30-000. B4/03/29, B403290157 


R Periodic operating reports & related correspondence 


8403090230 RO SPR-84-003 on 840206, f o 1 1 owing trip from lOOX power, 
specific activity samp 1 e of reac tor coolant showed peak 
dose eq,uivalent I-i3l limit of less than or eq.ual to 1 0 
uCl Caused by fuel element defects in reactor core 

WILSON, J L Virginia Electric 6 Power Co 04/02/24 Q'REILLY, J P 
Region 2, Office of Director 3pp 22S72 141 24X 

Flche 30-280,04/02/24,8403090250 


8403130424 LER 84-003-00 on 840206, r eac tor tripped due to low steam 
generator level u/steam flow/feed flow mismatch in steam 
generator A Caused by tripped feeduater breaker closing 
□reaker replaced W/B40306 itr 

WILSON, J W Virginia Electric 6 Power Co 84/03/06 a'REILLY. U P 
Region 2, Office of Director 6pp 22613 131 24X 

FiChe 50-200,04/03/06,8403130424 


B403140122 Part 21 rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation indicate excessive wear caused by hunting of 
control circuitry 

DPDBDN.U P Pacific Air Products Co 84/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 22624 06B 24X 

Fiche 50-000.84/03/09,8403140122 


8403020033 Forwards operating repts for Jan 1984 U corrected pages of 
health physics repts For Jul-Dec 1983 

STEWART. W L Virginia Electric 6 Power Co 04/02/14 HAULER, N M 
NRC - No Detailed Affiliation Olven Ip 22447 129 24X 

Fiche 50-280,84/02/14.8403020033 


DOCKET S0-2BI SURRY POWER STATION. UNIT 2 
F Security, medical, emergencif 6 fire protection plans 


— 8403020039 Monthly operating repts for Jan 1984 

WILSON. U , JONES, V H Virginia Electric 6 Power Co 84/01/31 
30pp 22447 130 24 X Fiche 50-280,84/02/14,8403020033 


— 8403020063 Corrected page to health physics rept for monthly operating 
repts for Nov 1983 

a Virginia Electric 6 Power Co 83/11/30 Ip. 22447 170 24X 

Fiche 50-280,84/02/14.8403020053 


— 8403020066 Corrected page to health physics rept for monthly operating 
repts for Dec 1983 

» Virginia Electric & Power Co 83/12/31 Ip 22447,171 24X 

Fiche 50-260,84/02/14.8403020053 


— 8403020071 Corrected page to health physics rapt for monthly operating 
repts for Jui 19B3 

tt Virginia Electric E. Power Co 83/07/31 Ip 22447 172 24X 

Fiche 50-280.84/02/14.8403020053 


8403070239 Forwards SAUP Repts 50-200/83-33,80-281/83-35.50-330/03-33 8< 
50-339/83-33 for Oct 1982 - Aug 1983 Evaluation will bo 
discussed at 831200 meeting at North Anna site 
LEWIS, R C Division of Project ft Resident Programs 83/11/23 
STEWART.W L Virginia Electric 6 Power Co 2pp 22336 227. 24X 

Fiche 50-000,83/11/23,8403070239 


— 8403070246 SALP Repts 50-280/83-33,30-201/83-35,50-338/83-33 I, 
50-339/83-33 for Oct i9B2 - Aug 1983 Reliable performance 
w/improvement In most previously noted areas of weakness 
demonstrated 

e Region 2, Office of Director 03/11/25 42pp 22536:229, 24X 

Fiche 50-000,83/11/25,8403070239 


B401|303t4 Supplemental info to 801028 application to amend Licenses 
DPfi-31 t, DPfi“37 re fire pump flow testing Justification for 
capability of fire pumps to provide adequate fire protection 
provided 

BTEWART, W L Virginia Electric t. Power Co 84/01/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 21798 313 
24X Fiche 50-200.84/01/09,8401130314 


— 6403020076 Corrected page to health physics rept for monthly operating 
repts for Aug 1983 

* Virginia Electric & Power Co 03/08/31 ip 22447- 173 24X 

Flcho 30-280.04/02/14,8403020053 


— 0403020005 Corrected page to health physics rept for monthly operating 
repts for Sept 1983 

• Virginia Electric fe Power Co 83/09/30 Ip 22447 i74, 24X 

Fiche 50-280.84/02/14,0403020053 


— 8403020090 Corrected page to health physics rept for monthly operating 
repts for Oct 1903 

e Virginia Electric t, Power Co 03/10/31 Ip. 22447' 175 24X 

Fiche 30-200. 04/02/14. 0403020053 


9403300060 Monthly operating repts for Feb 1984. M/B4031 5 Itr 

WILSON. J , STEWART.M L Virginia Electric (, Power Co 84/02/29 
HALLER. N M Office of Resource Management, Director 44pp- 
22321 113 B4X Fiche 50-280.84/02/29,8403300060 


84032B0125 Public version of Rev 9 to Emergency Plan Implamentlng 
Procedure EPIP-1 01, “Emergency Manager Controlling 
Procedure " if/Q40123 Itr i> Jtl Felton 040322 release memo 
WILSON, J , ORADY. D , STEWART, W L Virginia Electric fc Power Co 

84/01/13 O'REILLY. JP Region 2, Office Of Director Spp 
22011 082 24X Fiche 50-280,04/01/13,8403260123 


B4030702S0 Forwards IE Insp Repts 30-280/83-37 & 50-281/63-39 on 
631201-31 No violations or deviations identified 
DANCE, H C Division of Project S, Resident Programs 64/02/10 

STEWART.U L Virginia Electric «< Power Co 2pp 22346 016 24X 

Fiche 50-200,64/02/10,0403070250 


— 0403070253 IE Insp Repts 50-280/83-37 it 50-281/83-39 on 031201-31 No 
violations or deviations identified Major areas inspected 
operations, plant securl t y, followup of events ti LERs, 
performancs appraisal insp findings (< surveillance review 
BURKE, 0 J Region 2, Office of Director 04/02/09 7p p 
22546 018 24X Fiche 50-200,84/02/10,8403070250 


S Reportable occurrences, LERs I, related correspondence 


8403090223 RD SPR-04— 2 on 8401 IS. sp ec i f 1 c setlvliy sample of reactor 
coolant showed peak dose equivalent 1-131 level of 1 89 
uCi. exceeding Tech Spec limit Caused by fuel element defects 
In reactor core Dose level monitored, 

WILSON, J L Virginia Electric 8, Power Co 04/02/17 O'REILLY, J P 
Region 2. Office of Director 3pp 22575 150 24X 

Fiche- 50-200, 64/02/17.6403090223 


6403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines. Olmpel NPS-4 TfcT valve, to close Enel Itr dtd 640203 
sent to listed utils OE notified of affected units In BWR 
p lants 

THEROUX. R R Terry Corp 84/02/22 WDDDRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp, 22706 327 24X 

Fiche 50-000.84/02/22,8403210032 


8403090242 Rev 4 to Emergency Plan Implementing Procedure EPIP-4 23. 
"Post-Accident Sampling of Reactor Coolant '' H/B40302 Itr 
STEWART, W L Virginia Electric «, Power Co 84/02/16 a'REILLV. J P 
Region 2. Office of Director S2pp 22573 228 24X 

Fiche 50-280,84/02/16.8403090242 


8403200116 Forwards changes to security personnel training 
qualification program Changes withhold (ref 10CFR73 21). 

STEWART, W L Virginia Electric & Power Co 04/02/17 O'REILLY. J P 
Region 2, Office of Director. Ip 22605 335 24X 

Fiche 50-260,84/02/17,8403200116 


8403190263 Rev 1 to corporate emergency reiponie plan W/a4031S Itr 
STEWART.U L Virginia Electric «< Power Co 84/02/24 O'REILLY, J P 
Region 2, Office of Director. 105pp. 22670*135 24X 

Fiche 50-000,04/02/24,8403190263. 


0403060397 Forwards correction to 830217 Itr re revised pages to 
emergency plan implementing procedures. W/o end 

SALVERS. E M Virginia Electric «< Power Co, 84/02/29 NRC - No 
Detailed Affiliation Oiven ip 22518 133, 24X 

Fiche 50-280.04/02/29,0403060397 
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B403080364 Forward* "Control Room Design Revleui Program Plan for North 
Anna b Surry Power Statlonsi" in response to Suppl 1 to 
NUREO-0737 Review e spec ted to be tompleted by 830830 
BTEWART» W L Virginia Electric & Power Co B4/03/01 DENTONi H R 
Office of Nuclear Reactor Regulation! Director ElSENHUTi D 0 
Dlvielon of Licensing 2pp 22557 275 24X Fiche 30-000 1 B4/03/01 1 

8403080264 


— 8403080269 “Control Room Design Roviow Program Plan for North Anna 6 
Burry Power Station*!" in response to Suppl 1 to h4JREO-0737 
# Virginia Electric l< Power Co 84/03/01 IHpp 22537 299 
24X Fiche 30-000, 84/03/01! 04O3OBO264 


6403210117 Rev 11 to Emergency Plan Implementing Procedure EPIP-1 Oti 
"Emergency Manager Controlling Procedure" h Rev 6 to 
Procedure EPIP-2 01, "Notification of State t* Local Oovts " 

M/B40316 Itr 

a Virginia Electric & Power Co 04/03/01 O'REILLY, J P Region 2. 
Office of Director 8pp 22703’ 067 24X Fiche 30-200,84/03/01, 

B403210117 


B4030B0091 aubffllt* addl Info in order to conduct detailed review of 
emergency rcsponce procedures generation package, per 840123 
reguest Items l b 2 will be addressed by 840330 Item 3 
should be addressed by Meetinghouse Owners Group 

STEWART, H L Virginia Electric b Power Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ElBENHOT, D 0 
Division of Licensing 2pp 22339 199 24X Fiche 30-000,84/03/02, 

0403080091 


8403090131 Revised emergency plan implementing procedures, inc lud ing 
Rev 11 to EPIP-1 01, "Emergency Manager Controlling 
Procedure" b Rev 6 to EPIP-2 Oi, "Notification of State b 
Local Oovts " W/B40302 Itr 

8ALYERB.E M Virginia Electric b Power Co 84/03/02 6pp 
22573 066. 24X Fiche 30-280,84/03/02,8403090151 


8403160276 Extends invitation to attend 840316 workshop at regional 
ofc to discuss lOCFRSOiApp R rsgulrements b results of Insp* 
to help resolve misunderstanding* associated w/reguir ement s 
LEUISiR C Division of Project b Resident Programs 84/03/02 
BTEMART.M L. Virginia Electric b Power Co Ip 22660 080 24X 

Fiche; 50-000, 84/03/02, 8403160276. 


8403150097 Forwards IE Safeguards Insp Repts 50-280/84-06 b 
90-281/84-06 on 840227-0302 No violation* or deviation* 

Identified 

DANCEiH C Division of Project b Resident Program* 84/03/09 
STEWART, W U Virginia Electric b Power Co 2pp 22639 300 24X 

Fiche’ 50-280, 84/03/09,8403150099 


— 8403150109 IE Safeguards Insp Repts 50-280/84-06 b 50-281/84-06 on 
840227-0302. No noncomp I lance noted Major area* Inspected 
security organ! latlon/mgt, personnel response, record s b 
repts b testing Details withheld <ref 10CFR73 21 b 2 790) 

ENNI8, J D Region 2, Office of Director 84/03/09 Ip 
22639’ 302 24X Fiche 30-280,04/03/09,8403130099 


8403190032 Inform* that local emergency oporations facilities at North 
Anna b Burry Power Stations will be f unctlonal , except for 
data communications b display, by 850731, per NUREO-0737, Sup p 1 

1 

STEWART. W L Virginia Electric b Power Co 04/03/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EISENHLIT, 0. 0 
Division of Licensing 2pp 22666 173 24X Fiche 30-000,84/03/14, 

8403190032 


8403230146 Rev 7 to Emergency Plen Implementing Procedure EPIP-2 01, 
"Notification of State b Local Oovts “ W/B40316 Itr 
SALYERS. E M Virginia Electric b Power Co 84/03/16 3pp 
22730 22B 24X Fiche 30-280,84/03/16,8403230146. 


P, Operating license stage documents b correspondence 


8401130314 Supplemental Info to 801028 application to amend Licenses 
DPR-31 b DPR-37 re fire pump flow testing Justification for 
capability of fire pumps to provide adequate fire protection 
provided. 

STEWART, W L Virginia Electric b Power Co 84/01/09, DENTON, H R 
Office of Nuclear Reactor Regulation, Director VAROA, S A 
Operating Reactors Branch 1 2pp 21798 313 24X 

Fiche. 90-280, 84/01/09, 8401130314 


8403030230 "Radionuclide Release Under Specific LWR Accident 
Conditions," Vol V, "PWR-Large, Dry Containment ISurry 
Recalculations ) " 

OlESEKE, J. A , CYBULSKIS, P , DEhMlNO, R 8 Bat telle Memorial 
rnetltute. Columbus Laboratories 8403030230 84/01/12 Office 

of Nuclear Regulatory Research, Director 212pp, 22302 001 24X 

Fich*’ 30-280. 84/01/12, 8403030230 


B4030B0339 Final response to FOIA request for documents re NRC 
investigation of industrial accident involving burst steam 
pipe at facility "VEPCO Investigative Board Preliminary 
Rept" on accident placed in PDR 

FELTON, J M Division of Rules and Records 84/01/20 GARDE. B P 
Government Accountability Project Ip 22376 214 24X 

Fiche 30-280,04/01/20,8403080339 


8403160269 Confirms 840208 telcon ra functional testing of snubbers 
Addl functional testing of Unit 1 snubbers per Tech Spec 
4 17 C 6 will be completed during Feb 1984 maint outage 
Unit 2 testing to be completed during Mar 1984 maint outage 
LEWIS, R C Division of Project b Resident Programs 84/02/13 
STEWART, M L Virginia Electric b Power Co Ip 22660 334 24X 

Plche 30-260,04/02/13,8403160269 


8403020034 Forwards Amends 93 b 94 to Licenses DPfi-32 b DPfi-37, 
respectively b safety evaluation Amends revise Tech Specs 
to change min boron Injection tank boron concentration from 
11 57. to OX 

NEIGHBORS, J 0 Operating Reactors Branch 1 84/02/24 STEWART, WL 

Virginia Electric b Power Co 2pp 22491 018 24X 

Fiche 50-280,84/02/24,8403020054 


— B4030200S8 Amends 95 b 94 to Licenses DPR-32 b DPR-37, resp ectively, 
revising Tech Specs to change min boron Injection tank boron 
concentration from 11 SX to OX b changing boric acid sys 
boron concentration from 11 S’X to 7X 

VARGA, S A Operating Reactors Branch 1 84/02/24 I8pp 

22491 020 24X Fiche 30-280.84/02/24,8403020054 


— 8403020061 Safety evaluation supporting Amends 95 b 94 to Licenses 
DPR-32 b DPR-37, respec tlve ly 

* Office of Nuclear Reactor Regulation, Director 84/02/24 7pp 
22491 038 24X Fiche 30-280,04/02/24,8403020054 


8403020193 Forwards addl Info to complete review of Topical Rept 
VEP-FfiD-41, "VEPCO Reactor Sy* Transient Analysis Using 
RETRAN Computer Code," In response to NRC Nov 1902 informal 
request 

STEWART, W L Virginia Electric b Power Co 84/02/27 DENTON. H R 
Office of Nuclear Reactor Regulation, Director EIBENHUT, D 0 
Division of Licensing I6pp 22443 237 24X Fiche 30-000.84/02/27. 

8403020195 


8403030229 Submits review of post-accident sampling sys, 1 tern II B 3 Ten 
□f 11 criteria met Remaining criterion re procedure for 
estimating extent of core damage based on radionuclide 
evaluation, acceptable on interim basis 

MILLER, J R Operating Reactors Branch 3 04/02/27 STEWART, W L 

Virginia Electric b Power Co 6pp 22328 001 24X 

Fiche 30-000,84/02/27,8403050229 


8403260103 Supplemental application for amend to Licenses DPR-32 b 
DPR-37 Suppl reflects change In title of fire marshal to 
loss prevention supervisor b deletes NDE supervisor 
STEWART, W L Virg Inia Elec trie b Power Co 84/03/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VAROA. 9 A 
Operating Reactors Branch 1 Spp 22738 238 24X 

Fiche 30-280,84/03/22,8403260103 


— 8403260110 Proposed Tech Spec, changing organization title of fire 
marshal to loss prevention supervisor b deleting NDE 
supervi sor position 

a Virginia Electric b Power Co 04/03/22 2pp 22738 243 24X 

Fiche 30-280,84/03/22,0403260103 


Q Inspection reports, IE Bulletins b correspondence 


8403070239 Forwards 8ALP Repts 50-200/83-33,50-281/03-35,50-330/03-33 b 
50-339/63-33 for Oct 1982 - Aug 1903 Evaluation will be 
discussed at 031208 meeting at North Anna site 
LEWIS, R C Division of Project b Resident Program* 03/11/25 
STEWART, W L Virginia Electric b Power Co. 2pp 22536 227 24X 

Fiche 50-000,03/11/25,0403070239 


— 8403070246 SALP Rept* 30-280/83-33,50-281/83-36,50-338/83-33 b 
50-339/83-33 for Oct 1982 - Aug 1983 Reliable performance 
w/improvement in most previously noted areas of weakness 
demonstrated 

e Region 2, Office of Director 83/11/25 42pp. 22336,229 24X 

Fiche 30-000,83/11/23.8403070239 


8403080339 Final response to FOIA request for documents re NRC 
investigation of industrial accident involving burst steam 
pipe at facility "VEPCO Investigative Board Preliminary 
Rept" on accident placed In PDR 

FELTON, J M Division of Rules and Records 04/01/20 GARDE, D P 
Government Accountability Project Ip 22376 214 24X 

Fiche 30-280, 84/01/20. 8403000339, 
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—84030603^1 "VEPCO Investigative Board Preliminary Jiept '' U/n Cover 
sheet 

» Virginia Electric h Pouer Co B4/01/S0 29pp SS07ti 213 24X 

Fiche 50-280. 04/01X20. B40303033V 


B4030702SO Forwards IE Insp Repts 50-230/83-37 It 50-231/03-37 on 
031201—31 No violations or deviations identified 
DANCE. H C Division of Project h fiesident Projranii 64/02/10 
STEWART. M U Virginia Electric ti Pouer €o 2pp 2234t> 016 24X 

Ficho 50-200.34/02/10.0403070290 


— 0403070233 IE Insp Repts 30-2S0/B3-37 t 50-201/33-3'? on 831201-31 No 
Violations or deviations identified Major areas Inipectad 
opera t ions > p 1 ant secur 1 ty. f o 1 louup of events & LERs. 
perfoTfflance appraisal insp findings & surveillance review 
BUR«E. D J . DAVIS, H J Region 2. Office of Director ELROD, 5 
Division of Project & Resident Programs 84/02/07 7pp 
22546 018 24X Fiche 50-200,34/02/10,8403070250 


3403070277 Discusses SALP evaluation Issuance of SALP rept approved No 
major ueaknesses Identified during assessment period at 
North Anna One major weakness Identified in area of 
radiological controls at Surry 

O'REILLY, J P Region 3. Office of Director 64/02/16 STEWART, W L 
Virginia Electric t. Power Co 2pp 22541 266 24X 

Fiche 50-000. 64/02/ 16, 0403070277 


3403140177 Forwards FR notice tc safety evaluations of granting of 
relief from ASHE Section XI Inservlce requ iremen tsi per 
770517 ti 0926.801215,320323 t, 0325.830107,0307.0407 t 1227 
requests 

VAROA. S A Operating Reactors Branch 1 64/02/20 STEWART. W L 

Virginia Electric 6 Pouier Co 4pp 22636 073 24X 

Fiche 30-2B0,B4/02/2B. 3403140177 


-3403140200 Notice of granting of relief from ASMS Section XI Inservice 
insp requirements 

VAROA. S A Operating Reactors Branch 1 B4/D2/2S 2pp 

32630 077 24X Ficho 50-280,84/02/20,8403140177, 


840207002B IE Info Notice 34-10. "Stress Corrosion Cracking in PWR 
Egs “ Svc list end 

■JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 34/03/07 Consolidated Edison Co of Neu 

York, Inc tlBpp 32564 166 24X Fiche 50-000,34/03/07,8402070036 


3403150077 Forwards IE Safeguards Insp Repts SO-3SO/04-O6 Si 
90-201/04-06 on B40227-0308 Mo violations or deviations 
i dent 1 fled 

DANCE, H C Division of Project S< Resident Programs 84/03/07 
STEWART, W L Virginia Electric t, Power Co 8pp 22637 300 24X 

Fiche 50-380,84/03/07,3403150077 


— 8403150107 IE Safeguards Insp Repts 50-230/84-06 S, 50-261/64-06 On 
840227-0302 No nancomp 1 1 an c e noted Major areas Inspected 
security organl za t ion/mg t, per sonnel response, retords Si 
repts Si testing Details uiithheld <ref 10CFR73 21 S< 2 770 > 

ENNIS, J D 1 MCOUIRE, D R Region 2i Office of Director 84/03/09 
tp 2263? 302 24X FI Che 90-2B0, 04/O3/Q9i 3403150097 


0402070031 IE Bulletin 34-021 "Failures of OE Type HFA Relays In Use In 
Class IE Safety Sys " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu Vorki Inc 

134pp 22023 074 24X Fi ch • 50-000, 04/03/ 1 2i 040207003 1 


3403290274 Discusses 040210 niBetlng re util p Ians, current events, 
present organl lational changes Si outstanding regulatory 
Issues Meeting beneficial Si provided better understanding 
of plans 

O'REILLYiJ P Region 2i Office of Director 84/03/19 

FEROUBONf J H Virginia Electric Si Poiuer Co Ip 22814 079 24X 

Fiche 50-390104/03/19,8403290274 


8402090043 IE Info Notice 84-17, "Tuio Events Involving Unauthorized 
Entries Into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post e30103> 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22633 22? 24X Fiche 50-000.84/03/21,8403090043 


— 3403140202 Safety evaluation accepting licensee 601215,320325 b 0529 
requests for relief from ABME inservlce insp requirements 
* Office of Nuclear Reactor Regulation, Director 04/02/20 
I6pp 23630 079 24 X Fiche 50-250.04/02/33,0403140199 


— 0403140204 Safety evaluation accepting licensee S30t07i 0307. 0414 b 1227 
requests for relief from ASME inservlce insp requtrernants 
• Office of Nuclear Reactor Regulation, Director 64/02/30 
I8pp 22633 095 24X Fiche 50-200,84/02/23,6403140177 


— 8209030161 "Inservice Insp Program," technical evaluation rept 
» Science Appl 1 c a t lonSi Inc NRC-03-a2-076 841-166-020-20 

62/00/27 NRC — No Detailed Affiliation Oiven 44pp 
22638 113 24X Fiche 50-260,04/02/23,8403140197 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT h NRC " Svc list end 

GRACE. J N Division of OA, Safeguards S, Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of Neu York, Inc 

130pp 22552 329 24X Fiche 50-000,04/03/02,3402070007 


8402090000 IE Info Notice 64-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list enci 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post 030103) 84/03/02 Cans o 1 1 da ted Edison Co of New 

York. Inc I22pp 22553 090 24X Fiche 50-000,84/03/02,0402090003 


8402090007 IE Info Notice 04-15. "Reporting of Radiological Releases " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post 0301031 84/03/02 Consolidated Edison Co of Now 

Verk, Inc 117pp 22953 217 24X Fiche 50-000, B4/03/02. 8402090007 


84020,90044 IE Info Notice 64-20, "Svc Life of Relays in Saf ety-Relatad 
Sys " Svc list enc 1 

JORDAN.E L Division of Emergency Preparedness (> Engineering 
Response (Post 030103) 34/03/21 Consolidated Edison Co of Neu 

York, Inc 133pp 22733 001 24X Fiche 30-000,64/03/21,0402070044 


8403270021 Informs that due to add 1 review required re matl supplied by 
Ray Ml 1 1 er, Inc, ut 1 1 unable to raspond to IE Bulletin 63-07 
until 040406 

STEWART. UL Virginia Electric t. Power Co 84/03/22 DEYOUNO, R C 
Director's OFfice, Office of Inspection and Enforcement Ip 
22770 060 24X Fiche 50-000,84/03/22,3403270021 


6403270137 Resubmits 840302 response to IE Bulletin 83-00, "Electrical 
Circuit Breakers W/Undorvoltag* Trip Feature in Use in 
Safety-Related Applications " Affirmation Inadvertently 
omitted from 040302 Itr end 

STEWART. W L Virginia Electric it Power Co 64/03/27 O'REILLY, J P 
Region 2, Office of Director 2pp 22006 006. 24X 

Fiche 50-000.04/03/27,8403290157 


R Periodic operating reports tc related correspondence 


0403020053 Forwards operating repts for Jan 1964 It corrected pages of 
health physics repts for Jul— Dec 1703 

STEWART.WL Virginia Electric U Power Co 84/02/14 HALLER, NM 
NRC - No Detailed Affiliation Given ip. 22447 129 24X 

Fiche 30-200.84/02/14,8403020053 


— 0403020057 Monthly operating repts for Jan 1784 

WILSON, J , JONEG. V H Virginia Electric t, Power Co. 04/01/31 
36pp 22447 130 24X Fiche 50-200,04/02/14,8403020053 


B4031601S4 Responifs to IE Bulletin 83-06 re electrical circuit breakers 
lu/undervDltage trip feature in use in safety-related 
applications other than trip sys Only reactor trip 
breakers contain subj trip attachments 

STEWART, W L Virginia Electric li Power Co 84/03/02 O'REILLY, J P 
Region 2. Office of Director 2pp 22806 008 24X 

Fiche 50-000,84/03/02.0403160154 


8402090011 IE Info Notice 84-17, "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bve Hit erel 
JORDAN.E L Division of Emergency Preparedness t, Engineering 
Response (Post 630103). 84/03/03. Consolidated Edison Co of New 

York, Inc U7pp 22553 336 24X Fiche 60-000,84/03/05,8402070011 


8402090024 IE Info Notice 84-07, Rev I, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN. E.L, Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc I I8pp 22635 047 24X Fiche 50-000,84/03/07,8402070024 


— 8403020063 Corrected page to health physics rept for monthly operating 
repts for Nov 1783 

» Virginia Electric t, Power Co 83/11/30 Ip 22447 170 24X 

Fiche - 90-280, 84/02/14. 8403020033 


— 0403020066 Corrected page to health physlce rept for monthly operating 
repts for Dac 1983 

a Virginia Electric & Power Co. 03/12/31, Ip 22447-171 24X 

Fiche. 50-280, 84/02/1 4, 8 403020093 


— 8403020071 Corrected page to health physics rept for monthly operating 
repts for Jul 1783 

e Virginia Electric ii Power Co 03/07/31, Ip 22447 172 24X 

Fiche. 50-280, 84/02/14, 8 403020053 
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— -S40302007i Correeted page Id health physics rept for monthly operating 
repts for Aug 19B3 

e Virginia Electric h Poioer Co 63/08/31 Ip 22447 173 24X 

Flche 50-280.04/02/14(8403020033 


— B4O3O2OD0S Corrected page to health physics rept for monthly operating 
repts for 8ept 1983 

* Virginia Electric 8< Pouer Co 83/09/30 ip 22447 174 24X 

Flche 50-280(84/02/14(0403020053 


— 8403020090 Corrected page to health physics rept for monthly operating 
repts for Oct 1983 

e Virginia Electric t Poteer Co 83/10/31 Ip 22447 175 24X 

Ficho 30-200(04/02/14(8403020053 


8403300060 Monthly operating repts for Feb 1984 M/840315 Itr 

MtLBDN(J ( STEWART(M L Virginia Electric !< Power Co 84/02/29 
HAULER# M M Office of Resource Management# Director 44pp 
22021 113 24X Ftche 60-380/04/02/29,0403300060 


S Reportable occurrences# LERs t< related correspondence 


6305160260 Forwards technical review of rod control urgent failure on 
820625 Caused by blown fuse (# failed phase control card In 
a ac power cabinet No generic implications identified 
TREHANrN K Reactor Operations Analysis Branch 03/05/05 
8EYFRIT(K V Reactor Operations Analysis Branch 2pp 22809 285 
24X Flche 50-281.03/05/05(8305160260 


— 8403200121 “Rod Control Urgent Failure on 830625 at Burry Unit 2," 
technical review rept 

TREHAMrN Director's Office 03/05/05 ip 22809 286 24X 

Flche. 50-281, 03/05/05, 8305160260 


B403210032 Part 21 rept re failure of auKtllary feedwater pump drive 
turbines# Olmpel NPS-4 TSiT valve# to close Enel Itr dtd B40203 
sent to listed utils OE notified of affected units in BMR 
plants 

THEROUX# R R Terry Corp 04/02/22 WOODRUFF# R W Director's 
Office. Office of Inspection and Enforcement 6pp 22706 327 24X 

Flche 50-000.04/02/22.0403210032 


B4O3140122 Part 21 rept re status update concerning abnormal wear on 
linear converters Tost program underway Results of 
Investigation indicate excessive wear caused by hunting of 
control circuitry. 

DDD8DN.J P Pacific Air Products Co 84/03/09 Director's 
Office# Office of Inspection and Enforcement 7pp 22624 068 24X 

Flche 50-000# 84/03/09# 8403140122 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F Security# medical# emergency & fire protection plans 


0403090270 Public version of revised emergency response plan 
implementing proc edures# Includ Ing Procedure F3-2 re 
classification of emergenc ies. F3-5 re emergency notification 
h F3-10 re personnel accountability M/B31219 Itr (< memo 
MENDELE. D J # JOHNSON, J M Northern States Power Co 83/10/20 
168pp 22595 326 24X Flcha 50-282,83/10/20,8403090270. 


Q403090207 Revised emergency Implementing procedures# inc 1 ud Ing Rev 25 
to Procedure F3i "Table of Contents" t< Rev 3 to Procedure 
F3-Bi “Recommendations for Offsite Protective Actions " 

M/e40302 Itr 

FEY# F. L Northern States Power Co 04/02/24 28pp 22574 320 
24X Flche 50-202# 84/02/24# 8403090207 


6403190020 Forwards IE Insp Repts 50-282/03-24 8i 30-306/83-24 on 
831211-840210. No noncampllance Identified 

BHAFER.WD Region 3# Office of Director, 04/03/01 LARSON, C, E 
Northern States Power Co 2pp 22666. 053 24X 

Flche 50-282,84/03/01,8403190020 


— 3403190042 IE Insp Repts 50-282/83-24 & 50-306/83-24 on 831211-840210 
No noncomp 1 lance or deviations Identi fl ed. Major areas 
Inspec ted . mainti LERs# emerg ency planning & surveillance# 
meetings w/state l< local officials (< IE bulletins 
HARD. J E , FEIERABEND#G D > HARTMANN# P L Region 3# Office of 
Director, 04/02/29 12pp. 22666 055 24X Flche 50-282# 84/03/01# 

8403190020 


B403130163 Forwards final rept re small-scale offsite radiological 
emergency preparedness exercise on B2t014 No deficiencies 
noted 

KRIMMtR M Federal Emergency Management Agency 84/03/05 
'JORDAN# E L Division of Emergency Preparedness I# Engineering 
Response (Post 030103) 6pp 22599 307. 84X Flche 50-282,84/03/05, 

8403130163 


— -B403130172 Final rept of small-scale joint emergency exercise on 
021014 

a Federal Emergency Management Agency 82/12/17 S2pp 
22599 313 24X Flche 50-282,84/03/05.0403130163 


8403120106 Notifies of 040323 workshop on fire protection safe shutdown 
r Byui rements of 10CFR50, App H in Rosomont.IL to discuss IE 
Info Notice 04-09 1. provide addl shutdown analyses L/or mod 
guidance Agenda end 

SPE38ARD. R L Division of Emergency Preparedness Si Operational 
Support 04/03/06 LARSON. C E Northern States Power Co 3pp 
22588 169 24X Flche 50-202# 84/03/06, 0403 120106 


8403300130 Revised emergency plan Implementing procedur es. 1 nc lud ing 
Procedure F3 re table of contents t# F3-13 re offsite dose 
calculation M/040320 transmittal Itr 

WATT, E , FEV.F L Northern States Power Co 64/03/09 36pp 
22020 255 24X Flcha 50-282.84/03/09,0403300130 


I Financial information 


0403290115 Suppl to Annual Financial Rept 1983, cons istlng of financial 
!t Statistical info W/040326 Itr 

BfiUSVEN, A D Northern Slates Power Co 83/12/31 23pp 22006 102 
24X Flche 50-000,03/12/31,8403290115 


P Operating license stage documents I# correspondence 


0403050238 Forwards Amends 60 62 to Licenses DPR-42 t# DPR-60, 

respectively it safety evaluation Amends revise Tech Specs re 
emergency air treatment sys t< electric hydrogen racombiners 
DIIANNI.D C Dperatlng Reactors Branch 3 04/02/21 MUSQLF, D M 

Northern States Power Co 2pp 22527 188 24X 

Flche 50-202,84/02/21,8403050238 


— 0403050243 Amends 68 8# 62 to Licenses DPR-42 ii DPfi-60, respectively, 
revising Tech 3pecB re emergency air treatment sys L 
electric hydrogen recombiners 

MILLER, J R Operating Reactors Branch 3 84/02/21 lOpp 

22527 190 24X Fiche 50-282,04/02/21,0403050238 


— 8403050249 Safety evaluation supporting Amends 66 U 62 to Licenses 
DPR~42 t# DPfi-60i rospec t Ive 1 y 

e Office of Nuclear Reactor Regulation# Director 84/02/21 7pp 
22527 208 24X Flche 50-282.04/02/21,0403050230 


0403060425 Submits fees requested for 020630 exemption request. in 
response to NRC 040213 Itr 

MUSOLFiD Northern States Power Co 04/02/29 MILLER. W 0 License 
Fee Management Branch 2pp 22510 200 24X Fiche 50-282,04/02/29. 

0403060425 


0403130245 Forwards "Effluent t< Waste Disposal Semiannual Rspt.Jul-Dec 
1903." "Offsite Radiation Dose Assessment, 1903" it Rev 4 to 
"Offsite Dose Calculation Manual “ 

FEY, F L Northern States Power Co 84/03/01 Region 3. Office of 
Director Ip 22610 143 24X Fiche 50-282,04/03/01.8403130245 


— 0403130278 Rev 4 to "Offsite Dose Calculation Manual " 

BORENSONi J Northern Btates Power Co 84/11/14 llpp 
22610 157 24X Flche 50-282,84/03/01.0403130245 


8403150290 Forwards safety evaluation re error In COBRA IIIC/MIT 
computer code, prevl ously accepted by NRC 030217 ti 0324 Itrc. 
for USB in analyiing fuel reloads Error does not create any 
substantial safety haiard 

MILLER# J R Operating Reactors Branch 3 84/03/06 MUSOLF# D M 

Northern States Power Co Ip 22649 333 24X Fiche 50-202. 

04/03/06, 0403150290 


— 8403150293 Safety evaluation re error in COBRA IIIC/MIT computer code 
reload methodology rept NSPNAD-8102 Error has not affected 
Initial findings or conclusions re acceptability of use of 
COBRA IIIC/NIT code 

» NRC - No Detailed Affiliation Owen 84/03/06, 2pp 
22649 334 24X Flche 50-282# 84/03/06. 84031 50290 


8403190397 Provides updated info re mods required by MJREO-0737# Item 
1 1 D 1 2 re safety (< relief valve performance. Unit 1 piping 
l< supports will be Installed during next refueling outage 
scheduled for 850105 

MUSQLF.D Northern States Power Co 84/03/14 Office of Nuclear I 

Reactor Regulation. Director Ip 22675 192 24 X 

Flche 50-282.04/03/14,8403190397 
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B40323009t Submits status af to Improve a-dsquacv of station 

distribution tys VDltages<per utlJ 8I07t7 Itr b NRC B21029 
SER All mods o amp J s t ed> u/sxt «p tlon oP changes to station air 
compresser starting circuit. 

HUSOLF. D Northern States Power Co B4/oa/lb Office of Nuclear 
Reactor Regulatian^ Director Spp S27Z4 34b Z4X 
Fiche- SD-2Q2.«4/03/lb, B4O3Z30091 


3 Inspection reportst IE Bulletins U correspondence 


840309DZ33 Further response to FOIA request for recorils of named 
individuals! including repts>analgsefi stud ies< test 
ca icula ti onij procedures fc practices for measurement of RC8 
leakage Forwards App C documents Search continuing 
FEUTON, J M Division of Rules and Records B4/Oa/07 MADDEN, T J 
tiage, Bcholerr Flerman, Hags ti Handler Spp ZS47b 234 Z4X 
Fiche 90-000, 84/82/07. 8403050233 


--0403050296 Notifies that Independent measurements of Identified b 
unidentified RCS leek rates For all PNRs in Region III 
performed per Procedures 617278 h 6172BD Insp findings 
summari led 

NORELIUS, C e Division of Engineering B2/03/OB JORDAN, E L 
Division oF Engineering b Quail ty Assurance <Pre B30103) 2pp 
22496:270 24X FiChe 50-000,04/02/07,8403050233. 


B40I19DD72 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " 0vc list 
end 

JORDAM, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/02/28 Consolidated Edison Co of New 

York, rnc lISpp 22909 239 24X Fiche 50-000,84/02/28,8401190072 


8403190020 Forwards IE Insp Repts 50-282/03-24 b 90-306/03-24 on 
B3121 1-040210 No noncomp 1 la nee identified 

SHAFER, M D Region 3, Office of Director. 04/03/01 LARSONiC E 
Northern States Power Co 2pp 22666 093 24X 

Ficha 50-282.04/03/01,8403190020 


—8403190042 IE Insp Repts 50-202/83-24 b 90-306/83-24 on 031211-040210 
No none onp 1 lane e or deviations Identified Maior areas 
Inspected malnt, LERs, emerg eneg planning b surveillance, 
meetings w/stat« b local officials b IE bulletins 
HARD, J E , FEIERADEND, C D , HARTMANN, P L Region 3, Office of 
Director 84/02/29 12pp 22666 055 Z4X Fiche 90-282,84/03/01, 
8403190020 


04OZO9OOO7 IE Info Notice 84-14, 1 g h 1 1 g h ta of Recent Transport 

Regulatory Revs by DOT b NRC ’’ Bve list end 

fiRACE,J N Division Of DA, Safeguards b Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New York, Inc 

130pp 22532 329 24X Fi ch e , 90-000, B4/03/0Z. 04OZO9OOO7 


6402090009 IE Info Notice 84-i6, ''Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response IPost 030103) 04/03/02 Consolidated Edison Co oF New 

York, 1I>C isapp 2Z553 098 24X FlcJte 50-000, 04/03/02. 0402090000 


8402090009 IE Info Notice B4-19, "Reporting of Radiological Releases " 
Sve list end 

JORDAN, E L Division Of Emergency Preparedness b Engineering 
Response IPost 830103) 84/03/02 Consol Idatsd Edison. Co of New 

York. Inc 119pp 22553 217 24X Fich »• 90-000, 94/03/02, 8402090009 


8402090011 IE Info Notice 84-17, "Problems M/Liquid Nitrogen Cooling 
Components Qelou Nil Ductility Temp " Sve list enc 1 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response CPost 030103) 04/03/05 Consolidated Edison Co of New 

York, Inc il7pp. 22533 336 24X Fiche 90-000, 94/03/09, 040209001 1 


8402090024 IE Info Notice 84-09, Rev 1, '"Lessons Learned From Insps of 
Fire Protection Safe Shutdown Bys " Sve list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Rosponee CPost 030103) 94/03/07 Consolidated Edison Co of New 

York, Inc IlSpp 22635 049 24X Fiche 50-000,94/03/07,6402090024 


0402090028 IE Info Notice 04-lG, "Stress Corrosion Cracking in PHR 
Bys " Bve list end, 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc tlBpp 22984 186 a4X FI che 50-000, 84/03/07, 0402090020 


8403190308 Forwards summary of status of requests for relief from 
requlroments of Section XI of A9ME Boiler b Pressure 
Vessel Code for Iniervice insp program b dariflcatlon of 
items that require add) review 

MUSOLF, D Northern States Power Co 84/03/09 Office of Nuclear 
Reactor Regulation, Director 9pp 22679.295 24X 

Fiche 50-202,04/03/09,8403190309 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " 9vc list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 84/03/lZ Consolidated Edisdn Co of New York, Inc 

134pp 22023 094 Z4X Fiche 50-000,84/03/12.8402090031 


8403190200 Responds to IE Bulletin 83-07 re products supplied by Ray 
Miller, Inc Neither unit received products from Ray Miller, 

Inc b vendor not on approved util vendor list 

LARBDN, C E Northern States Power Co 84/03/12 DEYOUNO.R C 
Director's Office, Office of Inspection and Enforcement 4pp 
22671 IDS 24 X Fiche 90-882,84/03/12,8403190200 


0403300036 Forwards IE Imp Repts 50-282/04-02 b 90-306/04-02 on 
B4021S-I7 No noncomp 1 lance noted 

PAPERIELLO.C J Region 3, Office of Director 84/03/15 
LARSON. C E Northern States Power Co 2pp. 22021 320 24X 

Fiche 30-282,84/03/19,8403300036 


— 8403300040 IE Imp Repts 90-282/84-02 b 50-306/84-02 on 040215-17. No 
Violations or deviations identified Major areai Inspactad. 
Implementation of 10CFR20 b 60 requirements for disposal of 
low level raduas tes, Inc lud Ing mgt controls b QC 
ROZAK, S , OESTMANNiM J , SCHUMACHER, M C Region 3, Office of 
Director 94/03/lS Spp. 22621.322 24X Fiche 50-282,04/03/19, 

8403300036 


8402Q90D43 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PUR Reactor Cavities " 8vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 90-000,04/03/21.0402090043 


0402090044 IE Info Notice 84-20, "8vc Life of Relays in Safaty-Relatid 
Sys " 8vc 1 i St anc 1 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Responee (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 139pp 22933 001. 24X Fiche 90-000,84/03/21,8402090044 


0403270170 Forwards "tnservlce Insp Exam Summary, 831204-23 " Rapt 
Identiflei components examined, exam methods used, exam number 
b summarlies results Results indicated that integrity of syi 
maintained 

MUSOLF, 0 Northern States Power Co 04/03/23 Office of Nuclear 
Reactor Regulation, Director 2pp 22771 144 24X 

Fiche 50-292.94/03/23,0403270170 


— 0403270181 "Inservlce Insp Exam Summary, 031204-23 " 

ANDERSON. K T , KRUMP08, P J Northern States Power Co. 84/03/15 
ISOpp 22771 146 24X FI che, 90-282, 04/03/23, 8403270170 


Ft Periodic operating reports b related correspondence 


8403300095 Monthly operating repts for Feb 1964 H/840306 1 tr 

DUC5TAD, D , MUSOLF, D Northern States Power Co 84/02/29 9pp 
24047.060 24X Fiche 90-202,04/02/29,8403300099 


840313024S Forwards "Effluent b Waste Disposal Semiannual Ropt,JuI-Dac 
1983," "Offsite Radiation Dose Assessment, 1963" b Rev 4 to 
“Offsite Dost Calculation Manual '* 

FEY, F, L Northern States Power Co 64/03/01 Region 3, Office of 
Director Ip 22610 143 24X Fiche 90-282,84/03/01,8403130245 


— 8403130250 "Effluent b Haste Disposal Semiannual Rept,Jul-Dec 1983 " 
* Northern States Power Co 03/12/31 9pp 22610. 144, 24X 

Fiche 50-202,64/03/01,0403130249 


— 8403130270 "Offsite Radiation Dose Assessment, 1903, " 

• Northern States Power Co 03/12/31 4pp 22610 153 24X 

Fiche 50-292, 04/03/01, 0403130245. 


— 940313027B Rev 4 to "Offsite Dose Calculation Manual " 

SORENSON, J Northern States Power Co 84/11/14, 11pp. 

226(0 197. 24X Fiche' 90-282, 84/03/01, 0403130245 


S Reportable occurrances, LERs b related correspondence 


6211220029 Discusses problems associated w/dlesel generator 
surveillance tests, as demonstrated in 820027 testing of 
diesel generator D-2 Misposl tlonlng of auto/manual switch 
could render sys unabls to perform design function 
CHIRAHAL.H Rsactor Operations Analysis Branch 02/11/17. 
BEYFRIT.K V Reactor Operations Analysts Branch. 2pp. 22775 165 
24X Fiche' 50-202, 02/11/17, 8211220029 
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UDCHeT 30-205 FORT CALHOUN STATION, UNIT 1 
F BtcuFlty> medical, emergency & fire protection plans 


B403030099 Request* ttat transmittal sheets confirming receipt of 
revlseit emergencu plan implementing procedures be returned 
ul'thln & 

cfONBB, U C Omaha Public Pouer District B3/0&/02 COLLINS, J T 
Region 4, Office of Director Ip 224B3 241 24X 

Fleh*' 30-2B9, B3/'Od)/Oa, B403030097 


B4032BDi&3 Foruard* public version of revised emergency plan 
implementing pracsdures W/o procedures W/JM Felton S40322 

release memo 

■J0NE9, W C Omaha Public Pouer District 04/01/10 COLLINS, J T 
Region 4, Office of Director 2pp Z2B09 290 24X 

Ficha 30-203. 04/01 /to. 04O32BOli3 


8403200193 Foruards public version of changes to radiological emergency 
reeponea plan W/o changes W/JM Felton 840322 release memo 
JONEB.W C Omaha Public Pouier District 84/01/10 C0LLIN5, J T 
Region 4, Office csf Director Bpp 22709' 360 24X 

Ficha 30-2034 04/01/10,0403280193 


0403030130 eubmtts sc; •nario For providing emergency preparedness Info, 
per NRC 820114 Itp & revised emergency preparedness rule 
published 600019 

COLLINBfJ.T Region 4, Office of Director 04/02/09 JONES, W C 
Omaha Public Powem District 2pp 22490 001 24X 

Ficha* SO-Z03i 84/02/09, 8403030138 


B403060S12 Foruarde order confirming util commitments on emergency 
response capab i 1 i t y > per Oeneric Ltr 82-33 Order based on 
commitment contained In util 830413 ltr W/o end 
HILLER, J R Operafctng Reactors Branch 3 04/02/22 JONES, W C 

Omaha Public Power District ip 22332 164 24X 

Ficha 30-283,84/02/22,0403060312 


8403120062 Rev’S to emergency plan implementing procedures, inc 1 ud Ing 
OBC-6f “Oeneral Emergency Actions," OSC-12, "Accidental 
Actuation of Earlv Warning Siren Sys" U DSC~14, "Emergency 
Duty Actions •' M/G40301 transmittal b receipt form 
m Omaha Public Pouer District 04/03/01 3?pp 22391 031 Z4X 
Flche 30-289,04/03/01.0403120062 


8403190134 ForuarilB -changes to emergency plan implementing procedures 

M/p anc 1 

JONEa. W C. Omaha Public Power District 04/03/03 COLLINS, J T 
Raglan 4, Office of Director Ip 2266B 345 24X 

Flche 30-283,04/03/03,0403190134 


B4O3090234 Revised r a-d lolog leal emergency response plan procedures. 
Including Procedures RS, "Notification Methods t< Procedures" 
t< R2r "Radiological Exposure Control " W/840306 ltr 
JONES, W C Omaha Public Power District 84/03/06 C0LLIN8,J T 
Region 4, Office of Director 59pp 22S7B 227 24X 

Flche 30-205.04/03/06,8403090234 


P Oparatlng license stage documents h correspondence 


3402170196 Forieards application for amend to License DPR-40i Chang Ing 
Tech Bpec Bee tlong 1 1, 1 3, 2 1 1,2 1 2, 2 3, 2, 10 2 h Tables 
l-1.2-3<3-l li 3-9. to eliminate requirement to Inspect fuel 
elements removed from vessel each refueling 

« UeBoeuf. Lamb. Lelby i< MacRae e Omaha Public Power District 
04/02/14, DENTON, H Office of Nuclear Reactor Regulation, Director 
3pp. 22299: 146 B4X Fi che 50-205, 84/02/ 1 4, 84021701 56 


— 0402170166 Application for amend to License DPR-40, changing Tech Spec 
Sections 1 1, 1. 3. S 1. 1, 2. 1. 2,2 3,2 10 2 h 2 10 4 6 Tables 
l-li2-2,3-l b □— S to eliminate requirements to inspect 
fuel elements re/noved from vessel each refueling 
JONES, W.C Omaha Pub 1 Ic Power Di strict 04/02/09 2pp 
22299*149 24X Flche 30-205,84/02/14,8402170196 


— B402170176 Pro pose if Tech Specs 1 1,1 3, 2. 1. 1. 2 1. 2, 2 3, 2 10 2 b Tables 
l-Ir2-2i3-l ic 3— Sr eliminating requirement to inspect 
fuel elements removed from vessel each refueling 

M Omaha Public Pauer District 84/02/09 140pp 22299 191 24X 

Flche 90-203,04/02/14,8402170136 


0403010312 Forwards proprietary (< nonproprietary addl info re 
statletlcel combination of uncertainties rept, per B40213 
request, App 1 Icatl-on for withholding t< C-E affidavit enct 
Proprietary Info withheld (ref 10CFR2 790) 

JDNEBiM.C Omaha Public Power District 04/02/24 MILLER, J R 
Operating Reactor* Branch 3 20pp, 22432 203 24X 

Flche, 90-285, B4/DS/S4, 0403010312 


0403060396 Responds to Oeneric Ltr 84-01 re use of terms Important to 
safety (c safety-related Steering Committee of Util Safety 
Classification Group will represent util in further 
d i scuss 1 ons 

JONES, W C Omaha Public Pouer District 04/03/29 TAYLOR, J M 
Director's Office, Office of Inspection and Enforcement Ip 
22510 132 24X Ptche 50-385,84/02/29,8403060396 


8403130103 Forwards application for amend to License DPR— 40, revising 
Tech Specs to add limiting conditions for operation, 
surveillance requirements L administrative requirements, per 
NUREO-0737 

* LeDoeuF, Lamb, Lelby 5< MacRae * Omaha Public Power District 
04/03/09 DENTON, H Office of Nuclear Reactor Regulation, Director 
3pp 33585 200 24X Flche 30-205,84/03/09.0403120183 


— 0403120192 Application for amend to License DPR-40, revl sing Tech Specs 
to add limiting conditions for operation, surveil lance 
requirements 6 administrative requirements, per NUREQ-0737 
JONES, W C Omaha Public Power District 84/03/00 2pp 
22583 203 24X Fiche 50-205.84/03/09,0403120103 


— 0403120195 Proposed Tech Specs re limiting conditions for operation, 
surveillance requirements & administrative requirements 
» Omaha Public Power District 84/03/09 14pp 22585 205 24X 

Flche 50-205,04/03/09,0403120183 


8403130450 Forwards schedule for addl submittal of radiological 
effluent Tech Specs based on results of 790330 assessment 6 
manpower requirements for 1904 refueling outage Next 
submittal will resolve remaining issues 

JONES, W C Omaha Public Power District 84/03/09 MILLER, J fi 
Operating Reactors Branch 3 3pp 22613 332 24X 

Flche 30-203,84/03/09,0403130458 


8403200183 Forwards request for addl info re 040214 request concerning 
Cycle 9 operattan Response requested within 30 days of ltr 
receipt In order to maintain review schedule W/o end 
MILLER, J R Operating Reactors Branch 3 04/03/12 JONES, W C 

Omaha Public Pouier District tp 22009 209 24X 

Fiche 50-205,04/03/12,0403200103 


0 Inspection reports, IE Bulletins & correspondence 


8403260160 Forwards IE Insp Rept 50-285/03-36 on 031212-14 No 
violations or deviations noted 

8AQLIARD0, J E Region 4, Office of Director 04/01/19 JONES, UC 
Omaha Public Power District 2pp 22757 336 24X 

Flche 50-283,04/01/19,0403260160 


—0403260172 IE Inep Rept 50-205/83-36 on 031212-14 No violations or 
deviations noted Major areas inspected transportation ti 
solid radwaste program, inc luding mgt controls, select! on of 
pac kagesi del Wery of packages b records ti repts 

HOLLEY, W L , MURRAY, D , JOHNSON, W D Region 4, Office of Director 
84/01/12 5pp 22757 330 24X Fiche 50-205,04/01/19,8403260168 


0402210338 Forwards 0ALP Rept 50-285/03-20 for Sept 1902 - Aug 1983 
Overall performance satisfactory 

COLLINS, J T Region 4, Office of Director 84/02/10 JONES. W C 
Omaha Public Power District 2pp 22346 230 24X 

Fiche 50-285,04/02/10,0402210330 


—0402210343 Forwards SALP Rept 50-285/83-20 for Sept 1902 - Aug 1903 
8AGLIARD0, J E Region 4, Office of Director 03/12/14 
JONES, W C Omaha Public Power District 4pp 22346 240 24X 

Fiche 50-205,84/02/10,0402210330 


— 0402210340 BALP Rept 50-205/03-20 for Sept 1902 - Aug 1903 No 
noncomp 1 lance noted Major areas inspected mgt Involvement in 
assuring quality, approach to resolution of technical issues 
It responsiveness to NRC initiatives 

JOHNSON, W 0 , OAOLlARDOrd E Region 4. Office of Director 
83/12/13 42pp 22346 244 24X Fiche 50-205.04/02/10,0402210339 


— 0310060317 Forwards evaluation of LERs for Sept 19B2 - Aug 1983 Util 
LERs among bast reviewed 

BEYFRIT.K V Reactor Operations Analysis Branch 03/09/20 
SEIDLE.W C Division of Resident, Reactor Project & Engineering 
Programs 4pp 22346.206 24X Flche 50-285. 04/02/ 1 0, 0402210330 


— 0402210357 Forwards responses to SALP Rept 50-205/03-28 ALARA program 
under review to improve effectiveness Radwaste coordinator 
position will be created Internal audit program 
strengthened 

JONES, WC Omaha Public pouer District 04/01/10 GAOLIAHDO, JE 
Region 4, Office of Director 12pp 22346 290 24X 

Flche 50-285,94/02/10,0402210330 
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G40S170196 Foruarda application #or amend to License DPR-40p chanp Ing 
Tech Spec Sections 1 1.1 3.2 1 I.S 1 S. S 3.2.10 2 S< Tables 
1-1. 2-2. 3-1 S. 3-5. to eliminate requirement to Inspect fuel 
elements removed from vessel each refueling 

» LeHoeuf. Lamb. Leibg & MacRae • Omaha Public Power District 
04/02/14 DENTON. H Office of Nuclear Reactor Regulation. Director 
3pp 22299 146 24X Flche 90-285.04/02/14.6402170156 


— B40217DI66 Application for amend to License DPR-40i chang ing Tech Spec 
Sections 1 1. i 3, 2 1 1. 2 1 2. 2 3, 2 lO 2 b 2 10 4 I. Tab tee 
1-1.2-2.3-t & 3-5 to eliminate requirements to Inspect 
fuel elements removed from vessel each refueling 
J0NE8.MC Omaha Public Power District 84/02/09 2pp. 

22299 149 24Jt Ftche 50-2B3. 04/02/14. B40B 1 701 36 


— 3402170176 Proposed Tech Epees 1 1. 1 3, 2 1 1 . 2 1 2. 2 3. 2 10 2 b Tables 
i-l.2-2.3-1 b 3-9. B 1 imlna 1 1 ng requirement to Inspect 
fuel elements removed from vessel each refueling 

* Omaha Public Power District 84/02/09 140pp 22299 151. 24X 

Flche 90-285. 84/02/14. 04D217O1S6 


0401190072 IE Info Notice 04-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Bve list 
end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response tPost 8301031 84/02/28 Consolidated Edison Co of Neu 

rorl. Inc llSpp 22909 239 24X Flche 30-000.84/02/20.8401190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs bg DOT b NRC. " Sve list end 

GRACE. J N Division of OA.. Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of Neu York , Inc 

130pp 22532 329 24X Flche 50-000.84/03/02.8402090007. 


8402090003 IE Info Notice 04-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Eve list end. 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response <Post 8301031 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22533 098 24X Flche 50-000,84/03/02,8402090008 


B402090D09 IE Info Notice 84-15. "Reporting of Radiological Releases " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Con S ol i da ted Edison Co of New 

York. Inc 119pp 22593 217 24X Flche SO-OOD> 84/03/02. B402090009 


0402090011 IE Info Notice 84-17. "Problems N/Liquld Nitrogen CooUng 
Components Delou Nil Ductility Temp " Bve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 84/03/05 Consolidated Edison Co of Neu 

York. Inc 117pp 22553 336 24X Flche 50-000,04/03/09,0402090011 


8403120147 Submits tabulation of ciomparative analysis results of 
unknown liquid sample Results will appear In neit 
confirmatory measurements Insp rept Criteria for comparing 
analytical measurements end 

CAOLIARDO. J E Region 4. Office of Director 04/03/06 JONES, U C 
Omaha Public Power District 3pp 22983 254 24X 

Fiche 50-289,84/03/06,8403120147 


8402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Sve list encl 
JORDAN. E L Division of Emergency Preparednes* b Engineering 
Response (Post 8301031 04/03/07 Consolidated Edison Co of New 

York. Inc liapp. 22633 049. 24X Flche 50-000.84/03/07.8402090024 


8402090028 IE Info Notice B4-IB. "Stress Corrosion Cracking in PUR 
Bys “ Bve list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Neu 

York, tne UBpp 22584 186 24X F 1 c he* 30-000, 04/03/07, 8402090028 


8403190057 Ack receipt of 840203 1 tr Informing NRC of stops taksn to 
correct violations noted in IE Insp Rept 5O-2BS/03-31 
Implementation of corrective actions mill be reviewed during 
future insp 

CAOLIARDO. J E Region 4. Office of Director 84/03/08 JONEB. U C 
Omaha Public Power District Ip 22666 128 24X 

Fiche 50-283,84/03/08.8403190057 


— 0403190061 Responds to NRC 840103 Itr re violations noted In IE tnsp 
Rept 50-205/83-31. Correct 1 ve actions weekly review of 
radiation work permits discontinued In favor of daily, 
weekly. monthly b special surveys of radiological conditions 
JONES. M C Omaha Public Power District 84/02/03 DEN I BE, R P 
Division of Resident. Reactor Project b Engineering Programs 3pp 
22666 129 24X Fiche 50-285,04/03/00,8403190057 


8403130200 Forwards response to IE Bulletin 00-11, "Masonry Wall 
Design." per 040206 request Damping values of 2'X for DDE b 
4X SSE used for unrelnforced masonry wells 

JDNEB.H C Omaha Public Power District 04/03/09 MILLER. JR 
Operating Reactors Branch 3 9pp 22613 079 24X 

Flche 50-295.84/03/09.0403130200 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Sve list end 

DEYOUNOiR C Director's Offlca. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22823 094 24X Fiche 50-000.04/03/12,8402090031 


8403190279 Ack receipt of 840214 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-289/03-30 
OAOLIARDO.J E Region 4. Office of Director 84/03/13 JONEB. W C 
Omaha Public Power District Ip 22672 029 24X 

Fiche 50-285,84/03/13,8403190279 


--B4O319O201 Responds to 040123 telcon re violations noted in IE Insp 
Rept 30-285/83-30 Corrective actions. Engineer Ing Evaluation/ 
Assistance Request FC-84-08 initiated on 040116 to upgrade 
decontamination fac i 1 i ty. 1 nc ludlng shower. stall b plumbing 
JONES, H C Omaha Publli Power District 84/02/14 DENISE, R P 
Division of Resident. Reactor Project b Engineering Programs 2pp 
22672 030 24X Fiche 50-205,84/03/13.8403190279 


8403270249 Forwards replacement Pages 1.7,8,23,29 b SO to 1983-1993 
Inservice insp program plan dtd 830926 Reasons b 
justification for changes b exemptions listed 

JQNEB.H C Omaha Public Power District 84/03/19 MILLER. J R 
Operating Reactors Branch 3 2pp 22772 108 24X 

Flche 50-285,04/03/19.8403270249 


--0403270233 Revised pages to Inservice insp program submitted 830926 
* OfTioha Public Power District 04/03/19 6pp 22772 107 24X 

Fiche 50-283,04/03/19,8403270249 


8402090043 IE Info Notice 84-19. "Two Events Involving Unauthorized 
Entries into PWH Reactor Cavities " Eve list encl 
JORDAN. £ L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc t23pp 22823 229 24X Flche 30-000,84/03/21,0402090043 


8402090044 IE Info Notice 84-20. "Sve Life of Relays in Eaf ety-Related 
Bys " 8vc 1 1 St enc 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Flche 30-000,04/03/21,8402090044 


R Periodic operating reports b related correspondence 


B4030S0135 "Annual Rept for Tech Spec Section 591 0,1903“ b 
"Semiannual Rept for Tech Spec Section S 9 4. Jul-Dec 1983. " 
U/040301 Ur 

JDNEB.H C Omaha Public Power District 03/12/31 2a0pp 
22489 172 24X Fiche 30-205,83/12/31,8403030135 


B403200176 Monthly operating rept for Feb 1904 U/040313 Itr 

MATHEWS. T P , JONES, M C Omaha Public Power District 04/02/29 
DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement lOpp 22699 327 24X Fiche 50-203,84/02/29, 

0403200176 


8 Reportable occurrences, LERs b related correspondence 


8403050124 LEO 84-001-00 on 640122, crane supervisor left spent fuel 
pool area while key still in Interlock bypass switch in 
bypassed position, contrary to Tech Spec 2 11(2) Caused by 
personnel error Event discussed w/lndividual M/B40222 Itr 
RICHARD, A U , JONES, H C Omaha Public Power District 84/02/22. 
3pp 224S9 162 24X Flche 50-205,84/02/22,8403050124 


DOCKET 30-286 INDIAN POINT STATION, UNIT 3 


F Security, medical, emergency b fire protection plans 


8403020171 Forwards order confirming util commitments to implement 
requirements of Buppl 1 to NURES-0737 Order based on B30418 
b 0823 Itrs in response to Generic Ltr 02-33 

VAROA, 8 A Operating Reactors Dranch 1 64/02/21 BAYNE, J P 

Power Authority of the State of New York 4pp 22491 091 24X 

Fiche' 50-286, 84/02/21, 8403020171 


— 8403020175 Order confirming licensee 030418 b 0023 commitments on 
emergency response eapab 1 1 i t y, per requirements of Suppl 1 to 
NUREO~0737 b Generic Ltr 83-33 

EISENHUT.DG Division of Licensing 84/02/21 Power Authority 
of the State of New York 6pp 22491 095 24X 

Fiche 50-286, 84/02/21. 840 3020171 
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6-403030392 Advises that NRC ui 1 1 not review emergency plans to delete 
privacy nr proprietary info unless specifically requested by 
llcansee.per 01070*7 Generic Ltr 01-27 W/o request, entire 
plan will be placed in POR 

POLK> P J Operatlny Reactors Branch 1 04/02/21 BAYNE. J P Power 

Authority of the 0tate of New York 3pp 22492 222 24X 

Picha 90-286,04/02/21.0403020392 


0403020393 Forwards IE Insp Rept 90-206/04-01 on 040109-11 No 
violations noted 

MARTIN,! T Division of Engineering ti Technical Programs 04/02/21 
BRDNB. J C, Power Authority of the State of New York 2pp 
22439 023 24X Fichs 90-206.84/02/21.0403020393 


— 0403020397 IE Insp Rept 50-286/84-01 on 040109-11 No violations noted 
Major areas Inspected public prompt notification sy s 
WDJNA3, E J , CHOCHER, H H Region 1, Office of Director 04/02/17 
9pp. 22439 029 24X Flche 90-206.84/02/21.0403020393 


B402090006 Board Notification 84-034 forwards R Vollmer 840206 memo to 
D Eisenhut re fire research results concerning fires In 
electrical cabinets In control room 

EIBENMUT. D. 0 Division of Licensing 84/02/23 PALLADINO 
Commissioners ip 22976 203 24X Flche 90-000,84/02/23, 

8402090006 


— 0403000316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board notification. per NRR Ofc Ltr 19. dtd B21001 Further 
Bvaluation of test data raquired 

VOLLMER. R H Division of Engineering 04/02/06 EISENHUT, D 0 
Division of Licensing lOpp 22976 204 24X 

Flche 90-000,84/02/23,8402090006 


8403090211 Revised emergency plan procedures, Inc lud ing Procedures 
lP-1011 re offsite monitoring. IP-1021 re radiological 
medical emergency & tP~1063 re veh 1 c le/equipment 
radiological check & decontamination N/840308 ltr 
a Power Authority of the State of Now York 84/03/09 43pp 
22379’ 001 24X Ficho 90-286,84/03/09,8403090211 


0403130162 Forwarde remaining fee for review of Rev 0 to physical 
security plan.per t0CFR170 22 Review Interpreted as Class II 
fsa Rsmlttance paid under protest pending final 
determination of legality of fee schedule 

BAYNE, J P Power Authority of the State of New York 84/03/09 

DIOSS.R M License Fee Management Branch 2pp 22619 214 24X 

Ficho 90-286,84/03/09,0403130162 


8403190243 Notification of 040410 workshop In King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown Insp t< topics described In IE Info Notice 
84-09 Agenda for workshop and. 

HURLEY, T.E. Region 1, Office of Director 04/03/09 O'TOOLE, JD 

Consolidated Edison Co of New York, Inc CAREY, J J Duquesne Light 

Co. MARTIN,! J Public Service Electric t Oas Co of Now Jersey 
39pp 22672 062 24X FI ch e ■ 90-000, 04/03/09. 8403190243. 


8403190298 Ack receipt of 040214 ltr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Rept 90-286/81-09 

MARTIN,! T. Divliion of Engineering & Technical Programs 34/03/13 
BR0N8, J C Power Authority of the State of New York 2pp 
22672 221 24X Flche 90-206,04/03/13.0403190298 


— 8403190269 Responds to NRC 011119 ltr re violations noted in IE 
Emergency Preparedness Appraisal Rept 90-206/81-09 
Corrective actions post-accident instrumentation sampling 
requiraments per NUREO-0737 t< Reg Guide 1.97 implemented 
BR0N8, J C Power Authority of the State of New York 84/02/14 
MARTIN, T T Division of Engineering & Technical Programs 2pp 
22672 223. 24X F 1 c he. 90-286, 84/03/13, 84031 90298 


8403190296 Responds to 840208 request for info re emergency operations 
facility <EOF>, specifically preliminary cost estimate for 
upgrade to overall radiation protection factor of five 
Existing EOF meets Suppl i to NUREO-0737 requirements 
BAYKE.J P Consolidated Edison Co of New York, Inc 84/03/14 
VARGA. S. A. Operating Reactors Branch 1 2pp 22674 394 24X 

Flche 90-286,84/03/14,8403190296 


H General eorraspondanca 


8403010170 Forwards Resolution 76 authorlxlng County participation In 
four-county radiological planning task force t< authorliing 
use of County employees for radiological emergency response 
praparadness Implamantatlon requested N/Certl fieate of 8vc 
SEIOERMAN.V K Rockland County, NY 84/02/19 PALLADINO, N 
Commtesioners 3pp 22439 307 24X Flche 90-247,84/02/19, 

8403010170 


J Insurance t< Indemnity information 


0403260197 Forwards Endorsement 48 to NELIA Policy NF-236, Endorsements 
69 It 73 to NELIA Policy NF-208, End ors eraen t 99 to MAELU 
Policy MF-77 Ic Endorsement 67 to NELIA Policy NF-230 
GOLDEN, M P Marsh & McLennan, Inc 04/03/12 SALT2MAN, J 
Assistant Director for State t< Licensee Relations 6pp 22791 033 
24X Flche 90-000,84/03/12 . 840 3260197 


□ Advisory Committee on Reactor Safeguards reports ti correspondence 


0403050020 Responds to F0IA request for documents re PASNY submittal on 
sys Interac t ions, rep ts evaluating submittal & list of 
r ep ts/analyses from LLL evaluating PASNY sys Interaction 
program Forwards App A documents 

FELTON, J M Division of Rules and Records 83/12/07 8H0LLV, 8 
Union of Concerned Scientists 6pp 22929 098 24X 

Flche 50-000,03/12/07,8403090020 


--7912090923 Requests comments on 791012 ACRS ltr re sys Interaction 
Plans inhouse meeting for 791119 

SCHWENCER.A Operating Reactors Branch 1 (Pre 800420) 79/11/09 

HANAUERiS Assistant Director for Plant Systems ZECH. 0 
Division of Operating Reactors GAMHILL, U Assistant Director for 
Operating Reactor Projects IPro 791030) ip 22927 146 24X 

Flche 90-000,83/12/07,0403090020 


— 8208090297 Provides status rept on NRC evaluation of licensee sys 
Interaction study Initial guidance delayed pending further 
cost/benefit analysis Generic program review planned for 
Fall 1982 

GOODWIN, E F Technical Support Branch 82/07/30 FRALEY. R F 
ACRS - Advisory Committee on Reactor Safeguards 2pp 22926 269 
24X Flche 90-000.03/12/07,8403090020 


— 0403090034 Discusses 791119 meeting re ACRS ltr on Indian Paint 3 sys 
Interactions 

aCHWENCERrA Operating Reactors Branch I <Pre 800428) 79/12/09 

EISENHUT, D G Division of Operating Reactors 2pp 22927 147 
24X Flche 90-000,83/12/07,0403050020 


P Operating license stage documents t, correspondence 


0403090017 FOIA request for 8ECY-7S-969, UCID-19310, “Review of PASNY 
Sys Interaction Study" tt records of NRC staff t< consultant 
review of PASNY sys interaction study on Indian Point Unit 
3 

BHQLLY, S C Union of Concerned Scientists 03/10/20 FELTON. J M 
Division of Rules and Records Ip 22929 097 24X 

Flche 50-286,83/10/20,0403090017 


0403090020 Responds to FOIA request for documents re PASNY submittal on 
sys interact ions, rep ts evaluating submittal b list of 
repts/analyses from LLL evaluating PASNY sys interaction 
program Forwards App A documents 

FELTON, J M Division of Rules and Records 03/12/07 BHQLLY, 8 
Union of Concerned Scientists 6pp 22929 090 24X 

Fichs. 90-000, 83/12/07, 8403090020 


— 8103040048 Discusses NRC requests for licensee sys Interaction studies 
Forwards draft ltr to util documenting past advise (, 
requesting meeting date when util can provide definition tc 
realistic schedule for sys interaction program 

RUBENSTEINi L S Assistant Director for Core b Containment Systems 
01/02/10 NOVAK, T M Assistant Director for Operating Reactors 
9pp 22927 179 24X Flche 90-000,03/12/07.0403050020 


— 0104220061 Summary of 810402 meeting w/utl 1, Ebasco, LLL b DNL re status 
of sys interaction study 

ROSB, W J Operating Reactors Branch 1 81/04/09 Operating 
Reactors Branch 1 4pp 22926 192 24X Flche 90-000,83/12/07. 
0403090020 


— 0303080290 "Preliminary Investigation of Interconnected Sys 
Interactions for Safety Injection Sys of Indian Point 3 “ 

ALESBDi H P Lawrence Livermore Laboratory 83/03/04 NRC - No 
Detailed Affiliation Given 33pp 22926 139 24X 

Flche 90-000,03/12/07,8403090020 


—8309230119 Notification of 630911 meeting w/BNL b LLL in Bethesda.HD 
to discuss details of contract scope for application of sys 
interactions analysis methods to Indian Point 3 
COFFMAN, F NRC - No Detailed Affiliation Given 03/09/03 
THADANI.A Reliability b Risk Assessment Branch 23pp 
22526 268 24X Flche 90-000,83/12/07,8403090020 


—0307290906 Notification of 030809 follow-up meeting w/util in 
Bethesda.HD to discuss sys Interaction at facility 
POLK.P J Operating Reactors Branch 1 03/07/22 VARGA, S A 

Operating Reactors Branch 1 3pp 22929 240 24X 

Flche 90-000,03/12/07,8403090020 
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■*“63080^0003 ForuariJ! proposeij teit fop 1 tp to PASNy requeating Info for 
Bij» interaction method o togg studjea Timing for receipt of 
documents critical to plan for resolving Unresolved Safety 
Issue A~17 Eipedlted transmittal requested 

THADAMI.A C Reliability i Risk Assessment Branch 63/06/14 
VARGA. B A BpeTatlng Reactors Branch 1 Ip 525S5 1?B 24X 

Fiche 50-000. 83/13/07, &4030 50030 


— 6310170712 Identifies infn required by LLL from util for contract re 
sys Interaction study covering off norma] operating 
procedures tt check-off procedures tc lists 

MORRIS, C Reliability 1. Risk Assessment Branch FIN A-0445 
83/07/29 POLK. P J MRC - No Detailed Affiliation Given SBff 
22525 327 24X Flche 50-000,83/12/07.6403050020 


— 8403050023 ”Bl agrap h-Matr 1 * Application on Indian Point 3 for Sys 
Interactions." statement of uorh Related info end 
* NRC - No Detailed Affiliation Given FIN A-0445 B3/12/07 

33pp 22525 111 24X Flcbe 30-000,63/12/07.8403050020 


— B4030SD024 Draft “Evaluation of Indian Point 3 Sys Interaction 
Analysis Program " 

♦ NRC - No Detailed Affiliation Given 02/02/20 7pp 
22525 104 24X Fiche 50-000,83/12/07.6403050020 


— 6403050025 Informs that listed Individuals mill visit site during uik of 
831017 Svcs requested & schedule provided Related info end 
HORRIS.C Division of Systems Integration (post 011005) FIN 
A-0455 93/10/04 COFFMAN. F D Division of Systems Integration 

(post 811005) 21pp 2252& 034 24X Fiche 50-000.83/12/07, 

8403050020 


--8403050027 Notification of 031121-23 site visit to obtain Info re sys 
interaction methodology study 

POLK, P J Operating Reactors Branch 1 83/10/31 VARGA, S A 

Operating Reactors Branch 1 2pp 22526 OSS 24X 
Fiche 50-000. B3/12/07, 8403050020 


—8403050029 STSTfMS INTERACTION EVALUATION PROCEDURE FDR APPLICATION TO 
INDIAN POINT-3 

LIM. J J j ALESSO. H P . RICE, T R Laurence Livermore Laboratory 
FIN A-0405 NUilEO/CR-2050 81/04/30 NRC ~ No Detailed 
Affiliation Given SOpp 22526 089 24X Fiche 50-000,83/12/07, 

8403050020 


— 8403050035 '‘Revlou uf PASNY Sys Interaction Study " 

ALEBBD, H P Laurence Livermore Laboratory KELLY, J E Science 
Applications, Inc 81/06/ 15 9pp 22526 196 24X 

Fiche 50-000.03/12/07,8403030020 


— 8403050037 Discusses effect of control sys failures on plant safety 
STOLZ, J F Systems Interaction Branch 00/12/18 Systems 
Interaction Branch ip 22527 138 24X Fiche 50-000,03/12/07. 

8403050020 


— 84(33050030 “Rev leu of PASNY Sys Interaction Study " 

ALESSO. H P Laurence Livermore Laboratory UCIO-19130 85/03/(31 

7pp 22526 256 24X Fldie 50-000,63/12/07,8403050020 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Foruards App A documents App 6 
document entirely uithheld (ref FOIA Exemption 5} Revieu' of 
addl documents sub j to request continuing 

FELTON, J H Division of Rules and Records 04/02/13 ANDERSOH.S I 
Garvey. Schubert. Adams i. Barer 7pp 22583 226 24X 

Fiche 30-000.84/02/13.8403080179 


8403020064 Notification of 040425 meeting lu/util in QethesdaiMD to 
discuss resolution of outstanding Issues re electrical 
equipment environ qualification 

POLK. P J Operating Reactors Branch 1 84/02/24 VARGA, S A 

Operating Reactors Branch 1 2pp 22491 194 24X 

Fiche 50-206.04/02/24,8403020064 


8403050041 Notification of 040300 meeting ui/uti 1 in Dethesda.MD to 
discuss sys interaction study submittal 

POLK.P J Operating Reactors Branch 1 94/02/24 VARGA. S A 

Operating Reactors Branch I App 22527 324 24X 

Fiche 50-206.04/02/24.8403050041 


0403050298 Notification of 840327-29 meetings w/utll in. Buchana.NY to 
discuss sys Interaction study 

POLK.P J Operating Reactors Branch 1 04/02/24 VARGA. S A 

Operating Reactors Branch 1 3pp 22501 264. 24X 

Fiche- 50-286, 84/02/24, 8403050299 


8403060044 Foruards SER for NUREO-0737, Item 11 0 2 2 re plant 
shielding Actions taken or planned for post-accident vital 
area access satisfy requirements of Ni;RE0-0737 
VARGA. E A Operating Reactors Branch I 94/02/20 BAVNE. J P 
Power Authority of the State of New York 6pp 22528 318 24X 

Fiche- SO-286. 94/02/28, 8403060044 


0403090267 Forwards updated info re sys ineeractlon study, per util 
831130 Itr Central control room revieui concerns resolved 
Twenty connected *< 417 of 620 unconnected interactions 
closed Specific summary/s tatus tables enc 1 

BAYNE, J P Power Authority of the State of New York 84/03/06 

VARGA, 8 A Operating Reactors Branch 1 47pp 22572 149 24K 

Flcbe 50-286,84/03/06,8403090267 


8403160009 Foruards application for amend to License DPR-64, changing 
Tech Spec Sections 3 13,4 11 It 6 10 re snubber surveillance 
BAYNE, J P Power Authority of the State of New York 84/03/12 

VARGA, S A Operating Reactors Branch 1 App 22654 325 24X 

FiehB 50-206,84/03/12,8403160009 


— 8403160017 Application for amend to License DPR-64, chang ing Tech Spec 
Section 3 13,4 11 6 6 10 re snubber surveillance 
BAYNE, J P Power Authority of the State of New York 04/03/12 
Ip. 22654 329 24X Fiche 50-266,84/03/12.0403160009 


— 8403160021 Proposed Tech Spec Sections 3 13,4 11 tt 6 10 re snubber 
surveillance Safety evaluation end 

e Power Authority of the State of New York 84/03/12 l^PP 
22654 330 24X Fiche 50-286,84/03/12,8403160009 


6402090Q41 Board Notification 04-050 provides Commission policy 
statement 6 proposed rulemaking on environ qual If Icatl one 
EIBENHUT, D 0 Division of Licensing. 04/03/14 Atomic Safety and 
Licensing Board Panel lOpp 22716 330 24X Fiche 50-000,04/03/14, 

8402090041 


0403290100 Informs that util expects to complete commitment on 
NlinEO-0737, I tern 11 B 3 re post-accident sampling sys by 
June 1905 

BAYNE, J P Power Authority of the State of New York 84/03/23 

VARGA. S A Operating Reactors Branch 1 Ip 22806 356 24X 

Fiche 50-206,04/03/23,0403290100 


8403290152 Submits paragraph Inadvertently omitted from 831230 Itr 
providing status rept on makeup water resin retention 
f i Iter s 

BAVNE, J P Power Authority of the State of New York 84/03/23 

VARGA, 0 A Operating Reactors Branch 1 Ip 22003 321 24X 

Fiche 50-206,04/03/23,8403290152 


G Inspection reports, IE Bulletins b correspondence 


0403020353 Forwards IE Insp Rept 50-206/84-01 on 040109-11 No 
violations noted 

MARTIN, T T Division of Engineering & Technical Programs 04/02/21 
BRQNSi V C Power Authority of the State of New York 2pp 
22439 023 24X Fiche 50-206,04/02/21,8403020353 


—0403020357 IE Insp Rept 50-206/04—01 on 040109-11 No violetions noted 
Major areas Inspected public prompt notification sys 
WQJMAS.E J , CROCKER, H W Region 1, Office of Director 04/02/17 
Spp 22439 025 24X Fiche 50-206,04/02/21,8403020353. 


8401190072 le Info Notice 84-13, “Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation “ Svc list 
end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Fust 030103) 04/02/20 Consolidated Edison Co of New 

York, Inc 11 Spp 22909 239 24X Fiche 50-000.84/02/28.0401190072 


8403150146 Forwards IE Insp Rept 50-286/84-02 on 040116-0215 b notice 
a f via la t ion 

BTAHOSTECKI, R Division Of Project & Resident Programs 84/03/01 
BRONSi J C Power Authority of the State of New York Spp 
22643 027 24X Fiche 50-206.04/03/01.0403150146 


— 0403150149 Notice of violation from insp on 040116-0215 

e Region 1, Office of Director 84/03/01 Ip 22643 029 24X 

Fiche 50-206,04/03/01.0403150146 


—0403150166 IE Insp Rept 50-286/84-02 on 040116-0215 Violation noted RHf 
sys changes not delineated on sys print or sys checkoff list 
b safety evaluation not performed 

KENNY, T J , RQBSBACH, L U Region 1, Office of Director 
NORRMOLHiL Division of Engineering b Technical Programs. 

04/02/22 13pp 22643030 24X Fiche 50-206.84/03/01.8403150146 


6402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

GRACE. J N Division of QA, Safeguards b Inspection Programs (Post 
030103) 84/03/02. Consolidated Edison Co of New York, Inc 

ISOpp 22552 329 24X Fi c h e ■ 50-000. 04/03/02, 8402090007. 
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3408070008 IE Info Notice 84-10. "Failure of Automatic Sprinkler Si/* 
Valves to Operate ” Svc list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 830100) 84/03/02 Consolidated Edison Co of Neu 

Vork. Inc 123pp 32953 098 84 X FUhe 90-000.04/03/02.8402090008 


8402070009 IE Info Notice B4-IS. "Reporting of Radiological Releases " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness (< Engineering 
Response (Post 630103) 84/03/03 Consolidated Edison Co of Neu 

York. Inc 119pp 22953 217 S4X Flche 90-000.04/03/02,8402090009 


B402090011 IE Info Notice 84-17. "Problems H/Llquld Nitrogen Cooling 
Components Qelou Nil Ductility Temp ” Bve list enc 1 
JORDAN. E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 84/03/09 Consolidated Edison Co of Neu 

York. Inc 117pp 22993 336 24X Flche 90-000,84/03/09.8402090011 


8402090024 IE Info Notice 84-09, Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdoun Bys " Bve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Neu 

York, Inc llBpp 22639 049 24X Flche 90-000,84/03/07.8402090024 


6402090020 IE Info Notice 04-18. "Stress Corrosion Cracking in PHR 
Bys. ” Svc list end 

JORDAN, E L Division of Emergency Preparedness In Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of Neu 

York. Inc IlBpp 22984 iB6 24X Flche 90-000,84/03/07,8402090028 


8402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Bys " Svc list end 

DEVOUNO.R C Director's Office. Office of Inspection and 

EnPoresment B4/03/i2 Consolidated Edison Co of Neu York. Inc 

i34pp 82e23‘094, 24X Flche 50-000,34/03/12,8402090031 


84031902SB Ack receipt of B40214 Itr informing NRC of steps taken to 
correct violations notad in IE Emergency Preparedness 
Appraisal Rapt 90-286/81-09 

MARTIN. T T Division of Engineering & Technical Programs 84/03/13 
DRONB, J C Pousr Authority of the State of Neu York 2pp 
22672 221 24X Flche 50-286.84/03/13,0403190290 


—8403190269 Responds to NRC 811119 Itr re violations noted in IE 
Emerpency Preparedness Appraisal Rept 90-286/81-09 
Corrective actions post-acc Idant instrumentation 6 sampling 
requlraments par NUREO~0737 It Rag Guide 1 97 implemented 
BRONS.J C Pouer Authority of the State of Neu York 84/02/14 
MARTIN.T T Division of Engineering 6 Technical Programs 2pp 
22672 223 24X Flcht 90-286,04/03/13,8403190298 


8403300199 Monthly operating rept for Feb 1984 H/040315 Itr 

KELLY, L I BRONB, J C Power Authority of the State of Neu York 
84/02/29 7pp 22021 075 24X Flche 90-286,04/02/29,0403300159 


S Reportable occurrences, LERs It related correspondence 


8403150047 LER 04-001-00 on 040 125, u/reac tor in hot shutdown, code 
safety valve M5-45 on main steam header 34 opened 
momentarily Caused by high differential pressure lifting 
valve Valve reset 6 tested W/840224 Itr 

OUMBLE.F H , BRONB. J C Power Authority of the State of Now York 

B4/02/84 MURLEY, T E Region 1, Office of Director 3pp 

22643 138 24X Flche 90-2B6. 84/02/24. 04031 90047 


8403190090 LER 84-003-00 on 040128, automatic safety Injection signal 
actuated on high differential steam line pressure Caused 
by code safety valve MS-49 on main header 34 lifting 
momentarily Valve reset M/B40224 Itr 

OUMBLE.F W r DRQN8, J C Power Authority of the State of New York 

04/02/24 MURLEY, T E Region 1, Office of Director 3pp 

22643 143 24X Flche 90-206,84/02/24.0403190050 


8403210049 LER 04-002-00 on 840120, u/reac tor critical at lero power, 
trip Initiated by intermediate range nuclear 
instrumentation Caused by blown pouer supply fuse for 
Channel 32 Fuse replaced W/B40224 Itr 

OUMBLE.F W , BRONS, J C Power Authority of the State of New York 

84/02/24 MURLEY, T E Region 1, Office of Director Spp 

92709 311 24X Fiche 90-206,84/02/24.8403210049 


8403260233 Forwards summary list of deficiencies Identified per 
10CFR50 99<B),Part 21 6 potential generic Itr repts for 
comments 

STAROSTECKI, B Division of Project !, Resident Programs 84/02/20 
Region 1, Office of Director 7pp 22796 065 24X 

Fiche 90-000,84/02/28.8403260233 


B40312015B LER 84-004-00 on 840209. reac tor trip actuated on steam 
flaw/feed flow mismatch for steam generator 32 Caused by 
loss of both heater drain pumps Associated instrument air 
lines blown down removing condensation W/040307 Itr 
OUMBLE.F H , BRONS, J C Power Authority of the State of New Vlork 
64/03/07 3pp 22986 178 24X Fiche 90-286, 04/03/07, 8403120jl92 

t 

8403260091 LER 04-005-00 on 640220, reac tor trip initiated on steam 
flow/feed flow mismatch on steam generator 32 Caused by 
closure of main feed regulating valve due to failed trip 
solenoid Leads replaced U/S40320 Itr 

ANDERSON, J J , BRONS, J C Power Authority of the State of New York 

04/03/20 3pp 29747 341 94X Fiche 50-206,04/03/20,8403260091 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthorlied 
Entries into PHR Raactor Cavities " Bve list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103), 04/03/21 Consolidated Edison Co of New 

Yorlc, Inc l23pp, 22023' 229 24X FI c h e 90-000. 84/03/21 , B402090043 


0402070044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Syt ” Bve list incl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) B4/03/21 Consolidated Edison Co of Neu 

York. Inc 139pp 22733-001 24X Flche 90-000.04/03/21.0402090044 


B403300175 Foruards response to IE Bulletin 03-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " No subj matls 
provided or used at facility 

BRONB, J C Power Authority of the Stats of Neu York, 04/03/21 
MURLEY. T E Region t. Office of Director 2pp 22820 049 24X 

Flche- 50-286, 04/03/21, 0403300179 


0403260257 LER 04-006-00 on 040309. d ur i ng monthly reactor protection 
sys testing. turbine tripped Caused by inadvertent closure 
of cell Euitch associated u/reactor trip bypass breaker 
92/BYO Catch realigned U/840320 Itr 

ANDERSON, J J , BRONS, J C Pouer Authority of the State of New York 

04/03/20 3pp 22795 142 24X Flche 90-206,04/03/20,8403260237 


T Hearing transcripts on non-anti trust matters 


8403160004 Transcript of ACR8 Subcommittees on Rel lability << PRA ti 
Indian Point Units 2 I. 3 840314 meeting in Hash Ington, DC 
Pp 1-60 Supporting documentation end 

e ACRS - Advisory Committee on Reactor Safeguards, 04/03/14 61pp 
22693 209 84X Flche 50-247,84/03/14,8403160004 


V Oporator Eiaminations 


R Periodic operating reports t< related correspondence 


8403210113 "Summary Rept of Personnel Radiation Exposure by Hark St Job 
Function. 1903 " H/a40229 Itr 

BRDNS.J. C Pousr Authority of the State of New York 03/12/31 
MURLEY. T.E Region 1, Office of Director 2pp 22709 062. 24X 

Flche’ 50-206. 03/12/31, 8403210113 


8401200078 Forwards operator licensing exam schedule for FY64-B7i in 
response to Generic Ltr 83-40 NRC wilt be Informed of 
changes 

BAYNE, J P Power Authority of the State of New York 04/01/16 
EISENHUTrD 0 Division of Licensing, 4pp 21062 337 24X 

Fiche 90-286,04/01/16,0401200070 


DOCKET 90-207 OCONEE NUCLEAR STATION, UNIT 3 


8403130-256 Forwards "Radioactive Effluent it Ueite D1 sposal, Semiannual 
Rept, Ju 1-Dec 1983 " 

BRONS. J.C Power Authority of the State of New York 84/02/29 
HURLEY, T.E Region 1, Office of Director Ip 22616 094 24X 

Flche! 50-206, 04/02/29, 0403130296 


— 8403130412 "Radioactive Effluent d< Haste Disposal Semiannual Rapt, Jul- 
Dac 1983 " 

a Power Authority of the State of New York 83/12/31 94pp 
22616:099 24X Fiche 90-286,04/02/29,0403130296 


F Security, medical, emergency 6 fire protectlen plans 


8403090294 Public version of revised crisis mgl plan Implementing 
procedures, including Procedures 9 3 4 re schedul Ing/planni ng 
support group, 5 3 6 re radiological support group 9 3 7 re 
technical support group H/03HO7 ltr t< JM Felton memo 
TUCKER, H B Duke Power Co 03/10/31 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 271pp 22995 099 24X 

Flche 90-000,03/10/31,0403090294 
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840306023S fiev II to crisis mat plan W/e'10224 1 tr public Info 
paraph let 

1/AUCKN. T E I TUCKER 1 .H D Duke Power Co 84/02/02 DEMTON. H R 
Office of Muclear Reactor Regulatlan* Director f>6pp 2S516 18? 
24X Flchc 30-000,84/02/02.8403060225 


8403160134 Forwards IE Insp Repfca S0-26'?/B4-04 , 50-270/B4-04 I, 
50-2D7/G4-04 on 840201-02 No violations or deviations 
Identified 

DANCE, M C Division of Project l< Resident Programs 84/02/16 
TUCKER. H 0 Duke Power Co 2pp 22653 336 24X 

Flche 30-267,04/02/16.8403160134 


—8403160141 IE Insp Repts 50-269/84-04,50-270/94-04 6 S0-2B7/S4-04 on 
840201-02 No violations identified Major areas Inspected 
emergency preparedness areas of protective action 
dec isionraatlng 

CLINE. M E Region 2, Office of Director 84/02/15 4pp 
22635 330 24X Flche 50-267,84/02/16,8403160134 


8403090222 Forwards Rev 3 to training 8, qualification plan Rev 
withheld (ref 10CFR73 21> 

TUCKER, t( D Duke Power Co 84/02/29 O'REILLY. J P Region 2. 
Office of Director Ip 22573 149 24X Flche 30-269.84/02/29, 
8403070222 


8403160270 Eitends invitation to attend B40316 workshop to discuss 
lOCFRSO.App R requirements results of recent insp to help 
resolve misunderstanding associated w/requlrements 
LENI6. R C Division of Project & Resident Programs B4/03/p2 
TUCKER, H B Duke Power Co ip 22660 274 24X 

Fiche 30-000,84/03/02.8403160278 


Q403I60243 Forwards summarg of 840228 meeting w/util in Atlanta.OA re 
10CFR50 48 (c lOCFRSO.App R fire protection application 
Attendance list also enc 1 

LEWI8/R C Division of Project & Resident Programs 84/03/07 
TUCKER, H Q Duke Power Co 3pp 22660 312 24X 

Flche 30-267,84/03/07.8403160245 


0403120119 Advises that 840116 Rev 11 to physical security plan- 
consistent u/provlsions of tOCFRSO 54<p) 6 acceptable 
LENIS, R C Division of Project !( Resident Programs 84/03/08 
TUCKER. H □ Duke Power Co 2pp, 22SG7 219 24X 

Fiche SO-267. 84/03/08. 84031201 1? 


9403290069 Ack receipt of 840208 1 tr Informing MRC Of steps taken t-o 
correct violations noted in IE Insp Repts 30-269/83-36. 
50-270/03-37 6 30-287/83-36 Implementation of corrective 
actions wilt be eiamined during future insp 

DANCE, H C Division of Project 6 Resident Programs 84/03/20 
TUCKER. H D Duke Power Co Ip 22807 011 24X 

Fiche 50-269,84/03/20.8403290069 


“8403290108 IE Insp Repts 50-269/83-36,50-270/83-37 U 50-287/83-36 on 
831111-1210 Violation noted failure to follow Maint 
Procedure 270/83-37-01 re quality performed an Reactor 
Coolant Pump 202 

ORYANT, J Region 2. Office of Director 64/01/09 lOpp 
22807017 24X Flche 50-269,84/03/20.8403270069 


840-3270209 Forwards Rev 4 to util response to NUREO-0737, Sup p 1 1, 
Including control room review Implementation priority 
schedule 

TUCKER. H B Duke Power Co 84/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation. Direet-or ST0L2.O F Operating Reactors 
Branch 4 9pp 22772 088 24X F 1 c he ■ 50-269, 84/03/23, 8403270209 


P Operating license stage documents t correspondence 


8403060293 Submits response to NRC request for scheduler Info re SER of 
proposed inadequate core cooling Instrumentation Final 
design description will he submitted by 850701 
TUCKER, H D Duke Power Co 84/02/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, U F Operating Reactors 
Branch 4 2pp 22518 124 24X Flche 50-269.84/02/29,8403060292 


9403150329 Forwards Amends 127.127 t< 124 to Licenses CPR-3B, DPR-47 &i 
DPR-53i respectively (i safety evaluation Amends revile Tech 
Specs to implement limiting conditions for operation in 
event one startup transformer out of sve 

STOLZ, J F Operating Reactors Branch 4 84/03/02 TUCKER, H B 

Duke Power Co 2pp 22649 374 24X Fiche 50-269.84/03/02, 

8403150329 


— 8403IS0335 Amends 127,127 t< 124 to Licenses DPR-3a. OPft-47 t< DPR-5S. 
resp ec ttve ly, revl s 1 ng Tech Specs to Implement limiting 
conditions for operation in event one startup transformer 
out of sve 

STOLZ, J F Bperating Reactori Branch 4 84/03/02 21pp 

22649 276 24X Fiche 50-269, 84/03/02, 8403150328 


--B403S50344 Safety evaluation supporting Amends 127,137 *< 124 to 
Licenses DPn-3B, DPR-47 6 DPR-3 5, r esp ec t 1 ve i y 

* Office of Nuclear Reactor Regulation, Director 84/03/02 2pp 
22649 2?7 24X Fiche 50-269.84/03/02,8403150328 


O Inspectian reports. IE Bulletins U correspondence 


S40307O364 Forwards IE Insp Repts 50-269/83-11.50-270/83-11 6 
50-287/83-11 on 830317-28 Enforcement action addressed In 
NRC 830602 Itr 

LEWISiR C Division of Project !< Resident Programs 83/06/02 
TUCKER, H D Duke Power Co 2pp 22546 025 24X 

Fiche 30-269,83/06/02,0403070364 


— 0403070369 IE Insp Repts 50-269/83-11.50-270/83-11 t, 50-2B7/B3-U on 
830317-20 Violations noted loss of containment Integrity on 
830317 & 21 t< failure to meet requirements of confirmatory 
order dtd 810710 re independent verification 

BRYANT, J , FALCONER, 0 Region 2, Office of Director IQNATONIS.A 
Division of Projeeb 6 Resident Programs 83/06/02 lOpp 
22546 027 24X Flche 30-269,83/06/02,8403070364 


8403160134 Forwards IE Insp Repts 50-269/84-04,30-270/84-04 «< 
50-207/84-04 en 840201-02 No violations or deviations 
identif i ad 

DANCE, H C Division of Project ti Resident Programs 04/02/16 
TUCKER, H B Duke Power Co 2pp 22655 336 24X 

Fiche 50-269,64/02/16,0403160134 


— 8403160141 IE Insp Repts 30-269/84-04,50-270/84-04 & 50-287/84-04 on 
840201-02 Ho violations identified Major areas inspected 
emergency preparedness areas of protective action 
dec Is 1 onmaklng 

CLINE, M E Region 2, Office of Director JENKINS, O R Division 
of Emergency Preparedness 6 Materials Safety 84/02/13 4pp 
22653 336 24X Flche 50-269,94/02/16,8403160134 


0403010308 Forwards addl info re 030013 request for relief from 
Inservlce insp requirements (Nydros ta t Ic I of Section XI of 
ABME Boiler 6 Pressure Vessel Code Valve 2LPSU-133 cannot be 
closed due to sheared hinge pins 

TUCKER, H □ Duka Power Co 04/02/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZiJ F Operating Reactors 
Granch 4 2pp 22432 102 24X Flche 30-269,04/02/23.8403010308 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits fc Annunciation " Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness S< Englnserlng 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc llSpp 22909 239 24X Flche 50-000,84/02/29,8401190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " Sve list enc 1 

GRACE, J N Division of OA, Safeguards t. Inspection Programs (Post 
830103) D4/O3/03 Consolidated Edison Co of New York, Inc 

I30pp 22552 329 24X Flche 30-000,84/03/02,8402090007 


8402090003 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Gve list end 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 8301031 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fiche 50-000,84/03/02,0402090008 


8402090009 IE Info Notice B4-tS, "Reporting of Radiological Releases ” 
Sve list end 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc ll9pp 22553 217 24X Flche 50-000,84/03/02,8402090009 


8402090011 IE Info Notice 84-17, "Problems W/Hquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bve list end 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 030103) 84/03/03 Consolidated Edison Co of New 

York, Inc H7pp 22553 336 24X Flche 50-000,84/03/05,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From tnsps of 
Fire Protection Safe Shutdown Sys " 8vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22635.049 24X Fiche 50-000,84/03/07,8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PHR 
Sys " 8vc list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 930103) 84/03/07 Consolidated Edison Co of New 

York, Ine 118pp 22 584 106 24X Flche 50-000,84/03/07,9402090020 
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8402090031 IE Dulletln 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sya " 8vc list enc 1 

OEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York, Inc 

ia4pp 22823094 24XFicae 30-000,84/03/12,8402090031 


84032900^9 Ac k receipt of 840208 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 3O“269/03-36i 
50-270/83-37 tt 50-287/83-36 Implementation of corrective 
actions uill be eiamined during future insp 

DANCE.H C Division of Project «c Resident Programs 84/03/20 
TUCKER, H B Duke Pouer Co Ip 22807 Oil 24X 
Fiche 30-269,84/03/20,8403290069 


— 8403290082 Responds to NRC 840109 Itr re violations noted In IE Insp 
Repts 50-269/83-36,30-270/83-37 «, 30-287/03-36 Corrective 
actions Unit 2 staging coil locations corrected t< seal 
packages on Reactor Coolant Pump 2B2 replaced 

TUCKER, H D Duke Power Co 84/02/08 D'REILLY.J P Region 2, 
Office of Director 2p p 22807 012 24X Fiche 50-269,84/03/20, 

0403290069 


— 8403290090 Forwards IE Insp Repts 50-269/83-36,30-270/83-37 t, 
30-287/83-36 on 831111-1210 t, notice of violation 
DANCE, H C Division of Project t, Resident Programs 84/01/09 
TUCKER, H □ Duke Power Co 0pp 22807 014 24X 

Fiche 50-269,84/03/20,8403290069 


— 8403290108 IE Insp Repts 30-269/03-36, 30-270/03-37 t< 30-207/83-36 on 
831111-1210 Violation noted failure to follow Malnt 
Procedure 270/83-37-01 re quality pel formed on Reactor 
Coolant Pump 2B2 

BRYANT, J , FALCONER, D Region 2, Office of Director 

BRDMKLEE, V L Division of Project t< Resident Programs 84/01/09 

lOpp 22807 017 24X Fiche 30-269,84/03/20,8403290069 


0402090043 IE Info Notice 04-19, "Two Events Involving Unaothorlied 
Entries Into PUR Reactor Cavities ” Bvc list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York. Inc I23pp 22823 229 24X Fitho 50-000,84/03/21, 0402090043 


Q402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
8ys " Svc list end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 135pp 22933 001 24X Fiche 50-000,84/03/21,8402090044 


R Periodic operating reports h related correspondence 


B403200010 Konthly operating repts for Feb 1964 U/840315 Itr 
REAVIS. J A , TUCKER, H B Duke Power Co 84/02/29 17pp 
22685 185 24X Fiche 50-269,84/02/29,0403200010 


V Operator Examinations 


8403080239 Forwards operator licensing exam schedule through CYBS, in 
response to Oenerlc Ltr 83-40 

TUCKER, H B Duka Power Co 04/02/29 EISENHUT, D 0 Division of 
Licensing 2pp 22561 023 24X Fiche 50-269,84/02/29,0403080239 


DOCKET 50-209 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, emergency t< fire protection plans 


8403140088 Public version of temporary change notices to emergency 
plan Impltnanting procedures, tndud ing Procedure 1004 B re 
callout of onsite (< offsite duty roster personnel U/ 

JM Felton 840312 release memo 

BRADY, J A , PAULE8, J , ORANOE, 0 J General Public Utilities - GPU 
Service Corp. 83/10/27 SSpp. 22637 142 24X 

Fiche. 50-289, 83/10/27, 8403140000 


8402090006 Board Notification 04-034 forwards R Vo 11 mar 840206 memo to 
D Elicnhut re fire research results concerning fires in 
electrical cabinets in control room 

EIBENHUT.D 0 Division of Licensing 84/02/23 PALLADINO, 
SILINSKY, ROBERTS Commissioners Ip 22576 203 24X 

Fiche- 50-000, 04/03/23, 84O209O006 


— 0403080316 Recommends that Info re fire research results concerning 
firei in electrical cabinets in control room be submitted 
for board notification, per NRR Ofc Ltr 19, dtd 021001 Further 
evaluation of test data required 

VOLLMER.R H Division of Engineering 04/02/06 EISENHUT, D 0 
Division of Licensing lOpp 22576 204 24X 

Fiche 50-000, 04/02/23, 8402090006 


8403010347 Forwards status 8, justification for nine listed NUREG-0737 • 
Reg Guide 1 97 items, per 840222 request Analysis of safety 
parameter display eys will be submitted by 840430 

MUKILL, H D General Public Utilities - GPU Service Corp 04/02/27 
EISENHUT, 0 0 Division of Licensing 21pp 22433 018 24X 

Fiche 50-209,04/02/27.0403010347 


8403050097 Revised emergency plan implementing procedures, Inc lud Ing 
Procedure 1004 0 re callout of onsite & offsite duty roster 
personnel 6 Procedure 1004 21 re emergency repair/ 
operati ons 

* General Public Utilities - GPU Service Corp 04/02/28 17pp 
23488 067 24X Fiche 50-289,84/02/28,6403050097 


8403060133 Forwards Rev 19 to security plan Rev restores portions of 
plan wording re TMl-2 security features modified in Revs 17 
S. 10 Rev withheld (ref 10CFR73 21) 

HUKILL, H D General Public Utilities - GPU Service Corp 04/02/29 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 

22506 332 24X Fiche 50-289.84/02/29,8403060133 


8403120166 Revised emergency plan implementing procedures, inr I ud ing 
Procedure 1004 36 re warehouse muster, Procedure 1004 4 re 
general emergency 6 Procedure 1004 3 re site emergency 
♦ General Public Utilities - GPU Service Corp 84/03/01 BSpp 
22590 319 24X Fiche 50-289,84/03/01,0403120166 


8403120004 Reevaluates response to NUREG-0737, 1 tem III D 3 4. "'Contt ol 
Room Habitability," based on PRA teclinique for onsite & 
offsite sources App R mods will assure adequate smoke 
detection In control room 

HuKILL, H D General Public Utilities - GPU Service Corp 84/03/02 
BTDLZr J F Operating Reactors Branch 4 2pp 22SQ6 306 24X 

Fiche 50-289,84/03/02,0403120004 


0403220141 Rev 9 to Procedure 1004 6, "Add) Assistance 6 Notification " 
e General Public Utilities - GPU Service Corp 84/03/06 21pp 
22714 288 24X Fiche 50-289,04/03/06.8403220141 


8403130286 Informs that annual emergency exorcise scheduled for 041003, 
per iOCFRSOiApp E requirements Limited participation planned 
by Commonwealth of PA, five risk counties t< local 
munic ipal 1 1 i es 

HUKILL, H D General Public Utilities - GPU Service Corp 84/03/00 
Office of Nuclear Reactor Regulation, Director ip 22603 160 
24X Fiche 30-209,84/03/08,8403130286 


8403190243 Notification of 040418 workshop in King of Prussia, PA to 
discuss lessons learned from recent App fi fire protectian 
safe shutdown insp 6 topics described in IE Info Notice 
04-09 Agenda for works))op end 

HURLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE. J 0 

Consolidated Edison Co of New York, Inc COUNSIL.U 0 Northeast 

Nuclear Energy Co (subs of Northeast Utilities) RHODE, 0 K 
Niagara Mohawk Power Corp 35pp 22672 062 24X 

riche 50-000.84/03/09,0403190243 


8403270315 Advises that emergency plan. documented in NUREG-0746, 
"Emergency Preparedness Evaluation for TMI-l" fc Suppl t, 

NUREO-0737, Item III A 2 1, complete for facility 
STDLZ.J F Operating Reactors Branch 4 84/03/09 HUKILL. H 0 

General Public Utilities - GPU Service Corp 5pp 22789 241 Q4X 
Fiche 50-289,84/03/09.8403270315 


8403270232 Revised emergency plan Implementing procedures, including Rev 
10 to Procedure 1004 6, "Add! Assistance ti Noti flcotion" 6 
Rev 4 to Procedure 1004 6, "Offsite Emergency Response 
Direc tory " 

GIANGIiG J General Public Utilities - GPU Service Corp 84/03/20 
22pp 22771 354 24X Fiche 50-289,84/03/20,8403270232 


8403300303 Notification of 840327 meeting w/util In BethesdsiMD to 
discuss detailed control room design review items relative 
to requirements of NUREQ-0737, Supp 1 1 

SILVER, H Operating Reactors Assessment Branch, 04/03/20 
STOLZ.J F Operating Reactors Branch 4 2pp 22044 307 24X 

Fiche 50-289,84/03/20,8403300303 


8403290005 Inquires as to whether NRC plans to take any action to 
correct deficiencies in emergency preparedness for facility 
identified by FEHA Details of NRC position requested 
UEISSiE R Harmon ti Ueiss 04/03/22 STCILZ.J F Operating 
Reactors Branch 4 ip 22803 201 24X Fiche 50-289,84/03/22, 

8403290005 
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0 Ad jud 1 c atorv correspondence 


0403010009 tlequesCi substitution Of Attachnent I to 040206 filing w/ 
and t< corrects statement re insp or licensee prodjced 
documents Original Attachment I should be returned 
CHUflCHlLL.H M ShauJ. Pittman, Potts 4 Trowbridge CHtlffCHlLL, B U 
Metropolitan Edison Co 04/02/13 UOLPEp S J i HETRtCKi 0 L > 

UAMOi J C Atonic Safety and Licensing Board Panel 6pp S243S 321 
24X FlChe 50-209,04/02/13,0403010009 


B4030600S4 Forwards listed uneipurgated ref documents t< Topical Rapt 
003>Rev 3 Vl/o enci tl/svc list Related correspondence 
CHURCHILL, 0 W Shaw, Pittman, Potts & Trowbridge CHURCHILL.!! (d 
Metropolitan Edison Co 04/03/01 DOROSHOW. U , DRABFORD, L Three 
Hlle Island Alert 2pp 22316 359 24X FlChe 50-209,04/03/01, 

0403060084 


8403060102 Memorandum t< order denying THf Alert B40125 motion for 
order compelling discovery i< granting licensee 040206 
notion for protective order 

MOLFE, S J Atomic Safety and Licensing Board Panel 04/03/02 
Three Kile Island Alert Bpp 22510 350 24X Flche 50-209, 

04/03/02. 0403060182 


0403060243 Protective order that licensee shall not be compelled to 
respond to intervenpr, TMI Alert Document Request 22 set 
forth In S3IS30 request for production of documents 
I40LFE, S J Atomic Safety and Licensing Doard Panel 04/03/02 
Metropolitan Edison Co 9pp 2251 5 101 24X Ftche 30-209,04/03/02, 

8403060243 


840307<>025 Notice fcruardlng Info re recent resolution of proceeding 
In which Met Ed was charged u/criminal activity re primary 
coolant leak rate testing Certificate of 0vc encl Related 
correspondence 

0LAKE, E L Metropolitan Edison Co BLAKE, E L Shaw, Pittman, Potts 
t) Trowbridge 04/03/02 63pp 22548 043 24X 

Fiche 50-2S9, 04/03/02, 0403070025 


8403070233 Informs parties that Camml ssi oner Bernthal util tour 
facility on 040309 Notification of representatives of 
parties wishing to attend must be made no later than 040300 
a Commissioners 84/03/06 Ip 22541 300 24X 

Flche 50-209.84/03/06, 0403070233 


8403080105 Errata for licensee motion far summary dispusition of each 
of 7(il Alert h Joint Intervener contention Certificate of 
8 VC encl 

TRONBRIDOE, 9 F Ketropolltan Edison Co TRQMBR IDOE. 0 F Shaui, 
Pittman. Potts t, Troubrldge 34/03/06 Atomic Safety and 

Licensing Board Panel 4pp 22559 170 24X Flche 50-209.04/03/06, 

8403080109 


8403090129 Notice forwarding transcript of 840228 t 29 proceedings & 
B403D1 order by US District Court for Middle District of 
State of PA re resolution of leak rate test Related 
C orresp ondenc s 

DLAKE.E L Metropolitan Edison Co 04/03/07 Atomic Safety and 
Licensing Board Panel a9pp 22576 009 24X Flche 50-289,04/03/07, 

0403090 J 2? 


8403130013 Motion for reconsid erat ion of ALAO-697 in view of neu info 
re emergency planning for farmers ASLA0 grossly erred in 
considering matter of emergency planning for farmers 
resolved Certificate of Sve end 

AAMDDT.NQ , A A MOOT. M M Aamodts 84/03/07 Atomic Safety and 
Licensing Appeal Panel 33pp 22615 128 24X Fiche 50-289, 

04/03/07, 0403130013 


8403140111 Aek receipt of Joint Interveners 84fr227 motion to file 
response to licensee second set of interrogatories out of 
time Motion viewed discovery between Joint Intervenors 6 
licensee Staff does not intend to file brief on merits 
WASNER.K E Hearing Branch 4 04/03/07 WQLFE.S J , LAMB, J C 

HETRICK, 0 L Atomic Safety and Licensing Board Panel Jp 
22623 359 SAX Flche 30-209,84/03/07,0403140111 


8403130443 Forwards luppl enental affidavit of FS Oiacebie clarifying 
B40283 affidavit Related correspondence 

CHURCHILL, B W Sham, Pittman, Potts I, Troubrldge CHURCHILL, B W 
Metropolitan Edison Co 84/03/08 NOLFE, 8 J > LAMB, J 0 , 

HETRICK, 0 L Atomic Safety and Licensing Board Panel Ip 
22613 172 24X Flche 50-289.04/03/00,8403130443 


-—8403130451 Supplemental affidavit of FS Oiac obbe, c lar if y ing misleading 
statement in 840223 affidavit 

OIACDBUE, F S Metropolitan Edison Co 04/03/07 3pp 22613 1 73 
24X Flche- 50-209,04/03/08,0403130443 


6403130065 Motion for eitention of time until 840330 to respond to 
licensee h NRC motions for summary disposition Certificate 
of 8vc encl Related correspondence 

DDROEHOW.J Three Mile Island Alert 84/03/10 Atomic Safety and 
Licensing Doard Panel 5pp 22602 118 24X Flche 50-289.04/03/10, 

0403130065 


0403160015 Responds to RC DeYoung 040306 Itr re emergency Info 
pamphlet on farm evacuation plans Suggestion that author 
initiate 6 negotiate plans u/Commonueal th of PA 
unaccep table 

LEE.J' Affl 1 iatl on Not Assi gned 04/03/12 PALLADINQ, OILIWaKY, 

ASSELSTINE Commissioners 3pp 22652 359 24X 

Fiche 50-209,04/03/12,0403160015 


8403210137 Comments on need to resolve mg t integrity issue prior to HRC 
restart dec 1 s i on 

ODOOLINOiQ House of Rep 84/03/12 UOALL, H K House of Rep , 
Interior U Insular Affairs Spp 22707 251 24X 

Fiche 50-209, 84/03/12, 840321OI3> 


8403200055 Forwards M Hashington 840313 memo detailing contacts ui/ 
Bradford on 840217 U Uashlngton conscientious efforts to 
arrange to obtain documents promised & ordered by ASLB did 
not amount to harassment Related correspondence 

TROUBRtDOE.G F Shaw, Pittman, Potts t, Trowbridge TRaNORIDOE.O F 
Metropolitan Edison Co 04/03/14 DOROSHDW, J Three Mile Island 
Alert llpp 28698 296 24X Flche 50-209,84/03/14,8403200055 


0403160007 Second supplemental answer to TMI Alert first set of 
Interrogatories 6 request for production of documents 
C omputor printout list of documents requested encl Staff 
objects to Production Bequest 2 Certificate of Sve end 
WASNER.H E Hearing Branch 4 84/03/15 83pp 22655.174 24X 

Flche. 50-289, 04/03/15, 0403160007 


6403160032 Responds to 831206 Itr re Commission consideration of 
applicant request for Commission approval of restart Final 
decision will be made in near future 

PALLADIhlO.N J Commissioners 04/03/15 UOALL, M K House of Rep , 
Interior tc Insular Affairs 2pp 2265S 141 84X 

Fiche 50-209,84/03/15,8403160032 


0403190187 Forwards supplemental affidavit of CE McCracken ti C8 Ho re 
clarification to 040224 affidavit in support of staff motion 
for summary disposition of TMI Alert Contention 1 d 
WAGNER, M E Hearing Branch 4 84/03/15 WOLFE. 8 J, LAMB,JC, 

HETRICK, D L Atomic Safety and Licensing Board Panel Ip 
22670 357 24X Flche 50-209,04/03/15,8403190187 


— 0403190109 Supplemental affidavit of CE McCracken t, PC Wu clarifying 
Paragraph 9 of B40224 affidavit in support of staff matlor) 
for summary disposition of TMI Alert Contention 1 d 
MCCRACKEN, C E , MU. P C Division of Engineering 84/03/14 2pp 
28670 350 24X Flche 30-209,04/03/13,8403190187 


8403200066 Forwards licensee status rept on required actions from 
Feb 1983 BETA rapt, Interofc memo re shift monitor program (< 
press release announcing change In Nuclear Safety (< 

Compliance Committee 

BAUSER, D B ShatJ- Pittman, Potts 6 Trowbridge BAUSER, D B 
Metropolitan Edison Co 84/03/15 EOLES, G J , BUCK, J H , KOML.C N 
Atomic Safety and Licensing Appeal Panel 61pp 22685 035 24X 

Fiche 50-209,84/03/15,8403200066 


8403200120 Response supporting TMI Alert motion for eitension of time 
until 840330 for filing response to licensee B NRC motions 
for summery disposition Certificate of Sve encl Related 
correspondence 

TROWBRIDGE, 0 F Metropolitan Edison Co TROWBRIDGE, 0 F. ahaw, 
Pittman, Potts t> Trowbridge 64/03/15 Atomic Safety and 
Licensing Doard Panel Spp 22699 176 24X Fiche 50-289,84/03/15, 

8403200120 


8403200191 Responds to 831208 & 18 itrs re possibility of restart 
decision prior to further evidentiary hearings on mgt 
competence t< integrity A8LAB decision will be considered by 
Commiss ion upon 1 ssuance 

PALLADINO,M J Commissioner* 84/03/19 SPECTER, A Senate 2pp 
22690.003 24X Flche 50-209,84/03/19,8403200191 


—0403200195 Forwards revised addl views of Commissioner Bernthal per 
Commission 840127 memorandum re tentative views J, plans for 
resolution of mgt integrity issues prior to restart 
CLEMENTS, H L Off lee of the Secretary of the Commission 
84/02/13 Office of the Eiecutlve Legal Director. 4pp 
22690 020 84X Fiche 50-289.64/03/19,0403200191 
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Rvspond^ to 040124 Itt* & 031216 po$ltlan statement re 
funding of ctaanup proragui * ite for r*«tort Commiaeion 
doBt nut fiAv* legal authority to condition reatart of THI-I 
on funding solution for tlaonup of TMl-S 
PALLADlNO, M g Conmnisloner* 84/03/19 THORNDURCH- fl 
Ponn« vlvanl«, coniinonuea 1 th af> Spp 22690 024 24X 

FiChe 50-ae*?, 84/03/19. 0403200191 


04O3SOO2OO Canunonts on r*pt that Commistlon recommended au thori lat ton 
to operat* at 29X power w/cownancement at early at Uan 1904 
Author! Joe 1 an contradict* previoo* Commii*ion asiurances 
Cvidontiary hearings recommended 

BPECTEUrA Benate 03/12/00 PAULADINO.N J Comml sfii oners ip 

a 269 e-oa 7 aax rich* 50-209.84/03/19.0403200191 


■eAQSaQQaOa «»*pnnd» to 031117 Itr re resolotl on of mgt competence ti 
integrity issue* prior to restart Ouestions about competence 
l< integrity will be adequately resolved prior to restart 
decision 

PLAINEjH H. Office of the Oencral Counsel 03/11/23 SPECTER. A 
Senate. S2pp 22690020 24X FIche 50-209.04/03/19,0403200191 


— 6403200211 Advises Commission to hold necessary hearings to resolve 
outstanding issues dlscusssd at 031216 hearing 

SPECTER. A Senate 03/12/16 PAULADINO.N Commissioners 2pp 
22698' 030. aaX FIche 50-209,04/03/19,0403200191 


8403210014 UCB brief on Commission 040127 review of Issuei decided in 
ALAB~7S9 ti AUAS-744 History of proceeding shows successive 
nerruiaing of lesue* until all unresolvable issue* excluded 
M/Certi ficat* nf Bve 

WBIOS. E. R. Union of Concerned Scientist* 04/03/19 44pp 
aa7062a3. ZAX Flche 30-209,04/03/19.0403210014 


B403210024 Briaf re Commission review of specific design issues in 
ALAH— 729, Cer 1 1 f icate of Bve end 

OOLDBERO, J R Hearing Branch 2 RAWSON. R J Hearing Branch 4 
84/03/19. Commissioners 47pp 22706 000 24X 

Flche- 30-209. 94/03/19.0403210024 


3403210193 Briaf on review of ALAH-729 t ALAB-744 Commission review 
areas should ta-u affirmed 

BAXTER. T. A Matropolltan Edison Co BAXTER, T A Shaw. Pittman. 
Potts it Trawbrldgs BOB 020 04/03/19 Commissioners 60pp 

22710.001, a4X Flche 30-289,04/03/19,0403210193 


8403220242 Response to both licensee t< staff motion far summary 
il t sp os 1 1 inn Dp Joint Intervanors contentions t< motion to 
Bjtay hearing. Cartlflcats of Sve cnc 1 

AAHODT>N 0 Aaaiodt* LEE. J Joint Petitioners - TMI 04/03/19 
Adonic Safety and Licensing Board Panel 9pp. 22719 040, 24X 

Flche. 90-289. 64/03/19.0403220242 


6403310169 Response supporting licensee 040224 motion for summery 
disposition of each of THl Alert ii Joint Intervenovs 
contentions. Notion establishes that no genuine Issues of 
fact be IttigAted. 

UAONER.M E. H«arlng Branch 4 DSB 013 84/03/20. Atomic Safety 

and Licensing Board Panel 6pp 22710 340, 24X 

FiCha. 90-289, S4/03/20, B4032I0169 


•—6403210173 Affidavit of CE McCracken I, PC Wu in response to licenser 
aeotlsn far sunMnsrlj disposition of Joint Intervenors 
Cantsntlon 3. Certificate of Bve end 

NCCRACKEMrC B:. . HU,P C Division of Engineering 04/03/14 9pp 
22710-354 a4X Flche- 30-289, 04/03/20, 0403210169 


8403810179 Forwar-ds HO Huklll 840222 t, 27 Itrs re emergency feedwatsr 
ays flow Instrumentation 6 NUREQ-0737 selective Item status, 
r espsc 1 1 ve I y. SVC list end 

BAXTER. T, A. Shau, Pittman, Pott* t< Trowbridge BAXTER, T A 
Hatrapelttan Edison Co 080 003 04/03/20 CHILK, 8. J Office of 

the Bscretary of the Commission. 27pp. 22710 106 2 AX 

Flche; 00-269, 64/03/20,0403210173 


6403210167 Farwa*-ds H Huklll 040307 Itr to JF Otolx re reviews of 
tsmchLng perfarmancs, sbl I Ity fa attitude of OD In 1903 fa 
RR Clark B4022& Itr to RC Deyoung responding to 040203 
notice of vtdlAtion Certificate of Bye end. 

VAUBER, D. B Shaw, Pittman, Potts fa Trowbrltfga BAUSER'O B 
Metropolitan Edison Co DBB 004 84/03/20 EDLEB.O J , BUCK, J H . 

KOHI-.C, N, Atomic Safety and Licensing Appeal panel 39pp. 
22710;2B9 24X Flche; 30-209, 04/03/20, 6403210167 


8403260382 Inquiras re intended plan to take action on FEMA tdentlftad 
daflclenclsB in amsrgsney preparedness, 

WElSOiE'R Harmon fa Hals* REISS, E.R, Three Milt Island Alert 
Dan 099 g4/0:3/BS STOLZ.J F. operating Reactors Branch 4 Ip 

22760:142. S4K Flche 30-209.04/03/22,6403260362 


S403B70300 Informs that staff does not intend to respond to Aamodt 
840307 Iflotlon for reconsideration of ALAB-697 uni«],j 
requested by A5LAD » 

ORAV, J R Hearing Branch 4 DSB 137 04/03/22 eDLES. O J , 

QUARLES, L R , BUCK, J H Atomic Safety and Licensing Appeal Panel 
Ip 22789 034 54X Flche 30-209,04/03/22,0403270300 


B403270304 Response to TMI Alert 840310 motion for extensions of time 
until 040330 to respond to licenses fa staff motions for 
summary disposition Staff does not object to motion 
Certificate of 5vc end Related correspondence 

UAONER. M E Hearing Branch 4 DSB 136 04/03/22 Atomic Safety 

and Licensing Board Panel 3pp 22769 029 24X 

FIche 90-209.04/03/22,0403270304 


0403260332 Order granting Joint Intervenors 040227 motlan to file out 
Of time response to licensee second set of interrogatories 
Served on 040326 

WOLFE, S J Atomic Safety and Licensing Board Panel DOG 089 
84/03/33 Joint Petitioners - TMI ip 22760 i6l 24K 
F i c h e 30-289. 84 /03/23. 8403260332 


0403260337 Order granting extension of time until B40330 to rsepond to 
licensee << staff motions for summary disposition Served on 
B 40326 

WOLFE, 8 J Atomic Safety and Licensing Board Panel DSB OSB 
84/03/23 Three Mile Island Alert Ip 22760 164 24 X 

Flche 50-209, 84/03/23, 0403260337 


0403260343 Response apposing Aamodt 040308 motion for reconsideration 
of ALAB-697 Notion advances no arguments not previously 
presented Certificate of Sve encl 

ZAHLER, R C Metropolitan Edison Co ZAHLER,R E Shaia, Pittman, 
Potts fa Trowbridge DSB 099 84/03/23 Atomic Oafety and 

Licensing Appeal Panel 6pp 22760 184 24X Flche 30-289,84/03/23, 

8403260345 


8403290366 Amended response to UCS B40120 petition to show cause re 
emergency feedwater sys Amend necessary to reflect factual 
developments which have occurred since 840224 re licensee 
response Certificate of Sve end 

BAXTER, T A Oeneral Public Utilities - GPU Service Corp 

BAXTER, T A Shaw, Pittman, Potts fa Trowbridge dSB 193 84/03/26 

Office of Nuclear Reactor Regulation, Director 24pp 22814 259 
24X Flche 30-289.84/03/26,8403290386 


8403200343 Memorandum fa Order CLl-84-3 on relevancs of Board 
Notification 83-47 issues In proceeding Issues do not 
warrant reopening record Separate views of Commissioner 
Olllnsky »ntl 

CHILR. 8 J Office of the Secretary of the Commission DBB 151 
84/03/28 ISpp 22787 101 24X Flche 50-289,04/03/28,0403200343 


6403260332 Notifies that Commissioner Bernthal will tour plant on 
040406 Served on 840328 

* Commissioners DSB 159 04/03/28 Ip 22787 172 24X 

Fiche 50-209,04/03/20,8403280332 


0403300259 Notice of change In sve list Certificate of Sve encl 
VIEISS. E R Harmon fa Meiss DSB 211 B4/03/3O 3pp 22024-071 

24X Flche 30-209.84/03/30.8403300239 


H General correspondence 


8403160291 Expresses appreciation for receipt of missing page from 
Board Notification 84-002A E Blake admission of telling 
clients not to rspt significant employment test rev to MRC 
is important Item to investigate as part of mgt competency. 

LEWIS. H I Lewis, M 84/02/12 STOLZ.J F NRC - No Detailed 
Affiliation Given 2pp 22660 143. S4X Flche 30-289,84/02/12, 
8403160291. 


6403060220 Urges NRC to grant immediate approval for restart of 
undamaged reactor 

IHLERiR. Affiliation Not Assigned 84/02/29 NRC - No Detailed 
Affiliation Given Ip 22515 177 24X Flche 30-289104/02/29, 

8403060220 


B4O313OO20 Urges NRC to put facility back in operation 

OHANGEY, R E Affiliation Not Assigned 04/03/05 NRC - No 
Detailed Affiliation Given 2pp 226(3 303 S4X 
Flche 50-289,04/03/03,8403130028 


0403210141 Requests deletion of RC Arnold, former president of 
Gonaral Public Util*, from NRC mailings 

* Oeneral Public Utilities - GPU Service Corp 64/03/16 NHC - 
No Detailed Affiliation Given 2pp 22707 280 24X 

Flche 30-209,84/03/16,8403210141 
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B403230001 Submits rev to d 1 s tri tiu t ion list Ic fpruariJs personnel U 
title changes maiie to mailing labels 

HUKILL.H D General Public Utilities - GPU Service Corp 04/03/20 
DENTONi H K Office of Nuclear Reactor Regulation. Director 5pp 
2272<> 3SO 24X Flche 90-269,04/03/20,0403230001 


B40327ai4& Requests Label 217097007114 for CW Smv th, 1 ic en S i n 5 manager, 
be changed an NRC distribution of dncuments (. 
correspondence Rev to enc 1 1 1st s. mar ked to reflect 
personnel t. title changes for util emp 1 ogee s, a 1 so requested 
HUKILL.H 0 General Public Utilities - GPU Service Corp 84/03/20 
SCHAEFFE«,C NRC - No Detailed Affiliation Given 6 pp 22770 013 
24X Fiche 50-2&9. B4/03/20 , 0403270146 


J Insurance & indemnity information 


0403200010 Forwards Endorsements 72 t 73 to NELIA Polity NF-220 Ic 
Endorsements 62 >« 63 to HAELU Policy (1F-73 

OERETY.H F Oeneral Public Utilities - GPU Service Corp 84/03/22 
SALT2HAN. J Office of Nuclear Reactor Regulation, Director Spp 
22777 074 24X FIthe 50-209.64/03/22,8403280010 


P Oparating license stage documents Ic correspondence 


8403010010 FOIA request for documents re TMI-1 Restart Issues Task 
Force to be placed in PDR 

SHOLLY. S C Union of Concerned Scientists 83/12/12 FELTON. JK 
Division of Rules and Records Ip, 22446 056 24X 

Fiche 50-209. B 3 / 12 / 12 . S40301DD10 


8403010014 Partial response to FtJIA request for documents re TMI-1 
Restart Issues Task Force Foruards documents listed on app 
Info also available in PDR 

FELTON. J M Division of Rules and Records 84/01/03 8 HOLLY, 5 C 

Union of Concerned Scientists 2pp 22446 057 24X 

Flcha 50-289,04/01/03,0403010014 


— B3D5I10054 Informs that reevaluation of Cycle 9 reload application, 
has Identified two Issues re nonconservative cladding 
suialllng 6 rupture models 6 TAFY/TACO penalty proposed by 
HtH that shoud be resolved prior to restart 

RUBENSTEIN, L S Assistant Director for Core i> Plant Bysteme 
83/05/02 LAINAS. 0 C Assistant Director for Operating Reactors 
3pp 22446 212 24X Fiche 90-289, 84/01 /03, 840301001 4 


— B403010020 Assigns recipients to Th1I-l Restart Issues Task Force to 
verify that NRC requirements for restart correctly 
identified U facility treated similar to ell operating 
plants for other NRC requirements 

E18ENHUT. D 0 Division of Licensing STAROSTECKl, R Division of 
Project 6 Resident Programs 83/04/15 OACODB.R Region 1, 
Office of Director YANVLIET.J , DIIANNI, D Division of 
Licensing ip 22446 039 24X Fiche 50-289.04/01/03,0403010014 


— 6403010023 Respunds to 030415 memo t> forwards "Rept of TMI-l Restart 
Issues Task Force Members " Meeting requested to respond 
to questions 

WILLIAMS, M H TMI-1 Restart Issues Task Force 83/04/29 
EISENHUT. D 0 Division of Licensing STAROSTECKl, R Division of 
Project tc Resident Programs Ip 22446 060 24X 

Flch e 50-289. 04/01/03, B403010014 


— 6403010030 “Rept of TMI-1 Restart Issues Task Force Members " 
WILLIAMS, M . van VLIET, J . YOUNO, F TMI-1 Restart Issues Task 
Force 03/04/29 ISOpp 22446 061 24X Fiche 50-289,04/01/03, 

B403010014 


—8403010036 List of generic 1 trs from 1978-1903 Related Info end 
• NRC - No Detailed Affiliation Given 64/01/03 27pp. 

22446 247 24X Fiche 50-289,84/01/03,8403010014 


— 6403010043 Forwards input to B30429 TMI-l Restart Issues Task Force 
rspt Info derived from A 8 LD partial initial decisions In 
restart proceedings Related info enc I 

OOLDDERGi J R Office of the Executive Legal Director 64/01/03 

UtLLIAM9, M Division of Licensing 19pp 22446 274 24X 

Flchei 50-209.84/01/03. 8403010014 


0403020392 FDIA request for ChlU 821019 memo to Direks re post- 
accident sampling sys (NURE0-D737, Item 11 D 3 > to be placed 
in PDR 

PEDRO. J NU3 Corp 84/01/26 Division of Rules and Records Ip 
22491 BBS 24X Fiche 50-209,84/01/26.0403020392 


0403090393 Forwards DL Jensen 030517 Itr to N Palladkno re DOJ 
Investigation of TMl Document subj to Voigt 030926 FOIA 
request tc 830919 appeal Document should be placed in PDR 
SWEENEY. M Office of the General Counsel 04/01/27 POOL, M J NRC 
- Nb Detailed Affiliation Given Ip 22567 354 24X 

Fiche- 50-289, B4 /Q I /B7, 8403000393 


— 8403000429 Responds to 030411 Itr re TMI-1 restart tc DOJ investigation 
Into allegations re mgt competence Investigation being 
pursued diligently but util not be completed by requested 
date 

JENSEN. D L Justice. Dept of 83/05/17 PALLADIND. N J 
Commissioners 4pp 22967 3S5 24X Fiche 50-289,84/01/27. 

8403060393 


0403070053 Responds to 631214 Itr suggesting Commission refuse to 
restart Unit 1 until funding for Unit 2 cleanup In place 
CommlsBien does not believe that Unit 1 restart 6 Unit 2 
cleanup should be tied together 

PALLADINO.N J Commissioners 84/02/08 MORRIS, A E Advisory 
Council for Decontamination of TMI Unit 2 Ip 22963 190 B4X 
Fiche 50-289.04/02/08,8403070053 


0403020169 Forwards table Indicating review i, insp status of TMI-1 
restart certification items Current schedule calls for 
completion of all items not requiring hot functional testing 
by June 1964 

STOLZ.J F Operating Reactors Branch 4 64/02/19 HUKILL.H 0 

Oeneral Public Utilities - GPU Service Corp 33pp 22491 101 24X 

Fiche 90-209,64/02/15,8403020169 


0403020399 Responds to FOIA request for Chilk B21019 memo to Dlrcks 
re BECY-B2-3B4 cnncernlng status of TMI-l NUREO-0737 items 
Forwards document Document also available In PDR 

FELTDN, J M Division of Rules and Records 04/02/19 PEDRO, J NU 8 
Corp Ip 22491 286 24X Fiche 30-209,04/02/19,6403020395 


6403060222 Forwards application for amend to License DPR-SO, chang Ing 
Toth 0pecs to incorporate functional tost program for 
reactor coolant pump snubbers to develop seal replacement 
program for hydraulic snubbers 

HUKILL.H D Oomeral Public Utilities - GPU Service Corp 04/02/17 

STOLZi J F □peratlng Reactors Branch 4 Ip 22516 064 24X 

Flcha 90-289.84/02/17.0403060222 


— 04D3O6O229 Application for amend to License DPR-50. chang ing Tech Specs 
to incorporate functional test program for reactor coolant 
pump snubbers 6 to develop seal replacement program for 
hydraulic snubbers Certificate of Svc enc 1 
HUKILL.H D Oeneral Public Utilities - GPU Service Corp 
04/02/17 2pp 22516 065 24X Fiche 50-269.64/02/17.6403060222 


--B4D3060236 Proposed Tech Spec changes re functional test program for 
reactor coolant pump snubbers 6 seal replacement program for 
hydraulic snubbers 

* General Public Utilities - GPU Service Corp 84/02/17 I4pp 
22316 066 24X Fiche 50-207, 04/02/17. 8403060222 


0403060476 Requests expected response date for each TMI action item 
listed in end within 10 days 

EISENHUT, D 0 Division of Licensing 64/02/21 HUKILL.H D 
Oeneral Public Utilities - GPU Service Carp Spp 22992 320 24X 

Fiche 50-209.04/02/21.8403060476 


9403010516 Summary of 840130-31 meetings u/utll at site in Dauphin 
County, PA re status , schcdul e 6 scope of implementation of 
selected NUREO-0737 action items Agenda 6 vlewgraphs 
enc 1 

VAN VLIET, J Operating Reactors Branch 4 84/02/22 Operating 

Reactors Branch 4 ISOpp 22443 303 24X FI c he. 90-289. 84/02/22. 

8403010516 


0403060473 Requests expected completion dates for NUREO-0737 Items & 
justification for proposed schedule for items that will hot 
be completed by June 1904 by 040227 

EISENHUT, DO Division of Licensing 64/02/22 HUKILL.H D 
Oeneral Public Utilities - GPU Service Corp 4pp 22992,329 24X 

Fiche 90-209,84/02/22,8403060473 


8403120310 Forwards, for review, revl sed draft package of conditions 
from TMI-l restart proceedings for incorporation into OL 
Meeting proposed for Mar 1964 at TMl-1 site to receive 
required addl info 6 discuss comments on license conditions. 

STOLZiJ F Operating Reactors Branch 4 84/02/22 HUKILL.H D 

Oeneral Public Utilities - GPU Service Corp 14pp 22619 306 24X 

Fiche 90-289,84/02/22,8403120310 


B4030S041B Notification of 840309 meeting w/util in Middletown, PA to 
discuss draft package of license conditions assembled by NRC 
from TMl-1 restart proceeding decisions It forwarded to util 
by 040222 Itr 

VAN VLIET, J Operating Reactors Branch 4 64/02/24 STOLZ.J F. 

Operating Reactors Branch 4 3pp 22491 276 24X 

Fiche. 50-289,84/02/24, 0403020418 
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S40306047S Notification of B4030B meeting u/util in Detheeda.MD to 
dleeves resolution of environ (qualification deficiencies 
noted in Franklin Research Ctr technical evaluation rept & 
compliance u/lOCFRSO 40 

VAN VLiET.V Operating Reactors Branch 4 SA/OE/ae STOLZ, J F 
Operating Reactors Branch 4 Spp 8294? 381 84X 

Flche 90-289^94/02/83, B4030i0478 


B4030&0160 Forwards results of chemical analysis techniques performed 
on etd test matrix solution at required by NUREO-0737, Actl on 
Item II B 3, Per util 831188 Itr Response to Criterion 10 of 
draft BER complete 

HUKILLi H D General Public Utilities - GPU Service Corp 64/08/29 
8TQLZ.J F Operating Reactors Branch 4 Spp 88916 863 84X 

rich a 90-869, 64/08/89, 8403060160 


B403060199 Forwards check to satisfy cost of 840126 OL Change Request 
133 

KUKILU K D General Public Utilities ~ GPU Service Carp 84/03/01 
BTOLZi J F Office of Nuclear Reactor Regulation, Director Ip 
!f29J6 361 a4X Fiehe 90-289,84/03/01,8403060199 


6403060233 Forwards design info, instrument accuracy (< response times to 
aeslst in post-implementation review of containment water 
level monitoring (NUREO-0737, Item II F l),per 03071? 
requect 

HUKILL. H D General Public Utilities - GPU Service Corp 84/03/01 
STOLZ, J F Operating Reactors Branch 4 6pp 88917 317 24X 

Flche 90-289,84/03/01,8403060833 


6403080039 Lists planned submittal dates for eight action items, per 
840221 request 

HUKICL, H D General Public Utilities - GPU Service Corp 84/03/02 
EIBFNHUT, D 0 Division of Licensing 2pp 88999 197 84X 

Fiche 90-289,84/03/02,8403080039 


6403120004 Reevaluates response to NUREG-0737, 1 tern 111 D 3 4, "Control 
Roam Habitability," based on PRA technique for onsite & 
offsite sources App R mods will assure adequate smoke 
detection in control room 

HUKILL, H D General Public Utilities - CPU Service Corp 84/03/02 
STOLZ, J F Operating Reactors Branch 4 2pp 22966 306 24X 

Flche’ 90-889, 84/03/08, 8403120004 


8403090129 Forwards list of draft license conditions considered 
completeiper 840222 request Conditions should be deleted 
Draft License condition D A should specify Level I PRA h 
should bs submitted by 840630 

HUKTLL, H D General Public Utilities - GPU Service Corp. 84/03/09 
BTOLTZ, J F Operating Reactors Branch 4 2pp 22976 061 84X 

Flche 90-889,84/03/09,8403090129 


B4O3220107 Forwards safety evaluation re ThI Item II K 2 17, 
"Potential fop Voiding in RC9 During Transients " Safety 
evaluation documenting completion of Item encl 
STOLZ, J F Operating Reactors Branch 4 84/03/09 HUKILL, H D 

General Public Utilities - GPU Service Corp 4pp 22723.888 84X 

Flche 90-889,84/03/09,8403220107 


B4031S0096 Advises that 840309 Itr re draft license conditions 
contained incorrect date Correct completion date for Level 1 
PRA Is 860630, 

HUKILL, K 0 General Public Utilities - GPU Strvlce Corp 84/03/06 

BTOUZ, J F Operating Reactors Branch 4 Ip. 22986 281, 24X 
Flche 90-889,84/03/06,6403120096 


040316-0006 Forwards summary of revised RH-A9 L RH-G29 alarm setpoints 
to determine if setpoints could be lowered 

HUK1LL,H D. General Public Utilities - GPU Service Corp 84/03/12 
OSRUSKY, T Pennsylvania, Commonwealth of, 2pp. 22694 320 24X 

Fiche 90-289,84/03/12,8403160006 


'8403160022 Forwards summary of condensor offgas radiation monitor 
responses to once-through steam generator leakage 
HUKILL, H D General Public Utilities ~ GPU Service Corp 
64/03/12 BTOLZ,J F Operating Reactors Branch 4 Spp 
22694.322 S4X Flche. 90-269, 64/03/12, 8403160006 


0403160084 Forwards summary of condensor offgas radiation monitor 
rssfonses to oncs-through steam generator leakage 

HUKILL, H D General Public Utilities - GPU Service Carp 64/03/12 
STOLZ, J F Operating Reactors Branch 4 Spp, 28693 399 24X 

Flche 90-869,84/03/12,6403160084 


8408090041 Board Notification 84-090: provides Commission policy 
statement (, proposed rulemaking on environ qualifications 
EISENHUT, D 0 Division of Llcansing. 64/03/14. Atomic Safety and 
Llcanilng Board Panel lOpp 24X Flche 90-000,64/03/14,6402090041 


8403200099 Forwards schedule for implementation of aetivitiOB for 
control of heavy loads, per NRC requests re NUREG-'06tS Cask 
pit gate listing lugs will be modified by 841019 

HUKILL, H D General Public Utilities - GPU Service Corp 84/03/19 
EtSENHUT.D 0 Division of Licensing Spp 82689 313 S4X 
Flche 50-289,84/03/19,8403800099 


8403210014 UC8 brief on Commission 640187 review -of issues decided In 
ALAB-729 S< ALAB-744 History of proceeding shows successive 
narrowing of Issues until all unresolvable issues excluded 
W/Certi f icate of 8vc 

WEISS, E R Union of Concerned Scientists 84/03/19 44pp 
22706 883 24X Fiche 30-889.84/03/19,8403210014 


8403230040 Responds to NuREG-0737, Item 11 D 1 re relief & safety valve 
testing, per 840219 Itr Facility adequately represented by 
EPRI valve tests Precaution of 1,000 psig overly 
conservative 

HUKILL. H D General Public Utilities - GPU Service Corp -84/03/20 

STOLZ, J F Operating Reactors Branch 4 Ip 28724 331 24X 

Fiehe. 90-889, 04/03/20,8403230040 


8403830093 Notifies of assurances obtained from Design Data Labs re 
independent training auditor Lab meets requirements for 
independent auditor 

HUKILL, H D General Public Utilities - GPU Service Corp 84/03/20 
STOLZ, U F Operating Reactors Branch 4 8pp S27S4 360 24X 

Fiehe 90-289.84/03/30,8403230053 


Q Inspection reports, IE Bulletins t< correspondence 


84030B040B FOIA request for repls of Insp carried out under Condition 2 
of Nuclear Energy Liability policies for facilities 
CALSOVAS,C D Aff i 1 iatlon Not Assigned 04/02/07 Region 9, 

Office of Director 4pp 82367 341 84X Fiche 90-000,84/02/07, 

8403080408 


8403020169 Forwards table indicating review it insp status of TNI-1 
restart certification items Current schedule calls for 
completion of all items not requiring hot functional testing 
by Juno 1984 

8T0LZ,J F Operating Reactors Branch 4 84/02/19 HUKILL, H D 

General Public Utilities - GPU Service Carp 33pp 22491 lOI 24X 

Flche 90-889,84/02/15,8403020169 


B4030702B2 Forwards IE Insp Rept 50-269/03-32 on 631 10I-B4O1 1 2 No 
violations noted 

8TAR08TECKI, R Division of Project t< Resident Programs. 84/02/21 
HUKILL, H D General Public Utilities - GPU Bervlce Corp 4pp 
22947 079 24X Fiche 90-289,04/02/81.8403070262 


— B403070287 IE Insp Rept 90-8B9/B3-32 on 831101-640112 No violations 
noted Major areas inspected actions on previous insp 
f Ind Ings, p lant operations ilong-term shutdown 1 , Tech Spec 
surveillance test program it update to NUREO-0680, Supp 1 4 
YOUNG, F , DAUNACK, W , CONTE, R Region 1. Office of Director 
B4/02/06 I9pp 22947 083 24X Flche 90-889,84/02/21,8403070262 


8403080419 Responds to FOIA request for rapts of Insp carried out under 
Condition 8 to Nuclear Energy Liability policies far 
facilities NRC does not have repts 

FELTON, J M Division of Rules and Records 84/08/22 CALBOYAS. C D 

Affiliation Not Assigned Ip 22367 343 24X 

Flche 90-000,04/08/88.0403000419 


B403010363 EN~B4-009 on B40S89, notice of violation it proposed 
imposition of civil penalties to be issued in amount of 
*40,000 Action based on five violations re open containment 
Isolation valvas 

CRAIG, J , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 84/02/84 8pp 82433 013 84X Fiche 50-289,64/02/24. 

8403010363 


8403090244 Responds to IE Bulletin 03-08, "Electrical Circuit Breakers 
W/Undervoltage Trip Feature In Use in Saf e ty-Re la ted 
Applications Other Than Reactor Trip Sgs " No saf ety-ra lated 
applications of breakers identified at facility 

HUKILL, H D General Public Utilities - CPU Service Corp. 64/02/27 
MURLEV. T E Region 1. Office of Director ip 22972:226 24X 

Flche 90-289,04/02/27,8403090244 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits t. Annunciation-" Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness S< Engttieerlng 
Response ipost 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc I19pp 82909 839 84X Flche 50-000, 84/02/88, 84011 900 72 


8403080403 Discusses IE insp on 830884-1003 (< forwards notice of 
Violation & proposed imposition of civil penalty 

HURLEY, T E Region 1, Office of Director 84/02/89 CLARK.F R 
General Public Utilities - GPU Service Corp 4pp 22981 332 24X 

Fiehe 90-289,84/08/29,8403060403 
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— BiJOSOBO'^O? Notice o-f violation & proposed Imp oett i on of civil penalty 
In anoirnt oF »40i 000 Violations noted urltten safety 
procedures not properly implemented unidentified primary 
sya leakrate not classified as unusual event 
KUBUEY. T E Region 1, Office of Director 0d/O2/29 d>pp 
22301 33i Z4X Ftche BO-EH?/ B‘>/'02/29, 8403080403 


9403090007 IE Info Notice a4-14» "Hi gfi 1 tgh t s of Recent Transport 
Regulatory Revs Py DOT R NRC " Svc list enc] 

ORACEi J N Division of OAi Safeguards Ei Inspection Frogranis (Post 
830103) B4/'03/03 Consolidated Edison Co of New York ■ Inc 

i30pp 32333 339 24X Fiche SO-000, B4/O3/03, 8403090007 


B40209000B IE Info Notice B4-1E> "Failure of Automatic Sprinkler Sy s 
Valves to Operate '' Svc list encl 

JORDAN* E U Division of Emergency Preparedness & Engineering 
Response (Post B30103) 84/03/03 Consolidated Edison Co of Neu 

York, Inc 122pp 32333 098 24)1 Flche 50-000.84/03/03,8403090008 


B40S090009 IE Info Hutlce 84-13, "neporting of Radiological Releases " 
9vc list encl 

JORDAN, E L Division of Emergency Preparedness Sc Engineering 
Respanfo (Post 830103) 64/03/03 Consolidated Edison Co of MeuJ 

York. Inc lIVpp 32553 217 34X Flche 50-000,84/03/03.8403090009 


8402090011 IE info Notice S4-1 7, "Problems W/Liquld Nitrogen Cooling 
Components Delay Nil Ductility Temp “ Svc list encl 
JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Pest 830103) 84/03/05 Consol Idated Edison Co of Neu 

York, Int il7pp 22553 336 24X Flche 50-000, 84/03/05, B4020900{ I 


B402090034 IE Info Notice B4-09, Rev 1, "Lessons Learned From Jnsps of 
Fire Protection Safe Shutdoun Sys " Svc list anti 
JORDAN, E L Division of Emergency Preparedness E, Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22635 049 24X Flcfie 50-000,84/03/07.8402090024 


B4O3O9OO30 IE Info Notice 84-10. "Stress Corrosion Cracking in PUR 
Sys " Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness Ic Engineering 
Response (Post 8301031 84/03/07 Consolidated Edison Co of New 

York, Inc J18pp 33584 IBS 24X Flche 50-000,84/03/07,8402090030 


8402090031 IE Bulletin 84-03. "Failures of OE Type HPA Relays In Use In 
Class IE Safety Sys “ Svc list encl 

DEVflONO.R C Director's Office, Office of Inspection and 

Enforcement 84/03/13 Consolidated Edison Co of Neu York, Inc 

134pp 23833094 24X Flche 50-000,84/03/13.8402090031 


6403290186 FoTiuards IE Insp Rept 50-289/03-34 on 831212-30 Wo 
violations observed 

HARTIN. T T Division of Engineering tt Technical Programs 84/03/13 

HUKILLi N D Oeneral public Utilities - OPU Service Corp 2pp 

22803305 24X Flche 50-289,84/03/13,8403290186 


—8403290191 IE Insp Rept 50-289/83-34 on 831312-30 No violations 
Identified Major areas inspected open items In areas of 
once-through steam generator repair. RCS requal If i cati on, 

PDRViLERs (t test procedure review 

GRAY, E H . VITO, D . WEN, P Region I. Office of Director 
84/02/16 60pp 33B03 307 34X Fiche 50-289,04/03/13,6403290186 


0400310187 Forwards H Huk 1 1 1 040307 1 tr to JF Stoll re reviews of 
teaching perf orntanc e, abi 1 1 ty & attitude of DO In 19B3 t< 

RR Clark B40338 Jtr to RC Deyoung responding to 840203 
nntice of vlalatton Certificate of Svc end 

DAUSER, O D ShaU. Pittman, Potts £, Troybridge DAUSER.O B 
Hetropel 1 tan Edison Co DSB 004 84/03/20 EDLEB, 0 J , BUCK, J H . 

KOHL, C N Atomic Safety and Licensing Appeal Panel 35pp 
33710 2B9 24X Fiche 50-389,84/03/30,8403310187 


8402090043 IE Info Notice 84-19, ''Tiud, Events Involving Unauthoriied 
Entries into PUR Reactor Cavities " Svc list end 
JORDAN, E L Pivlslon of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/03/31. CDnsolidated Edison Co of New 

York, Inc lS3pp 22823 3S9 24X Fiche 50-000,64/03/31,8402090043 


B402090044 IE Info Notice 04-20, "Bve Life of Relays In Safe ty-Related 
Sys •' Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/Sl Consalldated Edison Co of Neu 

York, Inc 135pp 22933 ODl 34X Flche 50-000.84/03/21,8402090044 


eports U related correspondence 


onnel eiposure data, aircraft movement 
rport. leak reduction program 
safety valve challenges for 

llttles - GPU Service Corp 83/12/31 
if Director 9pp, 22639 343 24X 

II 


B4O3300O6B Monthly operating rept for Feb 1984 W/B40315 1 tr 

SMYTH, C H , HUKILL, H D General Public Utilities - OPU Service Corp 
84/03/29 MCDONALOiU C Office of Resource Management. Director 
6pp 32685 096 24X Flche 50-209.04/02/29,8403200060 


8403210076 Poruards "Number of Personnel (< Man Rems by Uork 6 Job 
Function, CY83'' t< "Aircraft Movements at Harrisburg Inti 
Airport, CYB3 " 

HUKILL. H,D General Public Utilities - GPU Service Corp 84/03/01 
MUR LEV. T E Region 1, Office of Director 3pp 33705 077 SAX 
Fiche 50-209,84/03/01,8403210076 


--84O321OO02 "Number of Personnel Si Man Rems by Work (< Job Function, 
CY03 " 

» General Public Utilities - OPU Service Corp 83/13/31 3pp 
33705 079 24X Fiche 50-289,84/03/01,8403210076 


— 8403210008 "Aircraft Movements at Harrisburg Inti Airport. CVB3 " 
» General Public Utilities - OPU Service Corp 03/12/31 Spp 
83705 oai 34X Flche 50-209,84/03/01.0403210076 


8403210130 Fortiiards personnel exposure rept far 1983, Including total 
count of personnel monitored S, number of personnel In each 
whale body exposure range 

HUKILL. M D General Public Utilities - GPU Service Corp 04/03/Oi 

MURLEY. T E Region 1, Office of Director ip 33707 008 24X 

Fiche 50-289,04/03/01,0403310138 


— 8403210146 Personnel exposure rept for 1983 

« General Public Utilities - OPU Service Corp 83/12/31 2pp 
32707 009 34X Fiche 50-209.04/03/01,0403210130 


8. Reportable occurrences, LEBs t, related correspondence 


8403300074 PNg-l-e4-003 on 04O324imalB phoned Jersey Central Power 
*1 Light Customer Svc Ctr 1, notified that FFA will start 
demolishing plants Oyster Creek implemented emergency 
centlngency plan & TMI increased security aiuareness. 

MADOEN.W , JOYNER, J Region I, Office of Director 04/03/36 Ip 
33823 080 24X Flche 50-000,84/03/36,8403300074 


T Hearing transcripts on non-anti trust matters 


8403150349 Transcript of 840215 public meeting in Mldd 1 e t own, PA to 
receive comments on draft suppl to programmatic ElB Pp 
1-iOl 

* Commissioners 84/02/15 102pp 3264? 110 S4X 

Fiche 50-209.84/02/15,8403150349 


8403050073 Transcript of 040301 telephone conference in Dethesda.MD re 
steam generator repair Pp 100-195 

* Atomic Safety and Licensing Board Panel 84/03/01 19pp 
22490 045 34X Fiche 50-289,84/03/01,8403030073 


8403280153 Forwards documents for inclusion in Chairman 840S23 
testimony before Senate Subcommittee on Nuclear Regulation, 
Committee on Environ 1, Public Works 

* Office of Congressional Affairs 84/03/00 Record Services 
Branch (Document Control Desk) Ip 22809' 294 24X 

Fiche 50-289,84/03/08,8403200153 


— 0403280160 Statement of JK Asselstlne on 840223 re Commission authority 
to Issue temporary OL, review of NRC N9KC determination 
pertaining to steam generator repairs at TMI-i Si licensing 
reform leglslatlcin 

AB6EL6TINE. J K Commissioners 84/02/23 Spp 22809 308 24X 

Flche 50-289,04/03/08.8403280153 


8403270335 Transcript of Commission B40323 affirmation/discussion 1< 
vote In Washington, DC re request for denial of renewal of 
Saabrook Unit 2 CP li SECV-B4-40 concerning review of ALAB- 
7S4 in matter of Net Ed Pp 1-3 

• CammlSBlonerS 84/03/23 6pp S2787' 356 24X 

Flche 50-000,84/03/23,8403270335 


U Congress 1 onal /Ex ecu tive correspondence 


8402220291 Responds to 831209 Ifcr in opposition to restart until all 
outst an ding issues resolved 

PALLADIND, N j Commissioners 04/01/31 HEINZ, J Senate ip 
22584 306 34X Flche 50-207,84/01/31,8402220291. 


— 8403090003 Responds to 831212 Itr expressing concern re protracted time 
period for resolving THI-I restart issue Notice to parties 
issued on 840127 enc 1 W/o end 

PALLADINO. N J Connml »s t oners 84/01/31 KOLTER.J P. House of 
Rep. Ip. 22604 3 0 5 24X Fiche 50-289,04/01/31,8402220891 
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—0403090004 Responds to 831312 1 tr expressing concern ro protracted time 
period for resolving TMl-1 restart issue Notice to parties 
issued on 840127 end W/o end 

PAULADlNOiN J Commissioners 64/01/31 MURPHY«A J House of 
Rep Ip 32634 307 24X Flche 30-2B9, 84/01 /3t < 6402220271 


— B4D3090O06 Responds to 831212 Itr expressing concern re protracted time 
period for resolving TMI-1 restart issue Notice to parties 
issued on 840i27 end W/o end 

PALLADINDj N J Commissioners 04/01/31 MURTHArJ P House of 
Rep Ip 22304 308 24X Fitho 30-887,84/01/31,8402220271 


— B403090007 Responds to 831212 Itr expressing concern re protracted time 
period for resolving TMI-1 restart Issue Notice to parties 
Issued on 840127 end M/o end 

PALLADIND, N J Commissioners 84/01/31 CLINGER, W F House of 
Rap Ip 22304 309 24X Flche 50-267,84/01/31,0402220271 


— 8'403090DD8 Responds to 031212 Itr expressing concern re protracted time 
period for resolving TMt-1 restart Issue Notice to parties 
IsBued on 040127 end W/o end 

PALLADINO, N \) Commissioners 84/01/31 GAYDOSi J M. House of 
Rep Ip 22504 310 24X Flche 30-287, 84/0 1 /31 , 0402220271 


— B403090009 Responds to 031212 Itr expressing concern re protracted time 
period for resolving TMl-1 restart Issue Notice to parties 
lesued on 040127 end W/o end 

PALLADINO, N d Commissioners 04/01/31 RITTER, D House of Rep 
Ip. 22384 311 24X Flche 50-287,04/01/31,8402220271 


— 8403090010 Responds to 831212 Itr expressing concern re protracted time 
period for resolving TMI-I restart Issue Notice to parties 
issued on 840127 end W/o end 

PALLAOtNO. N J Commissioners 84/01/31 HARRISON, F House of 
Rep. Ip 22504 312 34X Flche 30-287,84/01/31,8402220291 


— B403090013 Expresses concern re protracted time period for resolution 
of Issues surrounding TMI-1 restart Commlislon should place 
primerg emphasis on ability of util mgt to operate plant 
sa faly 

OAYOQS.d M , KOLTER.d P , MURPHY, A J House of Rep 83/12/12 
PALLADINO, N , OILLINSKY, V > ROBERTS, T Commissioners. 2pp 
22594 331 24X Flche 30-289.84/01/31,0402220291 


— B403090011 Expresses concern re protracted time period for resolution 
of Issues surrounding TMI-1 restart Commltsion should place 
primary emphasis on ability of util mgt to operate plant 
safely 

HARRISON, F House of Rep 83/12/13 PALLADINO. N , 0ILIN8KY, U 
RDBE’RTS.T Commissioners. 2pp 22504 329 24X 

FIcliv 50-289,04/01/31,8402220291 


8403070053 Responds to 831214 Itr suggesting Commission refuse to 
restart Unit 1 until funding for Unit 2 cleanup in place 
Conmietion does not believe that Unit 1 restart U Unit 2 
cleanup should be tied together 

PALLADINOtN J Commissioners. 04/02/00 MORRIS, A E Advisory 
Council for Decontamination of TMl Unit 2, Ip 22563 190 24X 

Fiche. 50-209, 04/02/08, 0403070033 


— 8403070060 Responds to B31213 Itr re criminal indictment of Met Ed !< 
cleanup of Unit 2 Commission doss not believe delaying 
restart would accelerate Unit 2 cleanup Unit 1 restart It 
Unit 2 cleanup should not be tied together 

PALLADINO. N J Commissioners 84/02/08 MORRIS, A E. House of 
Rep. Ip 22563.179 24X Flche 50-209,84/02/08,8403070053 


— 8403070069 Responds to 831207 Itr urging Commission not to authoriie 
restart of Unit 1 Commission views on restart set forth in 
end 8'40127 notice to parties Commission does not believe 
Unit 1 restart ti Unit 2 cleanup related 

PALLADINO.N J Commissioners 84/02/08 OEKAS, 0 U House of 
Rep Ip 28563 800 24X Fiche 50-289,84/02/08,8403070053 


— 8403070073 Urges Commission not to accept recommendation to rastart 
Unit 1 in light of mgt Integrity review & criminal 
procaadings t< stow pace of Unit 2 cleanup 
SEKAS. 0 W. House of Rep B3/12/07. PALLADINO, N. J 
Commissioners Ip 22563217 24X FI che’ 50-289, B4/02/0B, 

8403070053. 


'—8403070076' Advises of convictions re Unit 1 restart. Due to criminal 
indictments !< belief that Unit 1 revenue should go directly 
toward Unit 2 c leanup, recommends against restart 
HALK£R>R.S House of Rep. 83/12/13 PALLADINO, N , ASSEL8TINE, J 
BERNTHAL, F. Comml isiontrs Ip 22S63 218 24X 

Fiche- 50-289, 84/02/08,8403070053 


8402220298 Ack receipt of 840131 reaffirmation of Commission 840127 
decision re restart Further elaboration of decision basis 
re'itussted. 

HEINZ* U Senate. 84/02/14 PALLADINO, N U Commissioners ip 
22336:360. S4X Fiche 50-289,84/02/14,8402220288 


— 8402820303 Submits opposition to further consideration of restart 
until all outstanding issues resolved 

HEINZ, J Senate 83/12/09 PALLADINO, N Co{imi ss 1 oner s tp 
22336 362 24X Fiche 50-289,84/02/14,8402220280 


B403200191 Responds to 831200 6 IB Itrs re possibility of restart 
decision prior to further evidentiary hearings an mgt 
competence 6 integrity ASLAB decision will be considered by 
Commission upon Issuance 

PALLADINO, N J Commissioners 84/03/17 SPECTER. A Senate 2pp 
22670 003 24X Fiche 50-287,04/03/17.8403200191 


— 8403200200 Comments on rept that Commission recommended au thori la t iion 
to operate at 85X power w/Commencement as early as Jan 1784 
Authorization contradicts previous Commlsstan assurances 
Evidentiary hearings recommended 

SPECTER, A Benate 83/12/00 PALLADINO, N J Commissioners tp 
22678 027 24X Fiche 50-887,84/03/17,840320017! 


— 8403200205 Responds to 831117 Itr re resolution of mgt competence (, 
Integrity issues prior to restart Questions about competenco 
& integrity will be adequately resolved prior to restart 
decision 

PLAINE.H H Office of the General Counsel 03/11/23 SPECTER, A 
Senate 2pp 22678 028 24X Fiche 50-289,84/03/19,0403200171 


— 0403200211 Advises Commission to hold necessary hearings ta resolve 
outstanding issues discussed at 831216 hearing 

SPECTER, A Senate 83/12/18 PALLADINOtN Cammi ss 1 on er s 2pp 
92698 030 24X Fiche 50-209,84/03/19,8403200191 


V Operator Examinations 


8403120016 Submits list of dates en which individual DO teaching 
ab i 1 1 ty , a tt i tude & willingness to cooperate monitored DD no 
longer licensed operator t, no longer training licensed 
operators or trainees 

HUKILL, H D General Public Utilities - GPU Service Corp 84/03/07 

STOLZ.J F Operating Reactors Branch 4 Ip 22506 263 24X 

Fiche 50-209,04/03/07,8403120016 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT t 


F Security, medical, emergency !( fire protection plans 


0403060034 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 810709 Generic Ltr 81-27 W/o request, entire 
plan will he placed in PDR 

VASSALLO, D D Operating Reactors Branch 2 34/02/10 

HARRINOTON.W D Boston Edison Co 2pp 22528 331 24X 

Fiche 50-293,84/02/10,0403060034 


8403120305 Responds to 830720 petition requesting that NRC take 
immediate action to remedy alleged serious deficiencies 
In offsite emergency response plans Request denied In part, 
based on end interim Director's Declslan 84-05 
DEYQUNO.R C Director's Office, Office of Inspection and 

Enforcement 84/02/27 ERN8T,M D Massachusetts Public Interest 

Research Group 2pp 99619 101 94X Flche 50-293,84/02/27, 

8403120305 


— 8403120308 Interim Director's Decision DD-B4-5 denying In part, 
Massachusetts PIRG 030730 2 206 petl t Ion, reques ting NRC 
action to remedy allegations re deficiencies in offsite 
emergency response plans 

DEYOUNG, R C Director's office, Office of Inspection and 
Enforcement 84/02/27 31pP 22619 103 24X 

Fiche 50-293,84/02/27,0403120305 


— B40312D311 Notice of Issuance of Director's Decision DD-04-5 re 630720 
2 206 petition re deficient emergency response plens 
DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 84/02/27 2pp 22619 134 24X 

Fiche 50-293,84/02/27,8403190305 


— 8402020093 Requests further review of Issue re evacuation time 
estimate, per NRC/FEMA 801104 M8U Evaluation of potential 
bottlenecks to evacuation of plume emergency planning lone 
Identified in 6ER (NURE0-OO22< Supp 1 5), requested 
JORDAN, E L Division of Emergency Preparedness *< Eng Ineerlng 
Response (Post 830(03) 84/01/20 KRIMM, R W Federal Emergency 

Management Agency 2pp 22619 136 24X Flche 50-293,84/02/27, 

8403120305 


8403140248 Responds to 840112 ltr submitting current status of facility 
safeguards info protection sys Sys in accordance 
w/provisions of 10CFR73 2i J, acceptable 
VASSALLO, D D Operating Reactors Branch 2 04/02/27 

HARRINGTON, W D Boston Edison Co 3pp 22636 340 24X 

Flche 50-293,84/02/27,8403140248 
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e4030?0147 CUrlfies NRC 631102 safety evaluation for lOCFRSO.App R, 
Items III G 3 {< 111 L re number of fusel to be removed If 
fire occurs In cable spreading room of control room Correct 
number of fuses Is 12, not sl» 

HARRINOraN. U D Boston Edison. Co 64/03/05 VASSALLQ* D D 
Operating Reactors Branciv S tp 22575 126 24X 

Flche 30-293,84/03/05,8403070147 


B4031302SS Foruards Rev 6 to security Force training b qualification 
plan re consolidation of similar crucial task i, changes in 
conformance to physical changes to facility h verbiage mods 
Rev ulthheld Iref 10CFR2 770 & 73 21) 

HARRIN07DN,W D Soston Edison Co 04/03/05 MURLEV, T E Region i, 
Office of Director Ip 22607 137 24X Flche 50-293, 84 / 03/03, 

9403130255 


0403300232 Forwards staff comments on detailed control room design 
revleu program plan, per N0REO-O737. Bupp 1 i Some areas of 
plan require further description 

VASSALLO, 0 0 Operating Reactors Branch 2 84/03/06 

MARRlNOTON,lf D Doston Edison Co lOpp 22B44 264 24X 

Flche 50-293.84/03/06,8403300232 


8403150016 Informs that FEMA tulll transml t, on, or before 040403, propose 1 
re further revleu of issues concerning evacuation time 
estimates for popula 1 1 on. inc ludl ng work program, estimate of 
resources h schedule for completion of major components 
KRIMM, R U Federal Emergency ttanagemeret Agency 84/0,3/09 
JORDAN, E L Division of Emergency Preparedness t> Engineering 
Response (Post 830103) ip 22640 330 24){ Flche 50-293 , 84/03/(J9, 

B4D3150018 


8403150177 Forwards Rev I pages to 820625 App R res pons e, con ta ini ng 
fire protection analyses 0 recommendations for facility 
U/sli overstre drawings Aperture cards are available In FOR 
HARRINGTON, W D Boston Edison Co 84/03/0? VASSALLO, D 8 
Operating Reactors Dranch 2 62pp 22643 29? 24)( 

Flche 30-293,84/03/09,0403150177 


8403190243 Notification of B404IB workshop In King of Prussia, PA to 
discuss lessons learned From recent App R fire protection 
safe shutdown Insp & topics described in IE Info )dotlc« 

84-09 Agenda for workshop end 

HURLEY. T E Region 1. Office of Director 84/03/0? D'TOaLE, JD 

Consolidated Edison Co of New York, Inc CQ0NSIL,M 0 Northeast 

Nuclear Energy Co (subs of Northeast Utilities) RHODE, O K 
Niagara Hohawk Power Corp 35pp 22672 062 S4X 
Flche 50-000,64/03/09.8403190243 


B4032D0D98 Forwards final esercise rept prepared by FEMA for 830629 
joint esercise of state & local radlolbglcal emergency 
preparedness plans 

MARTIN, T T Division of Engineering & Technical Programs 64/03/15 

HARRINGTON. W D Boston Edison Co 3pp 2269? 099 24X 

Flche 30-293, 04/03/ 15, 6403200096 


0 Adjudicatory correspondence 


8403260001 Order estending time until 840329 for Commission to act to 
review Director's Decision DD-04-5 Served on B403E3 
CHILKiS J Office of the Secretary of the Commission DSD 080 
84/03/23 Commi B s toner s tp 92748 357 24X 

Flche 50-293.84/03/03,6403960001 


6403300002 Order eitending time utll 840405 for Commission to act to 
revleu Director's Decision DD-B4-5 Served on 840329 
CHILH.S J Office of the Secretary of the Commission DSB 307 
84/03/29 Commlss toners ip 22822 103 24X 

Fiche 30-293.84/03/29,8403300002 


J Insurance h Indemnity information 


0403140029 Forwards Endorsement 65 to HAELU Policy MF-3B t< Endorsements 
Bl t, 86 to NELIA Policy NF-10B 

BlNISt.J M Marsh t, McLennan. Inc 84/03/05 8ALTZMAN, J D 
Assistant Director for State & Licensee Relations 4pp 22633 015 
24X Fiche 30-293, 84/03/05. B403J40029 


P Operating license stage documents ti Correspondence 


8403150008 Informs of actions taken re euordinatlon of drywell 
activities for duration of Refueling Outage 6 *, 
recirculation piping replacement project 

HARRINOTCM, T E Boston Edison Co 84/0,2/08 HURLEY, T E Region ], 
Office of Director 2pp 22643 897 24X Flche 50-293,64/02/08, 

8403150008 


8403140340 Summary of 831215 meeting w/OE (< Mark I Owners Oroup In 
Bethesda, MD re Mark I containment uetue 1 l-drywel 1 vacuum 
breaker design methodology 

SIEGEL, B L Operating Reactors Dranch 2 84/02/21 Operating 

Reactors Branch 2 Slpp 22635 176 24X Flche 50-000, 84/02/21, 

8403140340 


8403140272 Forwards corrected Page 22 for 830405 Amend 73 to Licenie 
OPR-35 Change adds equal or less than symbols Inadvertently 
loft off 1,085 pslg limiting safety sys setting for Tech 
Spec Sec t Ion 2 2A 

LEECH, P H Operating Reactors Branch 2 04/02/22 HARRINOTON.U O 

Boston Edison Co 2pp 22636 329 24X Flche 50-293,84/02/22, 

8403140272 


— 6403140279 Corrected Page 22 to 830405 Amend 73 re 1,065 pslg limiting 
safety sys setting for Tech Spec Section 2 2A 
« Boston Edison Co 63/04/05 ip 22636 331 24X 

Fiche 50-993.04/02/22,6403140272 


8403010394 Forwards updated Rev 1 to “Iniervlce Testing Program," u/ 
boundary coordinate Info provided for locating valves (i 
pumps on insp drawings 

HARRINGTON, U D Doston Edison Co 64/02/27 VASSALLO, 0 B 
Operating Reactors Branch 2 2pp 29432 014 24X 

Fiche 50-293, 64/02/27, S403010324 


— 8403010327 Updated Rev 1 to "InservIce Testing Program " 

» Boston Edison Co 64/02/27 40pp 29432 016 24X 

Fiche 50-893.84/02/27,6403010324 


8403090152 Forwards OE 640304 1 tr supporting proposed Chang* to control 
rod drive weekly surveillance Tech Specs, per P Leech 640203 
telcon request 

HARRINGTON, W O Doston Edison Co 84/03/05 VASSALLO, D B 
Operating Reactors Dranc); 2 4pp 22S7S 129 24X 

Fiche 50-293,84/03/05,8403090152 


□403090240 Summary of 640216 meeting w/Northeast Nuclear Energy Co, 
Boston Edison Co. Vermont Yankee Nuclear Power Co & Teledyne 
Engineering Svcs In Maltham.MA re add! Mark I torus 
structural analysis List of attendees end 

SHEA, J J Operating Reactors Branch 5 84/03/07 CRUTCHFIELD, 0 

□perating Reactors Branch 5 4pp 22572 298 24X 

Flche 50-000,84/03/07,6403090240 


8403140107 Forwards results of secondary containment leak rate Test 
873 performed on 831213 to verify Integrity of containment 
at Refueling Outage 6 prior to refuel Results satisfactory 
HARRINGTON, W D Boston Edison Co 84/03/07 Office of Nuclear 

Reactor Regulation, Director 4pp 22690 358 24X 

Fiche 50-293,84/03/07,8403140107 


B403150U1 Responds te 631230 request that Section V<6) of NRC order 
issued to util on 890118 be terminated Qased on improvements 
in organl lational structure t< methods of communicating 
status of safety-related ac tivit 1 es, requirement terminated 
HURLEY, T E Region I, Office of Director 84/03/09 
HARRINOTQN, U D Boston Edison Co Spp 29640 214 24X 

Fiche 50-293, 64/03/09, Q4031S0111 


— 6403150117 Requests that NRC 6201 IB order requiring that corporate 
onsite representative position bo established to provided 
dally audit of plant operations be terminated Organizational 
changes have reduced need for onsite representative 
HARRINGTON, W 0 Doston Edison Co 83/12/30 HURLEY, T E Region 
1, Office of Director 2pp 22640 216 94X Flche 50-293, 

84/03/09, 840315011 1 


8403150275 Generic Ltr 84-07 to all licensees of DHRs re procedural 
guidance for pipe replacement at DURs Svc list end 
EI8ENHUT, D 0 Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp 22823 354 24X Fiche 50-000,84/03/14,8403150275 


8403270010 Application for amend to License DPR-3S, cons i s t tng of 
Proposed Tech Spec Change 84-02 allowing increased core 
flow 

HARRINGTON, H □ Doston Edison Co 84/03/20 VASSALLO, 0 D 
Operating Reactors Branch 2 Spp 22769 165 24X 

Fiche 50-293,84/03/20,8403270010 


— 8403970015 Proposed Tech Spec Change 84-09, al lowing increased core 
flow 

# Boston Edison Co 84/03/90 2pp 29769 168 24X 

Flche 50-293.84/03/20,6403270010 


— 8403270028 "Safety Review of Pilgrim Nuclear Power Station, Unit 1 at 
Core Flow Conditions Above Rated Flow Throughout Cycle 6 " 

FISCHER, D L , GRIDLEY.R L General Electric Co NEDO-30242 
83/08/31 34pp 32769 170 34X Flche 50-293,84/03/20.8403270010 
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— 8403Z70024 auppl 1 to ’'Sa#Bty RBvleiu of Pilgrim Nuclear Poiuer Station 
Unit I at Core Plou Conditions Above Rated Flou for End—oF— 

Cycle & 

FISCHER. D L . ORIDLEy, K L Ceneral Electric Co NEDO-30243 SOi 
B3f0'?/30 IBpp 32769 201 24X Ficha 30-293.84/03/20,8403270010 


B40327009S Application to amend License DPR-35, c ons l sting of Proposed 
Change 04-01, chang ing Tech Specs to remove details of 
Section XI inservice insp program 

HAnRtHOTON,U D Soston Edison Co 04/03/20 VASSALLO, D G 
Operating Reactors Branch 2 4pp 22774 113 24X 

Flche 50-293,84/03/20,8403270053 


— B403150073 IE 
noted Major 
plant event 
follouup on 
JOHNSON, J , 
04/02/23 
8403150067 


tnsp Rept 50-293/04-01 on 040101-0206 No violations 
areas Inspected operational safety verification, 
f ol lowup. surve i 1 lance I; maint activity review t. 
insps required by IE Bulletin 04-OL 

MCORIDE.M , QDRCHARDT.R Region 1. Office of Director 
15pp 22641 027 24X Fiche 50-293.84/03/01, 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT t< NRC " Svc list enc 1 

GRACE, J N Division of OA, Safeguards !< Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New Vork. Inc 

130pp 22332 329 24X Flche 30-000,04/03/02,0402090007 


— 8403270143 Proposed Tech Spec changes, removing details of Section XI 
litsarvice insp program 

« Doston Edison Co 84/03/20 lOpp 22774 119 24X 

Fiche 50-293,84/03/20,0403270055 


a Inspection reports, IE Bulletins t< correspondence 


6402090006 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness J, Engineering 
Response (Post 630103) 84/03/02 Consolidated Edison Co of New 

York, Inc laspp 22S53 098 24X Fiche 50-000,84/03/02,8402090000 


8403020262 Forwards IE Insp Rept 50-293/83-26 on 831212-16 No 
violation* identified 

HARTINtT T. Region 1, Office of Director 84/02/09 
HARRINOTON. W 0 Boston Edison Co 2pp 22440 081 24X 

Ficha. SO-293, 84/02/09, 8403020262 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Bvc list enc 1 

JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22553 217 24X FI c he 50-000. 84/03/02. 0402090009 


— 8403020272 IE Insp Rept 50-293/83-26 on 831212-16 No violations 
identified Major areas inspected procedural St personnel 
qualifications for ultrasonic exam of recirculation piping 
leeld intergranular stress corrosion cracking 
NARRaU>U , MCBREARTY, R A > MANOLY, K A Region 1, Office of 

Blractor 84/02/07 Bpp 22440 083 24X Fiche 30-293,84/02/09, 

8403020262 


8403020315 Forwards IE Insp Rept 50-293/84-02 on 840103-05 09-13 No 

violations observed 

MARTINtT T Division of Engineering & Technical Programs 04/02/17 
HARRINGTON. U D Boston Edison Co 2pp 22437; 007 24X 

Ficha 50-293,84/02/17.8403020313 


— 8403020399 IE Insp Rept 50-293/94-02 on 640103-05 tt 09-13 No violations 
Identified Major areas inspected recirculation piping 
replacement program, Inc luri ing welding ac tlvl ties, p lent maint 
program & ultrasonic test program 

ORAVtE H . MCBREARTYiR , SHAUB, T Region 1, Office of Director 
84/02/09 llpp 22439009 24X Fiche 30-293,84/02/17,8403020315 


8403010324 Forwards updated Rev 1 to "Inservice Testing Program," u)/ 
boundary coordinate info provided for locating valves it 
pumps on insp drawings 

HARRINOTON. U D Boston Edison Co 84/02/27 VASeALLO, 0 B 
Operating Reactors Branch 2 2pp 22432' 014 24X 

Fiche 50-293,84/02/27,8403010324 


B403D90047 Responds to IE Bulletin 03-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc " Suspect matl not supplied 
or used at facility 

HARRINOTDN.U D Boston Edison Co 84/02/27 MURLEY, T E Region 1, 
Office of Director 2pp 22576 002 24X Flche 50-293,84/02/27, 

8403090047 


B4D1190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits Annunciation ” Svc list 
end. 

JORDAN.E I- Division of Emergency Preparedness t. Engineering 
Response (Post 830103} 84/02/28 Consolidated Edison Co of New 

York, Inc lt3pp 22909 239 24X Fiche 50-000,84/02/28,8401190072 


84030-70330 Ack receipt of 840213 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/83-23, 

BTAROSTECKIi R Division of Project it Resident Programs 84/02/28 

HARRINSTON. W D Boston Edison Co Ip 22546 354 24X 

Flche: 50-293. 84/02/20, 8403070330 


—0403070341 Reeponde to NRC 831208 Itr rs violations noted in IE Insp 
Rept 30-293/83-23 Corrective actions NOP raised mgt policy 
licuee re procurements whlc)i have taken longer than expected 
to resolve Completion expected by 840402 

HARRINOTON, H D Boston Edison Co 84/02/15 STAR08TECK1. R 

Division of Project 6 Resident Progrems. ip 22346 355 24X 

Flche. 30-293, 84/02/28, 8403070330 


8403150067 Forwards IE Insp Rapt 50-293/84-01 on 840101-0206 No 
vlulationa noted Concern identified re program for feedback 
of operating experiences 

BTAROSTECKI) R Division of Project I, Resident Programs 84/03/01 
HARRINGTON. W D Boston Edison Co 2pp 22641 025 24X 

Ficho: 50-293, 84/03/01, 8403150067 


8402090011 IE Info Notice 84-17, "Problems W/CIquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 04/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Flche 30-000.04/03/05,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Bvc list end 
JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 030103) 04/03/07 Conselldated Edison Co of New 

York, Inc 110pp 22635 049 24X Flche 50-000,04/03/07,0402090024 


8402090038 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 1< Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22584 186 34X Flche 50-000, 84/03/07, 8402090028 


8403130212 Informs of recent plant developments MH McBride appointed 
resident Inspec tor, effect ive 831211 Ultrasonic Insps of 
stainless steel piping sections reported Indications of 
cracking GE contacted to assist in managing pipe repairs, 

HURLEY, T E Region 1, Office of Director 84/03/00 PlymoutI,, 
MA 2pp 22603 063 24X Fiche 50-293,04/03/00.8403130212 


8402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Flche 50-000,84/03/12,8402090031 


8403260313 Ack receipt of 840301 Itr informing NRC of corrective tt 
preventive actions taken re vtolations noted In IE Insp 
Rept 30-293/03-24 

aTAROBTECKI, R Division of Project U Resident Programs 84/03/20 

HARRINGTON, M D Boston Edison Co Ip 22753 155 24X 

Fiche 50-293,84/03/20,8403260313 


— 8403260317 Responds to NRC 840209 Itr rs Violations noted in IE Insp 
Rept 50-293/83-24 Corrective actions personnel advised of 
Importance of adherence to procedure re logging of temp 
during reactor heatups I, cooldowns 

HARRINGTON, N D Boston Edison Co 64/03/01 BTAROSTECKl, R 
Division of Project t< Resident Programs 2pp 22753 156 24X 

riche 50-293,04/03/20,8403260313 


8403270055 Application to amend License DPR-33, consisting of Proposed 
Change 84-01 , chang ing Tech Specs to remove details of 
Section XI inservice insp program 

HARRINGTON, U D Boston Edison Co 84/03/20 VASSALLO, D □ 
Operating Reactors Branch 2 4pp 22774 115 24X 

Flche 50-293,84/03/20,8403270055 


— 8403270143 Proposed Tech Spec changes, removing details of Section XI 
inservice insp program 

» Boston Edison Co 84/03/20 lOpp 22774 119 24X 

Fiche 50-293,84/03/20,8403270055 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriiad 
Entries Into PWR Reactor Cavities " Bvc list end 
JORDAN, E L Division of Emergency Preparedness S' Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co. of New 

York, Inc I23pp 22023 229 24X Fiche 50-000.84/03/21,8402090043 
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B40SO?0044 IE Info Motile 04-20, "Svc Life of Reldyx In Safety-Related 
Sy« " Svc list entl 

xJOROANi E L Division pf Emerjeniy Preparedre » » ti Eng Ipaer ing 
Response (Pott B3O103> S4/03/St Consolidated Edison Co of Ueu 

York. Inc laapp 22933 001 24X Flche 30-000.84/03/21.0402090044 


R Periodic operating reports t< related correspondence 


8403120027 "Radioactive Effluent U Uaste Disposal Rept Ineludlng 
Radlologtcal Impact on Humans. Jul -Dec 1983 " H/B40301 Itr 
SaUlfAHrC E Boston Edison Co 83/12/31 MURLEV. T £ Region 1. 
Office of Director 74pp 22580 047 24K Fiche 30-293.83/12/31. 

8403120027 


8403200164 Monthly operating rept for Feb 1904 U/e403i3 Itr. 

HAMILTON.P , HARRINOTON. M 1> Boston Edison Co 84/02/29. 7pp 
22697 137 24X Flche 30-293.04/02/29,8403200164 


S Reportable occurrences, LERs Si related correspondence 


830S040149 Foruards. "Condensate Dsmlnerallier Resin Migration Through 
Plant i/ent tt Standby Oas Treatment 8ys. “ technical revitu 
rept No addl Involvement necessary 

PELLET. J L Reactor Operations Analysis Branch. 03/04/19 
SEYFRIT.K V Reactor Operations Analysis Branch Ip 227B9 300 
24X Flche 50-293.83/04/19,8303040147 


— 8309040155 "Condensate Demi neral 1 ter Resin Migration Through Plant Vent 
Sc Btandby Gas Treatment 8ys. " technical revlcu rept 
a Director's Office 83/04/19 Opp 227B9 301 24X 

Ficho* 50-293,03/04/19,8305040149 


8403260233 Foruards summary list of deficiencies identified per 
10CFP90 53(el,Part 21 & potential generic itr repts for 
comments 

STAROSTECKI, R Olvlslon of Project L Resident Programs 84/02/28 
Region I. afflce of Director 7pp. 22756,065 24X 

Flche 30-000, 84/02/28. 8403260233 


0403070233 PN0-1-B4-021 on 840301. r a d 1 og rapher Working at field site 
could not fully retract 24 1 Cl Ir~192 to safe shielded 
position caused by improperly connecting pigtail to 
guldetuba Hhole body dose read 40 mrem. 

ROME. C , GLEiNM, J Region 1. Office of Director 04/03/08 Ip 
22546 359 24X Flche 50-293,84/03/02,8403070283 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency fc fire protection plans 


8403140002 Public version of Rev 12 to Emergency Platt Imp Jement I hg 
Procedure EP!P 700-1, "Emergency Phone List " W/S31021 
receipt form & -JM Felton 840312 release memo 

NYKIRK, J U , PLIML, 0 Commonwealth Edison Co 83/10/26 16pp 
22646 119 24X Flche 50-299,03/10/86,8403140002 


8403280119 Public version of Rev 7 to Emergency Plan Implementing 
Procedure EPIP 440-1, "Emergency Communications Sys Si 
Operstlonel Tests " (4/840110 procedure change reiiuest Form It 
JH Felton 840322 release memo 

PLIML, O Commonwealth Edison Co 04/01/04 DENTON, H R NRC - No 
Detailed Affiliation Given 2lpp 22BU 167 24X 

Flche 50-295.84/01/04,8403200119 


8403020003 Revised emergency Implementing procedures, Inc 1 ud Ing Rev 1 to 
Procedure EPIP 100-1. "Acting Station Director " H/B40301 
i tr 

• Commonwealth Edison Co 84/02/21 8pp 22442< 107 24X 

Flche, 50-295, 84/02/ 21 , 0403020003 


8403120326 Notification of 64030B meeting u/util In Bethesda.MD to 
discuss status of implementation of fire protection mod li 
proposed Interim comperlsatory measures 

NORRIS, J A Dperatlng Reactors Branch i 84/03/01 VAROA, S A 
Operating Reactors Branch I, Spp 22596 3 53 24X 

Ficho 30-395,84/03/01,8403120326 


8403190314 Forwards IE Inip Repts 50-895/03-27 ti 50-304/83-28 on 
831122—1223 li 840202 & notice of violatlpn Concerns re mgt 
control inadequacies, per TMI Action Plan item TI F I I, 

"Molile Oas Effluent Monitor," expressed 

HIND.J A Division of Radio 1 (igical 6 Materials Safety Programs 
84/03/01 REED. C Commonuealth Edison Co 2pp 22673 196 24X 

Flche 50-895,84/03/01,8403190314 


— 84O319’0321 Notice of violation from Intp on 831122-840802 

HIND, il A Division of Radiological 1, Materials Safety Programs 
84/03/01 3pp 22673 198 24X Ficho 50-299,84/03/01,8403190314 


— 8403190334 IE Inap Repts SO-295/83-27 6 50-304/83-88 on 831122-840202 
Violation noted failure to follow plant procedures re 
source handling, to evaluate radiological haiards & to 
control access to high radiation area 

LOVENDALE, P C . NICHOLSON, N , OREOERiL R Region 3. Office of 
Director 34/02/29 14pp 22673 201 24X Flche 50-295.04/03/01.' 

8403190314 


8403130105 Discusses evaluation of State of IL (i local plans (< 
preparedness for facilities Plans adequate to protect health 
6 safety of public Approval of public alert notification syi 
conditional on verification of criteria of NUREO-0694 
SPECK, S U Federal Emergency Management Agency 04/03/02 
DIRCKS.W J Dfflce of the Executive Director for Operatlone Ip 
22613 316 24X Fiche 90-295,84/03/02,0403130185 


0403120051 Notifies of 040323 workshop on fire protection safe 
shutdown requirements of lOCFRSO, App R in Rosemont, IL to 
discuss IE Info Notice 64-09 & provide addl shutdown 
analyses D/or mod guidance Agenda end 

SPESSARD, R L Division of Emergency Preparedness t, Operatianat 
Support 04/03/06 REED, C Commonuealth Edison Co 3pp 
22590 297 24X Fiche 90-295,64/03/06,0403120051 


0403210009 Revised Page 3 to Emergency Plan Implementing Procedure 
EPIP-lBO-1, "Rad/Chem Director " W/e40320 transmittal tt 
receipt form 

PLIML, 0 Commonwealth Edison Co 84/03/07 2pp 22705 320 84X 

Fiche' 90-299,04/03/07, 0403210009 


0403190199 Revised pages to Emergency Plan Implementing Procedural 
EPIP-iaO“l, add Ing rad/chem ofc to habitability checks 
W/04O3D9 transmittal 6 receipt form. 

* coirmonwealth Edison Co 84/03/09 9pp 22671 100 24X 

Flche 90-299,84/03/09,0403190195 


B4032301S4 Rev 4 to Emergency Plan Imp letnent ing Procedura EP 10-330-1, 
"ClasKlfl cation of GSEP Conditions ” H/040382 transmittal 
I tr 

PLIML. 0 Commonwealth Edison Co 04/03/22 6pp 82730 187 24X 

Fiche 90-299,04/03/22,0403230124 


0 Adjudicatory correspondence 


3403020134 Forwards util 840220 Itr to Denton requesting permission to 
withdraw application for license amends re containment 
leakage tests criteria Motion will be filed upon request. 

Certificate of Bvc end 

STEPTOE, P. P Isham, Lincoln I, Beale STEPTOE, P P Commonwealth 
Edison Co 04/02/20 LAZO, R M Atomic Safety and Licensing Board 
Panel 6pp 22441 345 24X Flche 50-295,04/02/28,0403020134 


0403020140 Notice of appearance ih proceeding Certificate of Svc end 
BTEPTOE.P P Commonwealth Edison Co STEPTOE, P P Isham, Lincoln «, 
Deale 04/02/20 tp 22443 253 24X Flche 50-295,04/02/20, 

0403020140 


— 8403020146 Notice of appearance in proceeding Certificate of 0vc end 
OILOMEN, 0 R Commonwealth Edison Co OILQMEN.B R. Isham, Lincoln 

& Beale 04/02/20 3pp 22443 254 24X Flche. 50-295, 84/02/28, 

8403020140 


8403140134 Response to Citliens Against Nuclear Power (CANP) 040213 
petition to Intervene ti request far hearing Reque'st should 
be held in abeyance pending action on util request to 
withdraw application Certificate of Svc end 

PERLIS, R 0 Hearing Branch 3 64/03/05 Atomic Safety and 

Licensing Board Panel. 7pp 22624 205 24X Fiche 50-295,84/03/05, 

0403140134 


0 Advisory Committee on Reactor Safeguards reports 6 correspondence 


6403050020 Responds to FOIA request for documents re PASNY lubmlttel on 
sys lot erac t ions, rep ts evaluating submittal b list of 
rep ts/anely ses froin LLL evaluating PASNY sys interaction 
program Forwards App A documents 

FELTON, vl M Division of Rules and Records 03/12/07. 8H0LLY, 8. 
Union of Concerned Scientists 6pp 2292S'O90 24X 

Fiche 50-000,03/12/07,0403050020 


— 84030S002B Discusses licensee proposed review plans addressing ACR8 
recommendations re sys interaction study 

ODLLER, K R Assistant Dirsctor for Opsratlng Reactor Projects <Pr# 
7910301 77/10/21 BENDER, M ACRE - Advisory Committee on 

Reactor Safeguards 2pp 22525 146 24X FUhi 50-000,03/12/07, 

0403090020 
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P OpMr*tlng lic*n>e stage documents (■ comspondence 


8403020131 Ulthdraus B30S0B application for amend to Licenses Dl>R-39 S. 
OI*R-4e» changing aceoptancs criteria for containment leak 
rate tests Evidentiary hearing in 1984 uould distract 
technical & legal resources from higher priority tasks 
FARRARiD Commonuea 1 th Edison Co 84/02/28 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp 22443 243 a4X 
F I c h e . 80“299. 84/02/ 29. 8403020 1 3 1 


8403090119 Forwards supplemental response to Generic Ltr 83~SB. 
"Required Actions Based on Oencrlc Implications of Salem 
ATMs Events " 

BARNESjP L Commonucalth Edison Co 84/02/29 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2App 22488 084 24X 

F 1 c h e ’ 90-000. 84/02/29. B4030S01 19 


8403090149 Requests submittal of documentation re NUREO-0737 Items 
ulthln 30 dags to complete technical reviews & 
implementation. excluding Suppl l.bg Sept 1984. 

VAR0A.8 A Operating Reactors Branch 1 84/03/02 FARRAR. D L 

Commonwealth Edison Co 2pp 22992 309 24X Fiche 30-299.84/03/02. 

8403090149 


8403280090 Forwards Amends 84 fc 74 to Licenses DPR-39 (< DPR-48. 
resp ictlvel g. lafetg evaluation h notice of Issuance 4< 
avallahl 1 Itg Amends allow performance of extensive 
preventive malnt on shared diesel generator 

NORRIS, xi.. Operating Reactors Branch 1 84/03/12 FARRAR. D L 

Commonwealth Edison Co 3pp 22812 293 24X Fiche SO-299. 84/03/12. 

8403280090 


—8403280101 Amends 84 h 74 to Licenses DPR-39 (i 48. respectively, allowing 
performance of extensive preventive malnt on shared diesel 
generator 

VAROA. 8 A Operating Raactors Branch 1 84/03/12 6pp 

22812 29A 24X Fiche 90-299.84/03/12.8403280090 


— 8403280106 Safety evaluation supporting Amends 84 & 74 to Licenses 
DPR-39 «. DPfi-4B. respectively. 

« Office of Nuclear Reactor Regulation. Director 84/03/12 ?pp 
22812.302 24X Fiche 90-299.04/03/12,8403280090 


— 8403280108 Notice of Issuance t< availability of Amends 84 «< 74 to 
Licenses DPR-39 t< DPR-4B, respectively 

VAROAtS. A. Operating Reactors Branch 1 84/03/12 3pp 

22812.311 24X FI che. 90-299, 84/03/12. 8403280090 


84032601S2 Clarifies NUREO- 0737. Item II K 3 31, in response to Generic 
Ltr 93-39 Uestinghoutc Owners Group authoriied program to 
demonstrats conservatism of WFLASH small break LOCA 
analyses. per Item II K 3 30 

BARNES. P.L Commonwealth Edison Co 04/03/21 EISENHUT. D. 0 
Division of Llcanslng Ip 22796 170 24X Fiche 90-000.84/03/21. 

B4032601BZ. 


Q Inspection reports. IE Bulletins t< correspondence 


8403090223 Further response to FOIA request for records of named 
Individuals. Including rapts. analyses. studies. test 
calculations, procedures it practices for measurement of RCB 
leakage Forwards App C documents. Search continuing 
FELTON. J.H Division of Rules and Records. 84/02/07. MADDEN. T J 
Kaye. Beholer. Flsrman. Hays << Handler 3pp 22496-234. 24X 

Fiche; 90-000. 84/02/07. 8403090223 


— 6403090396 Notifies that Independent measurements of Identified ti 
unidentified RCB leak rates for all PWRs In Region III 
performed per Procedures 61727B 1< 61728B Insp findings 
summarlxed 

N0RELIU8. C E Division of Engineering 82/03/08 JORDAN. E.L 
Dlvlaion of Engineering ti Guallty Assurance <Pre 630103), 2pp 
22496; 270. 24X Fiche - 90-000. 84/02/07. 8403090223 


8403130134 Forwards IE Insp Rapts 90-237/84-01.90-249/84-01. 
90-294/84-01.90-369/84-01.90-299/04-01 << 90-304/84-01 on 
040303-14 No noncompltance identified 

SHAFER. W.D Region 3. Office of Director 84/02/33 REED. C 
Commonwealth Edison Co 2pp 22990-090 24X Fiche- 90-000. 84/02/23. 

8403120134. 


— 8403120137 IE InSp Rapts 90-237/84-01.90-249/84-01,90-294/84-01. 
90-269/84-01,90-299/84-01 <« 90-304/84-01 on 840203-14 No 
none amp 1 lance or deviations Idantlf lad. Major areas 
inspactad: allegations of improper operation 
CHRISBOTIMOB.N . NALKER.R 0 Region 3, Office of Director 
84/02/31. 4pp. 33990 092. 24X Flcho 90-000, 84/02/23. 8403120134 


8403090043 Forwards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
awareness t< strengthen corporate ability to Improx^e 
regulatory performance 

THOMAS. B Commonwealth Edison Co 84/02/24 REPPLEft. J O Region 
3, Office of Director 3pp 22490 139 24X Fiche 50-000.84/02/24. 

8403090043 


— 8403030046 Rev 0 to "Corporate Regulatory Performance Improvement 
Plan " 

e Commonwealth Edison Co 84/02/29 22pp 22490 142 24X 

Fiche 50-000. 04/02/24, 8403090043 


8401190072 IE Info Notice 84-13. “Potential Deficiency in Motor 
Operated Valve Control Circuits 4. Annunciation “ Sve list 
end 

JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response IPost 830103) 84/02/28 Consolidated Edison Co of New 

Vark, Inc 119pp 22909 239 24 X Fiche 90-000,84/02/28,8401190072 


8403190314 Forwards IE Imp Repts 90-299/83-27 J< 50-304/83-28 on 
831132-1228 t. 840202 4< notice of violation Concerns re mgt 
control Inadequacies. per TMI Action Plan Item II F 1 1, 

"Noble Oai Effluent Monitor." expressed 

HIND. J A Division of Radiological 2. Materials Safety Programs 
84/03/01 REED, C Commonwealth Edison Co 2pp 22673 196 24X 

Fiche 90-299,84/03/01.8403190314 


— 8403190321 Notice of violation from Insp on 831122-840202 

HIND. J A Division of Radiological It Materials Safety Programs 
B4/03/01 3pp 22673 198 24X Fiche 30-299.84/03/01.8403190314 


— 8403190321 Notice of violation from insp on 831122-640202. 

hind, J A Division of Radiological & Materials Safety Programs 
84/03/01 3pp 22673 198 24X Fiche 90-295.84/03/01,8403190314 


—8403190334 IE Insp Repts 90-299/83-27 t< 90-304/83-28 on 831)22-840202 
Violation noted failure to follow plant procedures re 
source handling, to evaluate radiological haiards t. to 
control access to high radiation area 

LOVENDALE.P C , NICHOLSON, N . OREGER. L R Region 3. Office of 
Director 84/02/29 14pp 22673 201 24X Fiche 90-299.84/03/01. 

8403190314 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT tt NRC " 9vc list end 

GRACE. J N Division of QA. Safeguards 1. Inspection Programs (Post 
930103). 84/03/02 Consolidated Edison Co of New Ynrk. Inc 

130pp 22992.329 24X Flcho 90-000,84/03/02.8402090007 


B40209000B IE Info Notice 84-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list end 

JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 630103) 64/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22993 098 24X Fiche 90-000. 84/03/02. 8402090000 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Eve list end 

JORDAN. E L Division of Emsrgency Preparedness I. Englnasrlng 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc ll9pp 22593 217 24X Flcho 90-000,84/03/02,8402090009 


8402090011 IE Info Notice 84-17. "Problems U/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/09 Consolidated Edison Co. of Now 

York, Inc U7pp 22993 336 24X FI che- 90-000. 84/03/05. 840209001 1 


8402090024 IE Info Notice 84-09. Rev I. "Lessons Ltarntd From Insps of 
Fire Protection Safe Shutdown Sgs " Sve list end 
JORDAN. E L Division of Emsrgency Preparedness b Engineering 
Response (Post 830103) 64/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22639 049 24X Fiche, 90-000. 84/03/07. 8402090024 


8402090028 IE Info Notice 64-18. "Stress Corrosion Cracking In PNR 
Sys. " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Responee (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22984 1B6 24X Fiche 90-000.84/03/07,8402090028 


8403220161 Forwards IE Insp Rtpts 90-299/83-26 b 90-304/93-27 on 
831221-840209 b notice of violation U/o notice of violation 
SHAFER, U D Region 3. Of flea of Director 84/03/07 REED. C 
Commonwealth Edison Co 2pp 22717 188 34X Fiche 90-299,64/03/07, 

8403220161 
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— S4032301i5 IE Insp 5O-2'!3/03-36 30-30^/83-27 on 831 22J-840209 

Nancomp I lane e noted failure Co comply u/approved written 
procedures. Paragraph » 5>6/ll A M.resulting in reactor trips 
Jr LERb 

HQLZMER.M M , DUNAWAY. F R . BOYD. D C Region 3. Office of 
Director Bd/OS/O* 12pp 22717 170 24X Fiche 60-293.84/03/07, 

3403220161 


8402070031 IE Bulletin 84-02. “Failures of SE Tgpe HFA Relays in Use in 
Class IE Safetv Si/s ” Sve list enc I 

DBVOUNO. R C Director's Office. Office of Inspection and 

Enforcament 84/03/13 Consolidated Edison Co of Neu York. Inc 

134pp 22323074 24X Fiche 50-000,84/03/12,8402070031 


84D3230OQS Ack receipt of regulatory p erf oriitance improvement plan 
Periodic meetings requested to discuss progress Pn program 
{. provide feedback 

KEPPLER.J 0 Region 3. Office of Director 84/03/20 THOMAS, 0 
Commonvealth Edison Co Ip 22730 161 24X Fiche 50-000,84/03/20, 

8403230080 


— 8403330107 Foruiards corporate regulatory performance improvement plan 
THOMA8, 8 C pmmonuea I th Edison Co 84/02/24 KEPPLER, J -O Region 
3. Office of Director 3pp 22730 163 24X Fiche 30-000, 

84/03/20, 8403230088 


— 8403230136 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
For OresdePiOuad Cities, Zion & LaSalle Operating Nuclear 
Stations & Byron t< Draldwood Project Operating 
Organt la t ions " 

* Commonwealth Edison Co 84/02/27 32pp 22730 163 34X 

Fiche 50-000.84/03/20,8403230088 


0403260196 Forwards responses to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Killer, inc Ouad Cities 
supplied w/plping matls from Ray Miller. Inc during const. 

Evaluation eocl Concerns of JE Oulletin 83-06 satisfied 

BARNES. P L Commonuealth Edison Co 84/03/20 REPPUERi>l O Region 

3. Office of Director l?pp 22756 185 24X Flcho 50-000,84/03/20, 

8403260196 


8403070043 IE Info Notice 84-19. "Two Events Involving Unau t hor 1 i ed 
Entries into PUR Reactor Cavities " Sve list end 
JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc I23pp 22B23 229 24X Fiche 50-000104/03/21.8402070043 


8402090044 IE Info Notice 04-20. “'Eve Life of Relays In Sa f e t y -Re lated 
Sys '■ Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co pf Neu 

York. Inc 135pp 22733 001 24X Fiche 50-000.84/03/21,0402070044 


R Periodic operating reports 6 related correspondence 


8403060317 “Effluent h Waste Disposal Semiannual ReptiJul-Dec 1983, 
-Oaseous Ef f 1 uents, 3ummat i on of all Releases " W/a402l0 
1 tr 

GRAES8Efl. K L Comnunuealth Edison Co 83/12/31 ilEPPLER.JO 
Region 3, Office of Director 27pp 23511. IS? 24X 
Fiche 50-275,83/13/31.8403060317 


8403080177 "Rept of Occupational Personnel Radiation Doses. 1903 " 
H/040227 ItT 

ECOTT. J S Cpmmonuealth Edison Co 03/13/31 13pp 23559 099 
24X Fiche 30-000.83/12/31, 84030001 97 


0403220130 Annual whole body external exposures for 1783 W/840316 Itr 
RY0AK.B Commonwealth Edison Co 03/12/31 7pp 22716' 007 24X 

Fiche 50-000.83/12/31, B403220 ISO 


0403170156 Monthly operating repts for Feb 1784 N/B40307 Itr. 

AUSTIN. G . ORAESSER.K L C ommonuea I th Edison Co 04/02/29 ]3pp 
22669 163 34X Fichi 50-275,84/02/29,8403170156 


S Reportable occurrences, LERs 6 related correspondence 


B2tll50076 Discustes events involving losi of electrical inverters 
Including attendant inverters to vital instrument buses. 
Recommendatsons provided by Nuclear Safety Analysis Ctr are 
excellent in helping to reduce Instrument failures 

ASME.F Reactor Operations Analysis Branch 82/J0/2I SEYFRIT. K V 
Reactor Operations Analysis Branch Bpp 23775 323 24X 

Fiche 30-000.02/10/31,8311150076 


8403060-249 LER 84-006-00 on 840303, RCS Increased above 300 F ®n 
computer CRT display before enprglklng safeguards sys Caused 
by operator error Operators reminded to complete all 
necessary prerequisites before starting action W/B40302 Itr 
CAMPBELL, E J , GRAESSER.K L Commonuralth Edison Co 84/03/02 
3pp 22317 076 24X Fic he 50-295. 04/03/02, 0403060349 


8403070164 LER e3-055/03L-0 on 830613, conta 1 nment purge radiation 
monitor 1RT-PR07C recorder found out of tolerance low Cause 
undetermined Recorder recalibr to within tolerance 
Preventive ma int program imp 1 emen tod W/840305 I tr 
KASSNER.O , ORAEESER.K L Commonwealth Edison Co 84/03/05 
KEPPLER.J 0 Region 3, Office of Director 2pp 22575.135 24X 

Fiche 90-295,04/03/05,8403090164 


8403270035 LER 04-009-00 on 840232, annunc 1 a tor s for steam generator 
feed f 1 ou ml smatch , I e ve 1 deviation 6 lo-lo level alarmed 6 
reactor tripped Cause of trip could not be determined Unit 
brought back on line on 840223 U/a40332 Itr 

RATH5AM, R . ORAESSER.K L Commonwealth Edison Co 84/03/22 3pp 
22767 334 24X Fiche 50-299.84/03/23,0403270035 


0403370107 LER 04-010-00 on 040224, feedwater pump C decreased to (iiln 
speed, causing steam generator D low level coincident u/ 
steam flow-feed flow mismatch St reactor trip Caused by 
location of self-bleeding moisture trap U/B40323 Itr 
BEINECKE, P J , ORAESSGR, K L Commonwealth Edison Co 04/03/23 
3pp 32774 026 24 X Flc h e. 50-295. 04/03/23, 8403270109 


B4032702O3 LGR 04-007-00 an 840223. dur ing unit s tar tup. c ontr o 1 rod 
urgent failure received during rod withdrawal, preventing rod 
motion Operator tripped reactor manually Alarm spurious 
Cause not determined W/040333 Itr 

CHIN,R Y , ORAESSER.K L Commonwealth Edison Co 84/03/2 3 3pp 

22771 317 24X Fiche 50-299,84/03/23,0403270203 


8403270265 LER 04-008-00 on 840223, loop D regulating valve failed to 
open it level in steam generator D fell Caused by supervisor 
Inadvertently leaving instrument air supply valve closed 
while performing step 32< b ) M/840323 Itr 

BEINECKE, P J , ORAESSER.K L Commonwealth Edison Co S4/03/23 
3pp 22771 316 24X Fiche 50-295,84/03/23,8403270265 


DOCKET 50-296 DROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F Security, medical, emergency tt fire protection plans 


8403060230 Emergency plan Implementing procedures, Inc lud ing IP-2 re 
natlficatton of unusual event, IP-3 re alert. IP-4 re site 
emergency 6 IP-6 re radiological emergency p Ian. ac t Iva t ion 
at support ctr W/B4022B Itr 6 list of effective pages 
MILL8.L M Tennessee Valley Authority 04/02/10 O'REILLY.J P 
Region 2, Dffice of Director S2pp 22516 098 24X 

Fiche 50-259,04/02/10,8403060238 


B40306057I Advises that NRC ulll not review emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
licensee, per 810709 Oenerlc Ltr 81-27 W/o request, entire 
plan will he placed in PDR 

VABSALLO.DB Operating Reactors Branch 2 04/02/10 PARRIS, H 0 

Tennessee Valley Authority 2pp 22552 261 24X 

Fiche 50-259,84/02/10,0403060571 


0403060235 Rev 5 tn Procedure IP-7, "Muscle Shoals Emergency Ctr 
Implementing Procedures Document " W/040213 ltr 
HAXWELL.R , SLIOER.E K Tennessee Valley Authority 04/02/13 
63pp 22518 023 24X Fiche 50-000,04/02/13,0403060235. 


8403060147 Forwards revised effective pages to Knoxville Emergency Ctr. 
Central Emergency Control Ctr, Dlv of Nuclear Power Emergency 
Ctr & Muscle Shoals Emergency Control Ctr emergency plan 
implementing procedures U/a Muscle Shoals pages 

MILLS, L H Tennessee Valley Authority 04/02/28 O'REILLY, J P 
Region 2, Office of Director Ip 22516 165 24X 

Fiche 90-000,04/02/28,0403060147 


— 8403060163 Revised list of effective pages to Knoxville Emergency Ct 
emergency pla.n implementing procedures 

a Tennessee Valley Authority 84/02/06 Spp 22516:166 24X 

Fiche, 50-000, 04/02/28, 8403060147 


— 8403060189 Revised list of effective pages to Central Emergency 
Control Ctr emergency plan implementing procedures 
a Tennessee Valley Authority 84/02/06 Spp 22516,174 24X 

Fiche 50-000,04/02/20.0403060147 


— 8403060206 Revised list of effective pages to Dlv of Nuclear Power 
Emergency Ctr emergency plan Implementing procedures 
a Tennessee Valley Authority 84/02/06 4pp, 22516:182 24X 

Fiche 50-000,04/02/28,0403060147 


8403160162 Act receipt of 840222 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/83-57, 
50-260/03-57 6 50-276/03-57 

LEWIS, R C Division of Project 1< Resident Programs, 84/02/29 
PARRIS, Kl 0 Tennessee Valleij Authority Ip 22655 273 24X 

Fiche 50-259,84/02/29,0403160162 
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til 


.<•-84031 £01 71 Responds to NRC B401S3 1 tr re violations noted In IE Insp 
RejitS 50-259/83-97.30-260/83-57 !< 50-296/83-57 Corrective 
actions policy statement Issued to health physics 
technicians re high radiation area doors 

HILLBtL M Tannessee Valley Authority 84/03/22 □'REILLY. J P 
Region 2. Office of Director 9pp 226S3 274 24X 

Flche 90-259,84/02/29.8403160162 


^-8403160181 Notice Of violation from insp on 831126-1225 

* Region 2. Office of Director 84/01/23 2pp 22655 281 24X 

FicJie 50-259, 84/02/29, 8403160162 


.-'8403160106 IE Insp ReptS 5O-259/03-57, 50-260/03-57 (< 5O-296/03'57 on 
831126-1225 Violations noted failure to lock high radiation 
area, to follou special work permit tc to have adequate fire 
protection meint procedure 

PAULKiO L Region 2. Office of Director 84/01/21 &pp 
22655 203 24X Flche 90-259,84/02/27,0403160162 


Q40316021S Ack receipt of 840209 1 tr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-839/83-40, 
30-260/83-40 & 90-296/83-40 

LEMISiR C Division of Project fc Resident Programs 04/03/01 
PARRIB.K 0 Tennessee Valley Authority Ip 22661 098 24X 

Plcbe 50-259,84/03/01,8403160218 


— 8403160223 Responds to NRC 840111 Itr re violations noted in IE Insp 
Repts 50-239/83-40,50-260/83-40 J, 50-296/03-40 Corrective 
actions radiological emergency planning program reviewed & 
areas requiring rev identified 

HILLSfL M Tennessee Valley Authority 84/02/09 O'REILLY, J P 
Region Z, Office of Director 6pp 22661 099 24X 

Flche. 50-259, 84 /03/0 1 , 8403 1 602 1 8 


—9403160230 Forwards IE Insp Repts 30-259/83-40,50-260/83-40 h 
30-296/83-40- on 831017-21 t< 1122 ti notice of violation 
LERIBiR C Division Of Project tc Resident Programs 84/01/11 
PARRIS, H 0 Tennessee Valley Authority 2pp 22661 10 5 24X 

Flche 50-259,84/03/01,8403160218 


— 8403160239 Notice of violation from Insp on 831017-21 tc 1122 

• Region 2. Office of Director 84/01/11 3pp 22661 107 24X 

Flche- 50-259, 84/03/01, 8403160218 


--8403160244 IE Insp Repts 50-259/83-40, 50-260/03-40 «< 50-296/83-40 on 
831017-21 tc 1122 None ompl lance noted failure to control 
documents, properly train emergency personnel in protective 
action requirements tc Incorporate protective action 
DECKER,! R Region 2, Office of Director 84/01/06 9pp 
22661 110 24X Flche 30-259,84/03/01,8403160218 


3403160343 Extends invitation to attend region 840316 workshop at 
regional ofe to discuss 10CFR5D,App R requirements tc recent 
results of insp to help resolve misunderstandings associated 
u/requir ements 

LEHia, R. C Division of Project 6 Resident Programs 84/03/02 
PARRIS, H 0 Tennessee Valley Authority 2pp 22660 083 24X 

Fiche 30-000.84/03/02,8403160345 


(403130483 Ack receipt of 840119 Itr transmitting Rev 7 to security 
personnel training tc qualification plan Rev consistent 
w/provislons of 10CFR50 S41p> tc acceptable 

LEUISiR C Division of Project tc Resident Programs 84/03/08 
PARRIS, H.O Tennessee Valley Authority 2pp 22613 210 24X 

Flche 50-259.84/03/08,8403130485 


403130494 Ack receipt of 040130 Itr transmitting rev to physical 
Security plan Rev consistent y/provlsloni of lOCFRSO 34(p$ 

It acceptable 

l-EWIS.R, C. Dlvielon of Project Sc Resident Programs 64/03/09 
Farris. H O Tennessee Valley Authority. 2pp 22613 197, 24X 

Flche 50-259, B4 /03 /09, 8403 1 30404 


403160025 Advisee that 840116 rev to physical security personnel 
training tc qualification plan consistent w/provl slons of 
1 OCFASO. 34 ( p ) 1. acceptable 

t,EUIB.R C Division of Project tc Resident Programe 04/03/13 
FarRIB.H 0 Tenneeite Valley Authority 2pp 22653 358 24X 

Fiche 30-259,64/03/13,8403160025 


^^3190136 Act receipt of 840221 tc 0312 Itrs Informing NRC of steps 
tekan to correct vlcilations noted in IE Insp Repts 
90-299/83-5?. 30-260/83-3? tc 50-296/83-59 Responses meet 
*0CFR2 201 requir ements. 

LEwis.R C Divlsios) of project tc Resident Programs. 84/03/14 
f^ARRISiHO Tennessee Valley Authority. Ip 22670 314 24X 

'^lehe* 90-23?. 64/03/14, 0403190136 


--8403190149 Suppls respohse to NRC 040120 Itr re violations noted in IE 
Insp Repts 50-239/63-59, 50-260/83-39 S0-296/B3-59 

Responses withheld (ref 10CFR73 21) * 

MILLS.L n Tennessee VaUey Authority 84/03/12 O'REILUV.J P 
Region 2, Office of Director Ip 22670 315 24X 

Fiche 30-259,84/03/14,8403190136 


— B403190I6I Responds to NRC 840120 Itr re viulations noted in IE Insp 
Repts 50-259/03-59. 50-260/B3-59 t, 50-296/83-59 Responses 
withheld (ref 10CFR73 21) 

MILLS, L M Tennessee Valley Authority 84/02/21 O'REILLY.J P 
Region 2. Office of Director ip 22670 316 24X 

Fiche 50-259, 84/03/14. 0403190136 


—8403190172 Forwards IE Insp Repts 30-239/63-59, 50-260/83-39 tc 
30-296/03-59 on 831216 & notice of violation Notice of 
violation withheld (ref 10CFR2 790 4c 73 21 ) 

LEUIScR C Division of Project tc Resident Programs 64/01/20 
PARRIB.H G Tennessee Valley Authority 2pp 22670 317 24X 

Fiche 50-259104/03/14,0403190136 


—0403190188 IE Insp Repts 50-259/03-99.50-260/83-59 4, 50-296/63-39 on 
031216 Noncompliance noted security force member failed to 
control access to area Details withheld (ref iOCFR73 21 tc 
2 790) 

TJLLMAN.A Region 2, aPflce of Director 64/01/19 ip 
22670 31? 24X Flche 90-239ca4/03/14, 8403190136 


0403290117 Forwards FEMA final rept for 031015-16 emergency exercise 
VERREULI.D M Divisign Of Project tc Resident Programs 04/03/20 
PARRIS, HO Tannessee Van By Authority Ip 22007 027 24X 

Fiche 50-259,84/03/20,0403290117 


0 Adjudicatory correspondence 


B4O3200D5? Submits addl info on util initiatives in PRA.per response to 
840227 Itr Effort to reduce number of violations t, risks 
mainta i ned 

FREEMAN, 8 D Tennessee Valley Authority 04/03/12 MARKEY.E 3 
House of Rep , Interior & Insular Affairs 2pp 226G5 033 24X 

Fiche 50-259,84/03/12,8403200059 


J Insurance tc indemnity Information 


8403060334 Forwards Endorsement 73 to NELIA Policy NF-19a 

DUCK, J R Marsh t, McLennan, Inc 04/02/28 SALTZNAN, J Assistant 
Director for State t< Licensee Relations 2pp 22516 009 24X 

Fiche 50-299, 84/02/28,8403060334 


P Operating license stage documents tc ccxrr espondenc e 


8403060076 Forwards request for addl info re inserVice tasting of pumps 
L valves, in order to complete review of 020031 t, 830406 
submittals Response requested uilt))ln 45 days of Itr receipt 
VA8SAUU0, D 0 Operating Reactors Oranch 2 84/02/10 PARRIS, It 0 

Tennessee Valley Authority 4pp 22520 288 24X 

Flche 90-259,84/02/10,8403060076 


8403140340 Summary of 831215 meeting lu/GE & Mark I Owners Croup in 
Bethesda,HD re Mark I containment ue twe I 1-drywel 1 vacuum 
breaker design methodology 

BIECEL, 8 L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 51pp 22635 198 24X Flche 50-000.04/02/21. 

8403140340 


0403010306 Application For amend tci Licenses DPR-33, DPR-53 l> DPR~68, 
changing Tech specs to lower Oreup 1 isolation setpoint for 
reactor lower water level U/propr le tary NEDE-30012, " M8IV 
Water Level '■ Rept withheld (ref iQCFR2 790) 

MILLS, L H Tennessee Val ley Authority 64/02/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22433 042 
24X Fiche 50-259,84/02/22,0403010306 


— 8403010313 Proposed clianges to Tech Specs lowering Group 1 isolation 
setpoint for reactor lower water level W/affidavIt 
* Tennessee Valley Autliority 04/02/22 29pp 22433 045 24X 

Flche 50-259,04/02/22,0403010306 


0403140276 Requests 840307 meeting w/7VA In Chattanooga. TN to discuss 
design of analog trip sys for Unit 3 in light of failure of 
analog transmitters experienced In Unit 1 , p er util 840123 
request far license amend 

VASSALLOiD 8 Operating Reactors Oranch 2 S4/02/2S PARRIS, H C 

Tennessee Valley Authority 2pp 22636 327 24X 

Flche 50-296,84/02/28,8403140276 
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8403150323 Foruiards Info rs ONL dasi reduction projact plant vltlt Info 
allouis 8ML personnel to better prepare For station visit< 
eipedttp paperuort b tnlnimlie Impact on plant personnel 
VASSALLQ.DB Operating Reactors Branch 2 84/02/28 PARRIS. HO 

Tennessee Valleg Authority 46pp 22662 040 24X 

FI Che 50-259,04/02/284 0403150323 


0403130007 Forwards response to Generic Ltr 83-36 re h*JRCQ-0737 Tech 
Specs 

rm.L3,L H Tennessee Valley Authority 94/03/07 DEMTON. H R 
Office of Nuclear Reactor Regulation) Director 3PP 22613 349 
24 X FIche 50-2391 84/03/07) 8403130007 


8403130025 Informs that add 1 info requested on 831012 re reactor 
protection sys power monitoring sys design mods will be 
submitted by 040702 

MILLS.L M Tennessee Valley Authority 84/03/07 BENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 22614 362 24X 

Fiche 50-259.84/03/07,0403130025 


B403160247 Informs Of 840327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical OA program, per 
840302 telcon 

LEUIS, R C Region 2. Office of Director 84/03/08 PARRIS.H 0 
Tennessee Valley Authority Ip 22660 361 24X 

Fiche 50-000.84/03/08.8403160247 


8403160373 Notifies of use of ASHE Nuclear Components Code Case N32-4 
for hydrostatic testing af Class 3 embedded piping MIC 
position, re Use of Code Case N32-4 requested 

KILLS. L N Tennessee Valley Authority B4/03/1S DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 22660 014 24/ 

Fiche 50-000,84/03/12.8403160373 


8403150275 Generic Ltr 84-07 to all licensees of BNRs re procedural 
guidance for pipe replacement at OWRs Sve List end 
E16ENHUT. D C Division of Licensing 84/03/14 Commonueal th 

Edison Co 20pp 22023 334 24X Fiche 50-000,84/03/14)0403130275 


8403200170 Forwards response to Item 4 3 of Generic Ltr 83-28, 
"Required Actions Based on Generic Implications of Salem 
ATU3 Events" re reactor trip sys reliability Control rod 
tests cheek rod insertion times t< hydraulic scram valves 
HILL6.U K Tennessee Valley Authority 84/03/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lOpp 22700 024 
24 X Fiche 30-259.84/03/13,8403200170 


B403360239 Forwards addl info re test configuration & results of 
verification testing, par 840106 request re adequacy of 
station electric distribution sys voltages Test results 
Indicated no unexpected voltage levels 

MILLS.L M Tennessee Valley Authority 84/03/19 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 26pp 22736 134 
24 X Fiche 30-239.84/03/19.8403260229 


a Inspection reports, IC Bulletins t< correspondence 


B403070034 Responds to NRC ltr re violations noted in IE tnsp Repts 
50-259/63-09.30-260/83-09 h 50-296/83-09 List of 
identified deficiencies Ih implementation schedule provided 
to senior NRC Inspector on B30901 

MILLS.L M Tennessee Valley Authority 83/09/15 O'REILLY, J P 
Region 2, Office af Director Ip 2S547 861 24X 

Fiche 50-259, 83/09/15) 8403070054 


8403070237 Updates 830715 response to NRC 630616 ltr re violations 
noted in IE Insp Repts 50-259/83-19. 50- 260/ B3- 19 1. 

50-296/83-19 Operating instructions revised b Units 2 6 3 
PBC charging sys operational 

MILLS, L M Tennessee Valley Authority 83/09/30 0'REILLY,JP 
Region 2, Office of Director Ip 22541 361 24X 

Fiche 30-239,83/09/30,8403070237 


8403070871 Supply 630830 response to NRC ltr re violations noted in IE 
Insp Repts S0-2S9/83-33, 30-260/83-23 6 50-296/83-23 Boral 
test specimen installation will be delayed until 831028 due 
to late receipt of metis par 831012 telcon 

KAMMER,DS Tennessee Valley Authority 83/10/21 O'REILLY, JP 
Region 2. Office of Director Ip 23346 3S6 24X 

Fiche 50-239,93/10/21.8403070271 


8403070023 Responds to NRC ltr re violations noted in IE Insp Repts 
50-259/83-27,50-360/83-27 b 50-296/83-27 Corrective actions 
compliance u/tnstruc tions will be achieved t< corrective 
actions will be completed before Cycle 6 operation 
MILLS. L.M Tennessee Valley Authority 83/10/27 O'REILLY, d P 
Region 2. Office of Director Ip 22S4I 262 24X 

Fiche 30-259,83/10/27.8403070023 


B403070067 Forwards IE Insp Repts 30-239/83-50,30-260/03-50 6 
50-296/83-90 on 030912-16 6 26-30 Unresolved item re 
posslhle high radiation dotes measured by personnel 
d oslmeters, d 1 scussed on 831028, considered closed 

Q'REILLY, J P Region 2. Office of Director 84/01/11 PARRIB.H 0 
Tennessee Valley Authority 2pp 22949 341 24X 

Fiche 90-239, 84/01/11.840307 0067 


— 8403070072 IE Insp Repts 30-239/83-30,30-260/83-50 6 50-296/83-50 on 
831028 Ns violations or deviations noted Major areas 
inspected TLD 6 multiple hadglng 

DED6. Q T Region 2, Office of Director 83/12/03 3pp 
22343 343 24X Fiche 30-239.84/01/11.8403070067 


8403160232 Forwards IE Insp Repts 30-239/84-04,30-260/04-04 & 
30-296/84-04 on 640123-27 No violations or deviations noted 
VERRELLI.D H Division of Project t. Resident Programs 84/02/16 
PARRIB.H 0 Tennessee Valley Authority 2pp 22661 029 84X 

Fiche 30-239.84/02/16,8403160232 


— 8403160238 IE Insp Repts 50-259/84-04,30-260/84-04 & 30-296/84-04 on 
840123-27 No violations or deviations noted. Major areas 
Inspected startup testing, neui fuel receipt, plant tours It 
H31V repair status 

DAVENPORT, K E Region S, Office of Director UAPE, F Division of 
Engineering 6 Operetional Programs 04/02/14 5pp 22661 031 
24X Fiche 30-259, 84/02/16. 8403160232 


8401190072 IE Info Notice 84-13. "Potential Dsficlancy in Motor 
Operated Valve Control Circuits & Annunciation “ Sve list 
end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 34/02/28 Consolidated Edison Co of New 

York. Inc llSpp 22909 239 24X Fiche 30-000,84/02/23,8401190072 


8403160162 Ack receipt of B40222 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-239/83-37, 
90-260/03-57 8< 30-296/83-37 

LEUIB.R C Division of Project L Resident Programs 84/02/29 
PARRIS, H G Tennessee Valley Authority Ip 22635 273 24X 

Fiche 30-859,84/02/29,8403160162 


— 8403160171 Responds to NRC 840123 ltr re violations noted In IE Insp 
Repts 50-259/83-37,30-260/83-37 t, 50-296/83-37 Corrective 
actions policy statement issued te health physics 
technicians re high radiation area doors 

MILLS, L M Tennessee Valley Authority 84/02/22 O'REILLY. J P 
Region 2, Office of Director 9pp &26SS' 274 24X 

Fiche 30-239.84/08/29.8403160162 


— B40316017B Forwards IE Insp Repts 30-259/83-37,50-260/83-57 t. 
50-296/83-57 on 831126-1223 & notice of violation 
LEWIS, R C Division of Project h Resident Programs 04/01/23 
PARRIB.H 0 Tennessee Valley Authority 2pp 22653 279 84X 

Fiche 30-259.04/02/29,0403160162 


— 84031601B1 Notice Of violation from Insp on 831186-1223 

« Region 2. Office of Director 84/01/23 2pp 22633 281 24X 

Fiche 30-259, 64/02/29. 0403160162 


— 8403160186 IE Insp Repts 30-239/83-57,30-260/83-57 «< 30-296/83-87 on 
831126-1223 Violations noted failure to lock high radiation 
area, to follow special work permit b to have adequate fire 
protection nalnt procedure 

PAULK, 0 L Region 2, Office of Director CANTRELL, F B Division 
of Project it Resident programs 84/01/21 6pp 22633 983 24X 

Fiche 50-259, 84 /02/29,a403 1601 62 


0403160218 Ack receipt of 040209 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-239/83-40, 
30-260/83-40 it 50-996/83-40 

LEUIB.R C Division of Project ti Resident programs 84/03/01 
PARRIS. H 0 Tennessee Valley Authority Ip 22661 098 24X 

Fiche 30-259.04/03/01.8403160210 


— 8403160223 Responds to NRC 840111 ltr re violations noted In IE Insp 
Repts 30-239/83-40.50-260/83-40 h 30-296/83-40 Corrective 
actions radiological emergency planning program reviewed It 
areas requiring rev identified 

MILLS.L M Tennessee Valley Authority 84/02/09 O'REILLY. J P. 
Region 2. Office of Director 6pp 22661:099 24X 

Fiche 50-239.84/03/01.6403160218 


—8403160930 Forwards I£ Insp Repts 50-259/83-40.30-260/83-40 It 
30-296/03-40 on 831017-21 it 1192 it notice of Violation. 

LEMIS. R C Division of Project I, Resident Programs 84/01/11 
PARRIB.H 0 Tennessee Valley Authority 2pp. 29661,103 94X 

Fiche 50-239,84/03/01,8403160210 


—8403160939 Notice of violation fram Insp on 831017-21 6 1122, 

s Region 8, Office of Director. 84/01/11 3pp 22661 107 24X 

Fiche 30-259,84/03/01,8403160318 
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— B4031A0244 tE Insp SO"a59/03-4O, SO-2<!.0/83-40 & 30-27i/B3-40 an 

831017-21 t< 1122 Noncotnp 1 lance noted failure to control 
document!) properli| train emergency personnel in protective 
action requirements b incorporate protective action 
DECHER. T R ) 9TODDART, P 0 Region 2< Office of Director 
JENKINSiO R Division of Emergency Preparedness b Materials 
Safety 84/01/06 9pp 25661 110 24X Fiche 50-259,84/03/01, 

8403160210 


B402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DDT t, NRC " Sve list end 

ORACEi J N Division of QA, Safeguards b Inspection Programs IPost 
830103) 84/03/02 Consolidated Edison Co of Neu York, Inc 

130pp 22552 329 24X Fiche 50-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 64/03/02 Consolidated Edison Co of Neu 

Yorlc, Inc 122pp 22553 090 24X Fiche 30-000,84/03/02,0402090008 


B402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Bve Hat end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York, Inc 119pp 22553 217 24X Fiche 30-000,94/03/02,0402070009 


8403080213 EN-B4-007 on 840307, notice of violation b proposed 
Imposition of civil penalties in amount of *40,000 to be 
Issued Action based on failure to control access into vital 
area due to guard leaving post 

RD8AN0, R Director's Dfflce, Office of Inspection and Enforcement 
84/03/02 Ip 22560 021 24X Fiche 30-239.84/03/02,8403080213 


8402090011 IE Info Notice 94-17. "Problems N/Llquld Nitrogen Cooling 
Components Delou Nit Ductility Temp " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of Neu 

York, Inc ll7pp 22553 336 24X Fiche 50-000,84/03/05,8402090011 


840316030B Ack receipt of 840217 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-259/83-56 
LEWIS, R C Division of Project b Resident Programs 84/03/05 
PARRIS, H 0 Tennessee Valley Authority Ip 22660 085. 24X 

Fiche 50-259,84/03/05,8403160308 


— 8403160318 Responds to NRC 840117 Itr re violations noted In IE Insp 
Rept* 50-257/83-561 50-260/83-56 b 50-296/83-56 Corrective 
actions lOX retest sample calculation made for all snubbers 
ulthln Category/Oroup 3 

MILLS, L M Tennessee Valley Authority 84/02/17 O'REILLY, J P 
Region 2, Office of Director 2pp 23660 086 24X 

Fiche 50-259,84/03/05,8403160308 


—8403160328 Foruards IE Insp Repts 50-259/83-56,50-260/83-56 b 
50-296/83-56 on 831213-16 b notice of violation 
LEWIS, R.C Division of Project b Resident Programs 04/01/17 
PARRIS, H e Tennessee Valley Authority 2pp 22660 088 24X 

Fiche 50-259.04/03/05,8403160300 


— 840316033? IE Insp Repts 50-359/83-56, 50-360/83-56 b 50-296/83-56 on 
831213-16 Violation noted failure to test addl 107. sample 
for aach snubber 'that failed functional test 

UHITENER, H. L Region 2, Office of Director JAPE, F Division of 
Engineering b Operational Programs 84/01/10 epp 22660 091 
24X Fiche. 50-239, 94/03/05. B40316030B 


8403290237 Foruards IE Insp Repts 50-259/84-05.50-260/84-05 b 
30-296/84-05 on 840130-0201 No violations or deviations 
Idantlf ied 

VERRELLIiD M Division of Project b Resident Programs 84/03/05 
PARRIS, H.O Tennessee Valley Authority 2pp 22800' 229 24X 

Fiche: 50-259, 84/03/05, 8403290237 


— 8403290239 IE tnsp Repts 50-259/84-05, 50-260/84-05 b 50-296/84-05 on 
840130-0201, No violations or deviations identified Major 
araas inspected follouup of IE Bulletin 61-03, revieu of LERs 
re bulletin b procedures for flou rover 1 ficatlon tests 
CUNNINOHAMiA L Region 2, Office of Director MONTOOHERY, D M 
Division of Engineering b Operational Programs 84/03/02 Spp 
28800 231 24X Flcha 50-259,84/03/05,8403290237 


8402090024 IE Info Notice 64-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Eve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Reepone* (Poet 830103) 84/03/07. Consolidated Edison Co of Neu 

York, Inc. llBpp 22635 049 24X Fiche 50-000,84/03/07,8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Bye, '* Bve list end, 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Reepone* (Post 830103), 84/03/07 Consolidated Edison Co of New 

York, Inc. llBpp 22584 186 24X Fiche 30-000,84/03/07,8402090028 


8403160273 Forwards 16 Enforcement Conference Repts 50-259/84-06, 
50-260/84-06 b 50-296/84-06 on 840224 

O'REILLY, J P Region 2. Office of Director 84/03/06 PARRIS. H O 
Tennessee Valley Authority 2pp 22661 004 24X 

Fiche 50-259,84/03/08,8403160273 


—8403160282 IE Enforcement Conference Repts 50-259/84-06,50-260/84-06 b 
50-296/84-06 on 840224 Major items dtecussed bypassing rod 
sequence control sys while shutting down b Isolation Of 
dryuiell to pool pressure instrument 

BUTCHER, R C Region 2. Office of Director CANTRELL. F 5 
Division of Project b Resident Programs 94/02/29 4pp 
22661 006 24X Fiche 50-259,84/03/08,8403160273 


8402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays In Use »n 
Class IE Safety Sys " Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134PP 29823 094 24X Fiche 50-000.84/03/12,8402090031 


8403190136 Ack receipt of 840221 b 0312 Itrs informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
50-859/83-59,50-260/83-59 b 50-296/03-59 Responses meet 
10CFR2 201 requirements 

LEHIBrR C Division of Project b Resident Programs ©4/03/14 
PARRIS, H 0 Tennessee Valley Authority Ip 22670 314 24X 

Fiche 50-259.04/03/14,8403190136 


— 8403190149 Supple response to NRC 840120 Itr re violations noted in IE 
Insp Repts 50-259/83-59. 50-260/03-59 b 50-296/03-59 
Responses withheld (ref iOCFR73 21) 

MILLS, LM Tennessee Valley Authority 04/03/12 O'RErLLY. JP 
Region 2, Office of Director tp 22670 315 24X 

Flcha 50-259, 84/03/14, 8403190136 


— 8403190161 Responds to NRC 840120 Itr re violations noted In IE Insp 
Repts 50-259/83-59,50-260/83-99 b 50-296/83-59 Responses 
withhold (ref 10CFR73 21 ) 

MILLS, L M Tennessee Valley Authority 84/02/21 O'REILLY, J P 
Region 2. Office of Director Ip 22670 316 24X 

riche 50-259,04/03/14,8403190136 


—8403190172 Forwards IE Insp Repts 50-259/83-39,50-260/83-39 b 
30-296/83-59 on 831216 b notice Of violation Notice o-f 
violation withheld (ref tOCFR2 790 b 73 211 

LEWIS, R C Division of Project b Resident Programs 84/01/20 
PARRIS, M 0 Tennessee Valley Authority 2pp 22670 317 24X 

Fiche 50-259,84/03/14,8403190136 


“0403190108 IE Insp Repts 50-259/83-59,50-260/83-59 b 50-29 6/83-59 on 
831216 Noncompl lance noted security force member failed to 
central access to area Details withheld (ref 10CFn73 21 b 
2 790) 

TILLMAN, A . PATTERSON. C Region 2, Office of Director 
MCGUIRE, D R Division of Emergency Preparedness b Materials 
Safety 84/01/19 tp 22670 319 24X Fiche 30-259,84/03/14, 

8403190136 


8403290047 Summarlies 840312 meeting In Region II ofe re planned util 
organizational changes b regulatory performance improvement 
program for facility 

O'REILLY, J P Region 2, Office of Director 84/03/15 PARRIB.H Q 
Tennessee Valley Authority Ip 22806 271 24X 

Fiche 50-259,84/03/15,8403290047 


8403290178 Ack receipt of 840217 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/G3-3B, 

50-260/83-38 b 50-296/83-30 

LEWla.R C Division of Project b Resident Programs 84/03/20 
PARRIBiHG Tennessee Valley Authority ip 22B00 278 24X 

Fiche 50-259,84/03/20,8403290178 


— 8403290183 Suppls response to NRC 840119 Itr re violations nated 
In IE Insp Repts 50-259/03-38,50-260/03-30 b 50-276/83-38 
Corrective actions distribution of insp rept to health 
physics personnel Initiated 

MILLS. L M Tennessee Valley Authority 04/02/17 a'REILLY, JP 
Region 2, Office of Director 2pp 22800 279 24X 

Fiche 50-259,84/03/20,8403290178 


— 8403290190 Ack receipt of 831209 Itr informing NRC of steps takan to 
correct violations noted in IE Insp Repts 80-259/83-30, 

50-260/83-38 b 50-296/83-38 

O'REILLV. J P Region 2, Office of Director 84/01/19 
PARRie.H 0 Tennessee Valley Authority 2pp 228(G0'281 24X 

Fiche 50-259,04/03/20,0403290178 


■ — 8403290203 Ack receipt of 831209 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-239/03-38, 

50-260/03-38 b 50-296/83-38 

LEWIS, R C Division of Project b Resident Program* 83/12/21 
PARRIS, H 0 Tennessee Valley Authority Ip 22800 283 S4X 
Fiche 50-259,04/03/20,0403290178 
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—84032^0207 ReiponO* to NflC B3H09 ) tr re violations noted In IE Inap 
Rapts 30-2 39/03-33, 50-260/83-38 U 50-296/03-08 Corrective 
actions insp rept distributed to health phgaics personnel t< 

RCI-5 revised to incorporate 10CFR49 chanpes 

MILLS, L M Tennessee Valleg Authoritg 03/12/09 O'REILLY, JP 
Raglan 2> OFflce af Director Spp 22800 284 24X 

Fiche S0-S59, 84/03/20, 8403 2901 73 


— 8403290211 Forwards IE Insp Repts 50-239/83-38.50-260/33-38 t, 
30-296/03—33 on 03O9J2-16 1< notice of violation 
LEUISiR C Dlvisien of Project U Resident Propraais 03/11/09 
PARRIS, H O Tennessee Valley Authority 2pp 22000 209 24X 

Fiche 50-239.84/03/20,0400290170 


—8403290214 Notice of violation from Insp on 030912-16 

* Region 2, Office of Director 83/11/09 2pp 22800 291 24X 

Flche 50-259.84/03/20,8403890173 


—0403290320 IE Insp Repts 50-259/03-30,50-260/83-30 & 50-296/03-30 on 
830912-16 Violations noted 55 -S»IIdt drum reading 30 to 65 
hiillirem par hour observed unlabcled t< radiation control 
procedures not prepared or adhered to 

DEES, 8 T Region 2. Office of Director aARR, K P Division of 
Engineering i< Operational Programs 03/11/03 6pp 22800 293 
24X Flche 30-259,84/03/20,0403290178 


8402090043 IE Info Motice 04-19, "Two Events Involving Unauthoriied 
Entries into PMR Reactor Cavities ” Svc list end 
JORDAN, £ L Division of Emergency Preparedness b Enginoering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York. Inc I23pp 22623 229 24X Fjche 50-000,04/08/21.8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays In Safety-Related 
Sys ” Svc list end 

JORDAN, 6 L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 64/03/21 Consolidated Edison Co of New 

York. Inc I35pp 22933 001 24X Fiche 50-000,04/03/21,0402090044 


R Periodic operating reports b related correspondence 


0403020103 ktanthly operating repts for Jan 1984 W/B40210 1 tr 
CHAPMAM.M . THOM. T , JONES. 0 T Tennessee Valley Authority 
34/01/31 4lpp 22443 166 24X Fiche 50-259,84/01/31.0403020103 


8403300133 Forwards monthly operating repts for Feb 1984 t> corrected 
Jan 1904 monthly operating rept for Unit 1 

JOldEE. 6 T Tennessee Valley Authority 84/03/09 Office of 
Resource Management, Director ip 22020 203 24X 

Ficha 30-259,04/03/09,0403300133 


--8403300136 Monthly operating repts for Feb 1984 

THOM, T Tennessee Valley Authority 04/02/29 37pp 22030 204 
24X Fiche 50-259,84/03/09,8403300133 


S Reportable occurrences, LERs t, related correspondence 


B40305005I Notification of 840307 meeting u/utll In Chattanooga, TN 
to discuss design of analog trip sys In light of transmitter 
failures in Unit 1 

CLARK, R J Operating Reactors Branch 2 04/02/20 VASSALLQ, D D 

Operating Reactors Dranch 2 Ip 22527 318 24X 

Fiche 50-296.84/02/28,0403030051 


0403260233 Forwards summary list of deficiencies identified per 
10CFR50 SSiel.Part 21 b potential generic I tr repts for 
camisents 

STAROSTECKI, R Division of Project b Resident Programs 04/02/20 
Region 1, Office of Director 7pp 22756 065 24X 

Feche 50-000. 04/02/20. 0403260233 


8403200007 LER 84-004-00 on 840228, RHR outboard Loop n Isolation 
valve steam found broken Probably caused by overstress 
or extr«iiTte load Limi torqu e, Liml torque switches b valve 
discs ihvestigatsd U/B40314 Itr Followup rept by Q4061S 
MALRER, J D . JONES, G T Tentiessee Valley Authority 04/03/14 3pp 
22699 092 24X Fiche 50-296.84/03/14,0403200087 


V aperator Esatninatl ons 


0403160227 Confirms 840302 meeting In Atlanta, OA re 040319 operator 
requalificatlon exam, per 040229 telcon 

LEHISiR C Division of Project b Resident Programs 04/03/01 
PARRIS. H 0 Tennessee Valley Authority Ip 22660 320 24X 
Fiche 50-259.84/03/01,8403160227 


8403S90322 Discusses 840117 Itr confirming arrangements for 
administration of requal 1 f icat Ion exams Random selection 
process used to determine identify of examinees for written 
U oral exams List of examinees end 

LEWIS, R C Division of Project b Resident Programs 84/03/13 
PARRIS, H 0 Tennessee Valley Authority Spp 22002 049 24X 

Fiche 50-259,84/03/13,8403290322 


0403290213 Summariies 840302 meeting w/utll re 040323 requalificatlon 
exam of licensed operator b senior operator personnel at 
facilities Meeting provided better understanding of operator 
requa 1 i f icat ion training b exam programs 

LEWIS. R C Division of Project b Resident Programs 84/03/15 
PARRIS, H 0 Tennessee Valley Authority Spp 22800 360 24X 

Fiche 50-259,84/03/15,0403290213 


DOCKET 50-290 COOPER NUCLEAR STATION 


F Security, medical, emergency b fire protection plans 


0403050141 Provides scenario for submittal of proposed emergency 
preparedness Info, per NRC 020114 Itr & 800B19 revised 
emergency planning rule 

COLLINS. J T Region 4, Office of Director B4/02/09 PILANT. J M 
Nebraska Public Power District 2pp 22407 306 24X 

Fiche 80-298,64/02/09.8403050141 


0403060471 Advises that NRC will not review emergency plans to delete 
privacy or proprietary Info unless specifically requested 
by licensee, per 010709 Generic Utr 81-27, U/o request, entire 
plan will be placed In PDR 

VA8SALU0, D B Operating Reactors Branch 2 04/02/10 PILANT. J K 

Nebraska Public Power District 2pp 22549 324 24X 

Fiche 50-298,64/02/10.8403060471 


6403060346 Forwards emergency plan Implementing procedures, Lnc ludlng 
Rev 2 to 5 7 s, "General Emergency Implementing Procedure." 

Rev 3 to 5 7 13, “Personnel Monitoring b Decontamlnat 1 on" 
b Rev 3 to 5 7 1S< "Rescue b Reentry “ W/o end 

PILANT, JH Nebraska Pub 1 ic Power District 84/02/13 COLLINS, J T 
Region 4, Office of Director tp 32518 223 24X 

Fiche 50-298,04/02/13,0403060346 


8403260235 Forwards IE Insp Rept 50-298/83-28 on 031010-21 b notice of 
violation 

J0MN3DN, E H Region 4, Office of Director 84/02/17 PILANT. J M 
Nebraska Public Power District 2pp 22755 158 24X 

Fiche 50-298.04/02/17.8403260235 


— 8403260230 Notice of violation from Insp on 831010-21 

« Region 4, Office of Director 04/02/17 2pp 22758 160 24X 

Fiche 50-298,64/02/17,0403260235 


— 8403260240 IE Insp Rept 50-298/03-20 on 831016-21 Violation noted 
licensee presented no evidence that physician assistant 
trained to Identify aberrant behavior Details withheld 
(ref lOCrR73 21) 

CALDWELL, R A , KELLV, J A F , HUNNICUTT, D M Region 4, Office of 
Director 04/02/17 Ip 22755 162 24X Fiche 50-298,84/02/17, 

0403260235 


8403060239 Forwards Rev 3 to Emergency Plan Implementing Procedures 
5 7 3. "Alert Implementing Procedure," 5 7 8, "Activation of 
OSCs" & 5 7 12, "Emergency Radiation Exposure Control '' 

W/o ends 

PILANT. J M Nebraska Pub 1 ic Power DU trl ct 04/02/21 COLLINB.JT 
Region 4, Office of Director Ip 22S17 313 24X 

Plcho 50-298,84/02/21,0403060239 


0403140252 Forwards order confirming licenses 030415,0711 b 20 b 1230 
commitments to comply w/8uppl I to NUREO-0737 re emergency 
response capability 

VA88ALLa,D D Operating Reactors Branch 2 84/02/22 PILANT, J M 

Nebraska Public Power District 2pp 22636 332 24X 

Fiche 50-290,04/02/22,0403140252 


— 0403140256 Order confirming licensee commitments to comply w/Buppl 1 
to NUREO-0737 (Generic Ltr 82-33) re emergency response 
capab 1 1 ity 

EI8ENHUT, D 0 Division of Licensing 04/02/22 Nebraska Public 
Power District 6pp. 22636:334. 24X Fiche SO-298, 04/02/83. 

0403140252 


0403090100 Application for amend to License DPR-16< chang Ing Tech Specs 
re fire detection Instruments to comply w/NUREG-0737 
(Generic Ltr 03-36), Items 1 1 0 I, 1 1 B 3, 1 1 F 1 b 11 D 3. 4 
KUNCU.L 0 Nebraska Public Power District 84/02/29 VAS8ALL0, D D 
Operating Reactors Branch 2 6pp 22571 116. 24X 

Fiche 50-298,04/02/29,8403090100 



DOCKETED ITEMS 


115 


"8403090116 Proposed radiological Tech Specs per Nuneo-0737 lOenerlc 
Ltr 83“36> re fire detection Instrumentation 

» Nebraska Public Pouer District Q4/02/S? 16pp SS971 ISS 
a4X Flche 30-298,04/02/29.8403090100 


8403190089 Revised emergency plan Implementing procedures. Inc lud ing 
Procedure 9 7 16 re release rate de tormina 1 1 on, 3 7 17 re 
dose assessment ti S 7 19 re onsite radiological monitoring 
W/B40314 Itr 

THOMASON, P V , PICANT, J M Nebraska Public Power District 
84/02/29 COLLINS, J T. Region 4, Office of Director 72pp 
22669 229 24X Fiche 30-290,84/02/29,8403190089 


B403060264 Forwards “Program Plan for Detailed Control Room Design 
Revlau, " Including proposed schedule for Implementation, 
per NOREO-0737, aopp 1 I requirements 

PILANT, J M Nebraska Public Power District 84/03/01 
EIBENHUT, D 0 Division of Licensing Ip 22313 223 24X 

Fiche 30-298,84/03/01,8403060264 


— 8403060274 "Program Plan for Detailed Control Room Design Review ' 
« Nebraska Public Power District 84/02/29 65pp 22313 226 
24X Fiche 30-298,84/03/01.8403060264 


8403060334 Forwards descriptions of Rag Guide 1 97 requirements ti 
schedule for Implementation of emergency response 
capability. per NUREO-0737, Bupp 1 1 

PILANT, J M. Nebraska Public Power District 84/03/01 
EIBENHUT.D.O Division of Licensing 19pp 22313311 24X 

Fiche. 30-298, 84/03/01 , 8403060334 


8403080263 Forwards three repts re facility safety parameter display 
sys (BPDSl.per requirements of Buppl 1 to NUREO-0737 
BPDS will be Installed during upcoming recirculation piping 
replacement outage 

PILANT.J M Nebraska Public Power Dletrlct 84/03/01 
EISENHUT.D. 0 Division of Licensing 2 pp 22SSB 030 24X 

Fiche 30-298, 84/03/01. 84030B0263 


— B4030B026B “Safety Parameter Display Bys Safety Analysis “ 

LOBNER.P Science Applications, Inc 3 03 -B 5000 00-7 6 84/03/01 

72pp, 22SSB'0S2 24X Fiche S0-29B, B4/03/01, 8403080263 


— 8403080273 Procedure 303-8300000-31, “l/er 1 f 1 c at 1 on k Validation Plan 
THOMAS, N Science Applications, Inc 84/03/01 67pp 22938 125 
24X Fiche 30-298,84/03/01,0403080269 


— 8403080306 Procedure 503-8300000-27, “Safety Parameter Display Sys 
Implementation Plan “ 

LDDNER, P Science Applications, Inc B4/03/01 SOpp 22338 193 
24X Fiche. S0-29B, 84/03/01, B4030S026 3 


8403200167 Forwards Rev 5 to safeguards plan Rev withheld (ref 
10CFR73 21 t< 2 7901 

PILANT, J M Nebraska Public Power District 84/03/14 Record 

Services Branch IDocument Control Desk). Ip 22696 334 24X 

Fiche. 30-298, 84/03/ 14, 8403200167 


B403220093 Forwards revs to emergency plan Implementing procedures, 
including Rev 3 to Procedure 5 7 16 ro releate rate 
determination, Rev 3 to 3 7 17 re dose assessment, Rev 0 to 
9 7. 17 1 t< Rev 3 to' 9 7 19 re monitoring M/o end 

PILANT.J M Nebraska Public Powsr District 84/03/14 COLLINS, J T 
Region 4, Office of Director Ip 22713 398 24X 

Fiche. 90-298, 84/03/14, 8403220093 


8403270013 Reviled Emergency Plan Implementing Procedures EPIP 376, 
"Notification," EPIP 5.7.20, "Ppotective Action Guides" l< 

EPIP 3.7.21, "Emergency Equipment Inventory “ N/840322 Itr 
HHITHAN. D. , WINDHAM, R., PILANT,J. M Nebraska Public Power District 
84/03/19. COLLINB, J. T Region 4, Office of Director 60pp 
22766:028 24X Fiche 30-298,84/03/13,8403270013. 


8403220031 Ack receipt of 831209 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rapt 30-298/83-27 
JOHNSON, E.H Roglon 4, Office of Director 84/03/19 PILANT.J M 
Nabreeka Public Power Dlitrlct Ip 22712' 321 24X 

Fiche. 30-298. 84/03/19,8403220031. 


— 0403220042 Responds to NRC 831108 Itr re vlolatlone noted In IE Insp 
Rept 90-298/83-27. Corrective actions adequacy of interfaces 
W/state ti local govte on emergency preparedness will 
receive addl attention 

PILANTrJ M Nebraska Public Power District. 83/12/09 

JOHNSON, E H Region 4, Office of Director 3pp. 22712 322 24X 

Fiche- 90-298, 84/03/19, 8403220031 


P Operating license stage documents ti correspondence 


8403140340 Summary of 831213 meeting w/GE L Hark I Owners Group In 
Bethesda.MD re Mark I containment uetwe 1 1 -dryue 1 1 vacuum 
breaker design methodology 

8 IEGEL 1 D L Operating Reactors Branch 2 B4/D2/21 Operating 

Reactors Branch 2 Slpp 22635 198 24X Fiche 30-000,84/02/21, 

8403140340 


0403090100 Application for amend to License DPR- 16, c hang 1 ng Tech Specs 
re fire detection instruments to comply w/NUREG-0737 
(Generic Ltr 03-361, Items tl D 1, 1 1 B 3. 1 1 F 1 (< 1 1 D 3 4 
RUNCL, L O Nebraska Public Power District 04/02/29 VASaALLO. D D 
Operating Reactors Branch 2 6pp 2237 1 116 24X 

Fiche 30-298.04/02/29,8403090100 


— 0403090116 Proposed radiological Tech Specs per NUREQ~0737 (Generic 
Ltr 83-361 re fire detection instrumentation 

* Nebraska Public Power District 84/02/29 16pp 22371 122 
24X Fiche 30-298,84/02/29,8403090100 


8403120290 Requests remittal of addl fee for review of 840118 
application For Tech Spec change re standby gas treatment & 
auxiliary electric sys, core & containment coaling sys (1 
torus temp monitoring sys 

DIGGS, R (1 License Fee Management Branch 84/03/01 PILANT, JH 
Nebraska Public Power District Ip 22615 362 24X 

Fiche. 50-298. 84/03/01,8403120290 


84031SD168 Application for amend to License DPR-46i cons Is ting of 
Proposed Change 7 to radiological effluent Tech Specs W/ 

"Offsite Doss Assessment Manual for Assessment of Gaseous (> 

Liquid Effluents " No fee required 

PILANT.J M Nebraska Public Power District 84/03/07 
VAS8ALL0, D D Operating Reactors Branch 2 Ip 22642 094 24X 

Fiche 30-298,84/03/07,8403130168 


— 8403130171 Proposed Change 7 to radiological effluent Tech Specs 
* Nebraska Public Power District 04/03/07 72pp 22642 093 
24X Fiche 50-298,04/03/07,8403130160 


— 0403150173 "Offsite Dose Assessment Manua 1 for Assessment of Gaseous !> 
Liquid Effluents " 

e Nebraska Public Power District 04/01/31 12Spp 22642 166 
24X Fiche 50-298,04/03/07,0403150168 


8403200254 Forwards Class tU fee per 840301 ltr 

PILANT.J M Nebraska Public Power District 04/03/13 DIGGS, R M 

License Fee Management Branch Ip 22691 107 24X 
Fiche 30-298,04/03/13,8403200254 


8403130275 Generic Ltr 84-07 to all licensees of DHRs re procedural 
guidance for pipe replacement at DNRs Svc list end 
EISENHUT, D G Division Of Licensing 84/03/14 Commonwealth 
Edison Co aopp 22023 334 24X Fiche 30-000.84/03/14,8403130273 


0 Inspection reports, IE Qulletlns t< correspondence 


8403260233 Forwards IE Insp Rept 50-298/83-28 on 031018-21 k notice of 
violation 

JOHNSON, E H Region 4, Office Of Director 84/02/17 PILANT.J H. 
Nebraska Public Power District 2pp 22735 138 24X 

Fiche 30-298,84/02/17,840326(5233 


— 8403260238 Notice of violatlcin from insp on 831010-21 

fr Region 4, Office of Director 84/02/17 2pp 22733 160 24X 

Fiche 30-298,84/02/17,8403260233 


— 8403260240 IE Insp Rept 50-290/03-28 on 031018-21 Violation noted 
licensee presented no evidence that physician assistant 
trained to identify aberrant behavior Details withheld 
(ref lOCFfi73 2l>. 

CALDWELL, R A , KELLY, J A F , HUNNICUTT, D M Region 4. Office Of 
Director 84/02/17 tp 22735 162 24X Fiche 50-293, 84/02/17. 

8403260233 


8403030091 Ack receipt of 840110 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-298/83-25 
JOHNSON. E H Region 4, Of f 1 ce of Director. 84/02/24 PILANT. JM 

Nebraska Public Power District, Ip 22408 059 24X 

Fiche, 30-298, 04/02/24, 0403050091 


— 8403050093 Responds to NRC 831208 ltr re violations noted in IE Insp 
Rept 50-298/83-23 Corrective actions responsibilities for 
transcribing k forwarding safety review k audit board 
minutes transferred to Individ ual w/ fewer duties 
PILANT.J M Nebraska Public Power District 84/01/10 
JOHNSON, E H Region 4, Office of Director 3pp 22480 060 24X 

Fiche 30-298,84/02/24,8403030091 
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B401190072 IE Info Notice 84-I3i "Potential Oeflciency in Motor 
Operated Valve Control circuit* ti Annum; i at inn Swt li»t 

end 

iJORDANf E L Olvlelon of Emergency Preparednees 1* Engineering 
Response (Post 830103} a4/02/SB Consolidated Edison Co of New 

York. Inc I ISpp. a 2'?09 239 24JC Flehe 30 - 000 , 84 / 02 / 29.6401190072 


B4030&0392 Forwards "tnservlce Insp Plan for ASHE Class 1,2 It 3 
Components." per 831216 commitment 

PILANT.J M Nebraska Public Power District 84/03/01 
VASSAC-LOi D. S Operating Reactors Branch 2 lp> 22318 134. 24X 

FI Che 90-298184/03/01.8403060392 


— 8403060393 "Inservlce Insp Plan for ASME Class 1,2 1,3 Components “ 
« General Electric Co 84/03/01 19pp 22518 133 24X 

Fiche 30-298,84/03/01,8403060392 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT t, NRC " Sve list end 

GRACE, J N Division of QA, Safeguards ft Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York. Inc 

130pp 22932 329 24X Fiche 30-000.84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate " Bve list enc 1 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc I22pp 23953 098 24X Fiche 90-000,34/03/02.8402090008 


8402090009 IE Info Motic-e 94-13, "Reporting of Radiological Releases " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc (19pp 22333217 24X Fiche 30-000,84/03/02.8402090009 


8402090011 IE Info Notice 84-17. "Problems U/Llguid Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list end 
JORDAN, E. L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of Mew 

York, Inc I17pp 22933 336 24X Fi che: 30-000, 84/03/09. 840209001 1 


8403130307 Provides results of comparative analysis of liquid unknown 
samp 1 e, per farmed by Radiological h Environ Sciences Lab In 
connection u/NRC confirmatory measurements Insp In Oct 1983 
JOHNSON.E H Region 4, Office of Director 84/03/06 PILANT.J M 
Nebraska Public PO’Wer District 3pp 22608 036 24X 

Ficlie 30-298.84/03/06,8403130307 


8402090024 IE Info Notice 84-09. Rev t, "Lessons Learned From Imp* of 
Fire Protection Safe S)iutdown Bys " Sve list end 
JORDAN, E L Division of Emergency Preparedness 6 Enginetring 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc llOpp 22633 047 24X Flehe 30-000,84/03/07.8402090024 


8402090028 IE Info Notice 84-18. "Stress Corrosion Cracking In PUR 
Bys " Sve list end 

JaRBAM, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc llSpp 22384 186 24X Fiche 90-000.84/03/07.8402090028 


8402090031 IE Dullcttn 84-02. "Failures of OE Type HFA Relays In Use in 
Class IE Safety Bys " 5vc list end 

DEYOUNO, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823094 24X Fiche 30-000,84/03/12.8402090031 


8403160233 Ack receipt of B401IB 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-298/83-31 
J0HM30N.E H Region 4, Office of Director 04/03/12 PILANT.JM 
Nebraska Public Power District Ip 22660 329 24X 

Fiche 30-298.84/03/12.8403160253 


— 8403160260 Responds to NRC 831223 Itr re violations noted In IE Insp 
Rept 30-298/83-31 Corrective actions operations supervisor 
required to meet every uk w/crcu In training to dlscuei 
reactor operation 

PILANT.J M Nebraska Public Power District 84/01/18 JOHNSONrE 
Region 4. Office of Director 4pp 22660:330 24X 

Fiche 30-298.84/03/12.8403160255 


8403220031 Ack receipt of 631203 Itr Informing NRC of step* taken to 
correct violations noted In IE Insp Rept 30-298/83-27 
JOHNBON.E H Region 4, Office of Director 04/03/19 PILANT.JM 
Nebraska Public Power District ip. 22712 321 24X 

Fiche- 30-298, 84/03/19, 8403220031 


— 8403220042 Responds to NRC 831108 Itr re Violations noted In IE Insp 
Rept 90-290/03-27 Corrective actions adequacy of Interfaces 
w/state local govts on emergency proparadnass will 
receive addl attention 

PILANT.J H Nebraska Public Power District 83/12/03 

JOHNSON, e H Region 4, Office of Director 3pp 22712 322 24X 

Ficho 30-290,84/03/19,8403220031 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries Into PUR Reactor Cavities " Sve list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Pott 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 30-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Bve Life of Relays In Safety-Related 
Bys ” Sve list end 

JDRDAN.E L Division of Emergency Preparedness 6 Engineering 
Respo-nse (Post 830103) 84/03/21 Consolidated Edison Co of Now 

York, Inc 139pp 22933 001 24X Fi che 30-000, 84/03/21 , 8402090044 


R Periodic operating reports ft related correspondence 


0403020083 Monthly operating rept for Jan 1984 H/B40207 Itr 
BALLINGER. P L , THDHA80N, P V Nebraska Public Power District 
84/01/31 Spp 22441 211 24X Fiche 30-298,84/01/31,8403020083 


8403300130 Monthly operating rapt for Feb 1984 H/840307 Itr 
BALLINGER, P L , THOMASON, P V Nebraska Public Power District 
84/02/29 9pp 22017 392. 24X Fic he . 50-298. 84/02/29, 8403300130 


B Reportable occurrences, LERs & related correspondence 


B31O2aoi06 Forwards Safety Engineering Evaluation AE0D/E319, "Loss of 
Dryuell-Torus Pressure Differential During RHR Pump Flow 
Testing at Cooper Nuclear Station " Licensee corrective 
actions adequate 

RUOIN.S 0 Reactor Operations Analysis Branch 83/09/08 
BEYFRIT.K V Reactor Operations Analysis Branch Ip 82773 803 
24X Flehe 90-298.83/09/08,8310280186 


— 8310280108 "Loss of Dryuell-Torus Pressure Differential During RHR Pomp 
Flow Testing of Cooper Nodaar Station " 

RUBIN, S Director's Office 03/09/08 17pp 22775 806 a4X 
Fiche 30-878.03/09/08.0310260186 


DOCKET 90-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


0401190072 IE Info Notice 84-13. “Potentiak Deficiency in Motor 
Operated Valve Control Circuit* 6 Annunciation '' 8vc list 
end 

JORDAN, E L Division Of Emergency Preparedness 1< Engineering 
Response (Post 830103) 84/08/26 Consolidated Edison Co of New 

York, Inc llSpp 32909 239 24X Fiche 90-000.84/02/28,6401190072. 


F Security, medical, emergency 6 fire protection plans 


8403090200 Advises that NRC will not rcvleiu emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
licensee, per 810709 Generic Ltr 01-87 W/t> request, entire 
plan will be placed In PDR 

MILLER, J R Operating Reactors Branch 3 04/02/16. FAY. C W 

Mlsconsln Electric Power Co 2pp 22920 192 S4X 
Flehe 30-866,84/02/16.6403030208 


6403120049 Notifies of 840323 workshop on fire protection safe 
shutdown requirements of 10CFR90. App R in Rosemont. IL to 
discuss IE Info Notice 04-09 6 provide addl shutdown 
analyses &/or mod guidance Agenda anci 

SPE8SARD, R L Division of Emergency Preparedness ti Operational 
Support 84/03/06 BURSTEIN.S Ulsconsln Electric Power Co 3pp 
22390 294 24X Fiche 90-266. 84/03/06. 8403120049 


0403160090 Bubmlti addl info on Generic Ltr 82-33 schedule requirements 
for emergency response capabilities Vendur of new computer 
sys requested 1-yr delay to June 1909 for delivery, affecting 
scheduler commitment* made to MIC 

FAY.C U Ulsconsln Electric Power Co 84/03/08 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 4pp. 82692 387. 

84X Fiche 90-266,04/03/03,8403160080 


0403820093 Ack receipt of 840306 ltr Informing NBC of corrective 
actions re deviation from commitment t, resolution of revised 
emergency plan 8£R clarification item* notad in IE Insp 
Rept* 50-866/03-25 «i 90-301/03-29 

PAPERIELLOiC J Region 3, Office of Director 84/03/19. 
BURSTEIN.S Ulsconsln Electric Power Co. ip. 82716'324. 24X 

Fiche 90-266. 84/03/ i 9 , 0403220093 
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"8403220099 Raaponi)* to NRC 840202 Itr foruarijlng revised emersencg plan 
SCR ti re<)uest for clarification of listed items tc deviation 
from eemnltment Corrective actions Procedure CP 5 Oi 
"□rganl xational Control of Emergenctesi '■ revised 
PAYiC H Hi scons in Electric Pouer Co B4/03/06 KEPPLERi J 0 
Region 3i Office of Director 9pp 22716 329 24)( 

Flche 90-266f 84/03/ 19> 8403220093 


0. Adjudicatory correspondence 


8402220197 Order extending time until 840228 for Commission to act to 
ravieu Director's Decision DD-83-14 

CHILKi 8 J Office of the Secretary of the Commission 84/02/21 
Commissioners ip 22337 362 24X Fiche 90-ODOi 84/02/21 . 

0402220197 


8403010238 Order extending time until 840309 for Commission to act to 
review Director's Decision DD-S3~14 t< 831029 decision 
denying request of Environ Policy Inst 

CHIUKiS 0 Office of the Secretary of the Commission 84/02/28 
Commissioners ip 22434 210 24X Flche 90-000. 84/02/281 

8403010238 


8403090069 Informs that Commission unanimously declined to review 
Director's Decision DD-83-14 Time provided by NSC 
regulations within which Commission may act to ravlew 
axplrad Decision became final agency action on 840309 
CHILKi 8 J Office of the Secretary of the Commission 64/03/09 
CELEBREZZEiA J Ohie. State of Spp 22979.390 24X 

Fiche- 90-000. 84/03/08, 8403090069 


8403090074 Informs that Commission unanimously dccllntd to raview 
Dtrsctor's Oactston DD-a3-l4 Time provided by NRC 
regulations within which Commission may act to review 
expired Decision became final agency action on 640309 
CHILKi 8 J Office of the Secretary of the Commission B4/03/OB 
MILLAR, F Environmental Policy Institute Ip 2297S 292 24X 

Flche 90-000, 84/03/08,8403090074 


6403090113 Informs of Commission decision not to review Director'* 
Decision DD-B3-'14 Time for Commission to act axpired on 
840309 U/o end 

CHILKiS J Office of the Secretary of the Commission 84/03/08 
RE8NIK8FF, M Sierra Club ip 22976 079 24X 

Fiche- 90-000, 84/03/08, 84030901 13 


P. Operating license stage documents & correspondence 


8403290002 Final rasponse to FDIA request for four categories of 
documents, tests, stud 1 es (i analyses referencing or pertaining 
to HUREO-0103, "STS for Q&H PWR " App A documents end 
FELTON, J M Division of Rules and Records 84/01/13 MADDEN. T J 
Kaye, Scholar. Flerman, Hays 8 Handler 6pp 22816 127 84X 

Fiche. 90-000. 84/01/13, 8403290002 


—8403290049 Diecussas 0 Reed 730301 Itr to 0 Ar lotto re RCPB leakage 
detection lys Method for detecting slow departure from 
normal Indications of leakage detection sye provided in util 
monitoring cherts 

PORBE. L. Atomic Energy Commission - Dirsetorate of Rsgulatory 
Standards 73/03/09 HICHMAN, K Atomic Enorgy Commission 2pp 
22816.303 84X Flche- 90-000, 84/01/13, 8403290002 


—8403290049 Forwards info describing RC8 leakage monitoring Related info 
and 

REED, 0 A Wisconsin Electric Power Co 73/03/01 ARLOTTO, 0 
Atomic Energy Commission - Directorate of Regulatory Standard* 

40pp 22817-330. 24X Flcho- 90-000, 84/01 /13i 8403290002 


8403070299 Application for amend to Licenses DPR-24 ti DPR -27. Amend 
Incorporates changes to Tech Specs re accident monitoring 
Inetrumontation to be installed per NUREO-0737 requirement 
FAY.C. H. Wisconsin Electric Power Co, 84/02/29 DENTON, H. R 
Office of Nuclear Raactor Regulation, Director. MILLER, J R 
Operating Reactors Branch 5 4pp. 22936- 179. 24X 

Flcha; 90-266, 84/02/29, 8403070299 


—8403070297 Proposed Tech Specs Incorporating changes rs aeddsnt 
monitoring Instrumentation to be installed per NUREO-0737 
requirement 

* Wisconsin El sc trie Power Co 84/02/29. lOpp 22936 183 24X 

Flche- 90-266, 84/02/29, 8403070299 


8403060979 Informs that end netlcs of consideration of issuance of 
amend to Llcensos DPR-24 ti DPR-27 ti proposed N8HC 
determination I, opportunity for hearing sent to Ofc of FR 
for publ Icatlon. Amend concerns leak surveillance W/o end 
COLBURN, T.O Operating Reactors Branch 3 84/03/01 FAY,C U 

Wisconsin Electric Power Co. Ip 22992-299 24X 

Flche- 80-266, 84/03/01, 8403060979 


8403220294 Forwards FR notice of consideration of issuance of amend to 
Licensee OPR-24 {< DPR-27 t, proposed NSKC ti opportunity for 
hearing re 831223 application to revise survei llaitce 
Interval for post-accident recovery sys outside containment 
COLBURN, T O Operating Reactors Branch 3 84/03/01 FAY, C M 

Wisconsin Electric Power Co 2pp 22723 329 24X 

Flche 90-266. 84 /03/0 1 . B4032202S4 


—8403220299 FR notice of consideration of issuance of amend to License* 
DPR— 24 t< DPR— 27 t. proposed N5HC t. opportunity for hearing re 
831223 application to revise surveillance interval for post- 
accident recovery sys outside containment 
HILLER, J R Operating Reactors Branch 3 84/02/09 Bpp 

22723 327 24X Fiche 90-266.84/03/01,8403220294 


8403180197 Advises that. due to delays In delivery b Installation of 
auxiliary safety instrumentation panels (ASlPs), installation 
□ f six accident monitors addressed in NURE6-0737. Items 
II F 1 1 through II P 1 6 wl 1 1 not be completed by 840630 
FAY.C W Wisconsin Electric Power Co 84/03/09 DENTON. H R 
Office Of Nuclear Reactor RogulatlOn. Director MILLER. J R 
Operating Reactors Branch 3 3pp 22986 290 84X 

Fiche 90-266,84/03/05.8403120197 


8403190419 Comments on 840207 Itr modifying 831089 request for amends 
to Tech Specs re changes in conduct of containment 
integrated leak test rates No significant haiards 
consideration discussion required 

MILLER, vl R Operating Reactors Branch 3 84/03/06 FAY.C W 

Wisconsin Electric Power Co 2pp 22681 344 S4X 
Flch* 50-266,84/03/06,8403190419 


8403210077 Responds to Generic Ltr 84-01 re use of terms important to 
safety b safety-related Wldespraed use of terms in bWC 
regulations considered unresolved Notification of meeting 
r oque sted 

FAY.C W Wisconsin Electric Power Co 84/03/19 EIBENHUT. D O 
Division of Licensing TAYLOR, M Director's Office, Office of 
Inspection and Enforcement Ip 22709 163 24X 

Fiche. 90-266, 84/03/ 1 9. 84032 1 0077 


8403220162 Application to amend Licenses OPR-24 b DPR-27i chang ing Tech 
Specs to add addl restrictions on heavy loads over spent 
fuel pool b making additions fa deletions re safety-related 
snubbers, per IE Bulletin 79-14 b Item II D 1 
FAY.C U Wisconsin Electric Power Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, T ft. 
Operating Reactors Dranch 3 4pp 28716 097 84X 

Flche 90-266,84/03/16,8403220162 


—8403820167 Proposed Tech Specsiaddlng addl restrictions on hsavy loads 
over spent fuel poolimaklng additions fa deletions to list of 
safety-related snubbers fa revising position titles within 
administrative specs 

* Wisconsin Electric Power Co 04/03/16, a9pp, 22710 061 a4X 
Flcho 90-266, 84/03/16, 8403220 1 62 


8403270098 Responds to request for Tech Spec change to limit amount of 
ovortlme worked by plant stoff members performing safety- 
related functions Amend to Tech Specs delayed pending 
adoption of Commleslon proposed rule 

FAY.C. W Wisconsin Electric Power Co 84/03/19 DENTON, H. ft 
Office of Nuclear Reactor Regulation, Director HILLER, U R 
Operating Reactors Branch 3 2pp 22766 339 S4X 
Fiche 90-266,84/03/19.8403270098 


0 Inspection reports, IE Bulletins fa correspondence 


8403090883 Further respons* to FOIA request for records of named 
Indlvlduels, including repts, analyses, studies, test 
calculations, procedures fa practices for measurement of ftCS 
leakage Forwards App C document* Search continuing 
FELTON, J M Division of Rules and Records 84/02/07 HADDEN, T.J 
Kay a. Scholar, Flerman, Hays b Handler 3pp 22496 234 24X 

Fiche 90-000,84/02/07,8403030283 


—8403090296 Notifies that Independent maasuremints of identified b 
unidentified RCS leak rate* for all PWRs In Raglon III 
performed per Procedures 61787B fa 61728B Insp finding* 
summar tied 

NOftELIUSiC E Division of Engineering 82/03/08. ^jORDAN, E L 
Division of Engineering b Quality Assurance (Pre 830103) 2pp 
82496 270 24X Fi e he. 30-000, 84/03/07, 8403050823 


8403060191 Forwards IE Insp Repta 90-266/83-21 b 90-301/83-20 on 
831011-840111 fa mgt meeting on 840104 fa notice of violation 
ePESSARDrR.L Regions, Office of Director. 84/02/21, BURSTBIN.S 
Wisconsin Electric Power Co 3pp 22906 182 24X 

Fiche 90-266, 84/02/21,8403060191 


—8403060162 Notice of violation from insp on 831011-840111 

SPE8BARD, R L Region 3, Office of Director 84/02/21. 6pp 
88906 189 24X Flcho 30-266,84/02/21.8403060191 
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--8403060J76 IE In»p Hepts 50-2I56/B3-2I fc 30--301 /B3-ao on B3 1 01 J-S401 1 1 
Si mgt meeting on 840104 Violation noted failure to maintain 
cleanlinots c ontrol j prov id e & follou prac edures.. contr ol 
documents i properlg store records 

HASSE.fl A . CHOULEB.M C j JORDAN. M O’ Region 3. Office op 
Director 84/03/13 54pp 22306 Wl 24X Fiche 30-26 6.04/02/21. 
B403060131 


8403130002 Foruordt IE Insp Rapts 50-266/03-26 Si 50-301/03-24 on 
831201-840131 ti notice of violation 

SHAFER. W D Region 3. Office of Director 84/02/22 BURSTEIN.S 
Uisconsin Electric Pouier Co 2pp 23615 267 24X 

Fiche 50-266,84/02/22.0403130002 


0402090044 IE Info Notice 84-20. "Bvt Life of Relant In Befotg-Related 
Sgs ” 0VC list end 

JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response <Post 0301031 84/03/21 Consolidated Edison Co of Nciii 

Vork. Inc laopp 22933 001 24X Fiche 30-000.04/03/21,0402090044 


R Periodic operating reports t« related correspondence 


04O3O6O33B '‘Semiannual lionltorlng Rept.Jul-Doc 1983 " U/B40229 Itr 
FAY.C U Ulsconsin Electric Pouier Co 03/12/31 DENTON, H R 
Office of Nuclear Reactor Regulation. Director IBpp 22Sl7 026 
24X Fiche 50-266.83/12/31.8403060338 


—0403130011 Notice of violation From insp on 031201-840131 

SHAFER, UD Region 3. Office of Director 84/09/22 app 
22615 269 24X Fiche 50-366.04/02/32,8403130002 


—0403130023 IE Insp Repts 50-266/03-26 50-301/83-34 on 031201-840131 

Noncompliance noted fire in containment resulted uhen 
ueldlng slag landed on acetylene hose attached to acetylene 
bottle not in use 6 not moved to safer location 
HAOUe.R L , FITZPATRICK,. B , JACKIW, I N Region 3. Office of 
Director 04/02/21 9pp 22615 271 24X Fiche 50-266.84/02/22. 

0403130002 


0403120066 "Annual Results 6 Data Rept.1903 " U/040301 Itr 

FAY.C W Wisconsin Electric Power Co 03/12/31 HEPPLER.J 0 
Region 3. Office of Director S'^pp 22591 070 24X 

Fiche 30-266.83/12/31.0403120066 


0403140139 Honthlg operating repts for Feb 1904 U/84030B Itr 

FAY.C W Wisconsin, Electric Power Co 84/02/99 llpp 22620.232 
24X Fiche 50-266.84/02/29.0403140139 


8 Reportable occurrences. LERe & related correspondence 


6402090007 IE Info Notice 04-14. ''Highlights of Recent Transport 
Regulatory Revs by ODT 1, NRC " 6vc list end 

ORACE. J N Division of OA. Safeguards & Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York. Inc. 

130pp 22552 32? 24X Fiche 50-000.04/03/02.8402090007 


0402090006 IE Info Notice 04-16. "Failure of Automatic Sprinkler Sgs 
Valves to Operate “ Sve list ene I 

JORDAN. E L Division of Emergency Preparedness 1« Engineering 
Response (Post 630103) 84/03/02 Consolidated Edison Co of Neu 

York. Inc 122pp 22553 098 24X Fi che. 50-000. B4/03/02. 8402090008 


0402090009 IE Info Notice 84-13. "Reporting of Radiological fteleasas " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York. Inc 119pp 22553 217 S4X Fiche 30-000,04/03/02.8402090009 


8402090011 IE Info Notice 84-17. "Problems W/Ll-yuid Nitrogen Cooling 
Components Detou Nil Ductility Temp " Sve list enc 1 
JORDAN. E U Division of Emergency Preparedness & Engineering 
Response (Post 8301031 04/03/05 Consolidated Edison Co of Neu 

York. Inc U7pp 22553 336 24X Fiche 50-000.04/03/05.0402090011 


0402090024 IE Info Notice 04— 09. Rev 1. "Lessons Learned From Inspi of 
Fire Protection Sate Shutdown Sys " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of Neu 

York. Inc USpp 22633 049 24X Fiche 50-000.84/03/07.0402090024 


8402090028 1C Info Notice 84—10, “Stress Corrosion Cracking in PWR 
Bys " Sve list end 

J()RDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of Neu 

York. Inc 118pp 22504 186 B4X Fiche 5-0-000,04/03/07.8402090026 


0402090031 IE Bulletin 84—02. "Failures of GE Type HFA Relays in ifse in 
Class IE Safety Sys " Sve list end 

DEYOUNOiR C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

I34pp 22823 094 24X Fiche 50-000,04/03/12,8402090031 


8403220093 Ack receipt of 040306 Itr Informing NRC of corrective 
actions re deviation from commitnient ti resolution of revised 
emergency plan BER clarification Items noted In IE Insp 
Repts 50-266/03-25 t. 50-301/03-25 

PAPERIELLO.C J Region 3, Office of Director 04/03/19 
BURSTEIN.S Wisconsin Electric Power Co Ip 22716 324 24X 

Ficho 50-266.04/03/19. B403230093 


-B403220099 Responds to NRC 840202 Itr forwarding revlted emergency pli 
SER 1, request for clarification of listed Items k deviation 
from commitment Corrective actions Procedure EP 3 0, 

"Organl iational Control of Emerge-ndes. *' revised. 

FAV, c M Wisconsin Electric Power Co 84/03/06 KEPPUERiJ 0 , 
PAPERIELLO.C J Region 3. Office of Director 9pp 22716 325 
24X Fiche 50-266,04/03/19.0403220093 


0402090043 IE Info Notice 84-19. "Two Events Involving Unauthor 1 zed 
Entries into PWR Reactor Cavities " Bve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103). 04/03/21 Consolidated Edison Co of Neu 

rorli Inc t23pp 22623 229 24X Fiche 50-000,84/03/21,0402090043 


840323006-0 LER 84-001-00 on 840223, pipe snubber ID 2NS-ti73 removed for 
NURE8-0737 mod prior to obtaining Tech Spec change al lowing 
removal Snubber reinstalled within 72 h Tech Spec change to 
delete snubber initiated W/840313 Itr 

FAY.C W Wisconsin Electric Power Co B4/03/1S. KEPPLER, J O. 
Region 3, Office of Director. 3pp 22726 324 24X 

Fiche 50-301,84/03/15,8403230060 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 
F Security, medical, emergency li fire protection plans 


0403120354 Forwards order confirming licensee commitments to Implement 
post-TMI-relatsd items set forth in Suppl 1 to NUnE0-0737> 
"Requirements for Emergency Response Capability " Order 
based on util responses to 821213 Generic Ltr 02-33 
8T0LZ,J F Operating Reactors Branch 4 84/02/21 UIL0U8. W 8 

Florida Power Corp 3pp 22615 329 24X Fiche 50-302,84/02/21, 

B4031203S4 


— 8403120359 Order confirming licensee commitments on emergency response 
capab 1 1 1 ty. per Suppl 1 to NUREO-0737 

EISENHUT. D 0 Division of Licensing 84/02/21 Florida Pouier 
Corp 6pp 22615 332 a4X Fiche 50-302.04/02/21,0403120354 


0403010072 Forwards modified amended security planiRcv 4 Rev withheld 
(ref IOCFR73 211 

WESTAFER.O R Florida Peuor Carp 84/02/23 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 3pp 22436 lit 24X 
Flc ho, 50-302. 04/03/23, 0403010072 


0403290262 Forwards IE Insp Rept 50-302/04-04 on 040206-07 No 
vlolablont or deviations noted 

DANCE, H C Division of Project h Resident Programs. 04/03/01 
WILOUa.WS Florida Power Corp 2pp 22800 169 24X 

Flcho 50-302.84/03/01. B403290262 


— 8403390266 IE Insp Rept 50-302/84-04 on 840206-07. No violations or 
deviations noted Major areas inspected emergency 
preparedness protective action recommendations 

HUFFMAN. 0 N Region 2. Office of Olractor JENKINS. 0. R Division 
of Emergency Preparedness k Materials Safety 04/02/27 4pp 
22000 171 24X Fiche 50-302.84/03/01,0403290262 


0403160235 Notifies of 840316 uor1(s)iop to discuss lOCFRSO.App R 
requirements h results of Inspi to resolve mliundcrstandings 
re fire protection. Attendees should be limited to fi> due 
to conference room ilia 

LEMIS, R C Division Of Project li Resident Programs 84/03/02 
IdlLOUSiUS Florida Power Corp Ip 22660 272 24X 

Fiche 50-302.04/03/02,0403160205 


0403160334 Ack receipt of B40209 ltr re emergency bierclie scheduled 
during Apr 1904 

DANCE, H C Division of Project li Resident Programs 04/03/02 
UILQUa, W8 Florida Power Corp 2pp 22660.029 24X 

Fiche 50-302,04/03/02,0403160334 


0403160335 Forwards IE Safeguards Imp Rept 50-302/04-05 on 040213-17 *< 
notlca of violation Notice of violation withhold (ref 
lOCFfta. 790} 

LEUISi R C Division of Project tt Resident Programs 64/03/00 
Florida Power Corp. 2pp 22659 162 24X PI ch*' 50-302, 84/03/00, 

0403160335 
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— 8403160383 IE BafegU4«-d> Insp R»pt 30-30S/B4~09 on 840213-17 Violations 
notad Datalli uithhald <r*f lOCFRS 790 «< 73 SI) 

KALLi B L Raglon 2i Offics of Director KCGUIREtD R Division of 
Emcrgcncg Preparedness t< Materials Safety 84/03/02 tp 
22659 164 24X Fiche 50-302,84/03/08,8403160335 


B403130033 Act receipt of 840123 Itr foriuardlng Rev 2 to physical 
security plan changes consistent ui/provlsions of 
lOCFRSO 54 (p) & acceptable 

LEUtSiR.C Division of Project ti Resident Programs 84/03/0? 
UILOUS, U B Florida Power Carp 3pp 22614 324 24X 

Flcho 30-302,84/03/09,8403130033 


H Qoneral correspondence 


B4032S014? Responds to 840208 Itr requesting assistance in responding 
to J Paskavitch Itr requesting latest EI8 on concentrations 
of 8r-90iCs-137 *1 I~131 near plants Two annual repts end 
M/o repts 

DIRCK8, U J. Office of the Eiecutlve Director for Operations 
84/03/07 chiles, t Senate 4pp 2280? 316 24X 

Fiche 30-000,84/03/07,8403280149 


— 8403280136 Foruardt constituent U Paskavltch Itr requesting latest EIS 
on concentrations of Sr“90,Cs-137 fc 1-131 near plants 
Comments It views requested 

CHILES. I- Senate 84/02/08 KAMKERER, C Office of Cangressional 
Affairs epp 22B09 320 24X Fiche 50-000, 84/03/07, 8403280149 


J Insurance it indemnity Information 


8403060333 Forwards Endorsement 63 to NELIA Policy NF— 193 

DUCK.J. R. Marsh (< McLennan, Inc 84/02/28 SALTZKAN, J Assistant 
Director for State & Licensee Relations 2pp 22319 071 24X 

Fiche 30-302,84/02/28,8403060333 


P Operating license stage documents correspondence 


8402060419 Application for amend to License DPR-72, consisting of Tech 
Spec Change Request 112, revising restrictions on steam 
generator operating level to be based on Inventory instead 
of operating level alone 

WESTAFER, 0 R. Florida Power Corp 94/01/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director spp. 220B3 141 24X 

Fiche: 90-302, 84/01/30. 8402060419 


— 8402060421 Proposed Tech Specs re steam generator operating levels 
« Florida power Corp 84/01/30 14pp 22089 146 24X 

Fiche 50-302,84/01/30,8402060419 


8403060339 Application for amend to License DPR-72, changing Tech Specs 
to allow increase In enrichment of fuel assemblies from 3 3 
weight percent to 3 S weight percent U-233 

WESTAFER, O.R Florida Power Corp. 84/02/24 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 22911.208 24X 

Fiche: 90-302, 84/02/24, 8403060399 


— 8403060362 Proposed Tech Specs allowing Increase In enrichment of fuel 
assemblies from 3 3 weight percent to 3.5 weight percent 
U-239 N8HC determination end 

a Florida power Corp. 84/02/24 3pp 22911 213 24X 

Fiche 90-302,84/02/24,8403060399 


— 8403060366 "Criticality Safety Analysis of Crystal River Spent Fuel 
Storage Rack " 

turner, S.E , eURLEY.M K. Florida Power Corp 88-192 83/12/31 

19pp 2291f216 24X Fi c he* 90-302, 84/02/24, 8403060399 


8403060364 Revised application for amend to License DPR-72, changing 
Tech Specs to reflect addition of two Independent, In-ptace 
hydrogen monitors. Certificate of 8vc and. 

WESTAFER, 0. R. Florida Power Corp 84/02/24 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 6pp 22911 297 34X 

Fiche: 90-302, 04/02/24. 8403060364 


"8403060368 Proposed Tech Specs reflecting addition of two Independent, 
in-place hydrogen monitors, In response to NURE0-0737r Item 
II F 1. 

e Florida power Corp. 84/02/24 9pp 22911 303 24X 

Fiche. 90-302. 84/02/24, 8403060364 


8403060343 Submits eddl Info re emergency feedwater syi program Ollbert 
Assoc hired to Investigate emergency feedwater turbine 
concern. Detailed rapt will be available by 840630 

WESTAFER, 0 R Florida Power Corp 84/02/29 BTQLZ. J F Operating 
Reactore Branch 4 2pp 22919 080 24X Ftche 30-302,84/02/29, 

8403060343 


8403160231 Bummarices S40214 mgt meeting ui/utll in Atlanta, OA re mgt 
activities t, future plans Meeting beneficial Attendance list 
enc I 

LEWIS, R C Division of Project ^ Resident Programs 84/02/29 
WILGUSiM 3 Florida Power Corp 3pp 22660 323 24X 

Fiche 90-302,84/02/29,8403160231 


8403120130 Comments on NUREO-0737, I tern II B I, "RC8 Vents *' Sli listed 
Items c omp 1 eted, per 830903 5ER RC8 vent sys solenoid valves 
not susceptible to common mode failure No corrective action 
necessary 

WESTAFER, 0 R Florida Power Corp 84/03/07 STOLZ, J F Operating 
Reactors Branch 4 3pp 22388 202 24X Fiche 30-302.84/03/07, 

8403120130 


8403190427 Notification of 840403 meeting w/utll b General Physics Corp 
in BethesdaiMD to discuss NRC 640207 comments on control 
room design review program plan Agenda end 

HERMAN, R Operating Reactors Branch 4 84/03/09 STOLZ. J F 

Operating Reactors Branch 4 Spp 22691 328 24X 

Fiche 30-302,84/03/09,8403190427 


0403160315 Application to amend License OPR-42, proposing supply power 
to circuit from 830 kV offsite transmission network through 
either CR-1 or CR-2 distribution sys in order to avoid 
shutdown during ihalnt outage 

WESTAFER, 0 R Florida Power Corp 84/03/12 STOLZ, 0 F Operating 
Reactors Branch 4 2pp 22660 099 24X Fiche 30-302,84/03/12, 

8403160315 


— 8403160320 Proposed Tech Spec depicting alternate paths for offsite 
power sources during malnt outage 

« Florida Power Corp 84/03/12 Ip 22660 101 24X 

Fiche 30-302,84/03/18,8403160313 


6403200038 Application for amend to License DPR-72, changing Tech Specs 
reclassifying accessibility on snubbers tc requesting relief 
from requirement for visual Insp 

WESTAFER, 0 R Florida Power Corp 84/03/12 DENTON. K R Office Of 
Nuclear Reactor Regulation, Director 9pp 22690 327 24X 

Fiche 90-302,84/03/12,8403200038 


— 8403200044 Proposed Tech Specs, chang ing accessibility on snubbers t, 
requesting relief from visual Insp requirements 
• Florida Pouor Corp 84/03/12 7pp 2269B 336 24X 

Fiche 30-302,84/03/12.8403200038 


8403200269 Submits notes of conference from second quarterly progress 
meeting on 840202 re 316 Study, per NPDES permit reporting 
requirements 

WESTAFER, 0 R Florida power Corp 84/03/15 DENTON, H R Office Of 
Nuclear Reactor Regulation, Director 9pp 22697 013 24X 

Flcho 90-302 ■ 84 /03/ 1 3, 8403200265 


840323D014 Confirms Info given In 840316 telcon re adminl eta tlve 
controls during paralleling 4160-volt busses while supplying 
facility cable from Unit 2 step-up transformer 
WESTAFER, G R Florida Power & Light Co 84/03/19 BTOLZ.J F 
Operating Reactors Branch 4 2pp 22726 361 24X 

Fiche 50-302.84/03/19,8403230014 


8403230062 Application to amend License DPR-72i consisting of Suppl I to 
Tech Spec Change Request 112, to provide greater assurance 
that operation w/flooded aspirating ports strictly 
prohibited Certificate of 8vc end 

WESTAFER, 0 R Florida Power Corp 04/03/20 DENTON. H « Office of 
Nuclear Roactor Regulation, Director 4pp 22726 319. 24X 

Fiche 30-302,84/03/20,8403230062 


— 8403230067 Proposed Tech Spec Figure 3 4-3, "Ma» Allowable Steam 
Oenerator Level " 

e Florida Power Corp 84/03/20 Ip 22726*323 24X 

Fiche 90-302, 84 /O 3/20, a 403230062 


8403290137 Application to amend License DPR-72. consisting of Tech Spec 
Cheng* Request 36, Suppl 3 extending imp lemintett on of 
red lolog leal effluent Tech Specs to permit Installetion 
of oxygen b hydrogen analyters Certificate of Sve end 
WESTAFER. 0 R Florida Power Corp 84/03/22 DENTON, H R Office Of 
Nuclear Reactor Regulation, Director 3pp 22B06 063 24X 

Flcho 30-302,84/03/22,8403290139 


—8403290162 Propooed Tech Spec changes re radioactive gaeoous effluent 
monitoring Instrumentation surveillance requirements 
e Florida Power Corp 84/03/22 lOpp 22B06 068, 24X 

Fiche 30-302,84/03/22,8403290199 
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0 Inapectlon reportsi IE Bulletins fc correspondenc b 


0403290231 FoTUards JE In«p Rept 50-303/04-01 on B40! 30-0203 No 
vlolatlan* or deviation* noted 

BANCEtK C DlvJiion Of Project tt Resident Programs 04/02/37 
UrL6U9iH 6 Florida Pouer Corp 2pp 33800 101>. 24X 

FlchB- 50-303, 04/03/37, B4O329023I 


“B403390234 IE Insp Rept 50-303/84-01 on 840130-0203 No violations or 
deviations noted Major areas inspected QA, training, postl ng ti 
label ingr c It ernal eiposore c ontro 1, radl atlon insp, plant 
tours k outage preplanning. 

F[tANKl.IN,L A , BAER, K Region 3, Office of Director 04/02/33 
3pp 33800 108 34X Flche 90-302,84/03/37,8403390331 


8401190072 IE Info Notice 84-13. "Potential Deflelencg in Motor 
Operated Valve Control Circuits it Annunciation-*' Sve list 
enc 1 

JORDANaE L Division of Emergency Preparedness & Engineering 
Response IPost 8301031 04/02/28 Consolidated Edison Co of Neu' 

Vort, Inc 119pp 32907 239 24XFlchB 50-000,84/02/20,8401190072 


0403060402 Forward's Rev 0 to 04-5079-204, "Masonry Ida 11 Reeveluatlon 
Program Including Respo-nse to fFC Questions," In response to 
831129 reguest for addl Info re IE Bulletin BO-11 

WESTAFERa ff R Florida Pouier Corp 84/03/29 BTQLZa J F Operating 
Reactors Branch 4 2pp 22911 235 34X FIche 50-302.84/03/29, 

B403060402 


— 8403060414 Rev O to 04-5079-204, "Masonry Hall fiee valuation Program 
Including Response to NRC Questions " 

* Otlftert Associates, Inc 04-5079-304 ROO 04/02/10 60pp 
22511 237 24X FIche 50-302,84/02/39.8403060403 


B403290262 ForuardS IE Insp Rept 50-303/04-04 on 840206-07 Ks 
violations or deviations noted 

OANCEaH C Division of Project 6 Resident Programs 84/03/01 
WILOUS.W 3 Florida Poiaer Corp 2pp 23800 169 24X 

FIche 50-302,04/03/01,0403290362 


—8403290366 IE Insp Rept 90-302/84-04 on 840206-07 No violations or 
deviations noted. Major areas 1 nspected' emerg rncy 
preparedness protective action recommendations 

HUFFMAN, Q N Region 2. Office of Director JENKINS, O R Division 
of Emergency Preparedness t» Materials Safety 84/02/27 4pp 
23900 171 24X FIche 90-303. 04/03/01, 0403290362 


1402090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DOT 6 NRC " Svc list enc I 

ORACE, J N Division of OA, Safeguards h Inspection Programs (Post 
8301031 84/03/03 Consolidated Edison Co of Nsui Vorl, Inc 

laOpp 23592 329 24X FIche 90-000.04/03/02.0402090007 


-402090000 l£ Info Notice 84-16, "Failure of Automatic Sprint I or Bys 
Valves to Operate '* Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Past 030103) 84/03/02 Consalldated Edison Co of Neu 

Vork, Inc I22pp 22553 090 24X Fiche 90-000,04/03/03,8403090008 


402090009 IE Infa Notice 84-15, "Reporting of Radiological Releases " 
Svc list enc) 

JORDAN, E L. Division of Emergency Preparedness Sc Engineering 
Response (Post 8301031 84/03/02 Consolidated Edison Co of Neui 

York. Inc I19pp 22993 217 24X Flchs 90-000.84/03/02,0402090009 


402090011 IE Info Notice 04-17. "Problems N/Llguld Nitrogen Cooling 
Components Deloui Nil Ductility Temp " Svc list end 
JORDAN. E L Division of Emergency Preparedness 8. Engineering 
Response IPost 830103) 84/03/09 Consolidated Edison Co of Neui 

York. Inc It7pp. 22993 336, 24X Fiche 50-000.84/03/05.0402090011 


102090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end. 

JOflOAN.E L Division of Emergency Preparedness t< Engineering 
Response (Post 030103) 64/03/07 Consolidated Edison Co of New 

York. Inc 110pp 22639 049 24X Fic he: 50-000. 84/03/07, 8402090024 


102090028 IE Info Notice 84-10, "Stress Corrosion Cracking in PWR 
By*,'" Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 84/03/07. Consolidated Edison Co of New 

York, Inc ll0pp 22504:186 24X Fiche 90-000, 84/03/07. 8402090026 


03160335 Forwards IE Safeguards Insp Rept 50-302/84-09 on 840213-17 4. 
notice of violation Notice cf violation withheld (ref 
t0CFR3 790) 

LEWIS, R C. Division of Project 1. Resident Programs 84/03/00 
Florida Power Corp 2pp 22699 162 24X Fiche 90-302.84/03/08, 

8403160339 


— 8403160388 IE Edfeguards Insp Rept 50-302/04-03 on 840213-17 Violations 
noted Details withheld Cref 10CFR2 770 I. 73 21) 

HALL, B L Region 2. Office of Director MCOUIRE, D R Division of 
Emergency Preparedness 6 Materials Safety 64/03/02 Ip 
22659 164 24X Fiche 90-302,84/03/08,8403160339 


0402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end. 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

I34pp 22B23 094 24X Fiche 50-000,04/03/12,8402090031. 


8403200039 Application for amend to Liceni* DPfi-72, chang ing Tech Specs 
reclassifying accessibility on snubbers t< reguesting relief 
from requirement for visual insp. 

HE8TAFER,(S R Florida Power Corp 84/03/12 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 9pp 22698 327. 24X 

Fiche. 50-302, 84/03/12,8403200038 


— 8403200044 Proposed Tech Specs, changing accessibility on snubbers t> 
reguBstIng relief from visual inap requirements. 

» Florida Power Corp 84/03/12 7pp. 22698:336 24X 

Fiche 90-302,64/03/12,8403200030 


B4D2090C43 IE Info Notice 84-19, "Two Event* Involving Unauthorlied 
Entries Into PWR Reactor Cavities " Svc list end 
JORDAN, E.l. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc. 123pp 22823 229 24X Fiche 50-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Sve Life of Relays In Safety-Related 
Sys " Svc list end 

JORDAN, E L Division Of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc. 135pp 22933 001 24X Fiche 90-000,84/03/21,8402090044 


R Periodic operating reports 6 related correspondence 


8403060283 Monthly operating rept for Jan 1 904. W/840207 Itr 

GRAHAM. D . FIELDS. D . WESTAFER.O R Florida Power Corp 84/01/31 
OEVOUNOrR C Office of International Programs. Director. 9pp 
22517 02i 24X Fiche 90-302,84/01/31,8403060283 


0403160036 Monthly operating rept for Feb 1964 W/B40312 Itr 

CULVER.M M. . ORAMAM.D , WESTAFER.O R Florida Power Corp 84/02/29 
DEYDUNO. R C Director's afplce. Office of Inspection and 
Enforcement 9pp- 22699' 001 24X Fiche 90-302.84/02/29.8403160036 


S Reportable occurrences. LERs tt related correspondence 


8403020239 FNO-i I-B4-017 on S40229. trip occurred. interrupting electric 
svc Caused by lightening arrestor falling on 230-kV line due 
to voltage transient sensed by reactor coolant pump power 
monitors Svc restored within 30 minutes 

ROGOE, J F , PANCIERA. V Region 2, Office of Director 84/02/28 
2pp, 22440079. 24X Fiche 50-302,04/02/28,8403020239 


8403090193 NFDES noncomp 1 ianc e notification forwards two Itrs In 
response to EPA 840206 Itr concerning exceeding temp limits 
Si notification of antifouling paint use on cooling water 
inlet pipes ti pits, respec ti vel y 

WESTAFER.O fi Florida Power Corp. 84/03/06 DENTON, H H Office of 
Nuclear Reactor Regulation. Director. 6pp 22979 090 24X 

Fiche 90-302.64/03/06,0403090193 


0403300111 Forwards EPA 840302 Itr informing of NP0E8 noncamp 1 ience 
notification Util failed to rept heavy metal concentrations 
for south ash pond discharge Serial Number 009 for Oct 1983 
WESTAFER.O fi Florida Power Corp, 84/03/26 DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director 2pp 22021 229. 24X 

Fiche 90-302,64/03/26,8403300111 


— 8403300115 NPDE6 none omp 1 tan c e notification Advises that util failed to 
rapt heavy metel concentretions for Discharge 009 as result 
of inadequate sampling procedures Sampling procaduras 
modified 

HANCOCK, J.A Florida Power Corp, 04/03/19 MCOARRV. P, T 
Environmental Protection Agency 3pp. 22821:227 24X 

Fiche 90-302,84/03/26,8403300111 


DOCKET 90-304 ZION NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency tt fire protection plans 


0403140082 Public version of Rsv 12 to Emtrgency Plan Implementing 
Procedure EPIp 700-1, "Emergency Phone List " W/B3t021 
receipt for/n 6 JM Felton 040312 release memo. 

NYK.IRK, J W , PLIML.O Commonwealth Edison Co 03/10/26. 16pp 
22646 119 24X Fiche 80-295,03/10/26,0403140002. 
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0403280119 Public version of Rev 7 to Emergencg Plan Implementing 
Procedure EPtP 440-l> ''emergency Communications Sys b 
Operational Tests " W/B40110 procedure change request form Ic 
JM Felton 840322 release memo 

PLIMLiO Commonuieatth Edison Co 84/01/04 DENTON. X R NRC - No 
Detailed Affiliation Given 21pp 22811 ld>7 24X 
Flche 30-293.84/01/04,0403280119 


8403020003 Revised emergency implementing procedures. Inc 1 ud i ng Rev 1 to 
Procedure EPIP lOO-l. "Acting Station Oirec tor " W/840301 
1 tr 

• Commonwealth Edison Co 84/02/21 8pp 22442 187 24X 

Flche 30-293,84/02/21.8403020003 


8403120326 Notification of 840308 meeting w/utll in Dethesda.MD to 
dlscute status of Implementation of fire protection mod & 
proposed interim compensatory measures 

NQRRIB. 2 A Operating Reactors Oranch 1 84/03/01 VAROA. S A 

Operating Reactors Branch 1 2pp 22996 333 24X 

Flche 30-293,84/03/01,8403120326 


8403190314 Forwards IE Insp Repbs 30-293/83-27 t, 50-304/83-28 on 
831122-1228 (i 840202 t< notice of violation Concerns re mgt 
control Inadequacies, per TMI Action Plan Item II F 1 1, 

"Noble Oas Effluent Honltor, " expressed 

HIND.J A Division of Radiological (< Materials Safety Programs 
84/03/01 REED, C Commonwealth Edison Co 2pp 22673 196 24X 

Fieha- 30-293. 84/03/01 - B403190314 


— 8403190321 Notice of violation from Insp on 831122-840202 

HIND, J. A Division of Radiological t, Materials Safety Programs 
84/03/01. 3pp 22673 198 24X Flche 30-295,84/03/01,8403190314 


— 8403190334 IE Insp Repts 90-293/83-27 «. 30-304/83-28 on 831122-840202 
Violation noted. fal lure to follow plant procedures re 
source handling, to evaluate radiological haiards 6 to 
control access to high radiation area 

LOVENOALE.P C Region 3, Office of Director 84/02/29 14pp 
22673.201. 24X Fiche 30-293,84/03/01.8403190314 


8403130185 Dlscuises evaluation of State of IL t< local plans 1, 
preparedness for facilities Plans adequate to protect health 
t( safety of public Approval of public alert notification sys 
conditional on verification of criteria of NUREO-0634 
8PECK, 8 W Faderal Emergency Management Agency 84/03/02 
DIRCKSiU J Office of the Executive Director for Operations Ip 
22613:316 24X Flche 90-293.84/03/02.8403130185 


8403120091 Notifies of 840323 workshop on fire protection safe 
shutdown requiraments of 10CFR90. App R in Rosemont, IL to 
discuss IE Info Notlre 84-09 t< provide addl shutdown 
analyses (i/or mod guidance Agenda end 

SPESSARD.R L Division of Emergency Preparedness & Operational 
Support 84/03/06 REED, C Commonwealth Edison Co 3pp 
22990:297. 24X Fiche' 50-299, 84/03/06. 8403120031 


8403210089 Revised Page 3 to Emergency Plan Implementing Procedure 
EPIP~180-1, "Rad/Chem Director " W/B40320 transmittal & 
receipt form 

PLIML, 0 Commonwealth Edison Co 84/03/07 2pp 22703 320 24X 

Flche - 30-299. 84/03/07, 8403210089 


8403190199 Revised pages to Emergency Plan Implementing Procedures 
EPIP-iaO-1, add Ing rad/chem oft to habitability checks 
M/B40309 transmittal (< receipt form 

a Commonwealth Edison Co 84/03/09 5pp 22671 100 24X 

Flche* 30-299, 84/03/09, 8403190199 


8403230124 Rev 4 to Emergency Plan Implementing Procedure EPIP-330-li 
"Classification of OSEP Conditions " N/B40322 transmittal 
Xtr. 

PLIML, 0 Commonwealth Edison Co 84/03/22 6pp 22730 187 24X 

Ficha. 90-299, 84/03/22, 8403230124 


0, Adjudicatory correspondence 


B403020134 Forwards util 640228 Itr to Denton requesting permission to 
withdraw application for license amends re containment 
leakage taetc criteria Motion will be filed upon request 
Certificate of 8vc end 

STEPTOEfP P leham, Lincoln t< Beale. 8TEPT0E, P P Commonwealth 
Edlaon Co 84/02/28 LAZO, R H Atomic Safety and Licensing Board 
Panel. &pp 22441 349 24 X Flche. 90-299, 84/02/28, 8403020134 


6403020140 Notice of appearance In proceeding Certificate of Sve encl 
STEPTOE, P. P, Commonwealth Edison Co BTEPTOE, P P I sham, Lincoln *, 
Baale 84/02/28 Ip. 22443 293 24X Flche 90-299.84/02/28, 

8403020140 


—8403020146 Notice of appearance in proceeding Certificate of Sve encl 
0IL8MEN.S R Commonuealth Edison Co OILOMEN, D R Isham, Lincoln 

t, Beale 84/02/28 3pp S2443 234 24X Fiche '30-299, 84/02/28, 

8403020140 


8403140134 Response to Cltiiens Against Nuclear Power (CANP) 840213 
petition to intervene t, request for hearing Request should 
be held in abeyance pending action on util request to 
withdraw application Certificate of Sve encl 

PERLIS, R 0 Hearing Branch 3 84/03/05 Atomic Safety and 

Licensing Board Panel 7pp 22624 205 24X Fiche 30-293,84/03/05. 

8403140134 


0 Advisory Committee on Reactor Safeguards reports 6 correspondence 


8403090020 Responds to POIA request for documents re PASNV submittal on 
sys interactions, repts evaluating submittal 6 list of 
r ep ts/ana I gses from LLL evaluating PASNV sys interaction 
program Forwards App A documents 

FELTON, J M Division of Rules and Records 83/12/07 SHDLLV, 8 
Union of Concerned Scientists 6pp 22929 090 34X 

Flche 30-000,83/12/07,0403030020 


— 8403030028 Discusses licensee proposed review plans addressing ACR8 
recommendations re sys interaction study 

OOLLER, K R Assistant Director for Operating Reactor Projects (Pre 
7910301 77/10/21 BENDER, M ACRB - Advisory Committee on 

Reactor Safeguards 2pp 22325 146 a4X Flche 30-000,83/12/07. 

8403030020 


P Operating license stage documents t, corrospondonce 


8403020131 Withdraws 830808 application for amend to Licenses DPR-39 «, 
DPR-48, Chang ing acceptance criteria for containment leak 
rate tests Evidentiary hearing In 1904 would distract 
technical ti legal resources from higher priority tasks 
FARRAR, D Commonwealth Edison Co 64/02 / 28 DENTON, H R Office of 

Nuclear Reactor Regulatloni Director 2pp 22443 243 24X 

Flche 30-295,04/02/28.8403020131 


B403030119 Forwards supplemental response to Generic Ltr 83-20, 
"Required Actions Based on Oenerlc Implications of Salem 
ATHB Events " 

BARNES. P L Commonwealth Edison Co 84/02/29 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 26pp 22488 084 24X 

Flche 30-000,84/02/29,8403050119 


8403090143 Requests submittal of documentation re NURE0-O737 itema 
Within 30 days to complete technical reviews (■ 

Imp lemontat i on, exc lud ing Suppl 1, by Sept 1984 

VAROA. 8 A Operating Reactors Branch 1 04/03/02 FARRAR, D L 

Commonwealth Edison Co 2pp 22392 309 84X Flche 30-295,04/03/02. 

8403090143 


8403280090 Forwards Amends 84 «, 74 to Licenses DPR-39 6 DPR-48, 
respec t ively, safety evaluation *< notice of issuance Ia 
availability Amends allow performance of extensive 
preventive malnt on shared diesel generator 

NORRIS, J Operating Reactors Branch 1 84/03/12 FARRAR, D L 

Commonwealth Edison Co 3pp 22812 293 24X Flche 30-295,04/03/13. 

0403200090 


— 0403280101 Amends 84 t, 74 to Licenses DPR-39 t< 48, respoettvely, al lowing 
performance of extensive preventive malnt on shared diesel 
generator 

VAR0A,8 A Operating Reactors Drench I 84/03/12 6pp 
22812 296 24X Fiche 30-293,84/03/12.0403260090 


— B4032B01O6 Safety evaluation supporting Amends 84 S< 74 to Licenses 
DPR-39 t< DPR-4B, respectively 

> Office of Nuclear Reactor Regulation, Director 84/03/12 9pp 
22812 302 24X Flche 30-295,84/03/12,8403380090 


— 8403280108 Notice of issuance I, availability of Amende 04 ti 74 to 
Licenses DPR-39 & DPfl-48, respectively 

VAROA, S A Operating Reactors Branch I B4/03/12 3pp 
22812 311 24X Fiche 50-293.84/03/12,8403200090 


8403260182 Clarifies NURE0-07a7, Item II K 3 31, In response to Oenerlc 
Ltr 83-33 Uestinghuuse Owners Oroup authorlied program to 
demonstrate conservatism of WFLASH small break LOCA 
analyses, per Item II K 3 30 

BARNES, P L Commonwealth Edison Co 84/03/21 EISENHUT, D 0 
Division of Licensing Ip 22736 170 24X Fiche 50-000.04/03/21, 

84032601 82 
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Invpe’ctlon reports. lE Bulletins U correspondence 


3403030253 Further rasportse to P014 request tor records oP neoied 
Individuals, including repts. an algses. studies, test 
calculations, procedures !< practices for measuremenit of RCS 
leakage Foruards App C docuireiits Search continuing 

FELTON. J H Division oP Rules and Records B4/02/07 MADDEN, T J 
Kaye. Scholer. Flernati. Hays L Handler 3p p 224?& S34 SdX 
Fiche 30-000.34/02/07.8403050223 


-8403030250 Notifies that independent measurements of identified t< 
unidentified RCS leak rates for all PUHs in Region 111 
performed per Procedures frl7S7fl t. 617280 Insp findings 
summar i i ed 

NOHELIOS, C E Division nf Engineering 83/03/08 JORDAN. E L 
Olvlsion of Engineering t Quality Assurance (Pre 8301031 2pp 
23496 270 24X Flthe 50-000,84/02/07.8403050223 


B4030'90009 IE Info Notice 84-13. "Reporting of Radiological Releases " 
Bvc list ene 1 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co. of Neu 

York, Inc I19pp 22533 217 a4X Fiche 50-000,84/03/02,0402090009 


8402090011 IE Info Notice 84-17, "Problems M/Llqukd Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list end 
JORDAN, E U Division of Emergency Preparedness J» Engineering 
Response iPost B3D1D3) 04/03/03 Consolidated Edison Co of Neui 

York, Jnc ll7pp 22353 336 24X Fiche 50-000,84/03/03.8402090011 


8402090024 IE Info Notice 64-09, Rev 1, "Lessons Learned From Insps of 
Firs Protection Safe Shutdown Bys " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of Neu 

York, Inc UBpp 22635 049 24X Fiche 50-000,84/03/0718402090024 


1403080174 Informs of inservice jnsp activities from 840327-0601 
Activities will include vo 1 ume tr t c . sur f ac « !c visuaf itisps of 
ASHE Class 1>2 & 3 components Detailed Insp program will be 
available for review by second wk of Mar 1784 

ORAESBER.K L Comnonwealth Edison Co 84/02/23 KEPFLER.J 0 
Region 3, Office of Director Ip 22337 143 24X 

Fiche 30-3(34.84/02/23,8403080174 


1403120134 Forwards IE Insp Repts 30-237/84-01 . 5O-249/04-Oli 
30-234/84-01.50-265/04-01.50-295/84-01 1. 50-304/84-01 on 
840203-14 No noncompliance identified 

SHAFER. U D Region 3. Office of Director 84/02/23 REED, C 

Commonwealth Edison Co 2pp 22570 0.90 24X Fiche 50-000.84/02/23, 

8403120134 


— 8403120137 IE Insp Repts 50-237/04-01.50-249/84-01,50-254/84-01. 
30-265/84-01,50-295/84-01 & 50-304/84-01 on 840203-14 No 
noncomp llance pr deviations identified Major areas 
Inspected allegations of improper operation 

CHRISEOTIMOS.N Region 3. Office of Director 84/02/21 4pp 
22390 092 24X Fiche 50-000,84/02/23,8403120134 


9403030043 Forwards Rev O to "Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
awareness t< strengthen corporate ability to improve 
regulatory performance 

THOMAS. D Commonwaa I th Edison Co B4/02/24 KEPPLER, J O Region 
3. Office of Director 3pp 22490 137 24X Fiche 50-000,84/02/24, 
8403030043 


— B4030S0046 Rev 0 to "Corporate Regulatory Performance Improvement 
Plan " 

» Commonwealth Edison Co 84/(72/2? 22pp 22490 142 24X 

Fiche 30-000, 84/02/84. B4O305(X)43 


B401170072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits 1< Annunciation " 8vt list 
end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 8301031 84/05/28 Consolidated Edison Co of New 

York. Inc U5pp, 22709 239 24X Fiche 5D-000, 84 /02/2B, 840 1 1 90072 


8403170314 Forwards IE Insp Repts 30-295/03-27 j, 30-304/83-28 on 
831128-1226 tc 840202 & notice of violation Concerns re mg t 
control inadequacies, per TMl Action Plan Item II F 1 l, 

"Noble Cae Effluent Monitor," eipressed 

HIND.J A Division of Ra d i □ In glca J 6 Materials Bafety Programs 
84/03/01 REGD, C Commonwealth Edison Co 2pp 22673 1 76 a4X 
Fiche 50-275.84/03/01,8403190314 


— 840317032) Notice of violation from Insp on 831122-840202 

HIND, J A Division of Radiological t< Materials Safety Programs 
84/03/01 3pp 22673 198 24X Fiche 50-295,84/03/01,8403190314 


8402090028 IE info Notice 64-18. "Stress Corrosion Cracking in PWR 
Sys " 8vc list end 

JORDAN, E L Division of Emergency Preparedness (i Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of New 

Yor)!, Inc llBpp 22584 186 24X Fiche 30-000,84/03/07,8402090020 


8403220161 Forwards IE Insp Repts 50-275/83-26 t, 50-304/83-27 on 
831221-840209 ti notice of violation H/o notice of violation 
SHAFER, M D Region 3, Office of Director 84/03/07 REED. C 
Commonwealth Edison Co 2pp 22717 188 24X Fiche 50-295. 04/03/07, 

8403220161 


—0403220165 IE Insp Repts 50-295/83-26 U 50-304/83-27 on 031221-040207 
Noncomp 1 iani:e noted failure to comply w/approvad wmltten 
procedures. Paragraphs 5,6,11 1, 14, resulting In reactor trips 
t< LERs 

HDLZMER.M M , DUNAWAY, F R , DOVD, D C Region 3, Office Of 
Director 04/03/06 12pp 22717 190 24X Fiche 50-295,84/03/07, 

B403220161 


8402070031 IE Bulletin 84-02. "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sye " Sve list end 

DEVOUJVO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 S4X Fiche 50-000,84/03/12,8402090031 


8403230008 Ac k receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on program 
6 provide feedback 

KEPPLEP.JG Region 3, Offite of Director 04/03/20 THOMAS, 0 
Commonwealth Edison Co Ip 22730 161 24X Fiche 50-000,84/03/20, 

840323Q0B8 


— 0403230107 Forwards corporate regulatory performance improvement plan 
TMDMA8, D Commonwealth Edison Co 84/02/24 KEFPLER, J O Region 
3. Office Of Director 3pp 22730 162 24iC FUha 50-000, 

84/03/20, 8403230088 


— 0403230126 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
ret Dresden, Quad Cities, Zion 6 LaEalle Operating Nuclear 
Btatlons & Byron t, Oraidwood Project Operating 
□rgani latlons “ 

* Commonwealth Edison Co 04/02/27 22pp 22730 165 24X 

Fiche 50-000,84/03/20,8403230088 


8403260176 Forwards respunses to IE Dulletln 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " Quad Cities 
supplied w/piplng matls from Ray Miller, Inc during const 
Evaluation end Concerns of IE Bulletin 83-06 satisfied 
BARNES, P L Commonwealth Edison Co 84/03/20 KEPpLERiJ Q Region 
3. Office of Director I7pp. 22756 185 a4X Fiche 50-000,84/03/20. 
840 3260 196 


■8403170334 IE Insp Repts 50-275/03-27 J, 50-304/83-28 on 831122-840202 
Violation noted fatiure to fallow plant procedures re 
source handling, to evaluate radiological hazards it to 
control access to high radiation area 

LOVENDALE. P c , MrCHPLSaN, N , OREOER, L R Region 3, Office of 
Director 84/02/27 14pp 22673 201 24X FI ch e 50-29 5, 84/03/01 , 

8403190314 


S402070007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT t, NflC " Bvc list end 

^ Safeguards 8. Inspection Programs iPoit 

3301031 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22552 329 24X Fiche 50-000,34/03/02,8402090007 


0402090043 IE Info Notice 84-19, "Two Events Involving Unaulhoriied 
Entries Into PWR Reactor Cavities " Bvc list end 
JORDAN, E L Division of Emergency Preparedness ii Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc 123pp 22823 22? 24X Fiche 50-000,84/03/21,8402090043 


8402090044 IC Info Notice 84-20, "Bvc Life of Relays In Safety-Related 
Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Pest 830103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc 13Spp 22933 001 24X Fiche 30-000,84/03/21,8402090044 


R Periodic operating reports 1, related correspondence 


B4(>2O9000a IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 84/03/02 Consolidated Edison Co of New 

York, Inc ia2pp 2S553 098 24X Fiche 30-000,84/03/02. 0402090008 


8403060217 "Effluent t. Waste Disposal Semiannual Rept<Jul-Dec 1983, 
QaseouB Cff luents I Summatl on of all Releases " W/B40S10 
1 tr 

ORAESBERiK L Commonwealth Edison Co 33/12/31 KEPPLER, J 0, 
Rooion 3, Office of Director 27pp 22511 159 24X 

riche 50-295,03/12/31,8403060217 
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Q4030B0197 “Flfpt of accupatiDnal Persannel Radiation DoseSil7B3 " 
W/B40227 Ur 

BCOTTrJ S Coflimaniiiaalth Edison Co 83/1S/31 13pp 22937 077 
24* Flcha 90-000. 83/12/31. 0403000177 


B4032Z0120 Annual uhole body e<ternal exposures for 1703 14/040316 Itr 
RYBAK. B Coirinanuealbh Edison Co 03/12/31 7pp 22716 007 24X 

Flcbe 90-000.03/12/31.0403220120 


O Insurance 6 indemnity Information 


0403160278 Forwards Endorsement 65 to NELIA Policy NF-2 04. Endorsement 
14 to NELIA Policy NF-3B4 6 Endorsement 8 to NELIA Master 
Policy 1 

OIESLER.C W Wisconsin Public Service Corp B4/03/13 DINITZ, I 
Office of Nuclear Reactor Regulation. Director 4pp 22660 HO 
24X Fiche 90-309.04/03/13,0403160278 


8403190196 Monthly operating repts for Feb 1704 W/B40307 Itr 

AUSTIN, 0 . ORAESSERiK L Commonwealth Edison Co 04/02/27 13pp 
32667 163 24X Fiche 90-279. 04/02/27, 0403170196 


B Reportable occurrences, LERs li related correspondence 


6211190076 Discusses events Involving loss of electrical inverters 
Including attendant Inverters to vital instrument buses 
Recommendations provided by Nuclear Safety Analysis Ctr are 
eacellant in helping to reduce Instrument failures 

ASHE.F Reactor Operations Analysis Branch 02/10/21 SEYFRIT.K V 
Reactor Operations Analysis Branch 0pp 22779 223 24X 

Fiche. 90-000, 02 / 10 / 21 , 021 1190076 


6403090174 LER 03-O37/O3X-1 on 63091 3. dur 1 ng instrument mechanic 
•UTVell lance testing of passive gas failure monitor 
S RT-PRlS.no flow observed Caused by defective circuit 
breaker Breaker replaced W/840309 Itr 

KUECKLE, C W > ORAESSER. K L Commonwealth Edison Co 64/03/09 
REPPLER.v) Region 3, Office of Director 2pp 22975 143 24X 

Fiche 90-304. 84/03/09, 6403070174 


6403200173 LER 64-009-00 on 640219. during malnt, Instrument five valve 
test manifold for containment differential pressure 
tranemltter found w/eyualliing valve open Hod proposed to 
replace manifold w/slngle valve W/840312 Itr 

KELLY, T , ORAESSER. K L Commonwealth Edison Co 84/03/12 3pp 
32697.124. 24X Plcha 90-304,84/03/12.0403200173 
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F Security, medical, emergency f< fire protection plans 


6403030125 Ac k receipt of FEHA 840130 Hr t, associated final exercise 
•valuations of 031101 emergency preparedness exercise No 
deficiencies affecting public health 6 safety Identified 
based on performance of offsite agencies 

PAPERIELLO.C J Region 3, Office of Director, 64/02/27 
OIESLER.C. W Wisconsin Public Service Corp 2pp 22487 107 24X 

Fiche. 90-309, 84/02/29, 8403090125 


8403190343 Forwards exemption from scheduler regulrements for 
alternative shutdown sys per 10CFR50 4B<c)(41 6 8ER 
Exemption being forwarded to Ofc of FR for publication 
EISENHUT, D 0 Division of Licensing 64/02/27 OIESLER.C M 
(Wisconsin Public Service Corp Spp 2264? 215 24X 

Fiche: 50-305, 84/02/27, 6403150343 


— 6403150349 Exemption from schsdular regulroments for alternative 
shutdown sys per 10CFR90 46<c}<4) 

DENTON, K R Office of Nuclear Reactor Regulation, Director 
84/02/2? Wisconsin Public Bervice Corp Itpp 2264? 217 24X 

Fiche. 90-305, 84/02/27, 8403190343 


— 6403190347 Bafety evaluation supporting specific exemption from 
1OCFR90, 48<c > <41 re App R alternate shutdown schedule 
a Office of Nuclear Reactor Regulation, Director 84/02/27 
t9pp. 22647 296. 24X Fiche 50-305,64/02/27,6403150343 


64O3OB00BB Ack receipt of 840207 Hr transmitting changes to Industrial 
• ecuritg manual 4 security force training qualification 
manual. Changes consistent w/provtsloni of 10CFR90 54(p} tt 
accaptabte 

AXEL80N, W. L Region 3, Office of Director 84/03/02 OtE8LER,C W 
Uitconsin Public Service Corp 2pp 22997 263 24X 

Fiche 90-309,64/03/02,6403080088 


B4031S004B Advises of 840393 regional workshop In Rosemont, IL w/all 
Region III licensees to discuss fire protection safe 
• hutdown requirements of 10CFR90, App R Agenda end 
8 PE 6 BARD 1 R.L Division of Emergency Preparedness ti Opcretional 
Support 84/03/06 OIESLER.C W Wisconsin Public Service Corp 
3pp. 22989' 287 24X FUhe 90-309.84/03/06,8403120048 


P Operating license stage documents C< correspondence 


8403050223 Further response to FDIA request for records of named 
Individuals, including rep ts, analyses, stud i es, test 
calculations, procedures 6 practices for measurement of RCS 
leakage Forwards App C documents Search continuing 
FELTON, J M Division of Rules and Records 84/02/0/ MADDEN. T J 
Kaye, Scholer, Fierman, Mays t< Handler 3pp 22476 234 24X 

Fiche 90-000,84/02/07,8403050223 


— 8403090239 Advises that certain aspects of facility Tech Spec 
requirements governing RCS leakage appear to be inconsistent 
w/std nuclear industry practice Licensee should be 
requested to modify Tech Specs Related info end 
NORELIUS.C E Region 3. Office of Director 82/03/10 
EISENHUT. D 0 Division of Engineering llpp 22496 246 24X 

Fiche 50-000,64/02/07,0403030223 


8403010066 Forwards safety evaluation re 021223 response to Oenartc Ltr 
82-16 concerning NUREO-0737 Tech Specs Two Items closed 
Hems IA113liIIE41 under consideration Response 
acceptab le 

VAROA.S A Operating Reactors Branch l 84/02/10 GIFBLEH.C W 
Wieconsin Public Service Corp 7pp 22400 OOi 24X 
Fiche 50-309,04/02/10,8403010066 


9402170104 Forwards "Reload Safety Evaluation Cycle X. “ Feb 1784 
Cycle X reload design assumes approval of proposed Amend 56 
to Tech Specs 

OIESLER.C W Wisconsin Public Service Corp 64/02/14 VAROA.S A 
Operating Reactors Branch 1 2pp 22301 009 24X 

Fiche 50-305.04/02/14,6402170104 


— 0402170107 "Reload Safety Evaluation Cycle X." Feb 1964 

HOLLY, J T . ROPSON, D J , W07NIAK, S F U1 scans In Public Service 
Corp 64/02/06 66pp 22301 Oil 24X Fiche 50-305,64/02/14, 
8402170104 


8403070321 Forwards corrected Tech Spec Page 6-26 to Amend 92 to 
License DPR-43 deleting Paragraph 6 14, "Environ 
Qualification " 

9AR0A, 8 A Operating Reactors Branch 1 64/02/23 OIESLER.C W 

Wisconsin Public Service Corp 3pp 22964 317 24X 

Fiche 90-305,84/02/23,8403070321 


— 6403070323 Corrected Tech Spec Page 6-26 deleting Paragraph 6 14, 
“Environ Qualification " 

e office of Nuclear Reactor Regulation, Director 64/02/23 tp 
22964 320 24X Fiche 90-309,04/02/23,8403070321 


8403060904 Discusses site visit on 840228-27 & 0301-02 U/BNU 
representative to collect data on high radiation eiposure 
jobs tt dose reduction mods far studies being performed by 
NRC, per 040223 conference call 

VAROA.S A Operating Reactors Branch 1 64/02/24 OIESLER.C W 

Wisconsin Public Service Corp, 3pp 22952 174 24X 

Fiche, 90-309, 04/02/24. 0403060904 


8403020295 Notifies that proposed Tech Spec for certain HURE0-07a7 
Items per Generic Ltr 83-37 will be submitted by 840401 
OIESLER.C W Wlscontln Public Service Corp. 84/02/20 
EISENHUT, D 0 Division of Licensing 2pp 22440 066 24X 

Fiche 50-305,04/02/28,0403020299 


0403140225 Notifies of plan for resolving upper plenum Injection lUPIl 
Issue Issue involves ECCS models by Wei ting house 6 Exxon for 
calculating ECCS performance of Westlnghouse tuo-loop 
plants Retention of Interim penalty proposed 

VAROA.S A Operating Reactors Branch I 84/03/06 OIESLER.C W 
Wisconsin Public Service Corp, 3pp 22637.323 24X 

Fiche 90-305,84/03/06,0403140229 


8403130108 Provides Info to support review of proposed Amend SB to 
License DPR-43 Attached table provides comparison of 
calculated voltages Agreement shown between calculated (, 
measured voltages & currents 

OIESLER.C W Wisconsin Public Service Corp 64/03/08 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 2pp 22606 126 
24X Fiche 90-309.04/03/00,0403130180 
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B403t&0337 Foruiard* revised Page 4 2 1 of proposed Amend 37 to Tech 
Specs re Inservlce Insp b testing 

OlESLEfiiC M 141 scons in Public Service Corp 64/03/13 DENTONi H R 
Office of Nuclear Reactor Regulationi Director Ip 22660 ISS 24X 
Fiche Sa-aOSr S'} /O 3/1 3i 6403160327 


—6403160331 Revised Page 4 2 1 of proposed Amend S7 to Tech Specs re 
Inservlce Insp b testing 

• Wisconsin Public Service Carp 64/03/13 Ip 22660 156 24X 

Fiche 50-303> 64/03/13. 6403160327 


8403800134 Reiiueoti permanent eiemptlon from requirements of App J to 
lOCFRSO r'd air loci testing folloulng periods during which 
containment Integrltg malnta Ined 

OIESUER.C U Wisconsin Public Service Corp 64/03/15 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22686 361 
24X Fiche 30-303.34/03/15,84 03200154 


640-3870030 Discusses 640120 meeting re resolution of EER deficiencies, 
methodologg of master list d evelopment. al 1 DBAs considered b 
justification for continued operation Environ qualification 
plan encl 

OIESLER. C M Wisconsin Public Bervice Corp 64/03/16 VAROA. S A 
Operating Reactors Branch 1 9pp 22766 031 24X 

Fiche 30-305,04/03/16.8403270030 


— 8403270032 "Resolution of SER for Environ Qualification of Electrical 
Equipment Important to Befetg at Kewaunee Nuclear Power 
Plant " 

• Wisconsin Public 8ervlce Corp 64/03/16 7?pp 22768 040 
a4X Fiche 30-305,84/03/16,8403270030 


— 6403270038 "Keuiaunee Nuclear Power Plant Environ Qualification Plan 
« Wisconsin Public Service Corp 64/03/16 3S6pp 22766 124 
24X Fiche 50-305,84/03/16,8403270030 


B4O320OO43 Forwards response tn 631205 request for addl info re 
NUREO-0737 Item II D 1, “Performance Testing of Relief b 
Safety Valves Microfiche of RELAP3/ADLPIPE computer 
analyses encl 

OIEBLER.C W Wisconsin Public Service Corp 64/03/23 VAROA, 8 A 
Operating Reactors Branch 1 S6pp 22776 2B2 24X 

Fiche: 30-303, 84/03/23.6403260046 


Q Inspection reports, IE Bulletins b correspondence 


6403050223 Further response to FOIA request for records of named 
individuals, including repts, analytes, studies, test 
calculations, procedures b practices for measurement of RC8 
leakage Forwards App C documents Search continuing 
FELTON, J K Division of Rules and Records 64/02/07 HADDEN, T J 
Kaye. Scholer, Fierman, Hays {.Handler 3pp 22416 234 24X 

Fiche 50-000,84/02/07,6403050823 


— B4030S02S6 Notifies that independent measurements of identified b 
unidentified RCS leak rates for all PNRs in Region lit 
performed per Procedures 61727B b 61726B Insp findings 
summanied 

NQRELIUSiC E Division of Engineering 62/03/06 JORDAN, E L 
Division of Engineering b Quality Assurance <Pre 630103) 2pp 
224*76 270 24 X Fiche 50-000,64/02/07,8403050223 


640319037? Forwards IE Irsp Rept 50-305/83-17 on 831216-640213 No 
noncomp I iance noted 

SHAFER, M D Region 3. Office of Director 84/02/27 OIESLER, C W 
Wisconsin Public Service Corp 2pp 2267S 20? 24X 

Fiche 50-305,84/02/27.640319037? 


— 8403190304 IE Insp Rept SO-3OS/03-17 on 031219-840215 No noncompliance 
noted Major areas inspected main t, survei 1 lance, Independent 
Insp. regional requests b operatlona] safety 

NELSON. R L . JACKIU. I N Region 3, Office of Director 64/02/24 
5pp. 22675 211 24X F I Ch e • 50-305, 84/02/27, 8403190379 


6401190072 IE Info Notice 64-13i "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation." 8ve list 
enc L 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Rasponse (Post 6301031 84/02/20, Consolidated Edison Co of New 

Vork. Inc llSpp 22909 239 24X Fic he; 50-000, 64/02/28. 8401 190072 


6402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DPT b NRC "• five list encl 

ORACE. J N Division of QA, Safeguards b Inspection Programs (Post 
630103) 64/03/02 Consolidated Edison Co of New York, Inc 

ISOpp 22SS2 329 24X Fiche 50-000,64/03/02,6402090007 


6402090006 IE Info Notice 64-16, "Failure of Automatic Sprinkler fiys 
Valve* to Operate.” five list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Ine tS2pp 22553 098 a4X Fiche 50-000,84/03/02,8402090008 


640209000? IE Info Notice 64-13, "Reporting of Radiological Releases " 
five list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 64/03/02 Consolidated Edison Co of Now 

York, Inc 119pp 22553 217 24X Fiche 50-000,84/03/02,6402090009 


0402090011 IE Info Notice 84-17, "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc U7pp 22533 336 24X Fiche 50-000,64/03/03,8402090011 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Imps of 
Fire Protection 8afe Shutdown Sys " five Hit encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 64/03/07 Consolidated Edison Co, of New 

York, Inc liepp 22635 049 24X Fiche 50-000,04/03/07.6402090024 


8402090028 lE Info Notice 84-16, "Stresi Corroiion Cracking in PWR 
fiys " 8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Responee (Post 630103) 64/03/07 Consolidated Edison Co of New 

York, Inc tlGpp 22584 166 24X Fiche 50-000,64/03/07,6402090026 


6403220134 Poruarde IE Insp Rept 30-303/84-01 on 840206-10. No 
noncomp 1 lance noted 

PAPERIELLO.C J Region 3, Office of Director 84/03/08. 

OIESLER, C M Wisconsin Public Service Carp 2pp. 22716.037. 24X 

Fiche, 50-305, 64/03/08,8403220134. 


--B403220140 IE Insp Rept 50-305/64-01 on 840206-10 No noncomp 1 iance 
noted Major areai Inspected, confirmatory measuremante. 

Including lampllng, lab QC b comparison of licensee analyses 
w/Reglon III mobile lab, 

JANUSKA.A 0 , SLAWINSKt.U J . SCHUMACHER. H. C. Region 3. Office of 
Director 64/03/08 8pp 22716 039 24X Fiche 30-305,84/03/08, 

0403220134 


8402090031 IE Bulletin 04-02, "Failures of OE Type HFA Raleys in Use in 
Class IE Safety Sys " Sve list end 

DEYOUNO, R C. Director's Office, Office of Inspection and 
Enforcement 64/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,8402090031. 


0403200016 Responds to IE Bulletin 83-08 re electrical circuit braakare 
u/undervoltege trip feature No circuit breakeri u/machanical 
trip attachments similar to DB-SO breaker ueed In eafaty- 
related applications 

OIESLER, C W Wisconsin Public Service Corp. 84/03/12 KEPPLER. J. 0 
Region 3, Office of Director. ip 22699.181. 24X 

Fiche 50-303,84/03/12,8403200016 


8403160327 Forwards revised Page 4 2 1 of proposed Amend 37 to Tech 
Specs re inservice insp b testing 

OIESLER, C W Wisconsin Public Service Corp 84/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. Ip 22660 133 24X 

Fiche 30-305,84/03/13,8403160327 


— 6403160331 Revised Page 4 2 I of proposed Amend 57 to Tech Bpace re 
Inservlce Insp b tasting 

e Wisconsin Public Service Corp 84/03/13 Ip 22660 156 24X 

Fiche 50-305,64/03/13,0403160327 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities “ Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Coneolldated Edison Co of New 

York, Inc 123pp. 22623 229 24X Fiche 50-000,84/03/21,6402090043 


6402090044 IE Info Notice 04-20, "Sve Life of Relays In 6af ety-Related 
Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 64/03/21 Consolidated Edison Co. of New 

York, Inc 133pp 22933 001 24X Fiche 50-000,64/03/21,6402090044 


R Periodic operating reports b related correspondence 


6403060400 "fiemlannual Effluent Release ReptiJul-Dec 1963 ” M/640329 
1 tr 

OIESLER, C U Wisconsin Public Service Corp 63/12/31 KEPPLER. J 0 
Region 3, Office of Director 32pp. 22516 ISS 24X 

Fiche 30-305.03/12/31,6403060406 


6403070169 "Kewaunee Nuclear Power Plant Annual Operating Rept 1983," 
H/04O3Oi Itr 

e Wisconsin Public Service Corp 83/12/31 llOpp 22339.001. 84X 

Fiche 30-303,63/12/31,6403070169 


8403130147 Monthly operating rept for Feb 1904 W/840309 Itr. 

RUITER, 6 H < OIESLER, C U. Wteconsln Public Service Corp. 64/02/29 
5pp 22608-220 24X Fiche 30-303.64/02/29,6403130147 
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8 Reportable occurrences. LERs 8. related correspondence 


8403230178 Forwards Technical Review Rept AE0D/T313i "Capped 
Containment Pressure Sensing Lines." b proposed IE info 
notice Issue adequately resolved 

RUDIN. 9 D Reactor Operations Analysis Branch 83/05/11 
BEYFRIT.K V Reactor Operations Analysis Branch Ip 22757 2e& 
a4X Fiche 30-000.83/03/11.0403230178 


— 8403230181 "Capped Containment Pressure Sensing Lines." technical 
review rept Condition caused by procedural inadequacy 
RUDIN. B D Director's Office 83/05/11 bpp 22759 287 a4X 
Fiche 30-000,83/05/11.8403230178 


U Operator examinations 


8403130391 Requests end ref matl for requa 1 1 f 1 ca t ion program 
evaluation scheduled for wli of 040321 Hatl required by 
840316 

STREETER. J F Region 3. Office of Director 84/03/03 OIESLER.C W 
Ulscorisln Public Service Corp 3pp 22618 334 24X 

Fiche 90-303,84/03/03.0403130351 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 


F Security, medical, emergency b fire protection plans 


8403070270 Public version of revised emergency response plan 
Limplementing procedures. Inc luding Procedure r3-2 re 
clae si f Icat 1 on of emergenc 1 es. F3-S re emergency notification 
b F3-10 re personnel accountability 14/831217 1 tr b memo 
MENDELE. D J , JOHNSON, U M Northern States Power Co 83/10/23 
16Bpp 22573 326 24X Fiche 50-282. 83/10/28. G403070S70 


8403070207 Revised emergency implementing procedures. Inc lud 1 ng Rev 23 
to Procedure Fs, “table of Contents" b Rev 3 to Procedure 
F3-8. "Recommendations for Offsite Protective Actions " 

W/840302 Itr 

FBY.F L Northern States Power Co 84/02/24 2Qpp 22374 320 
24X Fiche 30-282. 84/02/24, 8403070207 


B403190020 Forwards IE Insp Repts 30-282/03-24 b 30-306/83-24 on 
83121 1-040210 No noncomp 1 iatice identified 

SHAFER.N 0 Region 3. Office of Director 84/03/01 LARSON. C E 
Northern States Power Co 2pp 22666 033 24X 

Fiche. 90-282.84/03/01. 8403170020 


— 8403190042 IE Insp Repts 30-282/83-24 b 50-306/83-24 on 831211-840210 
No noncomp 1 iance or deviations identified Nedor areas 
inspected. maint. LERsi emergency planning b surveillance, 
meetings w/state b local officials b IE bulletins 
HARD, J E . JACKIW. I N Region 3, Office of Director 84/02/59 
12pp 22666.033 24X Fiche 90-282, 84/03/01, 0403190020 


8403130163 Forwards final rept re small-scale offsite radiological 
■fliergency preparedness exercise on 821014 No deficiencies 
noted. 

KRIHH. R U Federal Emergency Management Agency 84/03/03 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Aeeponsc (Post 830103) 6pp 22S99 307 24X Fiche 30-282,84/03/05. 

8403130163 


— 8403130172 Final rept of small-scale joint emergency exercise on 
821014 

a Federal Emergency Management Agency 82/12/17 S2pp 
32377 313 24X Fiche 30-282,84/03/03.8403130163 


S403120106 Notifies of 840323 workshop on fire protection safe shutdown 
requirements of 10CFR30. App R in Rosemont. IL to discuss T£ 

Info Notice 84-09 b provide addl shutdown analyses b/or mod 
Buidance, Agenda end 

8PGBBARD.R. L Division of Emergency Preparedness b Operational 
Support 84/03/06 LARSON. C E Northern States Power Co 3pp 
23988 167 24X Fiche 30-282,84/03/06.8403120106 


8403300130 Revised emergency plan implementing procedures. Inc lud ing 
Procedure F3 re table of contents b F3-13 re offsite dpse 
calculation W/B40320 transmittal Itr 

WATT, E , FEY, F L Northern States Power Co 04/03/09 36pp 
23820 233 24X Fiche 30-282.84/03/09,8403300130 


i. Financial information 


8403390119 SuppI to Annual Financial Rept 1783, consisting of financial 
t( Btatlsttcat Info U/a40326 Itr 

BRUSVEN, A. 0, Northern States Power Co 83/12/31 23pp 22806 182 

24X Fiche 30-000,03/12/31,8403290113 


P Operating license stage documents b correspondence 


8403050238 Forwards Amends 68 b 62 to Licenses DPR-42 b DPR-60, 
respectively b safety evaluation Amends revise Tech Specs re 
emergency air treatment sys b electric hydrogen recombinors 
OIIANNI. 0 C Operating Reactors Branch 3 84/02/21 MUBOLF, D M 

Northern States Power Co 2pp 22527 ISB 24X 
Fiche 50-202,84/02/21.8403050230 


— 8403050243 Amends 68 b 62 to Licenses DPR-42 b DPn-60. r esp oc ti vo I y, 
revising Tech Specs re emergency air treatment sys b 
electric hydrogen recomblners 

MILLER. J R Operating Reactors Branch 3 84/02/21 IBpp 

22527 190 24X Fiche 50-202,04/02/21,8403050238 


— -8403050249 Safety evaluation supporting Amends 68 b 62 to Licenses 
DPR-48 b DPR-60. respectively 

e Office of Nuclear Reactor Regulation. Director 84/02/21 7 . 

22527 208 24X Fiche 50-282.84/02/21,8403050238 


8403060425 Submits fees requested for 020630 exemption request, m 
response to NRC 040213 Itr 

MUBOLF, D Northern States Power Co 04/02/29 MILLER, W O License 
Fee Management Branch 2pp 22518 200 24X Fiche 50-282,84/02/29, 

8403060429 


8403130245 Forwards “Effluent b Haste Disposal Semiannual Rept.JuI-Dec 
1983." "Offsite Radiation Dose Assessment, 1983" b Rev 4 to 
“Offsite Dose Calculation Manual " 

FEYrF L Northern States Power Co 84/03/01 Region 3. Office of 
Director Ip 22610 143 24X Fiche 50-282,84/03/01,8403130245 


— 8403130278 Rev 4 to "Offsite Dose Calculation Manual " 

SORENSON, J Northern States Power Co B4/I1/I4 Upp 
22610 157 24X Fiche 50-202,04/03/01.8403130245 


0403150290 Forwards safety evaluation re error in COBRA IIIC/HIT 
computer code, previously accepted by NRC 830217 b 0324 Itrs, 
for use in analyzing Fuel reloads Error does not create any 
substantial safety hazard 

MILLER, J R, Operating Reactors Branch 3 04/03/06 MUSOLF, 0 H 

Northern States Poiser Co Ip 22649 333 24X Fiche 50-282, 

84/03/06, 8403150290 


— 8403150293 Safety evaluation re error in CODRA IIIC/MIT computer code 
reload methodology rept NSPNAD-0102 Error has not affected 
Initial findings or conclusions re acceptability of use of 
COBRA IIIC/MIT code, 

e NRC - No Detailed Affiliation Given 84/03/06 2pp 
22649 334 24 X Fiche 50-262,84/03/06,0403190270 


8403190397 Provides updated info re mods required by hWfiEO-0737, I tem 
1 1 0 1 2 re safety b relief valve performance Unit 1 piping 
b supports will be installed during next refueling outage 
scheduled for 850105 

MUSOLF. D Northern States Power Co 84/03/14 afflce of Nuclear 
Reactor Regulation, Director Ip 22675 192 24X 

Fiche 50-282,04/03/14.8403190397 


8403230051 Submits status of mods to improve adequacy of station 
distribution sys voltages. per util 810717 Itr 6 NRC 821029 
SER All mods comp leted. w/exc eption of changes to station air 
compresser starting circuit 

MUBOLF, D Northern States Power Co 84/03/16 Office of Nuclear 
Reactor Regulation. Director 2pp 22724 346 24X 

Fiche 50-282.84/03/16,8403230051 


Q Inspection reports. IE Bulletins 6 correspondence 


8403090223 Further response to FOIA request for records of named 
Individuals, including repts. analyses, studies, test 
calculations, procedures b practices for measurement of RCS 
leakage Forwards App C documents Search continuing 
FELTON, J M Division of Rules and Records 84/02/07 MADDEN. T J 
Kaye, Scholar, Flerman, Hays b Handler 3pp 22496 234 S4X 
Fiche 50-000,64/02/07,8403050223 


— 84030S02S6 Notifies that independent measurements of Identified b 
unidentified RGB leak rates for all PURs in Region III 
performed per Procedures 61727G b 61720D Insp findings 
summarized 

N(3RELIUS, C E Division of Engineering 32/03/08 JORDAN, E L 
Division of Engineering b Quality Assurance (Pre 830103) 2pp 
22496 270 24X Fiche 50-000,84/02/07,8403090223 


8401190072 IE Info Notice 04-13, "Potential Deficiency in Motnr 
Operated Valve Control Circuits b Annunclatlor " Sve list 
enc 1 

JORDAN, E U Division of Emergency Preparedness b Engineering 
Response (Pott 0301031 04/02/20 Consolidated Edison Co of New 

York. Inc llOpp 22909 239 24X Fi c he, SO-OOO, 84/02/28, 8401190072 
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a*>031<J0020i Foruardis IE Insp Repts 50-282/03-24 & 30-3&fc/B3-24 on 
S3 121 l-04O2iO Md none omp 1 1 anc b Identified 

9HAFER. W D Region 3. Office of Director 04/03/01 LARSON. C E 
Northern States Pouer Co 2pp 22/]61> 053 24X 

FI Che 30'2B2. 04/03/01. 8403170020 


—8403190042 IE !nsp Reptc 50-202/83-24 S. 50-306/03-24 on B3121 1-040210 
No none omp 1 1 ence or deviations identified Major areas 
Inspected ma 1 nt. LER s> emer genci; planning fc surveillance. 

■niatinps ui/state & local officials 2. IE bulletins 

HARD. vl E > FEIERADEND. C O . HARTMANN. P L Region 3. Office of 

Director 04/02/29 12pp 22666 055 24X Fichc 50-202.84/03/01. 

0403190020 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatorg Revs by DOT t. NRC " Sve list encl 

GRACE. J N Division of 0A> Safeguards & Inspection Prograois fPost 
B30103) 04/03/02 Consolidated Edison Co of Neui Vork, Inc 

130pp 22532 329 24* Ficho 50-000.84/03/02.8402090007 


840209000B IE Info Notice B4— 16. "Failure of Automatic Sprinkler Sys 
Valves to Operate '* Sve list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of Neui 

York, Inc 122pp 22553 090 24X Fiche 50-000. 84/03/02, B40209000B 


6402090009 IE Info Notice 84—15. "Reporting of Radiological Releases " 
8 VC list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103} B4/03/02 Consolidated Edison Co of New 

York. Inc I19pp 22333 217 24* Fiche 50-000.04/03/02.8402090009 


8402090011 IE Info Notice 84-17. "Problems U/Llquid Nitrogen Cooling 
Components ObIdu Nil Ductility Temp '' Sve list encl 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response <Post B30I0'3> 84/03/05 Consolidated Edison Co of New 

York. Inc 117pp 22553 336 24* Fiche 30-000.04/03/05.0402090011 


6402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From tnsps of 
Fire Protection Safe Shutdown Sys " Sve list encl 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103)' 04/03/07 Consolidated Edison Co of New 

York, Inc llOpp 22635 049 24X Fiche 50-000,04/03/07.8402090024 


840209002B IE Info Notice B4-10. "Stress Corrosion Cracking in PHR 
Sys “ Sve list encl 

JIIROAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc llOpp 22584 186 24X Fiche 50-000,04/03/07.8402090028 


8403190368 Forwards summary of status of requests for relief from 
requirements of Section XI of ASNE Boiler t Pressure 
Vessel C'ode for Inservlce insp program & clarification of 
items that require addi review 

MU50LF. D Northern States Power Co 84/03/09 Office of Nuclear 
Reactor Regulation. Director 9pp 22673 295 24X 

Fichc 50-282.84/03/09,8403190308 


0402090031 IE Bulletin 04-02. "Failures of GE Type HFA Relays In Use In 
Class IE Safety Sys ” Sve list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22823 094 24* Fiche 30-000.04/03/13.8402090031 


0403190200 Responds to IE Bulletin 03-07 re products supplied by Ray 
Miller. Inc Neither unit received products from Ray Miller. 

Inc & vendor not on approved util vendor list 

LARSON, C E Northern States Power Co 84/03/12 DEYOUNC.R C 
Director's Office, Office Of Inspection and Enforcement 4pp 
22671 105 24X Fiche 50-202,04/03/12.8403190200 


8403300036 Forwards IE Insp ReptS 30-202/84-02 tt 30-306/84-02 on 
840313-17 No noncomp 1 lanc e noted 

PAPERIELLO, C J Region 3. Office of Director 84/03/15 
LARSON. C E Northern States Power Co 2pp 22821 320 24* 

Fiche 50-232.94/03/15,8403300036 


— 8403300040 IE Insp Repts 50-202/64-02 !. 30-306/04-02 on 040213-17 No 
violations or deviations identified Major areas inspected 
implementation of iacFR20 & 60 requirements for disposal of 
low level raduastes. me lud ing mgt controls & QC 
ROZAH. S . OESTMANN.M J . SCHUMACHER. M C Region 3, Office of 
Director 84/03/15 3pp 22821 322 24X Fiche 50-882.84/03/15, 

0403300036 


B402090043 IE Info Notice 84-19. "Two Events Involving Unauthor lied 
Entries into PWR Reactor Cavities " Sve list encl 
JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response IPost 030103) 04/03/21 Consolidated Edison Co of New 

York. Inc I23pp 22023 229 24X Fiche 30-000,04/03/21,0402090043 


B402090044 IE Info Notice 84-20. "Sve Life of Relays in Safety-Related 
Sys " Sve list encl 

JORDAN. E L Division of Emergency Preparedness 1< Engineering 
Response IPost 830103) B4/03/21 Consolidated Edison Co of New 

York, Inc I33pp 22933 001 24X Fiche 30-000.84/03/21,8402090044 


R Periodic operating reports 6 related correspondence 


0403300095 Monthly operating repts for Feb 1984 U/040306 Itr 

DU06TAD.D . MUSOLF, D Northern States Power Co 84/02/29 9pp 
24047 060 24X Fichc 30-282,84/02/29,8403300093 


8403130243 Forwards "Effluent ti Waste Disposal Semiannual Rept.Jul-Doc 
1963." "Offsite Radiation Dose Assessment. 1983" 4< Rev 4 td 
"Offsite Dose Calculation Manual " 

FEY.F L Northern States Power Co 84/03/01 Region 3, Office of 
Director Ip 22610 143 a4X Fiche 30-202.84/03/01,8403130245 


— 8403130258 "Effluent t Waste Disposal Semiannual Rept.Jul-Dec 1983 ” 
* Northern States Power Co 03/12/31 9pp 22610 144 24X 

Fiche 50-282.84/03/01,8403130245 


— 8403130270 "Offsite Radiation Dose Assessment, 19B3 " 

* Northern States Power Co 03/12/31 4pp 28610 153 24X 

Fiche 50-202,84/03/01,0403130245 


DOCKET 30-309 MAINE YANKEE ATOMIC POWER PLANT 
F Security, medical, emergency t fire protection plans 


8403070278 Responds to 830913 Itr re changes to physical security plan 
Rev Inconsistent w/provisions of lOCFRSO S4(p) & 
unacceptable For reasons stated In encl Encl withheld 
(ref IOCFn73 21 ) 

MARTIN, T T Division of Engineering 8. Technical Programs 84/02/29 
RANDAZZA.J 0 Maine Yankee Atomic Power Co 3pp 22347 098 24X 

Fiche 50-309,04/02/29,8403070270 


□403220095 Forwards IE Inap Rept 50-309/83-20 on 831101-1231 It notice 
of violation 

BTAR08TECKI , R Division of Project 6 Resident Programs 84/03/07 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 22715 163 24X 

Fiche 50-309.04/03/07.8403220095 


— B40322Q103 IE Insp Bept 30-309/83-20 on 831101-1231 Violation 
identified plant shift superintendent did not check tags on 
Tagging Order 2137-03 

HOLDEN. C , ARCHIT2EL. R , SHETLAND, P Region Ir Office of Director 
84/03/06 13pp 22715 166 S4X Fiche 50-309, S4/O3/07i 
8403220095 


0403190243 Notification of B40418 Workshop In King of Prussla.PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp & topics described In IE info Notice 
84-09 Agenda for workshop encl 

MUHLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE.JD 
Consolidated Edison Co of New York, Inc KENYON, B D Pennsylvania 
Power S< Light Co HARRISON, R J Public Service Co of New 

Hampshire 35pp 22672 062 24X Fiche SO-OOO, B4/03/09, 0403190243 


O Adjudicatory correspondence 


8403130262 Order granting Sensible Maine Power S< State of ME motions 
to withdraw contentions, granting util motion to withdraw 
portion of application (< authorillng issuance of amend of 
OL 

LAZO. R M Atomic Safety and Licensing Board Panel 04/03/09 4pp 
22606 050 24X Fiche 50-309.04/03/09,8403130262 


H General correspondence 


8403220119 Eipresses concern re ine iperl enc ed t< unskilled labor at 
facility Repair contract awarded to contractor w/llttle or 
no repair eiperlence OP Conley 840215 Itr encl 
C8SSAR. A 0 Affiliation Not Assigned 04/03/17 OEVOUNQ. R 
Director's Office. Office of Inspection and Enforcement 2pp 
22716 216 24X Fiche 50-309.84/03/17,8403220119 


P Operating license stage documents & correspondence 


B40302Q3B3 Forwards safety evaluation based on review of 830912,22 & 
1102 refponses re feedwater trip sys Feedwater trip sys 
'design satisfies single failure requirements Requests 
completion of listed confirmatory items within 120 days 
KILLER, J R Operating Reactors Branch 3 04/02/14 OARRITY.JH 

Maine Yankee Atomic Power Co tOpp 22495 016 24X 

Ficho 50-309,04/02/14,8403020203 
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84030903S0 Foruiards request for addl info re Cycle B reload to continue 
revleii) of B401Z7 submittal 

HIULERi J R Operating Reactors Branch 3 B4/02/17 OARRJTY. JH 

Maine Yankee Atomic Pouer Co 3pp S35S7 233 24X 

Flche 90-309i 04/02/ 17. B403D5O3BO 


6403090399 Responds to B40106 Itr re radiological effluent Tech Specs 
(RET8> Program provides accountable sys to assure protection 
of public health it safety Schedule for submittal of proposed 
RETS li offsite dose calculation manual requested 

HILLER. J R Operating Reactors Branch 3 84/02/27 OARRITY. J H 

Maine Yankee Atomic Pouer Co 2pp 22901 333 24X 

Flche 50-309, 84/02/27. B403090395 


6403060094 Fsruards Class III amend fee. per NRC 640116 Itr re Proposed 
Changes 81 b 92 concerning snubber surveillance t> reactor 
protective sys channel b ESF actuation sys 

WHITTIER,© 0 Maine Yankee Atomic Pouier Co B4/02/29 DI008, R f1 

License Fee Management Branch Ip 22916 362 24X 

Fiche 30-309. 04/02/29. B403060094 


B403190333 Bequests Info r* analysis of high energy steam line break 
Info needed to complete revlcu of B20913 submittal re 
environ conditions for equipment outside containment Info 
requested within 30 days 

MILLER, J R Operating Reactors Branch 3 64/03/02 RANDAZZA, J B 

Main* Yankee Atomic Pouer Co 2pp 22649 269 24X 

Flche 90-309.64/03/02.8403190333 


B403l90i09 Informs of recent assignment of EC Wenilnger as Chief. 
Reactor Projects Section lA. effective Immediately 
Responsibilities cover Mains Yankee, Yankee Roue ti Calvert 
Cliffs Nuclear Pouier Stations 

BTAROSTECKt. R Region 1. Office of Director B4/O3/0B 

RANDAZZA. J B Maine Yankee Atomic Pouier Co 2pp 22640 140 24X 

Flche' 90-309. B4/03/08. 6403iS0103 


6403230036 Mithdrauis 810901 commitment to Install addl pressurlier 
sensor Contribution of purge sys isolation valves to 
radiological consequences to DBA LOCA uould be minimal 
WHITTIER, 0 D Maine Yankee Atomic Pouier Co 64/03/16 MILLER, J R 
Operating Reactors Branch 3 Ip 22724 332 24X 

Fiche 90-309,04/03/16,8403230036 


B403220192 Forwards "Control of Heavy Loads, Phase II " Rept result of 
review of crane opera tl on, des ign S, main t, Inc 1 uding analysis 
of load drop risk to safety-related equipment beneath travel 
paths Confirms defense-ln depth, per NUREO-0612 

WHITTIER,© D Maine Yankee Atomic Power Co 64/03/19 MILLER, J R 
Operating Reactors Branch 3 2pp 22717 046 24X 

Flche 90-309, B4/03/ 19, B403220 192 


— 8403220199 "Control of Heavy Loads, Phase II " 

e Maine Yankee Atomic Power Co 84/03/19 I24pp 22717 050 
84X Flche 90-309, B4/03/ 19, 8403220192 


Q403230042 Informs that luppt to Iniervlce testing program will be 
submitted by 840601 tnservlce testing procedures specific to 
control b Implementation of testing activities will be 
completed no later than 640919 

WHITTIER,© D Maine Yankee Atomic Power Co 04/03/20 MILLER, J R 
Operating Reactors Branch 3 Ip 2272B 394 24X 

Flche 90-309,84/03/20,8403230042 


B403270138 Forwards revised Page 3 of Maine Yankee penetration test 
requirements, end w/conta inment leak testing rept Isolation 
Valva PD-233 added to list of containment sump discharge 
valves inside containment 

WHITTIER,© D Maine Yankee Atomic Power Co 04/03/21 MILLER, J R 
Operating Reactors Branch 3 2pp 22767 141 24X 

Flche, 30-309. B4/03/21, 6403270138 


G inspection reports, IE Bulletins b correspondence 


5403210208 Corrected notification of 840313 meeting w/utll in Dethesda, 
no to discuss insp program for thermal shield In Cycle 7/8 
outage. Time of meeting changed 

HEITNER.K L Operating Reactors Branch 3 84/02/21 MILLER. J R 

Oparating Reactors Branch 3 Ip 22709 206 24X 

Ftcho 90-309,84/02/21,8403210205 


6401190072 IE Info Notice B4-13, “Potential Deficiency in Motor 
Operated Valve Control Clrcuiti b Annunciation " Sve list 
end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Reeponie <Post 830103), 64/02/28 Consolidated Edison Co of New 

York, Inc 119pp 22909239. 24X Flche 90-000,84/02/28,8401190072 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " 8vc list end 

©RACE, 0 N. Division of QA, Safeguards b Inspection Programs (Pott 
530103} 84/03/02, Consolidated Edison Co of New York. Inc 

I30pp. 22992 329 24X Flche 90-000,84/03/02,8402090007 


8402090008 IE Info Notice B4-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate “ Sve list end 

JORDAN, E L Division of Emergency Preparedness & "Eng 1 neer Ing 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22933 098 24X Fiche 30-000,04/03/02,8402090008 


8402090009 IE Info Notice 64-13, "Reporting of Radiological Releases " 
8vc list cnc 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 04/03/02 Consolidated Edison Co of New 

York, Inc 1 l9pp 22533 217 24X Fiche 50-000.84/03/02.8402090009 


8402090024 IE Info Notice Q4-09. Rev 1, "Lessons Learned From Insps at 
Fire Protection Safe Shutdown Sys " Sve list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22633 049 24X Flche 50-000,84/03/07,8403090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking In PUR 
Sys " 5vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc 1 18pp 22584 186 24X Fiche 30-000,64/03/07 , 8403090026 


8403220036 Forwards IE Insp Rept 50-309/84-03 on 640207-10 No 
violations noted 

martin, T T Division of Engineering b Technical Programs 04/03/07 
RANDAZZA, J B Maine Yankee Atomic Pouier Co 2pp 22714 339 24X 

Flche 30-309,04/03/07,8403220036 


— 6403220062 IE Insp Rept 50-309/04-03 on 040207-10 No violations noted 
Major areas Inspected inservlce Insp program, Inc lud ing QA 
function b control of exam equipment 

MCBREARTY, R A , DURR, J p Region I, Office of Director 84/03/05 
Spp 22714 341 24X Flche 30-309,84/03/07.0403220056 


8403920095 Forwards IE Insp Rapt 30-309/03-20 on 031101-1831 b notice 
of violation 

STAROBTECKI, R Division of Project b Resident Programs 04/03/07 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 82715 163 24X 

Flche 50-309,04/03/07,6403220095 


— 8403220098 Notice of violation from Insp on 831101-1231 

« Region 1, Office of Director 04/03/07 Ip 22713 163 24X 

Flche 30-309,94/03/07,6403220095 


—8403220103 IE Idsp Rept SO-309/B3-20 on 831101-1231 Violation 
Identified plant shift superintendent did not check tags on 
Tagging Order 2137-83 

HOLDEN, C , ARCHITZEL, R , SHETLAND, P Region 1, Office of Director 
04/03/06 13pp 22713 166 24X Fiche 50-309.84/03/07, 

8403220095 


6402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Sve list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Naw York, Inc 

134pp 22823 094 24 X Fiche 30-000,84/03/12,8402090031 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Pest 0301031 64/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22823 229 24X Fiche 30-000,84/03/21,0402090043 


8402090044 IE Info Notice 04-20, “Bve Life of Relays in Safety-Related 
Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc l35pp 22903 001 24X Fiche 50-000. 04/03/21 . B402090044 


8403300160 Responds to IE Bulletin 03-07 re apparently fraudulent 
products sold by Ray Miller, Inc Ray Miller, Inc flanges 
received from RECQ Industries Installed in safety -related 
sys Flanges will remain installed 

FRIZZLE, C D Maine Yankee Atomic Power Co 04/03/22 MURLEV, T E 
Region 1, Office of Director 4pp 22821 002 24X 

Ficha 50-309,84/03/22,8403300160 


R Periodic operating reports b related correspondence 


8403130047 "Effluent b Waste Disposal Semiannual Rept,Jul-Dec 1983 " 
W/840302 Itr 

WHITTIER,© D Maine Yankee Atomic Power Co 83/12/31 MURLEY. T E 
Region 1, Office of Director llpp 2260B 003 24X 

Flche 50-309,83/12/31,8403130047 


8403290236 "Annual Personnel Exposure Rept CY03 " W/B4032O Itr 

WHITTIER,© D Maine Yankee Atomic Power Co 03/12/31 MURLEY, T E 
Region 1, Office of Director 3pp 22900 073 24X 

Fiche 90-309,83/12/31,8403290236 
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3403020069 Monthlv Operating rept for Oan 1934 wya40208 
D101fLUEI1>3 t MCCUilOEFIi J T Maine Vanicee Atomic Power 
HASTFIELDiR A Marta o emen t Information Oranch 9pd 
24K Flcfid aO-GOf* 04/01 /3l, B40302006B 


1 tr 

Co B4/01/31 
224 4S 237 


3403000163 Monthly operating rept for Feb 1984 14/340300 1 tr, 
niEHILLERiS A 4 MCCUHBER; J T Halno Yankee Atomic Poteer Co 
34/03/39 5pp 33B31 006 34X Flche 30-307, B4/03/E9, 04033001 63 


S Reportable oicurrertcea, LEB» h related correspondence 


0403140113 Foruards “Salem Generating Station 316<b) Demonstrationi " 
per 030623 request for addl Info re revietii of OL application 
for Hope Creel 

MITTLi R L Public Service Electric 6 Oas Co of Neu Jersey 
04/03/03 BCHWENCER.A Licensing Branch 3 Ip 23629 124 24X 

Flche 90-000.04/03/03.8403140113 


— 0403140117 "Salem Generating Station 3l6(bl DBinonstrat Ion “ 

» Public Service Electric U Oas Co of Neu Jersey 04/03/29 
647pp 22629 133 34X Flche 50-000.84/03/09.8403140113 


8403130496 PNO-I-84 024 on 04O3Q6. d ur In g resin replacement operation, 
unplanned release of gaseous radioactivity occured Several 
uorters slightly contaminated tii/i?b-B8 Mo activity detected 
State of ME informed 

□ ICEHOUSE, H . SIIANBAKY, M . □ELLAHY, R Region I. Office Of Director 
84/03/07 Ip 22613 339 24X Flche 90-30-9, 04 /03/07, 8403 1 30436 


6403290381 Foruiards plant-specific Info on reactor protection tys shunt 
trip mods. In response to NRC B30B10 Itr 6 Generic Ltr 03-28 
Shunt trip mechanism ul 1 1 be installed during refueling 
outage W/14 ovsrslie draulngs Aperture cards In PDR 
LIDEMiE A Public Service Electric it Oas Co of bleu Jersey 
04/03/14 VARGA. S A Operating Reactors Branch i 14pp 
22000 200 24X Flche 30-273.84/03/14,0403290201 


DOCHEr 90-311 SALEH NUCLEAR GEMERATINO 6TATI0M, UNIT 2 
F Security, medical, emergency S< fire protection plans 


0403190433 Responds to 021206 L 830718 1 trs re emergency operations 
facility (EOF) Request to establish primary EOF 7 Smiles 
from facility ui/o providing backup EOF acceptable 

EIEEMHUr.D O Division of Licensing 84/03/05 LIDEN, E A Public 
Bervlcs Electric 6 Gas Co of Neu Jersey Ip 23601 325 24X 

Flche 50-272.04/03/05,8403190433 


0403320006 Foruards IE tnsp Repts 30-273/04-06 & 50-311/84-06 on 
840206-10 Mo violations observed 

MARTIN, T T Division of Engineering b Technical Programs 04/03/08 
UDERITZ.il A Public Service Electric 6 Oas Co of New Jersey 2pp 
32716 174 24X riche 50-272.84/03/00,8403220006 


B4O33OOO0S Requests eitension to Jul 1904 for completion of post-maint 
operability testing of safety-related equipment bated on 
revised interpretation of scope Identified through 
discussion u/Regioin I personnel 

LIDENiE A Public Service Electric 6 Oas Co of Neu Jersey 

04/03/33 VAROAi S A Operating Reactors Branch 1 3pp 23022 073 

24X Flche 90-272,84/03/33,8403300005 


Q Inspection reports. IE Bulletins b correspondence 


8401190072 IE Info Notice 04-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits U Annunciation " Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 04/02/20 Consolidated Edison Co of Meu 

York, Ine U5pp 32909 239 24X FI e he • 50-000, 04/02/20. 8401 190072 


—8403220010 IE Insp Repts 50-072/84-06 h 50-311/84-06 on 840206-10 No 
violations noted Major areas Inspected security 
organl la 1 1 on. sec ur 1 ty program dud 1 1, t es 1 1 ng & malnt . p hys i cal 
barr I ers, securl ty sys p oua r supply & assessment aids 
MADDEN, U J Region 1. Office of Dlroctor 84/03/06 4pp 
22716 176 24X Flche 50-272,84/03/00,0403230006 


84D3D9DOBO Submits supplemental response to IE Bulletin 83-06 re 
nonconforming matls supplied by Tube-Line Carp Remaining 
four suppliers confirmed that no subj matls supplied to Hope 
Creek Colt Industries Info under revieu 

MARTIN. T J Public Service Electric & Gas Ca of Neu Jersey 
04/02/20 MURLEV. T E Region i. Office of Diractor 2pp 
22575 297 34X Flche 50-000,84/02/20,8403090080 


0403190243 Notification of 840118 uorkshop In King of Prussla.PA ta 
discuss lessons learned from recent App R fire protection 
safe shutdown Insp U topics described in IE Info Notice 
B4-09 Agenda for workshop en t 1 

MURLEV. T C Region I, Office of Director 84/03/09 □'TOOLE. JD 
Consolidated Edison Co of Neiu York. Inc KENYON. 0 D Pennsylvania 
Poiuor & Light Co IIARniSONiR J Public Service Co of Neu 

Hampshire 3Spp 22672 062 24X Fiche 50-000.04/03/09,8403190243 


P Operating license stage documents b correspondence 


8403090049 Submits details of vender manual review program in response 
to 830306 order modifying licenses Commitment to incorporate 
all vendor manuals for safety-related equipment Into 
document control sys completed 

LIOEN.E A Public Bervice Electric b Oas Co of Neu Jersey 
84/03/22 KISTER.H D Division of Project b Resident Programs 
3pp 32375 345 24X Flche 3D-372. 84/02 / 22. 0 403090049 ' 


0403050119 Forwards supplemental response to Generic Ltr 83-30. 
''Required Actions Based on Generic Implications of Salem 
ATUS Events " 

DARNEB.P L Commo nura 1 t h Edison Co 84/02/39 DENTON. H R Office 

Of Nuclear Reactor Regulation. Director 26pp 22400 004. 24X 

Fiche 30-000,04/02/29,8403050119 


G403130D17 Requests estenslon for updating Inadequate core cooling 
Instrumentation & reactor vessel level instrumentation sys 
status repts per TMI Item II F 2 b providing Wes t Inghouie 
proprietary info until D4G402 

LIOEN.E A Public Service Electric b Oas Co of New Jersey 

84/03/02 VARGA, 8 A Operating Reactors Branch i Ip. 22614' 361 

24X Flche 50-272.04/03/02,8403130017 


Q40313OI03 Requests 4-inanth extension until June 1984 for submittal of 
technical rept on reactor vsiiel surveillance Capsule T 
LIDEN.E A Public Service Electric b Oas Co of New Jersey 

04/03/02 VARGA. B A Operating Reactors Qranch I. 3pp 22600 35? 

24X Flche 90-311.04/03/02,0403130100 


0403260050 Requests I dent 1 f 1 ca 1 1 an of any potential problems or items 
re camplatlon of NVREO-0737 Items by Sept 1904 Response 
requested within 30 days of ltr receipt 

VARGA. B A Operating Reactors Branch I 84/03/02 UOERITZ.R A 
Public bervlce Electric b Gas Co of New Jersey 3pp 22763 2P1 
S4X Flche 50-372.84/03/02,8403260090 


8403150060 Forwards IE Insp Repts 50-272/84-02 b 50-311/84-02 on 
040116-19 No violations observed 

MARTIN, T T Division of Engineering b Technical Programs 04/02/36 
UNDERITZ,R A Public Bervice Electric b Oas Co of New Jersey 
3pp 22643 177 24X Fiche 30-273,04/02/28.8403150068 


— 3403150078 IE Insp Repts 30-872/84-02 & 30-311/84-03 on 040116-19 No 
violations observed Major areas Inspected nonradiolog leal 
chemical measurements. OC program of analytical measurements 
b procedures b training 

ZIBULSKV.H . KITTAN, J J , PABCIAK.W J Region 1, Office of 

Director 04/02/27 3pp 22643 179 24X Fiche 30-272.84/03/28, 

8403150068 


B402090Q07 IE Info Notice 04-14. "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC “ Sve list end 

GRACE. J N Division of OA. Safeguards b Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New York. Inc 

130pp 223S2 329 24X Flche 30-000,84/03/03,8402090007 


8402090008 IE Info Notice B4-L6. "Failure of Automatic Sprinkler Sys 
Valves to Operate " 8vc list enc I 

JORDAN, £ L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York. Inc 122pp 22333 093 34X Flche 30-000,84/03/03.8402090008 


8402090009 IE Info Notice 84-13. "Reporting of Radiological Releases " 
Sve list enc 1 

JORDAN. E L Division Of Emergency Preparedness b Engineering 
Response (Past 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22333 217 24 X Flche 30-000.84/03/02,8402090009 


8403220105 Forwards IE Imp Repts 50-272/04-04 b 50-311/04-04 on 
840111-0206 No violations observed 

8TARD3TECK1, R Division of Project b Resident Programs 84/03/06 
UDERlTZi R A Public Service Electric b Gas Co of New Jersey Spp 
22715.205 24X Fiche 50-272.04/03/06,8403220103 


--8403220113 IE Insp Repts 30-272/84-04 b< 30-311/04-04 on 840111-0206 No 
violations identified Major areas Inspected status of 
previous Insp Items, revl eiu of periodic It special repts, 

LER review b operational safety verification 
LINVILLE. JC , aUMHERB, R J Region 1, Office of Director 
NQRRHOLMiL J Division of Project b Resident Programs. 04/02/27 
17pp 22715.287 24X Flche 50-272.84/03/06,8403220105 
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B4020700S4 IE Info Notice a4-07< Rev 1. "Lessons Loarnei) From Insps of 
Fire Protection Safe Shutdouin Sys " Svc list end 
JORDAN) E L Division of Emergency Preparedness (< Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of Neu 

York. Inc IlBpp 32639 047 24)C FIcho 50-000, 84/03/07, 8403090024 


8403090028 IE Info Notice 04-lB> "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of Neu 

York. Inc. llSpp 23384 106 24X Flche 90-000,84/03/07,8403090028 


8403220006 Forieards IE Insp Repts 90-272/84-06 50-311/84-06 on 

840206-10 No violations observed 

MARTIN, T T Division of Engineering tc Technical Programs 84/03/00 
UDERITZ, R A Public Service Electric & Oas Co of Neu, Jersey 2pp 
22716 174 B4X Flehe 50-272,84/03/08,8403220006 


— 8403220010 IE Insp Repts 50-272/84-06 «c 30-311/84-06 on 840206-10 No 
violations noted Major areas inspected security 
organliatton, security program aud 1 1, tes t Ing &t malnt, p hy s leal 
barr 1 er s, securi ty sys pouter supply !< assessment aids 
HADDEN, H J , BAILEY, R J , JOYNER, J K Region 1, Office of 

Director 04/03/06 4pp 22716 176 24X Fiche 90-272,84/03/08, 

8403220006 


B402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neui York, Inc 

134pp 22823074 24X F i c h e' 90-000, 84/03/ 12, 840209003 1 


8403220036 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold By Ray Miller, Inc " Companies supplying matls 
or svcE to facilities listed No matl purchased from 
Ray Mil ler, Inc 

LIDEN.E A Public Service Electric i< Oat Co of Neu Jersey 
84/03/14 HURLEY, T E Region 1, Office of Director 4pp 
23865,166 24X Fiche 50-272,84/03/14,8403220036 


0403290206 Forwards IE Mgt Meeting Repts 50-272/84-11 & 50-311/84-11 on 
840201 Corrective actions taken for ALARA program 
deficiandst noted in IE Insp Repts 50-272/83-22 1< 

50-311/83-22 adequate 

MARTIN,! T Division of Engineering tt Technical Programs 84/03/19 
UDERITZtR A Public Service Electric & Oas Co of New Jersey 2pp 
22803*288 24X FI ch e ’ 90-272, 84/03/ 1 9, 8403290206 


— 8403290210 IE Mgt Meeting Repts 50-272/84-11 Si 50-311/84-11 on 8402D1 
Major areas dlscutsid planned Improvements In program to 
reduce personnel occupational radiation exposure to ALARA 
Corrective action acceptable 

NIMITZ, R L . BHANBAKY, M H Region 1, Office of Director 
84/03/06 app 22003 290 24X Fic h e . 50-272, 04/03/ 1 9, B403290206 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E, L Division of Emergency Preparedness S< Engineering 
Response (Post 830103} 84/03/21 Consolidated Edison Co, of New 

York, Inc 123pp 22823 22? 24X Fiche 50-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Bafety-Related 
8ys " 8vc list enc 1 , 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Retponie (Post 830103} 84/03/21 Consolidated Edison Co of Neu 

York, Inc 139pp 22933 001 24X Fiche 90-000,84/03/21,8402070044 


8403290139 Forwards IE Mgt Meeting Repts 90-272/04-12 90-311/84-12 on 

B40306 to discuss util action plan for Improving nuclear 
dept operatlone. 

BTAROBTECKI.R Division of Project & Reel dent Programs 84/03/22. 
UDERITZ, R Public Service Electric Si Oas Co of Neu Jersey 2pp 
22807, 107 24X Fiche. 90-272, 84/03/22, 8403290139. 


— 8403290139 IE Mgt Meeting Repts 50-272/84-12 ti 50-311/84-12 on 840306 
Areae discussed' overview of status of action plan to Improve 
nuclear dept operations. 

LINUILLE, J C. , N0RRH8LH.L. J Region 1, Office of Director. 

84/03/12 70pp 22807109. 24X Fiche 50-272, 84/03/22, 8403290135, 


8403300171 Ack receipt of 831128 ti 840306 Itrs Informing NRC Of steps 
taken to correct violations noted In IE Insp Repts 
30-272/83-27 ti 90-311/83-30 

STAROBTECKI.R, Division of Project St Resident Programs 84/03/23 
UDERITZ, R. A. Public Service Electric St Oas Co of New Jersey Ip 
22820:032. 24X Fiche 90-272.84/03/23,8403300171 


— 8403300177 Suppls 831128 response to NRC 831036 Itr re vlolatio'ns 
noted in IE Insp Repts 90-272/03-27 L 50-311/83-30 
Corrective actions emergency instruction action requirement, 
re reactor coolant pump shaft, revi sed 

LIDEN.E A Public Service Electric h Oas Co of New Jersey 
84/03/06 8TAR0STECK1 1 R Division of Project Si Resident Programs 
4pp 22020 033 24X Fiche 50-272,04/03/23.8403300171 


— 8403300183 Responds to NRC 831026 Itr re violations noted in IE Insp 
Repts 50-272/03-27 S< 50-311/03-30 Corrective actions 
emergency Instruction revised to increase limits for 
vibration S, decision made to remove action requirements 
LIDENiE A Public Service Electric & Oas Co of Neu Jersey 
83/11/28 STAROSTECKl, R Division of Project ti Resident Programs 
3pp 22820 037 24X Fiche 50-272.04/03/23,8403300171 


8403300180 Ack receipt of 831026 Si 840306 Itrs Informing NRC of steps 
taken to correct violations noted In IE Insp Rept 
50-311/03-18 

8TARQSTECKI Division of Project Si Resident Programs. 64/03/23 
UDERITZ, R A Public Service Electric Si Oas Co of Neu Jersey Ip 
22819 331 24X Fiche 50-311,84/03/23,8403300180 


— 8403300186 Responds to NRC 030926 Hr re violations noted in IE Insp 
Rept 50-311/83-18 Corrective actions shift supervisor 
counseled re actions Malnt supervisors ra insturuc ted an 
keeping operating shift informed of plant status 
LIDEN, E A Public Service Electric Si Gas Co of Neu Jersey 
04/03/06 HURLEY, T E Region 1, Office of Director Spp 
22819 332 24X Flehe 90-311,84/03/23,8403300180 


— 8403300190 Responds to NRC 030926 Hr re violations notod In IE Insp 
Rapt 90-311/83-18 Corrective actions shift supervisor 
counseled re actions Malnt supervisors re 1ns turuc ted on 
keeping operating shift Informed of plant status 
UDERITZ, R A Public Service Electric 6 Oas Co of New Jersey 
83/10/26 HURLEY, T E Region 1, Office of Director 3pp 
22819 335 24X Fiche 90-311,84/03/23,8403300180 


H Periodic operating reports L related correspondence 


8403070305 Personnel exposure rept for 1983 N/840223 Hr 

MIDURA.H J Public Service Electric (< Oas Co of New Jersey 
83/12/31 HURLEY, T E Region 1, Office of Director 7pp 
22546 339 24X Fiche 50-272,03/12/31,8403070309 


8403070260 Foruards "Salem Nuclear Generating Station Semiannual 
Radioactive Effluent Release Rept,Jul-Dec 19(10," interim 
rept Effluent data for Fourth Quarter 1963 Incomplete 
Revised rept expected by 840419 

LIDEN.E A Public Service Electric b Oas Co of New Jersey 
84/02/29 HURLEY, T Region 1, Office of Director 2pp 22546 232 
24X Fiche 50-272,84/02/29,0403070260 


— 8403070261 "Salam Nuclear Generating Station Semiannual Radioactive 
Effluent Release Rept.Jul-Dec 1983," Interim rept 
e Public Service Electric & Oas Co of Neu Jersey RERR-lSl 
83/12/31 48pp 22546 234 24X Fiche 50-272,84/02/29,8403070260 


8403220142 Monthly operating rept for Feb 1904 W/a403lO Hr 

MILLER, L K , ZUPKO. J M Public Service Electric b Oas Co of New 
Jersey 84/02/29 8pp 22714 309 24X Fiche 90-31 1,84/02/29, 

8403220142 


8 Reportable occurrences, LERs b related correspondence 


8211120256 Discusses 820307 b 0718 events re loss of vital bus 2A 
Design change request Issued to install noise suppression 
circuitry in safeguard equipment control sys during Jan 
1963 refueling outage 

CHIRAMAL, H Director's Office 82/11/09 SEYFRIT.K V Reactor 
Operations Analysis Branch Spp 22779*247 24X 

Fiche' 90-31 1, 82/1 1/09,821 1 120296 


8309260919 Foruards "Load Reduction Transient at Salem Nuclear Power 
Plant, Unit 2 on 820114," engineering evaluation Event uas 
significant operating experience which should be included in 
forthcoming issue of Power Reactor Events 

TREHAN, N K. Reactor Operations Analysis Branch 03/09/00 
SEVFRIT, K V Reactor Operations Analysis Branch Ip 22743,001 
24X Fiche 90-311,83/09/08,8309260915 


— 8309260510 "Load Reduction Transient at Salem Nuclear Power Plant, ^ 

Unit 2 on 820114," engineering evaluation, 

TREHANi N K Reactor Operations Analysis Branch 63/09/30 23pp 
22743 002 24X Fiche 50-311,83/09/08,8309260515 

I 



DOCKETED ITEMS 


(03130384 LER 64"002-00 on 84020‘?<RHn common auction volve 2RH1 
Inod Vffr ten t ly aAuti re sul b i ng In loss of RHR flou through 
RCS Causeil bt) bezel covers not removed to reflect release of 
breaker tags W/B^OSOR 1 tr 

HUPP. J L . ZUPHO. J M Public Service Electric & Oaa Co of New 
Jersey B4/'03/07 22604 337 24X Fiche 90-311,34/03/09. 

8403130384 


I032S0039 LEH 94-003-00 on 84 051 5. p ress ur 1 1 er overpressure protection 
sys actuated due to induced pressure transient Caused by 
starting reactor coolant pump Operating Procedure OPII-l 3 4 
amended U/84031S Itr 

RUPP.-J L • ZUPKOi J M Public Service Electric tt Gas Co Of New 
Jersey 84/03/19 4pp 5271B 140 24X Fiche 30-311,34/03/13, 

8403220039 


103220131 LER 84-004-00 on 84 0214. d i ese 1 generator 23 felled to 
start Caused by fuel oil supply valves being shut on 840212 
due to fuel oil leak developing on one cylinder Procedures 
revised 14/840313 Ur 

RUPP. J L , ZUPKO, J M Public Service Electric & Gas Co of Mew 
Jersey 84/03/13 4pp 22714 331 24X Fiche 50-311,84/03/13. 

3403220131 


■03270099 LER B4-009-00 on 040222, g enera tor output breaker tripped 
on Dvercurrenfc Caused by overcurrent relay not fully 
resetting fallowing reactor coolant pump start Surveillance 
test run satisfactorily performed U/B40323 Itr 

RUPP. J L , ZUPKO. J t1 Public Service Electric t. Oas Co of New 
Jersey 84/03/23 3pp 22766 331 24X Fiche 30-311,04/03/23, 

8403270099 


Congressional /Executive Correspondence 


03150336 Responds to 840131 request for explanation of recent 
facility annual review Personnel < mg t tc organization 
attitudes affected low rating If performance unacceptable, 
ioifliediate enforcement action will be taken 

DIRCKSiU J Office of the Executive Director for Dperatlons 
84/03/06 ROTH, W V Senate 2pp 25649 263 24X 

Fiche 30-272.84/03/06, 9403150336 


B4031S0341 Requests explanation of Implications of rating of 
unsatisfactory in area of plant operations 

R9TH. |rl V Senate 84/01/31 PALLADIMD, N J Commissioners 3pp 
22649 268 24X Fiche 30-272,84/03/06.8403150336 


Operator Examinations 


03060312 Responds to B40124 Itr re licensed operator regua 1 1 f lea 1 1 on 
xrogram ■Quizzes used to determine weaknesses 6 need for 
emphasis an suhis Licensed operator training program 
Training Procedure TP-305 revised 

-IDEN.E A Public Service Electric t< Gas Co of Mew Jersey 
84/02/28 VARGA. 5 A Assistant Director for Operating Reactors 
9pp 22515 333 24X Fiche 30-272,04/02/20.0403060312 


8403060387 Informs that metis on order to support 1984 refueling outage 
to perform alternative shutdown panel mod Generic Ltr 64-09 
factored into reevaluation efforts re App R compliance 
RODRIGUEZ, R J Sacramento Municipal Utility District 84/02/29 
STDLZ. J F Operating Reactors Branch 4 2pp 22511 352 24X 

riche 50-312,84/02/29,8403060387 


J Insurance t, indemnity Infermation 


8403060141 Forwards Endorsements 66 !< 67 to NELIA Policy NF— 212. 
Endorsement 4 to NELIA Policy N-49, End ors eraent s 56 t, 37 to 
MAELU Policy MF-75 6 Endorsement 4 to NAELU Policy M-49 
LATHAM. U K Sacramento Municipal Utility District 84/02/28 
SALTZMAN. J D NRC - No Detailed Affiliation Given 7pp 22306 336 
34X Fiche 50-312.04/02/28,3403060141 


□403260124 Forwards Endorsements 58 6 68 to MAELU Policy MF-79 t, NELIA 
Policy NF-212, respectively 

MATTIMOE. J J Sacramento Municipal Utility District 84/03/08 
8ALTZMAN. J B NRC - No Detailed Affiliation Given 3p p 22738 133 
24X Fiche 50-312.84/03/08,8403260124 


P □perattng license stage documents t< correspondence 


0403010119 FDIA request for studies performed by UBGS fc State of CA Div 
of Mines V Geology re facility seismic design 

CALSOYAS.C D Affiliation Not Assigned 83/11/14 NRC - No 
Detailed Affiliation Given 4pp 22444 343, 24X 

Fiche 30-312.83/11/14,8403010119 


Q403D1D123 Responds to F81A request for studies performed by US08 
!< State of CA Div of Mines *i Geology re facility seismic 
design Forwards App A documents Info also available In POR 
FELTON, J M Division of Rules and Records 83/12/20 CAL68YA8, C 0 
Afflilation Not Assigned Spp 22444 349 24X 

Fiche 30-312,83/13/20,8403010123 


— 7906140543 Summary of telcon to provide response to 790413 ltr 
requesting info re seismic analysis 

GARNER, D Operating Reactors Branch 4 (Pre 790625} 79/04/23 

REID. R U Operating Reactors Branch 4 (Pro 790623) Ip 

22444 332 24X Fiche 50-312,83/12/20,8403010123 


— 7906140343 Discusses review of plant earthquake design criteria tt 
requests info re seismic analysis 

DAVIS, or California, State of 79/04/13 DENTDN, H R Office 
of Nuclear Reactor Regulation, Director 2pp 22444 333 24X 

Fiche 50-312,83/12/20,8403010123 


— 7910260122 Summarizes view of recent fault data. NRC requirements tt fact 
that rSAR considered only three faults active Recommends 
that new info on fault sys be assessed 

MINOOUE.R 0 Office of Standards Development. Director 79/10/01 

DENTON, H R Office of Nuclear Reactor Regulation. Director App 

22444 330 24X Fiche 50-312.83/12/20,9403010123 


CKET 30-312 RANCHO SECO NUCLEAR OENERATINO STATION 
Security, medical, emergency & fire protection plans 


D2230176 Forwards revised State of CA nuclear power plant emergency 
'Bsponse plan 

MEDFORD. M D Southern California Edison Co 84/02/16 
EISENHUT.D C Division of Licensing 3B3pp 92353 001 24X 

-Iche 30-000.84/02/16.8402230176 


1403020117 Revised State of CA nuclear pourer plant emergency response 
p Ian 

• Catlf,orniai State of 83/04/30 290lpp 22353 003 24X 

Fiche 50-000,84/02/16.8402230176 


>3120339 Foruards order eonfirmlng util commitments to Implement 
lost-TMI-related items sat forth in Suppl 1 to MUREO-OZa?, 
'Requirements for Emergency Response Capability “ Order 
lased on util 821217 response to Generic Ltr 82-33 
TOLZ.-J F Operating Reactors Branch 4 64/02/21 RODRIGUEZ. B J 

iacremento Municipal Utility District 3pp 22613320 94X 

•iche. 50-312, 84/02/21, 0403120339 


■403120342 Order confirming licensee commitments 
capabilzty.per Suppl 1 to NUREG-0737 
EISENKUT, D G Division of Licensing 84/02/21 
Municipal Utility District 6pp 22615 323 
Fiche 50-312,84/02/21,8403120339 


on emergency response 
Sacramento 

24X 


——7911120317 Forwards RD Mlnoyue 791001 aiemo to HR Denton 1. evaluation of 
relevancy to proceedings before ASLD 

EISENHUT.D 0 Division of Operating Reactors 79/10/19 SCOTT. S 
Distribution Services Branch 3pp 22444 335 24X 

Fiche 30-312.03/12/20,0403010123 


— 7911120366 Forwards seismicity rep t re Sacramento County. CR ti portions 
of 680016 CA application (< 730600 safety evaluation 
TISDM, J C Commerce, Dept of, 60/07/03 PRICE, H L Atomic 
Energy Caininlsslon. Directorate of Regulatory Operations Ip 
22443 005 24X Fiche 50-312,83/12/20,0403010123 


— 7911120370 Requests addl Info to complete revlsui oif Initial site 
examination info data form 

BEVOUMG. R C Atomic Energy Commission, Directorate of Licensing 
74/12/13 DAVIS. E K Sacramento Municipal Utility District 2pp 
22443 020 24X Fiche 30-312,83/12/20,8403010123 


-“7911120413 Responds to 760113 ltr re DL Kelleker 731217 concern about 
nuclear plant in Orville, CA vicinity No plant planned for 
area Discusses DDE re plant design 

DIRCKB, H J NRC - No Detailed Affiliation Given 76/02/06 
CRANSTON, A Senate 3pp 22443 041 24X Fiche 30-312,83/12/20, 

8403010123 


"800129031 1 Forwards response to 791001 memo re geologic It seismic 
reassessment of facility No immediate hazard at site 
Licensee should undertake program to assemble It assess new 
in fo re geology & seismology of site region 
JACKSON, R E Geosciences Branch 79/12/21 OAMMILL, W P 
Assistant Director for Standard 4 Advanced Reactors 7pp 
22443 060 24X Fiche 30-312,93/12/20,0403010123 
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— 8009230342 R B£ DrtiniBrnJ s meeting lu/utll to review progress of seismic 
assassnient study 

JACK83N>R E Oeosclences Branch BO/09/12 REIO. R H Operating 
Reactors Branch 4 ip 22445 057 24X Flche 50“312i 83/12/20. 

8403010123 


— 8009230345 Discusses util response to NRC request for seismic 
reassessment Seven listed areas of Info should be directed 
to util to avoid delay in reviewing rept 

ALTERMANi I B Oeosclences Branch 80/09/12 JACKSON/ R E 
Oeosclences Branch 3pp 22443 OSB 24X Fiche 50-312.03/12/20. 
8403010123 


— B4030101S0 Forwards evaluation of Unit 2 initial site exam info data 
review Site safety members participating in review listed 
DENTON. H R Atomic Energy Commission. Directorate of Licensing 
74/10/10 DEYOUNO. R C Atomic Energy Commission. Directorate of 
Licensing 4pp 22445 046 24X Flche 50-31 2. 03/12/20. 84030101 23 


6403010117 Partial response to FOIA request for documents by named 
Individuals re rep ts. anal yses. stud! es. procedures & sys for 
measurement of RCS leakage App B documents placed in PDR 
App A dPcumsnts already available in PDR Search continuing 
FELTON, J M Division of Rules and Records 84/01/25 MADDEN. T J 
Kaye. Scholer, Flerman. Hays Handler 7pp 22400 026 24X 

Flche 50-000,84/01/23.8403010117 


— 6311130481 Forwards results of review of RCS leak rate test procedures 
1( calculational methods used In 1978 at two randomly 
selected BHR plants. per 830920 request Deficiencies 
discovered during trial use period corrected 
DEYOUNO. R C Director's Office. Office of Inspection and 
Enforcement 83/11/07 DIRCKS. W J Office of the Executive 
Director for Operations 22pp 22482 020 24X 

Flche 30-000,84/01/25,8403010117 


— B403010S33 Discusses RCS leak rate calculati one. per 820304 telcon Mods 
to RC8LK7 computer program permit leak rate calculations for 
pressures between 1.900 & 2.100 psig w/tomp between 260 F b 
270 F Plant data end 

MORRILL.P J Region 3. Office of Director 02/03/05 

WOODRUFF, R W Reactor Engineering Branch 17pp 22481 36S 24X 

Flche 30-000.84/01/25.8403010117 


8403030223 Further response to FOIA request for records of named 
Individuals, including repts. analyses, s tud 1 es. test 
calculations, procedures & practices for measurement of RCS 
leakage Forwards App C documents Search continuing 
FELTON. U M Division of Rules and Records 84/02/07 MADDEN. T J 
Kayo. Scholer, Flerman. Hays b Handler 3pp 22496 234 24)! 

Flcha 50-000.84/02/07,8403050223 


— B4030S0250 Forwards plant-specific data cards for facilities re reactor 
coolant leakage ca Iculat ions, per 810902 request Add 1 data 
cards for remaining plants will he sent shortly 

CREWS, J L. Division of Resident. Reactor Projects & Engineering 
Inspection 81/09/16 DAER. R L Division of Resident & Regional 
Reactor Inspection 2pp 22496 268 24X Fiche 50-000,84/02/07, 

8403050223 


B403010494 Forwards request for addl info re Vol 1 to Cycle 7 reload 
rept Schedule for response requested within 14 days of Itr 
receipt 

8T0LZ, J P Operating Reactors Branch 4 04/02/13 RODRI0UEZ.fi 

Sacramento Municipal Utility District 3pp 22438 306 24X 

Flche* 30-312, 84/02/13. 8403010494 


B403D103SB Responds to Oenerlc Ltr 83-41 re fast cold starts of diesel 
generators Diesel generators A t. B fast started 15 times 
between 830201 h 840213 for surveillance testing Diesel 
vendor recommends idle start over fast-start & load 
RODRIQUEZ, R U Sacramento Municipal Utility District 84/02/21 

E18ENHUT, 0 0 Division of Licensing Ip 22434 047 24 X 

Fiche 30-318,84/02/21,0403010388 


B403010374 Forwards Amend S3 to License DPR-S4 ti safety evaluation 
Amend Implements requirements of App I to 10CFR50. 
establishes new limiting conditions for quarterly & annual 
release rates Si revises environ monitoring program 
MINER, 6 Operating Reactors Branch 4 84/02/22 RODRIQUEZ, R J 

Sacramento Municipal Utility District 2pp 22449 011 24X 

Fiche 30-312.84/02/22,8403010374 


' — 8403010377 Amend 33 to License DPR~34, imp lemen ting requirements of 
App I to 10CFR30, es tab 1 1 sh ing new limiting conditions for 
quarterly t< annual release rates S< revising environ 
monitoring program 

BTOLZ, J F Operating Reactors Branch 4 84/02/22 lOlpp 

22449 013 24X Flche 30-312,84/02/22,8403010374 


"8403010378 Safety evaluation supporting Amend 33 to License DPR-34 
a Office of Nuclear Reactor Regulation. Director 84/02/22 
23pp 22449 114 24 X Fiche 30-312.84/02/22,8403010374 


8403020330 Responds to Generic Ltr 84-0] re use of terms important to 
safety S< safety-related Accepts opportunity to discuss 
subj further Participation In discussion will be thVough 
steering committee of Utl] Safety Classification Group 
RODRIQUEZ. R J Sacramento Municipal Utility District 84/02/20 
TAYLOR, U M Director's Office. Office of Inspection and Enforcement 
Ip 22439 022 24X Flche 50-312,84/02/28,0403020350 


0403050007 Application for Proposed Amend !03 to License DPR-54, 
changing quarterly calibr requirements for area monitors 
R-15023, R-15026 !i R-15027 

LATHAM, W Sacramento Municipal Utility District 84/02/28 
EISENHUT.D G Division of Licensing 4pp 22490 190 24X 

Flche 30-312,84/02/20,8403050007 


— 8403050000 Proposed Tech Spec re change to quarterly calibr 
requirements for area monitors R-19025, R-1S026 4. R-15027 
» Sacramento Municipal Utility District 84/02/28 Ip 
22490 194 24X Fiche 50-312,84/02/28.8403030007 


— 8403050010 "Safety Evaluation to Support Changing Quarterly Calibr 
Requirement for Area Monitors R-15025. R-13026 b R— 15027 " 

« TERA Carp 82/01/26 3pp 22490 195 24X 

Flche 50-312,84/02/28,8403050007 


8403120302 Requests remittal of Class III fee For review of 840123 
application for Tech Spec changes re NUHEO-0737 
requirements 

DIGOB, R M License Fee Management Branch 84/03/01 RODRIGUEZ, R J 
Sacramento Municipal Utility District Ip 22596 360 24X 

Flche 30-312,84/03/01,8403120302 


8403130125 Forwards addl info re Cycle 7 reload rept.Vol l.per 840215 
ltr Structural characteristics of racking I. crushing 
failure modes illustrated 

RODRIGUEZ, R J Sacramento Municipal Utility District 84/03/06 
STOLZ.U F Operating Reactors Branch 4 3pp 22601 334 24X 

Fiche 30-312,04/03/06,8403130125 


8403200001 Forwards fee payment to cover 840228 proposed Amend 103 to 
License DPR-54 

COLOMBO, R W Sacramento Municipal Utility District 84/03/14 
MILLER, N 0 License Fee Management Branch Ip 82685 311 24X 

Fiche 50-312.84/03/14.8403200001 


0403260215 Forwards Class III fee for proposed Amend lOO to License 
DPR-S4. per 840123 ltr, in response to NRC 840301 request 
RODRIQUEZ, R 0 Sacramento Municipal Utility District 84/03/21 
MILLER. W □ Licensp Fee Management Branch Ip 22756 161 24 X 

Flche 50-312.84/03/21,8403260215 


0 Inspection reports, IE Bulletins b correspondence 


8403080408 FOIA request for repts of Insp carried out under Condition 2 
of Nuclear Energy Liability policies for facilities 
CALSDYAS.C D Affiliation Not Assigned 84/02/07 Region 5, 
Office of Director 4pp 22567 341 24X Flche 30-000,84/02/07, 

8403080408 


0403060401 Forwards IE InSp Rept 30-312/03-37 on 831327-29 Insp 
performed re allegations concerning processing electrical 
cable pull cards 

BISHOP, T W Region 5, Office of Director 84/02/17 RODRIGUEZ, R J 
Sacramento Municipal Utility District 2pp 22518 276 34X 

Ficha 50-312,84/02/17,8403060401 


—8403060406 IE Insp Rept 50-312/83-37 on 031227-29 Major areas 
inspected allegations re electrical cable pull card 
Inadequac ies Allegations substantiated 

DURDDIN, J F , KIRSCH, D F Region 5, Office of Director 84/02/15 
Spp 22518 278 24X Fiche 50-312,84/02/17,8403060401 


8403130498 Forwards IF Performance Appraisal Rept 50-312/83-35 
on 831107-18 t, 28-1201 Requests response within 60 days re 
actions taken to improve mgt controls in areas of OA audits 
(i plant operations 

PARTLOU, J O Division of QA, Safeguards ti Inspection Programs (Post 
830103) 84/02/17 RODRIGUEZ, R Sac ramen to Muni c 1 pa 1 Utility 

District 6pp 22634 353 24X Flche 50-312. 84/02/17, 8403130490 


— 8403130499 IE Performance Appraisal Rept 50-312/83-35 on 831107-18 b 
28-1201 Major areas inspected licensee mgt controls over 
selected licensed activities 

HINCKLEY, D 0 , WOESSNER, J D , FOSTER. L E D 1 Vi s 1 On o f QA, 
Safeguards & Inspection Programs (Post B30i03l 84/01/27 52pp 

22634 359 24X Fiche 50-312,84/02/17,8403130498 


8403080061 Forwards IE Insp Rept 50-312/84-01 on 840116-20 b 26 t< 
telcons on 840131,0202 b 20 No noncomp 1 lance noted 
WENSLAWSKI.F A Region 5, Office of Director 84/02/21 
RODRIQUEZ, R U Sacramento Municipal Utility District tp 
22559 246 24X Flche 50-312,04/02/21,0403080061 
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— Bfl030a007S IE Insp. Rept S0-al2/B4-01 on 04Oll6'-aO h 2 b h telcons on 
840131.0202 li 20 No n one omp 1 ia nc e or fleviations tiotBd Major 
arsas Inspected items of nontampl lance t< raduaate audit of 
solid. 1 iq,uld ft gaseous raduiaste processing 

NORTH.H 3 . WENSLAHSKIiF A Region 5. Office of Oireetor 
84/02/21 lOpp 2295? 247. 24X Flche 30-3 1 2. 84/02/2 1 > 8403000061 


34030B041? Responds to fOIA request for repts of Insp carried out under 
Condition 2 to Nuclear Energy Liability policies for 
facilities NRC does not have repts 

FEC-TONi J H Division of Rules and Records 84/02/22 CALS0YA5, C D 

Affiliation Not Assigned. ip 22567 345 24X 

Flcbe 50-000.84/02/22.840308041? 


1403080274 Forwards IE Insp Rept 30-312/83-36 on 831209-840110 6 notice 
of violation 

DJfiHOP. T U Region 5. Office of Director 84/02/23 ROOHlGUEZiR 
Sacramento Municipal Utility District 2pp 22567 277 24J( 

Flche 30-312.84/02/23,8403080274 


— S403080276 Notice of violation from Insp on S3 1 205-8401 10- 
YDUNO.T Region 5i Office of Director 84/02/23 2pp 
22537 279 24* Flche 30-312,84/02/23,8403080274 


— 8403080279 IE Insp Rept 50-312/83-36 on 831203-840110 Non c omp 1 1 an c e s 
noted failure to follow temporary change procedure Sc failure 
to comply w/survei I i ance procedure spec for operability of 
pressurlier level Instrument! 

CANTER, H L , PEREZ. 0 P . YOUNO, T Region 5. Office of Director 
84/02/22 13pp 22357 281 24X Flche 50-312,84/02/23,8403000274 


B401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
enc 1 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response IPost B3D1031 84/02/28 Consolidated Edison Co of New 

York, Inc ll&pp 2290? 23? 24X Fiche 50-000, 84/02/28, 8401 1 90072 


3402090007 IE Info Notice 84—14. "Highlights of Recent Transport 
Regulatory Revs by DOT & KRC. " Svc list end 

GRACE, J N Oivlslon of QA, Safeguards 8, Inspection Programs (Post 
830103) B4/O3/02 Consolidated Edison Co of New York, Inc 

ISOpp 22352329 34X Flche 50-000,04/03/02.8402090007 


1402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN. E L Division of Emergency Preparedness E, Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc t23pp 22353 098 24X Flche 30-000,84/03/02,8402090008 


340209000? IE Info Notice 84-15. "Reporting of Radiological Releases " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 330103) 84/03/02 Consolidated Edison Co of New 

York, Inc 22553 217 24X Flche 50-000,84/03/02.840209000? 


3402090011 IE Info Notice 04-17. "Problems W/LIquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L OlYlBlon of Emergency Preparedness Engineering 
Response (Post 330103) 84/03/03 Consolidated Edison Co of New 

York. Inc 117pp 22533.336 24X Fiche 50-000,84/03/05,8402090011 


3402090024 IE Info Notice 04— 09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness 1. Engineering 
Response (Post 330103) 84/03/07 Coniolldated Edison Co of New 

York, Inc tl8pp 22633 049 24X Flche 50-000,84/03/07.8402090024 


1402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PUR 
Sys “ Bvc list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 23984 I BA 24X Flche 30-000,84/03/07.0402090028 


1403130343 Confirms 040323 meeting in Nalnut Creek. CA to discuss RALP 
rupt for Oct !?02 - Nov 1983 Agenda end 

BISHOP, T M Region 5, Office of Director 84/03/09. MAT T I HOE. J J 
Sacramento Municipal Utility District. 2pp P2617 i?6 84X 

Flche 50-312,84/03/09,0403130343 


-8403130352 Noti fication of significant license* meeting on 840323 in 
Ualnut Creek. CA to discuss SALP rept for Oct i?B2 - Nov 
i?83 

» Region 5, Office of Director 84/03/09, Region 5. Office of 
Director Ip, 22617 198. a4X Flche 50-312,04/03/09.8403130343 


w 1983 

I/OI/IS 34pp 22617' |99 24X 


8402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys “ Bvc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 64/03/12 Consolidated Edison Co of New York, Inc 

134pp 22833 094 24X Flche 50-000.84/03/12,840209003! 


0403190273 Forwards "Anticipated Performance Behavior of Auxiliary 
Feedwater Pumps Under Extreme Conditions N/Main Steam Line 
Break G/Both Nuclear Bteam Generators at Atmospheric 
Pressure," per lesponse to IE Bulletin 00-04 

RODRIGUEZ. R J Sacramento Municipal Utility District 84/03/19 
STOLZ. J F Operating Reactors Branch 4 Ip 2S672 287 24X 

Flche 90-312.84/03/19.8403190275 


B4O31902B2 "Anticipated Performance Behavior of Auxiliary Feedwater 
Pumps Under Extreme Conditions G/Main Steam Line Break G/ 

Both Nuclear Steam Generators at Atmospheric Pressure “ 

MAKAY, E Energy Research t. Consultants Corp ERCO-693 04/02/16 
27pp 22672 280 24X Fiche 50-3 12, 04/03/ 1 9. B403190273 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PGR Reactor Cavities " Svc list one I 
JORDAN, E L Division of Emergency Preparedness (h Engineering 
Response (Post Q3Q103) 04/03/21 Consolidated Edison Co of New 

York, Inc i23pp 23823 229 24X Flche 90-000,04/03/81.8402090043 


0402090044 IE Info Notice 84—20, "Svc Life of Relays in Safety-Related 
0ys " Svc list end 

JORDAN. E L Division of Emergency Preparedness t> Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22733 001 24X Flche 90-000,84/03/21,8402090044 


R Periodic operating reports h related correspondence 


8403200045 Monthly operating rept for Feb 1904 G/840306 Itr 

CaLOMBO.R , RODRIQUEZ, R J Sacramento Municipal utility District 
84/02/29 7pp 22609 130 24X Fiche 50-312.84/02/29,8403200043 


8 Reportable occurrences, LERs Si related correspondence 


0403010451 Informs Commission of problems w/emergency diesel generators 
mfg by Transamerica Delaval.Inc 

DIRCKG.G J Office of the Executive Director for Operations 
SECY-B3-034 04/01/29 4pp 82438 347 24X Fiche 50-000,84/01/29, 

8403010451 


0403330096 Part 21 rept re Gestinghouse mechanically interlocked full 
voltage reversing starters not maintaining required relative 
positions Caused by assemblers Incorrectly removing backing 
plates 

RODRIGUEZ. R J Sacramento Municipal Utility District 84/02/15. 
MARTIN, J D Region 5, Office of Director Spp 22726 345 84X 

Fiche 50-312,04/02/15,8403230096 


0403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
t urb 1 nes, Olmpel NPB-4 TbT valve, to close Enel Itr dtd 840203 
sent td listed utils GE notified of affected units in BUR 
p 1 ants 

THEROUX, R R Terry Corp 04/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 90-000,84/02/22,6403210032 


0403010207 Forwards "Investigation of Types AF li AE Piston Skirts," per 
Tr ansamerica Deiaval.Inc Owners Group program commitments. 

Rept evaluates cracks in AF piston skirts in Ehoreham 6 
Grand Gulf Nuclear Power Stations 

MUSELER.W J TOt (Transameri ca Delaval, Inc ) Owners Oroup 
84/02/27 DENTQN.H R Office of Nuclear Reactor Regulation. 

Director 3pp 22434 090. S4X Fiche 90-000,84/02/27,0403010807 


8403010218 Forwards task descriptions for 16 known problems re 
Transamertca Delaval, Inc emergency diesel generators 
MU5ELER, Id J TDI (Transamer ica Delaval, Inc ) Owners Group 
84/02/26 DENTON, H R Office Of Nuclear Reactor Regulation, 

Director 42pp 22439 177 24X Flche 90-000,04/02/28,0403010210 


0403260233 Forwards summary list of deficiencies identified per 
iOCFRSO 3S(e),Part 21 b potential generic Itr rcpti for 
comments 

STAROSTECKltR Division of Project t, Resident Programs. 04/02/28 
Region 1, Office of Director. 7pp 22796.069 24X 

Flche 90-000,84/02/28,0403260233 


8403060492 LER 84-004-00 on 840 1 24. power supply for meteorological 
tower instrumentation failed Caused by temporary overhead 
feeder experiencing severe spikes & switching transients 
Power supply repaired G/04O3Ot Itr 

COLOMBO. R W , MATTIMOE, J J Sacramento Municipal Utility District. 
84/03/02 MARTIN, J B Region 5. Office of Director Opp 
22S11 341 24X Fiche 50-312,84/03/02,8403060492 
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6403060467 CEfl B4-006-00 on B40131. plant mgt notified that for calendar 
ti'nlnin-g yr 19B3i S3 operators t< 16 security personnel did 
not attenii quarterly class training session Caused by 
schedullnp problems W/840301 Itr 

CQLOMOa.R w . MATTlMOe, J J Sacramento Municipal Utility District 
a4/03/0a MARTIN. J n Region 9. Office of Director 3pp 
22307 OOl 24X Fiche 50-312,84/03/02.6403060467 


8403140046 Foruiards "Grand Golf component Tracking Sya, ■■ "Shoreham 
Gompanent Tracking Sys" ti "Tronsaraertca Oelavol.Inc 
Diesel Oetierators Ouners Group Program Plan. “ to resolve 
concerns u/ emergency diesel generators 

I1USEUE8.M J Long Island Lighting Co 84/03/02 DENTON, H R 
OPflcs op Nuclear Reactor Regulation, Director 2pp 22626 062 
24X Fiche 30-000,84/03/02,8403140048 


'B40314009S "Transamerica Del aval. Inc Diesel Generators Ouners Group 
Fragrant Plan " 

a TDl ITransamerlca Delavat, Inc i Ouinere Group 84/03/02 
2^1pp 22628-223 24X Fiche 50-000,84/03/02,8403140048 


8403130112 Foruards tentative schedule for responding to NRC questions 
re Tranaanierlca Delaval diesel generators, per 840131 Itr 
Dalai|B or changes in ouiners group qualification program 
could change schedule 

RODillOUEZ. R- J fiacrafnento Municipal Utility District B4/03/09 
STOLZa <J F Operating Reactors Drench 4 3pp 22613 292 24X 

Fiche- 30-312, 84/03/09, 84031301 12 


B402090039 Board Notification 84-092 foruiards meeting summaries 
containing transcripts of 840210 tt 16 meetings hetieeen NRC fa 
Traneamer 1 c e Delaval, Inc ITDI) Ouiners Group Distribution 
list encl. 

EIBENHUT.D 0 Division of Licensing 84/03/12 PALLADINO 
Conunlss loners Spp 22708 001 34X Fiche 90-000,84/03/12, 

8402090039. 


— 8403060936 Foruiards summary of 840210 meeting u/Transamer 1 ca Delaval, 
Inc Ouners Group In BethesdaiHD re problems u/emergency 
diesel generators 

CARUaO. R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006. 24X 

Fiche' 30-000, 84/03/12, 8402090039 


--B403060934 Transcript of 840210 meeting u/Transamerlca Delaval, Inc 
Ouiners Group In Bethesda.MD re problems ui/emergency diesel 
generators 

» NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 008 24X Fiche 30-000.84/03/12.8402090039 


--8403070409 Summary of 840216 meeting ui/Traniaraerica Delaval, Inc Owners 
Group in Hading River, NY re program plan to establish 
reliability of diesel generators Agenda, meet Ing transcript fa 
attendance liet end 

MILLER, H A Licensing Branch 4 84/02/27 Licensing Branch 4 

Bpp 22708 161 24X Fiche 50-000,84/03/12,8402090039 


"0403070423 Transcript of 840216 conference In Hading River, NY re 
Traneanerlca Delaval, Inc diesel generators Pp 1-82 
a Canwniss loners 84/02/16 B4pp 22708 169 24X 

Fiche- 30-000, 84/03/12,8402090039 


8403140030 Foruards "Design Revieui of Connecting Rod Bearing Bholls for 
Transamerica Delaval Enterprise Engines" for Shoreham fa 
Grand Gulf diesel generators 

MUSELEfl.H J Long Island Lighting Co 84/03/12 DENTON. H R 
Office of Nucloar Reactor Regulation, Director 2pp 22632 074 
24* Flch* 30-000,84/03/12,8403140090 


B4031SG133 Foruards "Transamer lea Delaval, Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept. " Capscrew design adequate 
for applicable engines fa sve conditions 

MU8ELER, W J TDI ( Transamer 1 ca Delaval, Inc. > Owners Group 
MU8ELER, W J. Long Island Lighting Co 64/03/13 DENTON, H R 
Office of Nuclear Raactor Regulation, Director 2pp, 22639-270 
24X Fiche 30-000,84/03/13,8403190133. 


8403200184 Forwards procurement spec to which Transamerica Delaval 
standby diesel generators ordorod, In response to NRC 840131 
requeet 

RODRIOUeZrR. J Sacramento Municipal Utility District 84/03/19 
8T0LZ, J F. Operating Reactors Branch 4 337pp 22686 001 24X 

Fiche. 90-3 1 2, 84/03/ 1 3, 8403200184 


8403200222 Responds to 840214 Requests for Info i fa 2 re R-4 series 
engines List Indicating engine number, model h sve number, 
customer name fa address, rating, date shipped fa data started 
encl. 

HATHEWSi C B. Trensamor ice Delaval, Inc 84/03/16 EI8ENHUT, D 0 
Division of Licensing 20pp. 22691 179 24X Fiche 90-000,84/03/16, 

0403200222 


0403230117 PND“V-S4-0l6 on B40319, hydrogen eiplosion occurred in mein 
generator Caused by circuit breaker tr\p shutting down 
hydrogen seal oil pump, resul ting In hydrogen leak Ranual 
safety Injecciun to seal oli tank initiated 

NARBUT, P , ECKHARDT, J Region 3, Office of Director 04/03/20 Ip 
22730 339 24X Fiche 50-312.84/03/20.0403230117 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension fa Stress Analysis," prepared by 6faU for 
Transamerica Delaval, Inc (TDl) Diesel Generator Ouners 
Group 

MUSELER.U j tDI (Transamer 1 ca Delaval, Inc ) Ouiners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22774 001 24X Fiche 90-000,84/03/23.8403270132 


8403270134 Requests meeting on 040418 to discuss short-term fa long- 
term corrective actions fa investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
enc 1 

MCOAUGHV, J P TDl (Transamerica Delaval, Inc ) Ouiners Group 
84/03/23 DENTON, H R Office Of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 50-000,84/03/23,8403270134 


T Hearing transcripts on non-anti trust matters 


8402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 fa 16 meetings between NRC fa 
Transamerica Delaval, Inc (TDI) Owners Group Distribution 
list encl 

EISENHUT, D 0 Division of Uicehslng 04/03/19 PALLADINO 
Commissioners 9pp 22708 001 24X Fiche 30-000,84/03/12, 

8402090039 


——6403060936 Forwards summary of 040810 meeting w/Transamer 1 ca Delaval, 
Inc Oioners Group in Bethesda.MD re problems la/emergency 
diesel generators 

CARUSO. R Licensing Branch 3 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 50-000,84/03/12,8402090039 


— 8403060554 Transcript of 840210 meeting w/Transamer ice Delaval, Inc 
Owners Group In Bethesda.MD re problems u/emergency diesel 
generators 

« NRC - No Detailed Affiliation Given 64/02/10 147pp 

67201 OOB 24X Fiche 30-000,84/03/12,8402090039 


--8403070409 Summary of 840216 meeting la/Transamer ica Delaval,, Inc Ouners 
Group in Hading River, Nv re program plan to establish 
reliability of diesel generators Agenda, meeting transcript & 
attendance list end 

MILLER, M A Licensing Dranch 4 84/02/27 Licensing Branch 4 

Bpp 22708 161 24X Fiche 50-000,84/03/12,8402090039. 


— 8403070423 Transcript of 840216 conference in Hading River, NV re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
« Commissioners 84/02/16 e4pp 22708 16? 24X 

Fiche 50-000,84/03/12,8402090039 


DOCKET 30-313 ARKANSAS NUCLEAR OhE, UNIT I 


F Security, medical, emergency fa fire protection plans 


8403130437 Documents results of activities conducted during 831031-1104 
IE Insp to review open Items re emergency planning 
Commitment status to resolve items provided Expeditious 
actions by NRC to remove items requested 

MARSHALL. J R Arkansas Power fa Light Co 03/19/09 COLLINS, J T 
Region 4, Office of Director 19pp 22613 233 24X 

Fiche 90-313.83/12/09,8403130437 


8403090301 Public version of Rev 11 to Emergency Plan Implementing 
Procedure 1903 10, "Emergency Action Level Reiponse '* U/ 

8312S0 transmittal form fa JM Felton release memo 

LEVINE, J M Arkansas Power fa Light Co 83/12/17 4pp 229B4 346 
24X Fiche 90-313,83/12/17,8403090301 


8403120011 Forwards Amend to to emergency plan U/o encl 

MARSHALL. J R Arkansas Power fa Light Co 84/01/20 COLLINS, J T 
Region 4, Office of Director ip 22985 221 24X 

Fiche 30-313.04/01/20,8403120011 


0403280094 Public version of Amend 10 to emergency plan H/840120 itr fa 
JM Felton 840322 release memo 

MARSHALL, J fi Arkansas Power fa Light Co 84/01/20 COLLINS, J T 
Region 4< Office of Director 9pp 22812 283 94X 

Flch* 30-313.84/01/20,8403280094 
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^403130473 Submits response to Halinev request For ^ddl inFo re 
emergency plan tratnirtg for non-utll employees Vendors *• 
contractors u/ ynescor ted access ulthin protected area 
receive tratni-og c onusensurd te uf/ job assignments 

MrtRSHrtLL. J S Arkansas Pouier ti Light Co B4/0J/24 OAOLIARDO. «J E 
Division OF Resident/ Reactor Project !t Engineering Programs Ip 
22A13 330 24X Eiche 50-3 1 3- B4/01 /24. 8403130473 


S403200I74 Amend 11 to emergency plan W/B40314 1 tr 

MARSHALL/ J R Arkansas Potuer & Light Co S4/02/0A EiSENHUT. 0 0 
Office of Nuclear Reactor Regulatlpni Director Spp 226B9 312 
a4X FI Che 50-313/ 84/02/06, B4 03200174 


— B4031 90283 Forwards IE Insp Repts 50-313/04-03 fc 50-36B/a4--03 on 
040125 No violations or deviations noted 
GflOLIARDD.J' E Region 4i Office of Director 84/03/16 

ORIFFIFJ. vi M Arkansas Pouier & Light Co 2pp 22673 IfJ 24X 

Fiche 50-313,a4/03/0B< 04O31?O277 


— 0403190208 IE Insp Repts 50-313/84-03 J< 50-360/04-03 on B4012S No 
Violations or deviations noted Major areas Inspected actions 
taken as result of discrepancy betueen public info brochure 
6 Jan 1984 telephone directory for emergency planning lono 
HACKNEV/C A . DAIRD, J B i JDPWSDN, W D Region 4. Office Of 
Director B4/02/16 3pp 23673 193 24X Fiche 50-313,04/03/00. 
0403170277 


6403050142 Notifies that NRC will provide inspectors to observe onsite 
aspects of periodic ecercises for emergency preparedness 
Scenario for submission of info listed 

COLLINS. JT Region 4. Office of Director 04/02/09 GRIFFIN, J M 
Alabama Puiuer Co 2pp 22467 300 24X Fiche 50-313,04/02/09. 

3403050143 


0403130395 Farwarifs IE Insp Fepts 50-313/84-05 U 50-368/04-03 on 
840126 No violations or deviations identified 
OAOLIARDO, J E Region 4, Office of Director 04/02/16 
CRIFFIN.J M Arkansas Pouier & Light Co 2pp 22616 323 24X 

Fiche 50-313.84/02/16,8403130395 


— B403130402 lE Insp Repts 50-313/84-05 & 50-360/84-05 on 040126 No 
Violations or deviations Identified Major areas Inspected 
status of REX-Bd eserclsB scenario development 
HACKNEY. C A , DAIRD. J 0 , JOHNSON, W D Region 4. Office of 

Director 84/02/16 3pp 22616 327 24X Fiche 50-313,84/02/16, 

8403130395 


8403060350 Requests approval of mod to health physics network £i 
emergency notification sys phones from handset to headset, to 
alleviate fatigue during continuous open-line coisnunlcations 
maintained In emergencies 

MARSHALL, J R Arkansas Power tc Light Co 94/02/17 OEMIBE, R P 
Division of Resident, Reactor Project b Engineering Programs tp 
22519 065 24X Fiche 50-0 1 3. 84/02/ 17, 0403060350 


8403150113 Foriiiards etercise repts of 620519 b 030316 joint eierctses 
of offsite radiological emergency preparedness plans for 
Arkansas Nuclear One Power Station Deficiencies observed at 
both exercises Approval under PHMA Rule 44CFR350 In effect 
KBIMM.R W Federal Emergency Management Agency 04/03/09 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 2pp 22640 001 24X Fiche 50-313,04/03/09. 

0403 1 50 1 13 


— 8403150119 Exercise repts of 020519 b 030316 joint exercises of offsite 
radiological emergency preparedness plan for Arkansas 
Nuclear One Poiuer Station 

KRIHM/R U Federal Emergency Management Agency 04/03/09 4Spp 
28640 003 24X Fiche 50-313,84/03/09,0403150113 


0403200246 Forwards Amend 4 to nuclear contingency plan, Rev 4 to 
Nuclear Contingency Plan Procedures 1,2, 3, 7 b 9, Rev 3 to 
Procedures 3.6,0 & 11, Rev 2 to Procedures 4 b 13 b Rev t to 
Procedure 13 

MARSHALL, J R Arkansas Power b Light Co 84/03/14 EISENHUT, D 0 

Office of Nuclear Reactor Regulation, Director Ip 22608 027 24X 

Fiche 50-313,84/03/14.0403200246 


— 8403200251 Rev 4 to nuclear contingency plan 

« Arkansas Pokier b Light Co 84/02/06 49pp 22600 020 24X 

Fiche 30-313,04/03/14,0403200246 


S40306D430 Provides preliminary estimates for emergency operations 
facility mods to raise radiation protection factor to 
greater than or equal to Five, per NLIREG-0696, 1 n response to 
NRC 040214 request Util will not implement mods 

MARSHALL. J R Arkansas Pouier b Light Co 04/02/29 STOLZ. J F 

Operating Reactors Branch 4 MILLER, J R Operating Reactors Branch 

3 2pp 22510 192 24X Fiche 50-313.04/02/29,0403060430 


8403060334 Forteards proprietary Rev 12 to Procedure 1903 10, '‘Emergencq 
Action Level Response" b proprietary Procedure 1904 series 
11904 01.02,03,06.07 b 08). "Offsite Dose Projections " 

Proprietary procedures withheld 

* Arkansas Power b Light Co, 84/03/01 NRC - No Detailed 

Affiliation Given 2pp 22513 333 24X Fiche 50-313,84/03/01, 

8403060324 


8403070350 Public version of Rev 12 to Emergency Plan Implementing 
Procedure 1903 10, "Emergency Action Level Response " U/ 

840209 transmittal form b JM Felton 840302 release memo 
LEVINE, J ti Pennsylvania Power & Light Co 84/03/01 60pp 
22566227 2qx Fiche 50-313,04/03/01,8403070338 


B403260090 Forwards JE Insp Repts 50-313/04-04 b 30-368/04-04 on 
040124-26 No violations or deviations identified 
OAOLIARDO. J E Region 4. Office of Director 04/03/05 
OHIFFIJ'I, J « Arkansas power b Light Co 2pp 22756 271 24X 

F Iche 50-313. 84/03/05, 8403260090 


— 8403260099 IE Insp Repts 50-313/04-04 b 50-360/64-04 on B40124-26 No 
Violations nr deviations identified Major areas inspected 
security arganiiatlan personnel per alleged compromise of 
safeguards info Details withheld (ref I0CFR7321) 

KELLY, J A . HALL. R E , JOHNSON, H D Region 4, Office of Director 
04/03/02 ip 22750 273 24X Fiche 30-313,04/03/05,8403260090 


9403230230 Advises that, based on revleui of 831125 submittal of detailed 
control reem des 1 gn, spec 1 f ic areas of program plan do not 
meet requirements of Buppl I to NUREG-0737 Meeting 
requested to resolve deficiencies 

BTOLZ.J F Operating Reactors Branch 4 84/03/06 GRIFFIN. J M 

Arkansas Power b Light Co 2pp 22739 270 24X 

Fxche 50-313,84/03/06.8403230230 


— 8403200230 Revs 4, 3, 2 b 1 to Nuclear Contingency Plan Implementing 
Procedures 1.2,7 b 9, 5, 6i B b 11,4 b 13 b 1 5, respect ivel y , re 
assignment of personnel to emergency response organ! i at 1 on, 
notification b command b control 

a Arkansas Punier b Light Co 04/03/15 143pp 22608 077 24X 

Fiche 50-313,04/03/14,0403200246 


B403200179 Forwards Amend 11 to emergency plan b Amend 4 to nuclear 
contingency plan 

MARSHALL, J n Arkansas Power b Light Co 04/03/15 COLLINS, J T 
Region 4, Office of Director ip 2S609 i20 24X 

Fiche 50-313.84/03/15,0403300179 


— -8403300160 Amend 11 to emergency plan b Amend 4 to nuclear contingency 
plan 

« Arkansas Power b Light Co 84/02/06 S7pp 22609 121 24X 

Fiche 50-313,64/03/15,8403200179 


— 8403S001B1 Rev 4 to Nuclear Contingency Plan Implementing Procedure I, 
"Assignment of Personnel to Emergency Response 
□rgani la 1 1 on " 

» Arkansas Power b Light Co 84/02/06 137pp 22609 177 24X 

Flcho 50-313,84/03/15,8403200179 


8403220185 Responds to 040217 request for relocation of KPN telephone 
in emergency control ctr b for approval to add headsets 
Request forwarded to Telecommunications Branch Headset mod 
approved 

OAOLIARDO, J E Region 4, Office of Director 04/03/19 

ORIFFIN.J M Arkansas Power b Light Co Ip 22717,033 24X 

Fichs 50-313, 94/03/19, 0403220185 


P Operating license stage documents b correspondence 


0403060199 Application for amend to License DPR-Si, updat 1 ng Figures 
3 t 2-1,3 1 2-2 b 3 1 2-3 of Tech Spec Section 3 12 7 prior 
to reaching 6 EFFY of operation 

ORIFFIN.J H Arkansas Power b Light Co. 04/02/27 BTOLZ.J F 
Operating Reactors Branch 4 4pp 22515 162 24X 

Fiche 50-313,04/02/27,0403060199 


B403I90277 Notifies of error In 040216 1 tr transmitting IE Insp Repts 
50-313/84-03 b 50-36B/B4-03 Lfcr Indicated rept numhers 
00-313/03-03 b 50—368/83-03 Records Should be changed 
accordingly 

QAGLIARDD, J E Region 4, Office of Director 04/03/00 

GRIFFIN. J H Arkansas Power b Light Co Ip 22673 !90 24X 

Fiche 30-313.04/03/06,0403190277 


— 0403060205 Proposed Tech Spec e hanges, updat ing Figures 3.1 2-i,3 1.2-2 
b 3.1 2-3 of Tech Spec Section 3 1 2 7, prior to reaching 6 
EFPY of operation 

e Arkansas Power b Light Co 84/02/27 6pp 22515.165. 24X 

Fiche 50-313,84/02/27,0403060199 
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8403090198 Comment* on SER in NRC 031219 Itr re degraded grid voltage 
Regueited Tech Spec changes uould preclude compliance 
I11/10CFR50. App A ODC 17 

MARSHALL. J B Arkansas Power J< Light Co B4/O2/20 STOLZ.J F 
Operating Reactor* Branch 4 4pp S24B9 099 24X 

Flche 90-313.04/02/30,0403050190 


0403070360 Comments on util Interpretation of Tech Spec 3 7 2 re 
failure of single cell in one bank of batteries to meet 
surveillance procedure criteria Tech Spec* should be 
amended for clarity 

ElBENHUT. D 0 Division of Licensing 84/02/30 DENISE, R P 
Division of Resident, Reactor Project !< Engineering Programs 2pp 
22367 202 24X Flche 90-313,84/02/20,0403070368 


0403190037 Application for amend to License DPR-91 , revi s 1 ng Tech Specs 
re low temp overpressure protection sys, per NRC 030026 l< 

1104 requests 

GRIFFIN, J M Arkansas Power & Light Co 04/02/29 STDLZ.J F 
Operating Reactors Branch 4 4pp 22643 013 24X 

Flche’ 90“3i3, 04/02/29, 0403190037 


— 8403190041 Proposed Tech Specs re low temp overpressure protection 
sys 

e Arkansas Power b Light Co 04/02/2? 3pp 22643 017 24X 

Flche' 90-313, 04/02/29, 0403130037 


0403230133 REVIEW OF THE ARKANSAS NUCLEAR ONE OENERATINO STATION UNIT 
NO 1 EMERGENCY FEEDWATER SYSTEM RELIABILITY ANALYSIS 
YOUNOBLOOD.R , PAPAZOGLOU, I A Brookhaven National Laboratory 
NUREO/CR-332? 84/02/29 Division of Safety Technology 102pp 
22739 130 24X Fiche 90-313, B4/02/2?, B4032301 33 


0403140299 Forwards request for addl info re control of heavy loads 
Response requested within 60 days 

KILLER, J R Operating Reactor* Branch 3 04/03/06 GRIFFIN, J M 

Arkansas Power !< Light Co 2pp 22639 327 24X 

Flche 90-313,04/03/06,0403140299 


8403090179 Forwards supplemental Info re core exit thermocouples tCETl 
for Inadequate core cooling Interim operat 1 on, per 040210 
telcon CET sys complies w/most NUftEO-0737, I tern 11 F 2 
requirements 

MARSHALL, J R Arkansas power k Light Co 04/03/07 STOLZ, J F 
Operating Reactors Branch 4 gpp 22973 267 24X 

Fiche 30-313,04/03/07,0403090179 


B403230091 Responds to B401S5 request for addl info on seismic 
qualif ication of emergency feedwater sys lEFWI re vent 
drain lines, per Generic Ltr 01-14 EFW trains could not be 
disabled by open vent or drain 

MARSHALL, J R Arkansas Power 1< Light Co 04/03/16 0 TOLZ, J F 
Operating Reactors Branch 4 2pp 22724 343 24X 

Flche 30-313,04/03/16,0403230091 


8403260091 Application to amend License* DPR-91 Si NPF-6, chang Ing Tech 
Specs re RC8 vents, post-acc t dent samp 1 1 ng, 1 ong-t erm 
auxiliary feedwater sys e va luati on, nob 1 e gas monitor & 
iodine particulate sampling, per NUREO-0737 items 
GRIFFIN, J M Arkansas Power S, Light Co 04/03/16 STOLZ, J F 
Operating Reactors Branch 4 MILLER, J R Operating Reactors Branch 
3 9pp 22790-293 24X FI chs 30-313, 04/03/16, 0403260031 


— 0403260197 Proposed Tech Spec changes re RCS vent post-accident 
sampl ing, long-term auxiliary feedwater sys svalua tt on, nob 1 e 
gas moni tors, lod Ine particulate sampling ti containment water 
level monitor 

« Arkansas Power k Light Co 04/03/16 27pp 22790 302 24X 

Fiche 90-313, 04/03/16, 0403260031 


0 Inspection reports, IE Bulletins k correspondence 


0403130437 Documents results of activities conducted during 031031-1104 
IE Insp to review open Iteme re emergency planning 
Commitment status to resolvt items provided Expeditious 
actions by NRC to remove Items requested 

MARSHALL. U.R Arkansas Power (i Light Co 03/12/09 COLLINS, 0 T 
Region 4, Office of Director 19pp 22613 233 24X 

Flche- 90-313. 03/12/09, 0403130437 


0403300046 Forwards IE Insp Rapts 30-313/03-36 t< 50-368/03-36 on 
031219-21. No violations or deviations identified 
OAOLIARDO, J E Region 4, Office of Director 04/01/31 
0RIFFIN,J,M Arkansas Powtr «< Light Co 2pp 22021 240 24X 

Flcha- 90-313, 04/01/31, 8403300046 


— B4O33OO090 IE Insp Rspts 30-313/83-36 k 30-360/83-36 on 031219-21 No 
violations or deviations identified Major areas inspicted GA 
plans, Instruc tiens procedures for low level radwaste 
storage facility 

WILBORN, U , MURRAY, B , JOHNSON, W D Region 4, Office of Director 
04/01/27 lOpp 22821 242 24X Flche 90-313,04/01/31,0403300046 


B40313039S Forwards IE Insp Repts 50-313/84-09 S, 30-368/04-03 on 
B40126 No violations or deviations Identified 
GAGLIARDO, J E Region 4. Office of Director 04/b2/E6 

GRIFFIN, J M Arkansas Power 6 Light Co 2pp 22616 329 24X 

Flche 50-313.04/02/16.0403130395 


— 8403130402 IE tn»P Repts 50-313/84-09 k 50-360/04-09 on 040126 No 
violations or deviations identified Major areas inspected 
status of REX-04 exercise scenario development 
HACKNEY, C A , BAIRD. J B . JOHNSON, W D Region 4, Office of 

Director 04/02/16 3pp 22616 327 24X Fiche 50-313,04/02/16, 

0403130395 


0401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits !< Annunciation " Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 8301031 04/02/20 Consolidated Edison Co of New 

York, Inc U5pp 22909 239 24X Flche 50-000,04/02/20,0401190072 


8403060190 Ac k receipt of 840203 itr Informing NRC of steps taken to 
correct violations noted In iC Insp Repts 50-313/83-25 6 
5O-36B/03-2S 

OAOLIARDO, J E Region 4, Office of Director S4/02/29 

GRIFFIN, J M Arkansas Power k Light Co Ip 22917 226 24X 

Fiche 50-313,84/03/29.0403060190 


--8403060203 Responds to NRC 831024 ltr re violations noted in IE Insp 
Repts 30-313/03-23 !. SO-360/B3-2S Corrective actions fife 
watch posted at Doors 267 ti 340 until mods to eliminate 
excessive air gaps under doors completed 

MARSHALL, J R Arkansas Power Light Co 04/02/03 DENISE, H P 
Division pf Resident, Reactor Project ti Engineering programs 3pp 
22917 227 24X Fiche 30-313,84/02/29.8403060190 


0403060122 Notification of significant licensee enforcement confereni-e 
on 040309 w/util in Arlington, TX 

♦ Region 4, Office of Director 04/03/01 Region 4, Office of 

Director Ip 22516 320 24X Fiche 30-313,04/03/01,0403060122 


B402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DDT k NRC " Sve list end 

GRACE, J N Division of QA, Safeguards 1. Inspection Programs (Past 
030103) 04/03/02 Consolidated Edison Co of New York, inc 

130pp 22352 329 24X Flche 30-000,04/03/02.8402090007 


0402090008 IE Info Notice 04-16, "Failure of Autematic Sprinkler Sys 
Valves to Operate " Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post B30t03) 84/03/02 Consolidated Edison Co of New 

York, Inc l22pp 22533 098 24X Fiche 50-000,04/03/02,8402090008 


0402090009 IE Info NPtlce 04-15, "Reporting of Radiological Releases •' 
Sve Hat end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 04/03/02 Consolidated Edlsog Co of New 

York, Inc I19pp 22553 217 24X Flche 90-000,84/03/02.8402090009 


0402090011 IE Info Notice 04-17, "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 630103) 84/03/05 Consolidated Edison Co. of New 

York, Inc I17pp 22553 336 a4X Flche 50-000,84/03/05,0402090011 


8403260090 Forwards IE In*p Repts 50-313/84-04 k 50-360/04-04 on 
840124-26 No Violations or deviations identified 
GAGLIARDO, J E Region 4, Office of Director 04/03/05 
GRIFFIN, J M Arkansas Power k Light Co 2pp 22758 27 i 24X 

Fiche 90-313,04/03/03,0403260090 


— 0403260099 IE Insp Repts 30-313/04-04 li 50-360/04-04 on 040124-26 No 
violations or deviations Identified Major areas inspected 
security organiiatlon personnel per alleged compromise of 
safeguards info Details withheld (ref 10CFR73 21) 

KELLY, J A . HALL.R E . JOHNSON, W D Region 4, Office of Director 
04/03/02 tp 22730 273 24X Flche 50-313,04/03/05,0403260090 


0402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Sve list end 
JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 64/03/07 Coneolldated Edison Co of New 

York, Inc 110pp 22635 049 24X Flche 50-000,84/03/07,0402090024 


0402090020 IE Info Notice 04-10, "Stress Corrosion Cracking in PHR 
Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22584 106 24 X Flche 50-000,84/03/07,0402090020 
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B403130120 Informs that IE Insp Repts SO“3 J 3/B3-1 2. SO-368/B3-1 B. 
30--313/G3-33 I* 50-368/83-33 Cancel led No itisp repts ull 1 lie 
issued for subj numbers 

OAGL14RDO, J E Rep Ion 4/ Office of Olrector 04/03/00 

ORIFFZN.J H Arkansas Power 6 Light Co Ip BZ602 1?7 24X 

Fiche 30-313.04/03/08,0403130120 


□403190277 Notifies of error In B40216 Itr transmitting IE Imp Repts 
30-313/84-03 8, 50-36a/B4-03 Ltr indicated rapt numbers 
30-313/83-03 S< 30-363/83-03 Records ghould be changed 
according Ig 

OAOLIARBO. J E Region 4, Office of Director 84/03/00 

ORIFFIN.J M Arkansas Power tc Light Co ip 22673 190 24X 

Fiche 50-313.84/03/08,8403190277 


— 84031902B3 Foruarda IE I nap Repts 30-313/B4-D3 a 5O-36B/04-O3 on 
B4012S No violations or deviations noted 
OAOLIARDO.J £ Region 4, Office of Director B4/02/16 
CRIFFIM, J li Arkansas Power Sc Light Co 2pp 22673 191 24X 

Fiche 30-313,84/03/0818403190277 


— 8403230101 "Capped Containment Pressure Sensing Ulnes. “ tochnle'al 
review rept Condition caused bg procedural inadequacg 
RUBIN, 8 0 Director's Office B3/06/11 6pp 2B7S9 287 24X 

Fiche 50-000,03/05/11.0403230170 


8403200113 "Analgsis of 000407 Loss of Offsite Power Transient at 
Artansas Nuclear One Unit 1 " 

DAVIS, C 8 EGSiO, Inc FIN A-6270 eOO-BflAM-6301 03/00/31 
- No Detailed Affiliation Olven &lpp 22811 269 24X 

Fiche 50-313,83/08/31,8403200113 


8403210032 Part 21 rept re failure of aukiliarg feedwater pump drive 
turbines, Olmpel NPa-4 T8<T valve, to close Enel ltr dtd 040203 
sent to listed utils GE notified of affected units in BUR 
p 1 ants 

THEROUX, R R Terrg Corp 04/02/22 WOQDRUrFi R N Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 50-000,84/02/22,8403210032 


— 0403190200 ]£ Insp Repts 50-313/04-03 U 30-368/04-03 on 04D1B5 No 
violations or deviations noted Major areas inspected actions 
taken at result of dlscrepancg between public info brochure 
& Jan 1904 telephone directorg for emergeneg planning tone 
HACKNEV. C A , DAIRD.J 0 , JDhNeON, U D R eg 1 on 4, Of f 1 ce of 

Director 04/02/16 3pp 22673 193 24X Fiche 50-313,84/03/08, 

8403190277 


0403260230 Forwards IE Insp Repts 50-313/04-06 6, 50-368/84-06 on 
840221—24 No violations or deviations noted 
OAGLIARDO.J E Region 4, Office of Director 04/03/00 
ORIFFIN.J M Arkansas Power t, Light Cn 2pp 22755 151 24X 

Fiche' 50-313,84/03/08, 0403260230 


—8403260232 IE Insp Repts 50-313/84-06 b 50-368/04-06 on 040221-24 No 
Violations or deviations noted Major areas inspected maint 
program 

BOARDMAM, J R , JOHNSON, M D . CROESHAN, M A Region 4. Office of 
Director B4/03/OB Spp 22755 153 24X Fiche 50-313,84/03/08, 

0403260230 


0402090031 IE Bulletin 84-02, "Fallurea of OE Tgpe HFA Relags In Use in 
Class IE Safetg Sgs " Sve list end 

DEVOONO.R C Dlreetbr's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

t34pp 22823 094 24X Fiche 50-000,84/03/12,0402090031 


DOCKET 50-315 DONALD C COOK NUCLEAR POWER PLANT. UNIT i 


F Sccuritg, medical, emergency 1, fire protection plans 


8403090281 Public version of reissue of Rev 9 to emergency plan 
procedures App A, "Telephone Numbers for Key Plant 
PersDiinel " W/B31U0 transmittal form 6 JM Felton 030307 
release memo 

* Indiana h Michigan Power Co 03/11/03 17pp 22594 303 24X 

Fiche. 50-315,03/11/03, 8403090281 


B403'09026e Public version of Rev 9 to emergency plan implementing 
procedures App A, "Telephone Numbers for Key Plant 
Personnel " H/031109 transmittal form (, JM Felton release 
memo 

e Indiana I, Michigan Electric Co 83/11/09. 10pp 22592.346 24X 

Fiche 50-315,83/11/09,0403090266 


B403120D21 Notifies Of 040323 regional workshop in Rosemont, IL w/all 
Region til licensees to discuss fire protection safe 
shutdown requirements Workshop will provide addl guidance re 
10CFR50. App R raqulremonts Agenda end 

8PEB9ARD, R L Division of Emergency Preparedness << Operational 
Support 84/03/06 DOLAN, J £ American Electric Power Service 
Carp DOLAN, J E Indiana It Michigan Electric Co 3pp 22Se6'272 
a4K FUhe SO-315, 04/03/06, 0403120021 


0403200169 Forwards QA Program Insp Rept 99900706/83-02 Significance of 
reported findings should be evaluated to determine 
acceptability of product or sve provided by vendor U/a end 
OAOLIAROD, J E Region 4. Office of Director 04/03/16 

ORIFFIN, J rt Arkansas Power b Light Co Ip 22696 353 24X 

Fiche 50-313.04/03/16,8403200169 


840313Q2D2 Eiplalns ti juetlfiss Items in nonoutage work schedule which 
cannot be completed by 840620 Requests scheduler exemption 
from 10CFR5D,App R, Sections III 0 S, II! 0 3 (, III J 
extending compliance date to 841231 

ALEXICHrMP Indiana (, Michigan Electric Co 04/03/08 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 22617 312 
24X Fiche 50-315,04/03/00,8403130202. 


B402090043 IE Info Notice 04—19. "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Sve list enci 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 04/03/21 Consolidated Edison Co of New 

Yort, Inc lB3pp 22323 229 24X Fiche 50-000,84/03/21,0402090043 


0403130181 Rev 5 to Emergency Plan Implementing Procedure 
PMP BOBO EPP 0001 "initiating Manning of Emergency Raipons* 
Facilities ti Calling Off-Duty Plant Personnal ” 

KRAUBC, D , BLIND, A A , SMITH, W M Indiana ti Michigan Electric Co. 
04/03/09 14pp 22601.320. 24X FI die 50-315.04/03/09,8403130121 


B402090044 IE Info Notice 84-20. "Sve Life of Relays in Safety-Related 
Sys " Bve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/21 ConsDlidated Edison Co of New 

York. Inc I33pp 22933 001 24X Fiche 50-000,04/03/21,0402090044 


R Periodic operating reports t> related currespondence 


0403060300 "Annual Radiation Ekposure Rept, 1903 " W/040229 ltr 

MARSHALL. J ft Arkansas Power t< Light Ce 03/12/31 DEYOUNO, R C 
Director's Office, Office of Inspection and Enforcement 3pb 
22517 047 24X Fiche 50-313,83/12/31.0403060300 


0403150200 Forwards draft final tiercise rept for 840125 joint 
radiological emergency preparedness exierdse State of HI 
Berrien County demonstrated capability to protect public in 
event of radlolagical emergency 

KRIMMiR U Federal Emergency Management Agency. 04/03/09 
JORDAN, E L Division Of Emergency Preparedness t. Engineering 
Response (Post 830103) 2pp 22642 001 24X Fiche 50-315,04/03/09, 

8403150200 


—8403150203 Draft evaluation of util, State of MI I, Barden County 040125 
joint exercise 

* Federal Emergency Management Agency 64/02/22. 42pp 
22642 003 24X F i che . 50-3 i 5, 04/03/09, 84031 50200 


0403020075 Monthly operating rept for Jan 1984 H/B40B15 Itr 

MORTON, K L . MARSHALL, J ft Arkansas Power b Light Co 04/01/31 
7pp 22441 331 24X Fiche 50-313,04/01/31.0403020075 


8403300060 Henthlg operating rept for Feb 1984 U/B40315 ltr 

HORTON, K L , MARSHALL, J ft Arkansas Power & Light Co 04/02/29 
BABSETT.H S Office of Resource Management, Director 7pp 
22821 295 24X FUhe 50-313,84/02/29,8403300060 


B Reportable occurrences. LERs t, related correspondence 


8403230170 Forwards Technical Review Rept AE0D/T313, "Capped 
Containment Pressure Sensing Lines." v proposed IE Info 
notice Issue adequately resolved 

ROOIN.S D Reactor Operations Analysis Dranch 83/05/11 
SEVFRIT.K V Reactor Operations Analysis Dranch lo 22759 2Si 
24K Fiche 50-000,83/05/11,0403230170 


0403300233 Forwards comments on detailed control room design review. 
Plan demonstrates commitment to meot requirements of Suppl 1 
to NUREO-0737, however, edd 1 info required Meeting should be 
held in Apr or Hey 1904 to discuss commtnte 
YAROA, 6 A Operating fieectors Dranch 1 04/03/13 DOLAN, J 

Indiana t, Michigan Electric Co ISpp 22842)350. 24X 

Fic he 50-31 5, 04/03/13, 8403300233. 


8403300042 Forwards IE Insp Repts 50-315/04-05 S< 50-316/84-05 on 
040213-17 t< notice of violation 

PAPERIELLO.C J. Region 3, Office of Director 64/03/14 DOLAN, J E 
American Electric Power Bervlce Corp DOLAN. J E. Indlane ti 
Michigan Electric Co. 2pp. 22821 343 24X Fiche. 50-315, 64/03/14, 

8403300042 


—8403300047 Notice of violation from insp on 840213-17 

PAPERIELLO. C, J Region 3, Office of Director. 04/03/14 2pp 
22621 345 24X FUhe' 50-315, 84/03/14, 6403300042. 
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— 0403300051 !E Insp Flepts 50-315/84-03 h 50-316/04-05 on 040213-17 
Noncaippltano IdontlPled failure to meet scheduler emergencv 
plan t> procedure reiiulretTiente 

SNELL. W 0 . PHILLIPS, M P Region 3, Office of Director 04/03/ 12 
ISpp 32021 348 24X Pi Che 50-315,84/03/14,0403300043 


0403260170 Submlte addl Info re deilg App R fire Inep program per 
040314 request Procedure detailing listed Items will be 
written 

ALEXICK, M P Indiana & Michigan Electric Co 04/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 32756 132 
S4X riche 50-315,84/03/16,8403260170 


S4032200SD Act receipt of 040300 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts SD-315/B4-01 t> 

50-316/84-01 

PAPERIELLO, C J Region 3, Office of Director 84/03/19 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana & 
Michigan Electric Co Ip 22714 351 34X Flche 50-315,84/03/19, 

B4032S0050 


— 0403220060 Responds to NRC 040210 Itr re violations noted In IE Insp 
Repts 50-315/04-01 tc 50-316/04-01 Corrective actions control 
room functional responsibilities transfer formalized in 
procedures t. emergency plan implementing procedures revised 
ALEXICH.M P Indiana 6 Michigan Electric Co 04/03/08 
REPPLER.vl 0 Region 3, Office of Director 2pp 22714 352 a4X 
Fiche 50-315,04/03/19,0403220000 


0403290271 Emergency Plan Implementing Procedure PMP 2001 EPP 001, 
"Plant Manager Procedures Indez " Procedure PMP 2031, EPP 007 
cancelled due to error 

WELCH, 8 E Indiana t> Michigan Electric Co 84/03/20 4pp 
22000 024 24X Flche 50-315,04/03/28,0403290271 


P Operating license stage documents t. correspondence 


0403020190 Requests status of replacement, schedule for completion L 
copy of Acton Lab rept re DA Mercoid switches being replaced 
by DAM type 

VAROA, 8 A Operating Reactors Branch 1 04/02/21 DOLAN, J 

Indiana Michigan Electric Co DOLAN, J American Electric Power 

Service Corp 2pp 22495 001 24X Flche 50-315,04/02/21, 

0403020190 


8403060195 Forwards "Status Summary Rept on Adequacy of Distributed 
Ignition Bys for Hydrogen Control," In response to NRC 
820429 Itr S< commitments made during NRC 830913 meeting in 
Bethasda, MD, 

ALEXICH.M P Indiana t< Michigan Electric Co 04/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22517 180 
24X Flche 50-315,04/03/01.8403060195 


— 8403060200 "Status Summary Rept on Adequacy of Distributed Ignition Sys 
for Hydrogen Control " 

» Indiana i. Michigan Electric Co 04/03/01 36pp 22517 190 
24X Flche 50-315.84/03/01.8403060195 


0403190450 Forwards "8ER. Pump hi Valve Inservlce Testing Program, DC Cook 
Nuclear Plant.Uniti 1 62." identifying deficiencies 
requiring resolution Meeting to discuss deficiencies 
requested 

VARDA, a. A Operating Reactors Branch 1 84/03/05 DOLAN. J 

Indiana 6 Mich Igan 'Elec trl c Co DOLAN. J American Electric Power 
Service Corp 2pp 22600 340 24X Flche 50-315.84/03/05. 

0403190450 


— 8403070390 Requests meeting w/utll In Mar 1904 to resolve deficiencies 
in pump hi valve inservlce testing program Contractor rept 
end 

B08NAK. R. J Mechanical Engineering Branch 04/03/01 VARDA. 0 A 
Operating Reactors Branch 1 Ip 22600 342 24X 

Flche’ 50-315, 04/03/05, 0403190450 


—8403070395 "8ER. Pump 1. Valve Ineervice Testing Program. DC Cook Nuclear 
Plant, Units 1 t< 2 " 

CDOK.T L , ROCKHOLD.H C. EOtiO. Inc, FIN A-626S EOO-EA-6413 

83/10/31 NRC - No Detailed Affiliation Olven 23pp 
22600 343. 24X Flche. 50-31 5, 84/03/05, 0403 190450 


8403140224 Interprets current Tech Specs as allowing control rod 
movement described in util 840130 Itr, Tech Specs require 
23 ft of water over top of reactor vessel flange during 
movement of fuel assemblies or control rods. 

Varda, 0 A operating Reactors Branch 1 04/03/07 DOLAN. J. 

Indiana fc Michigan Electric Co, DOLAN, 0 American Electric Power 
Barvlee Corp 4pp. 22637 326 24X Fiche 50-315,84/03/07, 

8403140224. 


8403300296 Advises that goal for completion of technical reviews & 
Implementation of all NlJREG-0737 1 terns, e ic 1 ud 1 ng SuppI t.ls 
Sept 1904 Requests to be advised of potential problems 
within 30 days 

VARGA, 8 A Operating Reactors Branch 1 04/03/13 DOUAN.J 

Indiana 6 Michigan Electric Co DOLAN, J American Electric Power 

Service Corp 2pp 22044 316 24X Flche 50-315,04/03/13. 

0403300296 


8403200223 Application for amend to Licenses DPR-SS 6 DPR— 74 ■ ravl s 1 ng 
Tech Specs re reactor coolant vent sys per TMI I tern II B I 
Justification for N5KC provided In 840120 Itr still 
applicable 

AUEXtCH,M P Indiana t, Michigan Electric Co 84/03/15 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 2pp 22690 190 
24X Flche 50-315.84/03/15,0403200223 


— 0403200228 Revised proposed Tech Specs for reactor coolant vent sys 
per TMI Item IJ D 1 

* Indiana !< Michigan Electric Co 84/03/15 7pp 22690 192 
24X Fiche 50-315,84/03/15,0403200223 


0403300247 Motlficatlon of 840327 U 28 meetings w/utll in 
Btevensvi 1 1 e, Ml to discuss current preliminary review lof 
inservlce testing program for pumps 6 valves ti forthcoming 
lO-yr program 

MIDDINTON, D Operating Reactors Branch 1 64/03/15 VARDA, S A 

Operating Reactors Branch 1 2pp 22026 361 24X 

Fiche 50-315,04/03/15,0403300247 


0403260002 Request'S approval for use of end new peaking factor limit 
rept for Cycle 6 Rept presumes target band of greater than 
or equal to S'/, target ailal flui difference Rept withheld 
ALEXICH.M P Indiana 6 Michigan Electric Co 84/03/20 DENTON. H « 
Office of Nuclear Reactor Regulation, Director 2pp 22747 361 
24X Flche 50-315,04/03/20,8403260002 


0 Inspection reports, IE Bulletins b correspondence 


0403050223 Further response to FOIA request for records of named 
Individuals, including repts, analyses, studies, test 
calculations, procedures b practices for measurement of RCE 
leakage Forwards App C documents Search continuing 

FELTON, J M Division of Rules and Records 04/02/07 MADDEN. T J 
Kaye, Schciler, Flerman, Hays (< Handler 3pp 22496 234 24x 

Ficho 50-000,04/02/07,0403050223 


— 8403050256 Notifies that independent measurements of identified & 
unidentified RCS leak rates for all PWRs In Region III 
performed per Procedures 6I727B h 61720D Insp findings 
summarized 

NORELtUS, C E Division of Engineering 82/03/00 JORDAN, E L 
Divlsiori of Engineering b Quality Assurance IPre 030103 ) 2pp 
22496 270 24X Fiche 50-000.04/02/07.0403050223 


0403000299 Forwards IE Insp Repts 50-315/04-04 b 50-316/04-04 on 
040207 No noncomp 1 lance identified 

LITTLE, W 8 Region 3, Office of Director 04/02/24 DOLAN, J E 
American Electric Power Service Corp DOLAN. J E Indiana tt Michigan 
Electric Co 2pp 22557 272 a4X Flche 50-315.84/02/24.0403080299 


—8403080302 IE Insp Repts 50-315/04-04 b 50-316/04-04 an 040207 No 
noncomp 1 lane e or deviations identified Major areas 
inspected documentation b walk'-douns re equipment discussed 
in IE Info Ltr 01-14 

KEATINO.D E , MUFFETT, J , DANIELSON.D H Region 3, Office of 
Director 04/02/25 3pp 22557 274 24X Fiche 50-319.04/02/24, 

8403000299 


8403120116 Forwards IE Mgt Meeting Repts 50-315/04-03 b 50-316/04-03 on 
040131 

KEPPLER.J 0 Region 3, Office of Director 04/02/24 OQLAM.J, E 
American Electric Peuer Service Corp ODLAN. J E Indiana b Michigan 
Electric Co 2pp 22509 209 24X Flche 50-315,04/02/24. 8403120116 


—0403120124 IE Mgt Meeting Repts 50-315/84-03 b 50-316/04-03 on 840131 
Major areas discussed progress b statue of licensee 
regulatory performance Improvement program 
SHAFER, W D , NORELIUS.C E Region 3, Office of Director 
84/02/21 3pp 22509 211 24X Fiche 50-315,04/02/24.8403120116 


8401190072 IE Info Notice 04-13. "Potential Deficiency ip Motor 
Operated Valve Control Circuits b Annunciation " Sve list 
end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/02/20 Consolidated Edison Co of Hew 

York, Inc ll5pp 22909 239 24X Fiche 50-000,04/02/28.0401190072 
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S4030&0305 Ack ^Bceipt of aAOS’lO 1 tr informing NRC of steps taken to 
correct violations noteiJ in IE Insp Repts 30-319/63-22 i 
90-31A/B3-23 

PAPERIELUQi C J Region 3, Office of Director ag/03/Ol DDLAN, J E 
American Electric Power Service Dorp DOLANi >J E Indiana (< 
Michigan Electric Co Ip 22313 337 24X Fiche 30-319,84/03/01* 

B40304,0309 


— B4030/i0'31S Responds to t(RC B40I1 1 1 tr re violations noted in IE Insp 
Repts 30-31S/B3-22 ti 3O-31i/03-23 Corrective actions lab 
personnel reinstructed in properlij logging analysis results 
ALEXICH.M P Indiana t, Michigan Electric Co 04/02/10 
HEPPLER,J 0 Region 3, Office of Director 4pp 22913 390 24X 

Fiche 30-315,84/03/01.8403060305 


a4020<700 0 7 IE Info Notice B4-14, "Highlights of Recent Transport 
Regulatory Revs by DOT tr NRC ” Svc list enc 1 

GRACE, >/ M Division of OA, Safeguards U Inspection Programs (Post 
6301031 84/03/02 Consolidated Edison Co of Hew York, Inc 

130pp 22392 327 24X Fiche 90-000,84/03/02,8402090007 


9402090008 IE Info Notice 60-16, "Failure of Automatic Sprinkler Sgs 
Valves to Operate " Bvc list end 

JORDAN, E L Division of Emergency Ppeparedneis & Engineering 
Response (Post B30103> 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 09B 24X Fiche 30 - 000 , B 4 / 03 / 02 , B40209000B 


8402090009 IE Info Notice 04-15, "Reporting of Radiological Releases " 
Eve list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 9301031 84/03/02 Consolidated Edison Co of New 

York. Inc I19pp 22333 217 24X Fiche 50-000, B 4 / 03 / 02 , B402090009 


9402090011 IE Info Notice 64-17, "Problems W/Ll 4 iJld Nitrogen Cooling 
Components Oelow Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 84/03/05 Consolidated Edison Co of New 

York, Inc n7pp 22533 336 24X Fiche 30-000.84/03/05,8402090011 


840308020B Ack receipt of 840214 Itr providing addl info re Section 
0 2 Cp "Revieui of Tests or Ejper Imen ts, " of 940120 
submittal in response to B3I1I7 confirmatory action Itr 
Subj will be ecamlned during subsequent insp 

KEPPLER. J 0 Region 3. Office of Director 94/03/05 DOLAN. J E 
American Electric Power Service Corp DOLAN. J E Indiana h Michigan 
Electric Co Ip 22560 0t9 SAX Fiche 50-315,94/03/03.9403090208 


— S403QB0214 Submits addl info to 940120 Itr, in response to 031117 
confirmatory action Itr, Section D 2 C, "Review of Tests or 
Experiments “ Term "nonroutine tests or experiments" 
c lar i f i ed 

ALEXICH.H P Indiana & Michigan Electric Co B4/02/14 

KEPPLER. J 0 Region 3, Office of Director tp 22560 020 24X 

Fiche 30-315. 94/03/05, B4030B020S 


8402090024 IE Info Notice B4-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sy s " Svc list encl 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 9301031 04/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22635 049 24X Fiche 50-000.84/03/07, 0402090024 


8402090028 IE Info Notice 94-18, "Stress Corrosion Cracking in PNR 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness N Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Itic liapp 22594 186 24X Fiche 50-000, 94/03/07. 8402090020 


9403160034 Requests relief from provisions of ASHE Section XI - 1974. 
Table 1W0-2S00 exam Categories B-L~l tc D-L-2 for reactor 
coolant pump 

ALEXICH. M P Indiana & Michigan Electric Co 84/03/08 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22654 357 
24X Fiche 50-315,84/03/08.9403160034 


0402090031 IE Bulletin 94-02. "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sgs " Svc list encl 

DEYOUNO, R C Director's Office, Office of Inspection and 
Enforcement 84/03/12 Consol Ideted Edison Co of New York, Inc 
134pp 22823 074 34X Fiche 50-000.04/03/12,8402090031 


9403300042 Forwards IE Insp Repts 50-315/84-05 1. 50-316/84-05 on 
940213-17 (.notice of Violation 

PAPERIELLQ, C 0 Region 3. Office of Director 84/03/14 DDLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana I, 
Michigan Electric Co 2pp 22821 343 24X Fleh e , 90-3 1 5. 84/03/14, 

8403300042 


Notice of violation from insp on 840213-17 
-Q, C J Region 3, Office of Director 84/03/14, 2pp 
9 24X Fiche 90-315,84/03/14,9400300042 


— 0403300051 IE Insp Repts 90-315/94-05 «< 90-316/94-05 on 840213-17 
None amp 1 lance 1 dent if i ed* fai lure to meet scheduler emergency 
plan & procedure requirements 

SNELL.W 0 , PHILLIPS, M P Region 3, Office of Director 84/03/12 
12pp 22821 348 24X Fiche 90-319,04/03/14.8403300042 


9403200202 Requests relief from lOCFRSO SSelg) provtiions to allow both 
facilities to begin second lO-yr insp interval on same date 
Same start date would allow more efficient li uniform use 
ef personnel 

HCRINO.R F IndUna !< Michigan Electric Co 94/03/15 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 3pp 22686 347 
24X Fiche 30-315,84/03/15,0403200202 


9403220050 Ack receipt of 840308 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/84-01 ti 
50-316/84-01 

PAPERIELLO.C J Region 3, Office Of Director 84/03/19 DOLAN, J E 
American Electric Power Service Corp DOLAN. J E Indiana h 
Michigan Electric Co Ip 22714 351 24X Fiche 50-315,84/03/19. 

8403220050 


— B403320060 Responds to NRC 840210 Itr re violations noted in IE Insp 
Repts 50-315/04-01 ti 50-316/04-01 Corrective actions, control 
room functional responsibilities transfer formalized in 
procedures N emergency plan Implementing procedures revised 
ALEXICH, M P Indiana *< Michigan Electric Co 84/03/08, 

KEPPLER, JG Region 3, Office of Director 2pp 22714.352 24X 

Fiche. 50-319, B4/03/19 . 8403220030 


8403230137 Ack receipt of 840210 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-315/93-19 
Confirms understanding that functional logic diagrams under 
review h revived diagrams will be available by mid-Apr 
NORELlUBiC E Division of Project & Resident Programs 84/03/19 
DOLAN, J E American Electric Power Service Corp DOLAN, J E 
Indiana 6 Michigan Electric Co Ip 22730 147 24X 

riche 50-315,94/03/19,8403230137 


— 0403230130 Responds to NRC 831229 Ir re violetlons noted in IE Insp 
Repts 50-315/83-19 ti 50-316/83-20 Corrective actions valve 
restored to proper position upon discovery of error Sample 
pump restored to ivc 

ALEXICH.M P Indiana *> Michigan Electric Co 84/02/10 

KEPPLER, JO Region 3. Office of Director 6pp. 22730.148 24X 

Fiche 50-315,04/03/19,8403230137 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorixed 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness 1. Engineering 
Respnnee (Post 830103) 64/03/21 Consolidated Edison Co of New 

Yurk, Inc 123pp 22823 229 24 X Fiche 50-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list and 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Poet 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22733 001 24X Fiche 50-000,84/03/21,8402090044 


8403270047 Responds to IE Bulletin 63-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc " Nuclear grade matls not 
purchased directly from Ray Millar, Inc Review of matls 
supplied by subvendors continuing 

ALEXICH.M P Indiana & Michigan Electric Co 84/03/22 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement lOpp 22769 299 24X Fiche 50-315,84/03/22, 

8403270047 


R Periodic operating reports 6 related correspondence 


B403130299 "Annual Operating Rept, 1983 " tl/840229 Itr. 

STIETZELiJ r . BRENSGON, D A . SMITH, H 0 Indiana 6 Michigan Electric 
Co 03/12/31 KEPPLER. J O Region 3, Office Of Director 31pp 

22606 017 24X Fiche 50-313.83/12/31,0403130259 


8403020044 Monthly -operating rept for Jon 1904 W/B40213 Itr. 

OILLET. N T • SMITH, U 0 Indiana (t Michigan Electric Co, 04/01/31 
llpp 22441 188 24X Fiche 50-3i 5, 84/01 /31 . 8403020044 


8403300157 Monthly operating rept for Feh 1984 W/B4O3O0 lir. 

OILLETTiU T , SMITH, N Q Indiana (< Michigan Electric Co. 84/02/29 
lOpp 22020 050 24X Fiche 50-315,84/02/29,0403300137 


8403000169 Forwards "Radioactive Effluent Release Rept.Jul-Dec 1983, 
ALEXICH.M P Indiana b Michigan Electric Co 94/03/01 

KEPPLER, J 0 Region 3, Office of Director ip 22618 001 24X 

Fiche 50-313,84/03/01,9403080169 


— 8403130420 "Semiannual Radioactive Effluent Release Rept.Jul-Dec 1983 
« Indiana U Michigan Electric Co 83/12/31 392pp 22618*002. 

24X Fiche 50-313,84/03/01,0403080169. 
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B Reportable occurrencesi LERs Ii related correspondence 


S303170014 Foruards AE0D/T303> "Seat Degradation in Henrg Pratt 
Butterfly Valve* " Info appear* to represent potential 
generic problem IE info notice or circular recommended 
BROWNiE J Reactor Operations Analysis Branch 63/03/02 
SEYFRITfK V Reactor Operations Analysis Branch Ip 22775 167 
24X Fiche 30-315.03/03/02,8303170014 


--03O317OO17 "Beat Degradation In Henry Pratt Butterfly Valves." 
technical revieu rept 

BROWN. E 0 Director's Office 03/02/24 4pp 22773 1*9 R4X 
Fie he 50-313,83/03/02,0303170014 


040320021* NPDE8 noncompl lance notification on 84021*. b loiedown sample 
collected during heating boiler startup Indicated 9 4 ppm 
iron. Caused by boiler inactivity W/840313 Itr 

MENOE. R C Indiana & Michigan Electric Co 04/02/17 ZUOOER- P D 
Michigan, State of KEPPLER, J 0 Region 3, Office of Director 
2pp 22*99 323 24)( Fiche 50-315,84/02/17,840320021* 


8403200283 Updated LER 02-O*l/O3)(-l on 02072*, d 1 1 covered that alarm/ 
trip satpotnt values in neuly Installed containment air 
gaeaous & particulate monitors higher than Tech Specs Caused 
by personnel error Procedure revised W/640313 Itr 

DRAPER, D M , SMITH, W 0. Indiana & Michigan Electric Co 84/03/13 
KEPPLER, d, 0 Region 3, Office of Director 3pp 22697 100 a4X 
Fiche 50-313184/03/13,8403200283 


DOCKET 30-31* DONALD C COOK NUCLEAR POWER PLANT, UNIT 2 


F Sacurtty, medical, emergency t< fire protection plans 


0403090281 Public version of reissue of Rev 9 to emergency plan 
procedures App A, "Telephone Numbers for Key Plant 
Parsonnel '* W/631110 transmittal form & JM Felton 630307 
ralaase memo 

* Indiana & Michigan Pouer Co. 03/11/03 17pp 22594 3 03. S4X 
Ficha. 50-315, 83/11/03, 8403090281 


84030902*8 Public version of Rev 9 to emergency plan Implementing 
praeedurit App A, "Telephone Numbers for Key Plant 
Poraonnel *' H/a3I109 transmittal form & UM Felton release 
name 

a Indiana tt Michigan Electric Co 03/11/09 18pp 28592 34* 24X 

Fleha. 50-315, 83/11/09, 84030902*6 


8403120021 Notifies of 840323 regional uorkshop in Rosemont, IL u/all 
Region 111 llcensaes to discuss fire protection safe 
ahutdobin re(iulrcfflents Workshop luill provide addl guidance re 
IQCFRSO, App R requirements Agenda encl 

SPESBARDiR L Division of Emergency Preparedness & Operational 
Support 84/03/0* DOLAN, d E American Electric Power Service 
Carp DOLAN, d.E Indiana k Michigan Electric Co 3pp 22Sa*'272 
24X Plche 30-315, 84/03/0*, 8403120021 


8403130202 Explains tc justifies items in nonoutage work schedule which 
cannot be completed by 840*20 Request* schedular exemption 
Prom 10CFR30, App R, Sections Ml 0 2, III 0 3 & III d 
axtsndlng compliance date to 841231 

ALEXICHiM P Indiana tt Michigan Electric Co. 84/03/08 DENTON, H R 
□fftca of Nuclear Reactor Regulation, Director Spp 22*17 312 
24X Fiche. 50-315, 04/03/00, 8403130202 


8403130121 Rev 5 to Emergency Plan Implementing Procedure 
PMP 2080 EPP 008, "Initiating Manning of Emergency Response 
Facilities ft Calling Off-Duty Plant Personnel " 

KRAUSE, D , BLIND, A A., SMITH, W M Indiana h Michigan Electric Co 
84/03/09 14pp 22601 320 24X Fiche 50-315.84/03/09,8403130121 


8403150200 Forwards draft final exercise rept for 840125 joint 
radiological emergency preparedness exercise State of MI ti 
Barrlen County demonstrated capability to protect public in 
avant of radiological emergency 

KRIMH>R. W. Federal Emergency Management Agency 64/03/09 
JORDAN, E.L. Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 2pp 22*42 001 24X Fiche 50-315,04/03/09, 

8403150200 


--8403150203 Draft evaluation of util, State of MI tt Berrien County 040125 
joint exercise 

« Federal Emergency Management Agency 04/02/22 42pp 
S2642'003. 24X Fi Che, 50-315, 84/03/09, 8403150800 


0403300233 Forwards comments on detailed control room design review 
Plan demonstrate* commitment to meet requirements of 6uppl 1 
bo NUREO-0737, however, add 1 info required Meeting should be 
hald In Apr or May 1984 to discuss comments 

VAROA, 3. A Operating Reactors Branch 1 04/03/13 DOLAN, d 

Indiana t< Michigan Electric Co t2pp 22842 350 24X 

Fiche’ 50-315, 84/03/13, 8403300233 


8403300042 Forwards IE tnsp Rept* SO-3SS/04-OS tc 50-316/04-05 on 
840213-17 tc notice of violation 

PAPERIELLOcC J Region 3, Office of Director 04/03/14 DOLAN, J E 
American Electric Power Service Corp 2pp 22821 343 24X 

Fiche 50-315,84/03/14,8403300042 


"8403300047 Notice of violation from xnsp on 040213-17 

PAPERIELLO.C J Region 3, Office of Director 04/03/14 2pp 
22021 345 24X Ftehe 50-315,84/03/14,0403300042 


--8403300051 IE Insp Repts 50-315/04-03 tc 50-316/04-05 on 840213-17 
Noncomp liance Identified failure to meet schedular emergency 
plan tc procedure requirements 

SNELL. W 0 Region 3. Office of Director 04/03/ia 12pp 
22821 348 24X Fiche 50-315,84/03/14,0403300042 


04032*0178 Submits addl info re dally App R fire Insp program per 
040314 request Procedure detailing listed items will be 
written 

ALEXICH.M P Indiana t< Michigan Eloctric Co 04/03/16 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 2275* 122 
24X Fiche 50-315,84/03/16,0403260178 


8403220030 Ack receipt of 040308 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/04-01 fc 
50-316/84-01 

PAPERIELLO, C J Region 3, Office of Director 04/03/19 DOLAN, J E 
American Electric Power Service Corp ip 22714 351 54X 

Fiche 50-315,84/03/19.8403220050 


— 8403220060 Responds to NRC 840210 Itr re violations noted In IE Insp 
Repts 50-313/64-01 t 50-316/84-01 Corrective actions control 
room functional responsibilities transfer formalized in 
procedures * emergency plan implementing procedures revised 
ALEXICH.M P Indiana 6 Michigan Electric Co 84/03/00 
KEPPLER.J 0 Region 3, Office of Director 2pp 22714 352 24X 

Fiche 50-315,04/03/19,0403220030 


8403290271 Emergency Plan Implementing Procedure PMP 2031 EPP 001, 
"Plant Manager Procedures Index " Procedure PMP 2081 EPP 007 
cancelled due to error 

WELCH, S E Indiana «. Michigan Electric Co 64/03/28 4pp 
22800 024 24X Fiche 50-315,84/03/28,6403290271 


P Operating license stage documents tc correspondence 


8403020190 Requests status of replacement, schedule for completion tc 
copy of Acton Lab rept re DA Mercoid switches being replaced 
b y DAW type 

VAROA, 8 A Operating Reactors Branch 1 84/02/21 DOLAN, J 

Indiana tc Michigan Electric Co DOLAN, J American Electric Pouer 

Service Corp 2pp 22493 001 24X Fiche 50-31 5. 84/02/21. 

0403020190 


8403060191 Application for amend to License DPR-74. revis Ing Tech Specs 
re Cycle S reload 

ALEXICH.M P Indiana It Michigan Electric Co 84/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 7pp 22510 001 
24X Fiche 50-316,84/03/01,8403060191 


— 8403060197 Proposed Tech Spec changes re Cycle 3 reload 

* Indiana tc Michigan Electric Co 84/03/01 15pp 22510 OOB 
24X Fiche 30-316,04/03/01,0403060191 


8403060195 Forwards "Status Summary Rept on Adequacy of Distributed 
Ignition Sys for Hydrogen Control, " In response to NRC 
020429 Itr tc commitments made during NRC 830913 meeting in 
Bethesda, MD 

ALEXICH.M P Indiana tc Michigan Eloctrlc Co 04/03/01 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 22317 188 
24X Fiche 50-313,84/03/01,0403060195 


— 34030*0200 "Status Summary Rept on Adequacy of Distributed Ignition Sys 
for Hydrogen Control " 

•» Indiana tc Michigan Electric Co 84/03/01 36pp 82517 190 
84X Fiche 50-315.04/03/01.84030*0193 


0403080205 Forwards proprietary t, nonproprletary info supporting 
application for Tech Spec changes for Cycle 5 reload 
Proprietary repts withheld 

CHANDLER, J C Exxon Nuclear Co , Inc (sobs of Exxon Corp ) 
84/03/02 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Spp 22558 224 24X Fiche 50-31*. 64/03/02, 8403000205 


"8403080210 Sup pi I to "DC Cook Unit 8, Cycle 5 BAR " 

COPELAND, R A , STOUT, R B , WILLIAMSON, H E Exxon Nuclear Co., Inc 
(subs of Exxon Corp ) XN-NF-aa-85 001 04/02/23 tSpp 

23558 229 24X Fiche 50-31*, 64/03/02, 8403000205 
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— B40306021<I Nonprapr i ebary "DC Cook LTnlt 2 Cycle 9 - 5'/. Steam Oenei ator 
Tote Plugging Limiting Di'eak LOCA/ECCS Analysis " 

ADES. M J I DRAUN. D J > FAU3Z.N F Eijon Nuclear Co , Inc <»ub» 
of ExJion Corp ) XN-NF-B4-ai CNP 1 B4/03/0I 69pp 2 2998 344 
24X Flche 50-316.84/03/02,8403000205 


— B403Q'a0220 “DC Cnot Unit 2, Cycle 5 SAR •' 

UIMFV.P 0 , SKOOENiF 8 . MILL I AMSON, M E Eoon Nuclear Co , Inc 
Hubs of Ejion Corp ) XN-l^-aS-aS 03/10/24 34pp 22950 310 
a4X Fiche 50-316.84/03/02,0403080205 


— 0403080223 Nonp TOpr 1 ctary Rev 2 tp "Plant Transient Analysis for DC 
Cool Unit 2 Reactor at 3,425 MWT Operation W/SX Steam 
Oenerator Tube Plugging “ 

ADAM3.F T , KAYSER , H U , CHANDLER, J C Eixon Nuclear Co , Inc 
<subs oP Elion Corp J XN-NF-B2-32 INPl ft02 34/03/03 114pp 

22558 345 24X Fiche 50-316,64/03/02.8403080205 


B403190450 Forwards "SER, Pump & Valve Inservlce Testing Program, DC Cook 
Nuclear Plant. Units 1 L 2," Identifying deficiencies 
requiring resolution Meeting to discuss deficiencies 
requested 

VAROA. B A Operating Reactors Branch I 84/03/05 DDL AN, J 
Indiana 1< Michigan Electric Co DOLAN, J American Electric Power 

Service Corp 2p p 22680 340 24X Fiche 50-319,84/03/09, 

3403190450 


' — 3403070390 Requests meeting uj/utlt in Mar 1904 to resolve deficiencies 
in pump & valve inservice testing program Contractor rep t 
enc 1 

OQSNAH.R J Mechanical Engineering Oranch 04/03/01 VAROA, 5 A 
Operating Reactors Branch 1 Ip 22660 342 24X 

Fiche 60-315,04/03/05,8403190430 


--8403070395 "SERiPump tr Valve Inservice Testing Program, DC Cook Nuclear 
Plant. Units 1 b 2 " 

COOK, T L . ROCKHDLD, H C EObC, Inc FIN A~6265 EQQ-EA-6413 

83/10/31 NRC - No Detailed Affiliation Given 23pp 

22600 343 24 X Fiche 30-315,84/03/05,0403190490 


8403140-224 Interprets current Tech Specs as allowing control rod 
movement described in util 340130 1 tr Tech Specs require 
23 ft of water over top of reactor vessel flange during 
movement of fuel asseitiblies or control rods 

VARGA. B A Operating Reactors Branch 1 84/03/07 DOLAN, J 

Indiana tt Michigan Electric Co DOLAN, V American Electric Power 

Service Corp 4pp 22637 326 24X Fiche 50-319,84/03/07, 

0403140224 


B403130097 Forwards nonproprietary version of XN-NF-82-90CNP ) , Supp 1 1, 
"Potential Radiological Consequences of Incidents Involving 
High Exposure Fuel," which supports application fur Tech 
Spec changes for Cycle 5 reload 

CHANDLER. -J C Eixon Nuclear Co , Inc (subs of Exxon Corp ) 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 6pp 22639 024 24X Fiche 50-316,64/03/13,0403190097 


— 0403150104 "Potential Radiological Consequences of Incidents Involving 
High Exposure Fuel, DC Cook, Unit 2 " 

COPELAND, R A . KAVSER, W V . STOUT. R B Eicon Nuclear Co . Inc 
(subs of Exxon Corp > XM-NF-a2-90 INPl SOI 04/03/31 24pp 

22639 030 24X Fiche 50-31 6, 84 /03/ 13, 84031 50097 


B403300296 Advises that goal for cumpletion of technical reviews b 
implementation of all NUREO-0737 1 t ems , e 1 c 1 u d i ng Supp 1 1,1s 
Sept 1984 Requests to be advised sf potential problems 
within 30 days 

VAROA, S A Operating Reactors Branch 1 84/03/13 DOLAN, J 

Indiana b Michigan Electric Co DOLAN, J American Electric Power 

Service Corp 2pp 22044 316 24X Fiche 90-315.04/03/13, 

0403300296 


840320-0210 Application to amend License DPR-74, r evls 1 ng Tech Specs re 
flowrate for flow balance test of safety injection pumps 
ALEXICH.M P Indiana b Michigan Electric Co 84/03/15 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 7pp 22699 293 
24X Fiche 50-316.04/03/15,6403200210 


— -0403200214 Proposed Tech Specs re flowrate for flow balance test of 
safety Injection, pumps 

• Indiana b Michigan Electric Cd 64/03/15 ]4pp 22699 300 
24X Fiche 90-316,04/03/19.8403200210 


8403200223 Application for amend to Licenses DPR-9B b DPR-74, revls 1 ng 
Tech Bpecs re reactor coolant vent sys per TMI Item 1! B 1 
Justification for NSHC provided In 040120 Itr still 
appl icablc 

ALEXICH.M P Indiana b Michigan Electric Co 04/03/15 DENTON, H R 
Office of ffuclear Reactor Regulation, Director 2pp 22690.190 
24X Fiche 50-315.64/03/15,6403200223 


--8403200226 Revised proposed Tech Specs for reactor coolant vent syt 
per TMI Item II 6 1 

« Indiana b Michigan Electric Co 04/03/19 7pp 22690 192 
24X Fiche 90-315.64/03/15. 8403200223 


8403300247 Notification of 640327 b 28 meetings u/uttl in 
Stevensvl I le, MI to discuss current preliminary review of 
inservlce testing program for pumps b valves b forthcoming 
lO-yr program 

WIOOINTONiD (Operating Reactors Branch 1 64/03/15 VARQA>6 A 

Operating Reactors Branch 1 2pp 22826 361 24 X 

Fiche 50-319.04/03/19,6403300247 


8403200100 Forwards Rev 1 to XN-hF-a3-89i Sup p 1 1. "DC Cook Unit 2, 
Cycle 5 8AR " 

CHANDLER, J C Exxon Nuclear Co , Inc (subs of Exxon Corp 1 
34/03/16 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Ip 22699 106 24X Fiche 50-316,84/03/16,9403200100 


— 8403200101 Rev I.Suppt l,to "DC Cook Unit 2, Cycle 5 BAR *' 

COPELAND.R A . WILLIAMSON. H E < STOUT, R 6 Exxon Nuclear Co , Inc 
(sube of Exxon Corp ) XN-hF-83-e3 ROl SOI 84/03/19 12pp 

22699 167 24X Fiche 50-316,84/03/16,8403200100 


B4032701ID Forwards responses to NRC questions re proposed 040301 b IS 
Tech Spec change requests to flow rate far safety Injection 
pump flow balance teat Info constitutes supplemental info 
for changes to Cycle 5 reload 

ALEXICH.M P Indiana b Michigan Electric Co 04/03/23 DENTON, H fi 
Office of Nuclear Reactor Regulation, Director 7pp 22774 041 
24X Fiche 90-316,84/03/23,8403270110 


O Inspection reports, IE Bulletins b correspondence 


0403090223 Further response to FOIA request for records of named 
Individuals. Including repts. analyses, stud las. test 
cal culat lens, proc edures b practices for measurement of RC8 
leakage Forwards App C documents Search continuing 
FELTON, J M Division of Rules and Records 64/02/07 MADDEN, T J 
Kaye, Scholer, Fierman, Hays b Handler 3pp 22496 234 24X 

Fiche 00-000.04/02/07,6403050223 


— 6403090296 Notifies that independent measurements of Identified b 
unidentified RCS leak rates for all PURs In Region III 
perfermed per Procedures 617276 b 6172B0 Insp findings 
summarl led 

NORELIUa, C E Division of Engineering B2/03/OB JORDAN. E L 
Division of Engineering b duality Assurance (Pre 630103} 2pp 
22496 270 24X FiChe 90-000,84/02/07,8403030223 


0403000299 Forwards IE Insp Repts 50-315/04-04 b 50-316/04-04 on 
040207 No none airp 1 lence Identified 

LITTLE, W S Region 3, Office of Director 04/02/24 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana b Michigan 
Electric Co 2pp 22957 272 24X Fiche 50-319,84/02/24,8403060299 


— 8403080302 IE Insp Repts 50-315/84-04 b 50-316/04-04 on 040207 No 
nancomp 1 lane e or deviations Identified Major areas 
inspected documentation b walk-downs re equipment discussed 
In IE Info Ltr 01-14 

KEATrN(}, D E , MUFFETT, J , DANIELSON, D H Region 3, Office of 
Director 64/02/25 3pp 22557 274 24X Fiche 90-319.04/02/24, 

B4O3O0O29? 


0403120116 Forwards IE Mg t Meeting Repts 90-319/04-03 b 90-316/04-03 on 
640131 

KEPPLER.J 0 Region 3, Office of Director. 04/02/24 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana b Michigan 
Electric Co 2pp 22969 209 24X Fiche 90-31 9, 64/02/24, 8403120116 


— 6403120124 IE Mgt Meeting Repts 90-319/04-03 b 50-316/04-03 on 840131 
Major areas discussed progress & status of licensee 
regulatory performance Improvement program 
GHAFERiU D , NQRELIUS, C E Region 3. Office of Director 
04/02/21 3pp 22969 211 24X Fiche 90-319,04/02/24,0403120116 


B401190072 IE Info Notice 84-13, "Potential Deficiency In Kotor 
Operated Valve Control Circuits b Annunciation " Sve list 
end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103), 04/02/20 Consolidated Edison Co of New 

Vorlc, Inc JlSpp 22909 239 24X Fiche: 90-000, B4/02/2B, 8401 190072 


0403060305 Ach receipt of 040210 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-319/03-22 b 
50-316/03-23 

PAPERIELLO.C J Region 3, Office of Director 84/03/01 DOLAN, J. E 
American Electric Power Gervlce Corp DOLAN, J E, Indiana b 
Michigan Electric Co Ip 22519:397 24X Fichf 90-31 9, 84/03/01, 

6403060309 
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— B403060319 R*«poTi<l> to NRC Q40111 > tr r« violations noted in IE Insp 
Raptt 80-315/83-22 «c 50-316/83-23 Corrective actions lab 
personnel relnstructed in properly logging analysis results 
ALEXICHiM P Indiana & Michigan Electric Co 84/02/10 
KEPP1-ER<J 0 Region 3> Office of Director 4pp 22919 398 24X 

Flche 50-319, 84/03/01 1 8403060305 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT li NRC ” 8vc list enc 1 

ORACE, vl N Division of OA, Safeguards & Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of Neui York, Inc 

laopp 22552 329 24X Fiche 50-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate " Svc list end 

JORDAN# E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York. Inc. 122pp 22993 09B 24X Flche 90-000,84/03/02,8402090008 


B402090009 IE Info Notice 84-19, "Reporting of Radiological Releasas " 
Qvc list and 

JORDAN* £ L, Division of Emergency Preparedness It Engineering 
Responie (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York, Inc, 119pp 22993 217 24X Flche 90-000,84/03/02,8402090009 


8402090011 IE Info Notice 84-17. "Problems W/Llauid Nitrogen Cooling 
Components Beloui Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Responie (Post 830103) 84/03/09 Consolidated Edison Co of Neu 

York, Inc 117pp 22993 336 24X FI che, 50-000, 84/03/05, 840209001 1 


S4030B020B Ack receipt of 840214 Ur providing addl info re Section 
B 2. C, "Review of Tests or Eiperlments, " of 840120 
submittal in response to 831117 confirmatory action Itr 
Bubj will be examined during subsequent insp 

KEPPLER.J 0 Region 3, Office of Director 84/03/09 DOLAN, J E 
American Electric Power Service Carp DOLAN, J E Indiana & Michigan 
Electric Co ip 22960 019 24X Flche 50-319,84/03/09,8403080208 


— 8403080214 Submits addl info to 840120 Itr, In response to 831117 
confirmatory action Itr, Section B 2 C, "Review of Tests or 
Experiments " Term "nonroutine tests or experiments" 
clarified. 

ALEX1CH,H P Indiana <« Michigan Electric Co 84/02/14 

KEPPLER,J 0. Region 3, Office of Director Ip 22960 020 24X 

Flche- 90-319, 84/03/09, 8403080208 


B402090024 IE Info Notice 84-09, Rev 1, "Lessons Learnid From Insps of 
Fir# Protactlon Safa Shutdown By i " Svc list end 
JORDAN* E, L Division of Emergency Preparedness it Engineering 
Responie (Post 830103) 84/03/07 Consolidated Edison Co of New 

Vorlt* Inc liepp 22635:049 24X FI che. 50-000, 84/03/07, 8402090024 


8402090028 IE Info Notice 84-18, "Btrcis Corrosion Cracking in PUR 
8gs. " Svc list encl 

JORDAN, E L. Division of Emergency Preparedness t. Engineering 
Responee (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc HBpp 22584-106 24X Flche. 90-000, 84/03/07, 8402090028 


8403160034 Requests relief from provisions of ASME Section XI - 1974, 
Table IUD-2900 exam Categories B-L-1 & B-L-2 for reactor 
coolant pump 

ALEXICH, M P Indiana U Michigan Electric Co 84/03/08 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22694 397 
24X Flche 90-319,84/03/08,8403160034 


8402090031 IE Bulletin B4-D2, "Failures of SE Type HFA Rslays In Use in 
Class IE Safety Sya " Svc list end 

DEVOUNO.R.C. Director's Dfflcs, Office of Inspection and 
Enforcement 84/03/12, Consolidated Edison Co of New York, Inc 

134pp. 22823.094. 24X Flche 90-000,64/03/12,8402090031 


8403300042 Forwards IE Insp Reptt 90-319/84-09 tt 90-316/84-09 on 
840213-17 notice of violation 

PAPERIELLO, C. J. Region 3, Office of Director 84/03/14. DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana t< 
Michigan EUctric Co 2pp 22621 343. 24X Ftcha 90-319,84/03/14, 

8403300042. 


— 0403300047 Notict of violation from Insp on 840213-17 

PAPERIELLO, C J Region 3, Office of Director 84/03/14 2pp 
22821.349. 24X Flche: 90-319, 84/03/14, 8403300042, 


— B403300091 IE Insp Repts 90-319/04-09 (< 90-316/84-09 on 640213-17 
Noncompliance identified failure to meet scheduler emergency 
plan 6 procedure requirements 

SNELL* M 0., PHILLIPS, M P. Region 3, Office of Director 84/03/12 
12pp 22821 348. 24X Flche 90-319,84/03/14,8403300042 


8403300202 Requests relief from 10CFR90 95a ( g ) provisions to allow toth 
facilities to begin second tO-yr insp interval on same dats 
Same start date would allow more efficient S< uniform use 
of personnel 

HERINO.R F Indiana «< Michigan Electric Ce 84/03/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22686 347 
24X Fiche 50-315,84/03/19,8403200202 


0403220050 Ack receipt of 840308 llr informing NRC of steps taken to 
correct violations noted in I£ Insp Repts 50-315/84-01 L 
50-316/84-01 

PAPERIELLO, C J Region 3, Office of Director 84/03/19 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana fc 
Michigan Electric Co Ip 22714 391 24X Fiche 50-319.84/03/19, 

84 03220050 


— 8403220060 Responds to NRC 840210 Itr re violations noted In IE Insp 
Repts 50-315/04-01 «< 50-316/84-01 Corrsctivs actions control 
room functional responsibilities transfer formallicd in 
procedures t< emergency plan implementing procedures revised 
ALEXICH, M P Indiana «i Michigan Electric Co 04/03/08 
KEPPLER.J 0 Region 3, Office of Director 2pp 22714 392 24X 

Flche 50-315,84/03/19,8403220050 


8403230137 Ack receipt of 840210 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-31 9/83-19 
Confirms understanding that functional logic diagrams under 
review & revived diagrams will be available by mid-Apr 
NORELIUS, C E Division of Project t, Resident Programs 84/03/19 
DOLAN, J E American Electric Power Service Corp DOLAN, J E 

Indiana fc Michigan Electric Co ip 22730 147 24X 

Fiche 50-315,84/03/19,0403230137 


— 6403230138 Responds to NRC 831228 Ir re violations noted in IE Insp 
Repts 50-315/83-19 fc 90-316/83-20 Corrective actions valve 
ristored to proper position upon discovery of error Sample 
pump restored to svc 

ALEXICH.M P Indiana (< Michigan Electric Co 84/02/10 
KEPPLER.J 0 Region 3, Office of Director 6pp 22730 148 24X 

Flche 50-315,04/03/19,8403230137 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthorlied 
Entries into PUR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/03/21 Consolldeted Edison Co of New 

York, Inc 123pp 22823 229 24X Flche 90-000,84/03/21,8402090043 


B40209D044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc I35pp 22933 001 24X Fiche 90-000,84/03/21,0402090044 


0403270047 Responds to IE Bulletin 03-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc " Nuclear grade matls not 
purchased directly from Ray Miller, Inc Review of metis 
supplied by subvendors continuing 

ALEXICH, M P Indiana tt Michigan Electric Co 04/03/22 
DEYOUNOifi C Director's Offica. Office of Inspection and 

Enforcement lOpp 22769 299 24X Flche 90-315.84/03/22, 

8403270047 


R Periodic operating reports 6 related correspondence 


8403130299 "Annual Operating Rept, 1983 " U/B40229 Itr 

STIETZEL, J F . SRENS90N, B A . SMITH, H 0 Indiona tc Michigan Electric 
Co 03/12/31 KEPPLER.J 0 Region 3, Office of Director 3lpp 

22606 017 24X Fiche 50-319,83/12/31,8403130299 


0403020007 Monthly Operating rept for Jan 1904 U/B40213 Itr 

OILLET, U T , PEAK, 0 J. > 8VENB60N, B A Indiana t, Michigan Electric 
Co 84/01/31 Bpp 22442 215 24X Flche 50-316,84/01/31, 

8403020007 


8403300155 Monthly operating rept for Feb 1904 U/840300 Itr 

OILLETT, M T , SMITH, U 0 Indiana (< Michigan Electric Co 04/02/2? 
7pp. 22021 068 24X Fiche 50-316,84/02/29,8403300195 


0403080169 Forwards "Radioactive Effluent Release fiept>Jul-Dec 1903 “ 
ALEXICHiM P Indiana 1< Michigan Electric Co 04/03/01 
KEPPLER,J 0 Region 3, Office of Director Ip 22618 001 24X 

Fiche 90-315,04/03/01,8403080169 


—8403130420 "Semiannual Radioactive Effluent Release Rept.Jul-Oec 1983 
e Indiana t, Michigan Electric Co 83/12/31 332pp 226(B’002 

24X Fiche 50-313,04/03/01,8403080169 
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B Reportable occurrence*! LER s ft related correspondenco 


B303170014 Foruards ACaD/T303. "Beat Degradation t»i Henry Pratt 
Sirttorfly VaWee “ Info appeari to repreient potential 
generic problem IE Info notice or circular recommended 
SROUNi E J Reactor Operations Analiisl* Dranch B3/03/02 
3EVFnlT>K V Reactor Operations Analysis Branch Ja 22775 167 
adX Flche BO-315. 03/03/02,0303170014 


— 8303170017 "Seat Degradation in Henry Pratt Outterfly Valves," 
teclifilcal rovlBui rept 

DROWN, E J Director's Office 03/02/24 4pp 2277S 160 24X 

Ficfie 30-315,83/03/03,8303170014 


B403200217 LER 84-002-00 on 040510, t ur b 1 ne/rsac t or trip occurred from 
Full pouer while placing moisture separator reheater steam 
collB in eve Caused by operator falling to close main steam 
supply valves Procedure modified W/a403l6 Itr 

DAKER.K R , CMITIIiW G Indiana & Michigan Electric Co 84/03/16 
□pp 22699 341 24X Flche 80-316,84/03/16.8403200217 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR PDWBR PLANT, UNIT 1 


F Security, medical, emergency l< fire protection plans 


0403140228 Public version of Rev 2 to Emergency Plan Imp 1 ementing 
Procedure ERPIP A 2, "Rev low/Approva 1 . " W/B31214 Itr & 

Jli Falton 040312 release memo 

RUSSELL, L B . U8I.V Baltimore Oas tc Electric Co B3/12/14 3pp 
22637 317 24IC FUhO 30-317, 03/12/14,0403140228 


B4031S0091 Foruards safeguards Info Info withheld tref 10CFR73 21) 
JOLUEV.J li Daltlmora Oas U Electric Co. 84/02/10 CLARK,R A 
Operating Reactors Dranch 3 Ip 22643 001 24X 

Flche 50-317,84/02/10, 0403130091. 


8403020300 Rev 9 to emergency plan implementing Procedure ERPtP-5 0, 
“Preparation b Control of Emergency Response " W/B40227 Itr 
U8I.V , RUSSELL, L B Baltimore Oas t, Electric Co B4/02/14 lOpp 
22440042 24X Flche 30-317,04/02/14,0403020300 


0403010301 Responds to util 031054 request for Changes to Rev IB to 
security plan t. Rev 2 to training & qua 1 1 f 1 ca tion plan 
Changes consistent w/provlt 1 ons of 10CFR50 S4{pl 
acceptabi e 

MARTIN,! T Division of Engineering fc Technical Programs 84/02/23 
DQWHAKER.N J Raltlnore Oas b Electric Co, 4pp 52432 118 24X 

Flche 50-317,84/02/23,0403010301 


8403150135 Fnruards Rev 7 to Emorgency Response Plan Implementing 
Procedure ERPIP-S 0. "Preparation b Control of Emergency 
Response " 

USt.V DaUlmore Oas b Electric Co 04/02/27 Director's Office, 
Office of Inspection and Enforcement Ip 22642 288 24X 

Flche 30-317,84/02/27,0403130155 


8403020343 Forwards BALP rept for Oct 1902 - Sept 1983 Maint of lew 
personnel error rate merltl continued attention, 

MURLEV, T E Region 1, Office of Director 04/02/29 LUNDVALL.A E 
Baltimore Gas & Electric Co Opp 22439 217 24X 

Flche 30-317.84/05/29,8403020343 


—8403020345 8ALP rept for Oct 1902 - Sept 1983 

a Region, 1. Office op Director 03/18/12 S7pp 22439:220 24X 

Flche 50-317.84/02/27,8403020343 


— 8403020347 Foruards 3AVP rapt for discussion b review at B31220 meeting 
in Be It imore. MO Recant performance during 030914 emergency 
preparedness eiercise b two Category III areas will he 
discussed 

STAR09TECKI.R Division of Project b Resident Programs 03/12/14 
LUNDVALU, A E Baltimore Oas b Electric Co Ip 22439 207 24X 

Flche 50-317.84/02/27,8403020343 


8403150110 Rev 9 to Radiological Emergency Plan Implementing Procedure 
ERPIP— 5 2, "Emergency Planning Unit Records " IJ/B40306 Itr. 

U8I.V Dalttmore Oas b Electric Co 84/03/06 Spp. 22640 209 
24X rich* 50-317,84/03/06,0403150110 


8403190243 Neblflcation of 840410 wurhshop In King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown Insp b topics described in IE Info Notice 
84-09 Agende for workshop sncl 

MURLEV, T E Region 1, Office of Director 84/03/07 D'TODLE, J O 
Consolidated Edison Co of Mew York, Ine, HARRINOTONrW D Doston 
Edison Co MURPHY, W P. Vermont Yankee Nuclear Power Corp 33pp. 
22672*062 84X Fiche 50-000,84/03/09,8403190243 


8403210006 Foruards IE Insp Repts 50-317/83-35 b 50-310/83-35 on 
031212-16 No violations observed 

MARTIN,! T Division of Engineering b Technical Programs 84/03/09 
LUNDVALL. A E Baltimore Oas b Electric Co 2pp 22704 334 24X 

Flche 50-317,04/03/09,840321000* 


— 0403210016 IE Insp Repts 50-317/83-33 b 50-318/83-35 on 831212-16 No 
violations Identified Major areas inspected amergeneg 
preparedness activities outlined in IE Insp procedures b 
review of emergency response plan 

COHEN, I , HAWXHURST, J J , CROCKER, HW, Region 1. Office of 
Director 04/05/17 6pp 22704 336 24X Flche 50-317.84/03/09, 

0403210006 


8403190018 Foruards Calvert Cliffs Instruction CCI-310, "Emergency 
Operating Procedure Writers Guide," Imp lomentatloti 
sc hedul e r va 1 i da tl on verification plan b training plan per 
Suppl I to NVREO-0737 

LUNDVALL, A E Baltimore Gas b Electric Co 84/03/14 MILLER, J.R 
Operating Reactors Dranch 3 5pp 22666 001 24X 

Flche 50-317,04/03/14,8403170010 


— 8403190023 Calvert Cliffs Instruction CCI-310, "Emergency Operating 
Procedure Writers Guide " Emergency operating plan 
val Ida tion/verl flea t ion plan b training plan end 

« Baltimore Oas b Electric Ca 84/03/14 46pp 22666*006 24X 

Fiche 50-317, B4/03/14, 0403190018 


8403220052 Requests exemption from specific requirements of Section 
III 0 2 of lOCFRSO.App R b approval of equivalent 
separation within Fire Areas 39,40,42 b 43 

LUNDVALL, A E Baltimore Gas b Electric Co 84/03/14 MILLER. J R. 
□peratlnp Reactors Branch 3 4pp 22714 335 24X 

Fiche 30-317,04/03/14,0403220052 


8403200029 Forwards FEMA evaluation of Town of Loshy, Ca Ivert Caunty.MD 
post-ex erctse radiological emergency preparedness plans for 
facilities Schedule for corrective actions re offsite 
emergency preparedness deficiencies requested 

MARTIN,! T Division of Engineering b Technical Programs 84/03/15. 

LUNDVALL, A E Baltimore Oas b Electric Co Spp 22699 234 24X 

Flche 30-317,84/03/15,0403200029 


— 8403200035 Evaluation of Town of Luiby, Ca Ivert County, MO post-exercise 
radiological emergency preparedness plans for facilities 
• Federal Emergency Management Agency 83/10/13 S6pp 
22699 237 24X Fiche 50-317,04/03/15,0403200027 


0403220080 Forwards list of local niws media available for public 
broadca sting/no tl f Icatl on List used In lieu of FR for 
exigent or emergency license amends 

LATHAM, D W Oaltlmore Oas b Electric Co 84/03/13 JAFFE, 0 H. 
Operating Reactors Branch 3 Spp 22716 263 24X 

Fiche 30-317,04/03/1510403220000 


B4033001B2 roTwahids safeguards Info Info withheld <ref 10CFR73 21> 
JOLLEV. J R DaUltnore Oas b Electric Co 84/03/21 MARTIN,! T 
Division of Engineering b Technical Programs tp 22820 044 24X 

Flche 50-317,84/03/21,8403300102 


J Insurance b indemnity information 


0403140036 Forwards Endorsements 36 b 57 to NELIA Policy NF-216, 
Endorsement 45 to MAELU Policy MF-76 b Endorsement 23 to 
NELIA Policy N8-34B 

OAMMIE, 0 B Daltimore Oas b Electric Co 84/03/07 DINITZ, 1. 
Office of State Programs, Director Spp 22633 124 24X 

riche, 30-317,84/03/07, 8403140036 


P Operating license stage documents b correspondence 


0403010117 Partlel response to FQIA request for documents by named 
individuals re rep ts, analyses, studi es, procedure t b sys for 
meaeurement of RGB leakage App 0 document! placed in PDR, 

App A documents already available In PDR Search continuing 
FELTON, J H 01 vision of Rules and Records 84/01/25 MADDEN, T J 
Kaye, Scholar, Flerman, Hays b Handler 7pp 22480 026. 24X 

Fiche 30-000,84/01/23,8403010117 


— 0011070522 Buramarlies results of independent evaluations of primary 
tys leak rate b some considered extensions Extension of 
specific evaluations to all PWR facilities recommended 
Draft procedure re evaluations will be lubmltted by 800715 
JORDAN, E, L Division of Reactor Dperationi Inspections 80/08/21 
MOSELEY, N C Division of Reactor Operations Inspectione. llpp 
22400 266 24X Flche 50-000,04/01/25,0403010117 
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0403090309 Notification of 640316 meeting u/utll k INB. in Bethesda.MD 
to discua* t( raiolve outatanding lasuaa re qualification of 
electric equipment 

D H Operating Reactors Oranch 3 64/02/27 MILLER. J R 

Operating Reaetora Branch 3 2pp 22501 267 24X 

Fiche 90-317.64/02/27,6403090305 


8403260236 Porurardi "Sumraarg of Startup Testing for Cgcle 7 " 

LONOVALL. A E Baltimore Oas »< Electric Co 84/02/27 MURLEY, T E 
Region 1, Office of Director Ip 22794 317 24X 

Fiche 90-317,64/02/27,6403260236 


—0403260248 "Summarg of Startup Testing for Cgcle 7 '' 

• Baltimore Oat k Electric Co 64/02/27 Qpp 22794 318 24X 

Fiche 90-317,64/02/27,8403260236 


6403060263 Suppls response to Generic Ltr 83-28, “Required Actions 
Based on Generic Implications of Salem AT(48 Event “ Tabular 
assessment of status 6 scheduled date for completion of 
specific Items end 

LUNDVALL, A B Baltimore Oas fc Electric Co 84/02/29 EISENHUT, 0 0 
Division of Licensing 32pp 22917 323 24X Fiche 90-317, 

84/02/27. 8403060263 


8403060400 Requests mod of 830316 order requiring Installation of noble 
gas steam effluent monitor bg 840301 Mod reflects commitment 
to inetall acceptable replacement for existing sgs prior to 
841231, In lieu of schedule proposed in util 840203 ltr 
LUNDVALL, A E Baltimore Oas << Electric Co 84/03/01 MILLER, J R 
Operating Reactors Branch 3 2pp 22918 274 24X 

Flcha. 90-317, 84/03/01, 8403060400 


8403080083 Forwards order modtfging implementation date for TMI Action 
Item II F 1 1, “Noble Oas Steam Effluent Monitor," per 
NURED-0737 Order provides new completion date of 841231 U/o 
end 

MILLER, J R Operating Reactors Branch 3 84/03/02 LUNDVALL, A E 

Baltimore Oas t. Electric Co 4pp 22904 099 24X 

Fiche 90-317,64/03/02,8403080063 


8403160040 Advises that work required to resolve concerns in Generic 
Ltr 81-14, “Seismic Oual 1 flea t ion of Auxlllarg Feedwater 
Sgs," completed, per 620106 request Valves successfullg 
qualified bg analgiis u/o need for mod 

LUNDVALL. A E Baltimore Oas k Electric Co 84/03/14 MILLER. J R 
Operating Reactors Branch 3 2pp 22699' 132 24X 

Fiche 90-317,84/03/14,8403160040 


8403220014 Informs of recent assignment of EC Neniinger as chief, 
Reactor Projects Section lA, effective immediately 

STAROSTECKI, R Division of Project k Resident Programs 64/03/19 
LUNDVALL. A E Baltimore Oas k Electric Co 3pp 22712 341 24X 
Fiche 90-317,64/03/19,8403220014 


0403300070 Responds to request for voluntarg participation re questions 
raised In Generic Ltr 83-41 List of tgpe of diesel generator 
starts (i frequeneg of starting cycles, based on surveillance 
testing 4< corrective malnt activities, end 

LUNDVALL, A E. Baltimore Oas k Electric Co 84/03/20 EISENHUT, D 0 
Division of Licensing 6pp 22022 099 24X Fiche 90-317,84/03/20, 

6403300070 


Q Inspection reports, IE Bulletins & correspondence 


8403090203 Forwards Structural k Geotechnical Engineering Branch 
raquest for addl info for completion of review of IE 
Bulletin 80-11, "Masonry Nall Design “ Response requested 
within 60 dags of riceipt of ltr 

MILLER. J R Operating Reactors Branch 3 84/02/24, LUNDVALL, A E 

Battlmori Oat t, Electric Co 7pp 2292B 199 24X 

Fiche, 90-317, 64/02/24, 8403090203 


8401190072 IE Info Notice 64-13, “Potential Deficiency In Motor 
Operated Valve Control Circuits k Annunciation " 8vc list 
one 1. 

JORDAN, E L Division Of Emirgtncg Preparedness k Engineering 
Response (Post 030103) 84/02/26 Consolidated Edison Co of New 

York. Inc 119pp 22909-239 24X FI che 90-000. 64/02/28, 6401 190072 


0403020343 Forwards eALP rept for Oct 1962 - Sept 1903 Malnt of low 
personnal error rate merits continued attention 

MURLEY.T E Region 1, Office of Director 84/02/29 LUNDVALL, A E 
Baltimore Oas 6 Electric Co 3pp. 22439 217 24X 

Flcha- 90-317. 84/02/29, 8403020343 


—0403020349 SALP rapt for Oct 1982 - Bept 1963. 

« Region i, Office of Director 83/12/12 g7pp 22439.220 24X 

Fiche. 90-317. 84/02/29, 6403020343 


— 8403020346 Forwards AE Lundvall 030916 L 1202 Itrs listing corrective 
actions retwo Category III areas on valve lineups (< fuel oil 
dag tank level addressed In SALP rept « 

LUNDVALL, A E Baltimore Oas I, Electric Co 64/01/06 MURLEY.T E 
Region 1, Office of Director Ip 22439 277 24X 

Fiche 90-317,64/02/29.6403020343 


— 6403020347 Forwards SALP rept for discussion k review at 831220 meeting 
in Baltimore, MD Recent performance during 630914 emergency 
preparedness exercise k two Category III areas will be 
discussed 

STAROSTECKI, R Division of Project k Resident Programs 83/12/14 
lundvall, A E Baltimore Oas i. Electric Co Ip 22439 267 24X 

Fiche 90-317,84/02/29,6403020343 


6402090007 IE Info Notice 64-14, "Highlights of Recent Transport 
Regulatory Revs bg DOT & NRC '' 8vc list end 

GRACE, J N Division of OA, Safeguards k Inspection Programs IPost 
630103) 64/03/02 Consolidated Edison Co of New York. Inc 

130pp 22992 329 24X Fiche 50-000,64/03/02,6402090007 


6402090000 IE Info Notice 64-16, "Failure of Automatic Sprinkler 8ys 
Valves to Operate " 6vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response IPost 630103) 84/03/02 Consolidated Edison Co of New 

York. Inc I 22 pp 22993 098 24X Fiche 90-000, 84/03/02, B4O2O9OOO0 


6402090009 IE Info Notice 64-19, “Reporting of Radiological Releases “ 
Sve list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 630103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22953 217 24X Fiche 90-000,04/03/02,8402090009 


6402090011 IE Info Notice 84-17, “Problems W/Liquld Nitrogen Cooling 
Components Dalow Nil Ductility Temp " 8vc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/09 Consolidated Edison Co of New 

York. Inc 117pp 22593 336 24X Fiche 50-000,84/03/09,8408090011 


8403150049 Proposes to extend Unit 1 inservice insp interval end date 
to 670401 to coincide w/Unlt 2 to insure both programs 
updated to same yr t, addenda of ASME Code, Section XI 
Exemption requested Class III amend fee remitted 

LUNDVALL, A E Baltimore Oas k Electric Co 64/03/06 HILLER, J R 
Operating Reactors Branch 3 2pp 22643 141 24X 

Fiche 90-317,84/03/06,8403150049 


6403190408 Forwards “Calvert Cliffs Unit 1, Insp of Steam Oenei-ators 11 

8< 12, " final rept 

LUNDVALL, A E Baltimore Oas tc Electric Co 84/03/06 MURLEY.T E 
Region 1, Office of Director 2pp 22673 316 24X 

Fiche 90-317,84/03/06,0403190406 


—8403190409 "Calvert Cliffs Unit 1, Insp of Steam Oeneratars 11 k 12,“ 
final rept 

EMERY, R B Zetec, Inc 03/10/31 127pp 22673 310 84X 

Fiche 90-317. 04/03/06, 6403190408 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sgs " Sve list encl 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 64/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22639 049 24X Fiche 90-000. 84/03/07, 8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PUR 
Sgs “ SVC list end 

JORDAN, E U Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22584 166 24X Fiche 90-000,84/03/07.8402090028 


8403210006 Forwards IE Insp Repts 50-317/03-39 t, 90-310/03-39 on 
631212-16 No violations observed 

MARTIN,! T, Division of Engineering k Technical Programs 64/03/09 
LUNDVALL, A E Baltimore Oas k Electric Co 2pp 22704 334 24X 

Fiche 90-317,64/03/09.8403210006 


—8403210016 IE Insp Repts 90-317/83-39 k 90-318/83-35 on 031212-16 No 
Violations Identified Major areas Inspected emergency 
preparedness activities outlined In IE insp procedures k 
review of emergency response plan 

COHEN, I , HANXKURST.J J , CROCKER, HM Region 1, Office of 

Director 84/02/17 6pp 22704 336 24X Fiche 50-317.64/03/09. 

8403210006 


8402090031 IE Bulletin 84-02, “Failures of OE Type HFA Relays in Use In 
Class lE Safety Sgs “ Sve list encl 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134PP 22823 094 24 X Flcha 90-000,84/03/12,8402090031 
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8‘}03a60104 Acl receipt of 831201 requeit for NRC to r«con«liJ»r 
issuance of nontomp 1 lance per IE Iiisp R«pt» 90-3I7/K3-23 t 
30-318/63-23 Violation® ulthdraun Records ulll be adjusted 


at tot'd 

MARTINET T Division of Enjlneorlns U Technical 
LUNDVALLi A E Baltimore Cas 1« Electric Co Bpp 
Flcho 3 0-317^84/03/ 15, 8403360104 


Proprams 04/03/15 
22737 333 24X 


8403130299 LER 34-003-00 on 840123. technic lane violated Tech Specs bg 
openlns containment isolation valves 1-9V-6340-0 t. 

1-59-6907-0 diirlnp operational malnt check Nevi procedure 
urltten t< Tech spec amend submitted M/B40222 Itr 

eSHELMAN.E H , RUSSELL. L D Daltimore Oos t< Electric Co 84/02/22 
MURLET. T E Region 1. Office of Director 4pp 22614 17B 24X 

Flchfl 30-317,84/02/22.8403130299 


-8403260112 Responds to NRC 831103 Itr re violations noted In IE Insp 
Septa 30-317/33-23 t. 30-318/83-23 Requests that NBC 
reconsider Issuance of noncomp 1 lane e Relevant Info not 

discussed u/MBC during ««lt Interviau * - 

LUNDVALL, A E Baltimore Oas * Electric Co 83/12/01 MARTIN. T T 
Division of engineering 6 Technical Programs 2pp 22737 395 
24X Ficho 90-317.84/03/15.0403260104 


8402090043 IE Info Notice 84-19. "Tuio Events Involving Unauthorlied 
Entries Into PMIf Reactor Cavities " Sve list end 
JORDAN.E L Division of emergency Preparedness 1, Engineering 
Response (Post 930103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X FI c he 90-000. 84/03/21 . 8402090043 


8402090044 IE Info Notice 84-20. “Bve Life of Belays In Safstg-Related 
Egs " 5vc list end 

JORDAN.E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Cd of New 

York. InC 135pP 22933 001 24XFJche 30-000.84/03/21.8402090044 


R Periodic operating reports U related correspondence 


3403200003 Montblg operating repts for Fob 1984 11/840315 Itr 
BEWLEY. E R Baltimore Oas & Electric Co 84/02/29 I5pp 
23685 273 24X Flche 50-317,84/02/29.8403200003 


6403130305 Forwards “Semiannual Effluent Release Rept." for Second Half 
1963 It meteorological data for Jul-Sept 1983 fc Oct-DfC 1983 
LUNDVALL. A £ Baltimore Oas & Electric Co 84/03/01 MOflLEV. T E 
Region 1. Office of Director Ip 23607 276 24X 

Fiche 50-317.34/03/01.8403130305 


— 8403130314 “Semiannual Effluent Release Rept." Second Hal# 1983 

e Daltimore Gas t Electric Co 63/12/31 17pp 22607 277 24X 

Fiche 50-317,84/03/01.8403130305 


8403020343 Forwards SALP rept for Oct 1982 - Bept 1983 Malnt of lou 
personnel error rate merits continued attention, 

HURLEY, T E Region 1, Office of Director 84/02/29 LUNDVALL.AE 
Baltlimore Oas t. Electric Co 3PP 22439 217 24X 

riche 90-317.84/02/29.8403020343 


— 8403020345 8ALP ropt for Oct 1902 - Sept 1983 

» Region 1, Office of Director 83/12/12 57pp 22439 220 24X 

Fiche 50-317.84/02/29,8403020343 


0403130098 Updated LER B2-066/03X-1 on 821026. rdOC tor protective egs 
Channel D trip units for high power, thermal margln/lou 
pressure 6 axial shape Index bypassed Caused bg two 
oscillators producing noise M/84O309 Itr 

eVDNOR.R B . RUSSELL, L 0 Baltimore Oas it Electric Co 84/03/09 
3pp 22614 271. 24X Fiche 90-317.84/03/09,8403130098 


8403130292 Updated LER ai-032/03X-l on 810420. reactor protective sgs 
channel D 61 power thermal margin/low pressure ft axial shape 
Index trip units bypassed for malnt Caused bg oscillator 
noise In transmitter U/B40309 Itr 

BYDNQRj R 0 . RUSSELL. L 8 Oaltlmoro Oas {< Electric Co 84/03/09 
2pp 22614 199. 24X FI c he ■ 90-317. 84/03/09, 8403130292 


8403130279 Updated LER 83-037/03X-1 on 830718, response time of trip 
circuit breakers 3 *. 4 undervoltage trip devices slower than 
Tech Spec limits Caused bg setpoint drift. Setpoints 
adjusted H/040309 Itr 

SVDNOR. R 0 • RUSSELL. L D Baltimore Oas 6 Electric Co 84/03/09 
2pp 226k4 138 24X Fiche 90-317,84/03/09.8403130279 


8403130426 Updated LER B3-049/03X~l on 830818, auxiliary feedwater pump 
11 found inoperable Caused bg stage 6 shaft piece-balance 
being bound up Parts replaced M/B40309 Itr 

FARRELL. E V . RUSSELL. L B Daltimore Oas & Electric Co 84/03/09 
2pp 22618 397 24K Fiche 90-317.84/03/09.8403130426 


— 8403130322 “Meteorological Data. Jul-Sept 1903 " 

» Baltimore Gas 4. Electric Co 03/09/30 66pp 22607 294 24X 

Fiche 50-317.84/03/01.6403130305 


— B403130334 "lie tooro 1 ogica 1 Data. Dct-Dec 1983 ’’ 

* Oaltimore Gas 6 Electric Co 83/12/31 33pp 22607 327 244 

Fiche 50-317.84/03/01,8403130305 


5 Reportabte occurrences. LERs & related correspondence 


8403230125 Forwards Technical Review Rept AE0D/T315i “Events Involving 
Loss of or Perturbations In Single 120-Volt AC Vital Power 
Supply Inverter 6 Attendant Distribution Dus Which Resulted 
in Inadvertent Actuations of Safety Sgs “ 

ASHE, F Reactor Operations Analysis Branch 83/05/24 BEYFRIT.K V 
Reactor Operations Analysis Branch Ip 22741 347 24X 

Fiche 90-317.83/05/24,8403230125 


— 8403230128 "Events Involving Loss of or Perturbations In Single 120' 
Volt AC Vital Power Supply Inverter 1. Attendant Distribution 
Dus Uhleh Resulted In Inadvertent Actuation of 8atetg Sgs," 
technical review rept Rept should be provided to MiR 
A3HE.F Reactor Operations Analysts Branch 83/09/24 8pp 

22741 348 24K Fiche 50-317,03/05/24.8403230129 


8403130295 Updated LER B3-034/03X-1 on 830525, ECC8 pump room cooler 12 
taken out of sve Cause unknown Supply piping It strainers 
disassembled. Inspected 6 cleaned New mechanical preventive 
maint procedures Implemented U/B40306 itr. 

BRANT. K T < RUSSELL, L D Baltimore Gas t< Electric Co 84/03/06 
2pp 22606 048 24K Fiche 90-317,84/03/06,8403130299 


8403300100 LER 84-004-00 on 840228. char p Ing pumps 12 It 13 removed from 
SVC due to excessive packing leakage Caused bg defective 
packing Evaluation of alternative packing matls underway 
H/B4032B Itr 

JENNINGS. R T ■ NAPIER. J J . RUSSELL. L Q Baltimore Gas Ic Electric 
Co 84/03/28 3pp 22822 OOl 24X Fiche 90-317,84/03/28. 
B403300100 


DOCKET 90-318 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 2 


F Becurity. medical, emergency & fire protection plans 


8403140228 Public version of Rov 2 to Emergencg Plan Implementing 
Procedure ERPIP A 2. "Revleu/Approval '■ W/831214 Itr S> 

JM Felton B40312 release memo 

RUSSELL. L n . USI.V Daltimore Oas t< Electric Co 83/12/14. 9pp 
22637 317 24X Fiche 90-317,83/12/14.0403140228 


8403230171 Forwards Technical Review Rept AEOD/7314, “Improper Bixe 
of Inlet Piping to Primary Safety Valves '* 

IMBR3. E Reactor Operatlont Analysis Branch 83/05/24 
BEYFRIT.K V Reactor Operations Analyeis Branch ip, 2279? 297 
24X Fiche 50-000.83/09/24,8403230171 


— 8403230170 "Improper Siie of Inlet Piping to Primary Safety Valves," 
technical review rept. Reduced diameter Inlet piping does not 
represent safety concern 

IMBHQ.E V Director's Office 83/09/24 2pp 22739.298 24X 

Fiche 90-000.83/09/24.9403230171 


8403130356 LER 84-002-01 oO 840127. rtac tor tripped t. all eight reactor 
trip breakers opened simultaneously Root cause unknown 
Independent sys failure evaluation will be performed 
W/B40215 Itr 

9ALYARD8.L E , RUSSELL, L B Baltimore Gas 6 Electric Co 04/02/19 
HURLEY, T.E Region 1. Office of Director 4pp 22616 294 24X 

Fiche 50-317.84/02/15,8403130356 


8403190091 Forwards safoguards Info. Info withheld (re# 10CFR7321) 
JOLLEY. J R Baltimore Gas L Electric Co 84/02/10 CLARK, R. A. 
Operating Reactors Branch 3 Ip 22643 001 24X 

Fiche 50-317,04/02/10,8403190091 


8403020300 flev 9 to amergeney plan Implementing Procedure ERPlp-9 0, 
“Preparation It Control of Emergency Response " H/a40227 Itr 
USI.V , RUSSELL, L D Baltimore Oas li Electric Co 84/02/14. lOpp 
22440 042 24X Flche 90-317,84/02/14.8403020300 


G4030I03O1 Responds to util 031024 request for changes to Rsv 12 to 
security plan It Rev 2 to training h qualification plan 
Changes consistent w/provlslons of 10CFR90 94<p) l« 
acceptable 

MARTIN. T T Division of Engineering & Technical Programe 04/02/23 
SOWMAKER.N -0 Baltimore Gas it Electric Co 4pp. 22432:116 24X 

Flche 90-317,94/02/23,8403010301 
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B403190199 roriuard* R>v 9 to Emergency Response Plan Implementing 
Procedure ERPIP-9 0< "Preparation fc Control of Emergency 

Rosponee *' 

LfSIiV Baltimore Oai & Electric Co 84/02/87 Director's Officer 

Office of Inspection and Enforcement Ip 22642 288 24X 

Ftche g0-317i 84/02/27, 8403190195 


8403020343 Forwards SALP rept for Oct 1982 - Bept 1983 Malnt Of low 
personnel error rate merits continued attention 

HURLEYi T E Region 1, Office of Director 84/03/29 LtINDyALL, A E 
Baltimore Oas ti Electric Co 3pp 22439 217 24X 

Flche 90-317184/02/29.8403020343 


J Insurance 8< indemnity information 


8403140036 Forwards Endorsements 96 Ic 57 to NELIA Policy NF-216. 
Endorsement 49 to MAELU Policy MF— 76 t< Endorsement 23 to 
NECIA Policy N8-348 

OAMMIE, G B Baltimore Oas «. Electric Co 84/03/07 DINITZ, I 
Office of State Programs. Director 9pp 22633 124 24X 

Flche 90-317.04/03/07.8403140036 


P Operating license stage documents correspondence 


— 8403020349 BALP rept for Oct 1982 - Sept 1983 

e Region i< Office of Director 83/12/12 97pp 22439 220 24X 

Flche 00-3t7i 84/02/29, 8403020343 


— 8403020347 Forwards 6ALP rept for discussion t< review at B31220 meeting 
in Baltimore, MD Recent performance during 830914 emergency 
preparedness exercise b two Category III areas will be 
discussed 

9TARD8TECKI, R. Division of Project b Resident Programs 83/12/14 
LUNDVALL, A E Baltimore Oas b Electric Co tp 22439 287 24X 

Fiche 90-317, 84/02/29, 8403020343 


8403190110 Rev 9 to Radiological Emergency Plan Implementing Procedure 
ERPIP-9 2, "Emergency Planning Unit Records " W/840306 Itr 
U8I.V Baltimore Oai b Electric Co 84/03/06 9pp 22640 209 
24X Flche 90-317,84/03/06,8403190110 


G403210006 Forwards IE Insp Repts 90-317/83-39 b 50-318/83-39 on 
831212-16, No violBtioni observed 

MARTIN. T T Division of Engineering b Technical Programs 84/03/09 
LUNDVALL, A E Dalttmore Oas b Electric Co 2pp 22704 334 24X 

Flche 90-317,84/03/09,8403210006 


— 0403210016 IE Insp Repts 90-317/83-39 b 90-318/83-35 on 831212-16 No 
violations identified Major areas inspected emergency 
preparedness activities outlined In IE Insp procedures b 
review of emergency response plan 

COKEN, I Region 1. Office of Director. 04/02/17 6pp 
22704 336 24X Flche- 50-317, 84/03/09, 8403210006 


8403190018 Forwards Calvert Cliffs Instruction CCI-310, "Emergency 
Operating Procedure Urlters Oulde," implementation 
schedule, validation verification plan b training plan per 
Suppl 1 to NOREO-0737 

LUNOVALL. A E Baltimore Oat b Electric Co 84/03/14 MILLER, J R 
Operating Reactors Branch 3 Spp 22666 001 24X 

Flcha 90-317.84/03/14,8403190018 


8403010117 Partial response to FQIA request for documents by named 
Individuals re repts, anal yses, stud ies, procedures b sys for 
measurement of RC& leatage App Q documents placed In PDR 
App A documents already available In PDR Search continuing 
FELTON, J M Division of Rules and Records 84/01/29 MADDEN. T J 
Kaye, Scholar, Florman, Hays b Handler 7pp 22480 026 24X 

Fiche 50-000,84/61/25,8403010117 


— 8011070522 Summariies results of independent evaluations of primary 
sys leak rate b some considered extensions Extension of 
specific evaluations to all PWR faellitlBi recommended 
Draft procedure re evaluations will be submitted by Q0091S 
JORDAN, E L Division of Reactor Operations Inspections 80/08/21 
MDBELEY, N C Division of Reactor Operations Inspections ilpp 
22480 266 24X Fiche 50-000.84/01/25,8403010117 


8403050309 Notification of 840316 meeting ul/util b INEL in Bethesda.HD 
to discuss b resolve outstanding Issues re qualification of 
electric equipment 

JAFFE, D H Operating Reactors Branch 3 84/02/27 MILLER, JR 

Operating Reactors Branch 3 2pp 22901 267 24X 

Fiche 90-317,84/02/27,0403090309 


8403090098 Forwards "Rept on Task 09088, Pre s sur 1 1 er Relief Valve 
Discharge Piping Qualification for Calvert Cliffs, Unit 2," 
per TMI Item II D 1 

LUNDVALL, A E Baltimore Oas b Electric Co 64/02/29 MILLER, J R 
Operating Reactors Branch 3 3pp 22484 167 24X 

Fiche 50-318,84/02/29,0403030098 


— 8403090100 "Rept on Task 05088, Prossur 1 lor Relief Valve Discharge 
Piping Oualiflcatlon for Calvert Cliffs, Unit 2 " Approx nine 
of 84 existing pipe supports may experience stress 
PATEL, R B Bechtel Corp 84/02/14 162pp 22484 170 24X 

Fiche 50-318,04/02/29,8403050098 


— 8403050103 Rev 2 to "Pressuriier Safety Valve Operability Rept " 

a Combustion Engineering, Inc CEN-240<D) fi02 04/01/31 SOpp 
22484 332 24X Flche 90-310,04/02/29,8403050098 


— 8403190023 Calvert Cliffs Instruction CCl-310, "Emergency Operating 
Procedure Krlters Oulde " Emergency operating plan 
valldation/verlflcatlon plan b training plan end 

e Baltimore Oas b Electric Co 84/03/14 46pp 22666 006 24X 

Flche- 50-317, 84/03/14, 8403190018 


8403220092 Requests exemption from specific requirements of Section 
III e 2 of 10CFR90, App R b approval of equivalent 
separation within Fire Areas 39,40,42 b 43 

LUNDVALL, A E Baltimore Oas b Electric Co 84/03/14 MILLER, J R 
Operating Reactors Branch 3 4pp 22714 339 24X 

Fiche: 90-317, 84/03/14, 8403220092 


8403200029 Forwards FEMA evaluation of Town of Lusby, Calvert County, MD 
post-axerclse radiological emergency preparedness plans for 
facilities Schedule for corrective actions re offsite 
emergency preparedness dofleiencies requested 

MARTIN, T T Division of Engineering b Technical Programs, 84/03/19 
LUNOVALL, A E Baltimore Oas b Electric Co 3pp 22699-234 24X 

Flcha* 90-317, 84/03/19, 8403200029 


— 6403200039 Evaluation of Town of Lusby, Cal vert County, MD post-exercise 
radiological amargency preparedness plant for facilities 
a Federal Emergency Management Agency 83/10/13 96pp 
22699.237 24X Flche 90-317,84/03/19,6403200029 


8403220080 Forwards list of local newt media available for public 
broadcastlng/notl f Icatton. Li St used in lieu of FR for 
exigent or emergency license amends 

LATHAM, D H Baltlmor'a Oas b Electric Co 84/03/19 JAFFE, D H 
Operating Reactors Branch 3. 2pp 22716.263, 24X 

Flche: 50-317, 84/03/19, 8403220080 


8403300182 Forwards safeguards info Info withheld (rtf 10CFR73 21) 
JOLLEY, J R. Baltimore Oas b Electric Co 84/03/21 MARTIN, T T, 
Dlvlelon of Engineering b Technical Programs, Ip 22820.044 24X 

Fiche 90-317,84/03/21,0403300182 


8403060263 8uppls response to Generic Ltr 83-28, "Required Actions 
Based on Generic Implications of Balem ATMS Event ” Tabular 
assessment of status b scheduled date for completion of 
specific items end 

LUNDVALL, A E Baltimore Oas & Electric Co 64/02/29 EISENHUT.D O 
Division of Licensing 32pp 22917 323 24X Flche 50-317, 

84/02/29, 8403060263 


8403060400 Requests mod of 830316 order requiring Installation of noble 
gat steam effluent monitor by 840301 Mod reflects commitment 
to install acceptable replacement for existing sys prior to 
841231, in lieu of schedule proposed in util 640203 ltr 
LUNDVALL, A E Baltimore Oas b Electric Co 64/03/01 MILLER, JR 
Operating Reactare Branch 3 2pp 22S1B 274 24X 

Fiche 50-317,84/03/01,8403060400 


6403060083 Forwards order modifying implementation date for TMI Action 
Item II F 1 1, "Noble Gas Steam Effluent Monitor," per 
NUREO-0737 Order provides now completion date of 841231 U/p 
end 

KILLER, J R Operating Reactors Branch 3 64/03/02 LUNDVALL, A E 

Baltimore Oas b Electric Co 4pp 22964-095 24X 

Fiche 50-317,64/03/02.6403080083 


8403160040 Advises that work required to resolve concerns in Generic 
Ltr 81-14, "Seismic Qualification of Auxiliary Feedwater 
Sys," comp 1 eted, per 820106 request Valves successfully 
qualified by analysis w/o need for mod 

LUNDVALL, A E Baltimore Gas b Electric Co 04/03/14 MILLER. JR 
Operating Reactors Branch 3 Zpp 22655, 132 24X 

Flcha- 50-317, 64/03/14,8403160040 


8403220014 Informs of recent assignment of EC Ueniinger as chief. 
Reactor Projects Section lA. effective Immediately 
STAROSTECHI.R Division of Project b Resident Programs 84/03/15 
LUNDVALL, A E Baltimore Oas b Electric Co 2pp 22712 341 24X 

Flche 50-317,64/03/15,0403220014 
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□403300D70 Motpands to roiiucst for voluntary paT t Ic 1 pa 1 1 oti ra quastlon* 
ralsad »ii Oenaric Ltr B3-41 Lilt of type of diesel generetor 
starts (< frequency of starting cycles> based on surveillance 
testing & corrective malnt at 1 1 vl t i esi ere 1 

LUMDVAl-L. A E Baltimore Oas Ic Electric Co 04/03/20 EI9ENHJT. D O 
Division of Licensing 6pp 22022 09=? 24X Fiche 50-317,04/03/20, 

0403300070 


Q Inspection reports, IE Dulletlns t correspondence 


8403030203 Foroards Structural fc Oeotechnlcal Engineering Branch 
request for addl info for completion of revletu of IE 
Bulletin ao-ll, "Masonry Mall Design " Response requested 
ulthin 6-0 days of receipt of ltr 

MILLER. J R Operating Reactors Branch 3 84/02/24 LUNDUALL, A E 

Baltimore Oas t Electric Co 7pp 22320 135 24X 

Flchc 30-317,04/02/24,8403050203 


B401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits L Annunciation " Sve list 
one t 

JORDAN, C L Division of Emergency Preparedness h Engineering 
Response (Post B30t0'3> 04/02/28 Consolidated Edison Co ef Neie 

York, Inc U3pp 22909 239 24X Fiche 30-000,04/02/28.0401190072 


Q403020343 Foriuards SALP rept for Oct 19B2 ~ Sept 1983 Maint of lou 
personnel error rate merits continued attention 

HURLEY. T E Region I, Office of Director 84/02/29 LUNDVALL, A E 
Baltimore Oat i. Electric Co 3pp 22439 217 24X 

Fiche 30-317.04/02/29,0403020343 


—8403020343 SALP rept for Oct 1982 - Sept 1983 

a Region 1, Office of Director 83/12/12 S7pp 22439 220 24X 

riche 50-317, 84/02/29, 0403020343 


— 8403020346 Foraiards AE Lundvall 830914 (. 1202 Itrs listing corrective 
actions reiup Category III areas on valve lineups !, fuel oil 
day tank leval addressed In 6ALP rept 

LUNDVALL. A E Baltimore Oas 4 Electric Co D4/01/04 HURLEY, T E 
Region 1. Office of Director Ip 22439 277 24X 

riche 50-317,84/02/29,0403020343 


— 8403020347 Foruards SALP rept for discussion 4 review at B31220 meeting 
In Daltlmore.MD Recent performance during 830914 emergency 
preparedness ecerclse & two Category III areas ulll te 
d 1 sctissed 

B TAROS TECtil.R Division of Project 4 Resident Programs 03/12/14 

LUNDVALL, A E Baltimore Oas 4 Electric Co Ip 22439 287 24X 

riche 50-317,84/02/29.8403020343 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT 4 NRC “ Sve list enc 1 

GRACE, J N Division of QA, Safeguards 4 Inspection Programs (Post 
8301031 B4/D3/02 Consolidated Edison Co of New York. Inc 

130pp 22552 329 24X Fiche 50-000. 04 /03/02. 8402090007 


8402090000 IE Info Notice 84-16, "Failure of Automatic Sprinkler By s 
Valves to Operate " Sve list end 

JORDAN.E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York, Inc 122pp 22553 098 24X Fiche 50-000.84/03/02,8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Bve list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc I19pp 22553 217 24X Fiche 50-000. 04/03/02, 8402090009 


8402090011 IE Info Notice 84-17. "Problems W/Liquld Nitrogen Cooling 
Components Qelow Nil Ductility Temp ” Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of Nsu 

York. Inc 117pp 225 S3 336 24XFlchs 50-000,84/03/05,8402090011 


B403150049 Proposes to extend Unit 1 Inservlce insp Interval end date 
to 070401 to coincide lu/Unlt 2 to Insure both prograrns 
updated to same yr & addantfa of ASKE Cods, Sec 1 1 on XI 
Exemption requested Class III amend fee remitted 

LUNDVALL.AH Baltimore Oas (.Electric Co. 04/03/06 MILLER. JR 
Operating fCcactars Brancli 3 2pp 22643 141 24X 

Fiche 50-317, B4/03/06. 84031 50049 


8402090024 IE Info Notice 84-09, Rev i, "Lessons Learned From Imps of 
Fire Protection Safe Shutdown Sys " Sve list encl 
JORDAN.E L Division of Emergency Preparedness (< Engineering 
Response (Post 0301031 84/03/0? Consolidated Edison Co of Nsu 

York. Inc llBpp 22635049 24X Fiche 50-000,84/03/07.8402090024 


8402090028 IE Info Notice 84-10. "Stress Corrosion Cracking In PHR 
By s " Sve list enc 1 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 03OtO3) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22SB4 186 24X Fiche 50-000.84/03/07,8402090028' 


8403210006 Forwards IE Imp Rep ts 50-317/83-35 t, 50-318/83-35 on 
031212-16 No violations observed 

MARTIN, T T Division of Engineering b Technical Programs 84/03/09 
LUNDVALL, A E Daltimore Oas & Electric Co 2pp 22704 334 84X 

Fiche 50-317,64/03/09,8403210006 


— B403210016 IE Insp Repts 50-317/B3-35 U 50-318/03-35 on 831212-16 No 
violations Identified Major areas Inspected emergency 
preparedness activities outlined in IE Insp procedures <• 
review of emergency response plan 

COHEN,! , HAMXFtURSr, J J , CROCKER, H U Region 1. Office of 

Director 84/02/17 6pp 22704 336 24X Fiche 50-317,84/03/09, 

8403210006 


8402090031 IE DuUetin 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Sve list end 

DEYOUNO.RC Director's Office. Office of Inspection and 
Enforcement 84/03/12 Consolidated Edison Co. of New York, Inc 
134pp 22823 094 24X Fiche 50-000,84/03/12,0402090031 


8403260104 Ack receipt of G31201 request for NRC to reconsider 
issuance of noncomp 1 lance per IE Insp Repts 50-317/83-23 t. 
50-310/83-23 Violations withdrawn Records will be adjusted 
accord ingly 

MARTIN, T T Division of Engineering b Technical Programs 64/03/15 
LUNDVALL, A, E Daltimore Oas & Electric Co 2pp 22757 353 24X 

Fiche 50-317, B4/O3/15,840'32601O4 


— 0403260112 Responds to NRC 831103 ltr re violations noted in IE Insp 
Repts 50-317/03-23 b 50-318/03-23 Requests that NRC 
reconsider Issuance of none omp I lance Relevant info not 
discussed w/NRC during exit interview 

LUNDVALL, A E Baltimore Oas b Electric Co 03/12/01 MARTIN. T T 
Division of Engineering b Technical Programs 2pp 22757 355 
24X Fiche 50-317,84/03/15,8403260104 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthoriiad 
Entries into PWR Reactor Cavities " Bve list encl 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 03O1O3>, 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 829 24X Fiche 50-000,04/03/21,0402090043 


8402090044 IE Info Notice 04-20, "9vc Life of Relays in Bafety-Related 
Sys " 0VC list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933001 24X Fiche 50-000.84/03/21.0402090044 


iR Periodic operating reports t. related correspondence 


S403200003 Monthly operating repts for Feb 1904 W/B40318 ltr 
DEMLEY.E K Baltimore Das b Electric Co 04/02/29. ISpp 
22 6 8 5 2 7 3 84X Fiche 50-317,84/02/29,8403200003 


8403130305 Forwards "Semiannual Effluent Release Rept.” for Second Half 
1903 b meteorological data for Jut-Sept 1983 b Oct-Dec 1983 
LUNDVALL, A E Baltimore Gas b Electric Co 84/03/01 MURLEY, T E 
Region 1, Office of Director tp 22607.276 24X 

Fiche 50-317,84/03/01 , 040313 0305. 


— 0403130314 "Semiannual Effluent Release Rept," Second Half 1903 

« Baltimore Oas b Electric Co 83/12/31 17pp 22607 277 24X 

Fiche 50-317,04/03/01,8403130305. 


— 8403130322 "Meteorological Da ta, Ju l-Sep t 1903 " 

• Oaltimore Oas b Electric Co 83/09/30 66pp 22607'294 24X 

Fiche 50-317, 04/03/01,8403130303 


— 8403130334 "Meteorological Data, Oct-Dec 1903 " 

* Baltimore Oas b Electric Co 03/12/31 33pp 22607,327 84X 

Fiche 30-317,84/03/01,8403130305 


B Reportable occurrences, LERs tt related correspondence 


8403230125 Forwards Technical Review Rept AE0D/T315, "Evente Involving 
Loss of or Perturbations in Single 120-Volt AC Vital Power 
Supply Inverter fc Attendant Distribution Bus Which Resulted 
in Inadvertent Actuations of Safety Sys " 

ASHE, F Reactor Operations Analysis Branch. 03/03/24 SEYRRIT.K.V 
Reactor Operettons Analysis Branch Ip 22741.347 24X 

Fiche 30-317,83/05/24.8403230125 
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—8403230188 "Ev»nt* Involvinj Loss of or Perturbations In Single 120- 
Voit AC Vital Power Supply Inverter (< Attendant Distribution 
Bus Hhlch Resulted In Inadvertent Actuation of Safety Sys< '* 
technical review rept Rept should be provided to NRR 
ASHE. F Reactor Operations Analysis Branch 83/05/24 Bpp 

22741 34B 24X Fiche 30-317.03/03/24.8403230125 


6403230171 Forwards Technical Review Rept AEOD/TSld. "Improper Site 
of Inlet Piping to Primary Safety Valves " 

IMBRO. E Reactor Operations Analysis Branch 03/03/24 
8EVFRIT.K V Reactor Operations Analysis Branch Ip 2275? 297 
24X Fiche 30-000.83/05/24,8403230171 


— 8403230175 "Improper Si i e of Inlet Piping to Primary Safety Valves. “ 
technical review rept Reduced diameter inlet piping does not 
represent safety concern 

IMBRO. E V Director's Office 83/05/24 2pp 22759 298 24X 

Fiche 50-000,83/05/24,8403230171 


6311020249 Forwards engineering evaluation rept re PORV actuation 
resulting in safety Injection actuation 

IMBRO.E V Reactor Operations Analysis Branch 83/09/08 
3EVFRIT.K V. Reactor Operations Analysis Branch Ip 22789 318 
24X Fiche 50-318,83/09/08.831102024? 


— B3110202S3 "PORV Actuation Resulting In Safety Injection Actuation 
IMBRO.E V Reactor Operations Analysis Branch 83/09/00. 7pp 
22709 319 24X Fiche 50-318,83/09/00,0311020249 


6403020343 Forwards 0ALP rept for Oct 1902 - Sept 1983 Haint of low 
personnel error rate merits continued attention 

nURLEV, T E. Region 1, Office of Director 84/02/29 LUNDVALL.A E 
Baltimore Oas t< Electric Co 3pp 22439 217 24X 

Fiche 30-317,84/02/29,8403020343 


— B403020343 8ALP rept for Oct 1982 - Sept 1903 

« Region 1, Office of Director 83/12/12 37pp 22439 220 24X 

Fiche 30-317,84/02/29,8403020343 


6403060109 LER 84-001-00 on 031003,1220 S< B40203, ECC8 pump room 
ventilation sys exhaust fan discharge damper 21 would not 
open Caused by air supply to exhaust fan discharge damper 
leolatad Air restored ti sys returned to sve M/B40301 Itr 
JUNOE.H , RUSSELL, L B Baltimore Oas b Electric Co 84/03/01 SpP 
22318*303 24X Fiche 30-310,84/03/01,0403060109 


8403130039 Updated LER 82-054/03X~l on 081124, power lost to 84 4-kV 
bus, resulting in loss of saltwater pump 22 t« low pressure 
safety injection pump 22 Caused by cracked printed circuit 
board No corrective actions planned 14/840303 ttr 
BASaO, L, F , RUSBELL.L B Baltimore Oas U Electric Co 84/03/03 
2pp 22606.081 24X Fiche 50-318,84/03/03,840313003? 


6403130081 Updated LER Sl-oaS/03X-» on 810430 t< 0314, reactor protective 
sys Channel D trip units 1 , 3 , 7, 8 1< 10 bypassed to 
Investigate problem w/T-hot Channel D Caused by failure of 
two oscllletors In transmitter c Ircul try , W/B40303 Itr 
BVDNOR, R B , RUSBELL.L B Baltimore Oas b Elactrlc Co 04/03/03, 

2pp 22614 302 24X Fiche 30-318,84/03/03,8403130081 


8403130413 Updated LER B3-036/03X-1 on 830719, response time for reactor 
trip circuit breakers 4 t< 7 undervoltage devices indicated 
slower than Tech Spec limits Caused by setpoint drift worn 
front frame assembly machanlims 14/840303 Itr 

BYDNOR, R B , RUSBELL.L B Baltimore Oas Electric Co 84/03/03 
2pp. 22613080 24X Fiche, 30-318,84/03/03,8403130413 


6403130430 Updated LER 81-030/03X-t on 810303, d Iscovered temp 
transmitter 122HB out of tolerance In nonconsarvatlve 
direction. Caused two oscillators producing noise on 
transmitter output Transmitter replaced U/e4030S Itr 
BVDNOR, R.B., RUSBELL.L B Baltimore Oas «< Electric Co 84/03/03. 
2pp. 22613 231 24X Fiche. S0-31S, 84/03/03, 8403130430 
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F, Security, medical, emergency t< fire protection plans 


8403090264 Public version of Rev 1-00 to Emergency Plan 
40O0-PLN-tS00. 01. U/JH Felton 840307 release memo 

BARTON, J M. , CLARK, P R Oaneral Public Utilities - OPU Service Corp 
84/02/01. 300pp 22394 005 24X Fiche 30-320,84/02/01,9403090264 


8403130467 Forwards IE Insp Rept S0-320/B4-02 on 840109-0213 No 
violations observed, 

BARRETT, L.H, TNI Program Office. 84/02/27 KANOA.B K Ocneral 
Public Utilities - OPU Service Corp 3pp 226i3'2t9 24X 

Fiche. 30-320, 84/02/27, 8403130467 


—8403130471 IE Insp Rept 50-320/84-02 on 840109-0213 No violations 
identified Major areas inspected LERs. previous Insp 
f Ind ings, rad loac 1 1 ve matl sh Ipments, h eal th physlss {, environ 
review L reactor bldg entries 

WIEHEiJ , MOSLAKi T , DELL, J TMI Program Office 84/02/22 7pp 
22613 221 24X Fiche 50-320,04/02/27.8403130467 


0403050151 Revised emergency implementing proc edures, Inc 1 ud tng 
Procedure 1054 i re unusual event, Procedure 1054 2 re alert. 
Procedure 1034 3 re site emergency I, Procedure 1034 4 re 
general emergency 

BRADY, J A Oonaral Public Utilities - GPU Service Corp 84/02/20 
il3pp 22404 034 24X Fiche 50-320,84/02/20,0403030131 


0403000170 Rev 3 to Emergency Plan Implementing Procedure 1054 3, 
"Bite Emergency '* 

BRADY, J A . MILLER, A General Public Utilities - OPU Service Corp 
04/02/28 29pp 22559 1 14 24X Fiche 50-320.64/02/28.0403000170 


8403060133 Forwards Rev 19 to security plan Rev restores portions of 
plan wording re TMI-2 security features modified in Revs 17 
«( 10 Rev withheld (ref 10CFR73 21} 

HUKlLLi H D Oaneral Public Utilities - OPU Service Corp 04/02/29 

DENTON, H R Office of Nuclear Reaetnr Regulation, Director 2pp 

22506 332 24X Fiche 50-209, 84/02/29, 0403060133 


8403130286 Informs that annual emergency exercise scheduled for 041003, 
per lOCFRSD.App E requirements Limited par t ic Ipation planned 
by Commonwealth of PA, five risk counties U local 
municipal 1 tics 

HUKILL.H D Oeneral Public Utilities - QPU Service Corp 04/03/00 
Office of Nuclear Reactor Regulation, Director ip 22605 tOO 
24X Fiche 50-209,04/03/00,8403130206 


0403150118 Revs to Emergency Preparedness Administrative Procedure 
1050, "Administration of TMI-2 Onsite J. Offsite Emergency 
Duty Roster " 

BEAVER, J R , ORANGE, 0 J General Public Utilities - OPU Service 
Corp 84/03/00 27pp 22639 305 24X Fiche 50-320,04/03/00, 

0403150118 


0403190243 Ndtlflcatlon of 040418 workshop In King of Prussia. PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp t, topics described in IE Info Notice 
84-09 Agenda for workshop end 

MURLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE. J D 
Consolidated Edison Co of New York, Inc HARRINGTON, U D Boston 
Edison Co MURPHY, W P Vermont Yankee Nuclear Power Corp 35pp 
22672 062 24X Fiche 50-000,04/03/09,8403190243 


8403210047 Forwards IE Insp Rept 50-320/04-01 on 840109-12 «> 17-20 No 
violations noted 

MARTIN,! T Division of Engineering (, Technical Programs 84/03/09 
KANGA, B K General Public Utilities - GPU Service Corp 2pp 
22705 305 24X Fiche 50-320,84/03/09,0403210047 


— 8403210054 IE Insp Rept 50-320/04-01 on 840109-12 b 17-20 No violations 
noted Major areas Inspected IE Insp Procedures 82203,822 0 5, 

02210 t, 02211 re notifications t, communicat i ons, shi ft 
s taff Ing, audits <i emergency work protec ti on, respect Ively 
TERC, N M , WOLTNER, E , GORDON, C Z Region 1, Office of Director 
84/02/16 4pp 22705 307 24X FI c h e* 50-320, 84/03/09, 04O32IOO47 


8403260243 Forwards list of mods to fire protection sys, based an review 
of 820615 fire haiardi analysis Schedule for corrective 
actions for items not yet addressed requested within 30 
days 

SNYDER, 0 J TMI Program Offlc# 04/03/13 KANOA.B K Oeneral 
Public Utilities - OPU Service Corp 4pp 22800 202 24X 

Fiche 50-320,84/03/13,0403200243 


8403290202 Forwards IE Safeguards Insp Rept 30-320/84-03 on 840213-17 
No violations noted 

MARTIN,! T Division of Engineering *, Technical Programs 04/03/15 
KANOA.B K Oeneral Public Utilities - OPU Service Corp 2pp 
22801 001 24X Fiche 50-320,84/03/15,8403290202 


— 8403290205 IE Safeguards Insp Rept 50-320/84-03 on 840213-17 No 
violations noted Major areas inspected security 
organiiation, security program aud 1 1, test 1 ng b maint, phys 1 ca 1 
barriers, detection aids h communications 

DUNLAP, J M , JOYNER, J H Region 1, Office of Director. 04/03/15 
Spp 22001 003 24X Fiche. 50-320,84/03/15, 8403290202 


8403270073 Rev 1 to Emergency Plan Implementing Procedure 1054 21, 
"Emergency Repair/Operations " 

BRADY, J A , KOVACH, D , ORANGE. 0 General Public Utilities - GPU 
Bervlce Corp 84/03/20 4pp 22766 166 24X Fiche. 50-320, 

84/03/20, 8403270073 
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D Adjudicatory cari*e&pond«nce 


B403070370 Coaiflilssion determination -statement udthholding transcript 
of closed B30921 meeting re motion to quash Hartman 
subpoenas 

CMIl-K.S J Office of the Bocretarg of the Commission Bd/02/27 
Public Document Branch ip 22567 201 24X Flche 50-320i B4/02/27. 

6403070370 


6403160005 Advises that time for Commission to revleu Dlrect-Dr's 
Decision DO-B4-4 expired Commission declined review Decision 
became final agencg action on B40313 

CHICK.S J Office of the Socretarg of the Coraralsslon 84/03/14 
L£W1S.H Leuisi H Ip 22655 197 24X Flche 9D-320i 64/03/1 4. 

6403160005 


6403200191 Responds to 831203 t< IB Itrs re possibllitg of restart 
decision prior to further evidentiary hearings on ingt 
competence & Integrity A5LAB decision ulll be considered bg 
C-ommi ss 1 on upon issuance 

PALLADINO. N J Commissioners 64/03/19 SPECt£R. A Senate 2pp 
22696 003 24X Fiche 50-269, 04/03/ 19> 640320019 1 


— 8403200198 Responds to 640124 Itr h 631216 position statement re 
funding of cleanup prerequisite for restart Commission 
does not have legal authorltg to condition restart of TMl-l 
on funding solution for cleanup of THI-2 
PALLAOINa.N J Commissioners 64/03/19 THORNQlJHOHi B 
Pennsylvania, Commonwealth of, 3pp 22696,024 24X 

Flche 50-269,64/03/19,6403200191 


H General correspondence 


6403'06D083 Requests that D Kennedy replace 0 Hess on mailing list for 
TMI mat is 

KENNEDViD Pennsylvania, Commonuealth of, B4/03/01 SNYDER, 6 J 
TMI Program Office ip 22517 014 24X F Iche: 50-320, 64/03/01, 

6403060083 


6403190056 Responds to constituent RE Burks 640123 request far info re 
accident Furwards “Population Dose b Health Impact of 
Accident at TMI Station," IMUHEO-OSSBl M/o end 
DinCKS, U -J Office of the Ececutlve Director for Operations 
64/03/05 HEFLIN, H Senate 3p p 22661 317 24X 

Flche 50-320,64/03/05,6403190056 


— 6403190060 Requests comments on end constituent BE Ourks 640123 
request for NRC rept on TMI accident 

HEFLIN.H Senate 64/02/10 KAMMERER. C Office of Congressional 
Affairs 3pp 22681 320 24X Fiche 90-320,64/03/09,6403190056 


640321-0141 Requests deletion of RC Arnold, former presi-dent of 
Oansral Public Utils, from NRC mailings 

e Oenaral Public Utilities - GPU Service Corp 84/03/16 NRC - 
No Detailed Affiliation Given 2pp 22707.260 24X 

Fiche 50-209.84/03/16.6403210141 


-J Insurance S« indemnity Information 


6403280010 Forwards Endorsements 72 6 73 to NELIA Policy NF-220 & 
Endorsements 62 1« 63 to MAELU Policy MF-73 

OERETY, H F General Public Utilities - OPU Service Corp 84/03/22 
BALTZHAN.O Office of Nuclear Reactor Regulation, Director 9pp 
22777 074 24X Flche 50-269,64/03/22,6403260010 


P Operating license stage documents 6 correspondence 


64032D0304 Forwards K Myers 620111 memo re statements mads at 611221 
meeting on Info flew during TMI accident 

DIRGKS. M J Office of the Executive Olrecto-r for Operations 
62/01/13 PALLADINO, OILINSKV, BRADFORD Commissioners 6pp 
22709 170 24X Flche 50-320.82/01/13,6403200304 


B40320D34I Forwards H Meyer 630306 memo re possibility of Intentionally 
or willfully withholding info during accident NRC statements 
Inconsl stent 

DIRCKSiW yJ Office of the Executive Director for Operations 
82/03/11 PALLADINO, Q1L1N3KV. BRADFORD Commissioners Sap, 

22709 119 24X Flche 50-320,62/03/11,6403200341. 


B4030B0393 Forwards DL Jensen 830517 Ur to N Palled ino re OOd 
Invftstlgatle-n of TMI Document subj to Voigt B30S26 FOIA 
request It 830919 appeal Document should be placed in PDR 
BHEENEY.M Office of the General Counsel 64/01/27 POOL, M J NRC 
- No Detailed AfPlllation Given Ip 22967:394 a4X 
Flche; 80-269. 64/01/27, 6403080393 


— 6403080429 Responds to 830411 Itr re TMt-1 restart S, DDJ investigation 
into allegations re mgt competence Investigation being 
pursued dlllgentlyi but mill not be completed by requested 
date 

dENSEN,D L Justice, Dopt of 03/05/17 PALLADINO. N J 
Commissioners 4pp 22367 355 24X Fiche 50-269,64/01/27, 

6403060393 


8403070053 -Responds to 631214 Itr suggesting Commission refuse to 
restart Unit 1 until funding for Unit 2 cleanup in place 
Commission does not believe that Unit 1 restart t< Unit 2 
cleanup should be tied together 

PALLADINO, N d Commissioners 64/02/06 MORRIS, A E Advisory 
Council for Decontamination of TMI Unit 2 ip 22563 196 S4X 
Fiche 50-269.64/02/06.6403070053 


6403020318 Forwards annual update to "Recovery Program 6ys Description, 
Auxiliary Bldg Emergency Liquid Cleanup Sys lEPICOR-IIl “ 

Chemical addition section no longer utilized in EPICOR It 
Sys 

KANOA, 0 K General Public Utilities - GPU Service Corp 04/02/24 
SNYDER, D J TMI Program Office Ip 22439 315 24X 

Fiche 50-320,84/02/24.6403020316 


--6403D20323 “Recovery Program Sys Descri ption, Auzl 1 iary Bldg Emergency 
Liquid Cleanup 6ys lEPlCDR-II) 

• General Public Utilities - OPU Service Corp 84/02/29 Slpp 
22439 316 24X Flche 50-320.84/02/94,6403020316 


6403130139 Comments o-n EI8 draft suppl re occupational radiation dose 
at TMI-2 Alternatives 1 I, 2 unacceptable Alternative 3 
acceptable based on reducing occupational exposure ui/o 
delaying fuel removal 

HAGER, G W Marylan-d, State of B4/02/29 SNYDER, B J TMI Program 
Office i7pp 22606 147 24X Flche 90-320.84/02/29,8403130159 


6403020277 Submits comment on review of draft suppl to programmatic 
EIB re decon tani 1 nat 1 on 4c disposal of radwaste resulting 
from 790326 accident at facility 

BLANCHARD, D Interior. Dopt of 64/03/01 SNYDER, B J TMI 
Program Office Ip 22440 040 24X Fiche 50-320,64/03/01, 

□403020277 


6403000410 Responds to 640214 request for 30-day extension to comment 
on draft suppl to programmatic EI8 Due date for comments 
extended to 640402 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
64/03/01 MORRIS, A E Lancaster. PA Bpp 22581 326 24X 

Fiche: 50-320,64/03/01, 6403080410 


— B403QB0412 Requests 30-clay extension to comment on programmatic EI8 
updat e 

MORRIS, A E Advisory Council for Decontamination of TMI Unit 2 
B4/02/14 PALLADINO. N d Commissioners 2pp 22SB1 329 24X 
Fiche 50-320.64/03/01.840 3060410 


6403120261 Grants 840214 request for 30-day extension to submit 
comments on draft suppl to preltfliinary EtS Comments now 
required by 640402 Announcement of extension will be 
published i-n Ffl 

DENTON. H R, Office Of Nuclear Reactor Regulation, Director 
64/03/Dl MORRIS, A £ Advisoryi Council for Decontamination of TMI 
Unit 2 3pp 22619 140 24X Fiche 30-320,64/03/01,6403120261 


8403000267 Forwards updated major milestone schedule for TMI-2 cleanup 
for 1984, in response to 84D131 request 

KANOA. B K General Public Utilities - OPU Service Corp 84/03/02 
SNYDER. B J TMI Prxtgram Office 7pp 22557 093 24X 

Fiche 50-320,84/03/02,6403080267 


6403160041 Comments on NRC review of pyrophoric reactions of zirconium 
Experiments described in HR Denton 840217 Itr may lead to 
uninformed or false conclusions 

OUUBRANSEM. E A Pittsburgh, Unlv of, Pittsburgh, PA 64/03/02 
LEUIB.M Lewis. H Ip. 226SS 128 24X Flche 50-320,84/03/02, 

6403 I 60041 


— 6403160049 Bubmlts petition for appeal of NRR Director's Decision 
DD-64-4 on 640217 denying request to postpone headllft 
Decision ignores obvious dangers 

LEUIB. M I Lewis. M 64/03/11 PALLADINO, OILINSKY. ROBERTB 
Commissioners, 3pp 22655 129 24X Flche 90-320,84/03/02, 

6403160041, 


6403150311 Comments on 631230 Itr providing plan 1, schedule for 
recovering Tech Spec required sys tt components Plan 
acceptable Requests -notice on quarterly basis of status of 
progress In reinstating Tech Spec surveillance requirements 
SNYDER. D d TMI Program Office 04/03/07. KANOA, B K General 
Public Utilities - OPU Service Corp 2pp 22649 314 24X 

Flche- 50-320,84/03/07,6403190311 
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8403130426 Forusrd* Rev 3 to "SER for Removal of TMI-H Reactor Veseel 
Head" for revlow tt approval 

KANOA. B K Oeneral Public Utllltie* - OPU Service Carp 84/03/09 
BNyOER, D J THI Program Office 2pp 22600 303 24X 

Flcha* SO-320. 84/03/09, 8403130428 


““■8403130439 Rev 3 to "SER for Removal of THI— 2 Reactor Veeeel Head " 
» Oeneral Public Utilities - OPU Service Corp 1S737-2-007-102 
R09 84/02/29 ISlpp 22608 305 24X Flche 50-320.84/03/09, 

8403130428 


9403220195 Responds to 840201 request for Info re sources of Internal 
CPU funds available for facility cleanup in 1984 Financial 
forecast for 1984-86 re spending plans it cash generation 
uill be provided 

ORAHAM, J 0 Oeneral Public Utilities - OPU Service Corp 64/03/09 
BALTZMAN, U Office of State Programs. Director 3pp 22717 046 
24X Flche 50-320.84/03/09,8403220195 


8403230240 Advises that since facility has average coolant temp of less 
then 200 F (i Is at lero pouiar, cold shutdoun requirements of 
final rule on licensed operating staffing applicable 
SNYDER, B J TMl Program Office 84/03/09 KANOA, B K Oeneral 
Public Utilities - OPU Service Corp 3pp 22759 275 24X 

Flche 30-320,84/03/09,8403230240 


8403230221 Requests response to author 640201 Itr re sources of funding 
In 1984 for cleanup of facility Svc list end 

BALTZHAN, J Assistant Director for State tt Licensee Relations 
84/03/12 ORAHAM, J 0 Oeneral Public Utilities - Opu Service Corp 
Spp. 22789-344 24X Fiche 30-320.84/03/12,8403280221 


8403200201 Foruards annual update to sys description for solid uaste 
staging facility Primary mod deletes ref to completed 
EPICOR-II venting h shipping program Remaining changes 
rsflect current plant status 

KANOA, B K Oeneral Public Utilities - OPU Service Corp 84/03/15 
BNYDER, B J TMI Program Office Ip 2269B 263 24X 

Fiche- 30-320. 84/03/15, 8403200201 


— 8403200208 Annual update to "Recovery Program Solid Haste Staging 
Facility Sys Description " 

* Oeneral Public Utilities - OPU Service Corp 84/03/15 20pp 
221,98.264 24X Flche 50-320.84/03/13.8403200201 


B403270123 Foruards application for amend to License OPR-73. consisting 
of Tech Spec Change Request 43, increas Ing max allouable 
boron concentration in RCB to 6.000 ppm 

KINTER, E E Oeneral Public Utilities - oPU Service Corp 84/03/22 
SNYDER. B J TMl Program Office Ip 22774 140 24X 

Flche, 50-320, B4/03/22, B403270123 


— 8403270127 Application for amend to License DPR-73. consisting of 
Tech Spec Change Request 43, Increasing max allowable boron 
concentration in RCB to 6.000 ppm 

a Oeneral Public Utilities - OPU Service Corp 84/03/22 4pp 
22774 141 24X Flche 50-320,84/03/22,8403270123 


--B403270129 Proposed Tech Specs increasing max allouable boron 
concentration in RCB to 6.000 ppm 

» Oeneral Public Utilities - OPU Service Corp 84/03/22 ip 
22774 .145 24 X Fiche 50-320,84 /03/22. 84 03270 1 23 


8403270210 Application to amend License DPR-73. revising Tech Specs rs 
boron concentration upper limit 

KANOA, D K Oeneral Public Utilities - OPU Service Corp 84/03/22 
BARRETT, L.H TMl Program Office 2pp 22770.277 24X 

Flche: 50-320, 84/03/22. 8403270210 


•"“8403270212 Proposed Tech Spec changes re boron concentration upper 
limit, 

* Senerel Public Utilities - OPU Service Corp. 84/03/22, Spp 
22770 279, 24X Flche 50-320,84/03/22,8403270210 


8403300031 Foruards general (< specific comments on Buppl 1 to 
programmatic EIS Statement should be added to Table 2 1, 

"Llcaneet Ooals for Dose Rate Reduction" to indicate goals 
are for target values only. 

KANOA, B.K. Oeneral Public Utilities - OPU Service Corp 84/03/26 
SNYDER, B.J TMI Program Office. 12pp. 22621 327 24X 

Flche; 30-320, 84/03/26, 8403300031. 


Q Inipectlon reports, IE Bulletins 6 correspondence 


8403060408 FOIA request for repts of imp carried out under Condition 2 
of Nuclear Energy Liability pollclas for factlltias 
CALeOYAS, C. 0. Af#ilt4tion Not Assignad 84/02/07 Rag Ion 3, 

Off tea of Director. 4pp. 22567-341 24K Flche 90-000,84/02/07, 

8403060408. 


8403080419 Responds to FOIA request for repts of insp carried out Under 
Condition 2 to Nuclear Energy Liability policies For 
facilities NflC does not have repts 

FELTON, J M Division of Rules and Records 84/02/22 CALSOVAS, C D 

Affiliation Not Assigned Ip 22367 345 24X 

Fiche 30-000. 84/02/22, 8403080419 


8403090036 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Hiller. Inc " Companies supplying matls 
or sves to facility listed Ray Miller matl not Installed in 
safety-related sys at facility 

KANOA, B K General Public Utilities - GPU Service Corp 04/02/23 
MURLEY.T E Region 1, Office of Director llpp 22376 036 24X 
Flche 30-320, 84/02/23. B403090D36 


0403130467 Foruards IE Imp Rept 30-320/64-02 on 040109-0213 No 
Violations observed 

BARRETT, L H TMI Program Office 84/02/27 KANQA.D K Oeneral 
Public Utilities GPu Service Corp 3pp 22613 219 24X 

Fiche 50-320,84/02/27,8403130467 


—8403130471 IE Insp Rept 30-320/64-02 on 840109-0213 No violations 
Identified Major areas Inspected LERs, previous insp 
findings, radioactive matl sh ipments, hea 1 th physics !, environ 
rcvleu ti reactor bldg entries 

UIEHE.J , M08LAK, T . BELL. J TMl Program Office 64/02/22 7pp 
22613 221 24X Flche 30-320,84/02/27,6403130467 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits ti Annunciation " Bve list 
one 1. 

UORDAN, E L Division of Emergency Preparedness it Engineering 
Response iPest 630103) 84/02/26 Consolidated Edison Co. of Neu 

York, Inc 113pp 22909 239 24X Flcha 50-000.84/02/26,6401190072 


8403130125 Discusses IE insp on 631220-21 & foruards notice of 
violation 

MARTIN, T T Division of Engineering 6 Technical Programs 84/02/28 

EI8ENBUD.M Nou York Univ Medical Center. Neu York, NY 2pp 

22640 317 24X Flche 50-320,84/02/20,8403130125 


— 8403150132 Notice of violation from Insp O'n 831220-2J Violation noted 
5 8 mCl Ce-144 source transported to & possessed at facility 
not authorlied by specific or general license 

* Region 1. Office of Director 04/02/28 Ip 22640 319 24X 

Flche 50-320,84/02/28,8403150123 


— 8403150138 Discusses 831219 unauthorliod use of 5 B mCl Co-144 source 
to aid in calibr of facility phosultch detector Util 
personnel unaware of matl until after so.urce unloaded 
THONUe, L THI Program Office 93/12/23 OLENN, J NRC - No 
Detailed Affiliation Given Ip 22640 320 24X 

Flche 50-320,84/02/20,0403150125 


S402090007 16 Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT t, NRC " Svc list end 

GRACE, J N Division of QA, Safeguards & Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of Neu York, Inc 

130pp 22352 329 24X F t Che 50-000, 84/03/02. 8402090007 


8402090008 IE Info Notice 84-16, “Failure of Automatic Sprinkler Sys 
Valves to Operate “ Svc list end 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Rasponse (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York, Inc 122pp 22533 096. 24X Fiche 90-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releases “ 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B301D3) 84/03/02 Consolidated Edison Co. of Neu 

York, Inc lt9pp 22353 217 24X Fiche 30-000,84/03/02,8402090009 


8403120101 Ack receipt of 840201 Itr informing NRC of results of 
analyses of split sample of submerged demineral 1 icr sys 
effluent, per IE Insp Rept 50-320/83-18 

MARTIN, T, T Division of Engineering & Technical Programs. B4/03/02 
KANOA, 0 K Genera) Public Utilities - OPU Service Corp Spp 
22388.226 24X Flche 50-320,84/03/02,8403120101 


— 8403120102 Responds to NRC 831229 Itr b forwards results of analysis 
of split sample of lubmergad deminera 1 1 zar sys, per 
IE Insp Rapt 50-320/83-18 Table encl 

KANOA, B K Oeneral Public Utilities - OPU Servlet Corp. 84/02/01 

MURLEY.T E. Region 1. Of flea of Director 3pp 22586 228 24X 
Flcha 50-320,84/03/02,8403120101 


8402090011 IE Info Notice B4~|7, "Problems M/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp." Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of Neu 

York, Inc ll7pp 22533 336 24X Fiche 50-000,04/03/03.0402090011 
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B^OaO'JOOS'5 I£ Info Notics B4-09( Rev li ’’Lesson* Learned From Insps of 
Fire FrotecLion Bafe Shutdown Sy s ” Svc list enc 1 
JORDANi E L Division oP Emergenci; Preparsdnsss L Engineering 
Response (Post B30t03) 04/03/07 Consolidated Edison Co of tfeu 

Yortj Inc llSpp 32-639 049 SdX Flche SO-OOOp Bd/OS/O/i 0403090024 


B4OaO9OO'20 IE Info Notice 04-101 "Stress Corroilan Cracking in PHR 
Sys ” Svc list encl 

JDRD/lffi E L Division of Emergency Preparedness l< Engineering 
Rnsponse IPost 03OIO3> 04/03/07 Consolidated Edison Co of Neu 

Yori. Inc lIBpp 22504 ID6 24X Flche 90-000. B4/03/07< 0402090020 


B403210047 Forward* IE Insp Kept 90-320/04-01 on 040109-12 «< 37-20 No 
violations noted 

Hf^RTI^Il T T Dlvlilon of Engineering & Technical Prografni 84/03/09 
KANOA. 0 K Oeneral Public Utilities - OPU Service Corp 2pp 
22705 305 24X Flche 50-320.84/03/09.8403210047 


--B403210034 IE Insp Ropt 50-330/04-01 on 040109-12 t, 17-20 No violations 
noted Major areas inspected IE Insp Procedures 82203. B3209.. 

B2210 «< 82211 re not 1 f 1 ca 1 1 oni b communications, shift 
staff Ing-. audits U emergency work grot ec t ion. respective 1 g 
TEflC.N « . WDUTNER.E . OORDDN. C Z Region 1, Office of Director. 
84/02/16 4pp 22709 307 24X Flche 30-320, 04 /03/09. 04032 10047 


0402090031 JE nulletin 84-02. "Failures of CE Type HFA Relays In Use In 
Class IE Safety Bys " Svc lilt end 

DEVOUNO. R C Director'* Office. Office of Inipection and 

Enforcement 04/03/12 Consolidated Edison Co. of New York. Inc 

134pp 22823 094 24X Flche 50-000.84/03/12,0402090031 


0403190213 Ack receipt of 040223 Ur Infarmlng KRC of steps taken to 
co-rrsct violations noted in IE Insp Rapt 50-320/B3-14 
MARTIN. T T Division of Engineering S. Technical Programs, 84/03/13 
KANOA. Q K Oeneral Public Utilities - OPU Service Corp Ip 
22671 120 24X Flche 50-320.04/03/13, 0403190215 


— 0403190217 Respond* to NRC 040125 Ur re violations noted In IE Insp 
Rept 90-320/03-14 Corrective actions effort made to ensure 
that lead engineer performing design work will not perforin 
verification. 1. procedure modified 

KANOA. D K Oeneral Public Utilities - GPU Service Corp 04/02/23 
HURLEY, T E Region 1. Office of Dlreelor 2pp. 22671 121 24X 

Flche 50-320,84/03/13,0403190215 


0403290202 Forwards IE Safeguards Insp Rept 30-320/04-03 on 040213-17 
No violations noted 

MARTIN, T T Division of Engineering t. Technical Programs B4/03/I9 
KANOA. B K General Public Utllitte* - CPU Service Corp 2pp 
320O1‘OO1 24X Flche 50-320.04/03/19,8403290202 


—8403290205 IE Safeguards Insp Rept 90-320/04-03 on 040213-17 No 
violations notod Major areas inspected security 
organiiatlon, security program aud 1 1. test ing 1. naint. phye leal 
barrl ersi detection aids t< communications 

DUNLAP, JM , JOYNER, J,H Region 1, Office of Director 04/03/19 
Spp 22001 003 24 X Flche 90-320.04/03/19,8403290202 


8402090043 IE Info Notice B4-19, "Tuid Events Involving Unauthorized 
Entries Into PHR Reactor Cavities " Bve list end 
JORDAN, E L Division of Emergency Preparedneis t, Engineering 
Response iPost B30103>. 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Flche 90-000.04/03/21,0402090043 


0402090044 IE Info Notice 04-20, "3vc Life of Relays In Safe ty-Re la t ed 
Sys " Svc list end 

JORDAN, E L Division of Emsrgency Preparedness -6 Engineering 
Hespanse (Post 8301031 84/03/21 Consolidated Edlion Co of New 

York, Inc 139pp 22933 001 24X Flche 50-000.04/03/21.0402090044 


R Periodic operating reports It related correspondence 


8403120334 Foruardf THE Program Ofc weekly status rept for uk of 
040210-29 

BARRETT. L H TMI Program Office 84/02/27 DENTON, H R Office of 
Nuclear Reactor Regulation. Director SNYDER. D.J. TMI Program 
Office iOpp 22596 343. S4X Flche 90-320. 84/02/27, 8403120334. 


0403210039 Forwards "Aircraft Movements at Harrisburg Inti Airport, 
1983" I. "Number of Personnel 1. Man Rems by Work & Job 
Function. 1903 " 

KANOA, 8 K General Public Utilities - GPU Service Corp 04/02/28 
MURLEY.T E Region 1, Office of Director Spp 22704:390 24X 

Flche 90-320,84/02/28.0403210099 


—0403210064 "Aircraft Movement* at HarriJburg Inti Airport. 1983 " 
» Oeneral Public Utllltlii - OPU Service Corp 83/12/31 Ip. 
22704-352 34X Fiche 90-320,04/02/28.8403210099 


— 0403210071 "Number of Personnel l< Man Rems by Work t< Job Function. 
1903 ” 

* Oeneral Public Utilities - GPU Service Corp 04/02/16 Ip 
22704 393 24X Flche 90-320.84/02/20,8403210059 


8403130475 Forusrdi "Quarterly Dose Assessment Rept. Fourth Quarter 
1903" 6 "Semiannual Radioactive Effluent Release Rept, 

Jul-Dec 19B3 " 

KANOA. B K Oeneral Public Utilities - GPU Service Corp 04/02/29 
MURLEY.T E Region 1. Office of Director 2pp S2614 064 a4X 
Flche 50-320. 64/02/29. 8403130475 


— 8403130483 "Quarterly Dose Assessment Rept, Fourth Quarter 19B3 “ 

» Oeneral Public Utilities - OPU Service Corp 83/12/31 4pp 
22614 066 24X Fiche 50-320.04/02/29.0403130479 


“0403130489 "Semiannual Radioactive Effluent Release Rept, Jul-Dec 1983 
• Oeneral Public Utilities - OPU Service Corp 83/12/31 23pp. 

22614 070 a4X Fiche 90-320,04/02/29,0403130473 


8403210130 Forwarde personnel etpusure rept for 1983, Inc 1 ud Ing total 
count of personnel monitored ti number of personnel In each 
whole body eiposure range 

HUKILL, H D General Public Utilities - OPU Service Corp 04/03/01 

MURLEY, T E Region 1, Office of Director Ip 22707 008 a4X 

Fiche 30-289,84/03/01,0403210138 


— 0403210146 Personnel exposure rept for 1903 

« Osneret Public Utilities - GPU Service Corp 03/12/31 2pp 
22707 089 24X Flche 30-289,04/03/01,8403210130 


8403120233 Forwards TMI Program Ofc weekly status rept for uk of 
040226-0303 

BARRETT, L H TMI Program Office Q4/03/03 DENTON. H R Office of 
Nuclear Reactor Regulation. Director SNYDER. B J TMI Program 
QfflcB 12pp 22613 342 24X Flche 30-320.84/03/09,0403120293 


S Reportable occurrences, LERs ti related correspondence 


0403060426 Forwards Figures 0-0 6 B-9 Inadvertently omitted from 040208 
response to NRC 040104-06 audit questions re auxiliary bldg 
underp i nn Ing 

MOONEY. J A Consumers Power Co B4/02/27 HARRISON, J J Region 3, 
Office of Director 6pp 22318 194 24X Flche 90-320,04/02/27, 

0403060426 


8403260233 Forwards summary list of deficiencies Identified per 
10CFR30 93(e), Part 21 b potential generic Ur repts for 
cemmen ts 

STAROBTECKIr R Division of Project & Resident Programs 84/02/28 
Region 1, Office of Director 7pp 22796 065 24X 

Fiche 30-000,04/02/20,0403260233 


0403060103 PND-TM I -84-002 licensee pleaded guilty to one count of 
using incorrect procedure to determine RCS water Inventory t< 
nolo contendere on six of remaining 10 counts. sub j to final 
acceptance by court on 940229 

F ABANO. A , BARRETT. L TMI Program Office 84/02/29 Ip 
22517 010 24X Flche 50-320,04/02/29.0403060103 


0403060110 PNO-TMI-04-003 on 040229, load test of reactor bldg polar 
crane scheduled Load test will qualify crane to lift 170 
ton reactor vessel head NRC plans to continue monitoring 
events 

MOELAK, T , OASANO, A . BARRETT, L TMI Program Office. 04/02/29 Ip 
22S1B 310 24X Flche 50-320,84/02/29,0403060110 


0403060144 PNO-TM1-B4-002A on 040229, court accepted license# plea of 
guilty to one count of using Incorrect procedure to 
determine RCS water Inventory b plea of nolo contendere on 
fix of remaining 10 counts, 

FA6AN0, A , BARRETT, L TMI Program Office 84/02/29 Ip 
22313 350. 24X Fiche 50-320,04/02/29,0403060144 


8403060433 PNO-TM I-84-003A on 040229, qual i fleet ion load teat of reactor 
bldg polar crane completed Load test qualified crane to lift 
170 ton reactor vessel head scheduled for summer 

MOELAK, T . FASANO, A , BARRETT, L TMI Program Office 84/03/01 Ip 
22511 362, B4X Flche 50-320,04/03/01,8403060435. 


8403280006 LER 84-002-00 on B402L6, d etermlned that load test for polar 
crane procedure failed to Incorporate adequate Isolation 
requirements for nonborated water sources Test* from 
040213-16 conducted In unanalyxed condition 14/040314 Ur. 

GOULD, T L , KANGA, D K Oeneral Public Utilities - OPU Service Corp. 
84/03/14 MURLEY.T E Region 1, Office of Director, 2pp. 
22777:171 24X Fiche 50-320,94/03/14,8403200006 
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S4D3300074 PNS-I-Q4-a03 on 940324<nial» phoned Jerseg Central Pouier 
Si Light Cudtonier 8vc Ctr Si notlFied that FFA ulll start 
damollahing plants Ogster Creek Implemented emergency 
contingency plan Sc TMI Increased security amareness 
MASDENiU Region 1. Office of Director 84/0a/2i!i Ip SSB5S 058 
a4X Flche SO-OOOi 84/03/26i B403300074 


U Congresslonal/Executlve Correspondence 


B403070093 Responds to 831214 Itr suggesting Commission refuse to 
restart Unit 1 until funding for Unit 2 cleanup In place 
Commission does not believe that Unit 1 restart Si Unit 2 
cleanup should be tied together 

PALLADINOiN J Commissioners 54/02/08 MORRIS. A E Advisory 
Council for Decontamination of TMI Unit 2 Ip 22563 198 24X 

Flcha. 50-289. 84/02/08. 5403070053 


— 8403D70060 Responds to 831213 Itr re criminal indictment of Met Ed S. 
cleanup of Unit 2 Commission does not believe delaying 
rastart would accelerate Unit 2 cleanup Unit 1 restart S< 

Unit 2 cleanup should not be tied together 

PALLADINO. N 0 Commissioners 54/02/08 MORRIS, A E House of 
Rmp Ip 22963‘ 19? 24X Flche 90-289.54/02/05,0403070053 


— B403070069 Responds to 831207 Itr urging Commission not to authorlte 
restart of Unit 1 Commission views on restart set forth in 
end 840127 notice to parties Commission does not believe 
Unit 1 restart ti Unit 2 cleanup related 

PALLADINO. N U Commissioners 84/02/08 6EKAS. 0 H House of 
Rep ip 22963, 200 24X Flche 50-289. 04/02/08, 8403070093 


— 8403070073 Urges Commission not to accept recommendation to restart 
Unit 1 in tight of mgt integrity review tt criminal 
proceedings h slow pace of Unit 2 cleanup 
OEKAB. 0 H House of Rep 83/12/07 PALLADINO, N J 
Commlttloners, Ip 22963 217 24X Flche 50-289.84/02/08, 

8403070053 


6403070076 Advises of convictions re Unit 1 restart Due to criminal 
Indtctments tc belief that Unit 1 revenue should go directly 
toward Unit 2 c teanup, recommends against restart 

UALKER.R 8 House of Rap 83/12/13 PALLADINO, N . ASSEL8T1NE. J . 
fiERNTHAL. F Comml S s t oners Ip 22963 218. 24X 

Flche 50-269,84/02/08.8403070093 
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F Security, medical, emergency ii fire protection plans 


B4030902B2 Public version of Rev 0 to Emergency Plan Imp 1 amen ting 
Procedure HNP-8l6t, "Eberline Model PCM-1 Portal Monitor" !i 
Rmv 17 to HNP-BOOB. "Radiation Work Permit " W/B40HB Itr !, 

JH Felton 830307 release memo, 

SORRELL, E C , NIX, H. C, Oeorgia Power Co 84/01/18 46pp 
23593 321 24X Flche, 90-321, B4/01/ 18. B4030902B2 


8403300339 Public version of transmittal it title pages of deleted 
Emergency Plan Implementing Procedures HNP-8019i "Insp of 
Steal Raduaste Shipping Drums" ti HNP-8422, "Handling & 

Loading of Chem-Nuclear Cask " W/840119 Itr t< 840322 memo 
SORRELL. E C . NIX, H C Oeorgia Power Co 84/01/29 6pp 
32842 306 24X Flche 90-321,84/01/29.8403300339 


B4032&0261 Forwards order confirming licensee commitment to Implement 
p aet-TMl-ralated Itmas In NURE0-0737i Buppl 1 lOenerlc Ltr 
B2-33), "Requirements for Emergency Response Capability." 

BTOLZiJ. F, Bparatlng Reactors Branch 4. 84/02/21 BECKHAM. J T 

aeorgia Power Co. 3pp 22763 179. 24X Flche. 90-321 , B4/02/21 . 

0403260261 


— B403260269 Order confirming licensee commltmentc on emergency response 
capability requirements set forth in NUREO-0737, Supp 1 i 
(Oenerlc Ltr 82-33>. 

EI8ENHUT, 0. e. Division of Licensing 84/02/21 Oeorgia Power 
Co. 6pp. 22763' 182 24X Flche 90-321.84/02/21,8403260261. 


B403090067 Forwards rav to physical security plan Rev withheld 
tref 10CFR2. 790 h 73 21) . Traniml ttal ack end 

BECKHAM, U.T Oeorgia Power Co 84/02/27 O'REILLY, J P, Region 2. 
Office of Director. 2pp 22979 351 24X Flche* 90-321 , 84/02/27, 

B4D3090067 


8403130169 Revs 6 I, 7 to Emergency Plan Implementing Procedures 
HNF -8006, Rev 9 to HNP-a007 t. Rev 0 to HNP-8043 re 
decontamination i< Rev 8 to HNP-4B60, HP-4e91 , HP-4B67, 4868 S< 

4869 re revelu I, rev to emergency plan W/e40306 ltr 

SORRELL, E C Oeorgia Power Co. 84/03/02 124pp 22600.132 24X 

Flcha; 90-321, 84/03/02, 8403130169 


8403130346 Advises that next annual emergency exercise scheduled for 
840802 State of OA i local govts do not plan to fully 
participate Exemption to l0CFR50,App E necessary to proceed 
w/exerclse Reply requested If date tt exercise acceptable 
BECKHAM, J T Georgia Power Co 84/03/02 DENTON. K R Of flee of 

Nuclear Reactor Regulation, Director Ip 32607 149 24 X 

Flche 90-321,04/03/02,0403130346 


0403160190 Notifies of 840316 workshop meeting to discuss 10CFR90. App R 
requirements {, associated insp results to resolve fire 
protection misunderstandings Number of attendees should be 
limited to six due to conference room slxe 

LEWIS. R C Region 2, Office of Director 84/03/02 KELLY, R J 
Georgia Power Co Ip 23655 317 24X Flche 90-321,84/03/02. 

8403160190 


8403130004 Transmittal ti title pages of deleted emergency plan 
implementing procedures, i nc 1 ud ing HNP-1-4309 re turbine lube 
oil reservoir oil fire t, HNP-t-4206 re turbine lobe oil 
conditioner i storage fire W/B40306 ltr 

SORRELL, E C Oeorgia Power Co 84/03/06 12pp 2261S 183 24X 

Flche 90-321.84/03/06,8403130004 


8403260190 Revised emergency plan implementing procedures. including 
Procedure HNP-8033 re quantitative fit testing. Proqeilure 
HNP-4926 re alert emergency rally point leader & Procedure 
HNP-0010 re use & care of respirators W/B40320 ltr 

SORRELL, E C Georgia Power Co 84/03/20 114pp 22798 290 24X 

Flche 90-321,84/03/20,8403260190 


8403300143 Rev 6 to Emergency Plan Implementing Procedures HNP 4726 i 
4626 tt Rev 8 to Procedure HNP-B012 re general tt site area 
emergency rally point loodors tt radiation tt contamination 
surveys M/B40326 ltr 

SORRELL, E C Oeorgia Power Co 04/03/26 119pp 22820 083 24X 

Flche 90-321.84/03/26,8403300143 


J Insurance tt indemnity Information 


8403060281 Forwards Endorsement 85 to NELIA Policy NF-219 

DUCK, J R Marsh & McLennan. Inc 84/02/28 SALTZKAN. U Assistant 
Director for State t. Licensee Relations 2pp 22918*187 24X 

Flche 50-321.84/02/28.8403060281 


8403280038 Forwards Endorsements 86 (< 87 to NELIA Policy NF-219 (i 
Endorsements 70 8, 71 to MAELU Policy MF-78 

DUCK.J R Marsh 1, McLennan. Inc 04/03/21 BALTZMAN.J Assistant 
Director for State (, Licensee Relations 9pp 22777.010 24X 

Flcha 50-321.84/03/21,8403280038 


0 Advisory Committee en Reactor Safeguards reports tc correspondence 


0402270263 Responds to F81A request for JC Mark 801204 memo to ACR8 re 
hydrogen burn w/tgnlters t, documents concerning generation, 
combustion or control of hydrogen in reactor accidents 
Forwards App A documents App B documents In FOR 

FELTON, J M Division of Rules and Records 84/01/30 HIATT, 8 L 

Ohio Cltliens for Responsible Energy 7pp 22412.091 24X 

Flche 50-000.84/01/30.8402270263 


— 8402270314 Forwards summary of investigations re hydrogen recomblners 
h relay failures in HPCl sys 

ZUKOR.D J ACR8 - Advisory Committee on Reactor Safeguards 
80/10/30 MOELLER. D W ACRB - Advisory Committee on Reactor 
Safeguards 4pp 22412 086 24X Flche 50-000.84/01/30, 

8402270263 


P Operating license stage documents tt correspondence 


8401120496 Notification of 840214 meeting w/OPU. Bech tel ti Southern 8vcs 
Co in BithesdaiMO to discuss equipment qualification 
filVENBARK.O W Operating Reactors Branch 4 84/01/09 STOLZ.UF 

Operating Reactors Branch 4 2pp 21004.101 24X 

Flche 90-321,84/01/09,8401 120496 


8403090187 Application for amend to Licenses DPn~97 tc NPF-9. revls Ing 
Tech Specs re listed TMI Action Plan Itams.per Generic Ltr 
83-36 

BECKHAM, vt T Oeorgia Power Co 84/02/06 8T0LZ, J F Operating 
Reactors Branch 4 0pp, 22973 276 24X Flche 90-321,84/02/06, 

8403090187 


— 8403090196 Proposed Tech Specs re ine trumentat i on providing 
iurvei 1 lance info, post- accident sampling t< anal y sis tt 
post-accident monitoring Instrumentation 
« Georgia Power Co 84/02/06 ISpp 22573 284 24X 

Flche 90-321,84/02/06,8403090187 
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34031^0236 R>-vleui B40112 meeting to dlseuit. responses to B31O04 
request for add I info needeiJ to review OA projram 
description List of oieetlng attendees end 

LEU I Si R C Division of Project & Resident Programs B4/02/0'7 

KELLYi R %) Georgia Power Co 3pp 33661 064 34X 

Fiche 90-331< 04/03/07.0403160336 


3403090083 Discusses analyses on 22 safety relief wolve < SRV I discharge 
lines per 821337 request to address questions re SRV test 
program per TMl Item II D I Analyses indicate supports k 
piping geometry adequate 

GUCUAi L 7 Ceorgla Power Co 04i'O2/'lO BTOLZi J F Operating 
Reactors Branch 4 3pp 33470 007 34X Flcho 30-32 1 1 04/ 02/ 10, 

8403030083 


6403060436 Forwards notice of consideration of Issuance of Amends 77 6 
34 to Licenses DPR-57 6 KPF-5j r espoc tl ve 1 y tt proposed NSHC 
determination {< opportunity for hearing re time requirements 
for scram discharge vol vent k drain valves 

filVENDARK. 0 Operating Reactors Branch 4 84/02/31 DECKMANi J T 

Georgia Power Co 3pp 22347 344 24X Flche 30—331^84/02/211 

B4030604D6 


— B403060440 Notice of consideration of issuance of Amends 77 l< 34 to 
Licenses DPJl-37 6 MPF- 3 , resp ec 1 1 ve ly k proposed NSHC 
determination k opportunity for hearing 

8T0LZ, J F Operating Reactors Branch 4 04/02/21 0pp 

22547 347 24X Fiche 30-321 . B4/02/21 , 0403060436 


0403140340 SumiTiary of D312I3 meeting w/OE S< Nark 1 Owners Group in 
BethesdeiMP re Mark I containment we twel 1-dryuie 1 I vacuum 
breaker design methodology 

SIEGEL. B L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 51 pp 22633 170 24X Flche 90-000,04/02/21. 

B403£4O34O 


9403010110 Forwards Amends 70 k 35 to Licenses DPn-57 k NPF-3, 
respectively S. safety evaluation Amends revise Tech Specs to 
extend time allowed to restore thermal power scram k control 
rod block trip setpoints within Tech Spec limits 

RIVEMBARH. 0 Operating Reactors Branch 4 84/02/22 B EC KM Art, J T 

Georgia Power Co 2pp 2347? 201 24X Flche 30-321, 04/02/22, 

04030101 10 


— 0403010124 Amends 70 k 33 to Licenses DPR-97 t< NPF-3, re s pe c 1 1 ve i y , 
ravlBlng Tech Specs to extend time allowed to restore 
thermal power scram k control rod block trip setpoints 
within Tech Specs limits 

STOLZ.J F Operating Reactors Branch 4 84/02/22 13pp 

2347? 283 24X Flche 50-32 1 , 04/02/22, 04030101 lO 


— 04030-10128 Safety evaluation supporting Amends ?8 t. 33 to Licenses 
DPn-37 k NPF-5, respectively 

» Office of Nuclear Reactor Regulation, Director 04/02/22 3pp 
2247? 278 24X Fiche 50-321 > 84 /02/22, 840301 01 1 0 


8403070357 Forwards request for add I info to complete review of 
proposed programs for Inservlce testing of pumps fc valves 
submitted in 830812 Itr Info requested within 30 days 
STOLZiJ F Operating Reactors Branch 4 04/02/23 DECRHAN. 0 T 

Georgia Power Co 4pp 22364 134 24X Fiche 50-321,04/02/23, 

0403070337 


8403070231 Forwards update an facilities conformance k Info re plans S< 
schedules for any needed improvements & rept re vendor 
equipment technical info program by Nuclear Util Task Action 
Committee on Generic Ltr B3-2B, Sec 1 1 on 2 2 2 

GUCUA,U T Georgia Power Co 04/02/27 STOLZ.J F Operating 
Reactors Branch 4 24pp 22936 OB? 24X Flche 50-321.04/02/27, 
0403070251 


— 6403070292 “Vendor Equipment Technical Info Program," per Oenerte Ltr 
03-20. Section 2 2 2, final draft 

• Nuclear Utility Task Action Committee 84/02/27 63pp 
22536 tl2 24X Fiche 50-321,84/02/29,0403070251 


640326D04S Forwards Amend ?9 to License DPB-57 Amend changes Tech Specs 
to delete -drywell— to— torus differential pressure sys 
STOLZ.J F Operating Reactors Branch 4 64/03/06. BECKHAM, J T 

Georgia Power Co 3pp 22763 204 24X Flche 50-321,64/03/06, 

8403260045 


-8403260048 Amend 77 to License DPR-37, chang 1 ng Tech Specs to delete 
dryuiell-to-torus differentia) pressure ays 
STOLZ.J F Operating Reactors Branch 4 84/03/06 ?pp 

22763 287 GAX Flche 30-321,84/03/06.0403260045 


8403200003 Responds to 640227 request for addl action to verify aspects 
of overhead crane design at facility, per NUflEG-0612 
guidelines Crane safety & reliability satisfactory 
OUCMA.L r Georgia Power Co 84/03/12 STOLZ.J F Operating 
Reactors Branch 4 2pp 22605 209 24X Flche 30-321,84/03/12. 

8403200005 


8403150275 Generic Ltr 04-07 to all licensees of BHRs re procedural 
guidance for pipe replacement at DURs Svc list end 
EIBENHUTiDO D 1 vl s I on u f L 1 cans i ng 84/03/14 Commonwealth 

Edison Co 20pp 22823 354 24X Fiche 80-000.04/03/14,8403150275 


G Inspection reports, IE Bulletins k correspondence 


0403160176 Forwards IE Insp Flepts 50-321/84-04 k 30-366/04-04 on 
040204-07 No violations or deviations identified 
DANCE. H C Division of Project k Resident Programs 04/02/24 

KELLY, R T Georgia Power Co 2pp 22693 331 24X 

Flche 50-321,84/02/24,0403160196 


--0403160190 IE Insp Repts 30-321/84-04 k 30-366/84-04 on 840204-07 No 
Violations or deviations identified Major areas Inspected 
torus vent header cracking feedwater line ultrasonic 
indication (< recirculation piping replacement 

CROWLEY, 0 R , BLAKE. J J Region 2, Office of Director. 04/02/23 
6pp 22635 333 24X Flche 50-321,84/02/24,8403160176. 


0401170072 IE Info Notice 04-13. "Potentlel Deficiency In Motor 
Operated Valve Control Circuits h Annunciation '' 8vc list 
end 

JORDAN. E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 64/02/20 Consolidated Edison Co of Niu 

York, Inc llSpp 22907 239 24X Flche 30-000.04/02/28.0401190072 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DDT (. NRC " Bvc list encl 

QRACErJ N Division of QA, Safeguards t. Inspection Programs (Post 
0301031 04/03/02 Consolidated Edtian Co of New York, Inc 

130pp 22352 327 24X Fiche 30-000,04/03/02,8402070007 


8402090006 IE Info Notice 64-J6, "Failure of Automatic Sprinkler 8ys 
Valves to Operate “ Svc list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 8301031 64/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 096 24X Flche 30-000.04/03/02.8402070009 


0402070009 IE Info Notice 04-15, "Reporting of Radiological Releases “ 
Bvc list me 1 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 03OiO3) 84/03/02 Consolldeted Edison Co of New 

York, Inc 119pp. 22333 217 24X Flche 80-000.04/03/02,8402090009 


8402090011 IE Info Notice 84-17, "Problems H/Liquid Nitrogen Cooling 
Conponenis Below Nil Ductility Temp " Bvc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response iPost 830103) 64/03/05 Consolidated Edison Co of New 

York. Inc 117pp 22553 336 24X Flche 30-000,04/03/03,0402090011 


0402070024 IE Info Notice 04-07, Rev 1, "Lessons Learned From Inept of 
Fire Protection Safe Shutdown 8ys " Svc list end. 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 64/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22635 049 24X Flche 30-000,04/03/07,8402070024 


0402070020 IE Info Notice 84-18, "Stress Corrosion Cracking In PHR 
Sye " Svc list anc 1 , 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Int llSpp 22504 106 24X Flche 50-000,84/03/07,8402090028 


0403160330 Aclt receipt of 040206 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/83-32 t, 
50-366/03-34 

DANCE, H C Division of Project & Resident Programs. 04/03/09 

KELLY, R J Georgia Power Co. Ip 22660 015 24X 

Flcho 50-321,84/03/09,8403160330 


— 8403160347 Responds to NRC 840106 ltr re violations noted in IE Insp 
Repts 30-321 /B3-32 k 50-366/83-34 Corrective actions' 
procedure revs drafted (c undergoing review S< approval 
process 

OUCMA.L T Georgia Power Co 04/02/06 O'REILLY. J.P Region 2. 
Office of Director 2pp 22660 016 24X Flche 50-321,04/03/09, 

0403160330 


— 0403160357 Forwards IE Insp Repts 50-321/83-32 t< 90-366/83-34 on 
831114-10 & notice of deviation 

DANCE, H C Division of Project t< Resident Programs, 64/01/06. 
KELLY, R.J Oaorgla Power Co 2pp 22660:010 24X 

Fiche 50-321,84/03/09,0403160330 


— 0403160365 Notice of deviation from insp on 831114-18 

# Region 2. Office of Director 84/01/06 Ip 22660’ 080, a4X 
Fiche 90-321,04/03/09,8403160338 
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— B403160372 IE Insp Rept* 30-321/83-32 I. 30-366/83-34 on 831114-18 
Dsvlation noted fellure to electronical Ig celtbr high range 
drguiell radiation inonltar<> per NUREO-O737i Item II F 1 
HRAYiJ R Region 2. Office of Director BARRi K p Division of 

Engineering I< Operational Programs 84/01/04 7pp 22660.021 
S4X Flche 30-321.84/03/09.8403160338 


0402040031 IE Bulletin 84-02. ''Failures of OE Tgpe HPA Relagt In Use In 
Class IE Safetg Sgs " Sve list end 

DEYOUNOi R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York, Inc 

134pp 22823 044 24X Flche 30-000.84/03/12.8402070031 


S403290193 Ack receipt of 840301 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-366/83-26 
LEkllS.R C. Division of Project b Resident Programs B4/03/1S 

KELLY. R J. Georgia Pouer Co Ip 22801 008 24X 

Ficha. 30-366. 84/03/13. 8403890193 


— 8403290194 Responds to NRC 840201 Itr re violations noted In IE Insp 
Repts 30-321/83-23 8. S0-366/83-2i> on 630721-0820 Corrective 
actions administrative controls to stress independent 
verification upgraded 

BECKHAM. J T Oeorgla Poucr Co 84/03/01 □ 'REILLY, U P Region 

2. Office of Director 6pp 22801 009 24X Flche 30-366. 

84/03/13, 8403290193 


— 8403290193 Forwards IE Insp Repts 30-321/83-23 b 30-366/83-26 on 
830721-0820 b notice of violation 

LEUIB.R.C Division of Project b Resident Programs 84/02/01 

KELLY. R J Oeorgla Power Co 2pp 22801 013 24X 

Flche. 30-366, 84/03/13. 8403290193 


— B4O3290197 IE Insp Repts 30-321/83-23 b 50-366/83-26 on 930721-0820 
Violations noted’ safetg-rslated equipment b sgs not aligned 
tc limiting condition for operation for main staam Isolation 
Isakags control sgs not sstablished 

CRLENJAK.R V., HOLMES-RAY, P , PANCIERA.V U RagIqn 2, Office of 
Director 84/01/28 3pp 22801 018 24X Flche 30-366,84/03/13. 

0403290193 


8403290208 Ack receipt of 840301 Itr informing NRC of steps taken to 
correct violations notsd In IE Insp Rept 30-321/84-03 
DANCE.H C Division of Projsct b Resident Programs. 84/03/19 
KELLY. R U. Georgia Power Co Ip 22600 302 24X 

Flche 30-321,84/03/19.8403290208 


— 8403290212 Responds to NRC 840210 Itr re violations noted In IE Insp 
Rspts 30-321/84-03 fc 30-366/84-03 Correctlvs actions NDE 
perionnsl rsminded of importancs of proper b complete data 
recording. 

OUCHA.L. T Oeorgla Power Co 84/03/01 O'REILLY, J P Region 2. 
Office of Director. 2pp 22800 303 24X Flche 30-321.84/03/19. 

8403290208 


— 8403290215 Forwards IE Insp Repts 30-321/84-03 b 50-366/84-03 on 
840124-27 b notice of violation 

DANCE. H. C. Division of Project b Resident Programs 84/02/10 
KELLY, R J. Oeorgla Power Co 2pp 22800 303 24X 

Flche 30-321,84/03/19,8403290208 


— 8403290216 Notice of violation from insp on 840124-27 

* Region 2, Office of Director 84/02/10 Ip 22800 307 24X 

Flche. 30-321, B4/0J3/19, 8403290208 


— 8403290219 IE Insp Repts 30-321/84-03 b 30-366/84-03 on 840124-27 
Violation noted ultrasonic Insp records for Fall 1982 Insp 
Of reactor veaiel flange to Shell Held C-1 did not show 
•stent or location of area 

CROWLEY. B.R Region 2, Office of Director BLAKE. J J Division 
of Emergencg Preparedness b Materials Bafstg 84/02/09 Itpp 
22800 308. 24X Flche- 30-321, 84/03/19, 8403290208 


8402090043 IE Info Notice 84-19. "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavitlss " Bve list sncl 
JORDAN. E L Division of Emsrgsncg Prsparedness b Englnssrtng 
Reoponst (Post 830103). 84/03/21. Coniolldatsd Edison Co of Nsw 

York, Inc. 123pp 22823 229 24X Flche 30-000, 84/03/21. 8402090043 


8402090044 IE Info Notice 84-20, "Sve Life of Relags In Safstg-Related 
8ga. " Sve lift and 

JORDAN. E L Division of Emergencg Praparednass b Engineering 
Reaponis (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc. 133pp. 22933 OOt 24X Flche 30-000,84/03/21.8402090044 


R. Periodic operating reports b related correspondence 


9 Repartabls occurrences, LERs b related correspondence 


8403090228 Supplemental narrative summarg to LER 30-321/1979-021. Rev 5 
providing updated data re tritium levels In groundwater 
samples during Third Ouarter 19B3 presented In end Table 1 
H 7840208 Itr 

NIX.H C Georgia Power Co 84/01/31 O'REILLY. J P Region 2. 
Office of Director 3pp 22371 237 24X Flche 50-321,84/01/31. 

8403090228 


8403010330 Forwards supplemental narrative summarg to LER 
30-321/79-021. Rev 3 Groundwater problems reviewed w/Reglon 
11 personnel on 831219 Problems not environ concern in 
regulatorg sense Rept closes LER 

NIX.H C Oeorgla Power Co 84/02/08 O'REILLY. J P Region 2. 
Office of Director 3pp 22432 073 24X Flche 30-321,84/02/08, 

8403010330 


8403160044 LER 84-UUI-OO on 84021 1. reactor scram followed high 
vibration turbine trip Caused bg bucket b finger damage 
to both 13th stages of low pressure turbine A Stage 13 will 
be replaced at later date ld/640309 Itr 

TIPPS.B B . NIX.H C Georgia Power Co 84/03/09 4pp 22635. 120 
84X Flche 50-321,84/03/09,8403160044 


8403300104 Advises that program of periodic manual operation of safetg 
relief valves will be d i scon 1 1 nued. based en results of BUR 
Owners Group Investigation Safetg relief valve cycling 
caused valves to leak prematurely 

OUCHA.L T Georgia Power Co 84/03/26 8T0LZ, J F Operating 
Reactors Branch 4. 2pp 22821 216 24X Flche 50-321,84/03/26. 

8403300104 
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A Appl Icdtlon/constructton stags documents b correspondence 


6403080363 FOIA request for documents re BUR Intergranular Stress 
Corrosion Cracking Owners Group meeting on or about 811028 
HAFNER. B Suffalk Nuclear Study Group 83/11/26 Office of 
Administration Ip 22383 007 24X Flche 30-322.83/11/26, 

8403080363 


8403020139 Provides justification for deletion of station blackout test 
b completion of program for training during low power 
testing, per TMI Item I 0 1. in response to Oenerlc Ltr 83-24 
MCCAFFREY. B R Long Island Lighting Co 04/02/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Bpp 22443 243 
24X Flche 30-322.84/02/16.8403020139 


8403080367 Responds to FOIA request for documents re BUR Intcgranular 
Stress Corrosion Cracking Owners Group meeting on or about 
811028 Forwards App A documents Records also in FOR 
FELTON, JM Division of Rules and Records 84/02/28 HAFNER. D 
Suffolk Nuclear Study Group 2pp 22583 008 24X 

Flche 30-000,84/02/28.8403000367 


--830921O434 Requests evaluation of Grand Gulf b Bhoreharo 830S17 b 23 
responses. respectively re Intergranular stress corrosion 
cracking in BUR piping Response requested bg 830916 U/o 
end 

EIBENHUT, D 0 Division of Licensing 83/09/06 VOLLMEft. R 
Division of Engineering Ip. 22583 010 24X 

Flche 30-000.84/02/28.8403080367 


8403090018 Responds to FOIA request for documents re DNL background 
radiation survey DOE preparing Shoreham b BNL site repts 
Hhen pr Inted. Shor eham rept will be available front NRC b BNL 
rept will be available from DOE 

FELTON. J M. Division of Rules and Records 84/03/02 GROSSMAN. K 
Island Closeup News Service. Bag Harbor. NY Ip 22S92 344 24X 

Flche 30-322, 84 /O3/O2,e403O9 0018 


8403140019 Clarifies Sept 1983 draft technical evaluation rept of Phase 
II submittal of control of heavy loads, per 840109 telcon 
Safe load paths for reactor bldg closed loop cooling water 
pumps revised 

MCCAFFREY, B R Long Island Lighting Co 84/03/03 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 4pp 22633 216 
24X Flche 50-322.84/03/05.8403140019 


8403140126 Forwardf NRC Region I morning repts re facility emergency 
diesel generators for 840213-0301 

GODDARD, R J Hearing Branch 3 84/03/05 BRENNER, L , 

FERGUSON. 0 A . MORRIS. P A Atomic Safetg and Licensing Board Panel 
13pp 22620 341 24X Flche 50-322.84/03/03,0403140126 


G4031S0071 Monthly operating repts for Feb 1984 H/B40310 ltr 
RAFEEDIE.D P , NIX.H C Georgia Power Co 84/02/29 12pp 
2aM3M91 24X Flche 30-321,84/02/29,8403130071 
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0403200303 Forufards retpcn-se to Generic L tr Q3-25< “Req^ulreil Actions 
Dase<j on Generic implications of Salem ATI-15 Events " Enel 
addresses each NRC position & describes actions taten by 
util In response 

MCCAFFRCV. D R Lons Island Lishtlng Co 54/03/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 30pp SS69& 177 
24X Flctic 30-333,54/03/09. 0403200302 


B403200S27 Responds to Generic Ltr 54-01 providing description of 
NRC position on regulatory jurisdiction Involving terms 
important to safety *< safety-related Util uilshes to discuss 
subj further 

MCCAFFREY, D R Long Island Lighting Co 04/03/13 DENTON, H 
Office of Nuclear Reactor Regulation, Director 2pp 23690 106 
24X FicHe 50-323,04/03/13,5403200227 


840209004] Board Notification 54-030 provides Commission policy 
statement S< proposed rulemallng on environ qualifications 
EI5EMHUT. D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel JOpp 24X Flche 50-000.54/03/14,8403090041 


8403370I 16 Forwards supplemental nuclear power plant esperlence tables 
for operating ihlf*^ positions Eipected OL date is 840SI9, In 
response to addl questions in DF Schnel 1 , Union Electric Co, 

1 tr 

NOTARQ, J A Long island Lighting Co 84/03/23 DENTON, H R Office 
of Nuclear Reactor Regulation, Director flpp 22775 157 34X 

FiChe 30-323,54/03/22,5403370116 


540319D243 Notification of 540418 workshop in King of PrustiaiPA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp h topics described in IE Info Notice 
84-09 Agenda for uarkstiup end 

MURLEY, T E Region 1. Office of Director 84/03/09 0 'TOOLE. J D 

Consolidated Edison Co of New York. Inc DALTR0FF.8 L. 
Philadelphia Electric Co NUKILL.H D General Public Utilities - 
GPU service Carp 3Spp 33672 062 24X Fiche 90-000.84/03/09. 

8403190243 


840337C24S Forwards revised safeguard license condition resulting from 
review of Rev 2 to guard training & qualification plan Rev 2 
c hanges ac cep tabl e 

fllRAOLlAiF J Assistant Director for Safety Asseitment 04/03/09 
NOVAK. T M Assistant Director for Licensing 3pp 22759 372 S4X 
Fiche 50-322.84/03/09,6403370349 


8403190363 Forwards ovaluatlan of LtLCO transition plan per NURE'0-0654/ 
FEMA-REP- I j Rev 1 Deficiencies noted 

SPECK. S W Federal Emergency Management Agency 84/03/15 
OIRCKS.U vJ Office of the Executive Director for Operations 7tpp 
22673 OBI 34X Fiche 90-322,04/03/15,0403190363 


8403260113 Forwards FEUA review of Rev 3 to util transition plan for 
offsite emergency preparedne ss, per NURE0-O6S4 

MARTIN. T T Division Of Engineering t. Technical Programs 84/03/20 
POLLOCK, M S Long Island Lighting Co 3pp 23738001 24X 

Fiche 90-332,84/03/20,8403360113 


8403S9024B Requests that Suffolk County. NY be notified in advance of 
any discussions or meetings u/utll U be invited to 
participate County requests copies of documents re review 
of util 840320 supplemental nrotlon for low power DL 
LANPHER.L C Kirkpatrick. Lockhart, Hill, Christopher 6 Phillips 

LANPHER.L C Suffolk County, MY 84/03/23 DENTON, H R Office of 

Nuclear Reactor Regulation. Director 2pp 22300 315 84X 

Fiche 50-333,84/03/23.5403290246 


E NRC Safety Evaluation Report IBERl, supple & correspondence 


— B4'0-3260117 Review of Rev 3 to util transition plan for offsite 
emergency prepar ednes s, per NUREO-0634 

■* Federal Emergency Management Agency 84/02/10 66pp 
22756 004 34X Fiche 30-332,84/03/20,0403260113 


0403280039 Forwards Rev 7 to amended security plan Rev withheld 
Cref 10CFR73 21} 

MCCAFFREY, BR Long Island Lighting Co 04/03/22 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 3pp 22777 040 
24X Fiche 50-322,84/03/22,8403250039 


8403030287 Forwards “Rept oit Special Lifting Devl-cei, " per 831111 
response to 5ER Open Item 59 Rept covers d e s i gn. f abr 1 Ca ti oh 
([ Initial acceptance testing of six special lifting devices 
listed in Table 3 of 810717 ltr 

MCCAFFREY, D R Long Island Lighting Co 84/02/21 DENTON. K R 
Office of Nuclear Reactor Regulation. Director 3pp 22441 268 
24X Fiche 50-322, 84 / 02/2 1 , 0403020207 


— 5403020270 "Rept on Special Lifting Devices " 

» Stone & Mebster Engineering Corp 11600 02 84/02/10 47pp 

22441 271 24X Fiche 50-322.04/02/21,8403020287 


8403270119 Forwards monthly status “List of Active Safety-Related 
Equipment at Qua 1 i f ica 1 1 on Level. “ per 5ER Issue 9 re 
dynamic qualification 

MCCAFFREY, D R Long Island Lighting Co 84/03/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22774 062 
24X Fiche 50-322.84/03/15,8403270119 


. — 84D3270I22 “Control Bldg Category 1 Equipment Da 1 ance- o f-P 1 ant 
Qua 1 1 f lea 1 1 on Level," monthly status rept 

* Stone k Mebster Engineering Corp 84/02/27 SOpp 22774 064 
24X Fiche 90-322,84/03/15.8403270119 


F Security, medical, emergency b fire protection plans 


8403290160 Forwards Rev 3 to local offsite radiological emergency 
response plan 

SHITH.J L Long Island Lighting Co 53/12/21 DEMTON.H H Office 
of Nuclear Reactor Regulation, Director 4pp 22804 OOi 24X 
Fiche 50-322,63/12/21.6400290160 


— 0403S9D163 Rev 3 to local offsite radiological emergency response plan 
lf/i7 oversize figures 

e Long Island Lighting Co 83/12/21 7D0pp 22804 021 24X 

Fiche 50-322,63/12/21,0403290160 


8402098006 Board Notification 04-034 forwards R Vollmer 840206 memo to 
D Eisenhut re fire research results coneernlng fires lit 
electrical cabinets in control room 

eisenhut. D 0 Division of Licensing 84/02/23 PALLADIND 
Commissioners Ip 2BS76 203 24X Fiche 50-000.84/02/23. 

8402090006 


--8403030316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control roam be submitted 
for board ho tlf lea 1 1 on. p e r HRR Ofc Ltr l9,dtd 821001 Further 
evaluation of test data required 

VDLLMER.R R Dlviiion of Engineering S4/GB/06 ElBENHUT, 0 0 
Division of Licensing lOpp 22376 204 24X 

Fiche 50-000, 84/02/23, 8402090006 


0 Adjudicatory correspondence 


04O326OD63 Util Safety Classification Group brief amicus curiae 
objecting to ASLD distinction between regulatory terms 
important to safety L safety-related 

EARLEY, A F Utility Safety C 1 as s I f I ca t i on Group 83/12/23 
Atomic Safety and Licensing Appeal Panel 38pp 22813 001 24X 

Fiche 50-322,63/12/23,8403280063 


8403010220 Revises sve list, adding BR McCaffrey ti deleting VL Smith 
Certificate of Sve end 

ERITTjL F Long Island Lighting Co 84/02/24 BRENNER, L J , 
FERGUSON, 0 A , MORRIS, P A Atomic Safety and Licensing Board Panel 
3pp 22439235 24X Fiche 90-322,84/02/24.0403010220 


8403010103 Motion opposing Suffolk County motion for extension of tine 
to respond to DOE summery disposition motions Request 
urtimcly t< unsupported by good cause Certificate of Sve 
end Related correspondence 

MCCUESREY, K E Long Island Lighting Co MCCLESKEV, K E Hunton & 
Williams 04/02/27 Atomic Safety and Licensing Board Panel 

5pp 22435 302 24X Fiche 50-322,84/02/27,6403010183 


8403010195 Motion for leave to file surrebuttal testimony on Contention 
23 re shadow phenomenon In interest of allowing ASLB to 
hear dash among e x per ts. tes t Itrony should be allowed 
Certificate of Sve encl Related correspondence 

CHRISTMAN, J N Long Island Lighting Co CHRISTMAN, J N Hunton ix 
Mllliams 84/02/27 Atomic Safety and Licensing Board Panel, 

7pp 22435 291 SAX Fiche 50-322,04/02/27,8403010199 


0403010234 Motion for extension of time until 640306 to respond to 
LILCO summary disposition mat ions on Contentions 24 B, 33, 45, 

46 ti 49 Related correspondence 

LETSCHE, K J Suffolk County, NY LETSCHE, K J Kirkpatrick, 
Lockhart. Hill, Christopher & Phillips 64/02/27 Atomic Safety 
and Licensing Boord Panel App 22434 184 24X 

Fiche 50-322,04/02/37,6403010234 


840301023/ Motion for leave to file modified Contentions 16 k 18 re 
util public educ brochure Motion should be granted. Denial 
would constitute improper refusal to deal ui/important iseues 
raised by brochure 

LETSCHE, K J Suffolk County, NY LETSCHE, K J Kirkpatrick, 
Lockhart, Hill, Christopher Sx Phillips 84/02/27 Atomic Safety 
and Licensing Board Panel 19pp 22434:191 24X 

Fiche 90-322,04/02/27,6403010237 
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6-403010242 Interrogatories to Suffolk County it State of NV re 
identification of expert ultnesiei at trial concerning 
diteel generator contentions Certificate of Svc end Related 
c orrespondence 

ELLIS) T S Long Island Lighting Co ELLISrT S Hunton & Uilliams 
e4/02/27 Suffolk County, NV 3pp 22434 214 24X 

Flche aO-3Z2)-B4/02/27, 840301 0Z42 


S4D301024? Notice of TA Moore, A DakshliGD Eley, H Avery, R Anderson, 

P Heulangracht, 8 Chr 1 s tensen, M Goldsmith it H Hubbard 
depositions on 840307, OB, 0?, 13, 13- 14, 1 5, 16 it 19, 
respectively Certificate of Svc end Related correspondence 
ELLIS, T 8. Long Island Lighting Co ELLIS, T S Hunton Ii Hilllams 
B4/02/27 Bpp 22432 27 S 24XFiche 30-322,84/02/27,0403010249 


B403020123 Statement of Governor Cuomo in support of Suffolk County 
840213 motion for leave to file neu contentions re util 
offsite emergency preparedness training program Certificate 
of Svc end 

CUONDiH , ZAHNLEUTEft, B J Neb) York, State of 84/02/27 4pp 
22442 100 24X Fiche 80-322,84/02/27,8403020123 


8403020233 Affidavit of D Axelrod opposing util motion to compel 
aepedited production of documents by Btate fo NV Oocumsnts 
subj to executive privilege N/Certi f icatc of Svc Related 
correeponiianci 

AXELROD, D. New York, State of 04/02/27 6pp 22440 269 24X 

Flche 50-322,84/02/27,8403020233 


8403010174 Order granting Suffolk County 840227 motion for 6-day 
extanslon of time within which to respond to LILCO summary 
disposition motions 

LAURENSON, J A Atomic Safety and Licensing Ooard Panel 84/02/28 
4pp 22433-227 24X Fiche 30-322, 84/02/28, 8403010174 


8403010213 Hsnorandum L order denying Suffolk County 840208 motion 
for leave to file reply to LILCQ answer opposing Suffolk 
County motion for leave to file rebuttal testimony on 
Contention 23 

LAURENaoN.J A Atornlc Safety and Licensing Ooard Panel 84/02/28 
Suffolk County, NV lOpp 22436 009 Z4X Flche, 30-322, 04/02/28, 
84O3D1021S 


9403010225 Order granting in part LILCO 840206 motion to compel 
expedited production of documents by Stale of NV t< denying 
LILCO 840206 motion to reply to State of NY 

LAURENSON, 0 A Atomic Safety and Licensing Board Panel 64/02/20 
Long Island Lighting Co lOpp 22435 243 24X 

Flche- 50-322, 84/02/28, 8403010225 


8403010232 Order ruling on Suffolk County 840209 objections to 840203 
msinoranduffl L order ruling on Interveners proposed modified 
amergency planning contentions 

LAURENSON, J A Atomic Safety and Licensing Board Panel 84/02/28 
app 22434 176 24X Flche 50-322,84/02/28,8403010232 


6403010269 Order granting util 840210 motion to compel expedited 
production of State of NY emergency preparedness plan State 
of NY directed to act expeditiously in complying w/order 
LAURENSON, 3 A Atomic Safety and Licensing Board Panel S4/02/28 
3pp 22432 253 24X Flche 50-322,84/02/28,8403010269 


9403020143 Notice of appearance In proceeding Certificate of Svc end 
ROLFE.R, H Long Island Lighting Co ROLFS, R M Hunton ti Ullllams 
84/02/28 3pp 22441 360 e4X Flche 50-322,84/02/28,8403020143 


0403020168 Notion for leave to make L suppl replies to State of NV 
840223 ti 27 discovery papers Certificate of Svc end Related 
correspondence 

rRWIN,D P Long Island Lighting Co 84/02/28 Atomic 8afaty and 
Licensing Board Panel IBpp 22443 207 24X Fiche 50-322,84/02/20, 

8403020168 


S403140100 Forwards OH Cunningham B4D228 memos re Transamerlca Oetaval 
emergency diesel generator contentions advancsd by Suffolk 
County, Nemos submitted per 840222 conference of counsel 
EORDENICK, B N. Hearing Branch 3 84/02/28 BRENNER, L , 

FEROUBON, 0 A , MORRIS, P A Atomic Safety and Licensing Board Pansl 
3pp 22621 353 24X Fiche 30-322,84/02/28,8403140100 


9403140136 Response supporting util motions for summary disposition of 
Contantlons 24,8,33,45,46 It 49 No genuine facts to be 
litigated t, applicant entitled to summary disposition of 
c ontantlons, W/Csr ti f Icate of Svc 

EORDENICK, B, M Hearing Branch 3 84/02/28 Atomic Safety and 

Licensing Board Panel 19pp 22620 169 24X Fiche 50-322,84/02/28, 

8403140136 


8403140141 Requests assistance in rospo-ndlng to ASLD Inquiries ro 
Transamerlca Delaval emergency diesel generator contentions 
advanced by Suffolk County Summary of ASLD Inquiry outlined 
CUNNINGHAM,0 H Office of the Executive Legal Director 84/02/20 
DENTON, K R Office of Nuclear Reactor Regulation, Director 2pp 
22620 339 24X Fiche 50-322,04/02/28,8403140141 


8403140161 Response supporting Suffolk County 840213 motion far leave 
to file new contentions on offsite emergency preparedne-ss 
training program Certificate of Eve end 

DORDENICK. D N Hearing Branch 3 64/02/28 Atomic Safety and 

Licensing Board Panel llpp 22620 264 24X Fiche 50-322,84/02/28. 

8403140161 


8403140182 Discusses inquiry at 840224 conference of counsel re Suffolk 
County Transamerlca Delaval emergency diesel generator 
contentions Assistance requested for preparation of 
appropriate rept, 

CUNNINGHAM, Q H Office of the Executive Legal Director 84/02/29 
HAVES, B D Office of Investigation Ip 22620 188 24X 

Fiche 50-322,84/02/28,8403140182 


8403140155 Responds to proposal circulated at 840222 conference of 
counsel re possibility it feasibllitij of transmitting Info 
electronically to t< from disp laywr 1 tens Proposal generally 
approved 

DORDENICK, D N Hearing Branch 3 84/02/29 BRENNER. L . 

FEfiOUSDNi 0 A , MORRIS, P A Atomic Safety and Licensing Board Panel 
3pp 22621 358 24X Flche 50-322, 84/02/29,8403140155 


8403060105 Forwards requests for production of documsnts, sup ersed ing 
840217 requests Related correspondence 

ROLFE, R N Hunton (, Hilllams ROLFE.R H Long Island Lighting Co 
94/03/01 DYNNER.A R Kirkpatrick, Lockhart, Hill, Christopher it 
Phillips PALAMINO, F 0 New York, Btate of Ip 22506 104 24X 

Fiche 50-322,84/03/01,8403060105 


— 9403060107 Request for production of listed documents r-e Contentions I, 
II Si III Certificate of Eve end Related correspondence 
ROLFE.R M Long Island Lighting Co ROLFE.R M Hunton «* 

Williams 84/03/01 DVNNER.A R Suffolk County, NV DVNNER. A R 
Kirkpatrick, Lodhari, Hill, Christopher i< Phillips 44pp 
22506 105 24X Fiche 50-322.84/03/01,8403060105 


8403060265 Answer to Suffolk County 840227 motion to file modified 
public educ brochure contentions t abjections to 
contentions Contentions clearly inadmissible it motion 
should be denied Certificate of Svc encl 

CHRISTMAN, vl N Long Island Lighting Co 84/03/01 Atomic Safety 
and Licensing Beard Panel I7pp 22S17 112 24X 

Flche 50-322,84/03/01,0403060265 


8403060114 Order confirming schedule changes for Group II Issues 
LAURENSON, J A Atomic Safety and Licensing Board Panel 84/03/02 
Long Island Lighting Co 5pp 22516 329 24X 

Fiche 50-322,04/03/02,8403060114 


8403060209 Objects to ASLD 840301 conference call Involving counsel for 
util b State of NY re ruling on discovery dispute concerning 
util request far production of certain state documents 
Related correspondence 

LANPHERiL C Kirkpatrick, Lockhart, Hill, Christopher *, Phillips 
LANPHER.L C Suffolk County, NY 84/03/02 LAURENSON, J A . 

KLINE, J R , SHON, F J Atomic Safety and Licensing Board Panel 2pp 

22S16 006 24X Flche 50-322,84/03/02.8403060209 


8403060268 Brief in response to util 831223 brief on appeal from ASLD 
Imposition of OL condition re term important to safety as 
pertaining to class of s true tures , sy s 6 components 
Certificate of Svc end 

LANPHER.L C Suffolk County, NV LANPHER, L C Kirkpatrick. 
Lockhart, Hill, Christopher it Phillips 84/03/02 IBpp. 22515 207 
24X Fiche 50-322.84/03/02.8403060269 


8403130129 Reply brief re Contentions 7B on class 1 f Icatian ti sys 
Interactions t, 12-15 on OA/OC Certificate of Svc encl 
REVELEY.W T Long Island Lighting Co REVELEV, W T Hunton (, 
Williams 84/03/02 Atomic Safety and Licensing Appeal Panel 
137pp 22601 337 24X Flche 50-3 22. 84/03/02,0403130129 


0403140081 Forwards Board Notification BN-a4-33 le staff sys 
Interactions program tl/o end 

RAH60N. R d Hearing Branch 4, 04/03/02 ROSENTHAL, A S , 

EDLES, O J I WILBER, H A Atomic Safety and Licensing Appeal Panel 
2pp 22633-249 24X FI c h e 50-322 , 84 / 03/02, 04031 40081 


8403140158 Advises that NRC staff will not respond to util motion for 
leave to make b suppl replies b reply b supplemental reply 
to state of NV 840223 b 27 discovery papers NRC not involved 
In dispute between parties 

BOROENICK,D M Hearing Branch 3 84/03/04 LAURENSDN, d A , 

BHON, F d I KLINE. J R Atomic Safety and Licensing Board Panel 2pp 
22620 233 24X Fiche 50-322,04/03/04,0403140158 
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S'lOOISOOS? Msmorandum opposing jti 1 sununor^ disposition motloni on 
Contentions S4 Di 33. 35. 43f 46 S. 49 Statenients of eiatl fasti 
as to uiMch tnet-e eiiit gonulne issues to be heard enc] 

W/Certif Icate of Svc delated correspondence 

LErSCHE.K J Suffoll County, NY LETSCHE, H J Kirkpatrick. 
Lockhart. Hill. Christopher b Phillips 04/03/05 Atomic Safety 
and Licensing Soard Panel 03pp 2S615 033 34X 

Flche SO- 3aa. 54/03/03,6403130029 


9403140039 Forwards OH McCorlle 040220 memo re Rev 2 to guard training 
S< qualification plan, for info 

BORDEMtCK. 13 M Hearing Branch 3 54/03/05 IRHIN.D P Hunton 4i 

Williams HILLER.M Kirkpatrick, Lockhart, Hill, Christopher << 
Phillips 3pp 22633 046 24X Flche 50-322,04/03/03,0403140037 


6403140136 Forwards fIBC Region 1 morning repts re facility amergencg 
diesel generators for 540215-0301 

GOODARD, R J Hearing Pranch P B4/03/0S 0RENMER, L , 

FERGUEON, O A , MORR I S, P A Atomic Safety and Licensing Board Panel 
13pp 22620 341 24X Flche 30-322,54/03/09,0403140126 


5403090033 Order ruling on util notiuns to compel production of 
documents & ob lections of Oovernor Cuomo 

LAURENSON, JA Atomic Safety and Licensing Board Panei 54/03/06 
14pp 22975 303 24X Flche 50-322,54/03/06,0403070053 


5403130146 Reply to util response to Suffolk County motion to file new 
contentions re offsite emergency preparednesf training 
program <c util objections to proposed training contentions 
Certificate of Svc enci 

LAMPHGR.L C Suffolk County, NY LAMP HER. L C Kirkpatrick. 

Lockhart. Hill. Christopher t, Phillips 84/03/07 Atomic Safety 
and Licensing Board Panel 47pp 22605 173 24X 

Flche 30-322. 54/03/07,5403130146 


5403140042 Advises that HRC ha« no objection to util 040327 motion for 
leave to file surrebuttal testimony on emergency planning 
Contention 23 

REPKA, 0 A Hearing Branch 3 54/03/07 LAURENSON. J A . 5H0N, F J . 

KLlHEiU R Atomic Safety and Licensing Board Panel 2pp 

22633 049 24X Flche 50-322,54/03/07,0403140042 


0403140165 Response ta Suffolk County 040227 motlen for leave ta file 
modified Contentions 16 6 IB re public Info brochure 
Contentions 16 L, 16 M 6 16 N should be denied Certificate 
of Svc end 

REPKA, D A Hearing Blanch 3 54/03/07 Atomic Safety and 

Licensing Board Panel 7pp 22620 237 34X Flche 90-322.54/03/07, 

04031 40165 


04O3O9OOS9 Advisee oral arguments on pending appeals will be heard on 
640327 in Detheoda, MO Board will Issue order confirming 
hearing 6 detailing hearing time allatments 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 54/03/05 
OORDEHICK.O M OFflce of the Eiecutive Legal Director DRaWN, H H 
Kirkpatrick. Lockhart, Hill, Christopher t, Phillips REVELEY, H T 
Hunton 8« William* Ip 22575 345 24X Fiche 50-322,04/03/05, 

0403090059 


0403130055 Motion ef Governor Cuomo to file rebuttal testimony on 
Contention 65 re evacuation time estimates Related 
correspondence 

7AHMLEUTER. R J New York, State of 84/03/00 Atomic Safety and 

Licensing Board Panel 7pp 22614 274 24X Flche 90-322,64/03/08, 

04031 300G5 


— 5403130091 Rebuttal testimony of DT Martgen & F<7 Bench re emergency 
planning Cantentlon 69 on evacuation time estimates 
Certificate of Svc enc 1 

HARTTQEN, D T , BEACH. F J New York. State Of 84/03/05 20pp 
22614 201 B4X Flche 50-322,84/03/00.5403130005 


6403130003 nation to strike testimony of JR Sears on behalf of NRC 
staff re emergency preparedness Contentions 26 A, 26 C 6 
26 D Testimony contains personal views Certificate of Svc 
end Related correspondence 

LETECHE, K J Suffolk County, NY LETSCHE.K J Kirkpatrick, 
Lockhart. Kill, Christopher S< Phillips 54/03/09 Atomic Safety 
and Licensing Board Panel 6pp 22615 198 S4X 
Flche 90-322. 54/03/09, 5403130003 


6403130012 Forwards listed motions to strike testimony Related 
c orresp ondenc e 

FALZONE. R R Hunton 1. Williams FALZONE, R R Long Island Lighting 
CO 84/03/09 UAURENSEN. J A . KLINE. J R , EHON, F J Atomic Safety 
and Licensing Board panel 2pp 22600 048 24X 

Flche 50-322. G4/03/09. 8403130012 


--B4O3130OI6 Hatton to strike portions of PB Herr direct testimony on 
ContantlPn 22 0 re emergency planning lone Testimony unduly 
repet i tloui, cuinulat ive t, irrelevant Related (orresponden c e 
MONAGHAN, J A Long Island Lighting Co MONAGHAN. J A Hunton << 
Williams 64/03/09 Atomic Safety and Licensing Board Panel 
7pp 22600 050 24 X Fiche 50-322, 04/03/09, 84 03130012 


— 8403130030 Motion to strike portions of 0 Harris t, M Mayer testiffiony on 
Contentions 24 0 (agreements of ambulances) it 75 (capacity 
of relocation ctrs) Testimony does not address Issues 
Related correspondence 

MCCLESKEY, K E Long Island Lighting Co MCCLESKEY. K E Hunton i< 
Wllllame 84/03/09 Atomic Safety and Licensing Board Panel 
7pp 82600 057 24X Flche 50 -328,04/03/09,8403130013 


— 5403130041 Motion to strike p ort ions of deputy chief inspector 
RC Roberts, et al direct testimony on Contentions 24 T b 99 
re notification to public by U0 Coast Guard Objectionable 
portions are Phase I Issues Related correspondence 
MONAGHAN, J A Long Island Lighting Co MONAGHAN, J A Hunton & 
Williams 04/03/09 Atomic Safety and Licensing Board Panel. 
5pp 88600 064 84X Fiche 50-382,84/03/09,0403130012 


— 5403130053 Motion to strike direct testimony on Suffolk County behalf 
re emergency planning Contention S6 Testimony predicated on 
erroneous assumptions, beyond scope of contention t, u/o 
sufficient foundation Related correspondence 

MONAGHAN, J A Long Island Lighting Co MONAGHAN. J A Hunton I, 
Williams B4/03/09 Atomic Safety and Licensing Board Panil 
llpp 22600069 24X Flche 50-329, 54/03/09, 8403130012 


— 5403130063 Motion to strike portions of direct testimony on Suffolk 
County behalf re emergency planning Contention* 80-38 •< 34 
Tostlmany generally w/o factual basis ti irrelevant Related 
correspondence 

MONAGHAN, J A Long Island Lighting Co MONAGHAN, J A Hunton L 
William* 84/03/09 Atomic Safety and Licensing Board Panel 
17pp 22600 000 34X Fiche 50-322,04/03/09,8403130012 


— S403130073 Motion to strike portions of direct taitlmony on Suffolk 
County behalf re emergency planning Contentions 95-58 
Majority of testimony outside scope of contentions Related 
corresp ondence 

MONAGHAN, J A Long Island Lighting Co MONAGHAN. J. A Hunton it 
Williams 84/03/09 Atomic Safety and Licensing Board Panel 
Qpp 82600 097 24X Flche 50-322.04/03/09,0403130012 


--0403130082 Motion to strike portions of assistant chief Inspector 
JL Monteith.et al testimony on emergency planning Contention 
66 Testimony unduly repe ti tl ous, outside scope of contention 
£, irrelevant Related correspondence 

ZEUOIN.L B Long Island Lighting Co ZEUOIN.L B Hunton «, 
Williams 04/03/09 Atomic Safety and Licensing Board Panel 
4PP 22600,105 24X Fiche 50-322,84/03/09,8403130012 


--6403130090 Motion to strike portions of TO Gibbons direct testimony on 
emergency planning Contentions 66 D *< 97 B re agreements for 
snow removal t, evacuation during deep snow Testimony outside 
scope of contention Related correspondence 

CHRtBTMAN, J N Long Island Lighting Co CHRISTMAN, J N Hunton t< 
Williams 04/03/07 Atomic Safety and Licensing Board Panel 
6pp 82600 109 24 X Fiche 50-328,04/03/09,0403130012 


— 0403130099 Motion to strike portions of WJ Acquario.et al testimony 
on emergency planning Cantentlon 67 re evacuation of persons 
tii/a access to automobiles Testimony outside scope of 
contention {. irrelevant Related correspondence 
ZEUQIN. U B Long Island Lighting Co ZEUOIN.L B Hunton i, 
Williams B4/03/09 Atomic Safety and Licensing Board Panel 
3pp 22600 US 24X Fiche 50-322,84/03/09,0403130012 


—8403130109 Motion to strike portions of WJ Aquarlo.RD Albertln ti 
RG Knighton direct testimony on emergency planning 
Contention 73 re evacuation of handicapped person* not in 
special facilities Related c orresp ondence 

FALZONE.R R Long Island Lighting Co FALZONE.R R Hunton fc 
Williams 04/03/09 Atomic Safety and Licensing Board Panel. 
6pp 22600 lie 24X Fiche 50-322,04/03/09,0403130012. 


— 8403130119 Motion to strike portions of S Sargent testimony on Suffolk 
County behalf on emergency planning Contention 73 A re 
evacuation of homebound Testimony argumentative, repe t it i out 
b irrelevant W/Cer t if Uate O'f Svc Related correspondence 
CHRISTMAN.JN Long Island Lighting Co, CHRISTMAN, J. N Hunton b 
Williams 54/03/09 Atomic Safety and Licensing Board Panel 
Spp 22600 124 24X Fiche 50-322,04/03/09,8403130018. 


0403130022 Provides schedule of clustering b order for litigation of 
remaining Group t b all Group II-A issues in hearings 
scheduled to resume on 040320 for ASLB approval Gertificata 
of Svc enc 1 , Related correspond enc e 

IRWIN, D P Hunton b Williams IRWIN, D P Long Island Lighting Co 
04/03/09, LAURENSON. J A , KLINE, J R > SHON, F J Atomic aafety and 
Licensing Board Panel Spp 28615 123 84X Flche 50-322,84/03/09, 

0403130022 
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8403130043 Kotlan of Oovornor Cuomo to strike portions of HC Cordara & 
JA Helsmantle testimony re Phase II emergency planning 
Contention 92 ti statement supporting Suffolk County motion 
Certificate of Svc end Related correspondence 

ZAHNLEUTEBiR J Now York. State of 84/03/09 Atomic Safety and 
Licensing Qoard Panel 9pp 22096 34d> 24X Flche 30-332.84/03/09. 

8403130043 


B403190169 Advises that EJ Rejs ti BH Bordenick ul 1 1 present staff ora! 
arguments on appeals taken from A8L0 030921 Partial Initial 
Decision LDP-Q3-S7 in proceeding 

BORDENICK. 0 M Hearing Branch 3 84/03/15 SHOEt^AKER. C J Atomic 

Safety and Licensing Appeal Panel Ip 22668 251 24X 

Flche 30-322-84/03/13,0403190169 


&4'03i30097 Order granting util 040227 motion for leave to file 
surrebuttal testimony on Contention 23 

LAUREN80N. 0 A Atomic Safety and Licensing Board Panel 84/03/09 
2pp 22614 260 24X Flche 30-322,04/03/09.8403130097 


0403130107 Memorandum & order ruling on Suffolk County 840227 motion to 
file modified Contentions 16 t< 18 ro util public education 
brochure Contentions 16 J. 16 K, 16 L S- 16 M alloued 
Contentions 16 N 16 denied 

LAURENSON.J A Atomic Safety and Licensing Board Panel 84/03/09 
7pp. 22613 281 24X Flche 30-322,84/03/09.8403130107 


8403130174 Motion to strike portions of util Group II-A testimony 
Testimony neither probative nor matl >t unreliable 
Certificate of 8vc end Related correspondence 

MILLER.M S Suffolk County, NY MILLER.M S Kirkpatrick, Lockhart. 
Hill. Christopher ti Phillips 84/03/09 Atomic Safety and 
Licensing Board Panel 3Bpp 22399 136 24X Flche 30-322.84/03/09. 

8403130174 


B403190124 Brief In opposition to Suffolk County brief In support of 
appeal of ASLB partial Initial decision & LILCO brief on 
appeal Certificate of Svc end 

BORDENICK. B M , RBPKA, D A. Hearing Branch 3 RAWBDN, R J Hearing 
Branch 4 64/03/09 Atomic Safety and Licensing Appeal Panel 

149pp 22669,001 24X Flchs 30-322.84/03/09,8403190124 


8403190127 Interim deficiency rept re failure of turbocharger on 
emergency standby diesel generator Temporary bypass valve 
around turbocharger prelube drip line orifice installed 
H/Certlf Icate of Svc Related correspondence 

MCCAFFREY, B R Long Island Lighting Co 84/03/09 HURLEY. T E 
Region 1. Office of Director 4pp 22668 252 24X 

Ficbe 30-322,84/03/09.8403190127 


8403140004 Order establishing schedule for oral argument on ASLB 830921 
partial Initial decision Arguments mill be heard on 840327 
In Bathesda.MO 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 84/03/12 
Office of tha Executive Legal Director 3pp 22633 264 24X 

FlchO’ 30-322. 84/03/12. 8403140004 


8403140005 Order scheduling order of contentions at 840320 hearing re 
Group I (( Group It~A issues Cross-examination plans on 
flrit tuo clusters of Group II-A due 840316 

LAURENSON, J A Atomic Safety and Licensing Board Panel 84/03/12 
Office of the Executive Legal Director 3pp 22633 229 24X 

Flcha 30-322,84/03/12.8403140003 


8403190004 Opposition to Oovernor Cuomo 840308 motion for leave to flic 
rebuttal testimony on Contention 63 re evacuation time 
estimates Motion falls to establish good cause for filing 
of rebuttal Related correspondence 

ZEVOIN.L B. Long Island Lighting Co ZEUOIN.L B Hunton << 

Nil Hams 84/03/12 Atomic Safety and Licensing Board Panel 
19pp 22641 324 24X Flche 90-322.84/03/12,8403130004 


8403190026 Response to LILCO ti staff objections to Suffolk County 
motion for leave to file modified public education brochure 
contentions Motion to file modifying Contentions 16 1. 18 
should be granted N/Certl fleet* of Svc 

MCMURRAY.C H. Suffolk County, NY MCMURRAY, C M Kirkpatrick. 
Lockhart, Hill, Christopher i, Phillips 84/03/12 Atomic Safety 
and Licensing Board Panel 29pp 22640 332 24X 

Flcha. 90-322. 84/03/ 1 2. 84031 30026 


B4O3190092 Recommande admittance of Hartgen & Beach rebuttal testimony 
accompanying State of NY 840309 motion re Contention 63 on 
evacuation time estimates if testimony found to be unique 
tc important to complete record 

REPKA. D. A Hearing Branch 3 84/03/15 LAURENSON, J. A , 8HDN. F, J . 

KLINE. U.R Atomic Safety and Licensing Board Panel 2pp 
22669 300 24X Flche 30-322.84/03/13,8403190092 


8403190131 Discusses findings t« determinations on LILCO transition 
plan. Key to Regional Assistance Committee <RAC) 840210 
revlau tt consolidated RAC review end 

SPECK, S.M. Federal Emcrgancy Management Agency 84/03/13 
01RCK8, H J. Office of the Executive Director for Operations 70pp 
22668:238 24X Flche 30-322,84/03/19,8403190131 


8403200004 Informs of joint agreement u/Suffolk County to defer filing 
date for testimony on Contention IS which uill result in 
deferral of testimony on Contention 11 Deferred schedule 
proposed Related correspondence 

LANPHERi L C Kirkpatrick. Lockhart. Hill, Christopher h Phillips 
LANPHER.L C Long Island Lighting Co 84/03/13 LAURENSON, J A . 
KLINE. J R - SHON. F J Atomic Safety and Licensing Board Panel 2pp 
22683 136 24X Flche 30-322.84/03/13.0403200004 


8403200069 Opposition to Suffolk County 840314 request for delay in 
ASLB ruling on Contention 63. “Rebuttal “ Requests either 
feckless or disingenuous Certificate of Svc end 

I RUIN, 0 P Long Island Lighting Co IRUIN. 0 P Hunton tt Ullllams 
84/03/13 Atomic Safety and Licensing Board Panel 4pp 
22693 102 24X Flche 30-322,04/03/15,8403200069 


8403200128 Forwards Complaint 84-4615 filed by Suffolk County for 
declaratory judgment concerning implementation of offsite 
emergency plan Related correspondence 

LANPHER.L C Kirkpatrick. Lockhart, Hill, Christopher «< Phillips 
LANPHER.L C Suffolk County, NY 84/03/15 LAURENSON, J A . 
KLINE. J R . SHON. F J Atomic Safety and Licensing Board Pane) 
14pp 22699 078 24X Flche 50-322,84/03/13,8403200128 


8403200031 Response opposing Suffolk County t< State of NY 840309 
motions to strike portions of util Group II-A testimony 
Related correspondence 

CHRISTMAN, J N Long Island Lighting Co CHRISTMAN, J N Hunton «< 
Williams 04/03/16 Atomic Safety and Licensing Board Panel 

7lpp 22664 001 24X Flche 30-322,84/03/16.8403200031 


— 8403200037 Answer opposing Suffolk County motion to strike testimony of 
JR Sears Motion has no basis In NRC regulations or case law 
Certificate of Svc end 

CHRISTMAN. J N Long Island Lighting Co CHRISTMAN. J N Hunton 6 
Ullllams 04/03/16 Atomic Safety and Licensing Board Panel 
3pp 22684 073 24X Flchs 50-322.84/03/16.8403200031 


8403200093 Order excluding Contentions 11 615 from Group 11-D 6 
amending 840302 order confirming schedule changes to 
reflect listed dates 

LAURENSON. J A Atomic Safety and Licensing Board Panel 84/03/16 
Suffolk county. NY 2pp 22683 311 24X Flche 90-322.84/03/16. 

8403200095 


8403200131 Response opposing LILCO 840309 motion to strike portions of 
direct testimony of PO Herr on Contention 22 D re 
Inadequacy of LILCO emergency planning lone Related 
correspondence 

MCMURRAY.C M Suffolk County. NY MCMURRAY.C M Kirkpatrick. 
Lockhart, Hill, Christopher tt Phillips 84/03/16 Atomic Safety 
and Licensing Board Panel 3pp 22698 127 24X 

Flche 50-322,84/03/16,8403200131 


— 8403200134 Response opposing LILCO 840309 motion to strike direct 
testimony of RC Roberts, et al. on Contentions 24 T 6 39 re 
ability of Coast Guard to notify public Related 
correspondence 

MCMURRAY.C M Suffolk County NY MCMURRAY.C M Kirkpatrick, 
Lockhart. Hill. Christopher 6 Phillips 64/03/16 Atomic Safety 
and Licensing Board Panel 7pp 22698’ 132 24X 

Flche 30-322,84/03/16.8403200131 


— 6403200136 Hemarandum in opposition to LILCO 840309 motion to strike 
portions of testimony of D Harris 6 M Mayer on Contentions 
24 0 6 75 Related correspondence 

LETSCHE, K J Suffolk County, NY LETSCHE, K J Kirkpatrick. 
Lockhart. Hill. Christopher tt Phillips 84/03/16 Atomic Safety 
and Licensing Board Panel Hpp 22696 139 24X 

Flche 30-322. 04/03/16. 0403200131 


— 8403200140 Response opposing LILCO 840309 motion to strike portions of 
direct testimony re emergency planning Contention 26 Related 
correspondence 

MILLER.M S Suffolk County. NV MILLER.M S Kirkpatrick. 

Lockhart. Hill. Christopher tt Phillips 04/03/16 Atomic Safety 
and Licensing Board Panel 34pp 2269S ISO 24X 
Flche 30-322.84/03/16.8403200131 


--04O32OO143 Response opposing LILCO 840309 motion to strike portions of 
direct testimony re emergency planning Contentions 28.29.30. 

31.32 6 34 Related correspondence 

MILLER.M 8 Suffolk County. NY MILLER.M 3 Kirkpatrick, 

Lockhart. Kill. Christopher h Phillips 84/03/16 Atomic Safety 
and Licensing Board Pane] 36pp 22698 184 24X 

Flche 90-322,84/03/16.8403200131 
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— 8403200146 Response opposing LILCD 040309 motion to strike portions 
o-f diroct testimony re emergcncij planning Contentions 99-90 
Related correspondence 

mi-LER.M S Suffolk County. NY MILLER. M. S Rlrlpatrlck. 
Lockhart. Hill. Christopher Phillips 84/03/16 Atomic Safety 

and Licensing Board Panel 3&pp 22698 S20 24X 

Flche 50-322.84/03/16.8403200131 


S403210186 Informs that LC Lonpher ulll present oral argument at 
840327 appeal hearing KJ Lotsche (nag also appear on behalf 
of Suffolk County Related correspondence 

LANPHER.L C Kirkpatrick. Lockhart. Hill. Christopher & Phillips 
LAMPHEH.L C Suffolk County. NY D0D 022 84/03/19 

SHOEMAKER. C -J Atami-c Safety and Licensing Appeal Panel Ip 
22718 226 24X Fiche 50-322.34/03/19,8403210166 


— 8403200151 Response opposing LILCO 840309 motion to 
Suffolk County Police Dept uftnasses trstiniony on 
planning Contention 66 Related correspondence 
hCHURRAY. C M Suffolk County. NY HCtiURRAV. C, M 
Lockharti Hill. Christopher 2. Phillips 84/03/16 
and Licensing Board panel 6pp 22698 246 24X 

Fiche 50-322. 34/03/ 1 6. B40320013 1 


strike portions of 
emergency 

Kirkpatrick, 

Atomic Safety 


8403210177 Fori/ards supplemental motion for lou pouer OL 1. aupportlng 
unececutod affidavits 

EARlEY. A F Munton t. Milllants EARLEY. A F Long Island Lighting 
Co 84/03/20 DRENWER.L , NORRIS. P A , FERGUSON, 0 A Atomic Safety 
and Licensing Board Panel Ip 22709 240 24X 

Flche 50-322,84/03/20.8403210177 


— 8403200155 Response opposing LILCO 840309 motion to strike portions of 
State of NY testimony on Contentions 66 0.67,73 tc 97 B 
Related correspondence 

MCMURRAV. C M Suffolk County. NY HCHURRAY. C M Kirkpatrick, 
lockhart. Hill. Christopher {. Phillips 84/03/16 Atomic Safety 
and Licensing Board Panel 2pp 22698 232 24X 

Flche 50-322,84/03/16,8403200131 


— 840-3200159 Memorandum In opposition to LILCO 840309 motion to strike 
po-rtions of testimony of S Saegert on Contention 73 A 
Certificate of Svc end Related correspondence 

LETSCHE.K Suffolk County. NY LET8CHE. K Kirkpatrick, Lockhart. 
Hill. Christopher h Phillips 84/03/16 9pp 22698 S54 24X 

Flche 50-323.84/03/16,8403200131 


— 8403210181 Supplemental motion for lout pouer OL Unexecuted affidavits 
of JA NotaroiUO 8ch 1 f fmacher. GG Sheruood. AS Rao & 

EC Eckert end Certificate of Svc also end 

REVELEV.U T Long Island Lighting Co REVELEY, M T Hunton (, 

Mill lams 84/03/20 Atomic Safety and Licensing Board Panel 

lOBpp 22709 241 24X Flche 50-322.84/03/20,8403210177 


8403220250 Response opposing LILCO 840301 request for production of 
do-cumentation Certificate of Svc end Related 
correspondent e 

DYNNER.AR Suffolk County. MY DYNNER. A R Kirkpatrick. Lockhart, 
Hill. Christopher b Phillips DSB 030 84/03/20 Atomic Safety 

and Licensing Board Panel 13pp 22719 097 24X 

Flche* 90-322, 84/03/20. 8403220250 


8403210098 Foruards NRC Region I morning repts for 840302-16 re 
emergency diesel generators Related correspondence 

OOODARD.R J Hearing Branch 3 84/03/16 BRENNER, L . NORRIS. P A . 

FERGUSON, Q A Atomic Safety and Licensing Board Panel 3&pp 

22706 054 24X Flche 50-322.84/03/16.8403210098 


8403210100 Responses to app 1 1 cant. Suf fol k County t< State of NY 840309 
m-otions tu strike portions of Oroup tl-A testimony 
Certificate of Svc end Related correspondence 

BORDENtCK, B K > REPKA. D A Hearing Branch 3 84/03/16 Atomic 

Safety and Licensing Board Panel 17pp 22706 100 24X 

Fiche 50-322.84/03/16.8403210100 


B4D3210104 Response denying Suffolk County 84D309 motion to itrlke 
testimony of UR Seari re emergency preparedness Contentions 
26 Ar26 C t. 26 D Certificate of Svc end Related 
correspondence 

REPKA. D A Nearing Branch 3 04/03/16 Atomic Safety and 

Licensing Board Panel 7pp 22706 128 24X Flche 90-322,04/03/16. 

8403210104 


8403SI01S0 Hemarandum U order denying State of NY 840308 motion for 
leave to file rebuttal testimony on Contention 69 re 
evacuation time estimates 

LAURENS8N. J A Atomic Safety and Licensing Ooard Panel 84/03/16 
7pp 22707 091 24X Fiche 90-322,84/03/16.8403210190 


8403210179 Response of Governor Cuomo in opposition to util 640309 
motion to strike portions of TD Gibbons direct testimony on 
Contentions CO 0 97 D Certificate of Svc end Related 

c Orrespondenc e 

ZAHNLEUTER.R J Neui York. State of DSB 008 84/03/16 Atomic 

Safety and Licensing Board Panel 7pp 22710 091 24X 

Fiche 50-322,84/03/16,8403210179 


8403210188 Response in opposition to LILCO 840309 motion to strike 
portions of direct testimony of UJ Aquarlo.RO Altertin i. 

RO Knighton re Contention 73 Certificate of Svc end Related 
correspondence 

ZAHNLEUIER.R J Nru York, State of DSB 007 84/03/16, Atomic 

Safety and Licensing Doard Panel 7pp 22710 084 24X 

Flche 50-332,84/03/16.8403210188 


8483210201 Response in opposition to util 840309 motion to strike 
portions of Uj Acquario. et al testimony on emergency 
planning Contention 67 U/Certi f Icato of Svc Related 
correspondence 

ZAHNLEUTER. R J New York, State of DSB 009 84/03/16 Atomic 

Safety and Licensing Board Panel 7pp 22710 072 24X 

Flche 30-322,84/03/16,8403210201 


8403210083 Order ruling on Suffolk County 840213 motion for leave to 
file neu contentions re LILCO offsite emergency preparedness 
training program 

LAURENSON.J A Atomic Safety and Licensing Board Panel 84/03/19 
Suffolk County. MY 20pp 2S70S 166 24X Fiche 50-322,84/03/19, 

8403210083 


8403230010 Foruards concerns raised In HH Broun 840301 Itr re design 
revleu/qua 1 1 ty revalidatlon now undei da facto control h 
direction of LILCO Design review should be stopped & 
genuinely independent review instituted 

PALOMINO, F 0 New York. State of 84/03/21 DENTON. H R Office of 
Nuclear Reactor Regulatl-on. Director 2pp 22730 131 24X 

Fiche 50-322,84/03/21.8403230010 


8403230013 Forwards Certificate of Svc for listed testimony on 
emergency planning contentions Related correspondence 
HCCLEBKEV.H E Hunton b MU 1 lams NCCLESKEY. K E Long Island 
Lighting Co DSD 061 04/03/21 LAURENSON. J A , KLINE. J R , 

SHON.F J Atomic Safety and Licensing Board Panel Spp 22727 392 
24X Fiche 90-322.84/03/21,0403230013 


0403270074 Response to request Pot production of documents Certificate 
of Svc end Related correspondence 

RDLFE. R H Long Island Lighting Co DSD 106 84/03/21 Suffolk 

County, NY S4pp 22766 170 24X Fiche 50-322,84/03/21,8403270074 


8403270197 Foruards supplemental notion for lou pouer OU 

MCCAFFREY, 0 R Long Island Lighting Co 84/03/21 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 22770.293 24K 

riche 90-322,84/03/21,8403270197 


8403280396 Notifies that proposed rulemaking re ''Applicability of App A 
to App B" ulll be deleted from regulatory agenda Related 
correspondence 

REIB.E J Hearing Branch 3 DSD 154 84/03/22 ROSENTHAL, A B , 

EDLES, 0 J . MILBER.lt A Atomic Safety and Licensing Appeal Panel 
3pp 22787 210 24X Fiche 30-322.84/03/22,8403200356 


0403200340 Advises that staff may rely on ALAD— 763 as Corroborating 
certain NRC positions set forth In 840309 brief Relevant 
portions of brief to be further discussed at oral argument 
are Part 1 1 A b D & Part IV Related correspondence 
BORDEMICK, D H Hearing Branch 3 DSD 153 84/03/23 

SHQEMAKERiC J Atomic Safety and Licensing Appeal Panel Ip 
22707 099 24X Flche 50-322,04/03/23.8403280340 


8403200362 Advises that possibility of ASLB proposal to electronically 
transmit info b selected documents ulthln context of 
proceodlng re diosel generators still under consideration 
Relatod correspondence 

DOnCENICK.D M Hearing Branch 3 DSB 152 84/03/23 BRENNER, L, 

FEROUBON, G A . MORRIB.P A Atomic Safety and Licensing Board Panel 
Ip 22707 234 24X Fiche 50-322,04/03/23,8403280362. 


0403270292 Motion to strike direct testimony of CV Fail la on behalf of 
NY State re Contention 24 F 2 Agreement re notice of b 
discovery on intended testimony not complied ulth 
Certificate of Svc end Related correspondence 

IRHIN.DP Long Island Lighting Co IRUIN. D P Hunton b Uilliami 
OBQ 127 84/03/24 Atomic Safety and Licensing Board Panel 

13pp 22789 096 S4X Fiche 50-322,84/03/24,8403270292 


8403270295 Forwards 88 McCaffrey 840313 Ur to HR Denton b TS Ellis 
040312 Ur to Dlrcks re meaning of term important to safety 
In NRC regulations Related correspondence 

REIS, Ed Hearing Branch 3 DSB ISB 84/03/26 ROSENTHAL.A S . 
EDLES, G J I MILDER. H A Atomic Safety and Licensing Appeal Panel 
9pp 22789 047 24X FI c he . 00-322. 04/03/26, 8403270295 
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840328034A Motion to establitii rogolar daitg hearing schedule Hearing 
dag from ?am to Spin reasonable t< sufflclentlg long 
Certificate of Svc end 

LGTSCHE.K J Suffolk Countg. NY l.ETSCKE< H ^i Kirkpatrick. 
Lockhart! Hill, Christopher <• Phillips OSB 163 84/03/36 

Atomic Safetg and Licensing Board Panel 9pp 32787 133 34X 

Fiche 30-333.84/03/36.8403200346 


8403280397 Forwards Suffolk Countg cross-ecaminatlon plans for Cluster 
3 & Cluster 4 U/o encl Related correspondence 

LETSCHE. K J Kirkpatrick. Lockhart. Hill. Christopher & Phillips 
LET6CHE. K d Suffolk Countg. NY DBB 156 84/03/36 

LAUHEN80N. J A . KLINE. d R . BHON. F d Atomic Safetg and Licensing 
Board Panel tp 32787 213 24X Fiche 90-323. B4/03/26. 8403200397 


8403280398 Prellminarg views on scheduling re util 840330 supplemental 
Motion for low power OL Motion entirelg new ti seeks to 
circumvent litigation on adequacg of emergencg diesel 
generators Certificate of Svc encl 

BCHEIDT. D d Suffolk Countg. NY SCHEIDT. D d Kirkpatrick. 
Lockhart. Hill. Christopher (< Phillips OSD 164 84/03/36 19pp 

22787 214 24X Fiche 50-322.84/03/26,8403280398 


8403290177 Forwards LILCO plan for cross-examination of Kd Regensburg. 
RA Snow << VR Stile on Contentions 34 & 38-32 re 
communications among emergencg response personnel M/o plan 
U/Certif Icate of Svc Related correspondence 

SI8K.K 0 Hunton (• Hllliams SISK.K D Long Island Lighting Co 
DBB 179 84/03/26 LAURENSON. d A . KLINE, d R . SHON, F d Atomic 

Safetg and Licensing Board Panel 4pp 22803 323 24X 

Fiche 30-322.04/03/26,8403290179 


8403280390 Order approving settlement of portion of Suffolk County 
Contention 11 re passive mechanical valve failure Served on 
840327 

BRENNER. L Atomic Safety and Licensing Board Panel OSB 14? 
04/03/27 Suffolk County. NY 2pp 22707 146 24X 

Fiche. 90-322. 84/03/27, 8403280390 


8403290377 Supplemental memorandum opposing util summary disposition 
motions on Contentions 24 Q, 33.45. 46 & 49 Certificate of 
Svc sncl Related correspondence 

LETaCHE, K d Suffolk County. NY LET9CHE. K d Kirkpatrick. 
Lockhart. Hill, Christopher 1< Phillips D9B 196 04/03/27 

Atomic Safetg and Licensing Board Panel 19pp 22814 123 24X 

Fiche 90-322,84/03/27,8403290377 


8403290390 Motion to remove Contention 77 from Cluster 3 t. to reinsert 
Contention 77 into hearing schedule at later date 
Certificate of Svc end 

LET8CHE, K Suffolk County, NY LETSCHE, K Kirkpatrick, Lockhart. 
Hill. Christopher <t Phillips OSD 197 84/03/27 Atomic Safetg 

and Licensing Board Panel lOpp 22814 312 24X 

Fiche. 90-322, 84/03/27, 8403290390 


B403300296 Motion to Strike portions of Oroup II-B testimony of 
Suffolk county Certificate of Svc end Related 
correspondence 

CHRISTMAN, d N Long Island Lighting Co CHRISTMAN, d N Hunton «< 
Hilllams DSB 214 84/03/27 Atomic Safety and Licensing Board 

Panel SBpp 22824 078 24X Fiche 30-322. 84/03/27. 0403300256 


8403300277 Suppl to motion for summary disposition of Contentions 
24 Bf33.49.46 L 49 No genuine Issue of matl fact exists l( 
util entitled to favorable decision U/Certif Icate of Svc 
Related correspondence 

HCCLESKEVi K E Long Island Lighting Co MCCLEBKEY.K E Hunton & 
Milllamt DSB 224. 84/03/27 Atomic Safetg and Licensing Board 

Panel tlpp 22824 020 24X Fiche 90-322,84/03/27,8403300277 


S403290373 Order confirming schedule for staff answer to LILCO 840320 
supplemental motion for low power OL Courtesy notification 
encl, 

SKENNER.L Atomic Safety and Licensing Board Panel 08B IB9 
84/03/28 Office of the Executive Legal Director 4pp 
22814.007 24X Fiche 90-322.84/03/28,8403290373 


B4032903S3 Motion to strike portions of util Oroup II-B testimony as 
irrelevant, nonprobat tva t> Incompetent Certificate of Svc 
encl. Related correspondence 

LETSCHE. K J. Suffolk County, NY LETSCHE, K. d Kirkpatrick. 

Lockhart, Hill. Christopher << Phillips DSB les 84/03/28 
Atamlc Safetg and Licensing Board Panel 76pp. 22814 164 24X 

Fiche 90-322.84/03/28,8403290383 


d. Insurance ii Indimnlty information 


8403140003 Forwards Endorsements 11 1< 12 to NELIA Policy NF-269 

ROBB INS, d 0 Marsh L McLennan. Inc 84/03/09 DINITZ, I Assistant 
Director for State & Licensee Relations 3pp 22633 232 24X 

Fiche 90-322.84/03/09,8403140003 


0 Inspection reports. IE Bulletins & correspondence 


8403010381 Forwards IE Insp Rept 90-322/84-01 on 840102-13 & notice of 
violation 

STAROSTECKI, R Division of Project Ji Resident Programs 84/02/16 
PQLLDCK.M 8 Long Island Lighting Co 2pp 22434 072 24X 

Fiche 50-322,84/02/16.8403010381 


— 8403010362 Notice of violation from inSp on 840102-13 

* Region 1. Office of Director 84/02/16 Ip 22434 074 34X 

Fiche 90-322,84/02/16.8403010301 


—8403010390 IE Insp Rept 50-322/64-01 on 040102-13 Violation noted 
reassembly of emergency diesel generator 101 not prescribed 
by L accomplished in accordance w/appropriate procedure 
PEtRONE. C Region 1, Office of Director KCCABE.E C Division of 
Project 6 Resident Programs 84/01/16 6pp 22434 073 a4X 
Fiche 90-322,84/02/16.8403010361 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits L Annunciation '' Svc list 
snc I 

dORDAN. E L Division of Emergencg Preparedness L Engineering 
Response iPost 030103) 84/02/28 Consolidated Edison Co of New 

York. Inc I15pp 22909 239 24X Fiche 90-000.04/02/28.8401190072 


8402090007 IE Info Notice 84-14. “Highlights of Recent Transport 
Regulatory Revs by DOT U NRC “ Svc list encl 

ORACe, d N Division of QA, Safeguards & Inspection Programs (Post 
830t03) 04/03/02 Consolidated Edison Co of New York. Inc 

130pp 22992 329 24X Fiche 90-000.84/03/02.8402090007 


B40209000B IE Info Notice S4-16. "Failure of Automatic Sprinkler Sgs 
Valves to Operate “ Svc list encl 

dORDANi E L Division of Emergency Preparedness li Engineering 
Response (Post 8301031 84/03/02 Consolldatad Edison Co of New 

York, Inc 122pp 22933 099 24X Fiche 90-000. 84/03/02. B4O2O9OOO0 


8402090009 IE Info Notice Q4-t5, "Reporting of Radiological Releases " 
Svc list encl 

dORDANi E L Division of Emergencg Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc I19pp 22993 217 24X Fiche 50-000.84/03/02,6402090009 


8402090011 IE Info Notice 84-17, "Problems W/Liquld Nitrogen Cooling 
Compononts Below Nil Ductility Temp “ Svc list encl 
dORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response iPost 830103) 84/03/09 Consolidated Edison Co of New 

York. Inc 117pp 229S3 336 24X Fiche 90-000,84/03/03.0402090011 


0403220143 Forwards IE Insp Rept 50-322/04-02 on 840123-0226 No 
violations found 

STAROSTECKI. R Division of Project & Resident Pro.graeis 84/03/06 
POLLOCK. M S Long Island Lighting Co 2pp 22714 317 24X 

Fiche 90-322. 04 /03 /06. 8403220143 


—8403220160 IE Insp Rept 50-322/04-02 on 840123-0226 No violations 
found Major areas inspected, IE Bulletin 80-07 (Detail 3).TMI 
action items, review of emergency diesel generator testing 6 
previously identified insp findings 

PETRONE, C , SHEDLOSKV, T , MCCABE. E C Region 1. Office of 
Director 84/02/28 lOpp 22714 319 24X Fiche 50-322.04/03/06, 

8403220143 


8402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sgs " Svc list encl 
dORDAN. E L Division of Emergency Preparedness S. Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Now 

York, Inc 118pp 2263 5 049 24X Fiche 90-000.84/03/07,8402090024 


6402090028 IE Info Notice B4-t0. "Stress Corrosion Cracking in PUR 
8ys “ Svc list encl 

dORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc llOpp 22984 186 24X Fiche 90-000,94/03/07.8402090028 


S402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Bys “ Svc list encl 

DEYOUNO. R C Director's Office. Office of Inspection end 

Enforcement 04/03/12 Consolidated Edison Co of New York. Inc 

I34pp 22823 094 24 X Fiche 30-000, B4/03/ 12, 8402090031 


B4032903B7 Forwards Toth Spec-related 3ALP input for Feb 1933 - Feb 
1984. in response to R Caruso 840305 memo Safeguards-related 
Input will be sent directly to R Caruso by Safeguards 
Licansing Branch Category 2 assigned for mgt involvement. 

THOMAS. C 0 Standardiiat ion ti Special Projects Branch 84/03/13 
SCHUENCER.A Licensing Branch 2 4pp 22823 090 24X 

Fiche 50-322,84/03/13,8403290387 
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0^103300072 Foruards IE Insp flept 50-322/84'03 ■on 340110-20 U 0209-11 No 
vialatjont noted 

MAHTIN. T T Olvlolon of EnglneCTlng & Technical Progredic 84/037 16 
POLLaCM.> rt S Long Hland Lighting Co 3pp 32823 093 34 X 

Flchs 50-323.84/03/16.3403300072 


— B4033Q0076 IE Insp Bept 50-322/04-03 on 840110-20 6 0209-11 iNa 
violations noted Major areas Inspected licenses prelldilnarg 
site activities in preparation for const of neu emergency 
diesel generator tldg 

1/ARELA. A A . DURR.-J P Region 1. Office of Director 04/03/07 
3pp 22022 094 34X Fi Che 50-322.04/03/16. 8403300072 


9402090043 IE Info Notice 04-19. "Tuio Events Involving Unauthorited 
Entries Into PUfl Baaetor Cavities " Svc list end 
■JORDAN. E U Dlvisi-on of Emergency Preparedness 6 Engineering 
Response {Post B30103) 04/03/21 Consolidated Edison Co of New 

York. Inc I23pp 22023 229 24X Fiche 50-000.94/03/21.8402090043 


0402090044 IE Info Notice 04-20. “Svc Life of Relays In Safe tg-Re la t ed 
Sya " Svc list end 

JORDAN. E L Division of Emsrgenci| Preparedness 6 Engineering 
Response (Post B301'03) 84/03/21 Consol tdatcd Edison Co of Heui 

York. Inc 13Spp 22933 001 24X Fiche 50-000.04/03/21.0402090044 


R Periodic operetlng reports & related corr espon^d ence 


8403020443 Foruards monthly status rept of offsite amergancy 
preparedness for OU revieus for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning Issues 

DIRCKS. U J Office of the Executive Director for CperatlD^ns 
84/02/21 PALLADIMO Corami ss 1 oners 9pp 22493 0B3 24X 

Fiche 30-000.84/02/21.0403020443 


8403270119 Foruards monthly status "List Of Active Safety-Related 
Equipment at Dual if 1 cation Level." per SER Issue 9 re 
dynamic qualification 

KCCAFFREV. 8 R Long Island Lighting Co 04/03/15 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22774 062 
24X Fiche 30-322.04/03/15.8403270119 


— 8403270122 "Control Oldg Category I Equipment 8atance-of~P lant 
Qualification Level." monthly status rept 

• Stone 1. Uebster Engineering Carp 04/02/27 SOpp 22774 064 
24X Fiche 30-322.04/03/15.8403270119 


S Reportable occurrences. UERs it related correspondence 


8403010451 Informs Commission of problems u/emerg eney diesel generators 
nfg by Transamer i ca Delaval. tnc 

OIRCKS. K J Office of the Eiecutlve Director for Operations 
SECY-a3-034 84/81/25 4pp 22430347 24X Fiche 30-000.84/01/25. 

0403010451 


8403010207 Foruaids ’‘Investigation of Types AF 6 AC Piston Skirts." per 
Transamerlca Odaval. Inc Owners Group program commitments 
Rapt evaluates cracks In AF piston skirts in Shoreham & 

Oranil Gulf Nuclear Power Stations 

MUSELER.U J TDI (Transamerlca Delaval. Inc > Owners Group 
HUEELEH.H J Long Island Lighting Co 04/02/27 DENTON, H R 
Office ■of Nuclear Reactor Regulation. Director 3pp 22434 090 
24X Fiche 38-000,84/02/27.6403010207 


— 0403010446 "Investigation of Types AF It AE Piston Skirts “ 

r Failure Analysis Associates FAAA-e4-2-i4 84/02/27 B3pp 
22434 093 24X Fiche 50-000,84/02/27.0403010207 


8402090021 Board Notification 04-039 discusses NRC 640210 It 16 meetings 
u/Tronsamer ica Delaval. Inc Emergency Diesel Generators 
Owners Group Meeting scheduled on B40389 for final! ration of 
generic program plan prior to WC review 

EISENHOTiDO Division of Licensing 04/02/28 PM.LADINa, 

OILINSK.Y, RODertS Commissioners Spp 22346 003 24X 

Fiche 50-000.84/02/20,8402090021 


8403010210 Forwards task descriptions for 16 known problems re 
Transamerlca Delaval. Inc emergency diesel generators 
MUSELER. tl J tDI iTransamer ic « Delaval. Inc > Owners Group 
B4/02/2B DENTON. H R Office of Nuclear Reactor Regulation, 

Director 42pp 22435 177 B4X Fiche 50-000,84/02/28.0403010216 


0403260233 Forwards summary list of deftclenclel Hrntifled per 
I0CFR50 55(«>,Part 21 t, petential generic Hr repts for 
coiDihents 

8TAR0STEC K.I . f) Division of Project k Resident Programi 84/02/28 
Region 1. Office of Director 7pp 22756 065 24X 

Fiche 50-088,04/02/20.6403260233 


B4'8209D020 Doard Notification 64-044 forwards Part 21 rept re 
Transamerlca Delaval.Inc turbocharger thrust bearing 
lubrication defect resulting In engine nonavailability 
EIEENHUT. DO Division of Licensing 84/02/29 PALLADINO. 
GtLINBKY. RODERTS Comnl t s 1 oners 4pp 22541 263 24X 

Fiche 50-000.84/02/29.0402090020 


8403060338 Advises of problem compromising integrity of design rtvleu/ 
quality revalldation of emergency diesel generators rafg by 
Transamerlca Delaval.Inc Util involvement In review 
represents conflict of Interest 

BROUN. H H Kirkpatrick, Lockhart. Hill. Christopher & Phi 1 1 Ipi 
BROUN. K K Suffolk County, NY 84/03/01 DENTON. H R Office ef 

Nuclear Reacter Regulation. Director 6pp 22519 008 24X 

Ficha 50-322,84/03/01.0403060330 


6403140048 Forwards “Orand Gulf Component Tracking Bys. " "Bhoreham 
Component Tracking Sys“ t< "Transamerlca Delaval.Inc 
Diesel Generators Owners Group Program Plan. " to resolve 
concerns w/emergency ■diesel generators 

KUEELER.M J Long Island Lighting Co 04/03/02. DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 2S626 062 
24X Fiche 50-000.64/03/02.8403140040 


— 8403140000 "Grand Oulf Componerit Tracking Sys ” 

• Long Island Lighting Co. 84/02/29 079pp 22626 064 24X 

Fiche 50-080, 84/03 /02,a4 03 140048 


— 8403140891 “Shoreham Component Tracking Sys ” 

e Long Island Lighting Co 84/02/29, S16pp 92627.069 24X 

FlCho 50-000,84/03/02,8403140048 


— 8403140095 “Transamerlca Delaval. Inc Diesel Generators Owners Group 
Program Plan “ 

• TDI (Transamerlca Delaval. Inc ) Quners Group 64/03/02 
261pp 22620 223 24X Fiche 50-000.04/03/02,0403140048 


0402090033 Deard Notification 04-047 forwards Transamerlca Delaval.Inc 
Owners Group piston skirt rept I. task descriptions 
EtBENKUT.DG Division of Licensing 04/03/07 PALLADINO, 
GILINSKY. ROBERTS C eroml s s loners 4pp 22674 221 24X 

Fiche 50-000. 04/03/07, 8402090033 


8403190127 Interim deficiency rept re failure of turbocharger on 
emergency standby diesel generator Temporary bypass valve 
around turbocharger prelube drip line orifice Installed 
W/Cert 1 f icate of Bve Related correspondence 

MCCAFFREY. B R Long Island Lighting Co 84/03/09 HURLEY. T E 
Region 1. Office of Director 4pp 22668 252 24X 

Fiche 50-322.04/03/09.8403190127 


8402090035 Board Notification 84-053 forwards "Emergency Dlottl 
Generator Component Tracking Bys." facility component data 
base for design review t. quality revalldation effort of 
Transamer lea Delaval Owners Qroup program plan 
EISENKUT.D 0 Division of Licensing 84/03/12 PALLADINO. 
0ILIN8KV. ROBERTS C orkmi I s 1 oners 4pp 67210 079 24X 

Fiche 50-322.04/03/12.6402090035 


--Q40319038S "Emergency Diesel Generator Component Tracking Bys " 
* TDI (Transamerlca Delaval. Inc ) Quners Group 04/02/29, 
SlSpp 22673322 24X Fiche 50-322.04/03/12.0402090033 


0402090038 Doard Notification 84-051 forwards "Transamer 1 ca Delaval.Inc 
ITOIl Diesel Generators Ouners Group Program Plan " 

EIBENHUT.DG Division of Licensing 04/03/12 PALLADINO, 

OILINSKV. RODERTS Commissioners Spp 22666 214 24X 

Fiche 50-000.04/03/12,8402090038 


— 8403200143 "Transamerlca Delaval (TDD Diesel Generators Owners Oroup 
Program Plan " 

* TDI ( Tran samcr i ca Delaval, Inc 1 Owners Group 84/03/12 
261pp 22600219 24X Fiche 50-322,64/03/12,8402090038. 


8402090039 Board Notification B4-032 forwards meeting summaries 
containing transcripts of 840210 it 16 meetings bctuieen NRC t< 
Transamerice Delaval.Inc (TDI) Owners Oroup Distribution 
list end 

EIBENHUT.DG Division of Licensing 84/03/12 PALLADINO. 
OILINSKV, ROBERTS Commli si oners 5pp 22700 001 24X 

Fiche 50-000.84/03/12,04020 90039 


— 8403060536 Forwards summary of B40210 meeting w/Transanierlca Delaval. 
Inc Owners Oroup In Detbesda.MD re problems w/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 04/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 2270B 006 24X 

Fiche 50-000,04/03/12,8402090039 
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"8403060534 Transcript of 840S10 meeting ui/Transamer lea Delaval<Inc 
□iiiners Oroup In DethesdaiMD re problems u/emergoncy diesel 
generators 

« NRC - No Detailed Affiliation Given 84/03/10 147pp 

B270S 013 34X Flche 50-000, B4/03/12i B4020‘?0039 


— 840307040? Summary of B40316 meeting u/Transemerlca Delavalilnc Ouners 
Oroup in Wading River, NV re program plan to establish 
reliability of diesel generators Agenda, meeting transcript b 
attendance list end 

MILLER, H A Licensing Branch 4 84/03/37 Licensing Branch 4 

Bpp 3370B 161 34X Fiche 50-000,04/03/13,840209003? 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerlca Delaval,lnc diesel generators Pp 1-82 
a Commissioners H4/02/16 B4pp 22708 169 24X 

Fiche 50-000, B4/03/ 13, S402090039 


B403140050 Foruiards "Design Revleu of Connecting Rod Bearing Shells for 
Transamerlca Delaval Enterprise Engines" for Shoreham S< 

Grand Oulf diesel generators 

nUBELER.W J Long Island Lighting Co B4/03/12 DENTON, H R 
OfficB of Nuclear Reactor Regulation, Director 3pp 38633 074 
a4X Fiche 50-000, B4/03/13, B403140050 


— 8403140086 "Dotign Revleu of Connecting Rod Bearing Shells for 
Transamerlca Delaval Enterprise Engines " 

* Failure Analysis Associates PAO 7396, 84/03/13 51pp 

23633 076 34X Fiche 50-000,84/03/13,8403140050 


B403150133 Forwards "Transamerica Delaval, Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines tc sve conditions 

MUBELER,W J TDI (Transamerlca Delaval, Inc ) Owners Group 
MUBELER,W J Long Island Lighting Co 84/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 32639 370 
24X Fiche 50-000,64/03/13,8403150133 


— B403130154 "Emergency Diesel Generator Rocker Arm Capscrew Stress 
Analysis," prepared for Transamerica Delaval, Inc Owners 
(}roup 

» atons It Webster, Inc 84/03/31 37pp 2263? 372 24X 

riche 50-000, B4/03/13,G4031 50133 


84031?02B5 PNO-1-B4-025 on 840313, 1 icensee found crack In emergency 
diesel generator 103 engine block between cylinders 4 & 5 
Crack being investigated through use of eddy current Insp 
techniques 

PETRONE.C , ESELOROTK, P Region 1, Office of Director 04/03/14 
Ip 22672 278 24X Fiche 50-322, 04/03/14, 84031 ?02aS 


B403200233 Responds to B40314 Requests for Info 1 & 2 re R-4 series 
engines List indicating engine number, model sve number, 
customer name << address, rating, date shipped date started 
enc 1 

MATHEWS, C B Transamerica Delaval, Inc 04/03/16 EISENHUT.DG 
Division of Licensing 20pp 226?1 17? 34X Fiche 50-000,84/03/16, 

8403200222. 


B4032300?4 PN0-1-B4-026 on 840313, crack discovered In emergency 
dieeel generator eng ine. U1 traionic t, eddy current exam 
indicated crack depth of 1 inch l< length of 2 Inches State 
of NY Informed 

PETRONE,C , ESELOROTK, P Region 1, Office of Director 04/03/20 
Ip 22734.345 24X Fiche 50-322, 84/03/20, 6403330094 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension k Stress Analysis," prepared by SbU for 
Traniamerica Delavalilnc (TOl) Diesel Generator Owners 
Group 

MUBELERiW <J TDI (Transamerlca Dalaval, Inc ) Owners Group 
HUSELER.W J Long Island Lighting Co 84/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22774 001 
Z4X Fiche 50-000,84/03/23,8403270132 


— 8403270157 "Emergency Diesel Generator Air Start Valve Capscrew 
Dimension (< Stress Analysis," prepared for Transamerica 
Delavalilnc (TD1> Diesel Generator Owners Group 

• Stone t, Webster Engineering Corp 84/03/31 23pp 22774 003 
24X Fiche 50-000,84/03/23,8403270132 


B4O3270134 Requests meeting on 840418 to discuss short-term i< long- 
term corrective actions (i Investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
end 

MCGAUOHY, J P TDI (Transamerlca Delaval, Inc ) Owners Group 

HCGAVOHY, 0 P Mississippi Power t, Light Co 84/03/23 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 4pp 32769.133. 
S4X Ptchi 50-000,84/03/23,8403270134 


8403300170 Requests that Transsmer i ca Delavalilnc diesel review program 
be stopped promptly due to improper role of util in 
directing review New independent review should be 
estab 1 i shed, in consultation w/Suffolk County 

JONES, F F Suffolk County. NY B4/03/23 DENTON, H R Office of 

Nuclear Reactor Regulation. Director 2pp 22B20 047 24X 

Fiche 50-322,04/03/23,0403300170 


T Hearing transcripts on non-antl trust matters 


8403010244 Surrebuttal testimony of D5 Mlletl t, JH Sorensen on 
Contention 23 re shadow phenomenon Related correspondence 
MILETI.D S , SORENSON, J H Suffolk County, NY 84/02/27 3Bpp 
22434 21? 24X Flcha 50-322,04/02/27,0403010244 


8403060212 Forwards testimony on behalf on Governor Cuomo re 
Contentions 66 D, 67, 73 *r 97 D Related correspondence 
ZAHNLEUTERiR J New York, State of 84/03/01 LAURENSON. J A , 
KLINE, J R 1 SHQN, F J Atomic Safety and Licensing Board Panel Ip 
22517 231 24X Fiche 50-322.84/03/01,8403060212 


— 8403060226 Testimony of WJ Aequario.RD Albertin J, RO Knighton re 
emergency planning Contention 67, "Evacuation of Persons 
W/o Access to Automobiles " Related correspondence 
ACGWARIO.W J , ALBERTIN, R D , KNIGHTON. R O New York, State of 
84/03/01 50pp 22517 232 24X Fiche 50-322.84/03/01.0403060212 


— 8403060246 Testimony of WJ AcquarioiRD Albertin *, RO Knighton re 
emergency planning Contention 73, "Evacuation of Handicapped 
Persons Not in Special Facilities “ Related correspondence 
ACGUARIO, W J , ALBERTIN, R D , KNIGHTON, R 0 New York, State of 
04/03/01 13pp 22517 285 B4X Fiche 50-322.84/03/01,0403060212 


— 8403060252 Testimony of TD Gibbons re emergency planning Contention 
66 D, "Agreements for Snow Removal" t< emergency planning 
Contention 97 B, "Evacuation During Deep Snow " Certificate 
of Bve end Related correspondenco 

GIBBONS, T D New York. State of 04/03/01 14pp 22517 290 
24X Fiche 50-322,84/03/01,8403060212 


8403060254 Forwards Suffolk County testimony on listed Oroup II 
contentions Remaining contentions will be addressed by 
cross-examination Contention St withdrawn Related 
correspondence 

LETSCHE.K J Kirkpatrick, Lockhart, Hill, Christopher h Phillips 
LETBCHE.K J Suffolk County, NY 04/03/02 LAURENSON, J A . 

KLINE, J R , SHONi F J Atomic Safety and Licensing Board Panel Ip 
22514 001 24X Flcho 50-322,84/03/02,8403060254 


— 840306025? Direct testimony of PD Herr on emergency planning Contention 
22 D re inadequacy of LILCD emergency planning lone Related 
correspondence 

HERR.P D Suffolk County, NY 04/03/02 21pp 22514 002 247 

Fiche 50-322.84/03/02.6403060254 


— 8403060266 Direct testimony of KJ Regensburg, RA Snow k VR Stile on 
emergency planning Contentions 20 k 55-58 re notification of 
public Related correspondence 

REGENSBURG, K J , 6N0W. fl A , STILE, V R Suffolk County, NY 
84/03/02 20pp 22514 023 24X Fiche 50-322,84/03/02,8403060254 


— 8403060270 Direct testimony of KJ Regensburg, RA Snow L VR Stile on 
emergency planning Contention 26 re notification of 
emerg ency response personnel Related correspondence 
REGENSBURG, K J , SNOW, R A , STILE. V R Suffolk County. NY 
84/03/02 76pp 22314 051 24X Fiche 50-322,04/03/02,0403060254 


— 8403060273 Direct testimony of KJ Regensburg, RA Snow ti VR Btlle on 
emergency planning ContentiPns 23, 29, 30, 31 > 32 ti 34 re 
communications among emergency response personnel Related 
correspondence 

REOENSDURO.K J , SNOW, R A , STILE, V R Suffolk County, NY 
84/03/02 4Sp(> 22514 127 24X Fiche 50-322,84/03/02,8403060254 


— 840306028? Direct testimony of JL Monteith.RC Roberts.P KcOulre, 
MJ Torano.EJ Michel k PD Herr on emergency planning 
Contention 27 re mobilization of emergency response 
personnel Related correspondence 

MONTEITH.J L , fiODERTB.R C , MCGUIRE. P Suffolk County, NY 
84/03/02 146PP 22514 172 24X Fiche 50-322,84/03/02, 

8403060254 


— 0403060295 Direct testimony of JL Monteith.RC Roberts.P McGuire, 

MJ Turano k EJ Michel on emergency planning Contention 66 ra 
ramoval of obstacles from roadway k provisions for fusl 
Related correepondence 

MONTEITH.J L , RODERTB, R C < MCGUIRE, P Suffolk County, NY 
84/03/02 32pp 22514 310 24X Fiche 50-322,84/03/02,8403060254 
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-B4030'&0301 Direct testljiiony of RC RobertSiDA Hoffman t< JJ Read on 
smirgency ;>lannli>g Contention* 34 T & 99 re iibti f Icat I on to 
public by US Coast Guard Related correspondence 
ROBEHTS-R C , HOFFMANi D A j READ- J J Suffolk County NY 
B4/03/O2 I9pp 32914 350 24X Flcfie 50“322r B4/03/ D2. B40306O294 


— 84030A0307 Direct testlmonij Of P3 Herr 8< EJ Michel On Contention* i7 S. 
24 I re evacuation of persons lu/o access to autornobtles Si 
lack bf agreements u/transfer point oiiiners Related 
correspondence 

HERR.P D . HrcHGL.E J . HERR-P B Suffolk County, NY 04/03/02 
49pp 22519 004 24X Fiche 90-322,84/03/02,0403060234 


— 6403060310 Direct testimony of D Harris U ft Hayer re Contentions 24 Q, 
24 K, 24 P, 73 it 79 Related correspondence 

HARRIS, D . MAYER, « Suffolk County, NY B4/03/02 33p p 

22515 093 24X Fiche SO -322i B 4/03/02, 0403060254 


— 8403060314 Direct testimoni; of S SaeseTt on emergency planning 
Contention 73 A re evacuation of homebound Related 
correspondence 

SAEQERT, 3 Suffolt County, NY SAEOEBT. S Neu York Unlv , Hew 
York. NY B4/03/02 9pp 22919 0B6 24X FUbe 50-322,04/03/02, 

0403060234 


— 8403060318 Direct testimony of BT Hrelling on Contention 2+ O Related 
correspondence 

HREILINC-R T Suffolk County, NY 84/03/02 3pp 22913099 
24X Fiche 50-322,84/03/02.8403060234 


— B403060319 Direct testimony of RC Roberts on emergency planning 
Contention 74 re inappropriate proilmlty of proposed 
relocation ctrs Related correspondence 

ROBERTS, B C Suffolk County, NY 04/03/02 4pp. 22515 090 24X 

Fiche 50-322,84/03/02,8403060294 


— B403D60322 Direct testimony of RF Cosgrove b UL Fakler on emergency 
planning Contention 24 S re lack of agreements on emergency 
response training of non-LILCO personnel Certificate of Bvc 
end Related correspondence 

COSGROVE. P F , FAKUER.J L Suffolk County, NY 84/03/02 16pp 
22515 102 24X Fiche 50-322,84/03/02,8403060294 


8403070147 Forwards listed testimonies on emergency planning Issues 
Related correspondence 

MCCLESREV, K E Harmon 6 Weiss HCCLESKEY, K E Long Island Lighting 
Co B4/03/02 LAURENSON, J A , SHOM, F J , KLINE. vl R Atomic Safety 
and Licensing Doaril Panel 5pp 22542 001 24X 

Fiche 90-322.64/03/02,8403070147 


— 8403070150 Testimony of CA CIbusothMC Cordaro li CA Daverlo on Phase II 
emergency planning Contention 20 re walk radio broadcasting 
at night 

CLAWSON, C A , CDRDARO, H C > DAVERIO, G A Long Island Lighting Co 
84/03/02 49pp 22542006 24X Fiche 30-322,84/03/02,0403070147 


— 8403070154 Testimony of CA Clawson, MC Cordaro b CA Daverlo an Phase 11 
emergency planning Contentions 21 6 21 C re Spanish 
translation of public info 

CLAWSON. C A . CORDARO. H C < DAVERIO, C A Long Island Lighting Co 
B4/03/02 45pp 22542056 24X Fiche 90-322,04/03/0218403070147 


— 84030'70I58 Testimony of MC Cordaro, CA Daverlo, EB Lieherman Ic 
JA Usismantle an Phase II emergency planning Contentian 22 
re etponsian of emergency planning lane boundary 
CORDARO. M C , DAVERIQ.C A , LIEBERMAN, E B Long Island Lighting 
CD 84/03/02 bOpp 22542 103 24X Fiche 50'-322, 84 /03/02. 

8403070147 


— 8403070160 Testimony of MC Cordaro, JA Welsnantle b ED Robinson on 
Phase II emergency planning Contentions 24 F, 0, I, K, L, 0, P, R. 

0 !, T re Itrs of agreement 

CORDARO, M C , WEISMANTLE.J A . ROBINSON. E D, Long Island Lighting 
Co B4/03/02 aespp 22542 179 24X Fic h e 50-322, 84/ 03/02, 

0403070147 


—8403070163 Testimony of MC Cordaro, CA Daverlo,ffA Hobbs, WF Rani tc 
WO Sehlffmacher on Phase 11 emergency planning Contentions 
26A.C, D t, E 

CORDARO, M C , DAVERIQ.C A , HOBBS, N A Long Island Lighting Co 
84/03/02 SBpp 22543 200 24X Fiche 90-322,84/03/02.0403070147 


-8403070171 Testimony of WC Cordaro, JA Wei smant le, EB Llsbermen S< 

RA Varley on Phase II emergency planning Contention 27, 

CORDARO, M C , WEISMANTLE, J A , LIEBERMAN, E fl Long tiland Lighting 
Co, 84/03/02 2 app 22943 256 24X FI cht. 50-322, 84/03/02, 

8403070147 


—8403070176 Testimony of MC Cordaro, CA Daverlo, NA Hobbs 6 WF Beni 
on Phase II emergency planning Contentions 28-32 t< 34, 

COPOARD.M C , DAVERIQ.C A , HOBBS, N A Long Island Lighting Co 
84/03/02 50pp 22343 206 24X Fiche 90-322,84/03/02,8403070147 


— 6403070103 Testimony of MC Cordaro, CA Daverlo l< ML Miele on Phase II 
emergency planning Contention 91 re preselected dose 
samp 1 1 ng paints 

CORDARO, M C , DAVERIO. C A , MIELE, M L Long Island Lighting Co 
84/03/02 Sipp 22943 337 24X Fiche SO-322, 84/03/02, 8403070147 


— 8403070190 Testimony of MC Cordaro, NA HobbsiMF Reni.WO Sehlffmacher t, 
JA Welsmantle on Phase II emergency planning Cantantloni 
55, 56, 57 Cc 39 

CaRDARO, M C , HOBOS, N A , RENT, W F Long Island Lighting Co 
04/03/02 39pp 22343 360 24X Fiche 90-322.64/03/02,8403070147 


— B403070195 Testimony of MC Cordaro, ED Robinson t, JA Weismantls on 
Phase II emergency planning Contentian SB re notification to 
special facilities 6 hearing impaired persons at home 
CORDARO, M C , ROBINSON, E 0 , WEISMANTLE, J A Long Island Lighting 
Co 64/03/02 70pp 22344037 24X Fiche 30-322,04/03/02. 

6403070147 


— S40307019B Testimony of MC Cnrdaro.JA Welsmantle t, ED Liebarman on 
Phase II enriergency planning Contention 66 

CORDARO, M C , WEISMANTLE, J A , LIEBERMAN, E B Long Island Lighting 
Co B4/03/02 2Bpp 22344 112 24X Fiche 50-322.84/03/02. 

8403070147 


--B403070201 Testimony pf MC Cordaro, JA Welsmantle S, EB Llsbermen on 
Phase II emergency planning Contention 67 

CDRDARO, H C , WEISMANTLE, J A , LIEBERMAN, E. B Long Island Lighting 
Co 84/03/02 2Bpp 22344 142 24X Fiche 30-322.64/03/02. 

8403070147 


— 8403070204 Testimony of CA Ciauion.ED Robinson l< JA Welsmantle on 
Phase II emergency planning Contentian 73 A re 
preregistration of handicapped 

CLAWSON, C A . CORDARQ. t1 C , RaHINSON, E D Long Island Lighting Co 
64/03/02 33pp 82344 171 24X Fiche 50-322,84/03/02, 

B403070147 


—'8403070207 Testimony of MC Cordaro, ED Lieherman, ED Robinson ti 
JA Weiemantle on Phase II emergency planning Contention 73 B 
re notification Ik evacuation of handicapped at home 
CORDARO, M C , LIEDERMAN, E B < ROBINSON, E D Long Island Lighting 
Co 84/D3/02 33pp 22344 206 24X Fiche 90-322,84/03/02, 

B403070147 


— 8403070211 Testimony of MC Cordaro, JA Welsmantle t< ED Robinson on 
Phase It emergency planning Contentian 74 re location of 
relocation ctrs 

CORDARO, M C , WEISMANTLE, J A , ROBINSON, E 0 Long Island Lighting 
Co 84/03/02 7ipp 22344 241 24X Fiche 30-322,84/03/02, 

8403070147 


— '8403070214 Testimony of MC Cordaro, JA Welsmantle t, ED Robinson on 
Phase It emergency planning Contentions 73 re capacity 
of re 1 ocat i en ctrs 

CORDARO, M C , WEISMANTLE, J A , ROBINSON, E 0 Long Island Lighting 
Co B4/03/02 30pp 22344 302 24X Fiche 30-322,84/03/02. 

8403070147 


--8403070217 Testimony of MC Cordaro, CA Daverlo t, ML Miele on Phase II 
emergency planning Contention 77 re thyroid contamination 
equipment at relocatian ctrs 

CORDARO, M C , DAVERIQ.C A , MIELE, M L Long Island Lighting Co 
84/03/02 39pp 22544 341 24X Fiche 30-322,84/03/02,6403070147 


— 0403070220 Testimony of MC Cordaro t, JA Weismantle on Phase 11 
emergency planning Contention 92 re state emergency plan 
CDRDARO, M C , WEISMANTLE, J A Long Island Lighting Co 04/03/08 
tOOpp 22543006 S4X Fiche 30-322,64/03/02,6403070147 


— 8403070222 Testimony of MC CardaroiNA Hobbs, WF Reni.WO Sehlffmacher 
h JA WalsmantlB on Phase II emergency planning Contentions 
93, 94 *, 95 

CORDARO, N C , HDBBS.N A , RENZ. W F Long Island Lighting Co 
84/03/02 agpp 22545 119, 24X Fiche 50-322,84/03/02,8403070147 


— 8403070227 Testimony of MC Cordaro, ED Robinson (, JA Welsmantle on 
Phase II emergency planning Contentions 96 A (t 96 C re loss 
of of fsi te power 

CORDARO.M C , ROBINSON, E D , WEISMANTLE, J A Long Island Lighting 
Co 84/03/02 15pp 22545 153 24X Fiche 50-322,84/03/02, 

9403070147 


— 8403070231 Testimony of MC Cordaro, ML Miele b JA Weismantle on Phase II 
emergency planning Contention 97 B re evacuation In severe 
snoustorm Prof qua 1 if 1 ca t i ons of LILCD ultnessis & 

Certificate of Sve end 

CDROARD.M C , MIELE, M L , WEISMANTLE, J Long Island Lighting Co. 
B4/03/02 I60pp 22545 169 24X Fiche 90-322,84/03/02, 

8403070147 
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B403140045 Foruards testimony of Sears on behalf of NRC staff re 
emargency preparedness Contentions S6 Ai 26 C St S6 D 
RBPKA. D A Hearing Branch 3 84/03/02 LAURENSOM.J A . SHOM. F J . 

KUINEiJ R Atomic Safety and Licensing Board Panel 13pp 

a2&33 091 24X Fichc 90-322.84/03/02.8403140049 


8403130083 Motion of Governor Cuonto to file rebuttal testimony on 
Contention 69 re evacuation time estimates Related 
correspondence 

ZAHNL6UTER. R J Ncu Vork. State of 84/03/08 Atomic Safety and 

Licensing Board Panel 7pp 22614 274 24X Flche 30-322.84/03/08. 

8403130089 


--84O31S0091 Rebuttal testimony of OT Hartgen It FJ Bench re emergency 
planning Contention 69 on evacuation time estimates 
Certificate of Svc end 

HARTOEN. D T , BEACH. F J Neu York. State of 84/03/08 30pp 
22614 281 24X Flche 90-322.64/03/00.8403130089 


8402090039 Board Notification 64-092 forwards meeting summaries 
containing transcripts of 840210 & 16 meetings between NRC It 
Transamerica Dclaval. Inc (TDD Owners Group Distribution 
list and 

EieCNHUTiD 0 Division of Licensing 84/03/12 PALLADIND 
Commissioners 9pp 22708001 24X Flche 90-000.84/03/12. 

8402090039 


— 8403060936 Forwards summary of B40210 meeting w/Transamer i ca Oelava). 
Inc Owners Group in Bethcsda.ND re problems w/emergency 
diesel generators 

CARLiaO.R Licensing Branch 2 84/02/27 Q'REILLY. J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Flche 50-000.84/03/12.8402090039 


— 6403060994 Transcript of 840210 meeting w/Transamer ica Delaval. Inc 
Owners Group in Bethesda.MB re problems w/emergency diesel 
generators 

# NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 008 24X Fiche 90-000.84/03/12,8402090039 


— 8403070409 Summary of 640216 meeting w/Transamer lea Delaval, Inc Owners 
Group in Wading RiveftNY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript It 
attendance list end 

fflLLERiM A Licensing Branch 4 84/02/27 Licensing Branch 4 

6pp 22708 161 24X Fiche 30-000.84/03/12,8402090039 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-B2 
* Commissioners 84/02/16 e4pp. 22708 169 24X 

Flche 30-000,84/03/12.0402090039 


8403260324 Transcript of 840320 hearing in Hauppeuge.NY re emergency 
planning proceeding Pp 3.890-4,069 Supporting documentation 
one 1 

* Atomic Safety and Licensing Board Panel. 84/03/20 440pp 

32736' 236 24X Fiche 50-322,84/03/20,8403260224 


0403280288 Forwards testimony on Group II D Contentions 24 E,24 F 2 J. 
F 3>S4 J. 24 N, 60 . 61 . 63. 69. 70. 71, 72. 83 6 88 Testimony for 
Contentions 11 << 15 will be filed on 840330 Related 
c orrespondence 

LET6CHE.K 0 Kirkpatrick. Lockhart. Hill. Christopher b Phillips 
LET8CHC. K J Suffolk county, NY DBO 095 84/03/21 

LAURENSON. 0 A , KLINE. J R , SHON, F J Atomic Safety and Licensing 
Board Panel Ip 22719.137 24X Flche 90-322,84/03/21,0403220288 


— 8403220292 Testimony of OJ Jeffers it AR Rossi re Contentions 24 E. 
24 Ft 61. C. 69. 70 it 71 Related correspondence 

JEFFERB.O J , ROSSI, A R Suffolk County, NY 04/03/21 16pp 
23719 198 24X Flcho 90-322,04/03/21,8403280288 


— 8403220297 Testimony of RW Petrllak re Contentions 24 £.24 N, 61 C, 69, 
70 li 71 Related corraapondence 

PETRILAK, R W Suffolk County, NY 84/03/21, 26pp 22719 174 
24X Flche. 90-322, 84/03/21, 8403220288 


— 8403220302 Testimony of NJ Muto it JT Smith re Contentions 24 E, 24 F, 
24. Nf 61. C, 69, 70 it 71 Related correspondence 
MOTO, N J , SMITH, J T Suffolk County, NY 84/03/31 13pp 
22719.200 24X Flche 90-322,84/03/21,8403220288 


— 8403330309 Testimony of FC Flnlayson.OC Minor b EP Radford re 
Contention 61 Related correspondence 

FINLAYSON, F C . MINOR, 0 C . RADFORD, E P Suffolk County, NY 
84/03/21 33pp. 22719 213 24X Flcho 90-322,84/03/31,8403220288 


— 8403830310 Testimony of D Harris b M Mayer re Contentions 24 J, 24 N, 
60(63 b 78 Related correspondence 

HARRIS, D , HAVER. M Suffolk County, NY 84/03/21 43pp 
22719 246 84X Fiche 90-332,84/03/81,8403220280 


—8403220313 Testimony of GC Minor re Contentions 05 b 08 Certificate of 
9vc cncl Related correspondence ‘ 

MINOR. OC Suffolk County, NY 04/03/21 17pp 22719 289 24X 

Fiche 50-322,04/03/21,8403220288 


B403230008 Testimony of RR Dor emus on Contentions 24 E. 24 F 2. 24 F 3. 
24 M,6i C b 69-71 re school emergency plans 

DOREMUS. R R Long Island Lighting Co OSD 062 84/03/21 3tpp 

22728 312 24X Flche 90-322.84/03/21,8403230008 


8403230016 Testimony of MC Cordaro.CA Daverlo.ML Miele b RJ Watts on 
Contention 08 re dose criteria b cost-benefit analysis for 
reentry Related correspondence 

COROARO.M C . DAVERIQ.C A , MIELE, M L Long Island Lighting Co OSB 
069 04/03/21 43pp 2272B 001 24X Flche 30-322,04/03/21. 

0403230016 


8403230020 Testimony of MC Cordaro. EB Lleberman.ML Miele. EO Robinson 
b JA Ueismantle re Contentions 24 E, 24 F 2. 24 F 3,24 M, 61 C 
b 68—71 re schools Related correspondence 

COROARO.M C . MIELE, M L Long Island Lighting Co LIFBERMAN. E B 
KLD Associates. Inc DSD 063 B4/03/21 400pp 22729 001 24X 

Flche 90-322.04/03/21,8403230020 


0403230032 Testimony of MC Cordaro.CA Daverlo.ML Miele. 03 Mlletl b 
RJ Watts re Contentions 60.61.63 b 64 on protective action 
recommendations Related correspondence 

COROARO.M C , DAVERIO. C A , MIELE. M L Long Island Lighting Co OSB 
069 84/03/21 197pp 22735 041 24X Flche 90-322,84/03/21, 

8403230032 


0403230038 Testimony of MC CordarO.D Glaser. ML Miele. ED Robinson. 

JA Weismantle b J Vedvab on Contentiosn 24 J. N. 72 C. D b 96 B 
re planning for special facilities Related correspondence 
CORDARO, M C . GLA68EH. 0 . MIELE. M L Long Island Lighting Co DSD 
064 84/03/21 294pp 22732 047 24X Fiche 90-332.04/03/21. 

8403230038 


B40323004B Testimony of MC Cordaro. CA Daverlo.ML Miele. SW Porter on 
Contention 81 re ingestion pathway Related correspondence 
COROARO.M C . DAVERIO.C A . MIELE. M L Long Island Lighting Co OSQ 
067 04/03/21 200pp 22724 131 24X Flche 30-322,84/03/21. 

0403230048 


0403230066 Testimony of MC Cordaro. JA Welsmatle b ED Lleherman on 
Contentions 72 A b E re adequate evacuation time estimates 
Related correspondence 

COROARO.M C . WE16HANTLE, J A , LIEDERHAN, E D Long Island Lighting 
Co. 080 066 04/03/21 I0pp 22726 297 24/ 

Flche 30-322,84/03/21,0403230066 


8403230073 Testimony of MC Cordaro.CA Daverlo.ML Hide b RJ Watts on 
Contention 85 re recovery b reentry Related correspondence 
CORDARO. M C , DAVERIO.C A , MIELE. M L Long Island Lighting Co DSO 
060 04/03/21 44pp 22726 230 24X Flche 30-322,04/03/21, 

8403230073 


8403260012 Transcript of 040321 hearing in Hauppauge.NV re emergency 
planning proceeding Pp 4. 070— 4.S6B 

« Atomic Safety and Licensing Board Panel 84/03/21 200pp 

22749 001 24X Fiche 50-322,84/03/21,0403260012 


8403260338 Forwards direct testimony of CV Fallla re Contention 24 F 2 
Related correspondence 

ZAHNLEUTER.R j New York. State of DSD 097 84/03/21 

LAJRENSON. J A , KLINE. J R > SHON. F J Atomic Safety and Licensing 
Board Panel Ip 22760 169 S4X Fiche 50-322,84/03/21.8403260338 


— 8403260342 Direct testimony of CV Fallla re Contention 24 F 2 on 
agreements w/bus companies In event of radiological 
acc 1 dent 

FAILLA, C V Now York. State of 84/03/21 13pp 22760 166 24X 

Flche 30-322.84/03/21,8403260338 


8403260377 Forwards util testimony on Contention 18 re adequacy of cone 
b route info Related correspondence 

FALZONE.R R Hunton b Williams FALZONE. R R Long Island Lighting 
Co D8B 096 04/03/22 LAUREN60N. J A . KUINE. J R , SHOM, F J 

Atomic Safety and Licensing Ooard Panel Ip 22760 001 24X 

Fiche 50-322,84/03/22,8403260377 


—8403260379 Testimony of CA Clauison.MC Cordaro b CA Daverio on 
Contention 18 re adequacy of zone b route info Certificate 
of Svc enc 1 

CtAWSON.C A , COROARO.M C , DAVERIO.C A Long Island Lighting Co 
84/03/22 53pp 22760 002 24 X Fiche 90-322, 84/03/22. 0403260377 


8403270196 Transcript of 840322 hearing In Hauppauge.NV re emergency 
planning proceeding Pp 4,269-4,911 

* Atomic Safety and Licensing Board Panel 04/03/22 320pp 

22778 182 24X Fiche 30-322.84/03/22,0403270196, 
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0403390001 Tran-scrlpt of 040337 oral argument In Dsfchesda<HD Pp 1-192 
* Atomic Gafctg and l.lcenslng Appeal Panel 64/03/37 193pp 

33003000 34X Piche 50-332. 04/03/27, 610339000 1 


V Operator E»a«i I nat 1 o n a 


3403270116- Foruards lupplemental nuclear pouer plant eiperlence tablaa 
for operating shift positluns Expected QL date Is 640913>ln 
response to addl queittons in HF Schne 1 1, Un 1 on Electric Cd> 

1 tr 

NOTARa. J A Lons Island tlghtlng Co 84/03/23 DENTDNl, H R Office 
of Nuclear Reactor Regulation. D-trector 0pp 22775 137 24X 

Fiche 50-333.84/03/32,3403270116 


6403150013 Forwards response to request for eddl Info re Cless IE 
electrical raceuiag supports Design supports have sufficient 
margin to assure that loss of single support will not cause 
loss of safety function 

SCHUVLERi J 0 Pacific Oa s S< Electric Co 01/03/07 MART IN. J B. 

Region 5, Office of Director. 3pp 33640 337 34X 

Fiche 50-377,84/03/07,0403150013 


0403300210 Forwards Rev S to Procedure EP DP-l?. ‘'Malfunction of RHR 
Sgs." requested by ACRS Bubt -omitii t tee on Diablo Canyon during 
840310 meeting 

aCHUVUER, O G Pacific Oa s & Electric Co 84/03/13 KNlOHTONiO W. 
Licensing Branch 3 Ip 33699 337 24X Fiche 50-375,84/03/13, 

8403300318 


DOCKET 50-333 DIADLO CANYON NUCLEAR POWER PLANT, UNIT 3 


A App 1 i c aticn/c ons true t Ion stage documents L correspondence 


8403090027 FOIA request for records re 1977 Nuclear Svt s Corp audit Of 
Pullman Power Products 

REVNOLDS, J Center for Lau, In the Public Interest 04/01/20 
OfflCD of Administration 3pp 32992 329 34X 

Fiche 90-27^,64/01/20,8403090037 


84(13010501 Forwards Board Notification 04-022 Which provides in camera 
transcript of NRC 840135 meeting u/reciplent tc C Btoies 
Requests specific i dent 1 f i ca 1 1 on of names U sections in rept 
to be withheld from public disclosure W/o ent 1 
EI&ENHUT. D 0 Division of Licensing 84/03/14 DEVINE, T 
Bovernment Accountability Project ip 33438 335 24X 

Fiche 90-375,84/03/14,8403010501 


B403D90Q04 Board Notification 04-037 forwards Chairman Pallad-lno 04O)D? 
Itr transmitting rept on matters re QA Case Gtudg C for 
plant Rept encls compare draft & final version of case study 
L Include comments on draft version 

EISENHUT, O Q Division of Licensing 84/03/34 DOCK. 0 K , 

MOORE, T 8 , JOHNSTON, N R Atomic Safety and Licensing Appeal Panel 
3pp 33549 036 34X Fiche 90-375,84/02/34.0103090004 


8402090017 Board Notification 84-030 forwards RJ Mattson 640133 memo 
to DO Eisenhut providing status update of NRC actions re 
Westinghouse ECC5 actuation logic 

ElBENHUT.D 0 Division of Licensing 04/03/37 PALLADINO, 
OILINSKY, ROBERTS Coisml s s 1 n ners 7pp 32546 007 34X 

Fiche 50-000.84/02/27,8403090017 


— B403300220 Rev 2 to Procedure EP DP- 17, "Malfunction of RHR Sys “ 
» Pacific Oas L Electric Co 82/03/19 3pp 33699 338 34x 

Fiche 90-276,04/03/12,8403300218 


B40S090041 Board Natlflcetlon 04-050 provides Commission policy 
statement 6 proposed rulemaking on environ qualifications 
EISENHUT. 0 0 Division of Licensing 84/03/14 Atomic Eafety and 
Licensing Board Panel lOpp 24X Fiche 90-000,84/03/14,8402090041 


8403230035 Forwards tables providing detailed operating eiperience for 
licensed operating personnel ti licensed ti nonllcsnsed 
shift technical advl sots 

SCHUYLER, J 0 Pacific Oas L Electric Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 227 IB 306 
34X Fiche 50-375,84/03/16,8403320033 


6403360176 Informs of plans to have shift advisors u/qual i fl cations 6 
training recommended by Near-Term OL Util Oroup on staff 
prior to exceeding SK power Advisors will be lubj to final 
eiam following training 

SCHUYLER, JO Pacific Oa i L Electric Co 84/03/23, KNIOHTON.O W. 
Licensing Branch 3 Ip 22758 234 24X Flchs 90-279,84/03/33, 

8403260176 


8403370366 Requests that license not be granted until alligetions by 
employees of plant resolved 

HAYDEN. T California. State of 84/03/23 PALLADINO, N 
Commie si oners Ip 33789 OOl 34X Fiche 90-279,04/03/33, 
8403270366 


E NRC Safety Evaluati'on Report (BER), suppli I, correspondence 


8403150165 Requests addl info explicitly addressing specific steps 
in 36( FRBOD 4<b>,lc).<>r (d> re dc t erml nation o-f effect of 
operation t tnaint activities on BLO-2 ar chae o 1 og i ca 1 
site 

KNIOHTDN.ew Licensing Branch 3 84/02/27 SCHUYLER, J D Pacific 

Oas L Electric Co 4pp 33646 345 P4X Fiche 50-279,84/02/37, 
8403150165 


B40309002B Partial response tq FOIA request for rec-ordt re 1977 Nuclear 
8vcs Corp audit of Pullman Power Prciducts Documents entirely 
withheld (ref FOIA Eieitiptlon 9> Review of remaining 
documents subj bo request In progress 

FELTON, J M Division of Rules and Records 84/03/01 REVNOUDS, J 
Center for Law In the Public Interest 2pp 32992 331 24X 

Flchs 50-275, 84/03/0 1 , 840309003B 


8403080409 Further response to FOIA request for documents re SFR 
related to operation of facilities Forwards App B documents 
App A 6 □ documents available in PDR Review of rs-nainlng 
documents subj to request In progress 

FELTON, J M Division of Rules and Records 81/03/03 Q-ARDE, S P 
Oovernment Accountability Project 4pp 33983 073 24X 

Fiche 50-275,81/03/02.8403080409 


8403000005 FOIA request for SER L BBER 21 (NUREO-0679> re operation of 
facilities 

OARDEiB.P Oovernment Ac countab i 1 i ty Project 84/01/09, Office 
of AdmintstratlD-n 2pp 32584 074 24X Fiche 90-279,84/01/09, 

0403080085 


0403000096 Partial response to FOIA request far SER re operation of 
facilities rorwards documents listed on app Documents also 
placed in PDR, Revleu of nemalnlng documents continuing 
FELTON, J H Dlvielnn of Rules and Records 84/01/^ OARDE, 6 P. 
Oovernment Accountability Project 3pp 22584 076 24X 

riche 90-279,84/01/23,8403080096 


84030B0103 Allegations 51 t, 92 re NRC concern that plant personnel 
reluctant to come forward ui/safeby concerns since candor 
eeidangars jobs 

e NRC - No Detailed Affiliation Olven, 84/01/23 2pp 
33984’ 089 24X Fiche 50-275,84/01/33,8403080096 


8403060964 Forwards S8ER 17 re util application for OLs Suppl addrttiei 
NRC avalyatlon re breakwater V luperstrut Issues U/o end 
KMIOKTON.O H Licensing Branch 3 84/03/27 SCHUYLER, J 0 Pacific 

Oas Electric Co 4pp 22552 265 24X Fichi 90-279,84/03/27, 

8403060564 


8313230356 Forward s response* to Allegations 7, 9 t 48, per 831130 
request 

BPEI8, T P Division of Safety Technology 83/13/09 KNIOHTON.O 
Office of Nuclear Reactor Regulation, Director 13pp 32883 111 
247 Fiche 50-279,84/03/03.8403000405 


—8403030432 Forwards Input on Allegations 91 b 93 Fuel loading addresi 
in 831100 Memorandum 6 Drder CLI-as-a? No significant safety 
concerns matl to fuel loading 1< precr 1 1 lea 1 i ty testing 
warrant continuation or suspension of activities 

‘fl* £«ecutlve Legal Director 83/12/09 
— Office of Nuclear Reactor Regulation, Director 3pp 
23583. lOQ 24X Fiche 50-275,84/03/03,8403080405 


-8403080426 Forwards safety evaluations for Allegations 8,10,11,14, 
16, 17. 27. 38, 29. 31. 35, 33, 39, 36, 39,09 U 86 Licensee approach 
for determining containment stability against tilting 
acceptable 

VOLLMERiR H, Division of Engineering 83/13/09 CIBENHUT, D 0, 
Division of Licensing 3ipp 32583 132 24X 

Fiche 50-275,84/03/03,0403080409 


0403070104 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT, UNITS 1 AMD 2 Docket No* 30-279 
And 50-323 (Pacific Oas And Electric Company! 

# Division of Licensing NUREO-0679 817, 84/02/29 22pp. 

Available at NRC, *3 00. 22961 214 S4X Fiche 90-279,84/02/29, 

0403070104. 


0402070030 Board Notification 84-039 updates allegation listed in SSEIt 
21 t( Board Notification 84-003 Public allegations nob 
previously forwarded L c harac ter 1 1 atlons of allegations from 
confidential sources encl 

ElBENHUTiDO Division of Licensing 84/03/02 PALLADINO, 
(31LINSKY, ROBERTS Commissioners 11pp. 22956.061 24X 

Fiche' 50-276, 84/03/02, 8402090030 
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— B3I2140347 FoMiiards Nuclaar Svc Corp 1977 audit of Pullman Power 
Product! work scope at facillti|> 1^ response to B31004 Itr to 
Chairman Palladlno Attention called to ASLAB Q31024 denial 
of Joint Intervenor 631020 motion to reopen record 
DIRCKSi U J. Office of the Executive Director for Operations 
S3/11/1B THOMAS. U H House of Rep 4pp 22996 000 24X 

Flcho 50-273.04/03/02.8402090030 


— 8312140351 Forwards JR Reynolds 830921 Itr expressing concern. on behalf 
of Joint Intervenors re deficient design 8c const of 
facility Nuclear Svc Corp 1977 audit end 

THOMAS. H H House of Rep 83/10/04 PALLADINO. N Commissioners 
4pp 22596 081 24X Flche 50-275.84/03/02.8402090030 


— 8403080281 "Audit Rept Pullman Power Producte Work Scope at Diablo 
Canyon Site 770822-0920 " 

UESER.J . LARSEN. O J . NEWMAN. T C Pacific Oas t< Electric Co 
77/09/20 42pp 22556 090 24X Flche 50-275.84/03/02.8402090030 


•-8403020II7 Revised State of CA nuclear pauer plant emergency response 
plan t 

* CallfoTnia. State of 83/04/30 2901pp 22333 003 24X 

Flche 50-000.84/02/16.8402230176 


8402090006 Doard Notification 84-034 forwards R Vollmer B40206 memo to 
D Eisenhut re fire research results concerning fires in 
electrical cabinets in control room 

EISENHUT. DO Division of Licensing 04/02/23 PALLADINO 
Commissioners Ip 22576 203 24X Flche 50-000.84/02/23. 

8402090006 


— 8403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board notification, per NRR Ofc Ltr 19. dtd 821001 Further 
evaluation of test data required 

VOLLMER, R H Division of Engineering 84/02/06 EISENHUT, D 0 
Division of Licensing lOpp 22576 204 24X 

Flche 50-000,04/02/23,8402090006 


— 8312280099 Responds to 831021 ltr re rept of 1977 audit of Pullman 
Power Products Corp Motion filed before NRC for revocation 
or In alternattye, continuation of suspension of low power 
OL for facility Matter referred to NRC 

DIRCKSfW J Office of the Executive Director for Operations 
B3/ll/iB PANETTA, L E House of Rep 4pp 22556 132 24X 

Fiche 50-275, B4/03/02. B402090030 


84030G040S Further response to FOIA request for documents re SER 
related to operation of facilities Forwards App B documents 
App A Ii B documents available in PDR Review of remaining 
documents subj to request in progress 

FELTON. J M Division of Roles and Records 84/03/02 GARDE. B P 
Government Accountab 11 1 ty Project 4pp 22983 073 24X 

Flche 50-275, B4/O3/02. B4030B0403 


— 8312280107 "Proposal for Independent Internal Audit of Pul Iman-Ke 1 logg 
Efforts at Diablo Canyon " 

* Nuclaar Services Corp 77/07/2B 21pp 22556 134 24X 

FI Che 50-275, B4/03/02. B402090030 


— 8401040010 Forwards all 1 trs which appeared in San Luis Obispo 
Talegram-Tribune between 831019-31 re emergency planning 
rasponse plan for facility Lack of public confidence in 
response plan discussed 

KRANZDORF, R Affiliation Not Assigned 83/11/04 PALLADINO, N 
Commissioners 17pp 22556,173 24X Flche 50-275,84/03/02, 

8402090030 


B4D30BQ40S Further response to FOIA request for documents re SER 
related to operation of facilities Forwards App B documents 
App A 6 B documents available in PDR Review of remaining 
documents subj to request in progress 

FELTON, J.M Division of Rules and Records 84/03/02, GARDE, B P 
Government Accountability Project, 4pp 22583 073 24X 

Flche: 50-275, 84/03/02, 8403080403 


— 8403080431 Forwards SBER Input re Allegation 68 Programmatic breakdown 
in Pullman Power Products QA program not indicated Installed 
hardware safety concerns not Identified, 

LIEBERMAN. J Office of the Executive Legal Director 83/12/27 
EIBENHUT, D Division of Licensing 4pp 22583 163 24X 

Flche 50-275,64/03/02,8403080405 


8403300300 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT, Units 1 AND 2 Docket Nos 30-275 
And 50-323, {pacific Oas and Electric Company! 
a Division of Licensing NUREO-0675 822 84/03/31 400pp 

Available at NRC. all 00 22843 001 24X Flche 50-279,84/03/31, 

B 403300300 


F Security, medical,^ emergency 4i fire protection plans 


— 8403000411 Forwards response to Allegation RV-83-A-<K)34. per GW 
Knighton 831122 note Temporarily exempting licensee from 
maintaining physical security h safeguards contingency 
plans did not Increase risk of radiological sabotage 
MCCORKLE, G W Power Reactor Safeguards Licensing Branch 
03/12/01 THOMAS, C 0 Standard i i a 1 1 on ii Special Projects Branch 
4pp 22583 077 24X Fiche 50-273,84/03/02,6403030405 


— 8403080417 Resubmits response to Allegation RV-a3-A-0034, per GW 
Knighton 831103 memo Temporarily exempting licensee from 
maintaining physical security b safeguards contingency plans 
did not Increase risk of radlolaglcal sabotage 
MCCORKLE, 0 W Power Reactor Sefoguards Licensing Branch 
S3/13/0S THOMAS, C O Standard 1 lation St Special Projects Branch 
3pp 22583 081 24X Fiche 50-275,64/03/02,8403080405 


— 0403080420 Forwards response to Allegation RV-a3-A-0034, per OH Knighton 
821122 note Temporarily exempting ileenaeo from maintaining 
physical security b safeguards contingency plans did not 
increase risk of radiological sabotage 

BURNETT,B F Division of Safeguards 83/12/00 EISENHUT. DO 
Division of Licensing 3pp 22583 084 24X Fiche 50—273, 

84/03/02, 8403080405 


8403280001 Forwards safeguards Info re changes to Rev 11 to security 
plan Info withheld (ref I0CFR73 21) 

SCHUYLER, J 0 Pacific Oas b Electric Co 84/03/19 MARTIN, J B 
Region 5, Office of Director ip 22777- i5i 24X 
Flche 50-275,84/03/19,0403280001 


8403270205 Discusses Southorn California Edison submittal of 1963 
revised State of CA emergency response plan on behalf of all 
State of CA plants, incorporating plan into Diablo Canyon 
Addl planning Info will not be developed for Humboldt Dag 
BCHUYLER, J 0 Pacific Gas b Electric Co 84/03/22 DENTON, H R. 

OfflcB of Nuclear Reactor Regulation, Director Ip 22772 137 24X 

Flche 30-000,84/03/22,0403270205 


8403280114 Public version of revised emergency plan implementing 
procadurcs, including Procedures EP OP-9 re loss of reactor 
coolant pump u/o reactor trip b EP 0-2 re establishment of 
organitatlon W/640103 it 0322 memos 

THOMBERO, R C, , SCHUYLER, J 0 Pacific Oas b Electric Co 84/01/03 
MARTIN, J. 8 Region 5, Office of Director 33pp 22811 236 24X 
Fiche* 50-275, 84/01/05, 84032B01 14 


8403070355 Public version of emergency plan Implementing procedures. 
Including Procedure EP 0-4 personnel accountability b 
assembly b EP R8-12 re mid b hlgh-range plant vent radiation 
monitors M/B40208 ltr b JM Felton 840302 release memo 
THOMBERO, R, C , SCHUYLER, J □, Pacific Oas b Electric Co 84/01/23 
MARTIN, J B Region 5, Office of Director 120pp 22565 189 24X 

Fiche* 50-275,84/01/23, B4030703SS 


6403090172 Forwards Rev 11 to physical sscurlty plan Rev withheld 
(reP 10CFR73. 21). 

SCHUYLER, J 0. Pacific Oas b Electric Co 84/02/06 MARTIN, J B 
Region 5, Office of Director Ip. 22573 049 24X 

Flche; 50-275, B4/02/06, 8403090172 


6402230176 Forwards revised State of CA nuclear power plant emergency 
reiponsa plan 

MEDFORD, M 0 Southern California Edison Co. 84/02/16 
EIBENHUT, D 0. Division of Licensing 363pp 22353 001. 24X 

Flche: 90-000, S4/02/16, 8402230176 


8403290264 Advises that 840111 rev to physical security plan b drawings 
consistent w/provislons of lOCFRSO 54(p) b acceptable 
BCHUaTER.M D Region 5, Office of Director 84/03/23 
SCHUYLER, J □ Pacific Oas b Electric Co. ip 22800 010 24X 

Fiche. 50-273, 84/03/23,8403290264 


0. Adjudicatory correspondence 


8402090012 Doard Notification 84-043 forwards 840202 petition to defer 
decision re low power OL, made by Govt Accountability Project 
(GAP) on behalf of San Luis Obispo Mothers for Peace 
Distribution list b app end 

EISENHUT, D 0 Division of Licensing 84/02/29 MOORE, T 8 , 
JOHNSON, W R , BUCK.J H Atomic Safety and Licensing Appeal Panel 
3pp 67218 074 24X Fiche 50-273,84/02/29.8402090012 


8403070044 Motion for extension until B40319 to file response to Joint 
Intervenors 840222 motion to reopen record on const QA 
Cortlfleate of Svc end 

NORTON, D Pacific Gas b Electric Co NORTON, D. Norton, Burke, 
Berry b French 84/02/29 Atomic Safety end Licensing Appeal 
Panel 3pp 22341 250 24X Flche 60-27 5,84/02/29,8403070044. 
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0403140071 Foriirards e tfurs-ated tt-anscTipt of 0401 33 meet ing betusen 
Itaff !t C StokB*. per flSLrtO 640323 order W/o end 
RUTBERO. O Kearira Branch 2 04/03/29 tlOQRE, T S i BUCKi J H p 

JOHNSOMp W R Atomic SaFetg and Liceriilng Appeal Panel 3pp 
32634 104 24X Fit he 50-275.04/02/29,6403140071 


6403060260 Retponse of Onvernor Seukmejlan b<j util 040329 mot Ian For 
Extension of time to respond to 3olnt Intevvanor 040222 
motion to reopen !< motion of Oelfkmejlan for like extension 
of time to replg Certificate of Svc encl 

STRUHUASSER.H California, State of 64/D3/0I Atomic Safety and 
Licensing Appeal Panel 9pp 22517 132 24X Fiche 30—273, 94/O3/0i, 

0403060260 


8403080110 Suppl I to 040214 motion to aupment or. in al terjia 1 1 ve , to 
reopen record Providei addl eiplanantion of allegations re 
design 6 design QA def 1 c lent lea from transcript of B40123 
meeting Certificate of Svc end 

REYNOLDS, 3 R Joint Intervenors - Diablo Canyon REVNOLDS. J R 
Canter for Lau In tbe Public Interest 04/03/01 Atomic Safety 
and Licensing Appeal Panel ISpp 22S5? 1B2 24X 

Fiche 50-275. 04/03/01. 04030801 IB 


0403060179 Order granting applicant 340229 motion for extern ion of time 
to 840319' to respond to Joint Intervenors 840222 notion to 
reopen record on const OA 

TOMPKINS, fl A Atomic Safety and Licensing Appeal Panel 34/03/02 
2pp 23518 348 24XFlchO 50-273,84/03/02.8403060179 


0403070128 Suppl to 040222 motion to reopen record on issues of const 
OA ti Licensee character k competence Serious doubts re util 
competence to manage project raised M/Certi f Icate of Svc 
REVNDLDS.J ft Affiliation Not Assigned REVKBLDS. J fl Center for 
Lai/ in the Public Interest 04/03/03 Atomic Safety and Licensing 
Board Panel 33pp 22538 231 24X Fiche 50-275,84/03/02, 

8403070128 


0403140179 Reguest for eitenslon of time to 840315 to file response to 
Joint Fntervenor motion to augment or reopen record 
Certificate op Svc encl 

RUTDERO, J Hearing Branch 2 84/03/02 Atomic Safety and 

Licensing Appeal Panel 4pp 22624 100 24X Fiche 50-27 5,84/03/02, 

0403140179 


B403070188 Order requiring governor response to Joint Intervcnar 040214 
motion to reopen record on Issue of design OA by D4030B 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 04/O3/'O6 
California, State of Ip 22541 362 24X Fiche 30-273.04/03/06, 

B403070180 


8403120006 Answer opposing Jo.lnt Intervenors 040214 motion to augment 
or reopen record on design 0A Motion should be denied in 
entirety Certificate of Svc end 

NORTON. B Pacific Oai 6 Electric Co NORTON, D Norton, Borhe, 
Berry t< French B4/03/06 Atomic Safety and Licensing Appeal 
Panel 23pp 22956 187 24X F I c h e 50-375. 04/03/06, 84081 20006 


— 8403120010 Affidavit of FC D rel sme 1 ster , DJ Curtis. MJ Jacobson, flE 
Lepplie,QH Moore, RO Oman.LE Shipley 6 lIH Nhite re design QA 
OREISMSISTER.F > CURTIS. D J , JACOBSON, M J Pacific Das 6 Electric 
Co 04/03/03 lOlpp 23506 331 24 K F Ic h e 50-375, 04 /03/06, 

0403120006 


— 8403120029 Affidavit of JD Shiffer,n Patterson, JH Oisclon.KC Doii. 
JB KbchiftC Th urnb erry ( RD Etiler.RK Rhodes S. EM Burns re 
J Cuaper G40123 affidavit 6 Joint Intervener 840214 motion 
on design QA 

SNIFFER. J D , PATTERSON, R ► 0IL8CL0N. J M Pacific Oas (. Electric 
Co 84/03/05 234pp 23SG7 146 24X Fiche 50-375,04/03/06. 

B4P3120006 


8403150010 SummarlxBS fears that Commission tiilll discard terms of 1981 
order 1. will surrender normal requirements of Atomic Energy 
Act by perm! tt 1 ng, fad 1 i ty to go critical In quality 
indeterminate state 

CLEWETT, J Government Accountability Project DEVINE. T . CLEWETT.J 
San Luts Obispo Mothers for Peace S4/03/13 PALLADINO. N J > 
OILINEKY.V . ROBERTS. T Camml s s 1 oners 83642 326 24X 

Fiche 50-873,04/03/13,8403130010 


84D3160014 Order extending time until 840413 for Commission to act to 
review ALAB-756 

CMILH, 9 J Office of the Secretary of the Commlsslan 04/03/13 
Commissioners Ip 22632:362 24X Fiche 30-275. 84/03/13. 

8403160014 


8403190011 Motion for leave to file reply to util answer In oppaslttan 
to motion to reopen record Certificate of Svc end 
REVNOLDS, J R Joint Intervenors - Diablo Canyon REVNOLDS. J. R 

Center For Law in the Public Interest 04/03/lS Atomic Safety 
and Licensing Appeal Panel 9pp 22665 273 S4X 
Fiche 90-275,04/03/15.8403190011 


— 8403190016 Reply to util answer in opposition ta 840214 motion to 
augment or, In a 1 ternat i ve. to reopen record Contentlans in 
opposition cannot withstand scrutiny Certificate of svc 
encl 

REYNOLDS, J R Joint Intervenors - Diablo Canyon REVNOLDS. J R 
Center for Law In the Public Interest 84/03/13. Atomic Safety 
and Licensing Appeal Panel, 26pp 22665 270. 24X 

Fiche 50-275,84/03/15.8403190011 


— 8403190021 Statement of C BtoWes rebutting util defenses of seismic 
design review 

STOKES, C Joint Intervenors - Diablo Canyon 84/03/14 26pp. 

22665 309 24X Fiche 50-279,64/03/13.8403190011 


0403190100 Answer opposing Joint Intervenor 040214 motion to augment 
or. in al ternat Ive. to reopen record on design QA Issues 
Motion failed to justify either augmentation or reopening 
record Certificate of Svc encl 

RUTRERO, J . CHANDLER. L J Hearing Branch 2 HCOURREN, H J Hearing 
Branch 1 84/03/15 Atomic Safety and Licensing Appeal Panel 

29pp 22667 215 24X Fiche 50-273,04/03/13.0403190100 


— 0403190102 Affidavit of JP Knight re Joint Intervenors motion to 
augment or. in al ternat! ve. to reop en record 

KNIOHT. JP Division of Engineering 04/03/13 Atomic Safety 
and Licensing Appeal Panel 16pp 22667 244 24X 

Fiche 50-275,84/03/15,8403190100 


— 0403190106 Affidavit of M Hartiman re Joint Intervenors motion to 
augment or, in ai ternat Ive. to reopen record 

HARTZHAN.M Division of E-nglneering 04/03/19 22p p 22667 260 

24X Fiche 50-275,84/03/19.3403190100 


-84D3120D12 Affidavit of M Tresler.R Oman 6 H LeppXe re history of 
Q-nslte engineering small bore piping program description 
TRESLER, M . OMAN, R . LEPPKE, H Pacific Oas k Electric Co 
84/03/05 5Bpp 22507 070 24X Fiche 50-273, B4/'03/06. 8403 1 20006 


— 8403190110 Affidavit of SD Reynolds re Joint Intervenors 040214 motion 
to augme-nt or. in alternative, t-o reopen record 
REYNOLDS, S D. Regicn 1. Office of Director 04/03/15 Bpp 
22667 282 24X Fiche 90-275,84/03/15,8403190100 


— 8403I20D15 Affidavit of LB Mangoba re design verification t< const of 
small bore pipe support sys 

MANODBA, L S Bechtel Corp 04/03/04 6pp 22SB7 128. 24X 

Fiche 50-273,84/03/06.8403120006 


— 8403190114 Affidavit of TW Bishop re Joint Intervenors 040214 motion to 
augment or, in alternative, to reopen record 
DIGHOP.T M Region 3. Office of Director 84/03/08 4pp 
82667 290 24X FI che ■ 30-275, 84/03/15, 8403190100 


— 8403120017 Affidavit of A Bhusterman re design QA & coverup af hanger 
recalculation 

BHUSTERMAN, A Bechtel Corp 84/03/04 4pp 22987 134 2 4X 

Fiche 90-279,84/03/06.0403120006 


—0403120010 Affidavit of RD Etiler re design OA ti QC Inspector 
qualifications 

ET7LEH.fi D Pacific Oas & Electric Co 04/03/06 4pp 
22507 |3B 24X Fiche 50-275.04/03/06,0403120006 


— 8403190116 Affldevit of JR Fair re Joint Intervenors 040314 motion 
to augment or, In al ternat Ive, to reopen record 
FAIRtJ R Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 84/03/00. 6pp 32667.294 24X 

Fiche 50-273.84/03/15,8403190100 


— 8403190119 Affidavit Of CY Liang re deficiencies In BHR sys design 
LIANO.C.V Division af Systems Integration (post B11009X 
84/03/15 aOpp 22667:300 24X Fleh i 50-279, 04/03/ 13, 8403190 JOO 


--04O312O'O22 Affidavit of HD Friend re design OA & utll/Dechtel contract 
FfilENB, H D pacific Oas k Electric Co 04/03/03 2pp 
22507 142 24X Fiche 50-275,04/03/06,8403120006 


— 8403190122 Affidavit of F Rosa re RHR sys 

RDBA, F Division of Systems Integration (post 011003). 84/03/19 

17pp 22667 330 24X Fiche 50-273,84/03/13,8403190100 


8403120023 Affidavit of DJ Curtis re design OA 1< small bore pipe 
support group drawing 

CURTIS, DJ Bechtel Corp 84/03/09 2pp 22587 144 24X 

Fiche 50-275,84/03/06,0403120006 


— 0403190126 Affidavit of JL Crews re Joint Intervenors 040214 motiun 
to augment or.ln alternative, to reopen record 
CREWS, J L Region 5. Office of Director 04/03/14 Bpp 
22667 347 24X Fiche 50-275,84/03/15,8403190100 
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— 8403190130 3uppl8ii)Bntjil 
Intirwuor* motion on 
CREWS. J L Rag ion 9. 

32667 392 S4X Ficha 


affldovlt of OL Craus on add] 
OA d af Ic i anclas 
Office of Director 84/03/19 
90-279.84/03/19. B403190100 


Info re Joint 
Ip 


“8403190134 Affidavit of H Bchlerllng re Joint Intervenors 840S14 motion 
to augment or. In a 1 ternatl ve. to reopen record Unexecuted 
affidavit of PJ Korrill end 

SCHIERLJNO. H Licensing Branch 3 84/03/19 3pp 32667 393 

84X Ficha 90-279.04/03/19,8403190100 


6403210033 Reiiuest for extension of time until 640403 to file response 
to Joint Intervenors motion to reopen record on const QA 
Certificate of 8vc end 

CHANDLER. L J Hearing Branch 2 84/03/16 Atomic Safetg and 

Licensing Appeal Panel 4pp 22704 330 24X Fiche 90-279,84/03/16. 

8403210033 


B40321O114 Foruardi PJ Morrill signed t< corrected affidavit as addendum 
to NRC 840319 response to Joint Intervenors motion to 
augment or reopen design QA record Related correspondence 
CHANDLER, L J. Hearing Branch 2 84/03/16 MOORE, T 8 , BUCK. J H 

Atomic Safetg and Licensing Appsal Pansl JOHNSON. W R Atomic 
Safatv and Llcsnsing Board Panel 2pp 22707 126 24X 

Fiche. 90-279. 84/03/16, 84032101 14 


8403270006 Informs that 12 add] affidavits in suppar): of Mothers for 
Peace 840301 petition to defer licensing submitted to 
Region V Related correspondence 

» Government Accountabi 1 1 tg Project DSB 119 84/03/23 

PALLADINO, N J Commissioners ip 22770 009 24X 

Fiche 90-279,84/03/23.8403270006 


0403270347 Telecopg Itr expressing view that no low power license 
should be granted until all safetg questions t, allegations 
re solved 

O'CONNELL, J California, State Of DSD 142 84/03/23 

PALLADINO, N Commissioners Ip 22709 009 24X 

Fiche 30-275,04/03/23,0403270347 


0403270392 Telecopy Itr urging assurance that alleged safetg hazards 
checked C< thoroughlg evaluated before granting license 
BRDNZAN, B California. State of DSB 140 04/03/23 PALLADINO, N 

Commies loners Ip 22709 004 24X Fiche 50-279,04/03/23. 

8403270392 


0403260375 Requests opportonltg to discuss OL Issuance Commission 
should not vote on low power testing 

LEVY, B , SHARPE, C Affiliation Not Assigned DSB 093 04/03/26 

PALLADINO, N , QILINERY.V , ROBERTS, TM Commissioners Ip 
82760 138 24X Fiche 50-275,04/03/26,0403260375 


— 8403210119 Affidavit of PJ Morrill as addendum to NRC 840315 response 
to Joint Intervenors motion to augment or reopen design QA 
racord.Prof qualifications of JP Knight also end 
MORRILL, P J, Division of Resident. Reactor Project & Engineering 
Progrems 04/03/15 Atomic Safetg and Licensing Board Panel 
ISpp, 22707 128 24X Fiche 50-275,84/03/16,8403210114 


8403200133 Discusses dispute between plant workers & util re slander 
suit Identification of relevant t ssues. estab 1 1 sh ing 
accauntabil Itg for Inaccurate util statements b fixing 
hardhiare from QA breakdown not yet possible 

DEVINE, T Government Accountabi 1 1 tg Project DEVlhE, T. Ban Luis 
Obispo Mothers for Peace 84/03/1? PALLADIND.N J . GILINSKY.V . 
ROBERTS, T. Comml isioneri 20pp 22699 047 24X 

Ficha: 50-275, 84/03/19, 8403200133 


840321015? Decision ALAB-763 affirming LBP-B2-70 granting authorl lat Ion 
to oparate f ac 1 1 i tg, w/1 i s ted conditions 

SHOEMAKER, C J Atomic Safetg and Licensing Appeal Panel DSB 021 
84/03/20 122pp 22710 144 24X Fiche 50-279,04/03/20,0403210159 


8403220106 Forwards renewal of application for stag to permit 
eomplation of administrative review h opportunltg for court 
ravieu of Joint Intervenors emergencg motion 

REYNOLDS, J R, Center for Law in the Public Interest REYNOLDS, J R 
Joint Intervenors - Diablo Cangon DSB 044 04/03/20 

PALLADINO, N . GILINSKY.V , ROBERTS,! Comml i* 1 oners 2pp, 

32719 304 24X Fiche 50-275,04/03/20.8403220106 


— 8403220110 Renewal of application for stag to permit review of Joint 
Intervenors emergencg motion Unexecuted affidavit of M Kaku 
l< Certificate of 8vc end 

REYNOLDS, J, R Joint Intervenors - Diablo Cangon REYNOLDS, J R 
Canter for Law in the Public Interest 84/03/20 Atomic Safety 
and Licensing Appeal Panel 25pp, 22715 306 24X 

Fiche* 50-279, 84/03/20, 0403220106 


B403270398 Comments on request for meeting to discuss Issues raised 
bg c Btotee on submission bg util b staff re design GA 
Relatad correspondence 

CHANDLER, L.J Hearing Branch 2 DSB 139 84/03/21 DEVINE, T 

ObVarnment Accountability Project 2pp 22789 039 24X 

Ficha- 90-279, 84/03/21. 8403270298 


6403270004 Discusses State of CA emergency response plan Plan 
incorporated Into Diablo Canyon plan AddI planning will not 
be performed for Humboldt Bay per 1980 legislation Related 
corraapondence 

BCHUYLER, J 0. Pacific Gas b Electric Co. DSB 117 84/03/22 

DENTON.H R Office of Nuclear Reactor Regulation, Director Ip. 
22769; 349 24X Fiche* 90-000 , 84/03/22, 0403270004 


8403360009 Requests that low power test license not be granted. 
Discuailon before licensing vote requested 

LEVYiB., SHARPE, C Af f 1 1 lat ion No t Assigned DSB 079 84/03/23 

PALLADINO, N . ASSELBTINE, J K , BERNTHAL. F J Commissioners. Ip 
22747:396 24X Fiche 90-279,84/03/23,8403260005 


6403260364 Forwards 12 addl affidavits in support of 840301 petition to 
dafar any futher licensing decisions until completion of 
coieprahensi va reinsp.mgt audit b audit of design 
varif teation. W/D and. 

DEVINErT, , CLEWETT, J Government Accountability Project, DEVINE, T 
ean Luts Obispo Mothers for Peace DSB 101 84/03/23 

PALLADINO, N. J < GILINSKY.V. ROBERTS,!. Commissioners 9pp 
22760: 069. 24X Flcht: 90-279, 04/03/23, 8403260364 


8403260370 Requests that Commission not vote b authorltation to 
operate not be given to facility 

LEVY, B , SHARPE, C Affiliation Not Assigned. OSD 092 0 4/03/26 

ASSELBTINE, J K , BERNTHAL, F J Commissioners Ip 22760 136 24X 

Fiche SO-279, 04/03/26, 0403260378 


H General correspondence 


B403010S25 Responds to 040112 request that NRC deny POLE any type of OL 
for plant Validity of allegations re design b const being 
evaluated Commission will not recommend that low power 
license be fully reinstated until evaluetton complete 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/02/19 KNUT80N, J A Affiliation Not Assigned 3pp 22443 282 
24X Fiche 90-279,04/02/19,8403010925 


— 8403010532 Expresses concern that plant poses grave danger to environ b 
public health of State of CA b urges NRC to deny util any 
type of DL due to continuing design flaws 

KNUTBDNi J A Affiliation Not Assigned 84/01/12 DIRCKS.H NRC 
- No Detailed Affiliation Given Ip 22443 205 24X 

Fiche 50-279,04/02/15.0403010529 


I FI nan c la 1 Information 


0403200091 Annual Financial Rept 1903 W/B40326 Itr 

MIELKE.F W , SHACKELFORD, D , CRANE, P A Pacific Gas b Electric Co 
03/12/31 90pp 22776 230 24X Fiche 30-000,03/12/31,8403280091 


J Insurance & Indemnity information 


8403280033 Forwards Endorsement 40 to NELIA Policy NF-228 

CRANE, P A Pacific Gas b Electric Co 84/03/21 8ALTZMAN, J D 
Assistant Director for State b Licensee Relations 2pp 22777 044 
24X Fiche* 90-279, 84/03/21 , 8403200033 


□ Advisory Committee on Reactor Safeguards reports b correspondence 


0403280307 Summary of ACR8 Subcommittee on Extreme External Phenomena 
031012 meeting w/ut 1 1, Mas t inghouse, TERA b Unlv of Illinois 
In Mash ington, DC re use of tan effect methodology In seismic 
design analysis at Diablo Canyon Agenda encl 
• ACRB - Advisory Committee on Reactor Safeguards 83/11/29 
ACRE - Advisory Committee on Reactor Safeguards 16pp, 22608 040 

24X Fiche: 90-279, 83/11/29, 0403200307 


0403290381 Notice of ACRS 040409-07 meetings In Mash ington, DC Agenda 
enc 1 

CHILK.S J Office of the Secretary of the Commission OSD 190 
04/03/28 6pp 22014 081 24X Fiche 90-279,84/03/20,0403290381 


Q Inspection reports, IE Bulletins b correspondence 


8403060138 Forwards IE Insp Repts 50-279/83-39 b 90-323/03-27 on 
831209-22 b notice of violation 

BISHOP,! W Division of Res ident, Reactor Project b Engineering 
Programs B4/02/03 SCHUYLER, J 0 Pacific Gas b Electric Co 2pp 
22906 334 24X Ficha 50-275,04/02/03,0403060138 
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—3403060146 IE Insp flepts 30-275/B3-39 & 50-323703-27 on 031205-22 
Kancompliance not-ed failure to properly Iroploment fire 1 o(( 
prsvention procedures b suppls 

SCDWN.K . POLICHW , CANTERj H L Region 5, Office of Director 
64/01/24 lapp 22S0A 330 243! Flche 50-275p 04/02/03. 0403060138 


0403060207 Forwards IE Insp Repts 30-275/04-01 tt 30-323/84-01 ori 
840103-06 6 notice of violation 

HISHDP.TW Division of Res 1 d ent, R ea c tor Project 6 En j ine Bring 
Programt B4/02/17 BCHliVLER.JO Pacific Oas b Electric Co 2pp 
22317 145 24X Flche So-275. B4/02 / 1 7< 6403060207 


8402090024 IE tnPo Notice B4-09^i Rev i< "Lessons Learned From Inapt of 
Fire Protection Safe Bhutdoiun By s " Bve list end 
JOADANpE L Division oP Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of Neu 

York. Inc llBpp 22635 049 24X Flche 50-000.04/03/07.6402090024 


0402090028 IE Info Notice 84-101 "Stress Corrosion Cracking In PUR 
By s ” 8vc list enc 1 

JORDARi E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of Neu 

Vorki Inc 116pp 22304 L06 24X Flche 50-000.04/03/07.8402090026 


— 8403060223 IE Insp Repts 50-27 5/04-01 L 30-323/84-01 on 040103-06 
None Ditipl lance noted failure to perform safety-related 
melding activities in area of structural steel melding 
activities 

BURDOIN. J F , KIRSCHp D F Region 5 p Office of Director 04/02/17 
4pp 22517 149 24X Flche 50-323,84/02/17. 8403060207 


0401190072 IE Info Notice 04-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits & Annunciation " Gve list 
end 

JORDAN, E L Division of Emergency Preparedness Jt Engineering 
Response (Post 030103 ) 84/02/20 Consolidated Edison Co of Neu 

York. Inc lISpp 22909 239 24X Flche 50-000,04/02/26,6401190072 


6403060131 Forwards IE Inap Repts 30-275/03-37 b 50-323/03-23 on 
831114-18 L 1128-1207 

BISHOP. TN Division of R es 1 d ent. Re a c tor Project L Eng inter Ing 
Programs 84/02/29 SCHUYLER, J □ Pacific Oas L Electric Co 2pp 
22306 273 24 X Flche 50 - 275.64/02/29,0403060131 


— 0403060143 Notice of violation from insp on 631114-10 & 1126-1209 
CANTER, H L Region 5, Office of Director 04/02/29 2p p 
22306 275 24X Flche 50-275,04/02/29,0403060131 


— 8403060149 IE Insp Repts 50-275/83-37 E. 50-333/63-25 on 831114-16 t. 

1 128-1209 Noncomp 1 lance noted failure to assure that melding 
inspectors qualified & certified per procedural 
requirements 

HERNANDEZ, 0 H , RDS6, T M . KIRBCH.D F Region 5, Office of 
Director 84/02/29 49pp 22506 277 a4X Flche 50-275.04/02/29, 
0403060131 


0402090031 IE Bulletin 64-02, "Failures of OE Type HFA Relays lit Use (n 
Class IE Safety Sys " Sve list end 

OEYQUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York. Inc 

134pp 22023 094 24X Flche 30-000,04/03/12.0402090031 


8402090043 IE Info Notice 04-19, "Tuo Events Involving Unauthorl i id 
Entries into PMR Reactor Cavities " Sve list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp. 22823 229 24X Flche 50-000.64/03/21.6402090043 


8402090044 IE Info Notice 04-20, "Bve Life of Relays in Safety-Related 
Sys " Bve list anc 1 

JORDAN, G L Division of Emergency Preparedness St Engineering 
Response (Post 630103) 84/03/21 Consolidated Edison Co of Neu 

York, Ine I35pp 22933 001 24X Flche 50-000.84/03/21.6402090044 


8403140244 Board Notification 64-066 foruards 8EGy-64-104 re NRC insp 
of Nuclear Sves Corp audit of Pullman Pouer Products at 
site, Including draft IE Insp Rapt 50-275/83-37 S< 840229 
final rept 

EI6ENKUT, D 0 Division of Licensing 84/03/26 DUCK. J H , 

MOORE, T S , JOHNSON, H R Atomic Bafety and Licensing Appeal Panel. 
3pp 22947 070 24X Flche 50-275.04/03/20.0403140244 


— 0403200301 Provides info to Commissioners re circumstances surrounding 
idocumentat 1 on of NRC Insp of 1977 Nuclear Svee Corp audit 
of Pullman Potuer Products Co 

OIRCKS.N J Office of the Executive Director for Operations 
64/03/02 124PP 22947 073 24X Flche 50-275.04/03/28. 

6403140244 


8402090007 IE Info Notice 64-14, "Highlights of Recent Transport 
Regulatory Revs t>y DDT L NRC " Sve list one 1 

ORACEi J N Division of QA, Safeguards t< Inspection Programs (Post 
830103} 84/03/02 Consolidate,} Edison Co of Neu York. Inc 

130pp 22552 329 24X Flche 50-000.64/03/02,0402090007 


0402070008 IE Info Notice 04-16, "Failure of Automatic Sprinkler Bye 
Valves to Operate " Sve list end 

JDROAN.E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of New 

Vor)!. Inc 122pp 22553 090 24X Flche 50-000.84/03/02,6402090008 


R Periodic operating reports b related correspondence 


6403020443 Foruards monthly status rept of offsite emergency 
preparedness for OL revieus for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DlncKS.M J Office of the Executive Director for Operations. 
84/02/21 PALLADINO Commissioners 9pp 22492.083 24X 

Flche 50-000.64/02/21,8403020443 


8402070009 IE Info Notice 04-15, “Reporting of Radiological Releases " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness I, Engineering 
Response (Post 830)03) 84/03/02 Consolidated Edison Co of Neu 

York. Inc 119pp 22553 217 24X Fiche 50-000.64/03/02.8402090009 


8402090011 IE Info Notice 04-17. "Problems N/Llquld Nitrogen Cooling 
Components Oelou N1 ) Ductility Temp “ 6vc list anc 1 
JORDAN.E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 84/03/05 Consolidated Edison Co of New 

York. Inc 117pp 22553 336 24X Flche 50-000.04/03/05,0402070011 


6403230139 Foruards "Environ Invas t igations at Diablo Canyon, 1962. " 
WARRICK. J W Pacific Oas U Electric Co 04/02/28. Record 
Services Branch (Document Control Desk) ip, 22732 341. 24X 

Flche 50-275.64/02/20,8403230139 


— 0403230141 "Environ Investigations at Diablo Canyon, 1982 " 

CAYOT.R F . DEHRENS. D W Pacific Oas b Electric Co 83/06/30 
760pp 22732 342 24X FI C h e; 50-275. 04/02/28, 0403230 139 


S Reportable occurrences, LERs b related corrispandcnce 


0402090022 Board Notification B4-043 submits Info re exams b 
measurements by Parameter. Inc of radiographs b field uelds b 
delta ferrite measurements of selected uelds under Contract 
NSC-03-82-249 

EISENHUT.DO Division of Licensing NSC-05-a2-249 04/03/05 

PALLADINO, OIL INSKY. ROBERTS Commissioners 3pp 22556 247 24X 

Flche- 50-275,04/03/05. 8402090023 


•84O30BO193 Foruards "Proiect Quality Plan for Providing Assistance b 
SVCB to Support NRC/IE Region IV Personnel in NDE b Review 
of Radiographs," per Task Order 56 of Co.ntract 
NRC-05-83-249 

LOFV.R A Parameter, Inc NRC-05-a2-249 03/11/23 KIRBCH.D 

Region 5. Office of Director tp 22556 250 24X 

Flche 50-275,84/03/05,0402090022 


-8403080199 Project Quality Plan for Providing Asslstanca b Sve i i 
Support NRC/IE Region IV Personnel in NDE b Review of 
Radiographs at Diablo Cany on, Units 1 b 2 " 

FOLEY, H J I LOFY, R A Parameter, Inc NRC-O 5-82-24 9 PQP-124 

Retailed Affiliation Given 25pp 
22556 25) 24X Flche 30-27 5,04/03/05,8402090022 


6403260233 Forwards summary list of deficiencies Identified per 
tOCFRSO SS(B),Part 21 b potential generic Ur repts for 
c Dtnments 

STAR08TECKI, R Division of Project b Resident Progrems 84/02/26. 

Region I, Office of Director 7pp 22756' 065 24X 

Flche 50-000.84/02/20,0403260233 


0403150046 Final deficiency rept re malfunction of valve operator mfg 
by Ltmltorque Initially reported on 030627 Existing screui 
ulll be replaced on affected waives prior to fuel load. Malnt 
procedures mod 1 f 1 ed 

8CHUYLER.J □ Pacific Oa s & Electric Co 84/03/01 MARTIN, J B. 
Region 5. Office of Director. tp 22641 014 24X 

Fiche 50-323.84/03/01,8403150048 


6403080405 Further response to FQIA request for documents re 8EH 
related to operation of facilities Forwards App B documente. 

App A b D documents available In PDR Review of remaining 
documents sob j to request In progress 

FELTON, J M Division of Rules and Records 84/03/02 OARDE, 8 P 
Oovernment Accountability Project 4pp 22583:073 24X 

Fiche. 50-275.64/03/02, B403080405 



DOCKETED ITEMS 


169 


--B4030a04SI Riiqu9»ts assistance In addressing improper design activities 
re use of Uxboits & code break (cade boundary) destgn< per 
affidavit re allegations 

BISHQP<T W Division of Res ldent< Reactor Project (t Engineering 
Programs 83/11/29 EISENHl/T. D 0 Division of Licensing 19pp 
8aSB3 093 8<1X Fiche 50-273,04/03/02.0403000403 


8403190121 PNO-V-84-013 on 840307, Bechtel laborer suffered heart 
attacV while working in auxiliary bldg Medical attention 
provided to individual at site Individual pronounced dead 
upon arrival at Sierra Vista Hosp 

DODDSiR T Region 8, Office of Director 84/03/07 Ip 22640210 
24X Fiche 50~273, 84/03/07, 8403130121 


0403260176 Informs of plans to have shift advisors u/qual 1 f i ca tlons I, 
training recommended by Near-Term DL Util Group on* staff 
prior to exceeding 37, power Advisors will be subj to final 
exam following training 

SCHUYLER. J 0 Pacific Gas V Electric Co 84/03/23 KNIOHTDN. O W 
Licensing Branch 3 Ip 2273B 234 24X Fiche 30-273.84/03/23, 

8403260176 


DOCKET SO-324 ORUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F Security, medical, emergency 6 fire protection plans 


T. Hearing transcripts on non-anti trust matters 


8402090032 Board Notification 04-048 forwards transcript of 040123 
meeting re allegations concerning small bore piping Review & 
evaluation of allegations continuing 

EtBENHUT.DO Division af Licensing 84/03/13 PALLAOINO, 
OILINSKY, ROBERTS Commissioners 3pp 67217 046. 24X 

Fiche 30-273,84/03/13.8402090032 


-*-8403130136 Forwards transcript of 640123 meeting re allegations 
concerning small bore piping Info excised to protect 
confidentiality of NRC sources & preclude eampromislng 
ongoing insps 

BISHOP, T H Region 3, Office of Director 04/02/23 
BTRUMNAS0ER, M California, State of Ip 22643 004 24X 

Fiche 50-275, B4/03/13, 8402090032 


—8403190144 Forwards transcript of 640125 meeting re allegations 
concerning small bore piping info excised to protect 
confidentiality of NRC sources (< preclude compromising 
ongoing insps 

BSBHDP, T H Region 5, Office of Director 04/02/23 REYNOLDS, J 
Canter for Law In the Public Interest Ip 22645 003 24X 

Fiche 30-275, 84/03/13, 8402090032 


—8403190152 Forwards transcript of 840125 meeting re allegations 
concarnlng small bore piping Info excised to protect 
confidentiality of NRC sources It preclude compromising 
ongoing insps 

BISHOP. T H Region 5, Office of Director. 84/02/23 CRANE, P A 
Pacific Oas & Electric Co Ip 22645 006 24X 

Flchs 50-275, 84/03/13, 8402090032 


—8403190159 Forwards transcript of 640125 meeting re allegations 
concerning small bore piping Info excised to protect 
confidentiality of NRC sources (< preclude compromising 
ongoing Imps 

BISHOP, T W Region 5, Office of Director 84/02/23 NORTON 
Norton, Burke, Berry «< French Ip 22645 007 24X 

Fiche, 90-275, 84/03/13, 8402090032 


0403060567 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 010709 Generic Ltr 01-27 H/o request, entire 
plan will be placed In PDR 

VASSALLOi 0 B Operating Reactors Branch 2 84/02/10 UTLEY, E £1 

Carolina Power t. Light Co 2pp 22552 263 24X 

Fiche 50-324,04/02/10,0403060567 


0403020118 Summary of 840202 meeting w/Util In Bethesda.MD re 
exemptions from lOCFRSO.App R requirements t, plans 
concerning alternate shutdown capability to constitute 
accep table level of fire protection 

HACKAV, S Operating Reactors Branch 2 04/02/21 Operating 

Reactors Branch 2 3pp 22491 174 24X Fiche 50-324,84/02/21, 

84030201 IB 


8403020159 Notification of 840315 meeting w/utll in Bethesda, MD to 
discuss progress rept on fire protec t ion, a 1 ternate shutdown 
sys, tOCFR, App R exemptions & overall completion schedule 
HACKAV, 8 D Operating Reactors Branch 2 84/02/22 VASSALLO, D D 

Operating Reactors Branch 2 2pp 22491 141 24X 

Fiche 50-324,84/02/22,8403020159 


8403090066 Forwards order confirming licensee 
response capability Order based on 830415 t, 
committing to specified action U/o end 
VASBAULOi D B Operating Reactors Branch 2 
Carolina Power t. Light Co Ip 22575 333 
Fiche- 30-324. 84/02/22, 0403090066 


commitments re emergency 
1014 responses 

84/02/22 UTLEY. E E 
24X 


8403140836 Forwards order confirming licensee commitments on emergency 
response capability 

VASSALLO, D D Operating Reactors Branch 2 04/02/22 UTLEr, E E 

Carolina Power ti Light Co 2pp 22636 333 24X 

Fiche 50-324,84/02/22,0403140236 


— 8403140239 Order confirming licensee commitment on emergency response 
capability per Generic Ltr 02-33 (Buppl 1 to NURCO-07371 
EIBENHUT, D G Division of Licensing 84/02/22 Carolina Power 
t< Light Co 3pp 22636 355 24X Fiche 30-324.84/02/22, 

8403140236 


—8403150162 Excised transcript of 840125 closed meeting u/C Stokes re 
allagattons concerning small bore piping Pp 1-220 
« NRC - No Detailed Affiliation Given 84/01/23 319pp 

32645 008 24X Fiche 50-875,84/03/13,8402090032 


U. Congrasslonal/Executive Correspondence 


8403260106 Provides current status of facility licensing process in 
response to 040126 ltr. Since 840124 hearings, NRC has 
continued invts tlgat 1 on, 1 nsp h evaluation of allegations, 
which will be rtsolvid prior to low power author i latl on, 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/03/09 MCCARTHY, L T California, State of 4pp. 22761 356 
34J< Fiche- 50-275, 84/03/09, 8403260106. 


■8403860111 Expresses concern re possibility that facility will be 
licensed w/o meeting safety stds 

HCCARTHY,L T, California, Stats of 84/01/26 PALLAOINO, N 
Commissioners Ip 22761 359 24X Fiche. 50-275, 84/03/09, 

8403260106 


B403870367 Telecopy ltr expressing conesrns re lifting of suspended low 
power 1 leans#. Comml ss ion should csrsfully weigh 
A8LAB conclusions t* fulfill responsibility to require safe 
plant operation. 

THOMAS, W M. House of Rtp. D8B 143. 84/03/26 PALLAOINO, N 

Cofimletioners. 2pp 22789,002 S4X Fiche- 50-275, 84 / 03/26, 
8403270367. 


V. Operator Examinetioni 


8403220035 Forwards tables providing detailed operating experience for 
llcanaed operating personnel 6 licensed t< nonlicenied 
shift technical advisors 

SCHUYLER, J, 0, Pacific Oas 1. Electric Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Ragulation, Dirictor Spp 82718 208. 

24X Ftchel 30-273, 84/03/16, 8403220033 


0403060140 Forwards' payment of Class HI t. Class I amend feas for 
821213 6 830502 applications re radiolog leal effluent Tach 
bpecs & App R exemption requests, respectively 

CUTTER, A B Carolina Power & Light Co 04/02/29 MILLER. M 0 
License Fee Management Branch ip 22313 349 24X 

Fiche: 30-324, 04/02/29,8403060140 


8403260089 Summary of 840216 meeting w/utll In Oethesda.MD re util 
progress on alternate shutdown capability assessment b mods 
required by lOCFRSO.App R Agenda end 

MACKAY, B Operating Reactors Branch 2 04/03/01 Operating 

Reactors Branch 2 4pp 22763 220 24X Fiche 50-324,84/03/01, 

8403260089 


8403160283 Advises of 840316 meeting in Region 11 ofc to discuss App R 
requirements {, results of recent App R insps Attendance 
should be limited to six util employees 

LEWIS, R C Division of Project 6 Resident Programs 84/03/02 

UTLEY.E E Carolina Power U Light Co ip 22660 109 24X 

Fiche 50-000,84/03/02.0403160283 


8403290006 Forwards IE Insp Repts 50-324/84-04 & 50-325/04-04 on 
040115-0215 No Violations or deviations identified 
VERRELLI.D M Division of Project t. Resident Programs 84/03/07 
UTLEY.E £ Carolina Power t< Light Co 2pp 22806 320 S4X 
Fiche 50-324.84/03/07,0403290086 


—0403290092 IE Insp Repts 50-324/84-04 t< 50-325/04-04 on 840115-0215 No 
violations or deviations identified Major areas Inspected- 
surve 1 1 lance, maint, operat 1 onal safety verification, E8F sys 
walkdown, in-office LER reviews 4i fire protection 
HYERE.D 0 , GARNER, L W , PATTERSON, C Region 2, Office af 
Director 84/03/06 llpp 22006 330 24X Fiche 50-324, 84/03/0/. 

8403290006 
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8403200033 Rev 13 to emergency response p lan» VoJ XII Ii Boot 1 M/840315 

BDV£Ri L Canollna PotiiBr !c Llgiit Co 04/03/14 ISpp 22683 167 
24X Fiche 50 - 324 * 84/03/14 1 B403200033 


O Advlsorg Committee on Reactor Safeguards reports fr correspondence 


8402270363 Responds to FOIA request for JC Mark 801204 memo to ACRB re 
hydrogen burn u/ignlters I* documents concerning generotloh* 
combustion or control of hydrogen in reactor accidents 
Foruards App A documents App D documents In PDR 

FELTON**/ M Division of Rules and Records 84/01/30 HIATT* B L 

Ohio Cltiiens for Responsible Energy 7pp 22412 031 24X 

Fiche 30 - 000 * 84/01/30. 8403270263 


— 8402270314 Foryards summary of Investigations re hydrogen recombiners 
& relay failures in HPC 1 sys 

ZUKOR. D J ACRS - Advisory Committee on Reactor Safeguards 
80/10/30 MOELLER. D H ACRS - Advisory Committee on Reactor 
Safeguards 4pp 22412 0B6 24X Fiche 50—000. 04/01/30. 

8402270363 


P Operating license stage documents !< correspondence 


8403060053 Forwards corrected Tech Spec Pages 3/4 3-42 it 3/4 6-2 to 
Amend 39 to License DPR-71 t< Amends 65 t< 91 to Licenses 
DPR-71 »< DPR-62. respective 1 y 

VASSALLO. D B Operating Reactors Branch 2 84/02/10 UTLEY. E E 

Carolina Power 8. Light Co 2pp 22528 305 24X 

Fiche 50-324. 84/02/10. 8403060053 


— 8403060056 Corrected Tech Spec Pages 3/4 3-42 S< 3/4 6-2 to Amend 39 to 
License DPR-71 I< Amends 65 6 91 to Licenses DPR-71 L DPR-62i 
rasp ec tive ly 

» NRC - Ho Detailed Affiliation Given 84/02/10 3pp 
22528 307 24X Fiche 50-324.84/02/10.8403060053 


8403060067 Forwards request fur ad d 1 info re util 820907 request for 
license amend to reflect miscellaneous Tech Spec revs 
Response requested within 60 days of Itr receipt 

VASSALLO, D D Operating Reactors Branch 2 84/02/10 UTLEY. E E 

Carolina Power 6 Light Co 4pp 22328 299 24X 

Fiche 50-324. 04/03/10. 8403060067 


8403060069 Forwards request for add I info re Inservlce testing of pumps 
([ valves, in order to complete review of 831012 submittal 
Response requested within 45 days of Itr receipt 

VASSALLO. D D Operating Reactors Branch 2 84/02/10 UTLEY* E E 

Carolina Power & Light Co 3pp 22520 296 24X 

Fiche 50-334,04/03/10.8403060069 


6403060073 Forwards request for add 1 info re util 631121 request for 
approval to dispose of waste lubricating oils containing 
trace amounts of licensed radioactive matl by onsite 
combustion Response requested within 60 days 

VASSALLO.DD Operating Reactors Branch 2 84/02/15 UTLEY.E E 

Carolina Power & Light Co 3pp 22528 293 24X 

Fsche 50-324. 84/03/15, 8403060073 


8403140340 Summary of 93121 S meeting w/GE t< Mark I Owners Group In 
Dethesda.HD re Mark I containment uetue 1 l-dryuel 1 vacuum 
breaker design methodology 

SIEGEL, 0 L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 51pp 32635 198 24X Fiche 50-000.84/02/21, 

8403140340 


8403150124 Summary of 840202 meeting y/utll. INEL, Bechtel S< Southern 
Svcs Co in Bethesda.MD re equipment environ qualifications 
Proposed schedule for implementation will be submitted by 
840322 Agenda h. attendance list end 

CROTEHHUIS, K Operating Reactors Branch 2 84/02/23 Operating 

Reactors Branch 2 5pp 32646 354 24X Fiche 50-334.84/02/22, 

8403150124 


8403060300 Application for amend to Licenses DPR-71 (. I)PR“62, revl s Ing 
Tech Spec 4 I 2 a to clarify when reactivity anomaly 
surveillance performed Revs supplement 6 supersede changes 
In 83122? Itr 

HOWE.P W Carolina Power 6 Light Co 84/02/28 VASSALLO, D B 
Operating Reactors Branch 2 3pp 22516 001 24X 

Fiche 50-324,84/03/30.8403060300 


— 8403060302 Proposed changes to Tech Spec 4 i 2 a to clarify when 
reactivity anomaly surveillance performed 

• Carolina Power i, Light Co 84/02/20 2p p 22516 004 24X 

Fiche 50-334.84/03/28,8403060300 


B403070157 Application supplementing 020316.030623 l< 0906 request* for 
amend to Licenses DPR-62 «< DPR-71, consisting of Tech Spec 
changes for Item 9 re Isolation of HPCI I. RCIC mod CNUREO— 
0737.Actlon Item II K 3 151 «. Generic Ltr 83-02 
HOWE, P H Carolina Power «< Light Co 84/02/20 VASSALLO. 0 8 

Operating Reactors Branch 2 2pp 22538 316 24X 

Fiche 50-324.84/02/28,8403070157 


— 8403070162 Proposed Tech Spec changes for Item 9 re Isolation of HPCI 
i. RCIC mod tMUREO-0737. Act Ion Item II R 3 15) & Generic Ltr 
83-02 

^ Carolina Power 6 Light Co 84/02/20 □Ipp 22338 318. 24X 

Fiche 30-324,84/02/28,8403070157 


8403060140 Forwards payment of Class III !< Class 1 amend fees for 
821213 t< 830302 applications re radiological effluent Tech 
Specs Ic App R exemption requests, respec tivel y 

CUTTER. A 8 Carolina Power it Light Co 84/02/29 MILLER. HO, 
License Fee Management Branch ip 28513 349 24X 

Fiche 50-324,84/02/29,8403060140 


9403060167 Advises that NUneo-0737, Action Items II H 3 30 fc 11 K 3.31 
considered comp le te* based on 840104 telcon between hRC (< QE 
Licensee need only identify to HRC ref on docket to GE 
Topical Rept NEDO-20566 or NEDa-20S66P 

ZIMMERMAN. 5 R Carolina Power 6 Light Co 84/02/29 VASSALLO, D. H. 
Operating Reactors Branch 2 2pp 2251B 334. 24X 

Flcho 50-324,84/02/29,8403060167 


0403060296 Forwards POBI-BEAL Inti, Inc, "LOCA U Seismic Analyili, 
Brunswick Steam Electric Plant." to demonstrate valve 
operab i 1 1 ty. 1 n response to NRC 831201 request 
HOME. P H Carolina Power It Light Co 84/02/29 VARGA, B A 
Operating Reactors Branch 1 Spp 22512 001 24X 

Fiche 50-324,84/02/29,8403060296 


--8403060304 "LOCA S* Seismic Ana 1 y s 1 a , Hr unswl c k Steam Electric Pkmnt " 
* Pesl-Beal Valves International 32S2SSL-001 84/02/15. 470pp 

22512 006 24X Fiche 50-324,84/02/29,8403060296 


8403140207 Forwards evaluation of revised operator requal If Ication* 
pro,gram Rov meets requirements specified In 10CFR30 59, App A 
& accep table 

VASSALLO, D B Operating Reactors Branch 2 84/02/29 UTLEY.E E 

Carolina Power S, Light Co Spp 22635 360 24X 

Flcho 90-324,84/02/29.8403140287 


9403090252 Application to amend Licenses DPH-71 it DPR-62. revising Tech 
Specs re accident monltoTlng instrumentation per NUREO-0737 
8i Oonerlc Ltr 83-36 

HOME. P W Carolina Power U Light Co 04/03/02 VASSALLO, D 0 
Operating Reactors Branch 2 7pp 22571 192 24X 

Flcho. 90 -324, 84/03/02, 8403090252. 


— B40309OS6D Proposed Tech Specs re limiting conditions for operation Ic 
surveillance requirements for accident monitoring 
Instrumentation per NUREG-0737 I, Generic Ltr S3-36 
t Carolina Power t< Light Co 84/03/02 21pp 22971 199 24X 

riche 50-324.84/03/02.8403090252 


8403210061 Forwards response to 840202 request for addl Info re 
NUREQ-0737. Items II F 1 4. "Containment Pressure Monitor 
Sys. " I I F 1 9i "Containment Mater Level Monitor Sys" I, 

II F 1 6* "Containment Hydrogen Monitor Sys," 

ZIMMERMAN, 5 R Carolina Power I, Light Co 84/03/09 VASSALLO, D. B 
Operating Reactors Branch 2 20pp 22705 001 24X 

Ficho 90-324,84/03/09,8403210061 


8403210129 Responds to 840202 request re TMl Action Item II, K 3 IB 
concerning automatic depressuri lat Ion sys (ADS) logic modi. 

High drywell pressure permissive eliminated t< manual inhibit 
suitchac to ADS logic added 

HOWE.P W Carolina Power l< Light Co 04/03/09 VASSALLO, D. 8 
Operating Reactors Branch 2 Ip 22707 235 24X 

Fiche 50-324.04/03/09.6403210129 


0403190279 Generic Ltr 64-07 to all licensees of BMRt re procedural 
guidance for pipe replacement at BMRs Bvc list end 
ElSENHUr.D O Division of Licensing 64/03/14 Commonwealth 
Edison Co 20pp 22823 354 24X Fiche 50-000,84/03/14,6403190279 


0403300234 Notification of 840321 meeting u/util In BethatdaiHD to 
discuss status of battery review study 

OROTENHUIS.M Operating Reactors Branch 2 04/03/14 VAS&ALLa, D 8 

Operating Reactors Branch 2 Ip 22044 352 24X 

Fiche 50-324,84/03/14,8403300254 
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BAO321O07S ForiDards addl info re BWfi steadg-etate analysis methods, per 
NRC B40117 request Ansuers provided to 12 of 19 questions 
rjiised by NSC QE will provide Input to Questions 4. 0 t< 13 
Addl responses ultl be submitted by 840521 

ZIMMERMAN. S R Carolina Power h Light Co 04/03/15 VAS0ALLO. D B 
□paratlng Reactors Branch 2 2pp 22705 122 24X 

Ficha 90-324.84/03/15.0403210075 


— 0403210000 Amend 1 to "Verification of Carolina Power t< Light Ref BNR 
Thermal-Hydraulic Methods Using FIBWR Code " 

KUNITA.fi K Carolina Power & Light Co NF-1SB3 04-1 AOl 
34/03/31 41 pp 22705 124 24X Flche 50-324.04/03/15.8403210075 


8403300299 Notifies that Class MI 8< Class 1 fees for review of 030929 
application re feedwater t< main turbine trip/bypass sys 
being refunded due to withdrawal of application 

MILLER. U 0 License Fee Management Branch 04/03/15 J0NE8. J A 
Carolina Power b Light Co 2pp 22044 309 24X 

Flche 50-324. 84/03/15. B403300299 


8403290003 Responds to 840221 request for addl Info re control of heavy 
loads Initial load testing performed for head strongback, 
dryer separator sling It spent fuel cask yoke 

ZIMMERMAN. 0 R Carolina Power b Light Co 04/03/20 VAS8ALL0. 0 B 
Operating Reactors Branch 2 2pp 220OA 325 24X 

Flcha. 50-324. 84/03/20. B4032900B3 


Q Inspection reports. IE Bulletins b correspondence 


8403070307 Forwards IE Insp Repts 50-324/03-42 b 50-325/33-42 on 
831219-340115 No violations or deviations noted 

VERRELLl.D M Division of Project b Resident Programs 34/02/06 
UTLET.E E Carolina Power b Light Co 2pp 22546 179 24X 

Fieh* 90-324.34/02/06,8403070307 


— 0403070310 IE Insp Repts 90-324/03-42 b 90-329/03-42 on 83 121 9-8401 1 5 
No violations or deviations noted Major areas inspected 
surveillance, mainti operational safety verl f Ication, ESF sys 
ual kdoun. LER review, independent insp b plant transients 
MYERB. D D . SARNER.L H Region 2, Of flee of Director BEMie. P R 
Divleion of Project b Resident Programs 34/02/03 Bpp 
22946 177 24X Flche 50-324,04/02/06.8403070307 


8403140291 Forwards request for addl Info on IE Bulletin 80-11 re 
masonry wall design Response requested in 60 days 

VASflALLO. D D Operating Reactors Branch 2 84/02/21 UTLEY. E E 

Carolina Power b Light Co 15pp 22635 336 24X 

Flche 50-324.34/02/21.8403140291 


8403070200 Informs that start date for mid-cycle Insp In response to 
NRC concerns re intergranular stress corrosion cracking 
should be changed to 341102 

HOME. P. U Carolina Power b Light Co 04/02/27 DENTON, H R afflce 
of Nuclear Reactor Regulation. Director Ip 22938 393 24X 

Ff cha. 90-324, 04/02/27, 0403070200 


8401190072 IE Info Notice 04-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " Sve list 
and. 

JORDAN.EL Division of Emergency Preparedness b Engineering 
ffesponie <Post 030103) 04/02/20 Consolidated Edison Co of New 

York. Inc llOpp 22909 239 24X FI c he . 50-000. 04/02/28. 8401 190072 


8402090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Sve list end 

GRACE. J N Division of QA> Safeguards b Inspection Programs (Post 
030103) 04/03/02 Consolidated Edison Co of New York. Inc 

130pp 22552 329 24X Flche 50-000.04/03/02.0402090007 


8402090000 IE Info Notice B4-16, "Failure of Automatic Sprinkler 0ys 
Valves to Operate," Sve list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Rasponie <Post 030103) 84/03/02 Consolidated Edison Co of New 

York. Inc. 132pp. 22553 090 24X Flche 50-000.84/03/02,0402090008 


B402090009 IE Info Notice 04-19. "Reporting of Radiological Releases " 
8 VC list encl 

JORDAN. E L. Division of Emergency Preparedness b Engineering 
Response iPost 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp. 22993 217 24X Flche 90-000,84/03/02,0402090009 


8402090011 IE Info Notice 04-17, "Problems N/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list encl 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/09 Consolidated Edison Co of New 

York, Inc 117pp 22953 336 24X FI che- 90-000, 84/03/09, 840209001 1 


3402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From tnsps of 
Fire Protection Safe Shutdown Sys " 8vc list end 
JORDAN. E L Division of Emergency Preparedness b Englnesrlng 
Raoponse <Post 830103), 84/03/07 Consolidated Edison Co of New 

York, Inc HBpp 22635 049 24X Flche 50-000,84/03/07,8402090024 


0402090020 IE Info Notice 84-10. "Stress Corrosion Cracking in PHR 
Sys " Bve list encl ^ 

JORDAN. E U Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York. Inc 11 Bpp 22504 186 24X Flche 90-000,84/03/07.8402090028 


8403290006 Forwards IE Insp Repts 90-324/84-04 b 5O-32S/04-O4 on 
840119-0215 No violations or deviations identified 
VERRELLI.D M Division Of Project b Resident Programs 84/03/07 
UTLEY. E E Carolina Power b Light Co 2pp 22006 328 24X 

Fiche 90-324,84/03/07,0403290086 


— 0403290092 IE Insp Repts 50-324/84-04 & 90-329/84-04 on 040119-0215 No 
violations or deviations identified Major areas Inspected 
survel 1 1 ance. ma in ti opera tl onal safety ver i f ication, ESF sys 
walkdoun. in-offlce LER reviews b fire protection 
MVERB, D O , GARNER, L W , PATTERSON, G Region 2. Office of 
Director 04/03/06 lipp 22806 330 24X Fiche 80-324,04/03/07, 

0403290086 


8402090031 IE Bulletin 84-02. "Failures a f QE Type HFA Relays In Use in 
Class IE Safety Sys " Sve list one! 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22023 094 24X Ft Che 90-000.84/03/12.8402090031 


8402090043 IE Info Notice 84-19. "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " 3vc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22823 229 24X Flche 90-000.04/03/21,0402090043 


8402090044 IE Info Notice 84-20, "Sve Life of Relays in Safe ty-Related 
Sys " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 04/03/21 Consolidated Edison Co of New 

York, Inc I39pp 22933 001 24X Flche 90-000,04/03/21,8402090044 


R Periodic operating reports b related correspondence 


8403130333 Monthly operating repts For Feb 1984 M/a40309 Itr 
HARRISON, F , DIETZ. C R Carolina Power b Light Co 04/02/29 
DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 18pp 22614 197 24X Fiche 50-324.04/02/29, 

6403130333 


9 Reportable occurrences, LERs b related correspondence 


8305060337 Forwards technical rept "Air In Reactor Hater Cleanup Sys 
Instrument Sensing Lines," detailing 321216 transmitter 
mal f unc t ion Engineering evaluation should be performed 
SAL AH I 8 Reactor Operations Analysis Branch 03/04/29 

gEYFRIT.H V Reactor Operations Analysis Branch Ip 22789 304 
24X Flche 90-324,63/04/25,8309060337 


— 8305060342 "Air in Reactor Water Cleanup Sys Instrument Sensing Lines." 
describing 821216 transmitter malfunction 

* Reactor Operations Analysis Branch 03/04/29 4pp 22789 305 
24X Fiche 50-324, 03/04/29, 03050603 37 


0403010135 Updated LER 80-113/03L-1 on 0O32U. primary containment 
atmospheric control Inerting inlet isolation valve 2~CAC-V40 
discovered w/dual open-close position indication Caused by 
defective limit switch U/840222 Itr 

ALLEN, M T , DIETZ. C R Carolina Power & Light Co 04/02/22 
O'REILLY, J P Region 2. Office of Director 3pp 22436 001 24X 

Flche 90-324,04/02/22,0403010135 


0403010299 Updated LER 02-123/O3L-4 on B21010,loa5 of 4. 160-volt 
emergency bus E-3 occurred Caused by startup output b diesel 
generator output breakers falling to close when unit 
auxiliary transformer opened W/fl40222 Itr 

PQULR. R M , DIETZ, C R Carolina Power b Light Co 04/02/22 
O'REILLY, J P Region 2, Office of Director 4pp 22432 113 24X 

Flche 30-324,84/02/22,0403010299 


8403090239 RO 2-83-1 on 040124, ECCS actuation Instrument E4t-LS-N003 
found inoperable Caused by instrument venting line problem 
Investigation b evaluation, incomplete Next rept will be 
submitted by 040316 

DIETZ, C R Carolina Power b Light Co 04/02/22 O'REILLY. JP 
Region 2, Office of Director Ip 22572 292 24X 

Fiche 50-324,04/02/22,0403090239 


8403010399 RO 2-SR-84-3 on 840110. Co-60 concentration in bottom 
sediment sample exceeded Tech Spec limit Surface water 
samples in Intake b discharge canals b ocean showed no 
Co -60 activity Samp le frequency Increased 

DIETZ. C R Carolina Power b Light Co 04/02/24 O'REIUUY.JP 
Region 2. Office of Director 2pp 22434 040 24X 

Flche 90-324,84/02/34.8403010395 



172 


DOCKETED ITEMS 


8^03090023 RO 2-84-2 Of) 840129. whH« placing Bq,ulpm»nt clearance on 
eeierg>ncij diesel generator d.emergencg ac but E-4 
Inadvertently rendered inoperable Revleu oF event 
incomplete Neit rept uill be submitted by 840309 
DIETZ. C R Carolina Pouier U Lig/it Co 84/02/28 O'REILLY. JP 

Region 2. OfFice of Director Ip 22975 3S3 24X 

FI Che 90-324.84/02/28.0403090023 


9403130301 FgllDUup RD 2-SR-B4-2 in Sept 1902.CD-6O detected jn 
batton sediments collected In stilling basin Increase In 
radioactivity probably caused by increased releases of Co-60 
due to general decontamination effort 

DIETZ. C R Carolina Power fc Light Co 84/02/29 O'REILLY. J P 
Region 2. Office of Director 9pp 22608 047 24X 

FI Che 30-324.84/02/29.8403130301 


8403130192 LER 04-002-00 on 84 01 29. d i ese 1 generator output breaker 123- 
volt dc normal control pouer breaker inadvertently 
deenergiied Caused by auxiliary operator not adhering to 
procedures Dreaker properly labeled W/e40302 Itr 
P6STYA. n J . DIETZ. C R Carolina Pouer 6 Light Co 84/03/02 
O'REILLY. JP Region 2. Office of Director 4pp 2260B 229 24X 

Fiche SO-324. 84/03/02. 8403130152 


8403200324 Discusses failure of Battery 2A2 to pass required capacity 
test In Dec 1983 Incident may lead to further changes In 
Tech Spec s. procedvr e rev or mods of battery electrical sys 
LAIMAS. G C Assistant Director for Operating Reactors 64;/03/05 
RUBEMSTEIN.L 8 Division of Engineering 2pp 22709 146 24X 

Fiche 50-324.84/03/05.8403200324 


8403150179 Forwards updated LER a2-I23/03L-4 

DIETZ. C R Carolina Power & Light Co 04/03/07 O'REILLY, J P 
Region 2. Office of Director Ip 22642 090 24X 

Fiche 30-324.84/03/07,840 3150179 


8403150136 Forwards updated LER B0~H3/03L“t 

DIETZ. C R Carolina Power t Light Co 04/03/07 D'REILLY. J P 
Region 3, Office of Director 2pp 22642 285 24X 

Fiche 50-324.84/03/07.8403150186 


DOCKET 90-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F Security, medical, emergency tc fire protection plans 


84D306O567 Advises that NRC Will not review emergency plans to d«l«te 
privacy dr proprietary info unless specifically requested b-y 
licensee, per 810709 Generic Ltr 81-27 W/o request, entire 
plan uill be placed in PDR 

VAaSALLO, D B Operating Reactors Branch 2 04/02/10 UTLEV. E E 

Carolina Pouer 6 Light Co 2pp 22352 263 24X 

Fiche 50-324.84/02/10,0403060567 


8403020118 Summary of 040202 meeting u/util in Dethesda.MD r« 
exemptions from lOCFRSO.App R requirements h plans 
concerning alternate shutdown capability to constitute 
acceptable level of fire protection 

MACKAY, 8 Operating Reactors Branch 2 84/02/21 Opera'ttng 

Reactors Branch 2 3pp 22491 174 24X Fiche 90-324. 84/ OSZ/211 1 

B4O3O2OU0 


8403020159 Notification pf B4031S meeting u/util in Bethesda.HD to 
discuss progress rept on fire protec tion. al ternate shutdoun 
s ysi lOCFFIi App R exemptions t< overall completion schedule 
MACKAY.S D Operating Reactors Branch 2 84/02/22 VASSACLO. D D 

Operating Reactors Branch 2 2pp 22491 141 24X 

Fiche 50-324,84/02/22,8403020139 


8403090066 Forwards order confirming licensee commitments re emergency 
response capability Order based on 830415 ti 1014 responses 
committing to specified action W/o one 1 

VABSALLO, D 0 Operating Reactors Branch 2 04/02/22 UTLEY. E E 

Carolina Power tt Light Co Ip 22575 333 24X 

Fiche 90-324.84/02/22,8403090066 


04O3L4O236 Forwards order confirming Hconsea commitments on efnergency 
response capability 

UAS9ALL0, D B Operating Reactors Branch 2 84/02/22 UTLEY, E E 

Carolina Power ti Light Co 2pp 22636 353 24X 

Fiche 90-324,84/02/22,8403140236 


8403130070 RD 2-84-01 re E41-LS-N003 vent line problem Investigation 
i evaluation completed & event determined not reportable 
per IOCFR30 73 

DIETZ.C R Carolina Power U Light Co 84/03/09 O'REILLY. J P 
Region 2. Office of Director ip 22614 304 2 4X 

Fiche 30-324,84/03/09.0403130078 


8403130406 Special Rept 2-SR-34-4- on 840204, fire barrier limiting 
conditions for operation initiated to permit repair of 
inoperable Fire Door lOS Distortion of door upper hinge 
prevented door from latching properly Door returned to sve 
DIETZ.C H Carolina Power 6 Light Co B4/03/09 D'REILLY.-JP 
Region 2, Office of Director Ip 22616 049 24X 

Fiche 50-324.84/03/09.9403130406 


8403190090 MPDES none omp 1 i anc e notification on 84022 1 , d 1 se over *d one 
cooling water pump bay u/o screens Caused by repair work 
to damaged bearing on pump screen 2D t problems w/startlng 
pump Outage scheduled for 840310 to replace pump 

FURR, B J Carolina Power I. Light Co 04/03/12 WAKILD, C North 
Carolina. State of ip 22640 361 24X Fiche 50-324,84/03/12, 

8403130090 


8403210183 Updated LER B3-01B/03L-1 on B30930, tr aver s e In-core probe 
(TIP) detector C UDUld not fully retract from core, render i ng 
TIP C guide tube primary containment Isolation ball valve 
Inoperable Caused by damaged connector W/a30314 ltr 
PASTVA. M J , DIETZ.C R Carolina Pouer 6 Light Co 84/03/14. 
O'REILLY. vl P Region 2. Office Of Director 8pp S8707 183 24X 

Fiche 30-324,84/03/14,8403210123 

8403200273 LER 84-003-00 on 840214, normal power supply Feeder amsrgenc 
bus E-4 automatical ly opened due to bus undervoltage 
condition sensed by bus degraded voltage relau 27DU Cause 
unknown H/B40315 ltr ’ ' 

Carolina Power 6 Light Co B4/03/13 3pp 
22696 123 24X Fiche 30-324. 84/03/ 1 S. B403200273 

8403200207 Forwards p re Urn 1 nary findings of investigation re 

°T correct mechanical seal 

dl«ust!5 ” ® Ubflclency *, summary of deficiencies 

Power t, Light Co 84/03/16 Record Services 
Branch {Document Control Desk! 6pp. 22700 OOl 24 y 
F iche 50-024,84/03/16,8403200207 


^^^soI^ttoniSs^^^^rilr? ■’''«^°222. While testing primary containment 
reactor low water level, logic channel 

CaSsid'hli^acVa*'^®?®® closed, resulting in reactor scram 

PASTvImV SiPTp’r tfbenergiied 14/040323 ltr 

22772 023 •• Light Co 84/03/23 4pp 

22772 023 24X Fi ch e 50-324, 84/03/23, B403270266 


— 8403140239 Order Confirming licensee commitment on emergency response 
capability per Generic Ltr 82-33 < Bop pi 1 to NUREC-0737 1 
EISENHUT. D 8 Division of Licensing 84/02/22 Carolina Pouer 
tc Light Co Spp 22636 353 24X Fiche 30-324,84/02/22, 

D403 140236 


0403060140 Forwards payment of Class IH h Class I amend fees far 
821213 4. 030502 applications re radiological effluent Tech 
Specs 6 App R exemption requests. respectively 

CUTTER. A D Carolina Power t. Light Co 84/02/29 MILLER, U Q. 
License Fee Management Branch Ip 22513 349 24X 

Fiche 50-324.04/02/29,0403060140 


0403260009 Summary of 840216 meeting w/utll in Bethesda.MD re utU 
progress on alternate shutdown capability assessment h mods 
required by lOCFRSO.App R Agendo end 

MACKAV.S Operating Reactors Branch 2 84/03/01 Operating 

Reactors Branch 2 4pp 22763 220 24X Fiche 90-324.84 / 03/01. 

8403260089 


D4031602B3 Advises of 840316 meeting in Region II ofc to discuss App R 
requirements 6 results of recent App fi Insps Attendance 
should be limited to six util employees 

LEHIS.R C Division of Project t< Resident Programs 84/03/03 

UTLEY. E E Carolina Power t, Light Co ip 22660 109 84X 

Fiche 50-000.84/03/02,0403160203 


8403290006 Forwards IE Insp Repts 50-324/84-04 ti 90-325/04-04 on 
840113-0213 No violations or deviations identified 
VERRELLI.D M Division of Project 4< Resident Programs 04/03/07 
UTLEY, E E Carolina Power (< Light Co 2pp 22a06'32B SAX 
Fiche 50-324, 84/03/07, 8403290086 


0403290092 IE Insp Repts 90-324/04-04 1< 90-329/04-04 on 040118-0213 Mft 
violations or deviations identified Major areas Inspected, 

Bur VB i llance, maint. operatl onal safety ver 1 f Icati on. E9F sum 
walkdawn. in-offlce LER reviews t. fire protection, 

MYERS. D O Region 2, Office of Director 0EM18, P fi Division of 
Project U Resident Programs 84/03/06 llpp 22806!330 SAX 
Fiche 50-324,04/03/07,8403290006 


8403200033 Rev 13 to emergency response plan.Yol 
transmi ttal form 

BOYER. L Carolina Power tc Light Co 84/03/14 
24X Fiche 30-324.84/03/14.8403200033 


XIII, Book 1 14/040313 
tepp 22609; 167. 
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0. Advifory Committea on Rsactor Safeguards reports & correspondence 


B40527OS63 Responds to FDIA request for JC Hark Q0la04 meiso to ACR5 re 
hydrogen burn u/ignlbers ti docupients concerning generation! 
coetbustion or control of hydrogen in reactor accidents 
Forwards App A documents App fl documents in PDR 

FELTONrJ M Division of Roles and Records B4/01/30 HIATTi S L 

Ohio Citiiens for Responsible Energy 7pp 22412 091 24X 

Flche 90-000, B4/01/30> B40227026S 


--0402270314 Forwards summary of investigations re hydrogen recombiners 
l( relay failures in HFCI sys 

ZIMOR, 0 J ACR8 - Advisory Committee on Reactor Safeguards 
80/10/30 MOELLER, D H ACR8 - Advisory Committee on Reactor 
Safeguards App 22412 OSA 24X Flche 90-000,84/01/30, 

B4022702A3 


P. Operating license stage documents & correspondence 


840-3230049 Application for amend to License DPR-71, changing Tech Spec 
description of reactor core fuel assemblies. 

HOME, P. H Carolina Power L Light Co 84/01/31 VASSALLO, 0 B, 
Operating Reactors Branch 2 2pp 22724 348 24X 

Flche; 30-329< 84 /0I /3 1 , 8403230049 


— 8403230094 Proposed Tech Spec change re description of reactor core 

fuel assemblies 

a Carolina Power ti Light Co. 84/01/31, 3pp, 22724,390 24X 

Ftchf 90-329, 84/01/31, 8403230049 


84030A0093 Forwards corrected Tech Spec Pages 
Amen-d 99 to Llcsnss DPR-71 fc Amends 69 it 91 
DPR-71 L DPR-62, respsctl ve t y 
VASSALLO, D B Operating Reactors Branch 2. 
Carolina Powsr li Light Co 2pp, 22928 309 
Flche. 90-324, 84/02/10, S403D60093 


3/4 3-42 h 3/4 6-2 to 
to Licenses 

84/02/10 UTLEY, E E 
24X 


— S403060096 Corrictcd Tech Spec Pages 3/4 3-42 h 3/4 6-2 to Amsnd 89 to 
License DPR~71 1< Amends 69 ti 91 to Licenses DPR-71 DPfi-62, 
raspactlvely 

* NBC - No Detailed Affiliation Given, 04/02/10 3pp 
22928:307 24X Flche 90-324,84/02/10,8403060093 


8403060067 Forwards request for addl info re util 820907 request fdr 
llcensB amsnd to rsflect miscellaneous Tech Spec revs 
Response requested within 60 days of Itr receipt 
VASSALLO, D, B Operating Reactors Branch 2 84/02/10 UTLEY, E E. 

Carolina Power k Light Co 4pp, 22928 299. 24X 

Ftcha 90-324,84/02/10,8403060067 


6403060069 Forwards rsquest for addl info re inservlce tasting of pumps 
4t valvas, in ordir to complete review of 831012 submittal 
Responsa requeitsd within 49 days of ItT receipt. 

VAB8ALL0, D B Operating Reactors Branch 2 84/02/10 UTLEY, E E 

Carolina Power it Light Co, 3pp 22928*296 24X 

Flche; 90-324, 84/02/10, 8403060069 


6403060073 Forwards requsst for addl info rs util 831121 request for 
approval to dispose of waste lubricating oils containing 
trace emounts of licensed radioactive matl by onsite 
combustion Response requested within 60 days, 

VASSALLO, D B Operating Reactors Branch 2 84/02/19 UTLEY, E E, 

Carolina Power 6 Light Co. 3pp 22928*293 24X 

Fiche. 90-324, 04/02/49.8403060073, 


8403140340 Summary of 831219 meeting w/QE (i Mark I Owners Oroup in 
BethasdaiMD re Mark I containment wetwel 1-dryuel 1 vacuum 
breaker design mithodology. 

SIEOELi B. L. Operating Reactors Branch 2 04/02/21 Operating 

Reactors Branch 2. 91pp 22639.198 24X Flchs* 90-000, 84/02/21, 

6403140340 


B403190124 Summary of 840202 masting w/uti 1, INEL, Bechtel it Southern 
Bvcs Co in Bathasda,MD re equipment environ qualifications 
Proposed tehedula for Implamentatlon will be submitted by 
640322. Agenda 6 attendance list end. 

OROTENHUIS, M Operating Reactors Branch 2 84/02/22 Operating 

Reactors Branch 2. 9pp, 22646.394 24X Flchs* 90-324. 84/02/22, 

B403190I84. 


0403060300 Application fop amand to Licsnsas DPR-7t 6 DPR-'62, revt s Ing 
Tech Spec 4 1 2 a to clarify when reactivity anomaly 
surveillance performed Revs supplsment 6 supersede changes 
In 831229 Itr. 

HOHE.P, H Carolina Power 6 Light Co. 84/02/28 VASSALLO, D B 
Operating Reactori Branch 2. 3pp 22916 001 24X 

Flcha. 90-324, 84/02/28, 8403060300 


— 640306-0302 Proposed changes to Tech Spec 4 1.2. a to clarify whsn 
reactivity anomaly surveillance performed 

• Carolina Power ti Light Co. 84/02/28 2pp. 22916.004 S4X 
Fiche* 90-324, 84/02/28, 8403060300, 


8403070197 Application supplementing 620316,830623 L 0906 requests for 
amend to Licenses DPB-62 6 DPR-71i coos I a t Ing of Tsch Spec 
changes for Item 9 re isolation of HFCI t, RCIC mod (NUREQ- 
0737, Action Item II K 3 tS) «, Generic Ltr 83-02 
HOWE, P H Carolina Power L Light Co 84/02/20 VASSALLO, 0 B 

Operating Reactors Branch 2 2pp S2938 316 24X 

Flche 50-324,04/02/20,8403070157 


— *0403070162 Proposed Tech Spec changes for Item 9 re isolation of HPCI 
I< RCIC mod (NUREO-0737, Action Item 11 K 3 19) ti Generic Ltr 
83-02 

« Carolina Power it Light Co 84/02/28 31pp 22938 318 24X 

Fiche 90-324,64/02/28.8403070197 


8403060140 Forwards payment of Glass 111 L Class I amend fees for 
821213 L 830S02 applications re radiological effluent Tech 
Specs it App R exemption requeita, rasp actively 
CUTTER, A D Carolina Power k Light Co 84/02/29 HILLER, M 0 
License Fee Management Branch Ip 22513 349 24X 

Fiche; 30-324, 84/02/29, 8403060140 


8403060167 Advises that NUREQ-0737, Ac t ion Items It K 3 30 (, II K 3 31 
considered complste, based on 840104 telcon between hRC L OE 
Licensee need only Identify to NRC ref on docket to GE 
Topical Rept NED0-20S66 or NED0-20S66F 

ZIMMERMAN, S. R Carolina Power k Light Co 84/02/29 VASSALLO.D B 
Operating Reactors Branch 2 2pp. 28918 334. 24X 

Flchs 90-324,84/02/29,8403060167 


840306D296 Forwards PQSI-SEAL Inti, Inc, "LOCA t, Seismic Analysts, 
Brunswick Steam Electric Plant," to demonstrate valve 
dperabl 1 i ty, In response to NRC 831201 request 
HONE, P H Carolina Power k Light Co 84/02/29 VARGA'S A 
Operating Reactors Branch 1 Spp 22912 001 24X 

Flchs; 30-324, 84/02/29, 8403060296 


— 8403060304 "LOCA t. Seismic Analy s 1 s, Br unswl c k Steam Electric Plant " 
e Posl-Beal Valves International 323298L-001 84/02/19 470pp 

22512 006 24X Flche 90-324,04/02/29.8403060296 


B4031304S2 Application to amend License DPfi-71, revi sing Tech Spec 
Section 5 3 1 re fuel assemb 1 les, c hang Ing 3 00 weight 
percent number to 2 99 weight percent to reflect enrichment 
level used in reload analysis 

HONE, P M Carolina Power 6 Light Co 84/02/29 VASSALLO, D B 
Operating Reactors Branch 2 ip 22613 331 24X 

Flcha 90-329, S4/02/29, 8403130492 


— 8403130469 Revised Tech Spec Section 5 3 1, Pages 9-1 L 9-4 changing 
3 00 weight percent to 2 99 weight percent to reflect 
enrichment level used In reload analysis 

• Carolina Power k Light Co 84/02/29 2pp 22613 332 24X 

Flche 90-329,84/02/89.8403130432 


8403140267 Forwards evaluatian of revised operator requal 1 f icatlons 
program Rev meets requirements specified in 10CFR50 95, App A 
ti acceptable 

VASSALLO, D.D Operating Reactors Branch 2 64/02/29 UTLEY, E E 

Carolina Power (c Light Co Spp 22639.360 24X 

Flche 50-324,84/02/29,8403140207 


8403090292 Application to amend Licenses DPR-7i Si DPR-62, revl s ing Tech 
Specs re accident monitoring Instrumentation per NUREO-0737 
St Oenertc Ltr 83-36 

HOME.P W Carolina Pouar k Light Co 84/03/02 VASSALLO.D B 
Operating Reactors Branch 2 7pp 22371 192 24X 

Flche 90-324, 84/03/02, 8403090252. 


— 8403090260 Proposed Tech Specs re limiting conditions for operation S< 
survelllanee requirements for accident monitoring 
instrumentetlon per NUREO-0737 L Oeneric Ltr 83-36 
* Carolina Power S, Light Co. 84/03/02 21pp 22971 199. 24X 

Fiche 90-324, 84/03/02, 0403090292. 


8403210061 Forwards response to 840202 request for addl info re 
NUREO-0737, I terns II F t 4, "Containment Pressure Monitor 
Sys," II F i. 9, "Containment Mater Level Monitor sys" Si 
II, F. I 6, "Containment Hydrogen Monitor Sys," 

ZIMHERHANiS R Carolina Power S, Light Co 04/03/09 VASSALLO.D B 
Operating Reactors Branch 2 20pp 22709* OOi 24X 
Fiche 90-324,84/03/09,8403210061 


8403210129 Responds to S40202 request re TMI Action Item II K 3,18 
concerning automatic depresiuriiation sys (ADS) logic mods 
High drywell pressure permissive eliminated L manual inhibit 
switches to ADS logic added 

HOUE.P U Carolina Power Si Light Co 64/03/09 VASSALLO.D B 
Operating Reactors Branch 2 Ip. 22707 239, 24X 

Flche* 90-324, 84/03/09,8403210129 
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B4O31S0273 Generic Ltr B4-07 to ^11 licensees of DV)R« re procedural 
guidance for pipe replacement at BHRe Svc list cncl 
ErSENHUT. D O Division of Licensing 81/03/14 Comntonuieal th 
Edison Co 20pp 23833 354 24X Fiche 30-000.84/03/14,8403150375 


8403300254 Notification of 840331 meeting lii/util Iti Dothesda.MD to 
discuss status of battenj rsvlete studg 

ORQTENHUIS. M Operating Reactors Draneh 2 84/03/14 VASSALLO.D B 

Operating Reactors Branch 2 Ip 22844 353 34* 

Fiche 50-3B4. 84/03/14, 8403300354 


640321007S Forwards add! info re OUR steady-state analysis methods. per 
MRC 84QII7 request Answers provided to i2 of 15 questions 
raised by NBC OE will provide input to Questions 4, S & 13 
Addl responses will be submitted by 840S31 

ZIHliERKAN.S R Carolina Power t< Light Co. 84/03/15 VASBALLO, 0 B 
Operating Reactors Branch 3 3pp 32705 122 24X 

Fiche 50-024,84/03/15.8403310073 


— B4033100QO Amend I to "Verification of Carolina Power fc Light Ref BUR 
Thermal-Hydraulic Methods Using FIDWR Code " 

HUMlTA.fl K Carolina Power U Light Co NF-I5a3 04-1 AOt 
B4/03/3i 4lpp 22705 124 24X Fiche . 30-334, 84/03/ 15. 8403310073 


8403300299 Notifies that Class TII t. Class I fees for review of 830929 
appllcatlo-n re feedwater t< main turbine trip/bypass sys 
being refunded due to ulthdrauial of application 

MILLER.H 0 License Fee Management Branch 04/03/13 JONES, J A 
Carolina Power b Light Co 2pp 22844 309 24X 

Ficha 50-324.84/03/15, B403300299 


8403290083 Responds to S40221 request for addl info rs control of heavy 
loads Initial load testing performed for head strongback, 
dryer soparator sling & spent fuel cask yoke 

ZIMMERMAN, S R Carolina Power 8, Light Co 04/03/20 VASSALLO.D B 
□peratlng Reactors Branch 2 2PP' 228-0<i 325 24X 

riche 30-324.04/03/20,8403290093 


0 Inspection reports. IE Dulletins t< correspondence 


8403070307 Forwards IE Insp Repts 50-324/83-42 U 30-325/83-42 on 
831215-840115 No Violations or deviations noted 

VERRELLI.D. M Division of Project 1, Resident Programs 84/02/0& 
UTLEY. E E Carolina Power t< Light Co 2pp 22544. 175 24X 

Fiche 30-324. 04/02/04.. 8403070307 


— 8403070310 !E Insp Repts 50-324/83-42 tc 30-325/83-42 on 831213-840115 
No violations or deviations noted Major areas inspected 
surve 1 1 lance , maint, operational safety ver 1 Flea t i on, E9F sys 
walkdown.LER rev i ew, Ind spend ent Insp (< plant transients 
MVERB. D Q , OARNER.L U Region 2. Office of Director BEHIB.P R 
Division of Project 1, Resident Programs 84/02/03 Bpp 
22544. 177 24X Fiche 30-324,84/02/06,8403070307 


8403140291 Forwards request for addl info on IE Bulletin 80-11 re 
masonry wall design Response requested in 60 days 
VASSALLO.D B Operating Reactors Branch 2 84/02/21 UTLEY, E E 

Carolina Power & Light Co 15pp 22635 336 24X 

Fiche 50-324,84/02/21.0403140291 


8403070200 Informs that start date for mld-cycla Insp in response to 
NRC concerns re intergranular stress corrosion cracking 
should be changed to B411D2 

HOUE.P W Carolina Power «. Light Co 84/02/27 DENTON. H R Office 
of Nuclear Reactor Regulation. Director Ip 22338 353. 84X 

Fiche 50-324.84/02/27.0403070200 


8403070315 Forwards Rev 0 to "Design Rept for Recirculation Sys Held 
Overlay Repairs at Brunswick Steam Electric Plant Unit 1." 
in response to concerns raised by NRC re Oct 1983 
Intergranular stress corrosion cracking insp 

HONE, P M Carolina Power 6 Light Co 84/02/27 DENTON. H R Office 

of Nuclear Reactor Regulation, Director. 3pp 22547-001 24X 

Fiche 50-325. 84/02/2 7 . 840307 03 1 5 


— 84030703IB Rev 0 to "Design Rept for Recirculation Sys Meld Overlay 
Repairs at Brunswick Steam Electric Plant Unit 1 " 

CHARNLEY.J E , SUffD. H J , WEhWEH. T J. NUTECH Engineers, Inc 
CPL-13-103 ROO 83/11/04 50pp 22547; 004. 24X 

Fiche 50-3 23,84/0 2/27.84 030703 1 3 


8401190072 TE Info Notice 84-13. "Potential Deficiency in Noter 
Operated Valve Control Circuit* tc Annunciation. '* Svc list 
end 

JORDAN. E L Division of Emergency Prepertdnee* 4< Engineering 
Responeo (Post 830103) 84/02/28 Coneol i dated Edison Co of New 

York, tnc 113pp. 22909 239 a4X Fiche* 30-000, 84/02/28, 8401 190072 


8402090007 IE Info Notice 84-'14. "Highlights of Recent Transport 
Regulatory Rev* by DOT t< NRC " Svc list end 

GRACE. J N Division of QA, Safeguards 6 Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New York, Inc. 

130pp 22532 329 24X Fiche 50-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure af Automatic Sprinkler Bys 
Valves to Operate " Svc list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response CPost 8301031 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22353 098 24X Fiche 50-000,84/03/02.8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releasee “ 
Svc list end 

JORDAN, E L Division Of Emergency Preparedness t. Engineering 
Response dPost 8301031 84/03/02 Consolldeted Edison Co of New 

York. Inc I19pp 22553 217 24X Fiche 50-000,04/03/02,8402090009 


8402090011 IE Info Notice 04-17, "Problems H/Liquid Nitrogen Cool ins 
Components Below Nil Ductility Temp “ Bve list end 
JORDANiE L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B4/O3/0S Consolidated Edison Co of New 

York. Inc 117pp 22533 336 24X Fiche 30-000,84/03/05,8402090011 


B402D9Q024 IE Info Notice 84-09iRev 1, "Lessons Learned From Inspe of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 64/03/07 Consolidated Edison Co of Niu 

York, Inc llSpp. 22635 049 24X Fiche 30-000,84/03/07,8402090024 


8402090026 IE Info Notice 04-18, "Stress Corrosion Cracking in PUR 
Bys " Svc list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) B4/03/07 Coniolldated Edison Co of New 

York, Inc llBpp 22584 186 24X Fiche* 50-000, 84/03/07. 8402090028 


B4O32900B6 Forwards IE Insp Repts 50-324/84-04 t. S0-323/S4-04 on 
840115-0215 No violations or deviations identified 
VERRELLIiD h Division of Project 1< Resident Programs 84/03/07, 
UTLEY. E E Carolina Power 8, Light Co 2pp 22B06 328 24X 

Fiche 50-324.84/03/07.8403290086 


— 8403290092 IE Insp Repts 50-324/84-04 !< 50-325/84-04 on 840115-0215 Ne 
vlolatloni or devlatlont identified Major areas inspected 
survel 1 lane e. md ink, operati anal safety ver i f Ication, EQF sys 
uaikdoun, in-off Ice LER reviews t, fire protection 
MVER8, D 0 , garner. L W . PATTERSON, C Region 2, Office of 
Director 84/03/06 1 Ipp 22806 330 24X Fiche 50-324, 84/03/07, 

84O3290OB6 


8402090031 IE DuUotln 84-03. "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys *’ Svc list cncl 

DEYOUNO, R C Director's Of flee. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,8402090031 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlietf 
Entries Into PUR Reactor Cavities *' Svc list end 
JORDAN, E L Division Of Emergency Preparedness & Engineering 
Response (Post B30103) 84/03/21 Consolidated Edison Co of New 

York, Inc i23pp 22823 229 24X Fiche 50-000.84/03/21.8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relay* in Saf s ty-Ri lated 
Sys." Svc list enc L 

JORDAN.E L Division of Emergency Preparedness (i Engineering 
Response (Post 830103) 64/03/21 Consolldeted Edison Co of Niu 

York. Inc 133pp 22933 001 24X Fiche 30-000,84/03/21,8402090044 


R Periodic operating reports t< related correspondence 


8403130333 Monthly operating repts for Feb 1984 U/840305 Itr 
HAHRI8QN, F , DIETZ. C R Carolina Power t< Light Co 04/02/29, 
DEYOUNO, R C Director's Off ice, Office of Inspection and 
Enforcement IBpp 22614 197 24X Fiche* 30-324, 84/02/29. 

8403130333 


8 Reportable occurrences, LERs It related correspondence 


8403260411 Forwards Technical Review Rept AE0D/T304, "Cause of 
Containment Isolation Valve F042A to Close " 

SALAHi 8 Reactor Operations Analysis Branch. 83/03/23 
8EYFRIT. K V Reactor Operations Anelysis Branch. ip, 22775 309. 
24 X Fiche 50-325.83/03/23.84 03260411 


— B403S60414 "Cause of Containment Isolation Valve F042A to Close." 
AEDD/T304-ODia technical revisu rept 

« Reactor Operatioiss Analysts Branch 83/03/23 4pp 22775:310 
24X Fiche 50-325.03/03/23.8403260411 
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B403010139 Updated LEfl 83-057/03L-1 on Q31 1 during unit pouer 
p ar Pormanta. tamp paeorder TR-12S0 printed erratically Caused 
by dirty electrical contacts in control board timing relay 
Contacts cleaned & returned to svc U/840223 Itr 
PABTVAi M J . DlETZi C R Carolina Power & Light Co 84/02/S3 
□'fiEILLY>d P Region 2i Office of Director 2pp 22433 340 24X 

riche: 30-325.84/02/22, 8403010133 


-S403010202 Updated LER B3-063/03L,~l on 831203. reactor water cleanup sys 
CRUCSl differential flow Indicator 1-031-R61S showed 
erroneous indication On 831207. spurious RUCS alarm 
annunciated Caueed by air in sensing lines 11/840222 Itr 
PABTVA. M J . DIETZ, C R Carolina Power & Light Co 04/02/22 
□ 'nEILLY. J P Region 2. Office of Director 3pp 22435 288 24X 

riche 30-325,84/02/22,8403010202 


B403150035 Updated LER B3-0ii3/03L-l on 831203, during unit power 
operation, reactor water cleanup sys differential flow 
indicator 1-031-R61S showed erroneous indication Caused by 
entrapped air In sensing line Air removed W/S40307 Itr 
PA8TVA, M J , DIETZ, C R Carolina Power U Light Co 84/02/22 
O'REILLY. J P. Region 2, Office of Director 3pp 22643 287 24X 

riche- 50-323. 84/02/22, 84031 50035 


8403010395 RO 2-BR-84-3 on 840110, Co-60 concentration in bottom 
sediment sample exceeded Tech Spec limit Surface water 
samples in Intake & discharge canals & ocean showed no 
Co-60 activl ty, Samp la frequency increased 

DIETZ. C R Carolina Power i< Light Co 84/02/24 O'REILLY, J P 
Region 2. Office of Director 2pp 22434 048 24X 

riche 50-324, 84/02/24, 8403010395 


0403010154 Act receipt of 840210 6 831103 Itra re changes to physical 
security plan Changes consistent u/provlsions of » 

10CFR50 S4(p) 6 acceptable 

LEWIS. R C Division of Project t< Resident Programs 84/02/27 
PARRIS. H G Tennessee Valley Authority 2p p 22435 310 24X 

riche 30-327,84/02/27,0403010154 


8403060147 forwards revised effective pages to Knoxville Emergency Ctr, 
Central Emergency Control Ctr.Dlv of Nuclear Power Emergency 
Ctr 8. Muscle Shoals Emergency Control Ctr emergency plan 
Implementing procedures W/o Muscle Shoals pages 

MILLS, L M Tennessee Valley Authority 84/02/28 O 'REILLY. U P 
Region 2, Office of Director tp 22516 163 24X 

Fiche 50-000.04/02/28.8403060147 


— 8403060163 Revised list of effective pages to Knoxville Emergency Ctr 
emergency plan implementing procedures 

* Tennessee Valley Authority 84/02/06 8pp 22516 166 24X 

Fiche 50-000, 04/09/28, 0403060147 


— 8403060189 Revised list of effective pages to Central Emergency 
Control Ctr emergency plan Implementing procedures 
* Tennessee Valley Authority 84/02/06 8pp 22516 174 24X 

Fiche 50-000.84/02/28,8403060147 


— 8403060206 Revised list of effective pages to Dlv of Nuclear Power 
Emergency Ctr emergency plan Implementing procedures 
» Tennessee Valley Authority 84/02/06 4pp 22516 1G2 24X 

Fiche 50-000.84/09/28,8403060147 


8403090205 Special Rept 1-BR-B4-1 during replacement of equipment 
hatch. fire barrier limiting condition for operation 7-day 
tine frame exceeded Fire watches will be maintained until 
work completed 

DIETZ.C R Carolina Power Si Light Co 84/02/27 O'REILLY, J P 
Region 2, Office of Director Ip 22574 325 24X 

Fiche 50-325,84/02/27,8403090205 


8403160345 Extends invitation to attend region 840316 workshop at 
regional ofc to discuss 10CFR50,App R requirements ti recent 
results of Insp to help resolve misunderstandings associated 
w/requ Irements 

LEWIS, R C Division of Project 1. Resident Programs 04/03/02 
PARRIS, H O Tennessee Valley Authority 2pp 22660 08 3 24X 

Fiche 30-000,84/03/02,8403160345 


8403130301 Followup RO 2-SR-84-2 In Sept 1982,00-60 detected In 
bottom sediments collected in stilling basin Increase in 
radioactivity probably caused by Increased releases of Co-60 
due to general decontamination effort 

DIETZ, C R Carolina Power U Light Co 84/02/29 O'REILLY. J P 
Region 2. Office of Director 9pp 22608 047 24X 

Fiche 50-324.84/02/29,8403130301 


8403130323 LER 84-002-00 on 840203, reactor scram occurred due to high 
raactor vessel pressure Caused by loss of elec trohy drau 1 t c 
control sys fluid actuation supply pressure to valves 
closing main turbine bypass valves W/840302 Itr 
PABTVA. M J , DIETZ.C ft Carolina Power t< Light Co 84/03/02 
□'REILLY. J P Region 2. Office of Director 4pp 22614 126 24X 

Fiche 50-325,84/03/02.8403130323 


8403130049 LER 84-001-00 on 0401 19, during attempt to Initiate 
suppression pool cooling using Loop A of RHR svc water sys, 
loop pumps A b C tripped on low suction pressure lockout 
Caused by air in htader Air vented W/B40309 Itr 

PASTVA. M J , DIETZ.C R Carolina Power & Light Co 84/03/09 3pp 
22598' 355 24X FI c he , 50-325, 84/03/09, 8403 1 30049 


8403190302 LER 84-003-00 on 840219, Speed control of HPCI turbine very 
erratic Caused by malfunction of elec tronl c. speed 
controller Controller unit replaced b HPCI sys 
setlsf ac tori ly tested b returned to svc W/B40314 Itr 
PASTVA, M V , DIETZ.C R. Carolina Power b Light Co 84/03/14 2pp 
22673-263 24X Fiche 50-325,84/03/14,8403190302 


8403210139 Updated LER 82-1 t9/03L-t on 821 120, during steady state plant 
operation. APRM F declared Inoperable due to erratic output 
signal from Input LPRH 2B-21C, Caused by loose connector 
Connactor corrected. W/e40314 Itr 

ALLEN. li T, , DIETZ, C.R Carolina Power b Light Co 84/03/14 

O'HErLLY. JP. Region 2. Office of Director, 2pp 22707 274 24X 

Fiche: 50-325, 84/03/ 14, e4032t0t39. 


DOCKET 50-327 BEOUOYAH NUCLEAR PLANT, UNIT I 


8403190370 Rev 8 to radiological emergency p Ian, up dot ing DOE agreement 
Itr in App E W/B40315 Itr 

MILLS, L M Tennessee Valley Authority 84/03/07 O'REILLY, J P 
Region 2, Office of Director 6pp 22674 207 24X 

Fiche 50-327,04/03/07,0403190370 


8403130377 Ac k receipt of 840119 Itr transmitting Rev 7 to security 
personnel training b qualification plan Changes consistent 
w/provisions of 10CFR50 54<p) b acceptable for inclusion in 
plan 

LEWI8, R C Division of Project b Resident Programs 64/03/08 
PARRIS. H 0 Tennessee Valley Authority ip 22616 293 24X 

Fiche 50-327, 04/03/08,8403130377 


8403160035 Advises that 840116 rev to physical security plan 
consistent w/provislons of lOCFRSD 54(p) b acceptable 
LEWIS, R C Division of Project b Resident Programs 84/03/13 
PARRIS, H 0 Tennessee Valley Authority 2pp 22655 139 24X 

Fiche 50-327,84/03/13,0403160035 


8403160139 Advises that 840101 rev to physical security plan consistent 
W/provlsions of lOCFRSO 54{p) b acceptable 

LEWIS, R C Division of Project b Resident Programs 84/03/13 
PARRIS, H 8 Tennessee Valley Authority 2pp 22655 331 24X 

Fiche 50-327,84/03/13,8403160139 


B403260277 Revised Emergency Plan Implementing Procedures BQN-IPD 
"Implementing Procedures Index" b SON IP-5 "Oenoral 
Emergency " W/040320 Itr 

NORLES.L M , CRAWLEY, D E , HILLS. L M Tennessee Valley Authority 
B4/03/16 O'REILLY, JP Region 2, Office of Director 6pp 
22753,028 24X Fiche 30-397,84/03/16,0403260277 


J Insurance b Indemnity information 


8403060224 Forwards Endorsement 40 to NELIA Policy MF-847 

DUCK, J R Marsh b McLennan, Inc 84/02/28 SALTZMAN, J Assistant 
Director for State b Licensee Relations 2pp 22516 062 24X 

Fiche 50-327,84/02/28,8403060224 


F. Security, medical, emergency b fire protection plans 


84-03060238 Rev 5 to Procedure IP-9( "Muscle Shoals Emergency Ctr 
tmplemantlng Proceduree Document " 14/640213 Itr 

MAXWELL. R Tennessee Valley Authority. 84/02/13 63pp 22SI6 023 
24X Fiche 50-000,84/02/13,8403060235 


8403070175 Forwards Endorsement 34 to KAELU Policy MF— i02,ca 
policy number on Endorsement 33 from MF-77 to MF-102 
DUCK, J R Marsh b McLennan, Inc 84/03/01 BALTZMAN, J 
Director for State b Licensee Relations Ip 22538 351 
Fiche 50-327,84/03/01,8403070175 


rrec ting 

As s istant 
24 X 


S40306039t Rev 7 to radiological amergency plan. W/B40229 Itr 

MILLBi L M Tanneteet Valley Authority 84/02/24. O'REILLY, J P 
Raglon 2, Office of Director, Spp 22511 336 24X 

Fiche 50-327,84/02/24,8403060391 
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P Qpsrating litensB stage documents !i f orresgondenc e 


0403020313 Forwards add I toeiraanta to Ovidel trial 5a. 7a !< 7b of tachoic*! 
evaluation rept In response to NflC 8S0b30 Itr re control or 
hoavg loads, per Oenerlc Ltr Sl-07 - 

HILLS. L M Tenneisee Valley Authority 047O2/B8 ADEH3AH. E 
Licaniinj Branch 4 llpp 130 SAX Fi the' 50-327. 04/02/28. 

0403020313 


a4031i0247 Informs of 940327 meeting to discuss proposed responses 
to MRC questioris on Rev 7 to topical OA program. per 
B40302 tolcon „ 

LEMIB.fl- C Region 3, Office of Director 84/O3/0B PAflRIS.H O 
Tennessee Valley Autherlty ip 226i0 3bl BAX 
Ftche 50-000.04/03/00.04031*0247 


a40329002& Foruards listing of Category IV components not to be 
replaced or relocated by end of second refueling cycle, per 
I0CFR30 4'?ihl & util 031 U4 ltr Requests ertenilon of 
completion date to June 1705 for disposition of 166 items 
HILLS.L M Tennessee Valley Authority 04/03/23 ADEM8AM. E 
Licensing Branch 4 6pp 22006 210 24X Flche 50-327.04/03/23. 

04032 VO 026 


B4011V0072 IE Info Nottce 04-13. "Potential Deficiency In Motor 
Operated Valve Control Circuits (< Annunciation " 8vc Hit 
enc 1 

JORDAN. C U Dlvielon of Emergency Preparedness (< Engineering 
Responio {Pest 0301031 04/02/20 Consolidated Edison. Ce of Nie 

yorki Inc I15pp 22707 237 24X Fiche 50-000. 04/02/20. 0101 IVOOn' 


0402070007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT ti NRC " Bvc list end 

ORACE.J N Dlvielon of OA, Oafeguards 4. Inspection Programs iPast 
0301031 04/03/02 Consolidated Edison Co of N*u York. Int 

inopp 22592 327 24X Flche' 30-000. 04/03/02. 040209000? 


04OSO7OOOB IE Info. Notice 04-16. 'Tellure of Automatic Sprlnllsr Bus 
Valves to Operate " 0vc list end * 

JORDAN. E L Division of Emergency Preperedneet h Englniering 
Rsfponie iPoet 0301031 04/03/02 GonsoUdated Edison Co, ef Rgy 

yortj Inc IB2pp 22 533 070 24X Flche 30-000. 04/03/03. 0402CVOOOS 


0402070009 IE Info Notice 04-13. "Reporting of Radiological Riltasti ' 
five lilt end 

JORDAN. EL Division of Emergency Prsparednsts l< Engineering 
Response (Past 0301031 04/03/02 ^ ConsoUdated Edison Cg of Hie 

York. Inc. I17pp, 22333 217 24X Flche 30-000. 04/03/02. 0402070001. 


0403270030 Forwards revised responses to 031123 fc 840107 Itrs re 
approval of proposed license amend re post-accident 
sampling for fad 1 Itles, THI Item II 0 3 

HILLS.L H Tennessee Valley Authority 04/03/23 ABENOAM. E 
Licensing Drench 4 7pp 22006 337 241 Flche 50-327.34/03/33, 

0403270030 


0402070011 IE Info Notice 84-17. "Problems U/Ltquid Nitrogen Cepllni 
Components Below Nil Ductility Temp " Bve list end. 

JORDAN. E, U Division of Emergency Preperedneet 4. Engisiterlng 
Reeponso (Poet 030103} 04/03/03 GonsoUdeted Edison Ce of Nse 

Vorki Inc U7pp 22S33 336 24X Flche 30-000.04/03/03.0402070011 


0 Inspection reports. IE Bulletins L correspondence 


0403160217 Forwards IE Imp Repts &0-3B7/e4-03 k 50-328/04-03 on 
340106-0205 No violatloni or deviations noted 

VEBRELLl.D M Division of Project k Resident Programs 04/OB/15 
PARRIS. H 0 Tennessee Valley Authority 2pp 22661 091, 24X 

Ficha 50-327,84/02/15.0403160217 


—0403160223 IE Imp Repts 30-327/04-03 6 30-320/84-03 on 040106-0203 No 
vfDlatlans or deviations noted Major areas Inspected 
operation safety ver I F 1 cat ion. LER review It Independent tnsp 
effort. ESF sys operability verification 6. TMI action plan 
FORD. E J , BUTLER, S D Region 2. Office of OlredoT JULIAN, C A 
Division of Project h Resident Programs 04/02/19 3pp 
22661 093 24X Flche 50-327.04/02/13.0403160217 


0403060223 IE Insp Repts 50-279/04-01 4c 30-323/04-01 on 040103-06 
Noncainp 1 lance noted failure to perform saf ety-releted 
welding activities in area of structural steel welding 
ac ttvlt tes 

BURDDIN.J F . KIBBCH. 0 F Region 3, Office Of Director 04/02/17 
4pp 22517 147, 24X Fiche 50-323.84/02/17,0403060207 


0403070151 Ack receipt of 840200 ltr Informing NRC of steps taken to 
correct violations noted in IE Imp Repts 50-327/03-29 (< 
50-320/83-29 

O'REILLY. JP Region 2. Office Of Director 04/02/27 PARRIfi.HO 
Tennessee Valley Authority Ip 22530 298 24X 

Flche 50-327,04/02/27.0403070151 


— D403070195 Responds to NRC 040110 Itr re violations noted In IE Insp 
Repts 50-327/03-2? 6 50-320/03-2? Corrective actions 
Mark Plan 10260 reworked per critical sys, structures h 
components requirements 

HILLS.L H Tennessee Valley Authority 04/02/00 O'REILLY. Jf 
Region 2. Office of Director 6pp 22330 299 24X 

Flche 50-327.04/02/27.8403070151 


•8403070156 Forwards IE Imp Repts 30-327/B3-2? L 50-328/63-29 on 
B31106-I205 t< notice of violation 

O'REILLY. J p Region 2, Office of Director, 84/01/10 
PARRIS. K 0 Tennessee Valley Authority 2pp 22538 30S 24X 

Flche 50-327,84/02/27.8403070191 


•8403070157 Notice of violation from insp on 631106-1203 

• Region 2, Office of Director 84/01/10 3pp 22530 307 24X 

Flche 30-327104/02/27.0403070131 


—0403070163 IE tnsp Repts 50-327/83-27 6 30-320/03-29 an 031106-1203 
Violations noted; Failure to follow Sys Operating Instruction 
14 3 for high crud tank 0 release L failure to inspect work 
per MliAl-18 requirements 

FORD, E J , BUTLER, 9 D Region 2. Office of Director JULIAN. C A 
Division of Project ti Resident Programs 04/01/09. 6pp 
2253B 310, B4X Flche 30-327.84/02/27.8403070151 


8402070024 IE Info Notice 84-07, Rev 1, "Lessons Learned From Imps «f 
Fire Protection Safe Dhutdown 8ys " 8vc list end. 

JORDAN.E L Division of Emergency Preparedness L Engineerln) 
Response (Post 030103) 84/03/07 Consolidatsd Edisan C« al Nta 

Yerki Inc lippp 22633,047 24X Flche 30-000. 84/03/07. 0402090034 


6402090028 IE Info Notice 84-18. "Stress Corrosion Cracking In PHR 
Bys. " Bve lift sne 1 

JORDAN. E L, Division of Emergency Preparedneie L Engineering 
Response IP«st 830103). 04/03/07 Gonso 1 1 dated Edison Ce of Nfv 

York, Inc llQpp 22584 186 24X Flche 30-000. 84/03/07. 040209002$ 


0403130000 Foruards Rev I to "Inserviee Insp Progrem •* 

HILL0. L,M Tennessee Valley Authority 84/03/07 ADENCAH.C 
Licensing Branch 4 Ip 22897 001 24X Flche 30-327.84/63/07, 

0403130080 


'B4O3130IO0 Rev 1 to Procedure 81-114 1. "Insirvlct Imp Program * 
LEHnEROER.M Tennessee Va 1 ley Author 1 ty 04/01/04. ASSpp 

22397 002, 24X F I c he: 30-327. 04/03/07. 0403130080 


0402090031 IE Dullelln 84-02. "Failures of OE Type HFA Relays lb 0i« la 
Clasi IE Safety Bye. " Bve list end 

DEYDUNOi R C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co. of Neu Yorli tni 

I34pp, 22823 074 24X Flch e , 50-000. 84/03/ 12, 8402090031 


8402070043 IE Info Notice 84-19. "Two Events Involving Unaviksriiil 
Entries Into PUR Reactor Cavities " Bve list end 
JORDAN.E L Division of Emergency Preparedness 1. Englnaertn} 
Response (Post 030103) 04/03/21 Consol 1 dated Edison C« el 

York. Inc lB3pp 22823 227 24X Flche; 30-000. 04/03/21. 0402090011 


8402090044 IE Info Notice 84-20. "Bve Life of Relays In Baf ely-Riletsl 
Bys. " Bve J let and 

JORDAN.E L Division of Emergency Preparedneee L Englneeribi 
Response (Pest S30103I 04/03/21. Coniol Ideted Edison C« el hiss 

York. Inc I33pp 22933 001 24X Flche. 30-000,84/03/21. BtOBOWOH 


R Periodic operating reports i. related correspondence 


8403020002 Monthly operating repts for Jan 1784. H/e4021S Itr 

MASON, C C rennessee Valley Authority 84/01/31 30pp 22447 411 
24X Flche 50-327,04 /01/31.8403020002 


8403070295 "NPDE0 Discharge Monitoring Rept. Nov 1903 - Jan 1984 • 

* Tennessee Valley Authority 04/01/31. 79pp 22346S092 241 

Flche 80-387,84/01/31,8403070295 


0403300184 Montyly operating repts for Feb 1984, M/Q40313 JtT 
EDDINOe, HO , MAflON. C C Tennessee Valley Authority B4/02/M 
5lpp 2202 1 016 2 4X Flche 50-327,84/02/89.0403300154. 
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S R»port«ble occurr«ncei> LERs t< related correspondence 


8403000011 Foruiardi response to Commissioner Olllnsky request for info 
on fraqucncg of personnel errors at selected operating 
plants Summarg of tabulated events re operator errors> 
personnel errors or procedural errors provided for CY03 
DIRCKSiH J Office of the Executive Director for Operations 
04/02/24 PALLADINO. OIUINSKV. ROOERTS Commissioners 17pp 
22584 142 a41( Fiche 50-000.84/02/24,0403000011 


8403020147 LER 84-010-00 on 040128. high radiation alarm actuated, 
causing auxltlarg bldg isolation to occur Caused bg 
a 1 ectromagnetlc interference High radiation alarm reset tc 
monitor returned to svc H/040227 Itr 

DUOOIN.O . KABaN. C C Tennessee Valleg Author Itg 04/02/27 3pp 
22441 357 24X Fiche 50-327,84/02/37,8403020147 


8403050080 LER B4-007-00 on 040128, high radiation alarm actuated, 
causing containment ventilation Isolation to occur Caused bg 
root valve on pressurlztr leaking through packing Valve 
back seated 2/840227 Itr 

DUeoiNiO , HA0ON,C C Tennessee Valleg Author Itg 84/02/27 3pp 

22440 Old, 24X Fiche 50-327,04/02/27,8403050080 


8403140203 Forwards "Operating Hlitorg Overview for Diesel Oenerators 
in Nuclear 8vc, “ comparing Transamerlca Delaval, Inc 
generators u/gensrators mfg bg other vendors 

HEBSON, F J Program Techno logg Branch 84/02/27 OERLINGER, C H 
NRC -No Detailed Affiliation Given Ip 22638,31? 24X 

Fiche 50-000,84/02/27,8403140203 


— 8403140205 "Operating Historg Ovarvlew for Diesel Generators in Nuclear 
Bvc “ 

• Dlractor's Office 84/02/2? 65pp. 22630 320 24X 

Fiche 50-000.84/02/27,8403140203 


B403020244 LER 04-013-00 on 840130, turbine trip followed bg reactor 
trip occurred Caused bg high-high level in steam generator 
4. Unit stabilized at 547 F M/B4022a Ur 

KIRK. 0 B E , MASON, C C Tennessee Valleg Author itg 84/02/28 3pp 
22440’ 097 24X Fiche 50-327,84/02/28,8403020244 


0403150181 Forwards "Failures in Upper Head Injection 8gs " Licensees 
taking action to resolve setpoint drift on Barton level 
transmitters No AEOD action recommended 

ZUKOR.D <J Reactor Operations Analgsis Branch 04/02/28 
SEYFRIT, K V Reactor Operations Analgsis Branch Ip 22646 272 
24X Fiche 50-000,84/02/28,8403150181 


— 8403150183 "Failures In Upper Head Injection Sgs, " AEOD engineering 
evaluation rept 

ZUKDR. A Director's Office 84/02/28 Bpp 22646 273 24X 

Fiche. 50-000, 84/02/28. 04O31SO1B1 


8403060276 LER 84-012-00 on 840201, high radiation alarm actuated, 
causing containment ventilation isolation to occur. Caused bg 
voltage spike as result of electromagnetic interference 
Alarm reset t< monitor returned to svc M/B40301 Itr 
DUODIN. G , HA0ON, C C Tennessee Valleg Author! tg 04/03/01 4pp 
22519:066 24X Fiche 50-327,84/03/01,8403060276 


8403150079 LER 84-014-00, on 840214, high radiation alarm actuated, 
causing containment ventilation isolation to occur Caused bg 
voltage spike resulting in electromagnetic interference, 

Alarm reset h monitor returned to svc M/B40309 Itr. 

DUGGIN, 0 > MASON, C C Tennessee Valleg Author Itg 04/03/09 4pp 
22643:203. 24X Fiche 50-327,04/03/09,8403150079 


8403190121 LER 84-016-00. on 840225, high radiation alarm actuated, 
causing auxlllarg bldg isolation to occur Caused bg 
contaminated vacuum cleaner removed from full transfer canal 
to radwaste area M/840316 Itr 

DUflGIN. 0 , MASON, C C Tennessee Valleg Authorltg. 84/03/16 3pp 
22660-245 24X Fiche 50-327,84/03/16,8403190121 


8403190365 LER 84-015-00, on 840220, high radiation alarm actuated, 
cauelng auilllarg bldg isolation Caused bg voltage spike due 
to •lactromagnettc interference breaker actuation 
Indepondent high radiation alarm reset. W/B40316 Itr 
DUOOINiO , MASON, C C Tennessee Valleg Authorltg 84/03/16 3pp 
32675,231 24X Fiche- 50-327, 84/03/16. B40319036S. 


6403270219 Part 21 rept re broken contact carrier In control device of 
7 5 kV-15 kV. 500-750 MVA, 5 kV 350-3,000 Ic all HKV circuit 
braakere, Initial Ig reported on 830223 Addenda to 
Ineiallation li maint procedures sent to affected unite 
DUVALL, D D Brown Boveri Corp. (subs of Brown Boveri (c Co • Ltd ) 
84/03/19 Record Services Branch (Documint Control Desk! Spp 
23772:114. S4X Flchs 50-000,84/03/19,8403270219 


B403Z60I64 LER 04-010-00 on 840221, fire protection deludge valve found 
isolated w/o continuous fire watch in place Caused bg 
spurious signal Shift groups reinstructed to establish fire 
watches M/840320 Itr 

KIRK. O D J MASON, C C Tennessee Valleg Authorltg 84/03/20 Gpp 
22750 353 24X Fiche 50-327,84/03/20.0403260164 


0403300073 LER 04-017-00 on 040227, high radiation alarm actuated, 
causing containment ventilation isolation to occur Caused bg 
small quantitg of airborne radiation escaping Radiation 
monitor reset M/B40327 Itr 

DUGOIN. G . MASON, C C Tennessee Valley Authority 04/03/27 3pp 
22022 009 24X Fiche 50-327,04/03/27.0403300073 


0305230539 Forwards technical review rept, "Flow Blockage in Essential 
Raw Cooling Water Sgs Due to Asiatic Clam Intrusion " 

IMBRO, E Reactor Operations Analysis Branch 83/03/20 
BEVFRIT, K V Reactor Operations Analgsis Branch Ip 22789 281 
24X Fiche 50-327,04/03/28,0305230539 


8305230546 "Flow Blockage in Essential Raw Cooling Mater Bgs due to 
Asiatic Clam Intrusion," technical review rept Eigniflcant 
infestations of aquatic organisms can remain undetected In 
svc water sgs U cause flow blockages at Inopportune times. 

» Reactor Operations Analgsis Branch 83/03/20 3pp 227B9 202 
24X Fiche 50-327,04/03/20.8405230539 


DOCKET 50-3B8 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency L fire protection plans 


8403060235 Rev 5 to Procedure lP-9i "Muscle Shoals Emergency Ctr 
Implemontlng Procedures Document " M/040213 itr 

MAXWELL, R Tennessee Valleg Authority 04/02/13 63pp 22510023 
24X Fiche 50-000,84/02/13,0403060235 


8403060391 Rev 7 to radiological emergency plan M/040229 Itr 

MILLS, L M Tennessee Val ley Authority 04/02/24 O'REILLY, UP 
Region 2, Office of Director Spp 22511 336 24X 

Fiche 30-327,04/02/24,0403060391 


0403010154 Ac k receipt of 840210 L 031103 Itrs re changes to physical 
security plan Changes consistent u/provislons of 
10CFR3D 54lp) t, acceptable 

LEWIS, R C Division of Project b Resident Programs 84/02/27 
PARRIS, H G Tennessee Valley Autherlty 2pp 22435 310 24X 

Fiche 50-327,04/02/27,0403010154 


8403060147 Forwards revised effective pages to Knoxville Emergency Ctr, 
Central Emergency Control Ctr.Dlv of Nuclear Power Emergency 
Ctr ti Muscle Shoals Emergency Control Ctr emergency plan 
implementing procedures U/o Muscle Shoals pages 

MILLS, L M Tennessee Valley Authority 04/02/28 O'REILLY, V P 
Region 2, Office of Director ip 22516 165 24X 

Fiche 50-000,84/02/20,8403060147 


— 0403060163 Revised list of effective pages to Knoxville Emergency Ctr 
emergency plan implementing procedures 

e Tennessee Valley Authority 04/02/06 Bpp 22516 166 24X 

Fiche 50-000,84/02/20.8403060147 


--8403060189 Revised list of effective pages to Central Emergency 
Control Ctr emergency plan Implementing procedures 
# Tennessee Valley Authority 64/02/06 0pp 22516 174 24X 

Fiche 50-000.04/02/20.8403060147 


— 0403060206 Revised list of effective pages to Olv of Nuclear Power 
Emergency Ctr emergency plan implementing procedures 
e Tennessee Valley Authority 04/02/06 4pp 22S16 182 24X 

Fiche 50-000,04/02/28,8403060147 


6403160345 Extends invitation to attend region 040316 workshop at 
regional ofc to discuss lOCFRSO.App R requirements ic recent 
results of insp to help resolve misunderstandings associated 
w/requl rements 

LEWIBiR C Division of Project t< Resident Programs 84/03/02 
PARRIS, H 0 Tennessee Valley Authority 2pp 22660 083 24X 

Fiche 50-000,84/03/02,0403160345 


0403190370 Rev 8 to radiological emergency p Ian, updat tng DOE agreement 
Itr in App E M/84031S Itr 

MILLB.L.M Tennessee Val 1 ey Authority 04/03/07 O'REILLY, VP 

Region 2, Office of Director. 6pp 22674 207 24X 

Fiehfl 50-327,04/03/07,9403190370 
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B4031303/7 Atk re-felpt of SAOll? Ur transmitting Re-w 7 to securlti; 
personnel training & gua 1 1 f i c at 1 on plan C^anges consistent 
u/provlGlons of 10CFR90 94lp) b acceptable for Inclusion In 
plan 

LEW1B< R C Division of Project !< Resident Programs 84/03/06 
PARRIEi H O Tennessee Valley Authority Jp 35614> S93 34X 

Flche SO-327.B4/03/08.B403I30377 


— B4O307OI95 Responds to MRC 04OUO 1 tr re violations noted In IE Imp 
Repts 30-337/03-29 tc 30-320/03-29 Corrective actions 
Uork Plan 10260 reuiorked per critical sy si s true tures b 
components reiiul cements 

mi.LS,L M Tennessee Valley Authority 84/02/00 O'RElLLVrJP 
Region 2> Office of Director 6pp 22938 S99 24X 

Fich* 50-3 27.04/02/27.0403070131 


8403160033 Advises that 840116 rev to physical security plan 
consistent uJ/prov i s i ons of 10CFR90 S4(p) b acceptable 
LEWIS. R C Divisio.n of Project tc Resident Programs B4/03/1J 
PARRlBfH 0 Tennessee Valley Authority 2pp 22655 139 24X 

Fit ha 50-327.04/03/13.0403160035 


—6403070156 Forwards IE Insp Repts 50-327/03-29 b 50-320/03-29 on 
831106-1205 b notice of violation 

O'flEILLr.J P Region 2. Office of Director 04/01/10 
PARRIS.ro Tennessee Va 1 1 ey Auth or 1 ty . 2pp 22530 305 24X 

Fiche 50-327. 04/02/27. 0403070151 


0403160139 Advises that 040101 rev tP physical security plan consistent 
te/provlslons of lOCFRSO S4 ( p i b acceptable 

LEWIS. R C Division of Project b Resident Programs 04/03/13 
PARRIS. H G Tennessee Valley Authority 2pp 22655 331 24X 

Fiche 90-327, 04/03/13. 8403160139 


0403260277 Revised Emergency Plan Implementing Procedures SON-IPD 
“ Imp 1 ement irg Procedures Indet" b SON IP-5 "General 
Emergency " W/040320 Ur 

NOBLES, L M ■ CRAWLEY. D E . MILLS. L « Tennessee Valley Authority 
04/03/16 D'REILLY.J P Region 2. Office of Director 6pp 
22733 020 24X Flche 50-327,04/03/16,8403260277 


•J Insurance b indemnity information 


6403060224 Forwards Endorsement 40 to NELIA Policy NF-247 

DUCK.V R Marsh b McLennan. Inc 04/02/20 SALT Z MAN, J Assistant 
Director for State b Licensee Relations Zpp 22316 062 24X 

Flche 50-327,84/02/20.0403060224 


04O3Q.7O175 Forwards Endorsement 34 to HAELD Policy MF-102f correct Ing 
policy number on Endorsement 33 from MF— 77 to MF-102 
SUCK, J R Marsh b McLennan. Inc 84/03/01 SALTZMAN. J Assistant 

Director for State b Licensee Relations Ip 22538 3St 24X 
Flche 50-327. 84/03/01. B4O307O175 


P Operating license stage documents U correspondence 


8403020313 Forwards addl comments to OUidelines 5a. 7a b 7b of technical 
evaluation rept in response to NRC 820630 Ur re control of 
heavy loads* per Oenarlc Ltr 01-07 

MILLS. L M Tennessee Valley Authority 04/02/20 ADENSAM. E 
Licensing Branch 4 llpp 22439 190 24X Fiche 30-327,04/02/20. 

8403020313 


0403160247 Informs of B40327 meeting to discuss proposed responses 
to nRC questions on Rev 7 to topical QA prograeipper 
840302 telcon 

LEMIS.R C Region 2. Office of Director 04/03/08 PARRIS.H G 
Tennessee Valley Authority }p 22660 361 24X 

Flche 50-000.04/03/08.0403160247 


9403290-030 Fopuards revised responses to 831123 b 84010? ltr* re 
approval of proposed license amend re post-accident 
sampling for f act 1 it I es. TM I Item 110 3 

MILLS. L M Tennessee Valley Authority 94/03/23 A DENS A M. E 
Licensing Branch 4 ?pp 32006 237 24X Fiche 50-327,04/03/23, 

9403290038 


0 Inspection reports. IE Bulletins b correspondence 


8403160217 Foruiards IE Insp Repts 50-337/04-03 b 50-320/64-03 on 
840106-0205 No violations or deviations noted 

VERRELLI.D M Division of Project b Resident Programs 04/02/19 
PAR-RISiM 0 Tennessee Valley Authority 2pp 22661 091 24X 

Ficha 50-327,94/02/15,8403160217 


— 0403160225 IE Insp Repts 30-327/04-03 b 50-329/04-03 on 040106-0205 No 
violations or deviations noted Major areas inspected 
operation safety verlf i cat ion, LER review b independent Insp 
effort.ESF sys operability verification b TMt action plan 
FORD, E J , butler, 8 D Region 2, Office Of Dirac tor JULIAN. C A 
Division of Project b Resident Programs 64/02/iS Spp 
22661 093 24X Flche 50-327, Bd/OEr I S, 84031602(7 


0403070151 Act receipt of 040208 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/93-29 b 
50-320/93-29 

O'REILLY, J P Region 2, Office of Director 64/02/27 PARRIS.H S 
Tennessee Valley Authority Ip 22539 290 24X 

Fiche 50-327, B4/02/27.B 4 03070 151 


— 0403070159 Notice Of vlalatlon from insp on B31 106-1209 

» Region 2, Office of Director 04/01/10 3pp, 22530.307 24X 

Flche 50-327.04/02/27.8403070151 


—9403070163 IE Insp Repts 50-327/03-29 b 50-320/03-29 on 031106-1205 
Violations noted failure to folloui Sys Operating Instruction 
14 3 for high crud tank B release b failure to inspect work 
per MbAI-18 requirements 

FORD, E J , DUTLER.S D Region 2, Office of Director JUL IAN. C A 
Division of Project b Resident Programs 04/01/09 6pp 
22530 310 24X Flche 50-327,04/02/27,0403070151 


0401190072 IE Info Notice 84-13. ’'Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation." BVe list 
enc I 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 04/02/20 Consolidated Edison Co of Niw 

York, Inc U 9pp 22909 239 24X Flche 90-000,04/02/28.0401190072 


0402070007 IE Info Notice 84-14, "HlghUghti of Recent Transport 
Regulatory Revs by DOT b NRC," Sve list encl, 

GRACE. U N Division of QA, Safeguards b Inspection Programs (Post 
030103) 94/03/02 Consolidated Edison Co of New York, Inc, 

I30pp 22S52 329 24 X Flche 50-000,84/03/02,0402090007 


04O8O9OOOB IE Info Notice 84-16, "Failure of Automatic Sprinkler Byt 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past 030103) 84/03/02 Consolidated Edison Co of Neu 

York, Inc 122pp 22553 098 24X Piche 50-000,84/03/02,8402090008 


B40S09D009 IE Info Notice 04-19, "Reporting of Radiological Releases " 
Sve list enc I 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 84/03/02 Consolidated Edison Co. of Neu 

York. Inc 119pp 22593 217 24X Fiche 90-000,84/03/02,8402090009 


0402090011 IE Info Notice 04-17. "Problems M/Ltquld Nltrogsn Cooling 
Components Below Nil Ductility Temp " Sve list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/09 Consolidated Edison Co of New 

York, Inc I I7pp 22553 336 24X Flche 90-000,04/03/05.8402090011 


0402090024 IE Info Notice 04-09. Rev 1. "Lessons Learned From Inspi of 
Fire Protection Safe Shutdown Sys " Sve list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 04/03/07 Consolidated Edison Co of New 

York, Inc I18pp 22635 049 24X Flche 90-000,04/03/07,8402090024 


0402090028 IE Info Notice 04-10. "Stress CorrOflon Cracking in PNR 
Sys " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22984 106 24X Fiche 90-000,04/03/07.0402090028 


0402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use In 
Class IE Safety Sys " Bve list end 

DEYOUNO. R C Director's Office, Office of Inspection and 

Enforcament 04/03/12 Consolidated Edison Co of New York* Inc 

134pp 22023 094 24X FI c)i e i 50-000, 84/03/1 2, 8402090031 , 


0402090043 IE Info Notice B4-t9, "Two Events Involving Unauthor I ted 
Entries into PNR Reactor Cavities “ Sve list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22023 229 24 X Fiche 90-000,84/03/21,0402090043 


9402090044 IE Info Notice 04-20, "Sve Life of Relays in Safety-Related 
Sys " 9vc list end 

JORDAN, E L Division of Emergency Preparednses b Engineering 
Response (Past 030103) 84/03/21 Consolidated Edison Co. of New 

York, Inc I33pp 22933 001 24X Fiche 50-000,84/03/21,0402090044 
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ft Periodic operating reports & related correspondence 


S4O3oaO00a Montblg operating repts for Jan 1984 M/B402I5 Itr 

MASON. C C Tennessee Valley Authority 84/01/31 30pp 22442 197 
24X Fiche 90-327.84/01/31.8403020002 


8403070299 "NPDE6 Discharge Monitoring Rept.Nov 1903 - Jan 1904 •> 

• Tennessee V/alley Authority 84/01/31 79pp 22946 092 24X 

Fleho 90-327.84/01/31.0403070295 


0403300194 Montyly operating repts for Feb 1984 W/840319 Itr 

EDDIN08.M 0 . MASON. C C Tennessee Valley Authority 84/03/29 
91pp 22821 016 24X Fiche 90-327.84/02/29.8403300154 


8 Rvportable occurrences. LCRs (< related correspondence 


B403080011 Foruards response to Commissioner Oillnsky request for info 
on fraquency of personnel errors at selected operating 
plants Summary of tabulated events re operator errors, 
personnel errors or procedural errors provided for CYB3 
DIRCKB. U J Office of the Esecutlve Director for Operations 
84/02/24 PALI-AOINO Commissioners 17pp 22984 142 24X 

Fiche. 90-000. 84/02/24. 84030B001 1 


8403190181 Foruards "Failures in Upper Head Injection 6ys " Licensees 
taking action to resolve setpoint drift on Sarton level 
transmitters No AEQO action recommended 

ZUKORj D J Reactor Operations Analysis Branch 84/02/28 
EE/FRIT. K V Reactor Operations Analysis Branch Ip 22646 272 
24X Fiche 90-000.84/02/28.8403190181 


— 8403190183 "Failures In Upper Head Injection Bys. " ACOD engineering 
evaluation rept 

ZUKOfi.A Director's Office 84/02/28 Qpp 22646 273 24X 

Fiche 90-000.84/02/28.8403190181 


B403S70219 Part 21 rept re broken centact carrier in control device of 
7 fl kV-19 kV. 900-790 MV A. 9 kV 390-3,000 «< all HKV circuit 
braakers Initially reported on 830223 Addenda to 
Installation & maint procedures sent to affected units 
DUVALL. D D Broun Ooverl Corp isubs of Broun Boverl 1< Co . Ltd ) 
84/03/19 Record Services Branch (Document Control Desk) 9pp 
22772 114 24X Fiche 90-000.84/03/19,8403270219 


8403300204 LER 84-003-00 on 840237. vital Inverter failed Caused by 
bloun fuse due to Incorrect connection uhich caused 
containment ventilation isolation Containment ventilation 
isolation reset ^ Inventer returned to sve U/840327 Itr 
DUOOIN. 0 . MASON. C C Tennessee Valley Authority 84/03/37. 3pp 
22019 334 34X Fiche 90-328.84/03/27,8403300204 


DOCKET 90-329 MIDLAND PLANT, UNIT 1 


A Appl 1 cation/construc ti on stage documents 1< correspondence 


8403010192 FOIA request for records relevant to or generated In 
connection u/831021 "Rept on Revleu of Diesel Generator Bldg 
at Midland " 

OARDE, B P Sovernment Accountability Project 83/11/26 Office 

of Administration 2pp 32449 093 24X Fiche 90-329,83/11/36, 

8403010192 


8403010196 Responds to FOIA request for records relevant to or 
generated In connection u/831031 "Rept on Revleu of Diesel 
Oenerator Bldg at Midland ” Foruards App B documents App A 
documents available In PDR 

FELTON. J M Division of Rules and Records 83/13/14 OARDE. 0 P 
Oovernment Accountab 1 1 1 ty Project 4pp 22449 092 24X 

Fiche: 90-339, 83/13/14, 8403010198 


— 0310310471 Foruards task group rept, "Rept on Revleu of Diesel 
Oanerator Bldg at Midland,” Oct 1983 Large addl settlements 
not anticipated More accurate program to monitor cracks 
naedad, 

KUO. P. Structural It Oeotachnlcal Engineering Branch 83/10/21 
KNIOHT. J P Assistant Director for Comp It Structures Engineering 
(post 030201) 3pp 33449 192 24X FI cha. 90-339, 83/12/14, 

8403010198 


*‘-8310310479 "Rept on Review of Diesel Oanerator Bldg at Midland " 

TAN.C P Structural it Oeotachnlcal Engineering Branch B3/10/31 
96pp 32449 194. 34X FI che; 30-329, 83/ 12/14. 84030101 98 


”8318010004 Foruards corrected Pages 9.17,20 t. 4 to App 11 to rept on 
rdviow of diesel generator bldg, 

KUOfP Structural 1. Oeotechnical Engineering Branch 83/11/14 
KMICKT.OP Aesittant Director for Comp 1. Structures Engineering 
(Poit 830201), 9pp 23449 296. 24X Fiche 90-329,83/12/14, 

0403010198 


—8312090628 Requests rept re adequacy of diesel generator bldg on 
Biped ited basis as input to Congress re Landsman concerns 
EISENHUT. 0 6 Division of Licensing 83/11/18 VOLLMER, R 
Division of Engineering Ip 22449 263 24 X 

Fiche 50-329,83/12/14.8403010190 


— 8312070022 Forwards Structural It Oeotechnical Engineering Branch 
assessment of “Rept of Review of Diesel Oenerator Bldg at 
Midland." dtd 031021 per E Adensam 6 U Paton requests 
Meeting & possible reopening of hearing recommended 
LEAR. 0 Structural (. Oeotechnical Engineering Branch 83/11/22 
VDLLHER.R H Division of Engineering 2pp 22449 268 24X 

Fiche 30-329,83/12/14,8403010198 


— 0313070398 Discusses recommendation for suppl to Board Notifications 
03-165 1. 83-193 re diesel generator bldg Comments & 
recommendations of J Kane h F Rinaldi on task group rept it 
reopening of hearing provided 

HOQO.O 6 Licensing Branch 4 83/11/23 EISENHUT, D 0 Division 

of Licensing 4pp 32449 264 24X Fiche 50-329.83/12/14. 

8403010198 


--0312O8O134 Recommends PT Kuo 831114 memo containing four corrected 
pages to rept re structural adequacy of diesel generator 
bldg be forwarded to Board as supplemental notification to 
BN 83-165 

HOOD, D Licensing Branch 4 83/11/17 EISENHUT. D Assistant 

Director for Licensing ip 22449 261 24X Fiche 30-339, 

83/12/14. 6403010198 


— 8403010204 Advises that info re plan to address Landsman concerns 
should be Issued as Board Notification 83-109 
EISENHUT. P 0 Division of Licensing 83/07/27 NOVAK. T 
Assistant Director for Licensing Ip 33445 098 24X 

Fiche 90-329,83/12/14.8403010198 


--B40301021I Advises that attached correspondence re new schedule for 
review of Landsman concerns should be issued as Board 
Notification 03-l.]2 U/o end 

EISENHUT. D 0 Division of Licensing 83/09/20 NOVAK. T 
Assistant Director for Licensing Ip 22449 09? 24X 

Fiche 90-329,83/12/14.8403010193 


— 8403010217 Draft rept. "Review of Diesel Generator Dldg at Midland 
Plant " 

MILLER. C A , COSTANTINO.C J Orookhaven National Laboratory 
83/09/23 28pp 22449 100 24X Fiche 50-329, Q3/12/14, 8403010198 


— 8403010223 Advises that encl JP Knight 030923 memo to RH Vollmer should 
be Issued as Board Notification 83-193 H/o encl 
EIBENHUT.D 0 Division of Licensing 83/10/05 NOVAK. T 
Assistant Director for Licensing Ip 22445 129 24X 

Fiche 90-339.83/12/14.8403010198 


--6403010227 Forwards "Review of Diesel Generator Bldg at Midland Plant “ 
REICH.H Drookhaven National Laboratory 03/10/17 KUO. P T 
Structural & Oeotechnical Engineering Branch ip 22449 136 24X 

Fiche 90-339.83/12/14,8403010198 


—8403010231 "Review of Diesel Oenerator Bldg at Midland Plant *' 
MILLER. C A > COSTANTINO.C J Drookhaven National Laboratory 
83/10/17 25pp 32449 127 24X Fiche 90-329,83/12/14,0403010198 


— 8403010249 Requests that encl rept on review of diesel generator bldg 
it util analysis requested during revleu be Issued as Board 
Notification 83-165 

EIBENHUT.D 0 Division Of Licensing 03/10/26 NOVAK, T 
Assistant Director for Licensing 6pp 22443 290' 34X 

Fiche 90-329,83/12/14.8403010190 


—8403010273 Advises that supplemcntol info provided in PT Kuo 831114 
memo to JP Knight wilt be transmitted to Midland Board at 
suppl to Board Notification 83-169 Issue will be 
incorporated as Board Notification 83-165A H/o encl 
EISENHUT. DO Division of Licensing 83/11/16 NOVAK, T 
Assistant Director for Licensing ip 2244S 262 24X 

Fiche 90-329,03/12/14,8403010198 


— 8403010282 Forwards guidance for use in deciding whether to recommend 
that hearing be reopened Hearing should be reopened based on 
listed reasons 

VOLLMER. R H Division of Engineering 83/11/35 EISENHUT. D G 
Division of Licensing 3pp 22449 270 24X Fiche 50-339, 

83/12/14. 8403010198 


--8403010385 Advises that Vollmer recommended reopening Midland hearing 
on diesel generator bldg structural adequacy issue. based on 
task group rept Vollmer memo end U/o encl 
ADENSAM, E NRC - No Detailed Aff illation Oiven 83/11/23 
EISENHUT. D NRC - No Detailed Affiliation Given Ip 2244S 273 
24X Fiche 90-339.03/12/14,8403010198 
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S 4030104 ae Appe-al* dmial t>F FOIA rsux^st for T Novak ifiotes jenaratad 
by or durlnj visit to Ol«n Ellyni IL to dlicuss OPc of 
Special Cases findings re Facilities from Sept 1982 to Bee 
1983 

GASBEi B P Coverninent Ac t oun tall 1 1 i ty Project S4/01/1/ 

FeLrOWi J M Olvlslon of Rules and Records Ip 22443 27 4 24X 

Flche 50-329.04/01/17.8403010498 


B4030i0436 Further response to FOIA request for documents re evaluation 
or review of design, const . scA edol ing. c ost S« licensing of 
facilities from 1977 to present Hept onavailaftle for 
Categories 1 t< 2 Panel records on evaluations placed in PDR 
FELTOW. J H Division of Rules and Records B4/01/24 ZACK. A It 

Darris. Sott. Denn 1. Drller 2pp 22552 232 24X 

Fiche 50-329, 04/01/24, 9403040406 


0403060370 NotiflBS of independent design h const verification program 
040313 meeting ui/NflC & util in Belhesda.MD to discuss 
details of completion of ID9P 

LEVIN. HA TERA Corp B4/02/24 EISENHUT, DO Division of 

Licensing KEPPLEfl. J O Region 3. Office of Director COQK, J. U 

Consumers Pouer Co 3pp 22311 312 24X Fiche 50—329.04/02/24. 

0403060370 


B403010296 Authopiies util to proceed u/rsmedial soils work activities 
scheduled for Mar 1904, per 840214 request for Uori 
Aut^■o^ 1 lati on Proccdur? 1-029SOt2'2 

HARRISON. J J Region 3. Office of Director 84/02/26 QUAMME.D L 
Conacrjsers Power Co 2pp 22432 104 24X Fiche 50-329. Q4/O2/20. 

0403010296 


B403010497 Responds to appeal re denial of FOIA request for records In 
possession of T Noval on visit to Glen Ellgn.IL to- discuss 
findings of Ofc of Special Cases re facilities NRC has no 
records sub j to request 

DIRCKB. W J Office of the Etecutlve Director for Qperations 
94/02/23 GARDE. D P Government Acc ountali 1 1 i tg Project Ip 
22443273 24X Fiche 50-329,84/02/20.8403010497 


8403080230 Lists unresolved items It audit Finding rep ts. 1 nc lud 1 ng 
MSA'B3-10-03U If MSA-B3-25-07F. r es pec 1 1 vel y 

a Consumers Pouer Co 84/02/28 Stone ■& Webster, Inc Ip 

23560 126 24X Fiche 50-329.84/02/28.8403000230 


6403080341 Forwards 84022/ list of Qechtel personnel trained to 
accomplish status assessment 

a Consumers Pouer Co 84/02/29 Stone 6 Webster. Inc 3pp 

22561 013 24X Fiche 50-329, 84/02/28- 8403060241 


8403080246 Forwards proposed list of remedial soils uiort for Mar 1984 t. 
supplemental work activity list for Apr 1984 Revleui. cnmfltents 
I. author I lation requested 

OITAMHE. D L Consumers Power Co 84/02/28 HARRIEOW, J J Region 3. 
Office of Director I3pp 22556 276 24X Fiche 50-329. 34/02/28, 

6403080248 


3403090260 Forwards summary of sixth meeting on confirmed items tt 
findings on 840201 at Bechtel Ann Arbor. MI ofc re items 
Identified in independent design & const ver 1 f 1 cat 1 o-n 
program monthly status rept dtd 640113 

LEVIN. H A TERA Corp 84/02/28 KEPPLER, J 0 Region 3, Office of 
Director COOK. J W Consumers P-ouer Co El&ENHUT.O 0 Division of 
Licensing 14pp 22557 078 24X Fiche 50-329.84/02/28.8403000260 


6403130261 Notifies that OR Fotlades placed on controlled distribution 
of training plan manual, per 840224 request 

QUAMME, D L Consumers Power Co 84/02/28 BAHANOW, S Stone It 
Webster. Inc Ip 22617 134 24X Fiche 50-329.84/02/26.8403130261 


8403220179 Forwards 84030-7 meme providing d ocuaientatlon to SSfW for 
const implementation overview 

• Consumers Pouer Co 84/02/28 Stone ti Webster. Inc 4pp 
22717 024 24X Fiche 50-329, 84/02/28, 8403220179 


3403080262 Forwards ueekly N55S subcontract status rept fur uk ending 
8402 17 H/o end 

• Cotisufliers Power Co 84/02/29 Stone li Webster, Inc Ip 
22557 112 24X Fiche 30-329.04/02/29,8403080262 


8403130189 Froyldes list of documents sent to SS.M on 840229 

* Consumers Power Co 64/03/01 Btone 8c Webster, Inc Ip 

22617 323 24X Fiche 50-329.84/03/01.840313018? 


040314-0021 F-oruards Vul X to "Seismic Margin Review. Hisc e 1 laneoue 
Subsystems & Components *' 

CaOK.J W Consumers Power Co 84/03/01 DENTON, H R Division of 
Licensing 3pp 22632 167 24X Fiche 50-329,84/03/01.8403140021 


— 3403140026 "Seismic Kargin Review, Miscellaneous Subsystems 6 
Components ” 

UE8L£y. D A . NAHVER.R B Structural Mechanics Associates BMA 
13701 05R003 VIO 34/02/29 200pp 22632 171 24X 

Fiche 50-329,84/03/01.8403140021 


B403130470 Discusses sampling Insps of const training records for 
personnel noted In Correspondence CSC— 7382 Personnel listed 
cleared to perform status assessment end W/o end 

KARR. J E Stone tt Webster. Inc 84/03/02 QUAMME. D L Consumers 
Power Co Ip 22613 209 24X Fiche 50-329,84/03/02,8403130470 


8403150003 Forwards sve water pump structure crack survey rept 
NRC concurrence of mods to crack mapping program requested 
Seven overslie drawings end Aperture cards are available in 
PDR 

MDOMEY, J. A Consumers Power Co 84/03/05 HARRISON, J J Region 3. 
Office of Director 30pp 22024 116 24X Fiche 30-329,8 4/03/03. 

8403150003 


84031303B8 Forwards signed affidavit tc resume for RE Horlne assigned to 
const implementation staff at plant 

KARR. J E Stone li Webster, Inc 84/03/06. HARRI8CX4, J J Region 3. 
Office of Director 9pp 22605 001 24X Fiche 50-329.84/03/06, 

8403130388 


84031304B2 Advises that listed remedial soils work activities presently 
scheduled for Apr 1984 identified as critical work 
activities Appropriate details of listed activities 
requested to assist NRC in review 

HARRISON, J J Region 3. Office of Director 84/03/06 QUAMME. D L 
Consumers Power C-O 4pp 22613 193 24X Fiche 50—329.04/03/06, 

B4D313O402 


B403190098 Advises that PDACK eliminated from weekly distribution of 
summary of inspector training & pcrsonnal form printouts 
QUAHHE. D L Consumers Power Co 84/03/06 BARANOW. 8 Stone 6 
Webster, Inc 2pp 22669 302 24X Fiche. 30-329. 84/03/06. 

8403190098 


0403230114 Provides addl info on scope of work required to support 
turbine roll test milestone as part of const completion 
program implementation 

QUAMME. D L Consumers Power Co 84/03/06 HARRISON. J J Region 3, 
Office of Director 9pp 22730 337 24X Fiche 50-329.84/03/06, 

B4032301 14 


8403140032 Forwards "Plan to Conduct Independent Hgt Appraisal of 
Midland Nuclear Project," by Cresap, McCorml c k fc Paget 
Appraisal will eaamine util approach for completing plant 
Certificate of Sve end Related correspondence 

COOK, J W consumers Power Co 84/03/07 KEPPLER, J 0 Region 3, 
Office of Dlroctor 4pp 22633 129 24X Fiche 50-329.84/03/07. 

8403140032 


— 8403140036 "Plan to Conduct Independent Mgt Appraisal of Midland 
Nuclear Project " 

* Cresap, McCormick 6 Paget 84/03/07 73pp 22633:133 24X 

Fiche 50-329. 84/03/07.8403140032 


8403130153 Authorltes util to proceed u/Phase I const completion 
activities Por listed plant modules, per 840215 It 0306 
requests Partial sys approved for Phase I activities located 
in module areas also- listed 

HARRIEON, J J Region 3. Office Of Director 84/03/08 QUAMME. O L 
Consumers Power Co 3pp 22601 262 24X Fiche 50-329,84/03/08, 

8403130133 


— 6403130168 aubmits addl Info on scope of work required to support 
turbine roll test mi 1 es tone, per 840213 Itr. Further 
definition of scope for seven Q-llsted sys It description 
of const completlo-n program process provided 

QUAMME. D L Consumers Power Co 84/03/06 HARRISON, J -J Region 
3. Office of Director 9pp 22601 267 24X Fiche- 50-329. 

84/03/03. 8403130153 


8403200027 Requests authorization to proceed per work author 1 zetl on 
procedures to excavate Lag Zones Y3 h Z3. Install brace 
struts ElO, Ell.UlO 6 Ull, install temporary support 
bracket at Et h U1 6 remove unacceptable backfill I, casing. 

HOONEV, vl A Consumers Power Co 84/03/08 HARRISON. J. J. Region 3, 
Office of Director. Ip 22699.233 24X Fiche 30-329,84/03/08, 

8403200027 


B403170180 Act receipt of 640207 Itr indicating desire to discuss 
likely operation date Cost, g enerat ing capacity ti extent to 
which costs attributable to reasons beyond control of 
licensee discussed 

KEPPLER. J G Region 3, Office of Director 84/03/09. BARAK, A J 
Michigan. State oP. 2pp 22671 144 24X Fiche. 50-329» 84/03/09, 

0403190180 
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— S4031701B6 Dl»cuts«« 631028 Itr recommand ing deferring further 
Ceiaload Forecaet Panel meetings Earliest completion date 
for Unit 2 not expected until months after Second Quarter 
19a£i ti Unit 1 expected 6-9 months thereafter 

NOVAKiT M Assistant Director for Licensing B3/12/20 CODK> J W 
Consumers Pouer Co 4pp 22A71 146 24X Fiche 50~329i 84/03/09. 

8403190180 


— 8403190192 Notifies that util seeking ratemaking treatment for plant 
Engineering consultants hired to prepare teatlmong re 
operation data, cost !< generating capacity 

BARAK. A J Michigan. State of 84/02/07 KEPPLER. J 0 Region 3. 
Office of Director 2pp 22671 130 a4X Fiche 30-329,84/03/09. 
8403190180 


8403200039 Requests author i lat 1 on to proceed u/eicavatlon ti repair of 
froien piping t$ excavation ti installation load of 
redesigned E-I7 

HOONEY. J A Consumers Pouer Co 84/03/09 HARRISON, J J Region 3. 
Office of Director. Ip 22698 313 24X FlChe 50-329,84/03/09. 

8403200039 


8403220025 Foruards 840305 memo re Unresolved Questions 47 ti 48 from 
Heiso DEB 330-83 for PQCl C-1 60, Rev 7 

BEAUDOIN. D E Consumers Pouer Co 84/03/12 FQTIAOES.O R Stone 1< 
uabster. Inc 2pp 22717 ISO 24X Fiche 50-329,84/03/12. 

8403220025 


8402090041 Board Notification 84-050 provides Commission policy 
statement b proposed rulemaking on environ qualifications 
eiSENHUT. D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel tOpp 24X Fiche 50-000,84/03/14.8402090041 


8403200004 Authorises listed critical remedial soils work activities 
for Mar 1984 

HARRISON. J J Region 3, Office of Director 84/03/14 QUAMKE. D L 
Coneumers Pouer Co. 2pp 22685 294 24X Fiche 50-329.84/03/14, 

8403200084 


8403220202 Foruards complete responses to tracked info Items 058,039 t< 
tracked recommendation Item 060 re site auditing 
a Consumers Pouer Co 04/03/14 Stone <> Mebster, Inc llpp 
22718' 090 24X Fiche 50-329.84/03/14,8403220202 


8403220062 Authorises listed remedial soils uork activity for Kar 1984 
HARRISON.U J Region 3, Office of Director 84/03/15 QUAHME, D L 
Consumers Pouer Co 2pp. 22716 265 24X Fiche 50-329.84/03/15. 

8403220082 


8403220113 Foruards summary of Independent design b const verification 
program 840313 masting u/uttl it Oovt Accountability Project 
in Bethesda.HD 

LEVIN. H A. TERA Corp 84/03/15 KEPPLER. J 0 Region 3, Office of 
Director COOK, J. N. Consumers Pouer Co EI8ENHUT.D 0. Division of 
Licensing 37pp 22716 226 24X Fiche 50-327.84/03/15,8403220113 


8403270009 Foruards listing of QA mgt audits for tracked Info Item 
092 

« Consumers Pouer Co 84/03/15 Stone b Uebster, Inc 2pp 
2 2769: 353. 24X Fiche 50-329. 84/03/1 9. 8403270009 


8403270014 Forwards summary of quality verification program mgt review 
830601 meeting 

PALMER. B. Consumers Power Co, 94/03/19 Stone b Nebster. Inc 
14pp> 22770-029 24X Fiche 50-329.84/03/19,8403270014 


8403220100 Notifies of eighth independent design b const verification 
program 840328 meeting u/utl 1 > Ishem. Lincoln b Deale.Oovt 
Accountability Project b Midland Daily News to discuss 
Statue of confirmed Items b findings 

LEVIN. H A TERA Corp 84/03/20 KEPPLER, J U Region 3, Office of 
Director ElBENHUT, D 0 Division of Licensing COOK. J U 
Coniumere Pouer Co. 5pp 22715' 17? 24X Fiche 50-329,84/03/20, 

8403220100 


G4D3270199 Notifies of eighth OCR status revisu meeting on 840328 u/ 
uttliDbU b 8bW In Ann Arbor, MI to discuss confirmed Items b 
findings of Independent design const verification program 
Agenda end. 

LEVIN. H. A. TERA Corp 84/03/20, ElBENHUT. D. 0 Division of 
Licensing KEPPLER, J, 0 . Region 3. Office of Director COOK. U U 
Consumers Power Co. 9pp. 22769 197 24X Fiche 90-329,84/03/20, 

8403270199 


6403300090 Foruards minutes of mgt revlsu for const completion plan 
quality verification program 830429 meeting Agenda b 
supporting documentation and 

PALMER. B. Consumers Power Co 84/03/20 Stone b Uebeter. Inc 
46pp. 22822' 026 24X Fiche 90-329.84/03/20.8403300090 


8403320007 Requests autborl zation to proceed u/uork author i lation 
Procedure S02950S03. "Excavate Around Manhole 10 " 

QUAMME, D U Consumers Power Co 64/03/22 HARRtSON, J J Region 3. 
Office of Director Ip 22713 362 24X Fiche 50-329,84/03/22, 

8403220007 


F Security, medical, emergency b fire protection plans 


8402090006 Board Notification 84-034 forwards R Vollmor B40206 memo to 
D Elsenhut re fire research results concerning fires in 
electrical cabinets In control room 

EISENHOT. D O Division of Licensing 84/02/23 PALLADINO 
Commissioners Ip 22576 203 24X Fiche 50-000,84/02/23, 

8402090006 


— 8403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets In Control room he submitted 
for board notification, per NRR Ofe Ltr 19, dtd 821001 Further 
evaluation of test data required. 

VOLLMER.R H Division of Engineering 84/02/06 EI8ENHUT, D 0 
Division of Licensing lOpp 22976 204 24X 

Fiche 50' OOO, 84/02/23. 8402090006 


8403120103 Notifies of 840323 workshop on fire protection safe shutdown 
requirements of tOCFRSO, App R in Rosemont, IL to discuss IE 
Info Notice 84-09 b provide addl shutdoion analyses b/or mod 
guidance Agenda end 

SPE8SARD, R L Division of Emergency Preparedness b Operational 
Support 64/03/06 COOK, J W Consumers Power Co 3pp 32588 233 
24X Fiche 50-329,84/03/06,8403120103 


0 Adjudicatory correspondence 


8403060093 Forwards list of audit repts dtd 840130-0202 Certificate of 
8vc end Related correspondence 

BRUNNER. J E Consumers Power Co 94/02/29 BECHOEFER.C , 

HARBOUR. J ■ COUAN, F P Atomic Safety and Licensing Board Panel 
4pp 22516 334 24X Fiche 50-329.84/02/29.8403060093 


8403140119 Contention on Transamerlca Delaval diesel generators re 
Model DSRV 12 Model cannot be relied upon to perform 
requisite safety function 

8TAMIRI3, B StafSirls, B 84/03/04 Atomic Safety and Licensing 

Board Panel 3 pp 22624 201 24X Fiche 50-329,84/03/04,8403140119 


8403140075 Forwards DG Elsenhut 830810 ltr to DP Garde, per 830921 
commitment U/a end 

HASSELL, 0 F Hearing Branch 1 34/03/05 OECHHOEFER, C . 

COWAN. F P , HARBOUR, J Atomic Safety and Licensing Board Panel 
2pp 22633 081 24X Fiche 50-329.94/03/05,8403140075 


8403140154 Forwards summaries of B202Q2-05 meeting b audit re auxiliary 
building underp Inning, S2D316~19 meeting b audit re soils 
remedial action b 831004-07 audit b meeting re HVAC sys 
HILCOVE, M N Hearing Branch 2 84/03/05 BERNADEI.L Government 

Accountability Project 2pp 22621 361 24X Fiche 50-329, ea/Oa/OI. 

8403140154 


8403150003 Forwards sve water pump structure crack survey rept 
Concurrence on mods to crack mapping pro-gram requested 
Details will be discussed at 840404 meeting Certificate 
of Sve end Related correspondence 

MOONEY. J A Consumers Pouer Co 84/03/05 HARRISON. J J Region 3, 

Office of Dlroctor 30pp. 22824 116 24X Fiche 50-329,84/03/05. 

8403150003 


8403120039 Advises that entire firellrte excavation backfilled after 
physical connections made to restore fire sve to portions 
of site 8vc list end Related correspondence 

BRUNNER. 0 E Carolina Power b Light Co 84/03/07 BECHHQEpER.C . 
COWAN. F P . HARBOUR. J Atomic Safety and Licensing Board Panel 
3pp. 22589 271 24X Fiche, 50-329. 94/03/07. 8403120039 


8403130114 Order revising schedules for submittal of proposed findings 
b conclusions on OA/mgt attitude Issues ASLB may Issue 
separate partial initial decision on certain issues not 
encompassed by proposed findings on issues 

BECHHOEFER.C. Atomic Safety and Licensing Board Panel 84/03/12 
2pp 22615 295 24X Fiche 50-329. 94/03/12, 8403130114, 


8403190166 Forward* Bechtel quality action rept supporting D Lewis 
testimony re burled control room pr essurl latlon pipe 
Corrosion caused by stray welding currents not item of 
concorn Sve list end Related correspondence 
BRUNNER. 0 E Consumers Power Co 94/03/12 BECHHOEFER.C . 
HARBOUR. J . COWAN. F P Atomic Safety and Licensing Board Panel 
7pp 22669 184 24X Fiche 50-329.94/03/12.8403190166 
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0403230031 Requests approval for release o# insp *'*‘''*^ U 
reuork eispoiition regardless of positson of eiodul* action 

e. .s. m/ovo 

Region 3. Office of Director 3pp S372A 333 2AX 
Flthfi 50-329 04/03/13.8403330031 


6403200011 Proposes to defer response to Stamiris OU contention ra 
Transamerica DeUval diesel generators until after receiving 
Slanlris Itr In support of timeliness of contention Proof 

OILORBiTr Ilham. Lincoln t Beale OILOMgN, B ft Consumers Power 
Co 04/03/15 BECHHOEFES.C Atomic Safety and Llesnilna Board 
Panel 3PP 22*63 358 34 X Fiche 50-339,64/03/15.0403200011 


6403300139 Addendum to Stamiris contention on Transaperlca Dalaval.Inc 
idlesel generators addressing late flllnff factors of 
10CFn2 714 , » 

STAHIRIS B Stamlrli, B 34/03/15 Commissioners 2pp 
S2*99 156 24X Flehe 30-329.84/03/15.8403200139 


B403270020 Proposes to defer response to Stamlrls 840304 contention re 
Transamerlca Dalaval diesel generators Proof of Svc end 
GILQREN.O R Isham. Lincoln 6 Beale OILQKEN. B ft Consumers Power 
Co DSB 110 04/03/15 eECHHOEFER.C Atonic Safe.tv and Licensing 

Board Panel 3pp 22766 360 24X Fi eh e 30-329, 34/03/15. 6403270020 


8403220246 Order setting time for responses to B Stamiris 840304 
motion as If B4031S addendum was original filing date Served 
on 640322 

BECHHDEFER.C Atomic Safety and Licensing Board Panel oSB 059 
84/03/21 Office of the Eiecutlve Legal Director 2pp. 

22719 049 24 X Fie he 50-329,84/03/21.6403220246 


6403280348 Order eitending time until 340425 for Commission to act to 
review Director's Decisions DD-63-16 Si 00-64-2 Served on 
840326 

CHILK.5 J Office of the Secretary of the Commission DSB tSQ 
84/03/27 Commissioners ip 22787 143 24X 

Fiche 30-329. 84 /03/ 27, 840 3280343 


I Financial information 


0403190071 Annual Financial Rapt for 1983 14/340312 Itr 

SELBY. J D ■ FOLAHEE. J B . P6BRV. P A Consumers Power Co 83/12/31 
OIARBUSSO. A Division of Licensing 34pp 22666 136 24 X 

Fiche 50-000.03/12/31.6403190071 


8403060365 Forwards IB Monthly Meeting Repts 
50-330/84-05 on 040209 
MARNICK.R F Region 3. 

Consumers Power Co 8pp 22S07 004 34X 




30'-329/34-03 ti 

04/03/01 COOK. J H 
Fiche 30-329,84/03/01. 


-8403060398 IE Monthly Meeting "" 

S40309 Major topics discussed cracV mapping, EPft jatHing 
toads 6 UB Testing audit corrective action status 

00^ 8403060365 

-8403060407 Forwards minutes of Feb 1984 monthly third-party assessment 

r . R-gi-n 

3. Office of Director 2ipp 22507 Oil. 24X 
Flehe 50-329. 84/03/01, 0403060383, 


-0403060415 Forward 1 Independent Assessment of Underpinning Heekty Rept 

lucks, A S Stone t< Webster, Inc 04/02/18 
Detailed Affiliation Given llpp 22307 032. 24X 


0403060420 Forwards Independent Assessment of Underpinning WeeVly R»P 


69 for 840100-14 

LUCKS. A 6 atone «, Webster. InC 
Detailed Affiliation Given ISpp 
Flehe 50-329,84/03/01,0403060385 


84/01/17 COOK, R NRC - No 
22507 043 24X 


“0403060423 Forwards Independent Assessment of Underpinning Weakly Ript 
70 for 840115-21 „„„„ „ 

LUCKS, A S Stone t Mobster. Ine 84/01/25 COOK, ft NRC — No 
Detailed Affiliation Given 14pp 22507 038 84X 

Fiche 30-329.84/03/01,8403060385 


--8403060423 Forwards Independent Assi 
71 for 840122-20 

LUCKS, A 8 Stone it Webster, Inc 
Detailed Affiliation Given i6pp 
Fiche 30-329,84/03/01,8403060305 


ssment of Underpinning Weakly Repk 

04/02/08 COOK, ft NRC - No 
22307 072 S4X 


— B403060442 Forwerds Const Implementation Overview Weekly Rapt 31 for 
040109-13 ^ , 

KARR.J E Stone 6 Webster, Inc 04/01/IB KEPPLER, J 0 Region 
3, Office of Director 17pp 22507 100 24X 

Fiche 50-329, 84 /03/01 , 8403060305 


0 Inspection reports. IE Dulletins 6 correspondence 


— 8403060444 Forwards Const Implementation Overview Weekly Rapt 32 for 
840116-20 ^ ^ 

KARR.J E Stan# 6 Webster. Inc 84/01/27 KEPPLER, J 0 Region 
3, Office of Director 20pp 22507 117 84X 

Fiche 50-329, 04 /03 /01 , 8403060303 


0401230630 Partial response to FOIA request for IE 800103 rept re 
review of matl false statement at faci 1 ittes. associated b 
supporting records to rept b repts prepared in response 
Forwards App A documents Review of addl records In progress 
FELTON, J M Division OF Rules and Records 83/11/01 UINSLQMpR 
Walt Street Journal 8pp 21905 337 24X Fiche 50-329.63/11/01. 

S40 1230630 


0403070229 Partial response to FOIA request for repts re NRC 
Investigation of failure of reactor vessel holddown studs on 
Unit 1 reactor vessel Forwards App ALB documents 
FELTON. J M Division of Rules and Records 84/02/83 PLATO, g D 
Kohl, Secrest, Wardle. Lynch. Clark t. Hampton 6pp 22364 149 24X 

Fiche 50-329,84/02/23.8403070229 


--84O307O343 Forwards IE Insp Repts 50-329/80-12 b 50-330/80-13 on 
800301-31 No noncompl lance noted Major areas inspected 
eiam of procedures & representative records, observations fa 
interviews w/personncl U/o encl 

FtORELLl.G Region 3. Chicago. Office of the Director 80/05/19 

HOWELL. 8 H Consumers Power Co 2pp 22364 170 24 X 

Fiche 50-329, 84/02/23, 0 4 03070229 


--84O307O3S1 Responds to 830901 Itr t< forwards IE Investigation Repts 
30-329/S0-13 b 50-330/80-14 U/o end 

LEWIS, S H Regions. Of f ice of Direc tor 83/09/20. MYERS, T F 

Qaran, Lucow. Hiller, Seward. Cooper b Becker Ip 22564 263 
24X Fiche 50-329.04/02/23.6403070229 


8401190072 IE Info Notice 84—13. "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation •’ Svc list 
end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 0301031 84/02/28 Consolidated Edison Co of New 

Yort. Ine tlSpp 22909 239 24X Flehe 50-000. 04/02/20, 8401 190072 


— 8403060445 Forwards Const Implementation Overview Weekly Rept 33 for 
840183-27 _ , 

KARR.J E Stone b Webster. Inc 84/02/01 KEPPLER. J 0 Region 
3. Office of Director, 17pp 28307 137 24X 

Fiche 50-329,84/03/01,0403060305 


6402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT fc NRC " Svc list end 

GRACE. J N Division of QA, Safeguards b Inspection Programs (Post 
030103) 84/03/03 Consolidated Edison Co of New York, Inc 

I30pp 22552 329 24X Fiche 50-000, 84/03/02, 8402090007 


6402090008 IE Infu Notice 84-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate." Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Ntu 

York. Inc 122pp 22533 090 24X Fiche 50-000. 04/03/02, 8402090008 


0402090009 IE Info Notice 84-13, “Reporting of Radiological Releases '' 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Rdsponse (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 1 19pp. 22553 217 RAX Flehe 50-000, 64/03/02, 8403090009. 


B4O3O6OS06 Autboriies util to jack Piers CTi b CT12 as long es 
auxiliary bldg differential movement controlled according to 
640106 agreement documented in IE Insp Repts 80-329/84-01 b 
30-330/04-01 

HARRISON. JJ Region 3, Office Of Director 04/03/02 QUANME, D. L 
Consumers Power Co Ip 22519 168 24X Fiche 50-329, 04/03/02. 

0403060200 


0403130297 Advises that const implementation overview performed 
sampling insp of const training records for personnel 
Results satisfactory 

KARR.J E Stone b Mebster. Ine 84/02/29 QUANME. D L Consumers 
Power Co Ip 22617 233 24X Flehe SO-329. 84/02/29, 0403130297 


8403130254 Forwerds HC Sember 040223 memo re MPGAD ln<p evaluation h 
Over insp Audit M3A-a4-A 

VOKAL, D J Consumers Power Co 04/03/02 Stone b Webster. Inc 
2pp 22606 034 24X Plche 90-329, 84/03/02, 0403130254 
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a4O2D?0011 IE Info Notice 84-l7r ''Problems U/Llquld Nitrogen Cooling 
Components Belou Nil Ductllltg Temp " Svc list end 
■JORDAMj E, L Division of Emergency Preparedness h Engineering 
Reeponee (Post 830103) 84/03/03 Consolidated Edison Co of Neu 

York. Inc I17pp 22333 336 24X Fithe 30-000.84/03/03.8402090011 


S402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fira Protection Safe 9hutdoun Sys " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 84/03/07 Consolidated Edison Co of Neu 

York. Inc 118pp 22633 049 24X Flche 30-000.84/03/07.8402090024 


8402090028 IE Info Notice 84-18. "Stress Corrosion Cracking in PMR 
8ys " Svc list enci 

JORDANtE L Division of Emergency Preparedness ti Engineering 
Reaponse (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22584 186 24X Flche 30-000.84/03/07.8402090028 


9402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety 9Us " Svc list end 

DEVOONO.R C Director's Office. Office of Inspection and 

Enfarceieent 84/(13/18 Consolidated Edison Co of Neiii York. Inc 

ia4pp. 22823 094 24X Flche 90-000,84/03/12,8402090031 


840322(1016 Submits summary of Bechtel investigation 1. corrective 
actions to resolve issue of nonconforming matl supplied by 
Tube-Line Corp, in response to IE Bulletin 83-06 Final 
raspOnse ecpected by 640613 

COOK. J W Consumers Power Co 84/03/12 KEPPLEft, J 0 Region 3. 
Off 1C* of Director 2pp 22712 339 24X Fiche 30-329.84/03/12, 

9403220016 


8403270199 Submits resolutions to concerns addressed in 840110 ttr re 
hanger reiistp program Computer listing of hangers evaluated 
against commodity list to determine base number of hangers 
In program submitted 

QUAKNE. D L. Consumers Power Co 84/03/15 KARR, J E Stone & 
Uebator. Inc 2pp 22770 291 24X Fiche 50-329.84/03/19. 

8403270199 


B402O90043 IE Info Notice 84-19. "Two Events Involving Unauthorited 
Entries into PUR Reactor Cavities " 8vc list end 
JDRDAN.E L Division of Emergency Preparedness It Engineering 
Reaponse (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Flche 30-000.84/03/21,8402090043 


S4D2090044 IE Info Notice 84-20. "8vc Life of Relays in Sefety-Related 
Sya ” Svc list and 

JOROAN.E L Division of Emergency Preparedness 4< Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc laSpp 22933 001 24X Fiche. 50-000.84/03/21, 840S090044 


R. Periodic operating reports ti related correspondence 


04030-70008 Forwarde monthly rept for Jan 1984. per ALAB-106< Including 
Bechtal no-nconf ormance rapt. Bechtel F80 nonconformance rapt. 

Bechtel quality action requests. Bechtel mgt corrective 
action rept* t. Bechtel OA findings 

GOOK.J N Consumers Power Co 64/02/85 DEYOUNO, R C Director's 
Office, Office of Inspection and Enforcement 8330pp 88329 010 

24X Fiche 50-329,84/02/83,8403070008 


8403220(>13 Forwards monthly status rept for Feb 1984 Monthly 
□CR/findlng status review meeting scheduled for 840328 In 
Ann Arbor, MI 

LEVIN, H A TEAA Corp 84/03/16 EI8ENHUT, D 0 Division of 
Licensing. KEPPLER.J 0 Region 3. Office of Director COOK. J W 
Consumers Power Co 3pp. 82713 285 S4X Flche 50-389.84/03/16. 
9403230013. 


— 84O38S0OS2 "lildland Independent Design ti Const Verification Program 
Monthly Status Rapt Number 10 for Feb 1984 " 

DOUOHEHTY, FA TER A Corp 84/03/16 34pp 82713 888 84X 

Flche - 90-329, 04/03/16, 8403220013 


0403270062 Forwards "Const Implementation Overview (CIO)," Meekly Rept 
39 for 840309-09 

KARRfJ. E Stone t< Hebstar, Inc 84/03/16 K8PPLER, J 0 Region 3, 
Office of Director. 17pp 22766 088 24X Flche 90-389,84/03/16, 

8403270062. 


B403330043 Furwarilt monthly statu* rapt for Midland project for Feb 

1994. 

WARNICK.n.F Region 3. Office of Director 84/03/19 KEFPLER, J S 
Region 3, Office of Director Ip 22728.391 24X 

Fiche. 90-329. 94 /03/ 19, 8403230043. 


— -9403230046 Forward* monthly status rapt for Midland project for Feb 

1994. 

COOK, H J Region 3, Office of Director 84/03/19 MARNICK, R F 
Region 3, Office of Director 2pp 22728 392 24X 

Fleb e; 90-329, 84/03/19. 8403830043 


8 Reportable occurrences. LERs related correspondence 


6401830630 Partial response to FOIA request for IE 800103 rept re 
review of matl false statement at fad I iti es> assoc ieted t> 
supporting records to rept t, repts prepared in response 
Forwards App A documents Review of add! records in progress 
FELTON. J M Division of Rules and Records 83/11/01 WINSLOW. R 
Wall Street Journal 8pp 31903 337 a4X Flche 90-329.83/11/01, 
8401830630 


— 8401830660 PNO-79-039 on 790305. invest t gatt on concluded that QA program 
for obtaining proper soil compaction of facility deficient 
escesslve settlement observed w/dlesel generator bldg 8< 
incorrect Info re soil foundation contained in FSAR 
SHEWMAKER.R E , HENDERSON, J B < THORNBURO, H D Office of 
Inspection & Enforcement, Office of the Director 79/03/06 2pp 
81905 352 24X Flche 50-329,83/11/01.8401230630 


8403070826 FOIA request for repts re results of investigation of failed 
reactor vessel holddown studs on Unit 1 reactor vessel 
PLATO.E D Kohl. Secrest. Mardle, Lynch, Clark << Kampton 84/01/23 
KEPPLER.J G Region 3, Office of Director 2pp 82564 147 24X 

Flche 30-329,84/01/23,8403070226 


8403010431 Informs Commission of problems w/emergency diesel generators 
mfg by Tronsamerlca Delaval, Inc 

DIRCK8.U J Office of the Executive Director for Operations 
SECY-a3-034 84/01/25 4pp 22430 347 24X Flch e 30-000. B4/01/29. 

8403010431 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines. Oirape! NP3-4 TbT valve, to close Enel Itr did 040203 
sent to listed utils GE notified of affected units in DWR 
plants 

THEROUX. R R Terry Corp 04/OS/22 WOODRUFF. R U Director's 
Office. Office of Inspection and Enforcement 6pp 28706'327 24X 

Fiche 30-000.84/08/22.8403810032 


8403060269 Interim deficiency rept re nonconservative design of 
embedments in concrete using shear lugs located in tension 
tones Next rept eipected by 840601 

COOK, J U Consumers Power Co 84/02/24 KEPPLER. J 0 Region 3, 
Office of Director 6pp 2251 S 201 24X Fiche 90-389.84/02/23. 

8403060269 


8403070229 Partial response to FOIA request for repts re NRC 
Investigation of failure of reactor vessel holddown studs on 
Unit 1 reactor vessel Forwards App ALB documents 
FELTON, JM Division of Rules and Records 84/02/23 PLATO.E 0 
Kohl, Becrest. Wardle, Lynch. Clark It Hampton 6pp 32564 149 24X 

Fiche 30-329,84/02/23,8403070229 


— 8403070340 Act receipt of 791214 interim rept re broken anchor holt in 
reactor vessel support skirt Flange. 

FIORELLl.O Region 3. Chicago. Office of the Director 79/12/26 
HDUELL. 6 H Consumers Power Co lOpp 22564 1 5B 24X 
Flche 50-389.84/08/23,8403070229 


— 8403070345 Recommends order be issued to util requiring action to 
correct unacceptable anchor bolts at facility Draft Itr 
order end 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/06/27 
THOMPSONiO Executive Officer far Operations Support 36pp 
82364 178 84X Flche 30-389.64/02/23,0403070229 


—6403070349 Forwards depositions re preservice failure of reactor vessel 
studs utlliied at Unit 1 Related info encl 
LEWIS, 5 H Region 3. Office of Director 84/01/06 
BERKOVJTZ. D M Office of the Oeneral Counsel S2pp 32564 264 
a4X Flche 50-339,84/08/33,8403070229 


8403060104 Interim deficiency rept re DLW steam generator auxiliary 
feedwater header design change Unit 2 change* should be 
completed by 84028? Work on Unit 1 suspended due to delays 
In startup dates 

COOK.J W Consumers Power Co ©4/02/84 KBPPLER. J 0 (legion 3, 
Office of Director 3pp 22317 015. 24X Flche 30-329,84/02/24, 

8403060 I 04 


8403060278 Interim deficiency r*pt ra nonconforming electrical raceway 
sys. Adverse effect of deficiencies on safety of plant 
operation unlikely Bechtel rsviBe<f final Rept MCAR 70 encl 
Next rept will be submitted by B4O608 

COOK.J W Consumers Power Co 84/02/84. KCPPLER. J 0, Region 3. 
Office of Director 7pp, 32917' 066 24X FI the. 50-389. 84/02/24. 

8403060872 


8403060411 Forward* signed affidavit S, resume «F 1 Zliak assigned to 
const implementation overview staff 

KARR.J E 8tone 1, Webster, Inc 84/02/24 HARRISON, J J Region 3. 
Office of Director Spp 22511,347 24X Flche 30-389.84/02/24. 

84030604 1 1 
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8403080056 Fafuaralc rept on. B40210 exit: fliectlng u/fiochtol tc NRC re 
ln<t i serin mate cable substitutions 

e Oonsunets Puuer Co 94/05/54 Stone 6 Webster Ens^Oeerlng 

Corp Opp 52069 243 24X Fiche 50-3294 34/02/24.8403030026 


9403010207 Foriuariis "Investigation of Tgpes AF & AC Piston Skirts." per 
Transamer 1 ca Dclaval. Inc Oiuners Group program comnl toienti 
Rept evaluates cracks In AF piston skirts in Shoreham i> 

Grand Gulf Nuclear Pouer Stations 

KUSELER. U J TDt <Tran t afflcr ic a Dalaval. Inc I Ouners Group 
B4/02/27 DENTON, H B Office of Nuclear Reactor Regulation. 

Director 3pp 22434 090 24X Fiche 30-000.64/02/27.3403010207 


B403080243 Confirms that listing of open nonconformance repts. sorted bg 
issue date. given to D Broun on 840221 

QUAKKE. 0 L Consumers Pouer Co G4/02/27 BARANOW. S Stcine It 
Webster. Inc 3pp 22561 006 24X Fiche SO-329. 84/02/ 27. 

8403080245 


8403130074 Foruards closed Nonconformance Identification Rept N1R-01& 
re training record discrepancies not in compliance 
u/regutrements of FPO-2 000/Rev 7. "Training of Const 
Personnel " 

KARR.J E Stone 6 Webster. Inc 84/02/27 OUAtlME. D L Consumers 
Power Co 3pp 22615 219 24X Fiche 30-329,84/02/27.8403130074 


8402090021 Doard Notification 84-039 discusses NHC S40210 t« 16 meetings 
u/Transamerl ca Delaval. Inc Emergency Diesel Generators 
Owners Group Meeting scheduled on 640308 for finaliiatlon of 
generic prograni plan prior to MIC revleu) 

EISENHUT. D G Division of Licensing 84/02/28 PALLADINO. 

6ILIN8KY. ROBERTS Commissioners 5pp 22946 003 24X 

Fiche 30-000.84/02/28.8402090021 


8403010218 Fo-ruards task descriptions for J6 known problems re 
Transamer lea Delaval. Inc emergeneg diesel generators 
KUSELER. U J TDI ( Transamer i ca Delaval. Inc } Owners Group 
84/02/28 DENTON. H R Office of Nuclear Reactor Regulation. 

Director 42pp 22433 177 24X Fiche 30-000.84/02/28.8403010218 


B4030S0171 Forwards requested list of Items determined to be readg for 
review & closure bg NRC items marked bg asterisk reviewed bg 
Region III inspectors Si will be removed from list when 
closed in insp rept 

COOK. J W Consuiriers Power Co 84/02/28 KEPPLER. J 0 Region 3. 
Office of Director 16pp 22559 299 S4X Fiche SO-327. 84/02/28. 
8403080171 


8403080107 Forwards response to Tracked Info I tern 054 reguesting HTC OA 
manual. qua 1 itg plan program manual, procedures 6 target list 
utlltied at site S. ualkdoun summaries Issued to date 
• Consumers Power Co 84/02/28 Stone 6 Webster. Inc 2pp 
22559 112 24X FUhe 50-329.84/02/29.8403080187 


8403080250 Forwards closed Const Implementati on Overview Item 094 re 
Mark Techno 1 0 'glos Corp OA !■ qualltg program plan manuals, 
procedures 6 target list 

KARR.J E Btonc y Webster. Inc 84/02/29 OUAMME. D L Consumeri 
Power Co 3pp 22361 016 24X Fiche 30-329. 84/02/29. Q4030802SO 


84O3O0O2S9 Forwards complete response to Const Implementation Overview 
Item 037 re trainer evaluation 

• Consumers Power Co 84/02/29 Stone ti Webster. Inc 4pp 
22537 113 24X Fiche 50-329. 84/02/29. 84030B02S9 


B4031302IO Forwards closed QAR RT-00021 which provides camplcte 
response to Nonconformance Identification Rept NlR-008 re 
training matrix 

• Consumers Pouer Co 84/02/29 Btonc & Webster. Inc 6pp 
22605.057 24X Fiche 50-329.84/02/29.8403130210 


8403060383 Forwards IE Monthly Meeting Repts 30-329/84-03 (. 
30-330/94-05 on 840209 

WARNICK. R F Region 3. Office of Director 84/03/01 COOK.J. U 
Consumers Pouer Co 2pp 22S07 004 24X Fiche 50-329.84/03/01. 
8403060385 


— 8403060407 Forwards minutes of Feb 1984 monthly third-portg assessment 
meeting re undarpinnlng S. remedial soils work 

LUCK3.AS Stone & Webster. Inc 84/02/21 HARRI80N.J J Region 
3. Office of Director 21pp 22507 011 24X 

Fiche SO-329. 84/03/01. B40306038S 


— B40306041S Forwards Independent Assessment of Underpinning Meekly Rapt 
68 for 840101-07 

LUCK9. A 8 atone & Webster. Inc 84/02/12 COOK, R NRC - No 
Dotal ied Affiliation Given llpp 22507 032 24X 

Fiche 50-329.84/03/01.8403060385 


— 8403060420 Forwards Independent Assessment of Underpinning Meekly Rapt 
69 for 840108-14 

LUCKS. A 3 Stone «< Webster. Inc 84/01/17 COOK. R NRC ~ No 

Detailed Affiliation Given 15pp 22507 043 24X 

Fiche 50-329.84/03/01.8403060385 


— 8403060423 Forwardls Independent Assessment of Underpinning Meekly Repi 
70 for 840113-21 

LUCKS. A 8 Stone U Webster. Inc 84/01/25 COOK. R NRC - No 

Detailed AfFlllatlon Oiven 14pp 22507 058 24X 

Fiche 50-329184/03/01,8403060385 


— B403D60428 Foruards Independent Assessment of Underpinning Meekly Reft 
71 for 840122-20 

LUCKS. A S atone «< Webster. Inc 84/02/02 COOK, R NRC - No 

Detailed Affiliation Oiven 16pp 22507 072 24X 

Fiche 50-329,94/03/01,8403060385 


B403080192 Advises that sampling insps of const training records of 
personnel complete Results of insp satisfactory 1. NIR-018 
closed Personnel listed on encls cleared to perform statue 
assessment W/o enci 

KARA. JE Stone b Webster. Inc 84/02/28 QUAKKE. D L Consumers 

Power Co Ip 22959 201 24X Fiche 30-329. 84/02/29. 84030801 92 


9403000235 Lists audit finding repts. Inc luding MS A- 83-7-0 4 F, OIF t. 
MOl -603-03-02 

* Consumers Pouer Co 94/02/28 Stone l< Webster. Inc ip 
22360 124 24X Fiche 50-329. 84/02/28, 8403080235 


— 8403060442 Forwards Const Implementation Overview Weekly Rept 31 for 
840109-13 

KARR.J E Stone «< Webster, Inc 04/01/19 KEPPLER, J 0 Region 
3. Office of Director 17pp 22507 100 24X 

Fiche 50-329.84/03/01.0403060385 


— 8403060444 Forwards Const Implementation Overview Weekly Rept 32 for 
840116-20 

KARR.J E Stone b Webster. Inc 84/01/27 KEPPLER, J 0 Region 
3. Office of Director 20pp 22507 117 24X 

Fiche 90-329,84/03/01.8403060385 


Q4031Q0173 Foruards closed const implementation overview. Item 035 re 
dielectric Isolation spacers for galvanic protection of 
copper pipe to galvanlred steel pip* supports missing in 
some areas 

KARR.J E Stone b Webster. Inc 84/02/08 QUAMME. D L Consumers 
Pouer Co 29pp 22599 194 24X Fiche 90-329.84/02/28,8403130173 


— 8403060449 Forwards Const Implementation Overview Weekly Rept 33 for 
840123-27 

KARR. J E Stone b Webster. Inc 84/02/01 KEPPLER. J 0. Region 
3. Office of Director 17pp 22507 137 24X 

Fiche 50-329,84/03/01,8403060385 


8402090020 Board Notification 84-044 foruards Part 21 rept re 
Transamerlca Delaval. Inc turbocharger thrust bearing 
lubrication defect resulting in engine nonavai lab 1 1 ity 
EISEMHUT, D 0 Division of Licensing 84/02/29 PALLADINO 


Cemailssionere 4pp 22541 263 
8402090020 


B403D80221 Forwards Nonconformance 
field deviation disposition list 
changes for Specs H-IA b C-304 
KARR.J E Stone b Webster. Inc 
Power Co 2pp 22560 022 24X 


24X Fiche 50-000,84/02/29. 


tdentirtcatlon Rept 019 On 840222, 
not revised to reflect 

84/02/29 QUAKKE, D L Cqneumere 
Fiche 90-329, 84/02/27,04 03080221 


6403130195 Foruards closed const implementation overview Item 057 re 
training classes 

KARR.J E Stone b Webster. Inc 84/03/01 QUAMME. D L. Consumers 
Power Co Spp 22617 307 24X Fiche- 50-329. 84/03/01. 8403130199 


8403000222 Interim deficiency rept re coordination of englneerlnig holds 
b restrictions resulting in Installation of unqualified 
Essex cables Cables ulll be replaced Interim or final rapt 
expseted by 840504 

caOK, J W Consumers Pouer Co 84/03/02 KEPPLER. J 0. Region 3. 
Office Of Director 6pp 22561 025 24X Fiche. 50-329, 84/03 /02i 

8403080222 


8403080247 Forwards complete response to Const Implementation Overviaw 
Item 096 re inconsistencies noted during evaluation of 
training tor PQCI C-1 90 

* Consumers Power Co 84/02/29 Stone k Webster, Ine 4pp 
22561 019 24X Fiche 90-329.84/02/29,8403080247 


8403130090 Forwards closed Audit Finding Repts M5A-B3-29-02F • 

MSA- 83-39- 1 OF b K3A-a3-29“03F b closed Unresolved Item Repts 
MSA-83-a9-09W tt MSA- 83-2 S-07U 

VOKAL. D J Consumers Pouer Co 84/03/02 Stone b Webster. Inc 
12pp 2260B. 094 24X Fiche 90-329.04/03/02.8403130090. 
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84031301B4 Forward* Nonconf ormanco Identification Rept 020 re unsigned 
Chang* request rornti 

KARItiJ. E Stone It Mebster. Inc 84/03/02 aUAtlME.D L Consumers 
Power Co 2pp 22617 234 24X Fiche 30-32'?. 84/03/02, 8403130104 


B403130292 Forward* Audit Rept I1SA-83-37 W/o end 

VOiKALi D J Consumers Power Co 84/03/02 Stone & Uebster, Inc 
Ip 22614 149 24X Fiche 30-329.84/03/02,8403130292 


8403130321 Forward* Const Jmpl ementat Ion Overview Hold Point 
Notification Item 061 re subcontract document control, for 
action. Rtcomminds form be revised to provide signature I. 
data space for recipient 

KARA.J E Stone (c Uebster. Inc 84/03/02 QUAMME. D L Consumers 
Power Co 2pp 22614 130 24X Fiche 30-329.84/03/02.8403130321 


B40314OD4B Forward* "Grand Gulf Component Tracking Sy*. " "Shoreham 
Componant Tracking Sys" (< "Transamerica Delaval, Inc 
Diesel Generator* Ownsr* Group Program Plan. " to resolve 
concerns w/smergency diesel generators 

HU8ELER.W J Long Island Lighting Co 84/03/02 DENTON. H R 
Office of Nucleer Reactor Regulation. Director 2pp 22626 062 
Z4X Fiche 30-000,04/03/02,8403140048 


— 0403140093 "Transemsr ice Delaval. Inc Diesel Generator* Owner* Group 
Program Plan " 

* TDI (Transamerica Delaval, Inc 1 Owner* Group 84/03/02 
261pp 22620 223 24X P 1 ch e. 30-000, 84/03/02, 84031 40048 


8403130161 Forwards, for Info. closed Quality Action Request OAR-RT-00020 
used to track const implementation overview Nonconformance 
Identification Rept NlR-007 

• Consumers Power Co 84/03/03 Btone 6 Nebstir. Inc tOpp 

23399' 29B 24X Flcho 50-329,84/03/05,0403130161 


8403130362 Forwards partial response to Tracked Action Item 043, 
consisting of pro- k post-stop work order activities, DDR 
Implementation, site-wide distribution plan implementation 
schedule ti corrective action plan M/o ends 

REICHEL, N I Consumers Power Co. 84/03/03. Stone k Uebster, Inc 
Ip. 22616 269 24X Fiche' 30-329, 84/03/03, 8403130362 


8403130479 Forwards Const Implementation Dvervitw, Item 048 re 
inconsistency between spec requirements on spacing between 
anchor bolts of different diameters Oechtet preparing spec 
cbanga notice, 

KARR, J. E Stone k Uebster, Inc 84/03/03 KEPPLER, J 0 NRC - No 
Detailed Affiliation Given. QUAMME, D L , RElCHELiN I Consumers 
Power Co 3pp 22613.228. 24X Fiche 30-329,84/03/03,8403130479. 


B40313D23B Forwards Const Implementation Dvervl ew, I tern 062 re training 
classes Btetus assessment performed on pipe supports by 
psrsonnel w/incomplste required training 

KARR, J.E Stone I, Webster, Inc, 04/03/06, KEPPLER, J, 0 Regions, 
Office of Director 3pp 22606 037 24X Fi c h e ' 30-329, 84 /03/06, 

B40313D238 


B4031303S4 Forwards completed response to Tracked Action Item 048 
consisting of Spsc Chang* Notice 14001 to Spec C-306 re 
grouted anchor bolts 

RElCHELiN I Consumers Power Co 84/03/06 Stone It Webster, Inc 
4pp 22616 330 24X Fiche 30-329,84/03/06,8403130334 


8403130491 Request* extension to 840309 for responding to Tracked 
Info Item* OSB t, 039 It Tracked Recommendation Item 060 
RElCHELiN, I. Consumer* Power Co 84/03/06 Stone I, Webster, Inc 
Ip 22613180. 24X Fiche' 30-329,84/03/06,8403130491 


8402090033 Board Notification S4-047 forwards Transamerica Delaval, Inc 
□wnsre Croup piston skirt rept l< task description* 

ElBENHUT. D. 0 Division of Liconilng 84/03/07 PALLADINQ, 
OILlNBKY, ROBERTS Commissi oner* 4pp 22674,221 24X 

Fiche: 90-000, 84/03/07, 8402090033 


8403130271 Informs thet response to Nonconformance Insp Rept 008 
satisfactory Const implementation overview Will continue to 
monitor training commitments u/smphasii on listed areas, 

KARR, J.E Stone t« Uebster. Inc. 84/03/07 QUAMME.DL. Consumers 
Power Co Ip 22614<173 24X FI che; 90-329, 84/03/07. 0403 130271 


8403140122 Part 21 rept re statu* update concerning abnormal wear on 
linear converters. Test program underway Results of 
Investigation indicate excessive wear caused by hunting of 
cantroi circuitry. 

DODSON, J P. Pacific Air Products Co 84/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 22624' 068 24X 

Fiche 90-000,84/03/09,8403140122 


8403220072 Forwards listed documentation re post-weld heat treat 
thermocouples Bechtel In contact u/suppllers to obtain 
replacements U/o end 

• Consumers Power Co 84/03/07 SMITH, A Stone 6 Uebster, Inc 
Ip 22712 310 24X Fiche 50-329,84/03/09.8403220072 


8402090038 Board Notification 84-051 forwards ''Transamerica Delaval, Inc 
(TDI) Diesel Generators Owners Group Program Plan " 

ElBENHUT, D 0 Division of Licensing 84/03/12 PALLADINO. 

OILINSKY, ROBERTS Commissioners Spp 22688 214 24X 

Fiche 50-000,84/03/12,8402090038 


8402090039 Board Notification 84-032 forwards meeting summaries 
containing transcripts of 840210 t< 16 meetings between NRC I, 
Transamerica Delaval, Inc (TDI) Owners Group Distribution 
list end 

EI9ENHUT,D 0 Division of Licensing 04/03/12 PALLADINO, 
OILINSKV, ROBERTS Commissioners Spp 22708 OOt 24X 
Fiche 30-000,84/03/12,8402090039 


— 8403060536 Forwards summary of 840210 meeting w/Tronsameri ca Delaval, 
Inc Owners Group in Dethesda.MD re problems w/emergency 
diesel generators 

CARUSO. R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 50-000,84/03/12,8402090039 


— 8403060334 Transcript of 840210 meeting w/Transamer lea Delaval, Inc 
Owners Group in Bethesda.MD re problems w/emergency diesel 
generators 

e NRC - No Detailed Affiliation Given 84/02/10 147pp 

22709 012 24X Fiche 30-000,84/03/12,0402090039 


— 8403070409 Summary of 840216 meeting u/Transamerlca Delaval, Inc Owners 
Group In Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript t, 
attendance list end 

MILLER, H A Licensing Branch 4 84/02/27 Licensing Branch 4 

Spp 22708- 161 24X Fiche 30-000,84/03/12, B402090039 


— 8403070423 Transcript of 840216 confersnee in Wading Rivar.NY rs 
Transamerica Delaval, Inc diesel generators Pp 1-82 
* CommissionBrs 84/02/16 e4pp 22708 169 24X 

Fiche 30-000,84/03/12,0402090039 


6403140030 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Bhoreham 1, 

Orand Gulf diesel generators 

KUBELER.W J Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Fiche 30-000,84/03/12,8403140030 


8403130133 Forwards "Transamerica Delaval, Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept," Capscrew design adequate 
for applicable engines ti sve conditions 

MUSELER.W J TDI (Transamerica Delaval, Inc ) Owners Group 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Fiche 30-000,84/03/13,8403130133 


8403270169 Forwards, for Info, Quality Action Requests (QARs) RA-00134 k 
RA-00135 to assign action t, track const implementation 
overview (CIO) NlRi 019 k 020 on KPQAD QUAIL sys CIO will 
evaluate satisfactorily dosed out QARs to close out NIRs 
e Consumers Power Co 04/03/14 Stone k (febster, Inc 6pp 

22771 138 24X Fiche 50-327,84/03/14,8403270169 


8403270023 Informs that all Q redllne drawings 1 ncorporated, par Hold 
Point 001, Rept 6 

e Consumers Power Co 84/03/13 Stone k Mebster, Inc 2pp 
22770 069 24X Fiche 30-329,04/03/15,8403270023 


8403270029 Forwards response to Tracked Info Item 035 re training 
matrix status assessment requirements 

« Consumers Power Co 04/03/13 Stone ti Webster, Inc Hpp 
22769 328 24X Fiche 30-329.84/03/13,8403270029 


8403270227 Forwards open Const Implementation Dverview Item 063 re 
status assessment In Module 120D on 840313 using unmarksd 
F8K prints 

KARR.U E Stone I, Webster, Inc 84/03/13 KEPPLER, J 0 NRC - No 
Detailed Affiliation Given REICKEL, N I , WELLS, R A Consumers 
Power Co 3pp 22772 081 24X Fiche 30-329,84/03/15,8403270227 


8403200222 Responds to 840214 Requests for Info 1 ti 2 re R-4 stries 
engines List Indicating engine number, model & sve number, 
customer name (< address, rating, date shipped t, date started 
end 

MATHEWS, C 8 Transamerica Delaval, Inc 84/03/16, EISENHUT.DO 
Division of Licensing 80pp 22691 179 24X Flch* 30-000,84/03/16, 

8403200222 
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— 040307040'? Summary of 640216 mooting lu/Tranaamer lea Delavalilnc Ouneti 
Croup in leading RlvcriNV re program plan to eitabUlh 
reliability of diesel generators Agendai meet Ing transcript b 
attendance list end 

MILLER.M A Licensing Branch 4 04702/27 Licensing Branch 4 

Bpp 22706 161 24X Fiche SO-OOOi 04/03/ 12. 8402090039 


— B403070423 Transcript of 040216 conference in Madlng River.NY ra 
Transameriea Delavalilnc diesel generators Pp 1-09 
e Commissioners 04/02/16 04pp 92700 169 24X 

Flche 50-000,04/03/12.8402090039 


0403220067 Interim deficlercg rept re low alloy nuenched 6 tempered 
bolting 1 5-lnchss t greater in support of safety-related 
sys Current status of Bechtel ma t 1 evaluation end Next rept 
idlll be sent by 040727 

COOK.J U Consumers Pouer Co 34/03/16 FEPPLER.J 0 Region 3. 
Office of Director lOpp 22716 150 24X Flche 50—329.04/03/16. 

0403220067 


0403220108 Interim deficiency rept re defective capstan springs In 
mechanical shock arrestors supplied by Pacific Gcientlfic 
Arrestors being evaluated 6 tested Neit rept by 640504 
COOKiO W Consumers Poiiier Co 04/03/16 HEPPLER. J G Region 3. 
Office of Director 17pp 22716 160 24X Flche 50-329.64/03/16, 

0403220106 


6403270062 Foruiards "Const Implementation OverView (CIO)." Weekly Rept 
39 for 040305-09 

KiAHR.J E Stone h Webster. Inc 04/03/16 HEPPLER. J 0 Region 3. 
Office of Director t7pp 22766 006 24X Fiche 50-329,64/03/16. 

0403270062 


8403270096 Forwards const Implementation overview for Items 064.065 & 
066 re CW-1 00, •’E-Series” PDCI'siZack Procedure MD-FP-7C tc 
Zaik Procedure HD-FP-10 Welding Insp requirements deleted & 
spec change notice recommended 

KARR, 3 E Stone 6 Webster, Inc 04/03/16 KEPPLER. d 0 NRC - No 
Detailed Affiliation Given REICHEL.N I Consumers Pouer Co 
OUAMME. 0 L Stone 6 Webster. Inc 4pp 22766 356 a4X 
Fiche 50-329,84/03/16,8403270076 


6403270093 Forwards Closed Const I mp 1 ementat i on Overview Item 056/Hold 
Point Notification re Checklist MP-HI5-008E-0DDI Review of 
Items re impact on training requested 

KARR.J E Stone b Webster. Inc 04/03/19 HEPPLER.O O NRC - Mo 
Detailed Affiliation Given RErCHEL.N 1 . QUAHME, D L Consumers 
Power Co 5pp 22769 350 24!C Flche 50-329.64/03/19,0403270093 


8403270236 Fo-ruards 5F Ronh 040315 memo to JT Christy S, attachments 
showing planned weekly manhour allocations for PQCl 6 areas 
for wks of 840323,30 b 0406 W/u end 

RONK. D F Consumers Power Co 64/03/19 BAUMGARTNER, T Stone fc 
Webster. Inc Ip 22771 347 24X Flche 50-329.84/03/19.0403270236 


8403300006 Forwards Closed Const Implementation Overview Item 052 re 
Criterion XVIIJ site auditing 

KARR.J E Stone 6 Webster, Inc 04/03/20 KEPPLER. J O MRC - Mo 
Detailed Affiliation Given dUAMME, D L . REICHEL.N I Consumers 
Power Co 3pp 22022 126 34X Flche 50-329, 04 /Q3/20'i B403300G06 


B403300035 Forwards proposed project records das s if lea 1 1 on cade list 
S' mgt policy for review 

KARR.J E Stone fi Webster Engineering Corp 04/O3/2O QUAMME, D L 
Consumers Power Co 8p p 2202L 312 24X Flche 50-329,64/03/20. 

6403300035 


0403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension t Stress Analysis." prepared by 6<iU for 
Transameriea Delaval. Inc (TDI) Diesel Oenerator Owners 
Group 

MUSELER.W J TDI f Tran s amer 1 c a Delaval, Inc ) Owners Group 
04/03/23 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 2pp 22774 001 24X Fiche 50-000.64/03/23,6403270132 


9403970134 Requests meeting on 840418 to discuss short-term i, long- 
term corrective actions 6 investigations re Transameriea 
Delaval diesel generators List of suggested meeting topics 
enc 1 

ncGAUGHY. J P TDI < Transame r 1 ca Delaval. Inc > Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Flche 50-000.64/03/23,8403270134 


T Hearing transcripts on non-antI trus t matters 


6402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 640210 b 16 meetings between NRC l< 
Transameriea Delaval, Ire <TD1 ) Owners Group Distribution 
list enc 1 

EI&ENHUT.DG Division of Licensing 04/03/12 PALLADINO 
Commissioners 5pp 22708 001 24X Fiche 50-000,64/03/12, 

6402090039 


— 6403060536 Forwards summary of 040210 meeting u/Transamer i ca Delaval, 
Inc Owners Group in Dethesda.htD re problems ut/ emergency 
diesel generators 

CAROBO, R Licensing Branch 2 04/02/27 0 'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22706 006 24X 

Flche 50-000,84/03/12,9402090039 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A Appllcatlon/constructlon stage documents 6 correspondence 


6403010192 FQIA request for records relevant to or generated in 
connection w/031021 "Rept on Review of Diesel Generator Bldg 
at Midland *' 

GARDE, B P Government Accountability Project 63/11/26 Offtcc 

of Administration 2pp 22445 092 24X Flche 50-329,03/11/26. 

B4D3D10192 


04O3O1O19B Responds to F01A request for records relevant to or f 

generated in connection w/631 021 "ReptonRevlewofDiescl | 

Oenerator Bldg at Midland " Forwards App B documents App A ^ 

documents available In PDR 

FELTON, J M Division of Rules and Records 03/12/14 GARDE, D P 
Oovernfiient Accountability Project App 22445 092 24X 

Fiche 50-329,03/19/14,6403010190 


— 6310310471 Forwards task group rept, "Rept on Review of Diesel 
Generator Bldg at Midland, " act 1983 Large addl settlementa 
not anticipated More accurate program to monitor cracks 
needed 

KUO. P Structural b Goetechrll ca 1 Engineering Branch 03/10/21 
KNIGHT. J P Assistant Director for Comp t, Structures Engineering 
(Post 0302011 2pp 29445 152 24X Flche 50-329,03/12/14. 

3403010198 


— 0310310475 "Rept on Review of Diesel Generator Bldg at Midland " 

TAN. C P Structural b Geotechnical Engineering Branch 03/10/31 
96pp 22445 154 24X Flche 50-329,63/12/14.0403010190 


— 6312010004 Forwards corrected Pages 9,17,20 t< 4 to App 11 to rept on 
review of diesel generator bldg 

KUO. P Structural U Geotechnical Engineering Branch 03/11/14 
KNIGHT, J P Assistant Director for Comp b Structures Enginearing 
(Post 030201) Bpp 22445 256 24X Flche 50-329,83/12/14, 

3403010190 


— 3312050626 Requests rept re adequacy of diesel generator bldg on 
expedited basis as Input to Congress re Landsman concerns 
EISENHUT. 0 G Division of Licensing 63/11/10 VOLLMER, R 
Division of Engineering Ip 92445 263 24X 

Flche 50-329.63/12/14,8403010190 


— 6312070022 Forwards Structural b Geotechnical Engineering Branch 
assessment of "Rept of Review of Diesel Generator Bldg at 
Midland." did 631021 per E Adensam b W Baton requests 
Maeting b possible reopening of hearing recommended 
LEAR.O Structural b Geotechnical Engineering Branch 03/11/22 
VQLLMER.R H DivUion of Engineering 2pp 22445 260 S4X 
Fiche 50-329.33/12/14,6403010196 


— 6312070290 Discusses recommendation for suppl to Board Notifications 
63-165 b 33-153 re diesel generator bldg Comments b 
recommendations of J Kane b F Rinaldi on task group rapt b 
reopening of hearing provided 

HQDD. D S Licensing Branch 4 63/11/22 EI0ENHUT, D 0 Division 

of Licensing 4pp 22445 264 24X Flche 50-329.63/12/14. 

6403010198 


— 6312080134 Recommends PT Kuo 331114 memo containing four corrected 
pages to rept re structural adequacy of diesel generator 
bldg be forwarded to Board as supplemental notification to 
BN 03-163 

HOOD, D Licensing Branch 4 03/11/17 EI8ENKUT,D Assistant 

Director for Licensing Ip 22445 261 24X Flche 50-329. 

63/12/14. 6403010198 


— 8403010204 Advises that info re plan to address Landsman concerns 
should be issued as Board Notification 83-109 
EIBENHUT.D G Division of Licensing 03/07/97 NOVAK, T 
Assistant Director for Licensing Ip 2244S 098 24X 

Fiche 50-329,03/12/14,8403010198 


— B403060554 Transcript nf 840210 meeting w/Transamer lea Delaval. Inc 
Owners Group in Bethesda.MD re problems u/emergency diesel 
generators 

» NRC - Nd Detailed Affiliation Given 64/02/10 t47pp 
67201 009 84X Flche 50-000,84/03/12,6402090039 
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--8403010211 Advises th<)t attached correspondence re neu schedule for 
revtaui of Landsman concerns should be issued as Board 
Notification 83-142 W/o end 

EISENHUTjDO Division of Licensing 03/O9/2O NOVAK. T 
Assistant Director for Licensing Ip 22443 079 24X 

Flcha 50-327.83/12/14,8403010170 


— 8403010217 Draft rept, "Review of Diesel Generator Bldg at Midland 
Plant " 

MILLER. C A , C03TANTINO. C J Orookhaven National Laboratory 
83/07/23 2Dpp 22445 100 24X Fiche 30-329. 83/ 1 2/ 14. 840301 0 1 90 


— 8403010223 Advlsas that encl JP Knight B30723 memo to RH Vollmer should 
be Issued as Board Notification 03-153 N/o end 
EISEMHUT. D 0 Division of Licensing 83/10/05 NOVAK. T 
Assistant Director for Licensing ip 22445 125 24X 

Fiche 30-329,93/12/14.8403010190 


8403010497 Responds to appeal re denial of FDIA request for records >n 
possession of T Novak on visit to Glen Ellyn. IL to discuss 
findings of Ofc of Special Cases re facilities NRC has no 
records subj to request 

DIRCK5.U J Office of the Eiecutlve Director for Dperations 
84/02/20 GARDE, 0 P Government Accountability Project Ip 
22443 273 24X Fiche 50-329,84/02/28,8403010497 


8403000230 Lists unresolved items t< audit finding r ep ts, Inc 1 ud ing 
MSA-03-IO-O3U t, M0A-03-25-O7F, respectively 

« Consumers Power Co 04/02/28 Stone J. Uebster, Inc Ip 

22560 126 24X Fiche 50-329.84/02/20.8403080230 


8403000241 Forwards 840227 list of Bechtel personnel trained to 
accomplish status assessment 

« Consumers Power Co 84/02/28 Stone & Uebster. Inc 3pp 
22561 013 24X Fiche 50-329.84/02/28.0403080241 


--B40301D227 Forwards "Review of Diesel Generator Bldg at Midland Plant " 
REICH. M Brookhaven National Laboratory 03/10/17 KUO, P T 
Structural 6 Geotechnical Engineering Branch Ip 22445 126 84X 

Fiche 50-329,83/12/14,0403010190 


— 8403010231 "Review of Diesel Generator Bldg at Midland Plant " 
MILLER. C A . COSTANTINO.C J Brookhaven National Laboratory 
83/10/17 2Spp 22445 127 24X Fiche 50-329,83/12/14,8403010198 


— 8403010245 Requests that encl rept on review of diesel generator bldg 
& util analysis requested during review be issued as Board 
Notiflcatlpn 83-165 

EISENHUT.D 0 Division of Licensing 83/10/26 NOVAK, T 
Assistant Director for Licensing 6pp 22445 250 24X 

Fiche* 50-329, 83/12/14, B4030t019B 


— 8403010273 Advises that supplemental Info provided in PT Kuo B31I14 
memo to VP Knight will be transmitted to Midland Board as 
suppl to Board Notification 03-165 Issue will be 
incorporated as Board Notification 03-165A W/o encl 
EISENHUT.D 0 Division of Licensing 83/11/16 NOVAK. T 
Assistant Director for Licensing tp 22445 262 24X 

Fiche 50-329,03/12/14.8403010198 


0403000248 Forwards proposed list of remedial soils work for Mar 1984 * 
supplemental work activity list for Apr 1984 Review. comments 
tt outhorl lat 1 on requested 

QL/AMMEj D L Consumers Power Co 84/02/28 HARRISON. J J Region 3, 
Office of Director 13pp 22556 276 24X Fiche 50-329,84/02/28. 

8403000248 


0403000260 Forwards summary of siith meeting on confirmed Items It 
findings on 840201 at Bechtel Ann Arbor, Ml ofc re items 
identified In Independent design 4> const verification 
program monthly status rept d td 040113 

LEVIN. H A TERA Corp 84/02/20 KEPPLER. J 0 Region 3, Office of 
Director COOK. V W Consumers Power Co EISENHUT.D G Division of 
Licensing 14pp 29557 078 24X Fiche 50-327,04/02/28.8403080260 


8403130261 Notifies that GB Fotlados placed on controlled distribution 
of training plan manual. per 840224 request 

QUAMMEi D L Consumers Power Co 84/02/20 BARANOW. S Stone 8. 
Webster. Inc Ip 22617 134 24X Fiche 50-329,04/02/28,8403130261 


8403220179 Forwards 840307 memo providing documentation to 3bW for 
const implementation overview 

* Consumers Power Co 84/02/20 Stone 6 Webster, Inc 4pp 

22717 024 24X Fiche 50-329,84/02/28,0403220179 


— B4030102B2 Forwardi guidance for use In deciding whether to recommend 
that hearing be reopened Hearing should be reopened based on 
listed reasons 

VOLLMER.R H Division of Engineering 83/11/25 EISENHUT.D G 
Dlvleion of Licensing 3pp 92445 B70 24X Fiche 50—329, 

83/12/14.8403010190 


— B403D10B85 Advises that Vollmer recommended reopening Midland hearing 
on diesel generator bldg structural adequacy Issue, based on 
task group rept Vollmer memo encl W/o encl 
ADENBAM.E NRC - No Detailed Affiliation Given 83/11/25 
EISENHUT.D NRC - No Detailed Affiliation Given Ip 22445 273 
24X Fiche 50-329,03/12/14,8403010190 


8403010488 Appeals denial of FDIA request for T Novak notes generated 
by er during visit to Glen Ellyn. IL to discuss Dfc of 
Bpeclal Cases findings re facilities from Sept 1982 to Dec 
1783 

GARDE, B.P Government Accountability Project 84/01/17 
FELTON, J, M Division of Rules and Records Ip 22443 274 24X 

Fiche 50-329.04/01/1.7.8403010408 


0403000262 Forwards weekly NSSS subcontract status rept for wk ending 
840217 W/o end 

« Consumers Power Co 84/02/27 Stone h Webster, Inc Ip 

22557 112 24X Fiche 50-329,84/02/29,8403000262 


0403130109 Provides list of documents sent to SbW on 840229 

e Consumers Power Co 04/03/01 Stone 6 Webster, Inc Ip 

22617 323 24X Fiche 50-329,84/03/01,0403130199 


0403140021 Forwards Vo I X to "Seismic Margin Review.Miscellaneous 
Subsystems h Components " 

COOK, J W Consumers Powei Co 04/03/01 DENTON, H fi Division of 
Licensing 3pp 22632 167 24X Plche 50-329,04/03/01,0403140021 


— 8403140026 "Seismic Margin Review.Miscellaneous Subsystems b 
Components “ 

WESLEY, D A , NARVER, R B Structural Mechanics Associates 
13701 05R003 VI 0 04/02/29 200pp 29632 17! 24X 

Fiche 50-329,84/03/01,8403140021 


8403060486 Further response to FDIA request for documents re evaluation 
or review of design. const. schedul Ing. cost U licensing of 
facilities from 1977 to presint Rept unavailable for 
Categories I b 2 Panel records on evaluations placed in PDR 
FELTON. J M Division of Rules and Records 04/01/24 ZACK. A M 

BarrlSi Sett. Denn b Drikor Bpp 22552 252 24X 

Fiche 50-329.84/01/24,8403060406 


B403060370 Notifies of independent design b const verification program 
840313 meeting w/NRC fc util in Dethesda.MD to discuss 
details of completion of IDVP 

LEVIN. HA TERA Corp 04/08/24 EISENHUT, D 0 Division of 
Licensing KEPPLER, J 0 Region 3. Office of Director COOK, J W 

ConiMiners Power Co 3pp 22511 312 24X Fiche 50-329.04/02/24. 

B403060370 


B403010296 Authopliei util to proceed ui/remed 
scheduled for Mar 1904, per 040214 request f 
Authorl la tlon Procedure 102950125 
HARftlsaNrV J Region 3, Office of Director 
Consumers Power Co 2pp 22432 104 24X 


ial soils work activities 
or Work 

84/02/20 GUAMME. D L 
Fiche 50-329,84/02/28, 


8403010296 . 


0403130470 Discusses sampling insps of const training records for 
personnel noted in Correspondence CSC— 7382 Perionnel listed 
cleared to perform status assessment encl H/o encl 

KARR, J E Stone b Webster, Inc 84/03/02 QUAMME.D L Consumers 
Power Co Ip 22613 209 24X Fiche 50-329,84/03/02,0403130470 


8403130003 Forwards sve water pump structure crack survey rept 
NRC concurrence of mods to crack mapping program requested 
Seven oversiie drawings end Aperture cards are available in 

MOONEY. J A Consumers Power Co 04/03/05 HARRISON. J V Region 3. 
Office of Director 30pp 22024 116 24X Fiche 50-329.04/03/05. 

8403150003 


B4031303BB Forwards signed affidavit b resume for RE Horine assigned t 
const implementation staff at plant ' 

KARR.J E Stone b Webster, Inc 84/03/06 HARRISON. J J Region 3, 
Office of Director 9pp 22605 001 24X Fiche 50-329,84/03/06. j 

8403130388 ! 


103130482 Advises that listed remedial soils work activities presentli, 
scheduled for Apr 1984 identified as critical work 
activities Appropriate details of listed activities 
V 6 Q.U 0 &tft(f to assist Nf)C in r^vioui 

HARRlSONiJ J Region 3i Office nf Director 04/03/06 QUAMMEdD Lr 
consumers Power Co 4pp 22613 193 24X Fiche 50-329. 84 '03/06. 


8403130402 
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B403l9007a AJvlses that PBACK ellmirateil from usekly <f 1 » tr lb utiort of 
sunnarij of inspector tralnins fc persarmel form printouts 
•aUA)1f)E> D L Consumers PfluBr Co BA/Oa/Ot OABANOM. B Stone Ic 
Webster^ Inc 2pp 22Afr9 303 SAX Piche 30-339. B4/O3/06, 
6403190093 


840333011<l Provides addll info on scope of urork r«q.ulred td support 
turbine roll test nlle5ti)n.e os part of const completion 
program Implementation 

OUAtirtE. D I- Consumers Power Co 84/03/Oi- HflRBfSONrJ J Region 3. 
Office of Director 9pp 2S730 3 37 34X Piche 50-339.64/03/0*. 

8403330114 


B4D3140033 Forwards “Plan to Conduct Independent Hgt Appraisal of 
Midland Muclear Project." bij Cresap . McCorml c k tt Paget 
Appraisal will examine utU approach for completing plant 
Certificate of 3vc enc 1 delated correspondence 

COOK. J W Consumers Power Co G4/03/07 KEPPLEfl.-J 0 Region 3. 
Office of Director 4pp 33633 129 24X Flche 50-329. P4 /03/07. 

0403140032 


— B40314DD3B "Plan to Conduct independent Mgt Appraisal of Midland 
Muclear Project '' 

*■ Cresap. McCormick & Paget 84/03/07 73pp 32633 133 34X 

Flche 50-329, 84/03/07.3403140032 


8403130133 Autbpriies util to proceed lo/Phase I const completion 
activities for listed plant modules, per B4021d O 0306 
requests Partial sgs approved for Phase I activities located 
in module areas also listed 

HARRISDM. J J Region 3, Office of Director B4/O3/0a flUAMME, » L 
Coneuners Power Co 3pp 32601 262 24X Flche 50-329. 64/03/08. 

8403130153 


— 6403130168 Bubmlts addl Info on scope of work required to support 
turbine roll test miles tone. per 840215 Itr Further 
definition of scope for seven Q-1 tsted s^s b description 
of const completion program process provided 

atlAHHE, D L Consumers Power Co 84/03/06 HARRleDN. J, >1 Region 
3, Office OF Director. 9pp 22601 267 24X Fi c6e ' 50-329. 

B4/03/0BI 8403130 1 53 


8403200027 Requests au thor i X 4 t k on to proceed per work author i latl on 
procedures to excavate Lag Zones Y3 t< Z3 j Install brace 
struts ElO.EIi.MlO 6 Mil. install tomporarg support 
.bracket at El (. Ml 6 remove unacceptable backfill & casing 
HOOREY, J A Consumer) Power Co 84/03/08 HARRISON, J Region 3. 
Office of Director Ip 22699 233 24X Flche 50-327.04/03/08, 

B4032O0027 


B403190180 Ack receipt of 840207 Itr Indicating desire to discuss 
likely operation date Cos t. g enerating capacity t< extent to 
which costs attributable to reasons beyond control of 
licensee discussed 

KEPPLER.v) 0 Region 3. Office of Director 64/03/09 BARAK, A J 
Michigan. State of 2pp 22671 144 24X Flche 50-329. B4/03/09. 

84031901B0 


— B403190IS6 Discusses 83I02B Itr T o t onvnen d 1 ng deferring further 
Caseload Forecast Panel meetings Earliest csibpleticn date 
for Unit 2 not expected until months after Second Quarter 
19D6 U Unit i expected 6-9 months thereafter 

NOVAK, 7 M Assistant Director for Licensing 03/12/20 COOK. J W 
Consumers Power Co 4pp 22671 146 24X Flche 30-329< B4/03/09. 

8403 1901 GO 


— 8403190192 Notifies that util seeking ratemaking treatment for plant 
Engineering consultants hired to prepare tistlmony re 
operation date, cost 6 generating capacity 

BARAK. A U Michigan. State of B4/02/07 KEPPCER, J 0 Region 3. 
arflce of Director 2p p 22671 ISO 24X Flche 50-329.04/03/09, 
8403190180 


B403200039 Requests author 1 let ion to proceed w/excavation 1. repair of 
froien piping d< excavation 6 installaticn load of 
redesigned E-17 

MODHEV, J A Consumers Power Co 84/03/07 HABfllBON. 0 J Region 3, 
Office of Director Ip 22698 315 24 X Flche 50-329.84/03/07, 

S40320ao39 


S403220025 Forward* B40303 memo re Unresolved Question) 47 6 48 from 
Memo DEB 330-63 for PQCI C-1 60, Rev 7 

BEAUDOIN, DE Consumers /’ower Co 04/03/12 FOTIADES, 0. R Btone *< 
Mebiter, Inc 2 pp 22717 100 24X FI che. 50-329, 84/03/12, 

B4D322002S 


G402D70D41 Board Notification 04-OSO provides Commlss Ion pol 1 eg 
statement t. proposed rulemaking on environ qua 1 1 f lea 1 1 ona 
EISENHUT, D 0 Division of Licensing 04/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Flche 50-000184/03/14.0402090041 


8403200084 Authorliee listed critical remedial soils work activltifi 
for Mar 1904 

HARRtBON. J J Region 3, Office of Director 84/03/14 OUAMMEiOL 
Consumers Power Co 2pp 22605 294 24X Flche 50-329.84/03/14, 

8403200084 


8403280202 Forwards complete responses to tracked info Items 090,019b 
tracked recoramenda 1 1 on Item 060 re site auditing 
* Consumers Power Co 84/03/14 Stone L Webster, Inc tlpp 
22718 090 24X Fiche 50-329.84/03/14,0403220202 


8403220082 Author lies listed remedial soils work activity for Her 1904 
HARRIEON. U J Region 3, Office of Director 84/03/15 aUAMHC.D L 
Consumers Power Co 2pp 22716 265 24X Flche 50-329.84/03/13, 

8403220082 


0403220113 Forwards eummary of Independent design & const verlflcattan 
progren 840313 meeting lu/util 4, Oovt Accountability project 
in Bethesda, HO 

LEVIN. H A TERA Corp 84/03/15 KEPPLER. J 0 Region 3, Office at 
Director COOK.J H Consumers Power Co EtSENHUT.D 0, Division »( 
Licensing 37pp 22716 226 24X Flche 50-329.84/03/15,8403220113 


8403270009 Forwards listing of QA mg t audits for tracked info Item 
052 

* Cdnsumers Power Co B4/03/1S Btone (i Nebster. Inc 2pp 
22769 353 24X Flche 30-329,84/03/15,0403270009 


B40327(10l4 Forwards s ummarg of quality verification program mgt revltu 
830601 meeting. 

PALMER, B Consumers Power Co 04/03/19 Stone b Webstar, Inc 
14pp 22770 027 24X Flche 50-329,84/03/19,0403270014, 


8403220100 Netlflss of eighth Independent design b const verification 
prograin 84Q328 meeting u/uti 1, Isham. Lincoln b OealsiOovt 
Accountability project b Midland Dally News to discuss 
status ef confirmed items b findings 

LEVIN.H A TERA Corp 04/03/20 KEPPLER. J U Region 3, Office Of 
Director EISENHUT, 0 O Division of Licensing COOK, J W. 
Conaumer* Power Co 5pp 22715 179 24X Flche 50-329,84/03/20, 

□403220100 


8403270159 Notifies of eighth OCR status review meeting on 840320 w/ 
utlliQbW b SbW Ir Ann Arbor. HI to discuss confirmed Items b 
findings of independent design const verification program 
Agenda enc 1 

LEVIN.H A TERA Corp 84/03/20 EISBNHUT.DO Division of 
Licensing HEPPLEft, J 8 Region 3. Office of Director, COOK.J W 
Consumers Power Co 5pp. 22769 157 24X Flche 50-329.04/03/20, 

0403270139 


B40330D070 Fo-rwards minutes of mgt review for const completion plan 
quality verification progrem 830429 meeting Agenda b 
supporting documentation enci 

PALMER. B Consumers Power Co 84/03/20 Stone b Webster, Inc, 
46pp 22822 026 24X Flche 50-329.04/03/20.0403300090 


0403220007 Requests au thor 1 za t ion to proceed u/work author! lA t Ion 
Procedure 202350205. “Excavate Around Manhole 10 " 

Ql/AMME. 0 L Consumers Power Co 04/03/22 HARRISON, VJ, Region 3. 
Offlco of Director Ip 22713 362 24X Fiche 50-329.84/03/22, 

0403220007 


F Security, medical, emergency b fire protection plans 


8402090006 Board Notification 04-034 forwards R Vollmir 840206 A«mo !« 
D Elsenhut re fire research results concerning fires In 
electrical cabinets in control room 

EISENHUT.D 8 Division of Licensing. 04/02/23 PALLADINO 
Commissioners Ip 22576 203 24X Flche 50-000,84/02/23, 

0402090006 


— 8403080316 Recommends that info re fire research reiults coneernlni 
fires In electrical cabinets in control room be submitted 
for board not 1 float Ion, p er NrR Ofe Ltr 19, dtd 821001 Further 
evaluation of test data required 

VOLLflER.n H Division of Engineering B4/02/06 EIBENHLIT, D 0 
Division of Licensing lOpp 22576 204 24X 

Flche 30-000.84/02/23,8402090006 


8403120103 Notifies of 840323 workshop on fire protection safe shutfie" 
raquirements of lOCFRSO.App R in Rosemont, IL to discuss IE 
Info Notice 84-07 & provide addl shutdown analyses b/or mad 
guidance. Agenda enci 

BPESBARD, R L Division of Emergency Preparedness b Operational 
Support 04/03/06 COOK, J H. Consumers Power Co. Spp 22500 S33 
24X Flche 30-329,84/03/06.8403120103 
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0 Ad jud 1 c^tory correspondence 


3403060093 Forwards list of audit repts dtd B40130-0202 Certificate of 
Svc end Related correspondence 

BRUNNER. J E Consumers Power Co B4/02/29 OECHDEFEB.C , 

HARBOUR. J > CONAN. F P Atomic Safety and Licensing Board Panel 
4pp 23316 334 34X Flche 50-329.04/02/39,8403060093 


S403140119 Contention on Transamerica Oelaval diesel generators re 
Model DSRV 12 Model cannot be relied upon to perform 
requisite safety function 

STAH1RI8. 0 Stamirls. B 84/03/04 Atomic Safety and Licensing 
Board Panel 3pp 22624 201 24X Flche 50-329,04/03/04,8403140119 


B403140075 Forwards DC Elsenhut 830810 Itr to BP Oarde, per B30921 
commitment H/o end 

MASBEUL. D F Hearing Branch 1 84/03/05 BECHHDEFER. C , 

CDMAN.F P I HARBOUR. J Atomic Safety and Licensing Board Panel 
2pp 22633 OSl 24X Ftche 50-329. B4/03/05. 8403140075 


B403140134 Forwards summaries of 820202-05 meeting U audit re auxiliary 
building underp inning. S20316-I? meeting h audit re soils 
remedial action & S3I0D4-07 audit 6 meeting re HVAC sys 
UILCOVE. li N Hearing Branch 2 84/03/05 BERNABEl.L Covernment 

Accountability Project 2pp 22621 361 24X piche 30-329.84/03/05. 

8403140134 


8403130003 Forwards svc water pump structure cracX survey rept 
Concurrence on mods to crack mapping prpgram requested 
Details will be discussed at 640404 meeting Certificate 
of Svc end Related correspondence 

HOONEV. U A, Consumers Power Co 84/03/03 HARRI80N. J U Region 3, 
Office of Director 30pp 22624 116 24X Fiche 50-329.64/03/05. 

8403150003 


6403120039 Advises that entire fireline excavation backfilled after 
physical connections made to restore fire svc to portions 
of site Svc lilt end Related correspondence 

BRUNNER- J E Carolina Power & Light Co 84/03/07 BECHHOEFER. C , 
COMAN. F P . HARBOUR. J Atomic Safety and Licensing Board Panel 
3pp S2SB9 271 24X Flche 50-329,04/03/07,6403120039 


8403130114 Order revising schedules for submittal of proposed findings 
& conclusions on QA/mgt attitude issues ASLB may issue 
separate partial Initial decision on certain issues not 
encompassed by proposed findings on Issues 

BECHHOEFER. C Atomic Safety and Licensing Board Panel 64/03/12 
2pp 22615 295 24X Flche 50 - 329 , 64 / 03712,6403130114 


6403190166 Forwards Bechtel quality action rept supporting D Lewis 
teitimony re buried control room pressuri lati on pipe 
Corrosion caused by stray welding currents not item of 
concern. Svc list enc 1 Related correspondence 
BRUNNER, J E Consumers Power Co 64/03/12 BECHHOEFER. C , 
HARBOUR. U , COHAN, F P Atomic Safety and Licensing Board Panel 
7pp 2S669 164 24X Fiche 50-329,84/03/12.8403190166 


B403230031 Requests approval for release of insp activity per NRC 
rework disposition regardless of position of module action 
item Relatsd correspondence 

SUAMHE, D L Consumers Power Co OSO 072 B4/03/13 HARRISON. J 0 

Region 3, Office of Director 3pp 22724 335 24X 

Flche 50-329.64/03/13,8403230031 


8403200011 Proposes to defer response to Stamirls ou contention re 
Transamcrlca Delavel diesel generators until after receiving 
Btamlrls Itr in support of timeliness of contention Proof 
of Svc end 

OILOMEN, D R Isham. Lincoln t. Beale CILOMEN. 6 R Consumers Power 
Co 64/03/15 BECHHOEFER. C Atomic Safety and Licensing Board 
Panel 3pp 22663 358 24X Fiche 50-329,64/03/15,8403200011 


8403200139 Addendum to Stamirls contention on Transamerica Delayal. Ipc 
diesel generetors addressing late filing factors of 
10CFR2 714, 

STAMIRIS.B Stamirii, B 64/03/15 Commissioners 2pp 
22699*156 24X Fiche 50-329,64/03/15,8403200139 


3403270020 Proposes to defer response to Stamirls 640304 contention re 
Transarntrica Detaval diesel generetors Proof of Svc enc 1 
OILOMEN. B R Isham. Lincoln Beale OILOMEN. B R Consumers Power 
Co D5B no B4/03/1S BECHHOEFER, C Atomic Safety and Licensing 
Board Panel, 3pp 22766 360 24X Fiche 50-329,84/03/15,6403270020 


S403220246 Order sitting time for responses to B Btamirls 640304 
motion as if 640315 addendum was original filing date served 
on 640322, 

BECHHDEFER, C Atomic Safety and Licensing Board Panel D 8 B 059 
64/03/21. Office of the Exeeutlvo Legal Director 2PP 
2271? 049. 24X Fichi 50-329,64/03/21.6403220246 


8403200348 Order extending time until 840425 for Commission to act to 
review Director's Decisions DD-B3-16 S, DD-04-2 Served on 
840328 

CHILH. 5 J Office of the Secretary of the Commission DSB 15B 
84/03/27 Commissioners ip S2767 143 24X 

Flche 50-329,84/03/27,6403200340 


I Financial information 


6403190071 Annual Financial Rept For 1983 M/84031S Itr 

SELBV.J D Consumers Power Co 83/12/31 34pp 22666 136 B4X 
Flche 30-000.63/12/31,6403190071 


Q Inspection reports, IE Bulletins t< correspondence 


8401230630 Partial response to F 8 IA request for IE 800103 rept re 
review of matl false statement at Fad 1 ities. assoc iated tt 
supporting records to rept 6 repts prepared in response. 

Forwards App A documents Review of addl records in progress 
FELTON, U M Division of Rules and Records 83/11/01 WINSLOH-R 
Wall Street Uournal 2pp 21905 337 24X Flche 50-329,83/11/01, 

8401230630 


0403070229 Partial response to FOIA request for repts re NRC 
investigation of failure of reactor vessel holddown studs on 
Unit 1 reactor vessel Forwards App A 1. B documents 
FELTON. J M Division Of Rules and Records 84/02/23 PLATO. E D 
Kohl. Secrest, Mardle, Lynch. Clark «< Hampton 6 pp 22564 14? 24X 

Flche 50-329,64/02/23.0403070229 


—8403070343 Forwards IE Insp Repts 50-329/60-12 t< 50-330/80-13 on 
800301—31 No none omp 1 i anc e noted Major areas inspected 
exam of procedures tt representative records, observatio-ns & 
interviews w/personnel M/o end 

FIORELLI.O Region 3, Chicago. Office of the Director 60/05/19 
HOMELL.S H Consumers Power Co 2pp 22S64 170 24X 

Fichu 30-329.04/02/23,8403070229 


— 8403070351 Responds to 630901 Itr t< forwards IE Investigation Repts 
50-329/80-13 ti 50-330/80-14 W/o end 

LEWIS , 8 H Region 3, Office of Director 83/09/20 HYERS.TF 
Oaran, Lucou. Miller, Seward. Cooper U Becker Ip 22564 263 
24X Flche 50 - 329 , 64 / 02 / 23.0403070229 


8401190072 IE Info Notice B4-13, “Potential Deficiency In Motor 
Operated Ualve Control Circuits (i Annunciation “ Svc list 
enc 1 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response <Post 830103) 84/02/20 Consolidated Edison Co of New 

York, Inc lispp 22909 239 S4X Fiche 50 - 000 , 04 / 02 / 26,0401190072 


6403130297 Advises that const implementation overview performed 
sampling insp of const training records for personnel 
Results satisfactory 

KARR, J E Stone fc Webster, Inc 04/02/29 OUAMME.D L Consumers 
Power Co Ip 22617 233 24X Flche 50-329,84/02/29,6403130297 


0403060385 Forwards IE Monthly Meeting Repts 50-329/84-05 & 
50-330/64-05 on 040209 

WARNICK, R, F Region 3, Office of Director 84/03/01 COOK.J W 
Consumers Power Co 2pp 22507 004 24X Flche 50-329,04/03/01, 
0403060385 


— 8403060398 IE Monthly Meeting Repts 50-329/84-05 ti 50-330/ 64-05 on 
840209 Major topics discussed crack mapp Ing. EPA jacking 
loads ti U 8 Testing audit corrective action statu* 

GARDNER. R N . HARRISON, J J Region 3. Office of Director 
84/02/29 5pp 22507 006 24X Flche 30-329.84/03/01,0403060385 


8402090007 IE Info Notice 04-14. "Highlights of Recent Transport 
Regulatory Revs by DOT (< NRC " Svc list end 

GRACE, J N Division of OA. Safeguards 6 Inspection Programs (Post 
630103) 84/03/02 Consolidated Edison Co of New York, Inc 

I30pp 22552 329 24X Flche 50-000,04/03/02,6402090007 


8402090008 IE Info Notice 04-16, "Failure of Automatic Sprinkler 8 y* 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness (i Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22353 098 24X Fiche 30-000,04/03/02,8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
6 vc list enc I 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 8301031 04/03/02 Consolidated Edison Co of New 

York, Ine I19pp 22553 217 24X Fiche 50 - 000 . 04 / 03 / 02, 0402090009 
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84030*0308 Authorlies util to jack Piors CTl *> CT12 as long as 
auilliary bldg dlP Foront la 1 movetnent controllad according to 
040106 agreement docuraontod In IE Insp R«pts SO-Oa'J/Ed-Ol U 
30-330/84-01 

HARRISON. J J Region 3, OFflce of Director 84/03/03 aUAHHEiD L 
Consumers Power Co Ip 23519 1*0 34X Ficbe 30--32 9. 84/03/02, 

04030 6a30S 


0403130254 Foruards RC Sember 840223 memo re MPOAD tnsp evaluation & 
OveTlniP Audit I1SA-84-6 

VOKAL, D J Conaumers Pouier Co 64/03/02 Stone 6 Mobster. Inc 

3pp 23606 034 24X Flchc 30-329.84/03/02.0403130234 


0403090011 IE Info Notice 84-17, "Problems H/Llquid Nitrogen Cooling 
Components Delou Nil Ouctillty Temp " Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness S. Engineer lug 
Response (Post 0301031 04/03/03 Consolidated! Edison Co of Neu 

York, tne H7pp 23353 336 24X Fiche 30-000,84/03/05.0402090011 


0402090024 IE Info Notice 84-09, Rev I. "Lessons Learned From Ipsps of 
Fire Protection Safe Shutdoien Sgs " Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Cn of Neiif 

York, Inc llBpP 32*35 049 24X Fiche 30-000,84/03/07.0402090034 


8402090026 IE Info Motlce 04-18, “Stress Corrosion Cracking In PWB 
Sys " Sue list enc 1 

JORDAN. E L Division of Emergency Preparedness !< Engineering 
Response (Post 0301031 84/03/07 Consolidated Edison Co oP Near 

Vork. Inc lIBpp 33584 106 24K Fiche 50-000.04/03/07,8402090030 


8402070031 IE Oulletln 04-03. "Failures of GE Type HFA Relays In Use in 
Class IE Safety Sys “ Sve list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neui York. Inc 

I34pp 22823 094 a4X Fiche 30-000. 64/03/ 1 2. 8402090031 


8403220016 Submits summary of Scchtel Investigation ti corrective 
actions to resolve Issue of nonconforming mat! supplied by 
Tube-Line Corp, in response to IE Oulletin 03-06 Final 
response eipected by 840613 

CDDKiJ H Consumers Pouer Co 04/03/ 12 HEPPLER, J 0 Region 3, 
Office of Director 2pp 22712 339 24X Flcho 30-329.04/03/12, 

0403320016 


0403270199 Submits resolutions to tencerns addresse 4 In 8401 10 Itr re 
hanger relnsp program Computer listing of hangers evaluated 
against commodity list to determine base number of hangers 
in program submitted 

OlFAMNE, D L Consumers Power Co 04/03/15 HARR, J E Stone & 
Webster, Inc 2pp 32770 291 24X Fiche 30-329.04/03/15. 

0403270199 


0402090043 IE Info Notice 04-19, "Tuo Events Involving Unauthoriied 
Entries Into pwfl Reactor Cavities " Sve list enc 1 
JORDAN. E L Division of Emergency Preparedness te Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22633 229 24X Fiche 30-000,94/03/ 21.0402090043 


8402070044 IE Info Notice 84-20, "Svc Life of Relays in Sa fe ty 'Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post 0301031 84/03/21 Consolidated Edison Co of Neu> 

York, Inc l3Spp 22933 001 24* Fi che 50-000. 84/03/2 1, 0402090044 


H Periodic operating reports 6 related correspondence 


9403020443 Foruards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1994 Changes in FEMA 
finding datas not caused by delay due to offsite emergency 
planning issues 

DIRCKS, M J Office of the Executive Director for Operations 
64/02/21 PALLADIWO Commissioners 9pp 22492 083 24X 

Fiche 90-000.84/02/21.8403020443 


0403070000 Forwards monthly rept for Jan 1984, per ALAD-106a including 
Bechtel nonconformance rept, Bechtel FSO nonconformance rept, 

Bechtel quality action reque sts. Dechtel mgt corrective 
action repts &- Bechtel OA findings 

COOK. J M Consumers Pouer Co 84/02/25 DEYOUNG, R C Director's 
Office, Office of Inspection and Enforcement 2930pp 22329 OlO 

24X Fiche 50-329,84/02/29.6403070008 


8403220013 Forwards monthly status rept for Feb 1994 Monthly 
DCR/findlng status review meeting scheduled for 840320 in 
Ann Arbor, MI 

LEVIN.H A TERA Corp 84/03/16 EISENHOT, D 0 Division of 

Licensing HEPPLER. J G Region 3. Office of Director COOK, J H 

Consumers Power Co 3pp 23713 285 24X Fiche 50-329. 84/03/16, 

0403220013 


— 0403220032 "Midland Independent Design 6 Const Verification Progria 
Monthly Status Rept Number 10 for Feb 1904 " 

DaUOHERTV. F A TCRA Corp 84/03/16 34pp 22713 208 24X 

Flcho 50-329.84/03/16.8403220013 


0403270062 Forwards "Const Implementation Overview (CIO)," Weekly Rept 
39 for 840305-09 

KARR.J E Stone it Webster. Inc 84/03/16 KEPPLER, J O Region 3, 
Office of Director 17pp 22766 000 24X Fiche 90-329.04/03/16. 

0403270062 


B4O3230043 Forwards monthly status rept for Midland project for Feb 
1904 

WARNICK.R F Region 3, Office of Director 04/03/19 KEPPLER. J 0 
Roglon 3, Office of Director Ip 22728 351 a4X 
Fiche 90-329.84/03/19.0403230043 


— 8403230046 Forwards monthly status rept for Midland project for Fit 
1994 

COOK, R J Roglon 3. Office of Director 04/03/19 UARNICK. ft F 
Roglon 3, Office of Director 2pp 22720 392 24X 

Flcho 90-329,04/03/19,8403230043 


9 Reportable occurrences, LERs J< related correspondence 


8401230630 Partial response to TpIA request for IE 000103 rept r« 
review of jnatl false statement at fact 1 Ities, associated !i 
supporting records to rept & repts prepared In response 
Forwards App A documents Review of oddl records In progress 
FELTON, J N Division of Rules and Records 83/11/01 UINSLOM.R. 
Mall Street Journal 2pp 21909 337 24X Fiche 90-329.03/11/01. 

B401230630 


— 8401230660 PND-79-039 pr» 790305, investigation concluded that QA pregrii 
for obtaining proper soil compaction of facility deficient 
excessive settlement observed w/diesel generator bldg ti 
incorrect info re soil foundation contained in FBAR 
SHEWHAKER.R E , HENDERSON, J D > THORNBURG, H D Office ef 
Inspection & Enforcement, office of the Director 79/03/06 2p( 

21909 352 24X Fich* 50-329,03/11/01,0401230630 


B403010451 Informs Commission of problems w/emergency diesel generaters 
mfg by Transamorica Delaval, Inc 

DIRCKS.U J Office of the Executive Director for Operations 
3ECy-B3~034 04/01/25 4pp 2243B 347 24X Fiche 30-000.84/01/35, 

8403010451 


8403210032 Part 31 rept re failure of auxiliary feedwater pump drive 
turb Incs, Oimpel NFS— 4 T4iT valve* to close Enel Itr dtd 840203 
sent In listed utils GE notified of affected units in DUR 
plants 

THEROUX. RR Tarry Corp 04/02/22 WOODRUFF, R W Director'* 
Office. Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 90-000,84/02/22.0403210032 


0403060269 Interim deficiency rept re nonconservative design of 
embedments In concrete using shear lugs located in tension 
tones Next rept expected by 040*01 

COOKiJ M Consumers Power Co 84/02/24 KEPPLER, J 0 Region 3, 
Office of Director 6pp 22515 201 24X Fiche 90-329,04/02/23, 

8403060269 


0403070229 Partial response to FOIA request for repts re NRC 
Investigation of failure of reactor vessel holddown studs on 
Unit 1 reactor vessel Forwards App ALB documents 
FELTON. J M Division of Rules and Records 84/02/23 PLATO, E D 
Kohl, Decreet, Wardle, Lynch, Clark L Hampton 6pp 225*4. 149 24X 

Fiche SO-329, 84/02/23, 0403070229 

— 04030.70345 Recommends order be Issued to util requiring action to 
correct unacceptable anchor bolts at facility Draft Itr L 
order end 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 60/06/2/ 
THOMPSON, D Executive Officer for Operations Support, 36pp 
22564 172 24X Fiche 50-329,84/02/23,0403070229 


04030*0104 Interim deficiency rept re D&W steam generator aukiliary 
feedwater header design change Unit 2 changes should be 
completed by 840227 Mark on Unit 1 suspended due to delays 
in startup dates 

COOK. J M Consumers Poiaer Co 84/02/24 KEPPLER, J 0 Region 3. 
Office of Director 3pp 22517 019 24X Fiche 50-329,84/02/24. 

64030*0104 


0403060272 Interim deficiency rept re nonconforming electrical ractvNV 
sys Adverse effect of deficiencies on safety of plant 
operation unlikely Dechtel revised final Rept MCAR 70 end 
Next rept will be submitted by 040*08 

COOK. J W Consumers Power Co 04/02/24 KEPPLER, J 0 Region 3. 
Office of Director 7pp 22517 06* 34* Fiche 50-329,04/02/84. 

04030*0272 
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191 


8403060411 ForuardB signed affidavit V resume of Z Ziiak assigned to 
const ifflplementatidn overvleu staff 

KirtRR.J e Stone fc Webster. Inc 84/02/24 H/^RRrSON, 0 J Region 3. 
Office of Director 3pp 22511 347 24X Flcbe 50-32<?, 84/02/24. 

0403060411 


B4030BD036 Forwards rept on 840210 exit meeting ui/Oechtel & NRC re 
indiscriminate cable substitutions 

* Consumers Power Co 84/02/24 Stone & Webster Engineering 

Corp 3pp 22S39 243 24X Flche 30-329,84/02/24,8403080026 


B403010207 Forwards "Investigation of Types AF ti AE Piston Skirts," per 
Transamerlca Oelaval. Inc Owners Oroup program commitments 
Rept evaluates cracks in AF piston skirts In Sboreham & 

Orand Oolf Nuclear Power Stations 

HUSELERiW TDI (Transamerlca Delaval. Inc ) Owners Oroup 
84/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 

Oirector 3pp 22434 090 24X Flche 30-000.84/02/27,8403010207 


8403060426 Forwards Figures 8-0 6 8-9 inadvertently omitted from 840208 
response to NRC 840104-06 audit guestions re auxiliary bldg 
underpinning 

MDaNEY. J A Consumers Power Co 04/02/27 HARRISON, J J Region 3. 
Office of Director 6pp 22518 194 24X Flche 30-320,84/02/27, 

8403060426 


8403080245 Confirms that listing of open nonconformance repts, sorted by 
tssua date, given to D Drown on 840221 

QUAHNEi D L. Consumers Power Co 84/02/27 BARANDW, 8 Stone & 
Webster. Inc 3pp 22561 006 24X Flche 50-329,84/02/27, 

8403080245 


8403130074 Forwards closed Nonconformance Identification Rept NIR-OIS 
re training record discrepancies not in compliance 
w/requirementi of FP8-2 000/Rev 7. "Training of Const 
Personnel '* 

KARR. JE Stone 6 Webster. Inc 84/02/27 QUAMME. D L Consumers 
Power Co 3pp 22613 219 24X Flche 30-329.84/02/27.8403130074 


B402090021 Board Notification 84-039 discusses NRC 840210 t< 16 meetings 
w/Transamerica Delaval. Inc Emergency Diesel Oanerators 
Owners Group Meeting scheduled on 840308 for flnallxation of 
generic program plan prior to NRC review 

ElBENHOT. D 0 Division of Licensing 84/02/28 PALLADINO. 

0ILIN8KY. ROBERTS Commissioners Spp 22546 003 24 X 

Flche- 30-000. 84/02/28. 8402090021 


8403010218 Forwards task descriptions for 16 known problems re 
Transamerlca Oelaval. Inc emergency diesel generators 
MUSELER.U J TDI (Transamerlca Delaval. Inc ) Owners Group 
84/02/26 DENTON. H R Office of Nuclear Reactor Regulation. 

Director 42pp 22433 177 24X Flche 30-000.84/02/28.8403010216 


B403(}80171 Forwards requested list of Items determined to be ready for 
review 6 closure by NRC Items marked by asterisk reviewed by 
Region III inspectors t. will be removed from list when 
closed In Insp rept 

COOK, ti M Consumers Power Co 84/02/28 KEPPLER. J Q Region 3, 
Office of Oirector i6pp 22359 298 24X Fiche 30-329. 04/02/28, 

8403000171 


8403080187 Forwards response to Tracked Info Item 034 requesting MTC OA 
manual . qual 1 ty plan program manual, procedures & target list 
utilised at site It walkdown summaries Issued to date 
e Consumers Power Co 84/02/28 Stone t. Webster, Inc 2pp 
82939-112 24X Flche 30-329,84/02/88,8403080187 


8403080192 Advises that sampling imps of const training records of 
personnel complete Results of insp satisfactory (i NIR-018 
closed. Personnel listed on ends cleared to perform status 
aesessment W/o and 

KARR, J. E Etone & Webster. Inc 84/02/28 QDAMME.O L Consumers 
Power Co Ip 22SS9 201 24X Fiche 30-329,84/02/28.8403060192 


8403080233 Lists audit finding rep ts, inc lud Ing M8A-B3-7-04F, OIF fa 
MOl-403-03-02 

* Consumers Power Co 84/02/26 Stone fa Webster. Inc Ip 
22360’ 124 24X Fiche. 50-329, 84/02/28, 8403080238 


8403130173 Forwards dosed const Implementation overview. Item 033 re 
dieloctrlc isolation spacers for galvanic protection of 
coppar pipa to galvaniied steel pipe supports missing in 

soma areas 

KARR. •! E Stone fa Webster, InC 84/02/26 QUAMME. D L Consumers 
Power Co 29pp. 22399 194 24X Flche 30-329,64/02/28.6403130173 


8402090020 Board Notification 84-044 forwards Part 21 rept re 
Transameriea Delava). Inc turbocharger thrust bearing 
lubrication defect resulting In engine nonavailability 
EISENHUT, D & Division of Licensing 84/02/29 PALLADINO 
Comniee loners 4pp 22341 263 24X Fiche 30-000.84/02/29, 

B402090020 


8403080221 Forwurds Nonconformance Identification Rept 019 On 840222. 
field deviation disposition list not revised to reflect 
changes for Specs M-IA fa C-304 

KARR, J E Stone fa Webster. Inc 04/02/29 QUAMME, 0 L Consumers 
Power Co 2pp 22560 022 24X Fiche 50-329 84/02/29.0403080221 


8403080247 Forwards complete response to Const Implementation Qvervleu. 
Item 056 re inconsistencies noted during evaluation of 
training for PQCI C-1 50 

* Consumers Power Co 64/02/29 Stone fa Webster. Inc 4pp 
22561 019 24X Flche 50-329.04/02/29,6403080247 


8403080250 Forwards closed Const Implementation Overview Item 054 re 
Mark Tochnologies Corp OA fa quality program plan manuals, 
procedures fa target list 

KARR.J E Stone fa Webster. Inc 64/02/29 QUAMME. D L Consumers 
Power Co 3pp 22561 016 24X Fiche 50-329.84/02/29,6403060250 


8403080259 Forwards complete response to Const Implementation Overview 
Item 057 re trainer evaluation 

* Consumers Power Co 84/02/29 Stone fa Webster. Inc 4pp 
22557 113 24X Fiche 30-329,64/02/29.8403080259 


8403130210 Forwards closed OAR RT-00021 which provides cgmplete 
response to Nonconformance Identification Rept NIR-006 re 
training matrix 

< Consumers Power Co 64/02/29 Stone fa Webster. Inc 6pp 
22605 057 34X Flcho 30-329,84/02/29,6403130210 


8403060305 Forwards IE Monthly Meeting Repts 30-329/84-05 fa 
50-330/84-05 on 840209 

WARNICK.R F Region 3. Office of Director 64/03/01 COOK.U W 
Consumers Power Co 2pp 22507 004 24X Flche 30-329,84/03/01, 
8403060385 


— 8403060407 Forwards minutes of Feb 1904 monthly third-party assessment 
meeting re underpinning fa remedial soils work 

LUCK8.A S Stone fa Webster. Inc 64/02/21 HARRISON, U U Region 
3, Office of Director 21pp 22507 011 24X 

Flche 50-329, □4/03/01, 8403060385 


— 8403060415 Forwards Independent Assessment of Underpinning Weekly Rept 
68 for 840101-07 

LUCKS. A S Stone fa Webster. Inc 84/02/12 CODK, R NRC - No 
Detailed Affiliation Given llpp 22507 032 24X 

Fiche 50-329.84/03/01,6403060385 


— 8403060420 Forwards Independent Assessment of Underpinning Weekly Rept 
69 for 840108-14 

LUCKS. A 9 Stone fa Webster. Inc 84/01/17 COOK, R NRC - No 
Detailed Affiliation Given ISpP 22507 043 24X 

Fiche 30-329,04/03/01,0403060385 


— 0403060423 Forwards Independent Assessment of Underpinning Weekly Rept 
70 for 840115-21 

LUCKS, A 8 Stone fa Webster, Inc 84/01/35 COOK. H NRC - No 
Detailed Affiliation Given 14pp 22507 058 24X 

Fiche 50-327,84/03/01,8403060385 


--8403060426 Forwards Independent Assessment of Underpinning Weekly Rept 
71 for 840122-28 

LUCKS, A 8 Stone fa Webster, Inc 84/02/02 COOK, R NRC - No 
Detailed Affiliation Given 16pp 22507 072 24X 

Flche 50-329, 04/03/01,8403060365 


— 8403060442 Forwards Const Implementation Overview Weekly Rept 31 for 
840109-13 

KARR, J E Stone fa Webster. Inc 84/01/10 KEPPLCR. J G Region 
3, Office Of Director 17pp 22SD7 100 24X 

Fiche 50-329,04/03/01.8403060365 


— 8403060444 Forwards Const Implementation Ovorvlaeu Weekly Rept 32 for 
640116-20 

KARR, J E Stone fa Webster, Inc 84/01/27 KEPPLEfi.JO Region 
3, Office of Director 20pp 2SS07 117 a4X 
Fiche 50-329.04/03/01,0403060383 


— 8403060443 Forwards Const Implementation Overview Weekly Rept 33 for 
840123-27 

KARR.O E etone fa Webster, Inc 64/02/01. KEPPLER>J 0 Region 
3, Office of Director 17pp 2S507 137 a4X 
Fiche - 50-329,84/03/01, 8403060365 


8403130195 Forwards closed const implementation overi 
training classes 

KARR.J E Gtone fa Webster. Inc 84/03/01 QUAMHL, 
Power Co Spp 22617 307 24X Flche 50-329,84/03 
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1080232 Interim deficlehcy rept re coordination! of Enginserins holds 
reetrlc t > ona resulting in installation of unqualified 
SCI cables Cable* uill be replaced Ititerlm or final r«pt 
ipected bg 840^04 

1DK> J U Consuiners Poiuer Co 04/03/02 KEPPLEfi. J 0 Region 3j 
flea of Director tpp 225*1 025 24X Flthe 30-329,04/03/02. 

4030B0222 


1130030 Forotards closed Audit Finding Repts 11SA-B3-23-02Fi 
3A-B3-25-IOF It HSA-B3'2S-03r h closed Unresolved Item Repts 
6A-a3-23-09U & MSrt-a3-25-07<; 

nitAL. D J Consumers Power Co 84/03/02 Stone ti Uebster. Inc 
2 pp Z2f>QB 094 24* Flthe 50-329,84/03/02.0403130030 


B403130271 Informs that response tg Nanconformance Insp Rept 003 
SBtlsfsctorg Const Imp 1 emen tat loh ovorvl eu wil 1 continue to 
'’i*' commitments u/emphasis on listed areas 

Po^sr e^/03/07 OUAMme.D L Consumers 

Pousr Co ip 22614 17S gqjc FichO 30-329. B4-/03/07, B403 1 30271 


'■* tjpdate concerning abnormal wear on 

ii-near tonvarters Test program underiuag Result* of 
investigation Indicate eicesslve wear caused bg hunting of 
control clrtultr^ * 

DODSON, J P Air Product, Co 34/05/09 Director's 

Inspection and Enforcement 7pp 22624 063 24X 

Fiche aO-OoOi 04/03/09, 9403140122 


3130104 Forwards Monconformance Identification Rept 020 re unsigned 
hange request forms 

ARR.J 3 Stone i Webster, Jnr- B4/03/02 QUAMtIE. D L Consumers 
ouier Co 2pp. 22617 234 24X Fiche 50-329,84/03/02,0403130134 


13130292 Forwards Audit Rept MSA'a3-39 W/o end 

/OKAL. D 3 ConsumeTS Power Co 34/03/02 Btone t: Webster, Inc 

p 226(4 (49 24/ Fiche 30-329,34/03/02,8403130292 


33130321 Forwards Const Imp 1 ementat 1 Oin Overvleiu Hold Point 
Jatlflcatloo Item 061 re subcontract document control, for 
action flecommends form be revised to provide signature & 
date space for recipient 

lARR.J E Btune 6 Webster, Inc 34/03/02 OUAMPiE, D L Consumers 

’Older Co 2 pp 22414 IJO 24X F 1 che, 50-329. 34/03/02, 3403 1 30321 


03140040 Forwards "Brand 8 u 1 f Component Tracking ^gs. "Shoreham 
Campanant Tracking Sg*“ t, “Tranaamerica Delaval. Inc 
olasal Oenerators Owners Group Program Plan," to lesoWe 
concerns u/emergeneg diesel generators 

WUSeCERiW J Long Island Liphting Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 22626 062 
24K Fiche 30-000,34/03/02,8403140048 


0403140095 "Transamerlc a Delaval.tnc Diesel Generators Dunert Oroup 
Program Plan “ 

^ TDI (Transameri ca Delayal. Inc } Owners Group 34/03/02 
261pp 22620 223 24X Fiche 50-000,04/03/02,3403140043 


103130161 Foruiards, for Info, closed QuaUty Action Request QAR-RT-OOOEO 
used to track const implementation ovarvlew Nonconformance 
1 d enti f 1 Cat ioh flept WrR-007 

• Consvaiers Power Co 04/03/05 Stone 6 Webster, Inc ICpn 
22399 299 24X Fiche 80-329.04/03/05,3403130161 


403130362 Forwards partial response to Tracked Action Item 043. 
consisting of prf- 6 pest-stop Work order ac tivi t i es, DQR 
Implementat ion, si t e-wide distribution plan intpleinenta t i bn 
schedule & corrective action plan W/o encls 

REICHEU, N I Consumers Power Co B4/03/05 Stone 6 Webster, Inc 
Ip 22616 269 24X Fiche 80-329.34/03/05,0403130362 


I4D313D479 Forwards Const Implementation avervlew, 1 tern 040 re 
Inconsistency between spec requirements on spacing between 
anchor bolts of different diameters Dechtel preparing spec 
change notice 

HASH, JC Stone 6 Webster. Inc 04/03/03 WEPPLER, J 0 NRC - No 
Detailed Affiliation Given QUAMME.D L . REICKEL.N 1 Coniumers 
Poser Co 3pf 22613 22B 24X Fiche 50-389,84/03/03,8403130479 


340313023S Forwards Const Implementation Overview, 1 tem 062 re training 
classes Status assessment performed on pipe supports by 
personnel w/incomp 1 etc required trainting 

KARR.J e stone fc Webster, Inc 64/03/06 KEPPLER. J 0 Region 3. 
Office of Director 3pp 82606 037 B4X Fl che- 50-329, 64 /03/06, 
840313D23S 


0403130354 Forwards completed response to Tracked Action Item O 40 
consisting of Spec Change Notice 14001 to Spec C-306 re 
grouted anchor bolts 

REICKEL, N I Consumers Power Co 04/03/06 Stone It Webster, Inc 
4pp 22616 330 S4X Fkche 50-329. 04/03/06, 0403130354 


3403130491 Requests ei tension to 840309 for responding to Tracked 
Info Item.* 058 6 059 6 Tracked Recommendation Itam CoO 
REICHEL, N I Consumers Power Co 84/03/06 Stone 5 Webster, Inc 
Ip 22613 100 24X Fiche 50-329.04/03/06,0403130491 


B40S090033 Board Notlftcatian 34-047 forieards Transamerlc* Delavaltlnc 
Ouners Group piston skirt rept task Oescriptiont 
eiBENHUT, D 0 Division ef Licensing B4/03/07, PALLAOINQ, 

GILINSKV, ROBERTS Commissioners 4pp 22674 221 24 X 

Fiche 90-000,04/03/07,0402090033 


0403220072 Forwards listed documentation re post-uaid heat treat 
thermocouples Dechtel in contact w/suppllor* to obtain 
replacements W/o end 

• Consumers Power Co 34/03/09 SMITH, A Bteno & Wabster, Inc 
Ip aa7lR 310 2^X Fiche 50-3a9i B+/03/09i 9403220072 


Hotlficotion 04-091 forwards "Transomer tc a Diiaval, Inc 
iTDi) Diesel OenaratoTS □wtiers Group Program Plan •' 

ElBENHUTiOO Division of Licensing 34/03/12 PM-LADINO, 

OILlNSKVi ROBERTS Com.irii ss ion ors Spa 82683 2l4 S 4 X 
Fiche. SO-OOO, 34/03/12, 8408090039 


osuduvuyuv dearo Notification 04-092 forwards meeting summaries 
containing transcripts of 840210 6 16 meetings between NRC «< 
TTonsamertca Delavel.Inc (Tpi) Owners Group Distribution 
1 1 st end 

Division of Licensing 34/03/12 PALLADIND, 
61LIN3KY, ROBERTS Commissioners Spp 2270B OOl 24X 
Fiche 50-000,34/03/12,8402090037. 


8403060536 Forwards summary of 040210 msoting 
Inc Owners Croup in DetheedB,riD re problsmi 
diesel generators 

CARUSO, R Licensing Branch 2 04/02/27 0 

Detailed Affiliation Given 6 pp 22703 006 
Fiche 50-000, 84/03/ia, 0402090039 


w/Transameri ca Delaval, 
w/emergency 

'REILLY, d P. NRC - No 
S4X 


8403060534 Transcript of 840210 meeting u/Transameric 
Owners Group in Bethesda, HO re problaoi* w/emergency 
generators 

* NRC - No Detailed Affiliation Given 04/02/10 
22706 012 24X Fiche 30-000,34/03/12.0402090039 


a Delaval, In 
diesel 

147pp 


nummary or buujcio meeting w/Trantamer lea Delaval.lnc Owni 
Group in Nadlng River, NV re program plan to establish 
reliability of diesel generators Agenda, meet 1 ng transcript & 
attendance list encl 

MILLER, M A Licensing Hranch 4 94/02/27 Llcenslho Dl-anch 4 

Bpp 22709 161 24X Fiche 50-000.34/03/12,3402090039. 


6403070423 Transcript of 840216 conference In Hading River, NV re 
TraT»» 0 rn«rlca Dolaval, irhc dietel Qeiiarator*, Pp 1-G2 
^ 54/02/16 04pp 22700 1&9 24X 

Fiche SO-OOO t Q4/03/ 1 g , 340209003-9 


XJWW-S, luihhiarn- s«e.«iyii uT uurinflcting ^00 Bo^arlnO Ghtflli 

Tra n sarTter lea PelavaL Enterprise EnQlnei*^ for Bhoreham 
Orand Oujf fleoeratorff 

^ Island Lighting Co 04/03/12 DENTON, H R 

R oat tor Regulation, Director 2 pp 22633; 074 
34X Fiche 50-000,04/0:3/13,8403140050 ' 


-M'tu.j 1 S4UI.IJSS roTijaras 




(•MW MADavi vinera^Pi 




Arm Capscrew Stress Analysis Rept '' Cap screw' deslgn’idei^a to 
for applicable engines t, sve conditions 

tTransamer ica Delaval, Inc ) Owner* Orouo 
” Office of Nuclear Reactor RogulatiSn. 
rector 2pp 22639 270 24X Fiche 50-000.64/03/13,0403180133 


^''ra-oSIss IQABtl RA-00134 1= 

HA 00135 to aB*l{)n actiDfi it track epmt imp Itn^ntatlon 
overviflUi (CIO) WlBs 019 & 020 on MPQAD QUAIL CIO win 
evaluate satisfactorily closed out QAR* to close out niRs 
H i Consumers power Co 84/03/14. Stone & Uebster Irr 
82771 130 24X Fiche 50-329,84/03/14,0403370169 


0403870023 Informs that 
Point 001, Rept 6 , 

* Censumers Power Co 
32770 069 24X Fiche 


all 0 redline drawings incorpora tt d, p er Hold 


50 


64/03/15 Stone i Mebiter, 
-329, 84/03/1 5, 8403870033, 


Inc 


Spp 


matrl* status asseisment requirements 

04/03/13 atone 6 H»btt, 
22767.338 24X Fiche 50-329,04/03/15,8403270089, 


tra Inlng 
nc llpp. 



Q403270227 Foruards open Const Implementation Overvleu Item 063 re 
status assessment In Kodule 1200 on 640313 using unmarked 
FSK prints 

KARR. J e Stone & Uebster> Inc 64/03/13 KEPPLEFI. J 0 NRC - Mo 
Oataited Affiliation Olvan F)6ICHEU>N I i UELLSi R A Consumers 
Poiuor Co 3pp 22772 OSl 24X Fichs 30-329.64/03/15.6403270227 


6403200222 Responds to B40214 Reciuests for Info 1 !< 2 re R-4 series 
anginas List indicating engine number. mode) & svc number, 
customer name It address, rat Ing. date shipped (t date started 
one 1 

MATHEWS. C S Transamerlca Dolaval. Inc 84/03/16 EI5ENHUT, D O 
Division of Licensing 20pp 22691 179 24X Fiche 50-000.64/03/16. 

6403200222 


8403220067 Interim deficiency rept re lou alloy quenched & tempered 
bolting 1 S-inches greater in support of safety-related 
ays Current status of Dechtel mat! evaluation oncl No«t rept 
will be sent by 840727 

COOK< J W Consumers Pateer Co 84/03/16 KEPPLER. 3 O Region 3. 
Office of Director lOpp 22716 150 24X Fiche 50-329.64/03/16. 

8403220067 


T Hearing transcripts on non-anti trust matters 


6402090039 Board Notification 84-032 forwards meeting summaries 
containing transcripts of B40210 tt 16 meetings betuieen NRC & 
Transamerlca Delaval.tnc (TDll Owners Group Distribution 
list end 

EISENHUT.D G Division of Licensing 64/03/12 PALLADINO 
Commissioners 5pp 22706 OOl 24X Fiche 50-000.04/03/12. 
6402090039 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F Security, medical, emergency (< fire protection plans 


6403200121 Revised emergency plan implementing procedures. Inc luding 
Rev 1 to EPIP 2 4. "Activation !< Operation of Offsite 
Relocation U Assembly Area" S< Rev 23 to rev control sheet 
W/640i26 Itr L transmi t ta 1 /a ck memo dtd 640125 

YOUNG. K . WILSON. D L leua Electric Light «i Power Co 63/11/17 
DENTON. H Office of Nuclear Reactor Regulation. Director 13pp 
22699 023 24X Fiche 50-331.63/11/17,0403000121 


6403220108 Interim deficiency rept re defective capstan springs In 
mechanical shock arrestors supplied by Pacific Scientific 
Arrestors being evaluated b tested Next rept by 640304 
COOK.J. W Consumers Power Co 84/03/16 KEPPLER. U 0, Region 3. 
Office of Director t7pp 22716 160 24X Fiche 50-329,64/03/16, 

6403220106 


6403270062 Forwards "Const Implementation Overview ICIOJ." Weekly Rept 
39 for 640303-09 

KARR.J E Stone «< Webster, Inc 64/03/16 KEPPLER, J 0 Region 3. 
Office of Director I7pp 22766 086 24X Fiche 50-329. 64/03/16, 

8403270062 


8403270096 Forwards const Implementation overview for Items 064,065 t. 
066 re CW-1 00. “E-Serles" POCI's.Zack Procedure MB-FP-7C & 

Zack Procedure MD-FP-IB Welding insp requirements deleted U 
spec change notice recommended 

KARR.J E. Stone I< Webster, Inc 84/03/16 KEPPLER, J 0 NRC ~ No 
Detailed Affiliation Given REICHELiN 1 Consumers power Co 
OUAHMEiO L Stone b Webster. Inc 4pp 22766 356 24X 

Fiche 50-329,84/03/16,6403270096 


8403270093 Forwards Closed Const Implementation Overview Item 036/Hold 
point Notification re Checklist MP-MI8-006E-OOOt Review of 
Items re Impact on training requested 

KARR.J E Stone b Webster, Inc 64/03/19 KEPPLER, J 0 NRC - No 
Detailed Affiliation Given RE1CHEL,N I , OUAMNE, D L Consumers 
Power Co 3pp 22769 356 24X Fiche 50-329,64/03/19,6403270093 


6403270236 Forwards DF Ronk 640315 memo to JT Christy b attachments 
showing planned weekly manhour allocations for POCI b areas 
for wks of 640323.30 b 0406 M/o end 

RONK. D F Consumers Power Co 64/03/19 DAIIKGARTNER, T Stone b 
Webster, Inc Ip 22771 347 24X Fiche 50-329,84/03/19,6403270236 


6403300006 Forwards Closed Const Implementation DverviRw Item 052 re 
criterion XVIII site auditing 

KARR.J E Stone b Webster, Inc 64/03/20 KEPPLER, d 0 NRC - No 
Detailed Affiliation Given OUAMME, D L , REICKEL, N I Consumers 
Power Co 3pp 22622 126 24X Fiche 50-329,04/03/20,6403300006 


B40330003S Forwards proposed project records classification code list 
b mgt policy for review, 

KARR.J E Stone b Webster Engineering Corp 64/03/20 QUAMME, D L 
consumers Power Co 8pp, 22621 312 24X Fiche 50-329.64/03/20, 

6403300035 


8403200051 Revised emergency plan implementing procedures, Inc luding Rev 

6 to EPIP 2 2 re technical support ctr activation, Rev 2 to 
EPIP 6 1 re malnt of emergency preparedness b Rev 2 to EPIP 

7 1 re coordinator duties H/ 0401 25 1 tr 

WILSDN, D L Iowa Electric Light b Power Co 84/01/10 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 93pp 22663251 
24X Fiche 50-331,04/01/10,8403200051 


0403200047 Revised emergency plan Implementing procedures, including Rev 
4 to EPIP 1 1 re emergency action level determination b Rev 
6 to EPIP 1 2 re notification of emergency response 
□rganiiation W/040126 Itr 

WILSON, D L lowa Electric Light b Power Co 84/01/lf, DENTON, H R 
Office of Nuclear Reactor Regulation, Director bOpp 22685 212 
24X Fiche 50-331.84/01/16,0403200047 


0403200103 Revised emergency implementing proc edures. Inc 1 ud 1 ng Rev 1 to 
Proceduro EPIP 2 5, "Control Room Emergency Response 
Operation" b Rev 5 to Procodure EPIP 3 3a. "Hanual Dose 
Injections " W/040312 Itr 

WILSON, D L lowa Electric Light b Power Co 04/02/00 DENTON. H 
Office of Nuclear Reactor Regulation. Director 60pp 22697 144 
24X riche 30-331.04/02/00,0403800103 


0403060550 Advises that NRC will not review emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
licensee. per 610709 Generic Ltr 61-27 W/o request, entire 
plan will be placed In PDR 

9A06ALLOi D D Operating Reactors Branch 2 04/02/10 LIJ.L Iowa 

Electric Light b Power Co 2pp 22552 293 24X 

Fiche 50-331,84/02/10,6403060550 


0403060136 Forwards changes to security plan Changes withheld <ref 
10CrR73 21) 

MCOAUOHY.R W lowa Electric Light b Power Co 04/02/27 
KEPPLER, J G Region 3, Office of Director Ip 22516 005 24X 

Fiche 50-331,04/02/27,0403060136 


6403120057 Extends Invitation to attend regional workshop on fire 
protection safe shutdown requirements of lOCFRSO.App R b !E 
Info Notice 64-09 on 840323 in Rosomont, IL Proposed agenda 
end for review 

SPESSARDiR L Division of Engineering 64/03/06 LIU.L Iowa 
Electric Light b Power Co 3pp 22506 044 S4X 
Fiche 50-331,04/03/06,0403120057 


6403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Olmenelon b Stress Analysis," prepared by SbM for 
Transamerlca Delaval, Inc (TOD Diesel Generator Owners 
Group. 

MUeELER.W J TDI (Transamerlca Delaval, Inc ) Owners Group. 
64/03/23. DENTON, H R Office of Nuclear Reactor Regulation, 
Director. 2pp 22774 001 24X Fiche 50-000,64/03/23,0403270132 


6403270134 Requests meeting on 640418 to discuss short-term b long- 
term corrective actions b investigations re Transamerlca 
Delaval diesel generators List of suggested meeting topics 
end 

MCOAUOHY, J P TDI (Transamerlca Delaval, Inc ) Owners Group 
64/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 50-000,64/03/23,8403270134 


0403130145 Ack receipt of 840227 ltr transmitting changes to security 
plan Changes consistent w/provtsions of IDCFRSO 34<p) b 
accep table 

AXELBON.WL Region 3, Office of Director 84/03/00 LIV.L lowa 
Electric Light b Power Co 2pp 22600 171 24X 

Fiche 50-331,04/03/00,8403130145 


0403130470 Ack receipt of 640222 ltr re procedure distribution for 
radiation protection procedures Controlled distribution of 
emergency plan b implementing procedures acceptable 
PAPERIELLOiC J Region 3, Office of Director 04/03/08 
MINECK, D L Iowa Electric Light b Power Co ip 22613 2 52 24X 

Fiche 50-331,84/03/00.0403130476 


— 0403130400 Discusses revised procedures to simplify distribution of 
radiation protection procedures from controlled copy to 
uncontrolled copy for info only 

MINECK.D.L lowa Electric Light b Power Co 04/02/22 

KEPPLER, d 0 Region 3, Office of Director Ip 22613 853 24X 

Fiche 50-331,84/03/08,0403130478 
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G403190216 Forwairds IE SafFjuardi Insp Rept 30-331/33-1*? on 831220- 
B40119 it notice of violation & proposed imposition of civil 
penoltg Notice uithheld (rof 10CFR73 21 ) 

KEPPLER.J O heglon 3> Office of Director 84/03/13 UIU.L louia 
Electric Light t, Pouar Co 4pp 22£>72 281 SAX 
FI Che 30-331.04/03/13.8403190236 


•0403190239 IE Qafeguards Inap Rspt 30-331/83-19 on 831220-840119 
Noncofflp 1 1 anc e noted failure to provide adequate vital area 
harrier L eccurltg plan criteria not mat for vital 
equipment Details luithhelil (ref 10CFft73 21) 

PIRTLEiO L ■ HADEDA. T J . CREED. J R Region 3. Office of Director 
84/02/01 Spp 22672 203 SAX Flche 30-331,84/03/13,8403190236 


J Insurance t, indemnltg Information 


0403260062 Foruards Endorsements 62 ti 63 to NELIA Pol leg NF-214 tc 
Endorsements 31 << 32 to MAELU Pol leg MF-72 

3HEA, K H Neuman tt Holtiinger 04/03/14 SALTZMAN, J D Assistant 
Director for Stats 4, Licensee Relations Spp 22730 240 24X 

Flcho 30-331.04/03/14,8403260062 


P Oporatlng license stags documents (. correspondence 


8403200192 “□ffslte Dose Assessment Kanual for Gaseous l< Liquid 
Effluents " W/040313 Itr 

MCOAUOHY.R U loua Electric Light t< Power Co 83/03/31 DENTON, H 
Office of Nuclear Reactor Regulation, Director tl2pp 22700 034 
34X Flche 30-331.83/03/31.8403200192 


0402140527 Foruards exemption from leatage test requirements of 
lOCFRSO.App J. Section SO S44o).peT util 780829 request 
Exemption for core speag Isolation valves & RCIC £ HPCI 
condensate return isnlation valves denied SER also end 
EISENHUT.O 0 Division of Licensing 04/01/17 LIU.L loua 
Electric Light it Power Co 2pp 22262 234 24X 

Flche 30-331, 84/01/17.0402140527 


— 8402140536 Exemption from leakage test requirements of lOCFRSO.App J, 
Section 50 34(o) ie leak tight Integrltg of prlmarg reactor 
containment 6 sgs {. components which penetrate containment 
EIGENHUT.D 0 Division of Licensing 84/01/17 loua Electric 
Light it Power Co 6pp 22262 236 a4X FIthe 30-331,84/01/17, 
0402140527 


0403060030 Forwards request for addi info re iierk I containmeht long- 
term program, plant-unique enalgsla rept loads evaluation 
Response requested within 43 dags of Itr receipt ileeting or 
conference call recommended no later than 040221 

VAS9ALL0, D B Operating Reactors Dranch 2 84/02/07 LIO.L Iowa 

Electric Light h Power Co 6pp 22320 310 24X 

F i c h 0 50-33 1 , 84 /Oa/07 . 84030 600SO 


9403140340 Eummqrg of S3I213 meeting u/CE t. Mark 1 Owners Oroup In 
Dethesdo.MD re Mark I containment wetwell-drgwell vacuum 
breaker design methodologg 

SIEOEL, D L Operating Reactors Branch 2 04/02/21 Operating 

Reactors Dranch 2 5lpp 22635 198 24X Flche 50-000.84/02/21, 

8403140340 


0403140313 Responds to 840123 Ur concurring w/NRC determination of 
MSHC for amend request RT3-155 AddI amend requeets 
received from licensee after 830S06 published in FR Include 
HT8-1 34, RTS-183 1. RTS-74 

VA9SALL0, D B Operating Reactors Dranch 2 84/02/23 KOUVENACLE, T 

Iowa. State of Spp 2Z633 303 24X Flche 30-331.04/02/23, 

0403140313 


84030S0106 Application for amend to License 0PR-49i correcting 
typographical errors, clar i fgitig existing text it updating old 
refs 

MCOAUOHY.R W Iowa Electric Light it Power Ce 04/02/27 DENTON.H 
Office of Nuclear Reactor Regulation, Director 2pp 22442 333 
a4X Fiche 50-331,84/02/27,8403020100 


— 8403020111 Proposed Tech Specs correcting typographical errors, 
clarifying existing text h updating old refs 

» Iowa Elsctric Light S, Power Co 94/02/27 75pp 22442 337 
24X Flche 30-331.84/02/27.6403020108 


8403090233 Notifies that Class IV rather than Class III fee appropriate 
for revieui of 040127 application for amend to License 
DPR-4?, Chang ing Tech Specs re l*JRE0-0737 fc min staffing 
requirements, 

DI80S, R M License Fee Management Branch 84/02/29 ARNOLD, D 
louia Electric Light 0 Power Co Ip 22327- 337 24X 

Flche 30-331,84/02/29.8403050233, 


0403090262 Forwards supplemental response to Generic Ltr 03-88. 
"Required Actions Based on Generic Implications of Salem 
ATW9 Events " Activities may be rescheduled during next 
Update of integrated plan for mods 

MCOAUGHY. R U Iowa Electric Light it Power Co 84/02/29 DENTON.H 
Office of Nuclear Reactor Regulation, Director 2B4pp 22572 304 
a4X Fiche 50-331,84/02/29,0403090262 


—0403090277 Rev 0 to Procedure 1410 B, "Post-Bcram Review " 

SEDLACK, M 8 Illinois Power Co 04/02/23 6pp 22573 222 24X 

Flche 30-331.84/02/29.8403090262 


8403130144 Forwards response to hRC 840207 request for addi info re 
plant-unique analysis rept for Hark I torus mods 

MCOAUOHY.R W Iowa Electric Light S. Power Co 84/03/02 DENTON.H 
Office of Nuclear Reactor Regulation, Director 24pp 22601 276 
24X Fiche 30-331,84/03/02,8403130144 


B4030900B6 Application to amend License DPR-49, Chang ing Tech Specs to 
incorporate addi MAPLHOR limits 

MCOAUOHY.R H Iowa Electric Light «< Power Co 04/03/09 
DENTON.H R OFfice of Nuclear Reactor Regulation, Director 2pp 
22379 327 24X Flche 30-331,84/03/05.8403090088 


-8403090092 Proposed Tech Spec chenges extending MAPLHOR limits 
« Iowa Electric Light it Power Co 64/03/03 lipp 22979 329 
24X Flche 90-331,84/03/09,8403090088 


8403130007 Forwards draft summary of status of equipment qualification 
program, Inc lud ing response summary of technical evaluation 
rept, acc ident description it equipment identification summary 
it qualification rept 

MCOAUOHY.R U Iowa Electric Light it Power Co 04/03/08 
DENTON.H R Office of Nuclear Reactor Regulation, Olracter 106pp 
22641 034 24X Flche 30-331.84/03/08,0403130087 


8403190300 Forwards revised Page 3 2-23, Table 3 2-0 of 840214 Amend 93 
to License DPr- 49, mak Ing administrative changes to Tach 
Spoce 

MCOAUOHY.R U Iowa Electric Light & Power Co 84/03/12 DENTON.H 
Office of Nuclear Reactor Regulation, Director Ip 22673 166 24X 

Flcho 50-331,84/03/12,8403190300 


— 6403190306 Revised Page 3 2-23 to Tech Specs, ref lecting administrative 
changes 

« Iowa Electric Light it Power Co 84/03/12 Ip 22673 167 24X 

Fiche 30-331.04/03/12.0403190300 


8403190273 Oeneric Ltr 64-07 to all licensees of DHRs re procedure! 
guidance for pipe replacement at BWRs 8vc list end 
EISENHUT.O 0 Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp 22823 334 24X Flcho 30-000,84/03/14,8403190279 


8403300279 Requests remittance of fee for action on 780029 application 
re exemption from certain App U test requirements 
MILLER. U 0 License Fee Management Dranch 84/03/19 ARNOLD, D 
Iowa Electric Light it Power Co ip 22844 330 24X 

Flche 30-331.04/03/15.8403300279 


8403230004 Application for rev to License DPR-46, chang Ing Tech Specs re 
primary contai-nment leakage test requirements 
MCOAUOHY.R U Iowa Electric Light t< Power Co 84/03/16 
DENTON.H R Office of Nuclear Reactor Regulation, Director 4pp 
22728 080 24X Flche 30-331,84/03/16,0403230004 


— 8403230007 Proposed Tech Spec Change RTS-1 12D, chang ing primary 
containment leakage test requirements 

e Iowa Electric Light it Power Co 84/03/16 19pp S2728. 092 
24X Flche 50-331.84/03/16,8403230004 


0403260208 Corrects erroneous statement from 830423 response to Oeneric 
Ltr 83-02, "NUREO-0737 Tech Specs," re Action Item II. E 4. 1. 

"Dedicated Hydrogen Penetration '* Purge/repressurliation sys 
used as backup for combustible gas control. 

MCOAUOHY.R U Iowa Electric Light it Power Co 64/03/20 DENTON.H 
Office of Nuclear Reactor Regulation, Director Ip. 22796:166 24X 

Flche 30-331.84/03/20, 6403260200 


0. Inspection reports, IE Bulletins 6 correspondence 


6403140319 Forwards request for eddl info identified by Franklin 
Research Ctr re IE Dulletln 80-11 concerning masonry wall 
design, In response to licensee 021010 submittal 

VASSALLO, D D Operating Reactors Branch 2 04/02/22. LIU, L. Iowa 

Electric Light b Power Co 6pp 22633 203 24X 

Ficho 50-331,04/02/22,0403140319 
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B403120120 Forwards IE Insp Rept SO-331/84-02 on 840103-31 $< notice 
of violation 

NORELIUSiC E Region 3, Office of Director 04/02/33 LIU, L louia 

Electric tight !< Pouer Co 2pp 22S88 206 S4X 

Flche 90-331 • 84/02/23, 8403120120 


0402090044 IE Info Notice 04-20, "Svc Uife of Relays In Saf e ty-He la ted 
Sy s “ Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response IPost 930103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Flche 80-000,04/03/21.0402090044 


—8403120123 Notice of violation from insp on 040103-31 

NORELIUS.C E Region 3, Office of Director 04/02/23 Ip 
22308 208 24X Flche 50-331,84/02/23,8403120120 


— 8403120133 IE Insp Rept 50-331/84-02 on 040103-31 None omp 1 lane e 
noted failure to follow procedures re connecting volt 
ohDimeter at step 4 I instead of step 4 7, causing PB 4544 to 
jumper closed & P8V-4401 to open 

CtARDY, L S , WALKER, R D Region 3, Office of Director 04/02/21 
9pp 225BS 20? 24X Flche 50-331,84/02/23,8403120120 


B403230t05 Forwards Inservlce Insp/test results during Apr b Jul 1982 
outagas Procedure revised to resolve inconsistency re 
responsibility for reporting insp results 
MCOAUOHV, R W Iowa Electric Llflht b Power Co 84/02/27 
KEPPLER.J 0 Ragioti 3, Office of Director 7pp 22730 219 24X 

Flche. 50-331/ 84/02/27, 8403230105 


B401190072 IE Info Notice 84-13, “Potential Deficiency In Motor 
Operated Valve control Circuits Annunciation.” 0vc list 
ancl. 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Raiponsc (Post 830103) 84/02/28 Consolidated Edison Co of New 

York. Inc llSpp 22909 239 24X Flche 50-000,84/02/28,8401190072 


B4020900D7 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT t< NRC " Svc list end 

ORACEi J N Division of OA, Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York. Inc 

laopp 22592 329 24X Flche 90-000,04/03/02,8402090007. 


B40209000B IE Info Notice 84-lfi, “Failure of Automatic Sprinkler Sys 
VatvBs to Operate " Svc list end 

JORDAN. £ L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp. 22993 098 24X Fi ehe 90-000, 84/03/02, 0402090008 


6402090009 IE Info Notice 04-15, "Reporting of Radiological Releases “ 
Bye list end 

JORDAN. E U Division of Emergency Preparedness b Engineering 
Response (Post 830103) 64/03/02, Consolidated Edison Co of New 

York, Inc 119pp. 22553 217 24X Flche 90-000,64/03/02,8402090009 


R Periodic operating reports b related correspondence 


8403120042 "Annual Rept of Facility Chang es , Te s ts, E« p erlment s b Safety 
b Relief Valve Failures b Ch a 1 i eng es, 1 983 “ W/040301 Itr 
MINECK.D L Iowa Electric Light b Power Co 03/12/31 KEPPLER.J G 
Region 3, Office of Director 73pp 22591 145 24X 

Flche 50-331,83/12/31,8403120042 


8403220017 Monthly operating rept for Feb 1984 W/04O31S Itr 

PUTNAM.K 3 , MINECK, D L Iowa Electric Light b Power Co 84/02/29 
7pp 22712 332 24X Flche 50-331,04/02/29,8403220017 


S Reportable occurrences, LERs b related correspondence 


8403060145 LEfi 84-009-00 on 840 1 31 , d ur ing performance of LPC 1 
surveillance test.RHR sys discharge piping pressure dropped 
to 0 pslg Caused by equipment malad justment Position 
indication on two valves in question adjusted M/840301 Itr 
KEITH, W R , MINECK, D L Iowa Electric Light b Power Co 84/03/01 
3pp 22513 346 24X Flche 50-331,84/03/01.8403060145 


9403120091 LER 84-010-00 on 040204, steam leak detection high 
differential temp, HPCI isolation trip signal annunciators 
alarmed b inboard HPCI steam supply isolation valve cycled 
dosed Caused by electrical spike in HPCI W/840305 Itr 
SMITH, J C , MINECK, D L Iowa Electric Light b Power Co 04/03/05 
3pp 22588 246 24X Flche 50-33(, 84/03/05, 8403120091 


6403120139 LER 84-011-00 on 840205, auto-i so la t i on of control bldg 
ventilation b Initiation of Intake standby filter unit D 
occured due to low inlet air temp Caused by inadequate 
circulation through nonsafoty-related coils U/840306 Itr 
HAMGL.D D , MINECK, D L Iowa Electric Light b Power Co 04/03/06 
3pp 22590 139 34X Flche 50-331.84/03/06,0403120139 


8403160051 EN~84-01 1 notice of violation b proposed imposition of civil 
penalty in amount of 420,000 to be issued Action based on 
failure to control access to vital area 

ROSANO, R r AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 04/03/08 Ip 22652 019 24X Flche 50-331,84/03/08. 

0403160051 


8402090011 IE Info Notice 84-17, "Problems M/Llquid Nitrogen Coaling 
Components Below Nil Ductility Temp " 8vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Flche 50-000,84/03/05,8402090011 


B402090024 IE Info Notice 84 - 09 , Rev 1, "Lessons Learned From Imps of 
Fire Protection Safe Shutdown Sys " 8vc list end, 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post B30103). 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22635 049 24X Flche 50-000,04/03/07,8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Bye " 6ve list end 

JORDAN, E, L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 110pp 22SB4 186 24X Flche 50-000,84/03/07,8402090028 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safsty Sys " Svc list end 

DEYOUNO, R, C Director's Offlcs, Office of Inspection and 

Enforcement 64/03/12 Consolidated Edison Co of New York, Inc 

I34pp 22823.094 24X Flche 50-000,84/03/12,8402090031 


6403190236 Forwards IE Bafsguards Insp Rspt 50-331/83-19 on 831220- 
840119 b notice of violation b proposed Imposition of civil 
psnalty Notice withheld <ref 10CFR73 21) 

KEPPLER.J O, Region 3, Office of Director 64/03/13 LIU.L Iowa 
Electric Light b Power Co 4pp 22672’ 261 24X 

Flche. 50-331, 64/03/13, 0403190236 


— 6403190239 IE Safeguards Insp Rapt 50-331/83-19 on 831220-840119, 
Noncompllanca noted* fal lure to provide adequate vital area 
barrier b security plan criteria not met for vital 
equipment Details withheld (ref 10CFR73 21) 

PIRTLE. 0 L. , MADEDA.T J , CREED, J. R Region 3, Office of Director 

64/02/01. 2pp 22672 285. 24X Flche 50-331,64/03/13,8403190236 


B40S090043 IE Info Notice 84-19, "Two Events Involving Unauthorlied 
Entries into PWR Rsactor Cavities " Svc list tnd 
JORDAN, E L. Division of Emsrgsncy Preparidnsss b Englnssrlng 
Response (Post 830103). 84/03/21 Consolldatsd Edison Co of Nsw 

York, Inc ISSpp. 22023 229 24X Ficht 50-000, 64/03/21, 8402090043 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency b fire protection plans 


8403060045 Advises that NRC wi 3 1 not review emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
licensee, per 81070? Generic Ltr 81-27 M/o request, entire 
plan will be placed in PDR 

VA89ALL0, D 0 Operating Reactors Branch 2 84/02/10 BAYNE, J P 

Power Authority of the State of New York 2pp 22528 316 24X 

Flche 50-333,84/02/10,8403060045 


8403140246 Forwards comments on detailed control room design review 
program plan per Suppl 1 to NUREO-0737 specific areas of 
plan not described in enough detail to provide assurance 
that applicable requirements will be met 

YA8SALL0, D B Operating Reactors Branch 2 04/02/22 BAYNE, J P, 

Power Authority of the State of New York lOpp 22636 343 24X 

Fiche 50-333,84/02/22.8403140246 


8403070312 Forwards IE insp Rept 50-333/64-01 on 040101-31 No 
violations observed 

STAROSTECKI, R Division of Project b Resident Programs 84/02/23 
MCNEILL, C A Power Authority of the State of New York 2pp 
22546 IBS 24X Flche 50-333.84/02/23,8403070312 


—8403070316 IE Insp Rept 50-333/84-01 on 840101-31 No violations noted 
Major areas Inspected licensee action on previous Insp 
findings, LER revl eu, operat lonal safety verification, 
surveillance observations b fire protection program 
DOERFLEIN, L T Region t. Office of Director COLLINS, 0 J 
Division of Project b Resident Programs 04/02/21 llpp 
22S46 107 24X Flche 50-333,84/02/23,8403070312 


8403020327 Requests that completion date of emergency operations 
facility be extended from 850201 to 050628, per 830415 b 0824 
Itrs b NUREO-0737, 6uppl 1 Completion date does not cover 
safety parameter display sys installation 

BAYNE, J P Power Authority of the State of New York 84/02/29 
VASSALLO, D B Operating Reactors Branch 2 2pp 22439.205 24X 

Flche 50-333.84/02/29,8403020327 
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04O31?Di’ 43 Notification of 840410 uorkshop in King of PruasiaiPA to 
discuss lessons learned from recent App R fire protection 
safe shutdoun insp b topics described In tE Info Notice 
B4-09 Agenda for uorkstiop end 

MURLEV. T E Region 1. Office of Oirector 04/03/09 O'TDOLE. J 0 
Consolidated Edison Co of Neu Vort. !nc DALTROFPp 8 L 
Phlladelphia Electric Co HUKlLLi H D Oeneral Public Utilities - 
GPU Service Corp 3Spp 22i»72 062 24X Flche 50-000,04/03/09. 

0403190243 


S403270185 Requests eitenslon to 040831 for completion of third 
annual emergency preparedness ei ere 1 se, bas ed on 
Interpretation of Section IV F.App E to 10CFR50 
DAYNE. J P Power Authority of the State of New York 84/03/21 
VASSALLO. D B Operating Reactors Branch 2 2pp 22771 121 24X 

Fiche 90-333,04/03/21,8403 270105 


P Operating license stage documents 1, correspondence 


0403120024 Submits progress rept for drawing update program, inc 1 ud i ng 
schedule for balance of update work 6 description of program 
for continued malnt of as-built drawings, per 030400 request 
BAYNE, J P Power Authority of the State of Now York 04/02/10 
Region 1, Office of Oirector 4pp 22586 279 24X 

Fiche 50-333,84/02/10 , 0403120024 


8403140304 Informs that add 1 info necessary to review B30S13 request 
for amend to License DPR-S9i changing Tech Specs re process 
piping penetrating primary containment Info should be 
submitted within 60 days of Itr receipt 

VASSALLO, D 0 Operating Reactors Branch 2 04/02/21 BAYNE, J P 

Power Authority of the State of New York 2pp 22635 315 24X 

Ficha 50-333,84/02/21,8403140304 


8403140340 Summary of 831215 meeting w/GE 6 Mark I Owners Group in 
BethasdaiMD re Nark I containment uietweli-dryuel t vacuum 
breaker design methodology 

SIEGEL, D L Operating Reactors Branch 2 04/02/21 Operating 

Reactors Branch 2 9lpp 22633 193 24X Fiche 50-000,84/02/21, 

0403140340 


6403020351 Advises that util will continue to operate vent Ic purge 
valves for inspocting RCPB, in response to NRC 840113 Itr 
Vent St purge valve data encl 

BAYNE, V P Power Authority of the State of New York 04/02/24 
VASSALLO, D B Operating Reactors Branch 2 4pp 22439 030 24X 

Fiche 50-333,84/02/24,0403020351 


8403090240 Summary of S40216 meeting w/Northeast Nuclear Energy Co. 
Boston Edison Co. Vermont Yankee Nuclear Power Co & Teledyne 
Engineering Sves in Naltham, MA re addl Mark 1 torus 
structural analysis List of attendees end 

SHEA,J J Operating Reactors Branch 5 04/03/07 CRUTCHFIELD, D 

Operating Reactors Branch 5 4pp 22972 298 24X 

Fiche 50-000,04/03/07.8403090240 


8403300266 Informs of review of data !t evaluations re crack In heat 
affected zone of recirculation sys weld Continued operation 
accep tabl e 

VASSALLO, D D Operating Reactors Branch 2 84/03/18 BAYNE, J P 

Power Authority of the State of New York 2pp 22844 334 24X 

Fiche 50-333, B4/03/ IS. 8403300266 


B4031S0275 Generic Ltr 84-07 to all llcensoes of BURs re procedural 
guidance for pipe replacement at BURs Sve list encl 
EISENHUT.D 0 Division of Licens ing 84/03/14 Commonwealth 
Edison Co 20pp 32023 3B4 24X Fiche 50-000,04/03/14.0403190275 


8403300250 Notification of 840330 meeting w/util In Bethesda.MD to 
discuss environ qualification of equipment 

ABELSON.H I Operating Reactors Branch 2 04/03/14 VASSALLO, D D 

Operating Reactors Oranch 2 2p p 22844 354 24X 

Fiche SO-333. 84/03/14, 8403300250 


8403300252 No tl f Ic a,ti on of B40322 meeting w/uttl in Dethesda,HD to 
discuss licensee eiemptiom request re staffing rule 
ABELSONiH 1 Operating Reactors Branch 2 84/03/14 VASSALLO, D D 

Operating Reactors Branch 2 Ip 22B44 356 24X 

Fiche 50-333.84/03/14,8403300252 


8403200094 Forwards response to request for Info re licensed mail 
disposal procedures, per 10CFR20 302 it util B30B08 ltr Oil 
burn rate t< stack volumetric flow rate for mai U average 
boiler operation presented in Table 1 

BAYNE. J P Power Authority of the State of Neu York 04/03/15 
VASSALLO. D B Operating Reactors Branch 2 4pp 22605 301 24X 

Fiche 50-333. 84/03/15. B403200094 


—8403200096 Revised "Proposed Disposal Procedures for Rad loactl vely 
Contaminated Fuel Oil ■' 

* Power Authorit*; of the State of New York 84/02/29 6pp 
22685 303 24X Fiche 50-333.84/03/15,8403200094 


0403260171 Withdraws 030513 application to amend License DPn-99. 
changing Tech Spec Table 3 7-1 re process piping penetrating 
primary containment, as complete update of Table 3 7-1 will 
be submitted by 840629 

DAYNE. J P Power Authority of the State of New York 64/03/20 
VASSALLO, D B Operating Reactors Branch 2 2pp 22750 359 24X 

Fichu 50-333,04/03/20.8403260171 


a Inspection reports, IE Bulletins h correspondence 


6403070312 Forwards IE Insp Rept 50-333/84-01 on 840101-31 No 
violations observed 

STARDSTECRI, R Division of Project it Resident Programs 84/02/23 
MCNEILL, C A Power Authority of the State of Neu York 2pp 
22546 106 24X Fiche 50-333,04/02/23,0403070312 


— 8403070316 IE Insp Rept 50-333/04-01 on 040101-31 No violations noted 
Major areas inspected licensee action on previous Insp 
findings, LER rev 1 eui. op era t i ona 1 safety verification, 
surveillance observations fire protection program 
DOERFLEINpL T Region 1, Office of Director COLLINS. 8 J 
Division of Project l< Resident Programs 84/02/21 llpp 
88546 107 24X Fiche 50-333.04/02/83,0403070312 


0403020351 Advises that util will continue to operate vent t< purga 
valves for Inspecting RCPB, in response to NRC 040113 ltr 
Vent 6 purge valve data encl 

BAYNE, J P Power Authority Of the State of New York B4/02/S4 
VASSALLO, D B Operating Reactors Branch 2 4pp 22439 030 24X 

Fiche 50-333,84/02/24,8403020351 


0401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits (< Annunciation " Sve list 
one 1 

JORDAN. E L Division of Emergency Preparedness S< Engineering 
Response (Post 0301031 04/02/28 Consolidated Edison Co of New 

York, Inc llSpp 22909 239 24X Fiche 90-000. 84/02/28, 0401 190072 


8402090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DDT t. NRC " Sve list encl 

GRACE, J N Division of QA. Safeguards it Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of Neu York, Inc 

I30pp 22552 329 24X Fiche 50-000,04/03/02,8402090007 


0402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate “ 6vc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York, Inc 122pp 22353 090 24X Fiche 90-000,84/03/02,8402090000 


84D2090009 IE Info Notice 04-15, "Reporting of Radiological Releases ” 
Bve list enc 1 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22553 217 24X Fiche 50-000,04/03/02.8402090009 


0402070011 IE Info Notice 84-17, "Problems U/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list encl 
JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22SS3 336 24X Fiche 30-000,84/03/03.8402090011 


8402090024 IE Info Notice 84-09, Rev 1. "Lessons Learned From Inspi of 
Fire Protection Gafe Shutdown Sys " 8vc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22635 049 24X Fiche 30-000.84/03/07,0402090024 


0402090020 IE Info Notice 84-18, "Stress Corrosion Cracking in PHR 
Sys " Sve list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 64/03/07 Consolidated Edison Co of New 

York, Inc llOpp 22584 186 24X Fiche 50-000.84/03/07,8402090028 


0403130466 Advises that during prelnductlon heating stress improvement 
ultrasonic Insp, flaw identified in heat affected zone of one 
weld in recirculation pump suction line Evaluation concluded 
flaw acceptable for one fuel cycle w/o repair 

BAYNE. J P Power Authority of the State of New York S4/03/09. 
VASSALLO. D D Operating Reactors Branch 2 2pp 22613‘234 24X 

riche 90-333,84/03/09,8403130466 


0402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use In 
Class IE Safety Sys " 9vc list encl 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of Neu York. Inc 

134pp 22023 094 24X Fiche SO-000, 04/03/ 12, 0402090031 
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B4032Z0079 Ack receipt of 040220 1 fcr informing N0C of steps taken to 
correct violations noted in IE Insp Rept 5O~333/63-Z0 
STARDBTECKI. R Division of Project t, Resident Programs 84/03/15 
MCNEILL.C A Pokier Authority of the State of Neui York tp 
22716 334 24X Fiche 50-333.84/03/13,0403220079 


—8403220001 Responds to NRC 840117 1 tr re violations noted in IE Insp 
Rept 50-333/03-28 Corrective actions review of safety- 
related work for period of time from start of commercial 
operation to 700131 will be completed by 040909 

MCNEILL.C A Power Authority of the State of New York 04/02/20 
8TARO0TECKI. R Division of Project & Resident Programs 2pp 
22716 335 24X Fiche 50-333,84/03/13.0403220079 


B402090043 IE Info Notice 04-19, "Two Events Involving Unauthorlied 
Entries Into PUR Reactor Cavities " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) B4/D3/2i Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fiche 30-000,04/03/21,8402090043 


0402090044 IE Info Notice 04-20. "Svc Life of Relays In Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc tSSpp 22933 001 24X Fiche 30-000,84/03/21,8402090044 


R Periodic operating reports & related correspondence 


B403010413 "Personnel Radiation Monitoring Rept for 1983 " W/B40201 
Itr 

MCNEILL.C A Power Authority of the 8tate of New York 03/12/31 
COLLINB, D Radiological Assessment Branch 2pp 22434 024 24X 

Fiche 30-333,83/12/31.0403010413 


8403010420 "Personnel Radiation Exposure Bummary for 1903 " M/040201 
Itr 

MCNEILL.C A Power Authority of the State of New York 03/12/31 
HAYNES, R C Region 1, Office of Director 7pp 22434 030 24X 
Fiche 30-333.83/12/31,8403010420 


8403130137 "Effluent L Waste Disposal Semiannual Rept Jul-Dac 1903 " 
W/8402a7 Itr 

MCNEILL.C A Power Authority of the State of New York 03/12/31 

MURLEY. T E Region 1, Office of Director S3pp 22601 062 24X 

Fiche 30-333,03/12/31,0403130137 


8403130330 Monthly operating rept for Feb 1984 U/B4O3O0 Itr 

COOK.J , MCNEILL.C A Power Authority of the Btate of New York 
04/02/29 llpp 22616250 24X F I c h e 50-333, 04/02/29, 8403 130350 


8. Reportable occurrences, LERs S< related correspondence 


8403010365 LER 84-001-00. on 8401 10, d ur Ing surveillance testing for 
Inoperative D side suppression pool cooling tt spray 
isolation valve, RHR svc water pump C failed Caused by worn 
impeller collet Valve repaired U/B40202 Itr, 

LIBENO, R . MCNEILL.C A Power Authority of the State of New York 
04/02/02 MURLEV.T Region 1, Office of Director 3pp, 22433015 
24X Fiche 50-333,04/02/02,0403010365 


8403010241 Updated LER B3-060/03X-1 on 031130, incorrect motor actuator 
installed on RHR suppression pool outboard isolation valve 
during malnt activities Cause not stated Replacement 
actuator Installed on B40119 W/840203 Itr 

BAKER, R . MCNEILL.C A Power Authority of the State of New York 
04/02/03 HURLEY, T E Region 1, Office of Director 3pp 
22434-211 24X Fiche 50-333,84/02/03,8403010241 


8403260233 Forwards summary list of deficiencies Identified per 
I0CFR50 55(e>,Part 21 it potential generic Itr repti for 
camnents 

BTAROBTECKI. R Division of Project b Resident Programs 84/02/28 
Region 1, Office of Director, 7pp 22756 065 24X 

Fiche: 90-000, 04/02/20, 0403260233 


8403060193 LER 04-004-00 on 840210, dc ground occurred on station 
battery A. During ground isolation procedure, dc control power 
to RCIC Inverter momentarily Interrupted Caused by procedure 
not stating manual reset required. U/B40229 Itr 

LINDBEY, 0, J , MCNEILL.C A Power Authority of the State of New York 
04/02/29. 2p p , 22517-357 24 X Fiche. 50-333, 84/02/ 29 , 8403060 1 93 


8403090025 LER 84-003-00 on 040207, while HPCI intentionally out of 
svc for malnt t, mod, RCIC sys declared Inoperable Caused by 
personnel error Personnel counseled J, training program 
Implemented W/B4030S Itr 

KEITH, H N , MCNEILL, C A Power Authority of the State of New York 
84/03/09 Spp 22976 181 24X Fiche 90-333,04/03/09,8403090025 


0403200231 LER 84-006-00 on 040213, reactor water indicating switch 
found out of Tech Spec limits Caused by excessive internal 
mechanical friction Surveillance of equipment will be 
performed t, manufacturer contacted U/840314 Itr 

KEITH, H N , MCNEILL.C A Power Authority of the State of New York 
04/03/14 4pp 22696 117 24X Fiche 50-333.04/03/14.8403200231 


8403290246 LER 84-009-00 on 040225. pr Imary containment atmosphere 
monitoring instrumentation analyzers A J, 0 out of svc for 
5 h Caused by zero point calibr L sample flow vacuum pump 
problems Sys mods implemented H/B40326 Itr 

KEITH, H N . MCNEILL.C A Power Authority of the State of New York 
04/03/26 3pp 22800 195 24X Fiche 50-333.04/03/26,8403290246 


DOCKET 90-334 BEAVER VALLEY POWER STATION. UNIT I 


F Security, medical, emergency S, fire protection plans 


0403200040 Emergency Preparedness Plan EPP/IP 1 2. Attachments 6 it 7 
MILLER, D J Duquesne Light Co 84/03/02 6pp S269B 316 24X 

Fiche 50-334,04/03/02,8403200040 


0403190243 Notification of 040416 workshop in King of Prussia.PA to 
discuss lessons loarned from recent App R fire protection 
safe shutdown Insp U topics described in IE Info Notice 
04-09 Agenda for workshop end 

MURLEV.T E Region 1, Office of Director 04/03/09 Q'TQOLE. JD 

Consolidated Edison Co of New York# Inc KANOA, 0 K (General Public 

Utilities - CPU Service Carp UOOLEVER, E J Duquesne Light Co 
35pp 22672 062 24X Fiche 50-000,04/03/09.0403190243 


0403200233 Revised emergency plan implementing proced ures, Inc luding 
Procedure EPP/IP 3 2 re personnel accountab i 1 1 ty, Procedure 
EPP/IP 3 4 re emergency respiratory protection I, Procedure 
EPP/IP 3 9 re traffic t, access control W/040227 Ur 
SIEBER.J D Duquesne Light Co 04/03/09 241 pp 22690 200 24X 

Fiche 50-334.04/03/09,8403200233 


6403210097 Forwards IE Insp Rept 50-334/04-03 on 040131-0203 No 
violations noted 

MARTIN, T T Division of Engineering & Technical Programs 04/03/09 

CAREY, J J Duquesne Light Co 2pp 22705 357 24X 

Fiche 50-334,04/03/09,0403210097 


—8403210105 !E Insp Rept 50-334/84-03 on 040131-0203 No violations 
noted Major areas Inspected emergency preparedness of areas 
described in IE Insp Procedures 02203,02204,02205,82206, 

82209, 82210 ti 02211 

SMITH. R H , WOLTNER.E Region 1, Office of Director CROCKER, H M 
Division of Engineering i Technical Programs 04/03/09 4pp 
22709 359 24X Fiche 50-334,84/03/09,0403210097 


8403260166 Forwards IE Insp Rept 50-334/84-04 on 940201-29 No 
violations found 

BTAROBTECKI, R Division of Project 8> Resident Programs 84/03/12 
CAREY, J J Duquesne Light Co 2pp 22757 320 24X 

Fiche 90-334,84/03/12,0403260166 


— 8403260173 IE Insp Rept 50-334/04-04 on 040201-2? No significant safety 
Issues Identified Major areas inspected plant operations, 
hous e k e ep i ng, f 1 re protec tion, rad lOlog leal control s, phyii cal 
security (, surveillance program 

TRDSKDSKI.U H , JOHNSON, D , TRIPP. L Region 1, Office of Director 
04/03/12 14pp 22757 322 24X Fiche 90-334,84/03/12, 

0403260166 


8403270215 Provides followup to 840220 telcon re Euppl 1 to NUREO-0737. 
"Development of Emergency Operating Procedures," from 
generic Uestlnghouse emergency response guidelines 
Development will continue as described, 

CAREY, J J Duquesne Light Co 04/03/14 VAROA, S A Operating 
Reactors Branch 1 3pp 22770 270 24X Fiche 50-334,04/03/14, 

0403270215 


0403200017 Forwards Rev 1 to physical security plan, Part I, "Base 
Plan " Rev withheld (ref 10CFR73 21 L 2 790) 

CAREY, J J Duquesne Light Co 04/03/19 MURLEV.T E Region 1, 
Office of Director 2pp 22777 082 24X Fiche 50-334,04/03/19, 
0403200017 


P Operating license stage documents t, correspondencu 


0403070307 Forwards Amend 76 to License DPR-66 t, safety evaluation 
Amend changes Tech Specs by adding six hydraulic snubbers to 
surveillance list, Table 3 7-4a 

TAM, P Operating Reactors Branch 1 84/02/27 CAREY, J J Duquesne 

Light Co 3pp 22567 032 24X Fiche 50-334,84/02/27,8403070387. 
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— 8403070369 Amend 76 to License DPR-66. chjng^ing Tech Specs by adding six 
hydraulic snubbers to surveillance lltt>Table 3 7--4a 
WARQA» S A Operating Reactors Branch 1 B4/02/E7 4p p 

aasfe? 035 SAX Plch? 30-334J 84/03/27, 8403070397 


— 0403070391 Safety evaluation supporting Amend 76 to License DPR-66 
• Office of Nuclear Reactor Regulation, Director 84/02/37 Spp 
22367 039 24XFic)ie 50-334,94/02/27.84 03070307 


64030901S3 Notifies that goal for completion of technical revleus & 
implementation of NURE0-0737 items, esc 1 uding Suppl 1, is Sept 
19B4 All req.ulr«d documents must be provided & Tech Specs in 
p lace to meet goal 

l/AROA.S A Operating Reactors Branch 1 84/03/02 CAREV, J J 

Ouquesne Light Co 3pp 2SS84 358 84X Flche 50-334,84/03/02, 

B403090I53 


3403160061 Summary of B4030I meeting lu/util re upgrading core exit 
thermocouples <TliI Action Item 11 F 2) List of attendees 
end 

TAMjF 8 Operating Reactors Drench 1 94/03/07 Operating 

Reactors Oranch J 6pp 22663310 24X Flche 50-334,94/03/07. 

B40316006I 


3403260294 Foruards request for add) Info re 021281 request for relief 
from ASHE Code, Section XI inservlce testing requirements for 
pumps i valves Response requested ulthln 45 days of Itr 
receipt 

VARCA.S A Operating Reactors Branch 1 B4/03/OB CAREV. 0 J 

Duquosne Light Co 6pp 22761 337 24X Fiche 50-334.84/03/08. 

8403260294 


I4032S032S Foruards comments on proposed Tech Spec changes per B30714 
& 0922 Itrs Addl info on bypasses to block trip Instruments 
reiiuBsted 

VAROAi 8, A Operating Reactors Branch 1 94/03/13 CAREV. J.J 

Duqoesne Light Co 17pp 2230? 305 24X Flche 60-334. 84/03/1 3. 

0403260325 


Inspection reports, IE Bulletins & correspondence 


401190072 IE Info Motiee 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits V Annunciation '' 8vc list 
end 

JOROANi E L Division of Emergency Preparedness 6 Engineering 
Response (Post SOOtOSI 84/08/20 Consolidated Edison Co of Neui 
York, Inc ilSpp 22909 23? 24X Flche 50-000.84/02/28,9401190072 


103070342 Ack receipt of 840214 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-334/83-89 
BTAROSTECKI.R Division of Project & Resident Programs 94/08/29 
CAREY, J J Duquesne Light Co Ip 22546,298 24X 

Flche 30-334.94/02/88.8403070342 


-8403070344 Responds to NRC 840116 Itr re violations noted in IE Insp 
Rapt 50-334/93-89 Corrective act Ions. valves TV-CC-107A< B 1, C 
added to valve table for stroke testing $< procedures for 
testing t< calibr of relays revised 

CAREV, J J Duquesne Light Co 84/02/14 STAROSTECK I , R Division 

of Project 6 Resident Programs 4pp 22546 289 24X 

Fiche 50-334, 04/02/28, 6403070348 


108090007 IB Jnfo Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT t, NRC " SvC list end 

QRACEi d. N Division df OA, Safeguards & Inspection Programs (Post 
830103) 04/03/08 Consolidated Edison Co of Neu York, Inc 

tSOpp 22558 329 24X Fiche 50-000,84/03/02,8402090007 


I0809000B IE Info Notice 84-16, "Failure of Automatic Sprinkler 8ys 
Valves to Operate ” Sve list end 

JORDAN, E L Division of Emergency Preparedness 4< Engineering 
Response (Post 830103) 64/03/02 Consolidated Edison Co of Nsu 

York, Inc 122pp 22553 098 24X Flche 50-000,84/03/08,6402090009 


02090009 IE Info Notice 64-15. "Reporting of Radiological Releases " 
Svc list encl 

JORDAN, E L Division of Emirgency Preparedness h Engineering 
Response (Post 63DI03) 84/03/02 Consolidated Edison Co of New 

York, Inc ll?pp 88553 217 24X Flche 50-000, 94/03/02, 8402070009 


02090011 IE Info Notice 94-17, "Problems M/Liquld Nitrogen Cooling 
Components Selou Nil Ductility Temp " 8vc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 84/03/05 Consolidated Edison Co of Nsu 

York. Inc I17pp 82553 336 a4X Flche 50-000,94/03/05,9402090011 


03120170 Ack receipt of 640806 Itr Informing NRC of stspe taken to 
correct violations noted In IE Insp Reptt 50-334/63-19 <■ 
50-334/03-23 tc IE Enforcement Conference Rapt 50-334/83-27 
9TAR0STECKI, R Division of Project 6 Resident Programs 94/03/05 
CAREViJ J Duquesne Light Co 2pp 82590*160 84X 

'Iche 50-334,84/03/05,8403120170 


— 9403120172 Responds to NRC 940106 Itr re violations noted in IE 
Enforcement Conference Rept 50-334/63-27 Corrective actions 
operations personnel responsibility revleui program 
Instituted 

CAREY, J J Duquesne Light Co 04/02/06 HURLEY. T E Region t, 
Office of Director 6pp 22590 162 24X Flche 50-334,84/03/05, 

8403120170 


8402090024 IE Info Notice 84-09. Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Past 830103) 84/03/07 Consol idetsd Edison Co of Neu 

York, Inc llBpp 22635 049 24X Fi c he. 50-000, 94/03/07, 8402090024 


8402090029 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys '' Svc list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of Nsu 

York, Inc tlSpp 22584 t06 24 X Fiche 50-000,84/03/07,8402090029 


8403210097 Forwards IE Insp Rept 50-334/84-03 on 840131-0203 No 
violations noted 

MARTIN,! T Division of Engineering 1, Technical Programs 84/03/09 

CAREV, J J Duquesne Light Co 3pp 22705 357 24X 

Fiche; 50-334, 64/03/09, 9403210097 


—8403810105 IE Insp Rept 50-334/84-03 on 840131-0203 No violations 
noted Major areas inspected emergency preparedness of areas 
described in IE Insp Procedures 62203, 82204, 62205, 82206, 
82209.82210 6 92211 

SMITH, R H . WOLTNER.E Region 1, Office of Director CROCKER, H M 
Division of Engineering it Technical Programs. 84/03/08, 4pp 
28705 359 24X Flche* 50-334, 84/03/09. 8403210097. 


9402090031 IE Bulletin 94-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNOtR C Director's Office, Office of Inspection end 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22923 094 24X Flche 50-000,84/03/12,6402090031 


6403260)66 Foruards IE Insp Rept 50-334/84-04 on 840201-29 No 
violations found 

BTAROSTECKI.R Division of Project 8, Resident Programs. 84/03/12 
CA^EY, J J Duquesne Light Co 2pp 22757*320 24X 

Flche 50-334.84/03/1218403260166 


—9403260173 IE Insp Rept 50-334/84-04 on 840201-89 No significant safa 
Issues identified Major areas inspected plant operatlone, 
housekeeping > fire protectl on, radlolog leal control s, phy si cal 
security It surveillance progTam 

TRDSKOSKI.W M , JOHNSON, D . TRIPP.L Region 1, Office of Director 
84/03/12 14pp 22757 322. 84X Fiche 50-334,84/03/12, 

8403260166 


0403290053 Foruards IE Insp Rept 50-334/84-02 on 840116-20 It notice of 
violet ion 

MARTIN, T T Division of Engineering t< Technical programs 84/03/13 

CAREY, J J Duquesne Light Co 2pp 320O6< 278 24X 

Fiche 50-334,84/03/13,0403290093 


— 0403890057 Notice of violation from Insp on 840116-80 

* Region 1. Office of Director 84/03/13 ip S2B06 274. 24X 

Flche 50-334,04/03/13,0403290053. 


— 8403290062 IE Insp Rept 50-334/84-02 on 940116-20 Violation noted, 
lo-yr inservlce Insp plan In use not distributed in 
controlled manner or reviewed or approved by authorlied 
personnel 

ORAY.E H , MCBREARTY, R A , DURR, J P Region 1. Office of Director 
84/02/83 Spp. 22006 275 24X Fiche 50-334,84/03/13,8403290053 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorixad 
Entries into PWR Reactor Cavities " Bve list end. 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 930103) 04/03/21 Cansolldetid Edison Co, of New 

York, Inc 123pp 22823 229 24X Flche* 50-000, 04/03/21, 8402090043 


8402090044 IE Info Notice 84-20, "Sve Life of Relays In Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engtnasrtng 
Responas (Post 8301031 04/03/21 Consolidated Edison Co. of New 

York, Inc I33pp 22933 001 24X Fiche. 50-000, 84/03/21, 0402090044 


R Periodic operating reports it related eorrsspondence 


8403860160 Annual rept of challtnges to priiiurlier safety It PORVs 
No challsngts occured during 1993 W/B40223 Itr 

CAREY, JJ Duqutsns Light Co 93/12/31. MVRLEY, T E Region 1, 
Office of Director Spp 22750*343 24X Flche: 90-334, 83/12/31, 
8403260160 


DOCKETED riEMS 


S4O301O126 NPDEs discharge monitoring rept for Jan 1?B4 U/640224 Itr 
FEITKNECHT.C Duquesne Light Co 84/01/31 REID( ft H Operating 
Fvactors Branch 4 16 pp 22435 324 24X Flche 50-334 > 84 /01/3 1 . 

840301012& 


B4O3O2OO06 Monthly operating rept for Jan 1784 W/840207 1 tr 
HOLTZiJ J . CAREY) J J Duquesne Light Co 84/01/31 ISpp 
22441 177 24X Flche S0-334> 84/01/31) 8403020086 


B403070267 Fopiuards annual rept of personnel receiving greater than 
100 mram ti associated mrem esposure by uork function for 
CYfiS, 

CAREY.J J Duquesne Light Co 04/02/15 MUR LEY, T E Region 1, 
Office of Director Ip 22541 272 24X Flche 50-334.84/02/15, 

8403070267 


— 8403070366 Annual rept of personnel receiving greater than 100 mrem L 
associated mrem (iposure by uork function for CYB3 
4 Duquesne Light Co 83/12/31 Ip 22541 273 24X 

Flche 50-334)84/02/15,8403070267 


0403070243 Forwards "Effluent L Haste Disposal Eemlannual Kept, 
Jul-Dec 1703 " Ventilation vent radiation monitor 
RM-V8-101A/B declared inoperable on 831130 

CAREY, J J Duquesna Light Co 64/02/22 Region I, Office of 
Director 2pp 22536 020 24X Flche 50-334,84/02/22,6403070243, 


— 8403070244 "Effluent Ic Haste Disposal Bemiannual Rept, Jul— Dec 1903 " 
m Duquesna Light Co 83/12/31 57pp 22536 022 24X 

Flche 50-334,84/02/22,6403070243 


0403300101 Monthly operating rept for Feb 1784 H/a4030a I tr 
HOLTZ, J C , CAREY, J J Duquesne Light Co 64/02/27 5p p 
22620.333 24X Flche 50-334,64/02/27,8403300181 


0403170276 Forwards corrected forwarding Hr dtd B40222 t< page to 
"Bemiannual Effluent ReptiBecond Half 1783," due to 
typographical errors 

CAREY, J J Duquesne Light Co 64/03/05 Region 1, Office of 
Director, Ip 22673 240 24X Flche. 50-334, 84/03/05. 8403 190276 


— 8403170317 Corrected Hr forwarding "Bemiannual Effluent Rept, Second 
Half 1703 " 

CAREY, J J Duquesne Light Co 04/02/22 Region 1, Office of 
Director tp 22673' 242 24X Flche 50-334,84/03/05,6403170276 


— 0403190324 Corrected "Effluent !, Haste Disposal Semiannual Rept, 
Second Half 1903 " 

« Duquesne Light Co 03/12/31 Ip 22673 243 24X 

Flche 50-334,84/03/05.8403190276 


B. Reportable occurrences, LERs if related correspondence 


6403260013 Discusses lots of RHR for approx 5 h on 000521 Caused by 
weld In atachtng tine to common header of RHR pumps 
Safety significance minimal No further AEOD action planned. 
LANNINO, H D Director's Office 00/00/04 Director's Office 
Ip. 22763 331 24X Flche, 50-334, 00/00/04, 0403260013 


8403010016 Further response to FDIA request for 16 categories of 
d ocumants, Foruardi HJ Olrckt 011219 Hr re 810606 sabotage 
event It special rept to Commonwealth of PA Info partially 
withheld <ref FOIA Exemption 3) 

FELTON) J, M. Division of Rules and Records 84/01/04 6H0LLV, S C 
Union of Conctrned 8clentlsts 2pp 22479 076 24X 

Flche' 50-334, 04/01/04, 0403010016 


— 0403010032 Responds to 011021 li 1104 requests for Info re 010606 
sabotage event at fac t I i ty, Detail t withheld 
(ref 10CFR73, 21) 

DIRCKSi H. J Office of the Executive Director for Operations 
01/12/17. TAYLOR, F fi Pennsylvania, Commonwealth of, 2pp 
22477.000. 24X Flche 50-334,04/01/04,8403010016 


'—0403010061 "Responee to Apparent Act of Oabotage et Deaver Valley, Unit 
I," Info partially deleted (ref I0CFR2 770(d) L 
10CFR73. 21 > 

a NRC - No Detailed Affiliation Otven 84/01/04 6pp 
22477:112 24X Flche’ 50-334, 04/01/04, 6403010016 


8403060134 RO on 0402)5, high radiation alarms w7normal activity present 
racelved constantly for Channels 7 6 9 of special 
particulate iodine, noble gas isonltor Cause could not be 
determined Vendor will assist In Investigation 

LACEY, H,6, Duquesne Light Co 84/02/29 Record Services Branch 
(Doeument Control Desk). 2pp 22517.002 24X Flche’ 50-334, 

04/02/27, 0403060134 


8403270219 Part 3i rept re broken contact carrier in control dev 
7 5 kV-l5 kV, SOD-750 MV A, 5 kV 350-3,000 b all HKV circuit 
breakers I'nltlally reported on 830223 Addenda to 
installation b malnt procedures sent to affected units 
DUVALL, 0 D Brown Dover i Corp (subs of Drown Dover i b Co • 
04/03/19 Record Services Branch IDocuraont Control Desk) 

22772 114 24X Flche 50-000,64/03/19,8403270217 


V Operator Eiamlnatxons 


6403060297 Lists concerns re operator license exom review procos. 
Proper security measures can be taken to prevent 
dissemination of questions to license applicants during 
exam Requests NRC reconsider new guidance, per NUnEO-1021 
CAREY, J J Duquesne Light Co 04/02/24 DENTON. H R Office 
Nuclear Reactor Regulation. Director 2pp 22511 134 24X 

Flche 50-334,04/02/24,8403060297 


DOCKET 50-335 ST LUCIE PLANT, UNIT 1 


F Security, medical, emergency b fire protection plans 


B403D90280 Public version of Rev 13 to radiological emergency pla 
040124 Hr b JM Felton 840307 release memo 

H1LLIAM5, J W Florida Power (i Light Co 04/01/04 O'REILLY, t 
Region 2, Office of Director 227pp 22593 001 24X 

Flche 30-335.04/01/04,8403090200 


8403060340 Revised emergency Implementing plan procedures, IncluiSl 
Procedures 2-<}030140 re blackout operation, 2-0030143 re 
total loss of ac p ower, 2-0120042 re LOCA b 2-1010030 re 
loss of Instrument air H/040229 Hr 

8A0ER, D A , HETHV.C N Florida Power b Light Co 64/01/23 
22519 074 24X Flche 30-335.64/01/23.8403060340 


0403070140 Forwards IE Insp Repts 50-335/04-03 & 50-387/84-04 on 
040110-20 No violations or deviations noted 

DANCE, H C Division Of Project & Resident Programs 84/08/13. 
HILLIAMS, J H Florida Power it Light Co 2pp 22538 283 34X 
Flche 30-335.84/02/13,0403070140 


—0403070143 IE Insp Repts 50-335/84-03 b 50-309/04-04 on 040110- 
vlolatlons or deviations noted Major areas Inspected 
emergency preparedness to assess on-shift prompt emergency 
classification b protective action recommendations 
DECKER. T R Region 2, Office of Director JENKINS. G R Dlv 
of Emergency Preparedness b Materials Bafety 64/02/10 4pp 
22538 287 24X Flche 50-335,84/02/13,0403070140 


6403170306 Rev 12 to Emergency Plan Implementing Procedure 310002 
"Natural Emergencies " H/e40307 Itr 

WILLIAMS, vF M Florida Power b Light Co 04/02/29. O'HErLLY, r 
Region 2, Office of Director 12pp 22675 270 24X 

Flche 50-335,64/02/29,6403170306 


0403060112 Forwards "Safety Parameter Display 8ys Parameter 0Dlec 
Evaluation b Implementation Plan," per Generic Ltr 02 -33, 

"Buppl 1 to NLIHEO-0737 Requirements for Emergency Response 
Capability " 

WILLIAMS, J W Florida Power b Light Co 84/03/01 EIBENHUT, 
Division of Licensing Ip 22518 322 24X Flche 30-333,04/03 

0403060112 


— 8403060116 "Safety Parameter Display Bys Parameter Belection Ev 
b Implementation Plan '* 

* Florida Power b Light Co 04/03/01 lOpp 22S18 323 
Flche 50-335,04/03/01,0403060112 


B4031602S4 Notifies of 840316 workshop to discuss 10CFR50,App R 
requirements b Insp results to resolve misunderstandings re 
fire protection Attendees shouU be limited to six due to 
slxe of conference room 

LEWIS, R C Division of Project b Resident Programs 84/03/02. 
WILLIAMS, J H Florida Power b Light Co Ip 22660 233 24X 

Flcha 50-000,84/03/02,0403160254 


6403270161 Expresses appreciation for cooperation throughout iO-m 
period of planning b developing federal full field exercise 
Exercise provided planning focus b field experience for I 

completing radiological emergency response planning 
O'REILLY, J P Region 2, Office of Director 04/03/13 ADOMAT 
Florida Power b Light Co 8pp 22002 200 24X I 

Flche 50-335,04/03/15,0403270101 | 


8403290109 Ack receipt of 040309 Hr Informing NRC of steps taken 
correct violations noted in IE Insp Repts 50-335/63-43 b I 

50-389/03-71 ' 

DANCE, H C Division of Project b Resident Programs 84/03/19, 
WILLIAMS, J H Florida Power b Light Co Ip 22007 001 24X 

Flche 50-335,04/03/19,0403290109 
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— S403S901^2 i£ Insp Repts 50-333/'e3-43 h 50-309/03-71 on 031211-040110 
Violation identified failure to maintain control room 
procadores in areas of admiii 1 s.tra t i on* op era t ian« emerg en c ij Ic 
off-normal 

BIQB«H E Reslon Si affice of Director ELRQD. B Division of 
Project i Resident Programs 04/02/00 4pp 52607 007 24X 

Fiche 50-335,84/03/19.0403290109 


0403270247 Motifies that one presaurlier level transmitter u/radiant 
energg shield, leill be separated, per App R, Section 
III Q 2 F Fire detector uill also be Installed at each pump 
in intake cooling uater pump area 

WILLIAMS, J W Florida Power Sc Light Co B4/03/21 EISENHUT,D O 
Division of Licensing Ip 22772 113 24X Fiche 50-335,04/03/91, 

B403270247 


H General correspondence 


B4032SD149 Responds to 040200 Itr rcguesting assistance in responding 
to J Pasbavitch Itr renuesting latest EI5 nn concentrations 
of Sr-90.C5-137 U I-I31 near plants Two annual repts end 
W/o rapts 

DIRCKBiU vf Office of the Executive Director for Operations 
84/03/07 CHILES. L Senate. 4pp 22007 310 24X 

Fiche 30-000,84/03/07,0403500147 


— B4032B0 150 Forwards constituent J Pasbavitch Itr req.uo 5 ting latest EIS 
on concentrations of Si — 70. Cs-137 It 1-131 near plants 
Comments I, views requested 

CHILES.L Senate B4/02/0B HAMMERER, C Office of Congressional 
Affairs Bpp 22009 320 24X Fiche 50-000,04/03/07,8403200149 


J Insurance t> Indemnitg information 


8403060234 Forwards Endorsement 52 to NELIA Pol leg NF-927 

OUCH, J R Harsh I< HcLennan. Inc 84/02/2B SALTZMAM, J Assistant 
Director for State & Licensee Relations 2pp 22517 313 24X 

Fiche 50-335.04/02/28,8403060234 


P Operating license stage documents 1, correspondence 


8401130296 Application to amend License DPR-67, deleting radiological 
effluent Tech Bpecs from App D, environ protection plan 
UILLIAMS.OW Florida Power h Light Co 84/01/10 EIBEMHUT.D O 
Division of Licensing 5pp 21001 135 24X Fiche 50-335,84/01/10, 

8401130296 


8402210294 Forwards request for addl info re reactor coolant pump 
seiied rotor & loss of all nonemergeneg ac power accidents 
Apparent conflicts found in clarifying info N/ a encl 
MILLER, J ft Operating Reactors Branch 3 04/02/13 WILLIAMS, J M 

Florida Power t, Light Co Ip 22323 360 24X Fiche 50-335, 

84/02/13. B402210294 


8403060077 Forwards Amends 62 & 5 to Licenses DPR-67 li NPF“16i 
respectively tc safety evaluatinn Amends change personnel 
titles fc revise shift technical advisor function 

SELLS. D E Operating Reactors Branch 3 84/02/24 WILLIAMS, JW 

Florida Power h Light Co 2pp 2254? 020 24X 

Fiche 50-335,84/02/24,0403060077 


— B403060D80 Amends 62 «. 5 to Licenses DPR-67 6 NPF-16, re sp a c t i velg. 
changing personnel titles b revising shift technical advisor 
f uncti ens 

HILLER, OR Operating Reactors Branch 3 B4/02/24 12pp 

22349 022 24X Fiche 50-333,84/02/24,8403060077 


— 8403060527 Safety evaluation supporting Amends 62 b 5 to Licenses 
DPR-67 b RPF-I 61 respect ively 

« Office of Nuclear Reactor Regulat/ion, Director 84/02/24 2pp 
22349 034 24X Fiche 50-335,84/02/24.0403060077 


8403050354 Requests r e qual 1 f i cat 1 on of electrical equipment at higher 
beta doses Completion of action luithln 60 days or submittal 
of proposed completion date within 15 days requested 
MILLER. J R Operating Reactors Branch 3 04/02/27 WILLIAMS, J W. 

Florida Power b Light Co 2pp 22501 333 24X 

Fiche 30-335.84/02/27,8403050354 


8403060168 Notifies that administrative program b procedures now In 
effect uill be reviewed to confirm Implementation of 
recommended guidelines in NUTAC ropt, per Generic Ltr 83-20 
WILLIAMS, JC Florida Power & Light Co 84/03/01 EISEMHUT.D 0. 
Division of Licensing Ip 22518 336 24X Fiche 50-000.84/03/01, 

8403060168 


0403120214 Forwards Amend 63 to License DPR~67 b safety evaluation 
Amend revises Tech Specs to change shutdown margin 
requirements, moderator temp coefficlont limits b deletes 
flux peaking augumentatlon curve for Cycle 6 

MILLER, J R Operating Reactors Branch 3 04/0-3/01 WILLIAMS. J W 

Florida Power b Light Co 3pp 22617 253 24X 

Fiche 30-335,84/03/01,8403120214 


— 0403120217 Amend 63 to License DPR-67, r ev I s Ing Tech Specs to change 
shutdown margin requiremen ts, moderate temp coefficient 
limits b deleting flu« peaking augumentatlon curve for Cycle 
6 

MILLERiJ R Operating Reactors Branch 3 84/03/01 24pp 

22619 256 24X Fiche 50-335,04/03/01,8403120214 


— 8403120217 Safety evaluation supporting Amend 63 to License Dpn-67 
* Office of Nuclear Reactor Regulation, Director 84/03/01 
30pp 22619 2B0 24X Fiche 50-335,84/03/01.0403120214 


8403170150 Notifies of 640402-06 meeting b p r o imp 1 ementa 1 1 on audit at 
Turkey Point to discuss confirmatory items identified in 
safety evaluation of detailed control room design reviews 
for fac 1 li t les 

VARGA, B A Operating Reactors Branch 1 04/03/07 WILLIAM. J W 

Florida Power b Light Co 6 pp 22601 311 24X 

Fiche 50-000,84/03/07,0403190150, 


S403130066 Advises that request to revise Tech Specs to provide 
requirements for overtime limits b reporting of relief b 
safety valVe failures will he submitted per Generic Ltr 
82-16 (NUREQ-0737) by 84051S 

UILLIAMBiJ W Florida Power b Light Co 04/03/08 MILLER, J R 
Operating Reactors Branch 3 Ip 22601 252 24X 

Ficha 50-335,04/03/08,0403130066 


G Inspection reports, IE BulLetlns b correspondence 


8403070034 Provides status of efforts in dovoloptnent of Inservice Insp 
organiiation manual b plans for issuooeejpor IE Insp Ropt 
50-335/83-00 Manual should he In effect by 840315 
HILLIAMBiJ W Florida Power b Light Cg S3/i2/2t □'REILLY. J P 
Region 2. Office of Director 3pp 22541 278 24X 

Ficha 50-335, 83/12/21,8403070034 


8403070140 Forwards IE Insp Repts 50-335/84-03 b 50-307/84-04 on 
840118-20 No violations Or deviations noted 

DANCE, H C Division of Project b Resident Programs 64/02/13 
WILLIAMS, J M Florida Power b Light Co 2pp 22530 205 24X 

Fiche 50-335,84/02/13,0403070140 


— 0403070145 IE Insp Repts 50-335/04-03 b 50-309/84-04 on B4011B-20 No 
violations or deviations noted Major areas Inspected 
emergency preparedness to assess on-ahift prompt emergency 
classification b protective action recommendations 
DECKER, T R Region 2, Office of Director JENKINS, G R Division 
of Emergency Preparedness b Materials Safety 84/02/10 4pp 
22530 287 24X Fiche 50-335,04/02/13,0403070140 


8403160206 Forwards IE Insp Repts 50-335/04-04 & 50-389/84-05 on 
840201-03 No violations or deviations noted 

DANCE, H C Division of Project b Resident Programs, 84/02/21 
WILLIAMS. J W Florida Power b Light Co 2pp 22655 233 24X 

Fiche 50-335,84/02/21,0403160206 


— 8403160210 IE Insp Repts 50-335/84-04 b 50-389/84-05 on 040201-03 No 
Violations or deviations noted Major areas inspected matnt b 
surveillance observation, p lant operat ions, preoperatlonal 
test ing, proc edures b low power testing 

KRUOiWE Region 2, Office of Director JAPE, F Division of 
Engineering S, Operational Programs 64/02/13 4pp 22655 235. 
24X Fiche 50-335,84/02/21.0403160206 


B403160264 Forwards IE Insp Repts 50-335/03-42 b 50-389/83-70 on 
831101-1210 No vialatlons or deviations noted 

DANCE, H C Division of Project b Resident Programs. 84/02/24 
WILLIAMS, J W Florida Power b Light Co 2pp 22660 335. 24X 

Fiche 50-335,84/02/24,8403160264 


— 8403160260 IE Insp Repts 50-335/83-42 b 50-309/83-70 on 831111-1210 No 
violations or deviations noted. Major areas inspected; maint b 
surveillance observat 1 on, p lant operations, LERi b IE info 
notices 

BIBBiN £ Region 2, Office of Director ELROD . 8 A Division of 
Project b Resident Programs 04/02/23 lOpp 22660,337. 24X 

Fiche 50-335.84/02/24,8403160264 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Sve list 
enc 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Pott 830103) 84/02/2S Consolidated Edison Co. of New 

York, Inc llSpp 22909 239 84X Fiche 50-000,84/02/28,8401190072 
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B4031Z0240 Forward* request for addl info re util responses to 16 
Bulletin ao-lli "Masonri/ Wall Designi •' in order to complete 
review Response requested bq 84040? Technical evaluation 
rspts also end 

MILLER. J R Operating Reactors Branch 3 04/02/29 UILUIAMS.J W 

Florida Power !< Light Co 7pp 22<|19 208 24X 

Fiche. 90-339, 84/02/29, 8403120240 


—8403120244 "Use of Joint Reinforcement in Block Masonrg Walls," 
technical rept 

HAHIO, A A , HARRIS, H 0 Drexel Only , Ph 1 ladelphia, PA 

BECICA, I.J Franklin Inst i tute/Frank 1 In Research Center 

84/03/31 12pp 22619 210 24X Fiche 00-339.84/02/29,8403120240 


— 8403120292 "Evaluation of Arching Theory In Unrelnforced Masonry Walls 
in Nuclear Powar Plants •' 

HAMID, A.A., HARRIS, K 0 Drexel Unlv , Philadelphia, PA CON, V 
Franklin Inetltute/Frank 1 in Research Center 83/06/30 9pp 
22619’ 227 24X Fiche 00-330,84/02/29,8403120240 


8403290317 Forward* IE Insp Repts 00-339/84-09 S< 90-309/84-07 on 
840206-10 No violation* or deviations noted 

DANCE, H. C Division of Project tt Resident Programs 84/02/29 
WILLIAMS, J W Florida Power & Light Co 2pp 22802 002 24X 

Fiche 90-339,84/02/29,8403290317 


— 8403290320 IE Insp Repts 90-335/84-05 U 00-389/84-07 on 840206-10 No 
violations or deviations noted Major areas inspected health 
physics instrumentation, action on NURE0~0737 items, ALARA 
activities h followup on previous items 

WRAY, J. R. Region 2, Office of Director BARR, K P Division of 
Engineering !« Operational Programs 84/02/22 Bpp 22802,054 
24X Fiche 50-335,84/02/29,8403290317 


8402090007 IE Info Notice 84-14, "Highlight* of Recent Transport 
Regulatory Revs by DOT {< NRC " 8vc list enc 1 

ORACE, J N Division of QA, Safeguards Zt Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp. 22502 329 24X Fiche 50-000, 84/03/02, B4D2090007 


B40209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valvas to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fi c ho 00-000, 84/03/02. 8402090008 


B402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
five list and 

JORDAN, E L. Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc I19pp 22553’217 24X Fiche 50-000, 84/03/02, 8402090009 


8403290174 Forwards IE Insp Repts 50-335/84-02 & 90-389/84-03 on 
840111-0210 No violations or deviations noted. 

DANCE, H.C Division of Project Resident Programs 84/03/02 
WILLIAMS, J W Florida Power b Light Co 2pp 22803 076, 24X 
Fiche; 90-339.84/03/02, 8403290174. 


— 8403290180 IE Insp Rept* 90-339/84-02 «< 90-389/84-03 on 840111-0210 No 
violations or deviations noted Major areas inspected maint 
observation, lurvel 1 lane B observation, plant operations li TMI 
Action Item III B 4 2. B followup 

FEIERABEND, C , BIDD.H E Region 2, Office of Director, ELROD, 8 A 
Division of I^rojcct it Resident Programs. 84/01/02 2pp 
22803’ 078. 24X Fiche’ 90-339, 84/03/02, 8403290174 


8402070011 IE Info Notice 84-17, "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end. 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/09 Cansolldatsd Edison Co of New 

York, Inc, 117pp 22993 336 24X FI che 90-000, 84/03/05, 840209001 1 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection 8afe Shutdown Sys." 8ve list end 
JORDAN, E L Diviiion of Emergency Preparedness it Engineering 
Response (Post 830103), 84/03/07. Consolidated Edison Co. of Nsw 

York, Inc lIBpp 22635:049 24X Fiche’ 90-000, 84/03/07, 8402090024 


8402090028 IE Info Notice 84-18. "Stress Corrosion Cracking in PWR 
Bys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post B30103I 84/03/07 Consolidated Edison Co. of New 

York, Inc llepp 22984’ 186. 24X Fiche 90-000,84/03/07,8402090028 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Cleai IE Safety 8ys " Bve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidetad Edison Co of New York, Inc 

134pp. 22823’ 094. 24X Flch e. 90-000, 84/03/12, 8402090031 


8403290109 Ac k receipt of 840309 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-339/83-43 ti 
90-309/03-71 

DANCE. H C Division of Project h Resident Programs 84/03/19 
WILLIAMS, J W Florida Power (< Light Co Ip 22807 OOt 24X 
Fiche 90-339,84/03/19,8403290109 


— B403290114 Responds to NRC 040202 Itr re violations noted In IE Insp 
Repts 90-339/83-43 Si 50-389/83-71 Corrective actions all 
indexes reviewed against master copies & procedures in 
control room verified against Indexes 

WILLIAMS, J W Florida Power b Light Co 84/03/09 O'REILLY, J P 
Region 2, Office of Director 2pp 22807 002 24X 

Fiche 90-339.84/03/19.8403290109 


—8403290124 Forwards IE Insp Repts 90-339/83-43 b 90-309/33-71 on 
831211-840110 b notice of violation 

DANCE. H C Division of Project b Resident Programs 84/02/10 
WILLIAMS, J W Florida Power b Light Co 2pp 22807 004 24X 
Fiche 50-339.84/03/19,8403870109 


— 8403290126 Notice of violation from insp on 0312U-B4O11O 

« Region 2, Office of Director 84/03/10 Ip 22807 006 24X 

Ficho 50-339,84/03/19,8403290109 


—8403290132 IE Insp Repts 90-339/83-43 b 90-389/83-71 an 831211-840110 
Violation Identified failure to maintain control room 
procedures in areas of administration, operation, emergency b 
off-normal 

BIDQ.H E Region 2. Office of Director ELROD. 8 Division of 
Project b Resident Programs 84/03/08 4pp 33007’ 007 24X 

Ficho 90-335,04/03/19,8403390109 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list encl 
JORDAN, E L Division Of Emergency Preparedness b Engineering 
Response (Post 830103) 64/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fi c he 50-000, 84/03/21 , 8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list and 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103), 84/03/21 Consolidated Edison Co of New 

York. Inc l3Spp 22933 001 24X Fiche 90-000,84/03/21,8402090044 


R Periodic operating reports b related correspondence 


8403020033 Monthly Operating repts for Jan 1984 W/840219 Itr 
GRANT, N.W , WILLIAMS, J W Florida Power b Light Co 04/01/31 
19pp. 22442 235 24X Fiche 50-000,04/01/31.8403020033 


8403300173 Forwards monthly operating repts for Feb 1904 b corrected 
Page 1 of St Lucie Unit 2 monthly operating rept for 
Jan 1984 

WILLIAMS, J W Florida Power b Light Co 04/03/19 Office of 
Resource Management, Director Ip 22019 263 24X 

Fiche 50-000,84/03/19,8403300173 


—0403300189 Monthly operating repts for Feb 1904 

GRANT, N.W Florida Power b Light Co 84/03/13 16pp 22819 264 
24X Fiche 90-000,84/03/15,8403300173 


8 Reportable occurrances, LERs b related correspondence 


8104220046 Forwards brief description of 801130 event at facility 
Licensees of operating C-E PUR* should be Informed of 
concern re inadequacy in reactor protection sys test 
procedures 

MICHELSDN.C Director’s Office 81/04/15 JORDAN, E L Director's 
Office 3pp 22789 297 24X Fiche 90-335,81/04/15,8104220046 


8310120303 Discusses licensee actions re 811219 dual M3IV closures b 
pressurizer safety valve actuations Cause unidentified 
Proper corrective action Implemented 

CINTULAjT C Reactor Operations Analysis Branch 82/09/24 

SEYFRIT, K V Reactor Operations Analysis Branch 6pp 22789 309 

24X Fiche 50-335,82/09/24,8210120303 


8403220070 Updeted LER ai-039/03L-l. on 810802. during power operation, 
PORV block valve MV1403 would not close Caused by loose 
electrical connection on valve limit switch Connection 
tightened during Oct 1981 refueling W/B40317 itr 
ROTELLA.T, 8 , WILLIAMS, J W Florida Power b Light Co 84/03/17 
2pp 22712 304 24X Fiche 90-333,84/03/19,8403220070 
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V Operator E i amina t 1 ons 


84030001*4 Forwards request for site visits to conduct operator 
licensing eiams requested In Generic Ltr B3-40 

WILLIAMS. J W Florida Power h Light Co 84/03/01 EI6ENHUT. D 0 
Division of licensing 5pp 22559 293 24X Flche 50-333,04/03/01. 

B403DB011i4 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency t< fire protection plans 


6403260195 Rev 41 to emergency plan implementing procedure Index 8c Rev 
1 to Procedure EPIP 4305A, "Meteorological Tower Emergency 
Operations Facility Computer Terminal Operation " 

W/a40309 ltr 

COUNSIL.H G . SEARS. C F Northeast Nuclear Energy Co (subs of 
Northeast UtlUtlesl CDUNSIL, W 0 Northeast Utilities 04/02/13 
EIBENHUT. D 8 Division of Licensing 14pp 22736 171 24X 

Flche 50-245,04/03/15,0403260195 


0403260143 Forwards general position statement on Reg Guide 1 97. Rev 3 
re justification of significant generic deviations, per 
NUREtt-0737. Suppl 1 

COUNSEL. U G . SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utllltlosj COUNSIL.H 0 Connecticut Yanliee Atomic Power 
Co B4/02/29 MILLER, J R Operating Reactors Branch 3 
CRUTCHFIELO, 0 Operating Reactors Branch 3 3pp 22730 162 24X 

Flche 50-000,94/02/29.0403260143 


— 0403260151 General position statement on Reg Guide 1 97 .Rbv 2 re 
instrumentation for assessing plant 8, environ conditions 
during *c following accidents 

a Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Connecticut Yankee Atomic Power Co » Northeast Utilities 
04/02/29 69pp 2375B 163 a4X Flche 50-000,04/02/29,0403260143 


B4031S0106 Forwards FEHA final eiercisc rept for B20319 joint eterciso 
of state 8< local radiological emergency preparedness plans 
for facility Rept of 831DD5 exercise ulU be forwarded 
MARTIN.T r Division of Engineering 6 Technical Programs 04/03/09 
COUNSIL.H 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 22640 142 24XFiche 30-336. 04/03/09. 04031 SOI 06 


0403190243 Notification of B4D41B workshop in King of Prussia. PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp 8> topics described in IE Info Notice 
04-09 Agenda Pur workshop end 

HURLEY. T E Region 1. Office of Director 04/03/09 D'TOQLE. J 0 

Consolidated Edison Co of New York. Inc KANOA, 0 K (Teneral Public 

Utilities - GPU Service Corp WDOLEVEH, E J Duquesne Light Co 
35pp 2267B 062 24X Fi cho 50-000,84/03/09,0403190243 


B403260146 Forwards revised procedures for corporate organl i at Ion for 
nuclear incidents procedure manual, Inc luding Procedure CONI 
re table of contents 6 CONI 1 05 re corporate emergency 
operations c tr operations U/o end 

caUNSIL.H G , SEARS, C F Connecticut Yankee Atomic Power Co 
COUNSIL.H 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 84/03/09 EISENHUT. D 0 Division of Licensing 2pp 
22750 330 24X Flche 50-000.04/03/09,0403260146 


8403220136 Provides results of reevaluation of performance assessment, 
per util B31219 ItT addressing topics discussed at 031127 
SALP mgt meeting Category 1 rating will be assigned to 
refueling area for Millstone 2 Explains Category s ratings 
MURLEY. T e Region 1, Office of Director 04/03/16 COUN0IL.H 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
22716 047 24X Flche 50-000.04/03/16,0403220136 


B4D32700D8 Informs that util will provide Info re planned deviations 
from Suppl 1 to NUR:EG-0737 by B40501 Delay has no effect on 
schedules for implementation of Suppl I to NUREO-0737 
COUNSIL.H 0 . SEARS, C F Connecticut Yankee Atomic Power Co 
COUNSIL.H G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 04/03/16 EIEENkuT.DO Division of Licensing, 2pp 
22770 on 24X Flche 50-000.64/03/16,8403270000 


8403300004 Advises that B312I4 Rev IB to security plan 8. 040110 Rev 3 
to training 8. qualification plan consistent w/provlstons of 
10CFR30 54(p) ^ acceptable 

MABTINi T T Division of Engineering 8i Technical Programs 04/03/26 
CDUNBlL.tf 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 3pp 32022 014 34X Ficbe 50-245,04/03/26,0403300084 


P Operating license stage documents 8< correspondence 


0403080344 FOIA request for documents re proposed N8HC determination 
on license amends for Millstone 2 8. entry Into operational 
mode for conducting final tests of pressurizer safety valves 
at Trojan 

ADA TO. M Union of Concerned Scientists 84/02/02 FELTON, J M 
Division Of Rules and Records Ip 22503 030 24X 

Ficho 50-000,84/02/02, 0403080344 


0403060454 Forwards Amends 95 8< 92 to Licenses DPR-21 & DPn-63, 
respectively Amends change Tech Specs to comply w/flnal rule 
bn licensed operator staffing 

CRUTCHFIELD, D Operating Reactors Branch 5 04/02/16 CQUNaiL.W O 

Northeast Nuclear Energy Co (subs of Northeast Utllltlat) 3 pp 
22511 193 24X Flche 50-245.04/02/16.8403060454 


— 0403060459 Amends 95 8< 92 to Licenses DPR— 21 8. DPR-6S, respectively, 
changing Tech Specs to comply w/final rule on licensed 
operator staffing 

CRUTCHFIELD. 0 Operating Reactors Branch S 84/02/16 14pp 
22511 196 24X Flche 50-245,04/02/16,0403060454 


8403010235 Submits Info re NURE0-0737> Items 1 1 E 1 2. “Safety Grade 
Auxiliary Feedwater Sys Initiation 8. Flow Indication" 4< 

II K 3 3, “Reporting of Safety {. Relief Ualve Failures it 
Challenges." per util 021230 ltr 8< Generic Ltr 83-16 
C0UNSIL.H 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL.H 0 Northeast Ubi l i t iei S4/02/21 

MILLER, J R, Operating Reactors Branch 3 3pp 32434 IBB 34X 

Ficho 30-336,04/02/21,0403010235 


0403050105 Advises that operability testing of RC8 vent valves will be 
performed per requirements of ASME. Section XI. Subsection 
lHV-3410, for Category D valves, per NUREO-0737. I tem II D 1 
COUNSIL.H 0 Connecticut Yankee Atomic Power Co COUNSIL.H 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

CQUNBIL, H 0 Northeast Utilities 04/02/21 MILLER, J R Operating 
Reactors Branch 3 CRUTCHFIELD. D Operating Reactors Branch 5 
Spp 22400 043 a4X Flche 30-000,04/02/31.0403050103 


□40309D237 Advises that OE Cask tF-300 will be utillied for disposal of 
thermal shield Three shipments to Barnwell, BC disposal site 
In spent fuel railroad transportation cask planned 
COUNSIL.H 0 , OPEKA, J F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL.H G Northeast Utilities, 04/02/34 
MILLER, J R Operotlng Reactors Branch 3 2pp 32373 239, 24X 

rUho 50-336,04/02/24,0403090257 


0403090272 Notifies that submittal date for 9T9 addressing NUREO-0737 
items, per Generic Ltr 03-37, rescheduled for 040303 
COUNSIL.H 0 Connecticut Yankee Atomic Power Co COUNSIL.H 0. 
Northeast Nuclear Energy Co Isubs of Northeaet Utilities) 

COUNSIL.H 0 Northeast Utilities, 84/02/24 EISEfUUT, D 0 
Division Of Licensing 2pp 32572 196 34X Fiche 50-336,84/03/34. 

0403090272 


04O3D7O3D4 Provides responses to throe open Items from NRC/BNL Yankee 
Atomic Electric Co 8. consultants Mark I containment program 
plant-unique analysis rept 040216 review meeting 

CELIA.N B Teledyne Engineering Bervlces B4/O2/20 SIEGEL, B NRC 
- No Detailed Affiliation Given 4pp 23546 171, 24X 

Flche 30-000,84/02/28,0403070304 


0403130027 Informs that Amends 34,93 8< 87 to Licenses DPR-61, DPR-Sl 8i 
DPR-63. respectively, inadvertently eliminated reporting 
requlremonti for exceeding radiological limiting conditions 
far operation Corrective actions identified 

CDUNSIL. U 0 Northeast Nuclear Energy Co (tubs of Northeast 
Utilities) COUNSIL.H 0 Connecticut Yankee Atomic Power Co 
CDUNSIL, H 0 Northeast Utilities 84/03/01 MILLER. J.R Operating 
Reactors Branch 3 CRUTCHFIELD. D Operating Raactori Branch 5. 

4pp. 22615 107 24X Fiche- S0-0t)0, 04/03/01 , 0403130027 


6403000347 Partial rasponse to FOIA request for documents rs proposed 
NSHC determlnatloni for Millstone 2 h entry Into operational 
mode for conducting final tests of pressurlter safety valves 
at Trojan Forwards App B documents 

FELTON, J M Division of Rules and Records 04/03/02 ADATO, M 
Union of Concerned Bclentlsts 4pp 23583 039 34X 

Flche 30-000,04/03/02,0403080347 


—0312230261 Evaluates util 031102 arguments to support validity of 
previous LOCA analyses for removal of thermal shield from 
core barrel Reanalysis of small break LDCAs not required 
Restart approved subj to confirmation of peak clad tamp. 
HDUSTON.R H Assistant Director for Reactor Safety. 03/13/13 
LAINAS.O C Assistant Director for Operating Reactors. 8pp. 
28393 060 24X Flche 50-000,04/03/02.8403000347, 
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--B40305039S Returns request for publication in FR of notice of 
consideration of issuance of amend to QL & proposed NSHC 
determination re Tech Spec changes resulting from Cycle 6 
refueling considerations Revs requested U/o end 

RDTHBCHILDpM U Office of the Executive Legal Director 83/0i/13 
CLARKiR A Operating Reactors Branch 3 ip 3S5B3 099 24X 

Flche 90-000, B4/03/02, 84030B0347 


8403140B5S Notifies that Class III fee appropriate for revieui of B31012 
proposed Tech Spec changes re mod of pressuriier level band 
D1008, R M License Fee Management Branch 84/03/07 CDUNSIL, W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) Ip 
32637330 24X Flche 90-336,64/03/07,8403140222 


B403260200 Comments on Issue 3 of NUREO— 0B89, "NRC Policy ti Planning 
Oul dance, 19B4 '* Seven themes Identified represent important 
objectives for industry 

COUNBIL.W 0 Northeast Utilities B4/03/12 DIRCKS, W J Office of 
the Executive Director for Operations 4pp 22796 204 24X 

Flche 90-000,84/03/12,8403260200 


B4O3260149 Submits details of follosiup actions on Amend 90 to License 
DPR-69 Adequate justification provided to demonstrate 
applicability of current large break LOCA evaluation for 
operation id/o thermal shield 

CQUNBIL, M 0. Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CQUNBIL, H 0 Northeast Utilities B4/03/13 

KILLER, J R Operating Reactors Branch 3 2pp 22790 32B 24X 

Flche* 90-336, 84/03/13,6403260149 


B4032700B1 Foruiards response to NRC concerns re 840104 application to 
amend Tech Specs, revl s Ing pressure-temp limits & max heat-up 
rate for RC8 & reactor vessel matl radiation specimen 
ui 1 tfidrauial schedule 

COUNBILtW 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CQUNB1L,U O Northeast Utilities 64/03/16 
MILLER, 0 R Operating Reactors Branch 3 lOpp 22769 232 24X 

Flche 90-336, B4/03/16, B4032700B1. 


B403310070 Foruiards Amends 96 h 93 to Licenses DPR-21 t< DPR-69, 
respectively Amends consist of changes to Section 6 of 
Tech Specs re nuclear revleu, board, reorgani xat ion & STS 
CRUTCHFIELD, D Operating Reactors Branch 9 84/03/19 COUNSIL, M 0 

Northeast Nuclear Energy Co. (subs of Northeast Utilities) 6pp 
22709 0B9 24X Flche 50-243,84/03/19,0403210070 


— S403210079 Amends 96 1, 93 to Licenses DPR-21 !< DPR-69, resp ee 1 1 Vely, 
consisting of changes to Section 6 of Tech Specs re nuclear 
revieui board, reorganl zat ion S< STB 

CRUTCHFIELD, D Operating Reactors Branch 3 B4/03/19 23pp 

22703 095 SAX Flche 90-249.84/03/19,8403210070 


8403290230 Forwards Class III fee for B31012 Tech Spec change request, 
in response to NRC B40307 request 

COUN9IL, H. 0 Northeast Nuclear Energy Co, (subs of Northeast 
Utllltiei) COUNBIL.W 0 Northeast Utilities 84/03/22 
DIOOB, R M License Fee Management Branch. Ip 22800 297 24X 

Flcha 90-336,84/03/22,8403290230 


Q Inspection reports, IE Bulletins & correspondence 


B4O3O90392 Foruiards request for addl info re IE Bulletin BO-11, 
■'Masonry Wall Design " Info required uiithin 60 days of 
1 tr receipt 

MILLER. U R, Operating Reactors Branch 3 84/02/24, COUNSIL.W 0 

Narthaast Nuclear Energy Co (subs of Northeast Utilities) 7pp 
22319 243 24X Fiche 90-336,84/02/24,8403090352 


8401190072 IE Info Notice 84-13, "Potential Deflelericy in Motor 
Operated Valve Control Circuits U Annunciation " Svc list 
• ncl 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) B4/D2/2B Consolidated Edison Co of Neui 

York, Inc. 119pp 22909 239, 24X Fiche 30-000,64/02/28,8401190072 


B402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT t< NRC " Svc list end 

ORACEiJ.N Division of QA, Safeguards 1, Inspection Programs (Post 
830103) B4/03/02 Consolidated Edison Co of Neu York, Inc 

130pp. 22392.329 24X Flche 90-000,84/03/02,0402090007 


840S09000B IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate." Svc list end 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post B30103) B4/03/02 Consolidated Edison Co of Neu 

York. Inc I82pp 22993 09B 24X Flche 90-000,84/03/02,8402090008 


B40S09000? IE Info Notice 84-18, "Reporting of Radiological Releases.’' 
Svc list end 

JORDAN, E L Division of Emergsncy Preparedness fc Englntering 
Rasponss (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York. Inc U9pp 22393 217 24X F1 che 90-000. B4/03/02, 8402090009 


8402090011 IE Info Notice 04-17, ''Problema W/Llquld Nitrogen Cootlng 
Components Below Nil Ductility Temp “ Svc list end 
JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of Neu) 

York, Inc 117pp 22553 336 24X Fiche 30-000.84/03/09,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 8301031 84/03/07 Consolidated Edison Cn of New 

York, Inc U8pp 22639 049 24X Fiche 90-000.84/03/07,0402090024 


0402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN. E U Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc liepp 22984 186 24X Flche 30-000,84/03/07.8402090028 


8402090031 IE Bulletin 04-02. "Failures of OE Type HFA Relays In Use In 
Class JE Safety Sys " Svc list end 

DEYBUN8. R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York. Inc 

134pp 22823 094 24X Flche 30-000.84/03/12.8402090031 


8403220136 Provides results of reevaluation of performance assessment, 
per util 831219 Itr addressing topics discussed at B31129 
9ALP mg t meeting Category 1 rating ulll be assigned to 
refueling area for Millstone 2 Explains Category 2 ratings 
MURLEY. T E Region 1. Office of Director 84/03/16 COUNSIL.W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
22716 047 24X Flche 90-000.84/03/16.8403220136 


8402090043 IE Info Notice 84-19. "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Bve list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/2) Consolidated Edison Co of New 

York, Inc I23pp 22023 229 24X Fiche 30-000.04/03/21,8402090043 


B402090D44 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/03/21 Consolidated Edlsen Co of Neu 

York, Inc 139pp 22933 001 24X Fiche 90-000,64/03/21,0402090044 


8403300144 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Undervel tage Trip Feature in Use in Safety-Related 
Applications Other Than Reactor Trip Sys " Haddam Neck 
facility uses 31 Westinghous e-type DB breakers 
COUNBIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL.W 0 Connecticut Yankee Atomic Power Co 
COUNSIL.W 0 Northeast Utilities 84/03/21 MURLEY. T E Region 1. 
Office of Director 4pp 22820 068 24X Fiche 90-000.84/03/21. 

8403300144 


8403300086 Ac k receipt of 040224 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-245/83-20 b 
30-336/83-28 

MARTIN, T T Division of Engineering b Technical Programs 84/03/23 
COUNSIL.W J Northeast Nuclear Energy Co (subs of Northeast 
Utilitlei) 2pp 22822 017 24X Fiche 30-245,84/03/23,8403300086 


--8403300092 Responds bo NRC 840125 Itr re violations noted In IE Insp 
Repts 50-249/83-20 b 90-336/03-28 Corrective actions 
Procedure CP 8D9A rewritten to include method of determining 
hi b hi-hl alarm setpoints 

COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL.W 0 Northeast Utilities 84/02/24 

MURLEY, T E Region 1, Office of Director 2pp 22822 019 24X 

Fiche 90-249,84/03/23,8403300086 


R Periodic operating reports 8, related correspondence 


8403230022 "Haddam Neck Plant 8, Millstone Station Units I t, 2 
Annual Rept. 1983 " W/a40301 Ur 

COUNBIL.W 0 , BEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNBIL.W 0 Connecticut Yankee Atomic Power 
Co 83/12/31 MURLEY, T, E Region 1, Office of Director 34Bpp 
22727 001 24X Flche 50-000,83/12/31,8403230022 


8403020133 Monthly operating rept for Jan 1984 W/a40213 Itr 

OIBSON, J , MROCZKA, E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) MROCZKA, E J Northeast Utilities 84/01/31 
6pp 22441 391 24X Flche 50-336,84/01/31,8403020133 


0403120135 Forwards "Semiannual Radioactive Effluents Release Rept, 
Jul-Dec 1983 " Offsite dose estimates not included due to 
estimate delays Complete rept will be resubmitted by 840430 
COUNBIL.W 0 , OPEKA, J F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNBIL.W 0 Northeast Utilities. 84/02/23 
MURLEY, T E Region I, Office of Director Ip 22590 096 24X 

Flche 50-245,84/02/28,8403120139 
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"•■"0103120138 "SemlmnuaS Radio-activa Efflue-ntd Release Re p t> Ju 1 "-Dvc 
1583 ■■ 

• NdrtAca^t Nuclear Energy Cu (suba of Nortbeait Ubllltlesl 
83/12/31 42pp 3a5«?0 097 SAX Flcbe 50-245.84/05/28,0103120135 


8403300000 Henthlg opeFatlng repfc for Feb 1904 H/840313 Itr 

■GIBSON, J > W?DCZK1i E J Northeast Nuclear Energy Co (subs Of 
Northeast Utilities) NROCZKa.E J Northeast Utilities 84/02/2? 
App 22821 175 24!<Fiche 50-336.04/02/29.8403300090 


S Reportable occurrences. LERi U related correspondence 


6211150076 Discusses events involving loss of electrical Inverters 
including attendant inverters to vital instrument buses 
Reconmenda t I ons provided by Nuclear Safety Analysis Ctr are 
eicallent in helping to reduce Instrument failures 

ASNE.F Reactor Operations Analysis Branch 02/10/21 SEVFRIT, K V 
Reactor Opetations Analysis Branch Spp 22775 223 24X 

Flche 50-000.02/10/21,0211150076 


8403190263 Rev i to corporate emergency response plan 14/040315 1 fer 

STEWART. H U Virginia Electric «< Power Co B4/02/Z4 O'RElLLV. J P 
Region 2. Office of Oirecter lOSpp 22670 135 247 

Fiche 50-000.84/02/24,8403190963 


8403050198 Forwards Amends 51 6 35 to Licenses NPF~4 ■t. NPF-7. 
respectively & safety evaluation Amends revise Tech Specs to 
reflect addition & installation of new fire protection sys 
H/o end 

ENQLE.U D Operating Reactors Branch 3 84/02/28 aTEWART.W L 

Virginia Electric «. Power Co Ip 22528 184 24X 

Fiche 50-338.84/02/20,9403050190 


8403080264 Forwards "Control Room Design Review Program Plan for North 
Anna & Eurry Po^uer Stations. '' in response to Euppl I to 
NunEG-0737 Review eipocted to be cnmpleted by 850830 
BTEWART. W L Virginia Electric U Power Co B4/03/01 BENTON/ H fi 
Office of Nuclear Reactor Regulation, Director EISENHUT. D G 
Division of Licensing 2pp 22557 295 24X Fiche 50-000. 84/03/01. 

0403080264 


8403230171 Forwards Technical Review Hept AEGD/T314, " Improper Site 
of Inlet Piping to Primary Safety Valves ” 

IMBRll. E Reactor Operations Analysis Branch 83/05/94 
0EVFRIT.K V Reactor Operations Analysis Branch Ip 22759 297 
34X Fiche 50-000.83/05/24,0403230171 


—340308026? "Control Room Design Review Program Plan for North Anna ti 
Eurry Power Stations. '* In response to Soppl 1 to NURE0-O737 
* Virginia Electric b Power Co 84/03/01 lllpp 23557 299 
24X Fiche 50-000,04/03/01.9403080264 


— 8403930175 "Improper Siie of Inlet Piping to Primary Safety Valves." 
technical tevieu rept Reduced diameter inlet piping does net 
represent safety concern 

IMBRO. E V Director's Office 83/05/24 Spp 22759 299 24X 

Fiche 50-000.83/05/24.0403230171 


8403210032 Part 21 rept re failure of aujlllary feedwater pump drive 
turbines. CiirpBl NPS-4 TbT valve, to close End Itr dtd 040203 
sent t^o listed utils GE notified of affected units In BUR 
flanta 

THEROIJK.H R Terry Corp 84/02/22 WOODRUFF, R U Director's 
Offlre. Office of Inspection and Enforcement 6pp 02706 327 24X 

Fiche 50-000.94/02/22,8403210032 


B4030B009J Submits addl info in order to conduct detailed review of 
emergency response procedures generation package, per 040125 
request I terns l N 2 will be addressed by 040530 Item 3 
should be addressed by Uestlnghouse Owners Group 

STEWART. W L Virginia Electric N Power Co 04/03/02 DCNTON.H R. 
Office of Nuclear Reactor Regulation, Director EIEENHUT. D. O, 
Division of Licensing 2pp 22559 199 24X Fiche 50-000.04/03/02. 

0403000091 


0403160276 Extends invitation to attend B40316 workshop at regional 
afe to discuss lOCFRSO.App R requirements results of tnsps 
to help resolve misunderstandings associated u/requlremen ts 
LEWIS, R C Division of Project *i Rest^dent Programs 84/03/02 
STEWART. H L Virginia Electric Ii Power Cn Ip 22660 OBO, 24X 
Fiche 50-000.84/03/02.0403160976 


840301021? LER 04-003-00 on 840 128, dur i ng Type B t C containment 
penetration local leak rate test, combined lealage rates 
exceeded Tech Spec 3 6 I 2 b limits Caused by mechanical 
deficiencies Isolation valves repaired W/340227 Itr 
FOSTER, E R > KROeZKA. E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) MfiOCZKA.E J Northeast Utilities 84/02/27 
Opp 22436 Ol 9 24X Fiche 50-336. 84/02/27.0403010219 


8403200113 LER 84-006-00 on 840213,12 of ]6 prlfnary c^dolant loop RTDs 
exceeded Tech Bpec limit of 8 s or less during respese time 
testing Caused by time constant for el ement, ihs ta 1 la t i on in 
thermowell I, sensor thermowell mismatch W/a40314 Itr 
BRINKMAN, 5 . HERBERT, R J , MROCZKA. E J Northeast Nut I ear Energy Co 
(subs of Northeast Utilities) 04/03/14 Opp 22697 111 24X 

Fiche 30-336, 34/03/ [4, 04032001 13 


B4O3260Z73 Forwards corrected Tech Bpec pages for Amends 51 & 35 to 
Llcenaos NPF-4 U NPF-7, resp ect ively, covering axial pnuer 
distribution monitoring sys. penetration fire barriers 4i fire 
detection instrumentation 

ENOLE.L 8 Operating Reactors Branch 3 04/03/06 STEWART, W L 

Virginia Electric 6 Power Co Ip 25761 343 24X 

Fiche 30-339,84/03/06.8403260273 


9403260281 Corrected Tech Bpec pages to Amends 51 &i 3s to Licenses 
NPF-4 ti NPF-7 i resp oct I ve 1 y. c over ing axial power distribution 
rao^n Itorlng sysipenetratlon fire barriers Si fire detection 
l)isfcrum»)>tatlon 

» Operating Reactors Oranch 3 84/03/06 15pp 22761'a44 24x 

Fiche 50-338,04/03/06,8403260273 


DOCKET 50-338 NORTH ANNA POWER STATION. UNIT 1 
F Security, medical, emergency tc fire protectlun plant 


8403070239 Foruards SALP ReptS 50-280/03-33,50-981/03-35,50-338/83-33 
30-339/03-33 for Oct 1982 - Aug 1983 EvaJu-atloh Will be 
discussed at B3J208 meeting at North Anna site 

P. . ‘^‘vision of Project t Resident Programs 63/ 1 1/25 
uiEHART.U L Virginia Electric 6 Pauer Co Spp 22536 227 PdX 
Fiche 50-000. 03/1 1/25, 0403070239 


—8403070246 8^P Rep Is 50-280/83-33.50-201/83-35,50-339/83-33 b 
50-339/83-33 for Oct 1902 - Aug 1983 Reliable performance 
w/lmprovement In most previously noted areas of weakness 
demonstrated 

* R«9‘o'' Offite of Director 83/11/25 42pp 22536 229 

Fiche 50-000.83/11/25.0403070239 


0403060462 Grants 831031 request for exempt ion from requirements of 
R to lOCFRSO, Section 111 G 3 b re Installing fiied fire 
control room Eiemption end 

MILLER. vl R Operating Reactors Branch 3 04/02/23 sTFUARt u i 
V rgt„i, Electric t. Power Co Ip 29549 331 z« STEWART, W L 
Fiche 50-330,84/02/33,0403060462 


-8403060466 E.empUon from requirements of App R to 10CFH50, Bee t ion 
"Jtro^Joc: suppression sys in 

Electl^rfc B Licensing 84/09/23 Virginia 

«03olo'462 34X Fiche 50-330,04/02/23, 


B403190052 Informs that local emergency operatians facilities at North 
Anna fc Surry Power Stations util be fund i ona 1 , ei c ept for 
data communications & display, by 050731, per NURE0~O737, Supp I 

STEWART, W L Virginia Electric 6 Power Co 04/03/14. DENTON. H R 
Office of Nuclear Reactor Regulation. Director EIBCNMtlT. D. 0 
Division of Licensing 2 pp 22666 173 24X Fic ha" 50-000, 04/03/1 4, 

0403190052 


8403290250 Acic recElpt of 040306 Ur informing NRC of steps taken to 
correct violations noted in IE Inep Repts 30-338/83-31 tc 
50-339/83-31 

LEWIS. R C Division of Project U Resident Programs 84/03/16 
STEWART. W L Virginia Electric & Power Co Id 22802 032 24 X 

Fiche 50-338,84/03/16.0403290950 

—0403290260 Responds to NRC 840207 Ur re violations noted In IE Into 
Repts 50-330/63-31 & 30-339/83-31 Corrective actions; wall 
classified as fire barrier & cubicles reclassified as 
seperate fire areas Proceduro rsvlsed to include Ihsp 
STEIrJART.H L Virginia Electric U Power Co 84/03/06 
O'REILLV.U P Region 2. Office of Director 3pp 8S802"033 HAX 
Fiche 50-038,04/03/16,8403290350 


Forwards IE Insp Repts 50-338/03-31 tc 50-339/83-31 on 
83 1 206-Q4010S l< notice of Violation 

P. , of Project l< Resident Programs 84/02/07, 

BTEMABTi W L Virginia Electric L Power Co 2pp. 22802)036 24* 

Fiche 50-338104/03/16.8403290250 ^ 


-8403290380 Notice of violation from 
« Region 2. Office of Director 
Fiche 50-338,84/03/16,0403290250 


Insp on 831206-040105. 
84/02/07 2pp. 22802)038 


24X 
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— S<03290291 IE Jnsp Repts 50-330/03-31 «< 50-339/03-31 on S3 1 2Oi-04O (03 
Noncontpliance noted failure to maintain protedure* re imp 
of uatl «. failure to Inspect fire Barriers 

LUEHMAN< 0 Region 3r Office of Director ELROD. S Division of 

Project b Resident Programs B4/08/06 9pp 3280S 040 24X 

Fiche 50-330. 84/03/16. B403290230 


B4032901B4 Foruiards FEMA Pinal rept for 030618 emergencg eterclse 
dance. H C Division of Project *< Resident Programs 04/03/19 
STEWART. W L Virginia Electric b Power Co Ip 22003 174 34X 

Fiche 30-330.04/03/19,8403290164 


J Insurance b indemnity information 


B403140047 Endorsement 49 to NELIA Policy NF-240 

* Nuclear Energy Liability insurance Association 04/03/01 Ip 
22634 164 24X Fiche S0-33B. 84/03/01. 8403140047 


P Operating license stage documents b correspondence 


B4030B0179 Fourth partial response to FOIA request for sl» categories 
of documents re facilities Poruards App A documents App D 
document entirely withheld (ref FOIA E«emptlon 51 Review of 
addl documents subj to request continuing 

FELTON. J M Division of Rules and Records 84/02/13 ANDERSON, S I 
Oarvey. Bchubert. Adams b Barer 7pp 22503 226 24X 

Fiche 30-000,04/02/13.0403000179 


B403070DOI Notifies that Class III b Class I fees submitted U/82060B 
application for amend will be refunded. based on 040123 
withdrawal of application 

killer. W 0 License Fee Management Branch 04/02/24 STEWART. W L 
Virginia Electric b Power Co ip 22562 343 24X 

Fiche 50-338,84/02/24.8403070001 


0403020175 Forwards addl info to complete review of Topical Rept 
VEP-FRD-41, "VEPCO Reactor Sys Transient Analysis Using 
RETRAN Computer Code," In response to NRC Nov 1902 Informal 
request 

STEWART, W L Virginia Electric b Power Co 84/02/27 DENTON, H R 
Office of Nuclear Reactor Regulation. Director EI0ENHUT. D, O 
Division of Licensing I6pp 22443 257 24X Fiche 50-000,04/02/27, 

8403020193 


0403030229 Submits review of post-accident sampling syi. I tern II. B 3 Ten 
of 11 criteria met Remaining criterion re procedure for 
estimating extent of core damage based on radionuclide 
evaluat ion. accep tab i e on interim basis 

MILLER. d R Operating Reactors Branch 3 04/02/27 STEWART, W L 

Virginia Electric b Power Co. 6pp 22528 001 24X 

Ficlie. 30-000. 04/02/27. 0403030229 


0403020001 Requests interim approval of inservice insp b testing 
requirements for pumps b valves Approval would Increase 
scope of insp b testing b enhance safety Implementation of 
revised inservice testing programs expected by 040315 
STEWART, W U Virginia Electric b Power Co 84/02/28 DENTON. H R 
Office of Nuclear Reactor Regulation. Director MILLER, d B 
Operating Reactors Branch 3 2pp 22442' 133 24X 

Fiche* 30-338, 84/02/20, 8403020001 


0403020042 Forwards revs to tnservue testing program for pumps b 
valves, clari fy'ing previous submittals 

0TEMART, W L Virginia Electric b Power Co 84/02/28 DENTON, H R 
Office of Nuclear Reactor Regulation. Director MILLER, d R 

Operating Reactors Branch 3 ISpp B2442 272 24X 

Fiche* 30-330, 84/02/20, 0403020042 


B403050I9B Forwards Amends 31 b 35 to Licenses NPF -4 b NPF-7. 
respectively b safety evaluation Amends revise Tech Specs to 
reflect addition b installation of netii fire protection sys 
W/o encl 

EN0LE,L B Operating Reactors Branch 3 84/02/28 STEWART. W. L 

Virginia Electric b Power Co, tp 22328 184, 24X 

Fiche. 30-330. 84/02/28, 8403030198 


8403120176 Advises that 11 bV, permit responsibility transferred to Old 
Dominion Electric Cooperative on 031221, per 040131 Itr 
Requests NPDES permit b 401 certificate dtd 720211 be 
modified to reflect transfer W/o stated encl 

TAYLOR, d A, Virginia Electric b Power Co 84/03/01 BURTON, R M 
Virginia, Commonwealth of, ip 22390 203. 24X 

Fiche* 30-338, 04/03/01, 8403120176 


8403210203 Forwards Amends 52 b 36 to Licenses NPF-4 b NPF-7. 
respectively Amends clarify testing requirements in Tech 
Spec Table 3 6-i re containment isolation valves, 

ENOLE. L B Operating Reactors Branch 3 84/03/06 STEWART. W L 

Virginia Electric b Power Co 3pp 22709 192 24X 

Fiche; 30-338. 04/03/06, 8403210203 


— 0403210206 Amends 52 b 36 to Licenses NPF-4 & NPF-7. respec tive ly. 
clarifying testing requirements in Tech Spec Table 3 6-1 re 
containment isolation valves 

miller. J R Operating Reactors Branch 3 B4/03/06 9pp 

22707 195 24X Fiche 50-330,84/03/06.0403210203 


8403220200 Forwards Amend S3 to License NPF-4 b safety evaluation Amend 
revises Tech spec Table 4 3-2 by removing requirement for 
surveillance in Mode 4 for auxiliary feedwater pump 
actuation signals 

ENOLE. L B Operating Reactors Branch 3 04/03/06 STEWART. W L 

Virginia Electric & Power Co 2pp 22723 266 24X 

Fiche 50-330,84/03/06,0403220200 


— 0403220212 Amend 53 to License NPF”4i revl s i ng Tech Spec Table 4 3-2 by 
removing requirement for surveillance in Mode 4 for 
auxiliary feedwater pump actuation signals 
MILLER, j R operating Reactors Branch 3 04/03/06 Sp p 

22723 260 24X Fiche 50-330,04/03/06.0403220200 


— 0403220213 Safety evaluation supporting Amend S3 to License NPF-4 

e Office of Nuclear Reactor Regulation. Director 04/03/06 2pp 
22723 273 24X Fiche 50-330.04/03/06.8403220200 


04D326O273 Forwards corrected Tech Spec pages for Amends 31 b 35 to 
Licenses NFF -4 b NPF-7. respectively. covering axial power 
distribution monltaring sys, penetration fire barriers b fire 
detection ins trumen tat ion 

ENQLEi L D Operating Reactors Branch 3 84/03/06 GTEWART. W L 

Virginia Electric b Power Co Ip 22761 343 24X 

Fiche 50-338.84/03/06,0403260273 


— 8403260201 Corrected Tech Spec pages to Amends 51 b 35 to Licenses 
NPF-4 b NPF-7. respec tive ly. covering axial power distribution 
monitoring sy s. pene Ira t ion fire barriers b fire detection 
Instrumentation 

* Operating Reactors Branch 3 04/03/06 I5pp 22761 344 24X 

Fiche 50-330,04/03/06,8403260273 


8403130298 Provides implementation Itp rept for reactor vessel level 
instrumentation sys. per NRC 040116 Itr b TMI Action Item 
II F 2 Requests NRC approve use of installed reactor vessel 
level Instrumentation based on previous acceptance 
STEWART. W L Virginia Electric b Power Co 04/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EISENHUT.OO 
Division of Licensing 3pp 22607 360 24X Fiche 50-338,84/03/07, 

8403130290 


8403190377 Application for amend to Licenses NPF-4 b NPF-7. c hang tng 
Tech Specs to delete requirements for min b max temp limits 
For A36 b A572 beams in steam generator supports b 
determination of beam temps 

STEWART. W L Virginia Electric b Power Co 84/03/15 DENTON. H R 
Office of Nuclear Reactor Regulation. Director MILLER. J R 
Operating Reactors Branch 3 3pp 22675 237 24X 

Fiche 50-339.84/03/15,8403190377 


— 0403190381 Proposed Tech Specs deleting requirements for min b max temp 
limits for A36 b AS72 beams in steam generator supports b 
determination of beam temps Request for removal of steam 
generator support heaters b Insulating tent encl 

* Virginia Electric b Power Co 84/03/15 30pp 22675 240 a4X 
Fiche 30-338,84/03/15,0403190377 


0403220020 Application far amend to Licenses NPF~4 b hfiF-?. revising 
Tech Specs to reflect new LER sys. per I0CFR3O, 73 b immediate 
notification requirements, per lOCFRSO 72 

STEWART, W L Virginia Electric b Power Co 84/03/16. OENTQN.H R 
Office of Nuclear Reactor Regulation. Director MILLER. J R 
Operating Reactors Branch 3 4pp 22713 120 24X 

Fiche 50-330.04/03/16,8403220028 


— 0403220032 Proposed Tech Specs reflecting new LER sys b immediate 
notification requl remen ts 

a Virginia Electric b Power Co 04/03/16 eSpp 22713 132 24X 

Fiche 50-330.04/03/16.8403220020 


8403220077 Requests exemption from lOCFRSO 44(c) (3) (ill) 
requirements, Qperab 1 1 1 ty of reactor vessel head vents should 
be verified during proposed outages b procedures b training 
implemented w/revlsed emergency operating procedures 
STEWART, W L Virginia Electric b Power Co 84/03/16 DENTON, H fi 
Office of Nuclear Reactor Regulation. Director MILLER.V R 
Operating Reactors Branch 3 2pp 22712 311 24X 

Fiche 50-338.84/03/16,8403220077 


8403270200 Forwards voucher cheek for required license amend fees 
omitted from 040315 Itr 

STEWART. W L Virginia Electric b Power Co 04/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation. Director HILLER.d R 
Operating Reactors Branch 3 Ip 22772 004 24X 

Fiche 50-338,04/03/23,8403270200 



206 


DOCKETED ITEMS 


3403300020 FoTuiards responie to 840116 renuost for odd) info re core 
exit thermocouple CCEtC) U sutcooling margin monltorlns 
per B40130 comirl tment CETC addl info deferred until after 
340801 due to sgs rep I acemen t> per Heg Guide 1 ?7 

STEUART>U L Virginia Electric U Power Co 84/03/23 DENTONi H R 
Office of Nuclear Reactor Regulation) Director EISENHUTi D 0 
Division of Licensing 4pp 23821 307 24X Ficbe 50-338,84/03/23, 

8403300028 


8403300005 Informs that independent testing lab conducting overvoltage 
tests on motor control ctr contactor coils Current schedule 
for completing tests is Ma-g 1484 Resolution It related 
schedule will be submitted bg Jul 1484 

STEWART. M U Virginia Electric 8i Power Co 84/03/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director HILLER, J R 
Operating Reactors Branch 3 ip 22822 125 24X 

F Ich e 50-338, B4/03/26, B403300005 


Q Inspection reports, IE Bulletins & correspondence 


840307023V Forwards SALP Repts 50-280/03-33,50-281/83-35,50-338/83-33 & 
30-339/83-33 for Oct 1902 - Aug 1433 Evaluation will be 
discussed at B312O0 meeting at North Anna site 
LEUtS, R C Division of Project U Resident Programs Q3/tI/2S 
STEWART, W L Virginia Electric 8t Power Co 2pp 22536 227 24X 

Ficho 50-000.83/11/25,3403070234 


—3403070246 SALP Repts 50-230/03-33.50-281/83-35,50-338/83-33 !, 
50-339/83-33 for Oct 1492 - Aug 1483 Reliable performance 
u/improvement in most previously noted areas of weakness 
demonstrated 

* Region 2, Office of Director 83/11/25 42pp 22536 229 a4X 
Flche 50-000,83/11/25,8403070234 


0403070279 Discusses SALP evaluation Issuance of SALP rept approved No 
major weaknesses identified during assessment period at 
North Anna One major weakness identified In area of 
radiological controls at Surry 

0‘BEILLy, J P Region 2, Office Of Director 04/02/16 STEWART, W L 
Virginia Electric L Power Co 2pp 22541 286 24X 

Flche 50-00D. 84/02/16. 8403070274 


84O1190D72 IE Info Notice 84-13. “Potential Deficiency in Motor 
Operated Valve Control Circuits li Annunciation " Qvc list 
end 

JORDAN. E L Division of Emergenc?) Preparedness 6 Engineering 
Response <Post 830103) 34/02/28 Consolidated Edison Co Of New 

York, Inc ll5pp 22904 239 34X Flche 50-000,04/02/20,8401140072 


84030200D1 Requests interim approval of inservice Insp b testing 
requirements for pumps t valves Approval would increase 
scope of insp t, testing 6 enhance safety Implementation of 
revised inservice testing programs expected by 640315 
BTEMART.M L Virginia Electric I, Power Co 04/02/28 DENTON, H R 
□ Fflce of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 8pp 22442 155 24X 

FiChe 30-338. 84/02/28. B403020001 


B402D90007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT NRC “ Bvc list end 

ORACE.vl N Division of DA, Safeguards U Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22352 32? 24X FiChe 50-000.84/03/02,8402040007 


0402090000 IE Info Notice 04-16, "Failure of Automatic 8prlnller Sys 
Valves to Operate ’’ Bvc list enc I 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc IBRpp 22533 098 24X Flche 50-000.84/03/02,8402090008 


0402040009 IE Info Notice 84-15, "Reporting of Rediological Releases " 
8vc list end 

JORDAN, E L Division Of Emergency Preparedness k Engincsring 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22353 217 24X Fiche 50-000,84/03/02,8402090009 


840316D1S4 Responds to IE Bulletin 83-00 re electrical circuit breakers 
w/undervoLtage trip feature in use in safety-related 
applications other than trip sys Only reactor trip 
breakers contain subj trip attachments 

STEWART. M L Virginia Electric It Power Co 04/03/02 O'REILLY. J P 
Region 2, Office of Director 2pp 22806 008 24X 

Fiche 50-000,84/03/02.8403160154 


8402090011 IE Info Notice 64-17, “Problems M/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York. Inc 1 l?pp 22553 336 24X Flche 50-000,84/03/05.8402090011 


8403240289 Forwards IE Insp Repts 50-338/34-01 It 50-339/84-01 on 
840106-0205 No violations or deviations identified 
DANCE, H C Division of Project It Resident Programs 84/03/05 
STEWART, W L Virginia Electric k Power Co 2pp 22800 048 24X 

Ficha 50-338.84/03/05,0403290289 


—0403240294 IE Insp Repts 50-333/84-01 It 50-339/84-01 on 840106-0200 No 
violations or deviations identified Major areas Inspected 
onsite areas of surveillance k maint actlvl ties, previous 
insp findings It Identified items It safety sys walkdoune 
BRANCH, H W . LUEHHAN, J 0 Region 2. Office of Direct Qr ELROD, 8 
Division of Project I, Resident Programs 84/03/02 lOpp 
22800 050 24X Fiche 50-330.04/03/00,8403290209 


8402090024 16 Info Notice 84-09, Rev I, "Lessons Learned From Imps of 
Fire Protection Safe Shutdown Sys " Bvc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of New 

York, Inc tlBpp 22635 049 24X Flche 50-000.84/03/07, 8408090024 


8402090020 IE Info Notice 84-18, "Stress Corrosion Cracking In PWR 
Sys “ Bvc 1 i it end 

JORDAN, E L Division of Emergency Preparedness t> Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc 118pp 22504 186 24X Flche 50-000.84/03/07,0402090023 


8402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York. Inc 

134pp 22023 094 24X Flche 50-000.84/03/12.8402090031 


8403240250 Ac k receipt of 840306 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-330/83-31 t, 
50-339/03-31 

LEWIS, R C Division of Project Ii Resident Program 04/03/16 
STEWART. W L Virginia Electric t< Power Co Ip 22802,032. 24X 

Flche 50-338.04/03/16,8403240250 


— 0403290260 Responds to NRC 340207 1 tr re violations notad in IE Insp 
Repts 5O-330/B3-3t I. 50-339/33-31 Corrective actions wall 
classified as fire barrier Ii cubicles reclassified as 
separate fire areas Procedure revised to Include Insp. 

STEWART. W L Virginia Electric Ii Power Co 84/03/06 

O'REILLY, J P Region 2. Office of Director 3pp 22802.033 24X 

Flche 50-330,84/03/16.0403290250 


— 8403290269 Forwards IE Insp Repts 50-338/83-31 I, 50-339/83-31 on 
831206-040105 ti notice of violation 

LEWIS, R C Division of Project k Resident Programs 84/02/07 
BTEWART.M L Virginia Electric It Power Co 2pp 22802 036 24X 

Fiche 50-330,04/03/16,0403290250 


— 0403290280 Notice of violation from insp on 031206-840105 

» Region 2, Office of Director 04/02/07 2pp 22002 030 24X 

Fiche 50-330,84/03/16.8403290250 


--B403290291 IE Insp Repts 50-330/83-31 I< 50-339/03-31 on 83 1206-040105 
Noncomp 1 lance noted failure to maintain procedures re imp 
of wall I< failure to inspect fire barriers 

LUEHHAN. J 0 Region 2. Office of Director ELROD. 8 Division of 

Project l< Resident Programs 34/02/06 9pp 22002.040 . 24X 

Flche 50-338,04/03/16,0403290250 


3402090043 IE Info Notice 04-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Bvc list end 
JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 04/03/21 Consolldeted Edison Co of New 

York. Inc 183pp 22823 229 24X Flche 50-000,84/03/21.8402090043 


0402090044 IE Info Notice 04-20, "Svc Life of Relays In 8af ety-Related 
Sys " Svc lilt end 

JORDAN. E L Division of Emergency Preparedness I. Engineering 
Response (Post 0301031 84/03/21 Consolidated Edison Co of New 

York. Inc l3Spp 22933 001. 24X Ficha 50-000.64/03/21, 3402090044 


0403270021 Informs that due to addl review required re mail supplied fay 
Ray Ml 1 1 er, Inc. utl 1 unable to respond to IE Bulletin 83-07 
until 040406 

STEWART, W L Virginia Electric t< Power Co 04/03/22 DEVOUNO, R. C 
Director's Office, Office of Inspection and Enforcement. tp, 

22770 060 24X Flche 50-000.04/03/22,8403270021, 


8403290157 Resubmits 840302 response to lE Bulletin B3-0B, “Electrical 
Circuit Breakers W/Undervol tage Trip Feature in Use In 
Saf ety-Related Applications " Affirmation Inadvertently 
omitted from 840302 1 tr end 

8TEMABT, M L Virginia Electric Ii Power Co 04/03/29 □'REILLY, J P. 

Region 2, Office of Director 2pp 22806 006 24X 

Flche 50-000,04/03/29,8403290157 
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R Partodic operating reports & related correspondence 


B40302012S Honthlg operating repts for Jan 1784 U/840St4 Itr 

LEEiJ N • 5TEWART.W L Virginia Electric & Power Co 84/01/31 
HALLERiN M NRC - No Detailed Affiliation Given 23pp 2B442 066 
a4X FlChe 50-338. 84/01/31,8403020132 


8403500035 Monthig operating repts for Feb 1984 W/B40314 Itr 

LEE, J N . BTEWART.W L Virginia Electric & Power Co 84/02/39 

HALLER. N M Office of Resource Kanagement. Director 16pp 

2SB21 270 24X Flche 50-338.84/03/29,8403300053 


8. Reportable occurrences, LERs t< related correspondence 


B30S370031 Forwards technical review rept. "Dlocking of Automatic 
Safety Injection (3I> Signals " LERs sFiouId be included in 
forthcoming power reactor events issue to alert other 
Waetlnghouse PWR operators 

CHIRAMAL. M Reactor Operations Analysis Dranch 83/04/25 
SEVFRIT, K V Reactor Operations Analysis Branch Ip 22789 292 
a4X Flche 50-000,93/04/25,8305270051 


— 8305370056 "Blocking of Automatic Safety Injection 181) Signal," 
technical review rept 

* Director's Office 83/04/35 4pp 22789 293 34X 

Flche 50-000, 83/04/23, 8305270051 


B40328033S Forwards preliminary results of natural circulation 
analyses for 811111 transient «t McOulre b 800605 natural 
circulation low power test at North Anna 

CHAflLTON.TR EObO, Inc 83/09/22 LITTENEKER.P E Energy, Dept 
of, Idaho Operations Office a9pp 22807,239. 24X 

Flche 50-000,83/09/22,8403280332 


8403060153 Updated LER e3-061/03X-l on 830921, both high head safety 
injection pumps removed from svc Caused by malnt b high 
thrust bearing vibrations First pump tested satisfactorily 
Sc returned to svc M/B40229 Itr 

HARRELL, E H Virglnie Electric b Power Co 84/02/29 4pp 
22513*357 24X Flche 50-338,84/02/29,8403060153 


8403090213 NPDE8 noncompl lance notification re 840213 oil spill Caused 
by lube oil associated w/overflow of bearing cooling tower 
makeup reservoir Oil contained by floating boom b removed 
w/absorbent matls 

TAYLOR, J A Virginia Electric b Power Co 84/02/29 VOLTAOOIO, T 
Environmental Protection Agency. 7pp 22575 07B 34X 

Flche 50-338,84/03/29,8403090213 


□403140010 LER 84-003-00 on 840208 , turbine trip-reactor trip occurred 
due to spurious electro-hydraulic control fluid reservoir 
low level turbine trip signal Caused by pump vibration due 
to unloader malfunction Unloaders readjusted U/B40307 itr 
HARRELL, E W. Virginia Electric b Power Co 84/03/07 3pp 
22633 141 24X Fiche 50-338,84/03/07,8403140010 


B403190396 Forward* completed Oil Spill Quistlonne Ire VA-B4-093 for 
B40215 occurrence 

TAYLOR, J A Virginia Electric b Power Co 84/03/07 VOLTAOOIO, T 
Environmental Protection Agency 7pp 22675 193 34X 

Flcha 50-338,84/03/07,8403190396 


B4O319O0B0 NPDEb noncompliance notification on 840214, 1 ubric at Ing oil 
spilled into Lake Anna. Caused by crack on intake screen of 
drive chain lubricant reservoir Completed spill 
auastionnalri VA-84-092 end 

TAYLOR, J, A Virginia Electric b Power Co 84/03/00 VOLTAOOIO, T 
Environmental Protection Agency 7pp 22668 334 24X 

Flcha 50-338,84/03/08,8403190080 


8403140122 Part 21 rept re status update concerning abnormal wear on 
linear converters. Test program underway Results of 
Investigation Indicate escessive wear caused by hunting of 
control circuitry 

DODSON, JP. Pacific Air Product* Co 84/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 32624,066 24X 

Fiche. 50-000, 84/03/09, 8403140122. 
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A, Appl Icatlon/constructl on stage documents b correspondence 


8403080179 Fourth partial response to FOIA request for sis categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5). Review of 
addl documents tubj to request continuing 

FELTON, J H Division of Rule* and Records 64/02/13 ANDERBON, 8 I 
Garvey, Schubert, Adams b Darsr 7pp. 22583 226 24X 

Flche- 50-000, 84/02/13, 8403080179 


F Security, medical, emergency b fire protection plans 


0403070239 Forwards SALP Repts 50-280/03-33,50-281/83-35,50-338/83-33 fc 
50-339/03-33 for Oct 1982 - Aug 1983 Evaluation will be 
discussed at B3130S meeting at North Anna sits. 

LEWIS, R C Division of Project b Resident Programs 83/11/25 
STEWART, W L Virginia Electric b Power Co 2pp 22536 227 24X 

Flche 50-000,83/11/2 5,8403070239 


--8403070346 8ALP Rept* 50-280/03-33,50-331/83-35. 50-338/33-33 b 
50-339/03-33 for Oet 1902 - Aug 1903 Reliable performance 
w/improvement in most previously noted areas of uaakness 
demonstrated 

« Region 2, Office Of Director 33/11/25 4Spp 22536 829 24X 

Flche 50-000,83/11/25,3403070239 


8403060463 Grants 831031 request for exemption from requirements of App 
R to lOCFRSOr Section 111 0 3 b re installing fixed fire 
suppression sys in control room Exemption end 

HILLER, J R Operating Reactors Branch 3 84/02/23 STEWART, H L 

Virginia Electric b Power Co Ip 23549*331 34X 

Fiche 50-338,84/03/23,3403060463 


— 8403060466 Exemption from requirements of App R to lOCFRSO, Section 
III O 3 b re Installing fixed fire suppression sgi in 
control room. 

ElBENHUT, D 0 Division of Licensing 34/03/23 Virginia 
Electric b Power Co 4pp 22549 332 24X Flche 50-330,84/02/23. 

8403060462 


8403190263 Rev 1 to corporate emergency response plan W/B40313 Itr 
BTEWART.W L Virginia Electric b Power Co 94/02/24 lOSpp 
23670 135 24X Flche 50-000,84/02/24,8403190263 


8403050198 Forwards Arasnds 51 b 35 to Licenses NPF-4 b NPF-7, 
respectively b safety evaluation Amends revise Tech Specs to 
reflect addition b Installation of new fire protection sys 
W/o end 

ENOLE.L B Operating Reactor* Branch 3. 84/02/28 BTEWARTiW L 

Virginia Electric b Power Co Ip 22520 104 24X 

Fiche 50-338,84/02/38,8403050198 


8403CS0264 Forwards "Control Room Design Review Program Plan for North 
Anna b Surry Power Statloni, " in response to Suppl t to 
NUREO-0737 Review expected to be completed by 8S0B30 
BTEWART.W L Virginia Electric b Power Co 84/03/01 DENTON, H R 
Office of Nuclear Reactor Ragulatlon, Director 2pp 22557 295 
24X Flche 50-000,84/03/01,8403080264 


— 8403080269 "Control Room Design Review Program Plan (or North Anna b 
Surry Power Stations," in response to Suppl 1 to NUREO-0737 
a Virginia Electric b Power Co 84/03/01 lllpp 22557 299 
24X Fiche 50-000,04/03/01,0403080264 


8403080091 Submits addl info In order to conduct detailed review of 
emergency response procedures generation package, per 840125 
request Items 1 b 2 will be addressed by 840530 Item 3 
should be addressed by Westlnghouie Owners Group 

BTEWART.W L Virginia Electric b Power Co. 84/03/02 DENTON, H R 
Office c)f Nuclear Reactor Regulation, Director 2pp 22559 199 
24X Flche* 50-000, 84/03/02, 8403080091 


8403160276 Extends invitation to attend 040316 workshop at regional 
ofc to discuss lOCFRSO, App R requlremcnti b results of Insps 
to help resolve miiunders tand ings associated w/requlremsnt i 
LEWIS, R C Division of Project b Resident Programs 04/03/02 
BTEWART.W L Vlrg Inia El ec trie b Power Co ip 22660*000 24X 

Flche 30-000,84/03/02,0403160276 


0403260273 Forwards corrected Tech Spec pages far Amends 51 b 35 to 
Licenses NpF-4 b NPF—7, respectively, cover 1 ng axial power 
distribution monitoring sys, penetration fire barriers b fire 
detection instrumentation 

ENOLE.L B Operating Reactors Branch 3 84/03/06 STEWART, W L, 

Virginia Electric b Power Co Ip 22761 343 24X 

Flche 50-338,84/03/06,8403260273 


— 8403260281 Corrected Tech Spec pages to Amends 51 b 35 to Licenses 
NPF-4 b NPF-7, respectively, covering axial power distribution 
monitoring sy i, pene tra t ion fire barriers b fire detection 
Instrumentation 

e Operating Reactors Branch 3 64/03/06. ISpp. 22761 344 24X 

Flche 50-330,84/03/06,8403260273 


B403L900S2 Informs that local emergency operation* facilities at North 
Anna b Surry Power Stations will be functional, e xcept for 
data communications b display, by 850731, per NUREG-D737< Sup p 1 
1 . 

STEWART, bl L Virginia Electric b Power Co 04/03/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22666*173 
24X Flche. 50-000, 84/03/14, 0403190052 
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34032'?i}390 Ack r«C»iM of B4030& ItT Informing f4RC of (ferpi token to 
corroct vlolotlan* notod In tE Imp Rept* 90-338/63-31 l< 

90-33 9'/a3-31 

LEHIStR C Division Of Project ft Resident Prograim 64/03/16 
BTEWARTiU I- Virginia Eloctrlc (< Poucr Co Ip Z2S02 03S 34X 

Flchi 30-339, 04/03/ I5i 6403290290 


-B403290260 Responds to HRC 640207 Itr re violations noted in [E Imp 
Repts 80-336/03-31 it 90-339/83-31 Corrective actions uatl 
classified as fire barrier 6 cubicles reclassified as 
icperate fire araas^Proeadura revised to Include imp 
BTEWARTiM L Virginia Electric 6 Power Co 04/03/06 
Q'REILLViO P. Region St Office of Director 3pp. 22902 033 24X 

FI Che - 50-3384 34/03/16. 6403290280 


“8403390269 Forwards IE tnsp Repts 80-338/03-31 6 50-339/83-31 on 
831206-940105 t< notice of violation 

LEUIStR C. Division of Project 6 Resident Programs 64/02/07 
STEWART, U L Vlrginle Electric 6 Power Co Spp 22902 036 24X 

Fiche 50-330,94/03/16,8403290890 


— 8403290290 Notice of violation from insp on 831206-040108 

c Region 2, Office of Director 04/02/07. 2pp 22008 ■ 030 24X 

FIChe 90-336,04/03/16,8403290230 


— 0403290291 IE tnSp Repts 90-330/03-31 t, 90-339/03-31 on 031 206-B40109 
None onpl lance noted failure to maintain pracadurcs re Insp 
of wall ti failure to inspect fire barriers 

LUEHNAN, J 0 Region 2t Office of Director '94/02/06 9pp 

22802 040 24X Fiche 90-330,04/03/16,8403890290 


P Operating license stage documents It correspondence 


8403070001 Notifies that Class ill St Class I feat submitted iu/e20608 
application for amand will be refunded, based on 840123 
withdrawal of application. 

HILLER, U 0 License Fee Nenagenent Branch B4/02/24 STEWART, U L 
Virginia Electric It Power Co Ip 22962-343 24X 

Fiche 50-330,94/02/24.8403070001 


Ba-OSOOOlVS Forwards addi info to complete review of Toplcel Rept 
VEP-FRD-4tt "VEPCO Reactor Sgs Transient Analysis Using 
RETRAN Computer Code," in response to NRC 1902 informal 
request 

BTEMART, W L Vlrginle Electric It Power Co. 04/02/27 DENTDN.H R 
Office of Nuclear Reactor Regulation, Director lApp 22443 257 
24X Fiche 30-000,84/02/27,8403020195 


8403080229 Submits review of post-accident sampling sys. Item II D 3 Ten 
of 11 criteria met Remaining criterion re procedure for 
estimating extant of core damage based on radionuclide 
evaluation, accapteb Is o-n Interim basis. 

HILLER, J R Oparatlng Reactor* Branch 3 04/02/27 ST£UART>H L 

Virginia Electric 6 Power Co 6pp 82828-001 24X 

Fiche 90-000.04/02/27,8403080229 


B403020001 Requests Interim approval of inservtce insp it testing 
requirements for pomps 6 valves. Approval would Increase 
scope of Insp & testing It enhance safety Implementation of 
revised Inservlce testing programs expected by B4031S 
STEWART, W L Virginia Electric l< Power Co 84/02/28 DENTON.H R 
Office of Nuclear Reactor Ragutation, Director 2pp 22442 185 
24X Fiche 80-339,94/02/20.0403020001 


0403020042 Forwards revs to Inservlce testing program for pumps b 
valves, clarifying previous submittals 

STEWART, W.L Virginia Electric 6 Power Co 84/02/28 DENTON.H R 
Office of Nuclear Reactor Regulation. Director HILLER, J R 
Operating Reactors Branch 3 19pp 22442 272 24X 

Fiche. 80 -33a, 64/02/20, 8403020042 


B40305019S Forwards Amends 81 i, 33 to Licensss NPF-4 h NPF— 7, 
respectively 1 . safety evaluitlon Amends revise Tech Specs to 
reflect addition b Installation of new fire protection sut 
U/a end 

EN9LE.L B Operating Reactors Branch 3 B4/02/2B BTEMART, W L 

Virginia Electric b Power Co ip 22528 164. 24X 

Fiche 50-338.84/02/28,0403050196. 


0403120176 Advises that 11,61! permit responsibility transferred to Old 
Doffllnlun Electric Cooperative on 831221, par S40131 itr 
Reqwasts NPDE8 permit b 401 certlflcatt dtd 720211 be 
modified to reflect transfer W/o stated end 

TA¥LOR(J A, Virginia Electric b Power Co. 04/03/01. BURTON,R.H 
Virginia, Comnonuealth. of, tp 22590.203 24X 

Fiche- 50-330,04/03/01, 9403120176 


0403080071 Informs NRC that tubmittal date for low pressure turbine 
disc crecklng rept delayed until 840330 due to delay In 
Southwest Research receipt of dissected disc. 

8TEWART.U L Virginia Electric b Power Co 04/03/02 DENTON.H R 
Office of Nuclear Reactor Regulation, Director HILLER, 0 R 
Operating Reactors Branch 3 Ip 22560 024. 24X 

Fiche 30-339. 84 /03/02 , 8403080071 


B403210203 Forwards Amands 82 b 36 to Licenses NPF-4 b NPF-7, 
respectively Amends clerify testing requirements in Tech 
Spec Table 3 6-1 re containment Isolatlan valves 
ENOLEiL D Operating Reactors Branch 3 04/03/06. STEWART, U. L 

Virginia Elactrlc b Power Co 3pp 22709 192 24X 

Fiche - S0-33B, 04/03/06, 8403210203 


--84O321O206 Amends 92 b 36 to Licenses NPF-4 b NPF-7. respec tlvely. 
clerlfylng tasting requlraments In Tach Spec Tabla 3 6-1 re 
containmant Isolation valvas 

MILLER, J R Operating Reactors Branch 3 B4/03/06 9pp. 

22709 193 24X Fiche 80-338,04/03/06,8403210203. 


0403260273 Forwards corrected Tech Spec pagee for Amands 81 b 39 to 
Licenses NPF-4 b NPP-7, respactlvely, cover Ing aaial power 
distribution monitoring sys. pcnetretl on fire barriers b fire 
detection instrumentation. 

ENOLE.L B Oparatlng Reactors Branch 3 04/03/06. STEWART, H L 

Virginia Electric b Power Co ip 22761-343 24X 

Fiche 90-330. 84/03/06, 8403260273 


— 8403260281 Corrected Tech Spec pages to Amends 91 b 39 to Licenses 
NPF-4 b NPF-7. respectively, covering axial power distribution 
monitoring eye, penetration fire barriers b fire detection 
Instrumentetion 

o Operating Reactors Branch 3 04/03/06 19pp 22761:344 24X 

Fiche 90-338,84/03/05,0403260273 


8403130290 Provides implementation Itr rept for reactor vasecl leval 
Inetrumentation sys, per NRC 840116 Itr b THI Action Item 
II F 2. Requests NRC approve uea of Installed reactor veteal 
level Instrumentation based on previous acceptance. 

STEWART. W L. Virginia Electric b Power Co. 94/03/07. DENTON.H R 
Office of Nuclear Reactor Ragulatlon. Director, EIBENKUT, D 0. 
Division of Licensing 3pp 22607.360. 24X Fiche* 80-338. 84/03/07, 

8403130298 


8403190201 Application for amend to Llcanee NPF-7, changing Tach Space 
to delate Surveillance Requirement 4 8 i, i 2 c.6 re 
simulated lose of diesel generator u/offeltc power 
unavailab le, per Oenaric Ltr 83-30 

STEWART, W L Virginia Electric b Power Co 84/03/19 DENTON, H. R. 
Office of Nuclear Reactor Ragulatlon, Director HILLER, J R, 
Operating Reactors Branch 3 Spp 22671.123 24X 

Flcba 50-339.84/03/18,8403190201 


— 8403190204 Proposad Tech Bpac changes reflecting deletion of 
BurvalLlancc Requirement 4 8 1. 1.2. c.6 re simulated loss of 
dltsel generator u/offsite power unavailable. 

e Virginia Electric b Power Co 84/03/18 9pp 22671-127. 24X 

Fiche 80-339,04/03/18,8403190201 


8403190377 Application for amand to Llceniee NPF-4 b N*F-7, chsng Ing 
Tach Space to delate requirements for min b max temp limits 
for A36 b A572 beams in staam generator eupports b 
datermlnatlon of beam tampe 

STEWART. H L Virginia Electric b Power Co 84/03/18 DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director MILLER. 0. R. 
Operating Reectore Branch 3 3pp. 22678.237. a4X 
Fiche 90-330,84/03/15,8403190377. 


--8403190381 Proposed Tach Specs deleting requlremsnts for min b eMi temp 
limits for A36 b A372 beams In steam generator supporte b 
determination of beam temp s. Request for removal of staam 
ginarator support heaters b Insulating tent and 

* Virginia Electric b Power Co. 84/03/19. 30pp. 22678.240 34X 

Fiche- 30-338. 04/03/18. 8403190377 


6403220020 Application for amend to Llcanies NPF-4 b If F-7. r evleing 
Tech Specs to reflect new LER ays. par 10CFR90. 73 b Immediate 
notification requirements, per 10CFR90. 72. 

STEWART. W.U. Virginia Electric b Power Co. 04/03/16. DENTON. H. R. 
Office of Nuclear Reactor Ragulatlon, Director MILLER. V.R, 
Operetlng Reactors Branch 3. 4pp, 22713. ISO 84X 
Fiche 30-338,84/03/16.8403220028. 


— 0403220032 Propoetd Tech Specs reflecting new LER eye b Immediate 
notification requirsmonts. 

* Virginia Electric h power Co 84/03/16. BSpp, 22713:132. 24X 

Fiche - 80-338, 04/03/16. 8403220028. 
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34032120077 Rc^Ufst* I > imp t Ion from 10CFR50 44{e) 0> <ili) 
rtqulromonti Oparabllltv of raactor vasaal haad vanti ahould 
ba varlfiad during propoiad outages & procedures (c training 
liAplaoianted w/raviscd emargency oparatlng procedures 
8 T£MARTiW L Virginia Electric «• Pouer Co a4/03/ldi DENTON, H R 
□fpica of Nuclear Reactor Ragulatlon, Director MIIXER>J R 
Operating Reactors Branch 3 2pp S2712 311 24X 

Flcho. 90-333, 8 ^/ 03 / 16 , 3403220077 


8403270203 Foruards vouchar check for required license amend fees 
□mittad fron 340319 Itr 

BTEWART, U L Virginia Electric t< Pouer Co 34/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director t1I<XER,J R 
Operating Reactors Branch 3. Ip, 22772 084 24X 

Fieha, 90-330, 34/03/23, 8403270208 


8403270243 Foruards fee for 340319 proposed Tech Spec change. 

STEWART. M.L Virginia Electric Si Pouer Co 84/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director HILLER, J R 
Operating Reactors Branch 3 ip 22771 311 24X 

Flche. 90-339, 34/03/23, 3403270243. 


8403300023 Foruards response to B4011B request for addl info re core 
exit thermocouple (CETCl l< subcooling margin monitoring sys, 
per 040130 coinmttment CETC addl info deferred until after 
B40B01 due to sys rep iacement, per Reg Ouide 1 97. 

STEWART. W L Virginia Electric l< Pouer Co 34/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EISENHllT. D. 0 
Division of Licensing 4pp 22021.307 24X Ftchi 90-338,34/03/23, 

8403300023. 


8403300009 Informs that indepandant testing lab conducting overvoltage 
testa on motor control ctr contactor colls Current schedule 
for completing tests Is Hay 1984 Resolution t< relatail 
schedule will be submitted by Vul 1984 

STEWART, W L, Virginia Electric I, Power Co B4/03/2& DENTON, H R 
Office of Nuclear Reactor Ragulatlon, Director MIU.ER, J. R 
Operating Reactors Branch 3. Ip 22822' 129 24X 

Flche: 90-338, 84/03/2&, 3403300009 


O Inspection reports, IE Bulletins S< correspondence 


8403070239 Forwards SALP Rapts 90-280/33-33,90-281/83-39,90-338/33-33 fc 
90-339/83-33 for Oct 1982 - Aug 1983 Evaluation will be 
discussed at 331208 meeting at North Anna site 
LEWIS, R. C. Division of Project ti Resident Programs 83/11/29 
STEWART, M L. Virginia Electric h Power Co 2pp 2293A 227 24X 

Flche: 90-000, 83/1 1/29. 8403070239. 


— 840307024& SALP Ripts 90-230/33-33,90-231/33-39,90-338/33-33 tc 
90-339/33-33 for Oct 1932 - Aug 1933 Reliable performance 
w/lmprovamint In most previously noted areas of weakness 
demonstrated. 

« Region 2, Office of Director 83/11/29 42pp. 22931,. 229. 24X 

Flcha: 90-000, 33/11/29,8403070239 


8403070279 Discusses 8ALP evaluation Issuanca of SALP rapt approved No 
major weaknesses identified during assessment period at | 

Worth Anna. One major weakness Identified In area of 
radiological controls at Surry 

O'REILLY, J P Region 2, Office of Director. 84/02/1 A BTEWART, W L 
Virginia Electric It Power Co 2pp. 22941' 286 24X 

Flche: 90-000, a4/03/l&, 3403070279 


8401190072 IE Info Notice 64-13, ''Potential Deficiency In Motor 
Operated Valve Control Circuits It Annunciation " Bvc list 
and. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Retponee (Post 330103). 84/02/23. Consolidated Edison Co. of New 

Yorti Inc. llSpp. 32909.239 24X Flche. 90-000, 84/02/28. 8401190072 


8403020001 Request! Interim approval of Insarvlce Insp 8i testing 
raquirements for pumps I, valves Approval would Increass 
scops of Insp It testing It snhancs safety Implementation of 
ravlssd inssrvlcs testing progremi sxpsctsd by 840319. 

BTEWART, W L. Virginia Electric It Pouer Co 84/02/28. DENTON. K R 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. 2pp 23442 199. 24X 

Flcha: 90-338, 84/02/28, 8403020001, 


8403090007 IE Info Notlea 34—14, "Highlights of Recent Transport 
Ragulatory Rtvs by DOT It NRC. " 6vc list end 

SRACE, J. N. Division of OA, Safeguards It Inspection Prograeis (Post 
830103). 84/03/02 Consolidated Edison Co, of New York, Inc 

tSOpp. 22992:329. 24X Fichs: 90-QOO, 84/03/02, 3402090007, 


B40309000B IE Info Notlcs B4-1A, "Failure of Automatic Sprinkler Sys 
Valyas to Oparate, " Bvc list and. 

JilROANt E. L. Division of Emergency Preparedness It Engineer Ing 
Response (Post 830103). 84/03/02. Censolidatsd Edison Co. of New 

York, Ine. 122pp. 32993,098 24X Flcha, 90-000, 84 / 03 / 02 , 8402090003 


3402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
6vc list enc 1 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 030103) 84/03/02. Consolidated Edison Co of New 

York, Inc U7pp 22993 217 24X Flche 90-000.84/03/02,8402090009 


6403160194 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature In use in safety-related 
applications other than trip sys Only reactor trip 
breakers contain subj trip attachments 

BTEWART, W L Virginia Electric «< Power Co 84/03/02 O'REILLY, J P 
Region 2. Office of Director 3pp 22006 008 24X 

Flche 90-000,84/03/02,8403160194 


8402090011 IE Info Notice 84-17, "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emtrgency Preparedness It Engineering 
Response (Post 830103) 64/03/09 Consolidated Edison Co of New 

York, Ine I17pp 22993 336 24X Flche 90-000.84/03/09,8402090011 


8403290289 Forwards IE Insp Repts 90-333/84-01 Ii 90-339/84-01 on 
840106-0209 No violations or deviations Identified 
DANCE, H C Division of Project It Resident Programs 84/03/09 
STEWART, U L Virginia Electric it Power Co. 2pp 22800.048. 24X 

Flche 90-330,84/03/09,8403290239 


— 8403290294 IE Insp Ripts 90-338/84-01 It 90-339/84-01 on 840106-0209 No 
violations or deviations identified Mejor areas Inspected, 
onsite areas of surveillance It malnt actl vitles, pre vl ous 
Insp findings It Identified items It safety sys walkdowns 
BRANCH, M M , LUEHHAN, J 0. Region 2, Office of Director ELROD, 8 
Division of Project It Resident Programs 84/03/02. lOpp 
22BD0 090 24X Flche' 90-338, 84/03/09, 8403290289 


84020900S4 IE Info Notice 64-09, Rev 1, "Lessons Learned From Imps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preperedness It Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22639 049 24X Flche 90-000,84/03/07,8402090024 


34020900S3 IE Info Notice 64-18, "Stress Corrosion Cracking In PWR 
By s, " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/03/07 Consolidated Edison Co of New 

York, Inc. llBpp. 22984 166 24X Flche 90-000,84/03/07,8402090028 


8402090031 IE Oullitin 84-02, "Fel lures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc Hit end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp. 22823 094 24X Flche' 90-000, 84/03/12, 8402090031 


8403290290 Ach receipt pf 840306 Ur informing NRC of steps taken to 
correct violations noted In IE Imp Repts 90-338/63-31 l< 
90-339/03-31. 

LEWIS, R.C Division of Project It Resident Programs 84/03/16 
BTEWART, W L. Virginia Electric It Power Co. Ip 22802 032 24X 

Flche' 90-338, 84/03/ 16, 8403290290 


— 8403290260 Responds to NRC 840207 Ur re violations noted in IE Insp 
Rapts 90-338/83-31 Ii 90-339/83-31 Corrective actions wall 
classified as fire barrlsr ti cubicles reclassified as 
separate fire areas Procedure revised to Include Imp 
STEWART, W-L Virginia Electric b Power Co, 84/03/06 
O'REILLY, JP Region 2, Office of Oiracior 3pp. 22802.033 24X 

Fichs' 90-338, 84/03/16, 8403290290 


—8403290269 Forwards IE Insp Repts 90-338/83-31 It 90-339/83-31 on 
831206-840109 It notice of violation 

LEWIS, R.C. Division of Project It Resident Programs 84/02/07 
STEWART.W. L Virginia Electric It Power Co. 2pp. 22802.036 24X 

Flcha. 90-338, 84/03/ 16, 8403290290 


—8403290280 Notice of violation from Insp an 831206-040109. 

s Region 2, Office of Director. 84/02/07 2pp 22802 038 24X 

Flche. 90-338, 84/03/16, 8403290290. 


—8403290291 IE Insp Repts 90-338/63-31 It 90-339/63-31 on 831206-340109 
Noncompl lance noted. fal lure to maintain procedures re insp 
of wall ti failure to Inspect fire barriers 

LUEHMAN, J 0, Region 2, Offici of Director ELROD, 8, Division of 

Project h Resident Programs. 84/02/06 9pp 22802 040 24X 

Flche 90-338,84/03/16,8403290290 


3402090043 IE Info Notice 84-19, "Two Events Involving Uneuthoriied 
Entries into PWR Reactor Cavities " Bvc list end 
JORDAN, E L. Division of Emergency Preparedness It Englnssring 
Response (Post 830103). 04/03/21. Consolidated Edison Co of New 

York, tnc. 123pp. 22823' 229 24X Flche. 90-000, 84/03/21. 8402090043 
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8408070044 tE Info Notice 84-20/ “SvC Life of Rsleye In S«f e tg-Rele ted 
Syi ” Svc ll«t end 

JORDAN/ E L Division of Energsocy PTeparedncsf 4c Engineering 
Retpons* (Post 830103) 84/03/21 Consolidated Edison Co of Nbj 

York, tnc 139pp 22733 OOl 24X Flche 50-000/ B4/03/21r 8402070044 


B403270021 Inforns that due to addl revlein re4.i>ired re metl supplied bij 
Ray Hll ler> Inc/ util unable to respond to IE Bulletin 83-07 
until 840406 

STEWART/ « L Virginia Electric fc Power Co 84/03/22. DEYOUNO, R C 
Director's Office/ Office of Inspection and Enforcement ip 
22770-068 24X Fiche 50-000/64/03/22/8403270021 


8403290197 Resubmits B40302 responis to IE Dulletin 63-08/ "Electrical 
Circuit Breakers W/Undervol tage Trip Feature in Use In 
Sef aty-Related Applications . ” Affirnation inadvertently 

omitted froffl 840302 1 tr enc I 

STEWART/ W L Virginia Electric * Power Co 04/03/29, O'REILLY, J P 
Region 2. Office of Director 2pp 22806 006. 24X 

Fiche 90-000/84/03/89/8403290157 


. Periodic operating reports t< related correspondence 


8403020122 KontMy operating repts for Jan 1984 H/B402i4 Itr 

LEE, J N , STEWART, H L Virginia Elactric it Pouer Co 84/01/31 
HALLER/ K M NRC - No Detailed Affiliation Oiven. 23pp 22442-066 
24X Fiche 90-338/84/01/31.8403020122 


8403300099 Monthly operating repts for Feb 1784 U/e40314 Ur 

LEE.J N , STEWART, W L Virginia Electric it Pouer Co 84/02/29 
HALLERr N M Office of Retource Management, Director t6pp 
22821 270 24X Fiche 90-338,84/02/29.8403300059 


Reportable occurrences, LERs It related correspondence 


9403280332 Forwards preliminary results of natural circulation 
analyses for 811111 trenslent at McOulre it 800609 natural 
circulation lou power teat at North Anna 

CHARLTON, T B EOltO. Inc ©3/09/22 LITTENEKER, P E Energy, Dept 
of. Idaho Operations Office 29pp 22807 29? 24X 

Fiche 30-000,83/09/22,8403260332 


3403090213 NPDES nonconp 1 1 anc e notification re 840213 oil spill Caused 
by lube oil associated ui/overflou of bearing cooling touer 
makeup reservoir Oil contained by floating boom it removed 
u/absorbent matls 

TAYLOR I J. A Virginia Electric Power Co 84/02/29 VOLTAOSIO/T 
Environmental Pratactlon Agency 7pp 22979 078. 84X 

Fiche 90-338.84/02/29.8403090213 


3403190396 Forwards completed Oil Spill Questionnaire VA-B4-093 for 
840219 occurrence 

TAYLOR, J.A Virginia Electric L Power Co 84/03/07 VOLTAOOrO.T 
Environmental Protection Agency. 7pp 22679 193 24X 

Fiche 90-330. 84/03/07, 8403190396. 


9403190080 NPDES noncomp 1 1 ante notification on 840214, 1 ubrlc at Ing oil 
spillad into Lake Anna Caused by crack on Intake screen of 
drive chain lubricant reservoir Completed spill 
Questionnaire VA-34-092 end 

TAYLOR, J A Virginia Electric b Power Co 84/03/08 VOLTAOOlO, T 
Environmental Protection Agency 7pp 2266S 334 24X 

Fiche 90-338,84/03/08,8403190080 


IDCKET 90-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


. Appllcatlon/constructlon etage documants It correspondence 


340314Q340 Bummary of 831219 meeting w/BE & Mark I Owners Croup In 
Bathesda/MD ra Mark I containment uetwel 1 -dryuell vacuum 
breaker design methodology 

SIEOELiB.L Operating Reactors Branch 2 84/02/21 Oparatlng 

Reactors Branch 2 91pp 22639 196 24X Fiche 90-000,84/02/21, 

8403140340. 


3403020164 Submits re,iuast for addl info ra postulated failure of HPCI 
steam line w/o ieolatlon. 

YQUNBBLOOD, B. J Licensing Branch 1 64/02/22, JENS, W Detroit 

Edison Co. 3pp. 22491-139 24X FI Che- 90-341, 84/02/22, 8403020164 


34aa02012{ Responds to 840109 Oaneric Utr 84-01 rt NRC uss of terms 
important to safety It saf ety-rel ated. Bub j will be dlscueeed 
further through iteerlng comatlttea t, chairman of Util Befety 
Classlf teat 1 on Sroup 

JENStM H Detroit Edison Co ©4/02/24, TAYLOR, J M. Dir sc tor's 
Office, Office of Inspection end Enforcement. Ip 22442-069, 24X 

Fiche- 90-34 1 , 04/02/24, 8403020121 


8403090247 Advises that util will adopt all applicable provisloni 
associated w/8 h Type A test detailed in Rev 1 to BN-TOP-l, 

"Teatlng Criteria for Integrated Leakage Rata Testing of 
Primary Containment Structures for Nuclear Plants ” 

JENB. W H Detroit Edison Co 84/03/09 YOUNBBLOOD, B J Licensing 
Branch 1 Ip 22972 201 24X Fiche 50-341,84/03/09,8403090247 


6403130008 Foruerds Certificate of Svc for Amend S3 to amended t, 
substituted application for licenses 

HATHAWAY.O H Detroit Edison Co 84/03/09 Office of Nuclear 

Reactor Regulation, Director. 3pp 22615 166 24 X 

Fiche 50-341.64/03/09,6403130008 


8403130044 Forwards Amend 54 to amended I, substituted application 
for licenses, consisting of Amend 94 to F8AR 

LANOORAF, L C LeBoeuf, Lamb, Lelby t, MacRae LANOORAF, L C Detroit 
Ediaon Co 64/03/09 DENTON, H Office of Nuclear Reactor 

Regulation, Director Ip 22610 166 24X Fiche- 90-341, 84/03/09, 

8403130044 


— 8403130051 Amend 54 to amended & lubstltutad application for lid 
consisting of Amend 94 to FSAR 

» Duquesne Light Co 84/02/22 Ip 22610 169 24X 

Fiche 90-341,84/03/09,0403130044 


6403200189 Afflrme resolution of TMI Action Plan Item II K 3 31 ra 
small break LOCA analysis No further action necessary 
JENa.W H Detroit Edison Co 84/03/14 VOUNOBLOOO, 8. J Licensing 
Branch 1 2pp 236B6 338 24X Fiche. 90-341, 84/03/14. 8403200189, 


8403210048 Requests issuance of proof t> review version of Tech Specs 
Resources to support effort avalleble It Impact of obtaining 
add! test data minimal 

JENS.W K Dftrolt Edison Co 84/03/14 VaUNOBLOQD, 8 J Licensing 
Branch 1 tp 22706 333, 24X Fiche 90-341,84/03/14,8403210048 


8403210074 Forwardi "Environ Qualification of Saf ity-Ra la tad Mechanical 
Equipment for Harsh Environ,'" par 631201 meeting 

JENS, W H Detroit Edison Co. 84/03/14. YOUNOBLOaD. D J Licensing 
Branch 1 Ip 22706 140 24X Fiche 90-341,84/03/14,0403310074 


— 8403210078 "Environ Qualification of Safety-Related Meehan leal 
Equipment for Hersh Environ " 

» Detroit Edison Co 84/03/31 190pp 22706 141. 24X 

Fiche, 90-341 , 84/03/ 1 4, 8403210074 


8403230016 Forwards ravlsed NRC licensed operator training 
raqual 1 f Icat ton program, administrative guide, incorporating 
addressed comments contained In 63121? Itr 

JENSiW H Detroit Edison Co 84/03/14 YDUNOBLaOD, D J. Licensing 
Branch t Ip 22726 178 24X Flch s . 90-34 1, 84/03/14, 8403230010 


— B403230021 NRC licensed operacor training r equal if Icat 1 on program, 
admin istra tor guide 

« Detroit Edison Co. 84/01/31 90pp, 22726 179 24X 

Fiche 50-341,84/03/14,8403230018 


B4032B0237 Dtscuises WV Llpton qualification review, per 840119 reiponsc 
to request for addl Info Llpton qualified as radiation 
protection managtr, per Reg Oulda 1 8 

V8UNOBLOOD, D J Licensing Branch i 84/03/14 JENS, M. Detroit 
Edison Co 2pp 22008.210, 24X Fiche- 90-341, 84/03/14, 8403280237 


8403270043 Informs that ultrasonic tast esami of blend radii area 1< 
magnetic particle exam conducted by vessel mfg to determine 
degree of conformance to NUREO-0619 No recordable 
Indications found utilizing either technique 

JENS.W >1 Detroit Edison Co 84/03/21. YOUNOBLOOD, B. J. Licensing 
Branch 1 Ip 22769.319 24X Flch i; 90-341, 84/03/21, 8403270043 


8403300138 Forwards Certificate of Svc Indicating appropriate parties 
servid u/Amsnd 94 to amsnded I, substituted application for 
1 icenses 

HATHAWAY,0 H. Detroit Edison Co. 84/03/26 Offlca of Nuclear 
Reactor Regulation, Director. 3pp 22820.349 24X 

Flchi- 90-341,84/03/26, 8403300138 


F Security, medical, energincy ti firs protection plans 


8403120049 Extends invitation to attend regional workshop on fire 
protsetlon safe shutdown rtqulremanti of 10CFR90>App R on 
840323 In Rosemont, IL Propotsd agtnda end for review 
8PE88ARD1 R L Division of Emsrgsncy Preparsdnest I, Operational 
Support 84/03/06 WELLB, D. A Detroit Edison Go. 3pp. 22989:292 
24X Fiche, 90-341,84/03/06,8403120049. 
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H Ooncral corr^spondanc* 


64-03280049 Rstpondi to 840217 iniiulrv ra plantc not conildared tor insp 
of vant haadai* crack* In torui In«p inappltcabla bacauia 
Farml ti Hop* Craak ctltl In conat itaga 

DENTONiHR. Offlca of Nuclaar Raactor Regulationr Dlractor 
64/03/12 WeSTOVERiA T Konroa Countv HI Ip 22812 398 24X 

Flcha; 90-000i 84/03/12. 8403280049 


— 8403260094 Raquait* akplanation a* to lohg facilltg riot conaldared for 
Inap for crack* in vant haadar ilmllar to crack found at 
Match. 

WEBTOVER.A. J Monroa Coontg. MI 84/02/17 Off lea of Nuclaar 
Raactor Rogulation. Dlractor 2pp, 22B12 399 24X 

Flch*. 90-000. 84/03/12. 8403280049 


K. Utility Final Safaty Analyal* Raport <F8AR> t< aaiands 


8403130044 Forurardc Amand 94 to amandad ti aubatttutad application 
for llcansa*. conalctlng of Amand 94 to FSAR 

LAMDORAFiL C LaBoauf. Lamb. Lalby «< MacRaa. LANDS8AF. L C. Datrolt 
Edlaon Co 84/03/09 DENTON.H Offlco of Nuclaar Raactor 

Ragulatlon. Dlractor Ip. 22610 166 24X Flcha. 90-341. 84/03/09. 

8403130044. 


— 8403130091 Amand 94 to amandad (. aubatltutad application for llcenaat. 
conalatlng of Amand 94 to FSAR. 

a Ouquatna Light Co. 84/02/22 Ip 22610. 169 24X 

Flcha. 90-341, 84/03/09. 0403130044 


— -8403130060 Amand 94 to FSAR Twanty-aight ovartlia drawing* end. 
Drawing* available In PDR 

« Detroit Edlaon Co 84/03/31 9B9pp 22610.170 24X 

Flcha 90-341.84/03/09,8403130044 


Q. Inapactlon report*. IE Bullatlni t. corraapondenca 


8401190072 IE Info Notice 84-13. “Potanhlal Deficiency In Motor 
Operated Valve Control Circuit* t< Annunciation." Svc liat 
and. 

JORDAN. E. L Dlvlalon of Emargancg Praparadnea* tt Enginaarlng 
Raapon** <Po*t 830103). 84/02/28 Contolldatad Edlion Co of Naw 

York, Inc, il9pp. 22909:239. 24X Flch* 90-000,84/02/28.8401190072 


8403060170 Ack racalpt of 840217 Itr Informing NRC of »t*p( takan to 
corract noncomplianca notad In IE In«p Rapt 90-341/83-29 
KNOP.R C. Raglon 3, Of flea of Director. 84/03/01 WELLS. 0. A 
Datrolt Edlaon Co. tp. 22918 337 24X FI cha: 90-341 . 84/03/01, 

8403060170 


—8403060173 Raavbmlts 840123 raaoon** to NRC 831222 Itr r* noncomplianca 
notad In IE inap Rapt 90-341/83-29. 

HELLS. D. A Datrolt Edlaon Co. 84/02/17 KNOP, R C. Region 3, 

Office of Director Ip. 22918.338 24X Flcha 90-341.84/03/01. 

8403060170. 


— 8403060177 Ratpond* to NRC 831222 Itr re noncomplianca notad in IE ln«p 
Rapt 90-341/83-29 Corrective action*. Plant Dparatlon Manual 
12,000 ravltad. damaged untitrut acrfppad tc latellit* 
atorag* area* marked I, roped off 

WELL8.D, A. , ^LESSI.T. A Datrolt Edlaon Co. 84/01/23. KNOP, R C 
Raglon 3. Off lea of Director 9pp 22918:339. 24X 

Flcha. 90-341, 84/03/01. 8403060170 


B403190309 Forward* IE In*p Rapt 90-341/84-03 on 840131 6 0201-02. No 
noncomplianca noted, 

PAPERIELLOiC. J. Raglon 3. Office of Dlractor. 84/03/01 WELL8, D A. 

Datrolt Edlaon Co. 2pp. 22673*168 24X Flch*. 90-341. 84/03/01, 

8403190309. 


— 8403190313 IE Inap Rapt 90-341/84-03 on B40131 l< 0201-02 No 
noncomplianca notad. Major area* inapacted: praoparatlonal 
radiological environ monitoring program. Including rib^ 
control* It program Implamantation h raault* 

OESTHANN. H. J. . BLAUINSKI. W. J. . SCHUMACHER, M. C Raglon 3. Offlco of 
Director. 84/02/27. 9pp 22673:170. 24X Flcha. 90-341, 84/03/01. 

0403190309. 


8402070007 IE Info Notice 84-14, "Highlight* of Recent Tranaport 
RoDUlatorg Rev* by DOT I, NRC. " Svc lift ancl. 

ORACE, J. N. Dlvlalon of 3A, Safeguard* (< Inapactlon Program* <Pa«t 
030103). 84/03/02, Contolldatad Ed 1 eon Co. of New York, Inc 

laopp, 22992:329. 24X Flcha: 90-000. 84/03/02, 8402090007 


8402090000 IE Info Notice 84-16, "Fallur* of Automatic Sprinkler Syt 
Valvea to Oporata. " Svc ll*t ancl, 

JORDAN, S.L. Dlvlalon of Emargoneg Praparadnoaa 6 Enginaarlng 
Reap one# (Poat 830103), 84/03/02. Contolldatad Edlaon Co, of Naw 

York, Inc. 122pp. 22993:098. 24X Flcha: 90-000, 84/03/02, 8402090008 


8402090009 IE Info Notice 84-19, "Reporting of Radiological Relaaiei “ 
Bve Hat and 

JORDAN, E L Dlvlalon of Emargancg Praparedne** 6 Engineering 
Raaponae (Poit 030103) 84/03/02 Conaolidatad Edlaon Co of New 

York. Inc 119pp 22993 217 24X Flcha 30-000.84/03/02,8402090009 


8402090011 IE Info Notice 84-17. "Problamt U/Liquld Nitrogen Cooling 
Component* Below ND Ductllitg Tamp " 8vc Hit end 
JORDAN. E L Dlvltion of Emergency Preparedna** 6 Enginaarlng 
Raeponaa <Po*t 830103) 84/03/09. Consolidated Ediion Co of Naw 

York, Inc 117pp 22353 336 24X Flcha 30-000.84/03/03,8402090011 


84033S0109 Forwards IE Insp Rapt 90-341/83-30 on 831201-840131 «< notice 
of Violation 

KNOP.R C Region 3. Office of Director 84/03/09 WELLS, 0 A 
Detroit Edlaon Co 2pp 22716 197 24X Flcha 90-341.84/03/09. 

8403220109 


— 8403220111 Notice of violation from insp on 631201-640131 
KNOP.R C Raglon 3, Office of Director 84/03/03 2pp 
3S716 199 24X Flche 90-341.84/03/03.8403220109 


—8403220114 IE Insp Rapt 90-341/83-30 on 831201-840131 Noncompliance 
Identified HPCI sgs test procedure not reviewed for 
cdmpletanasa I. adequacy 6 RCIC aga did not Incorporat* all 
valve timing requiramants In FSAR 

BYRON, P M , PARKER. M E , KONKLIM, J E Region 3. Office of 
Director 84/03/02 ISpp 22716 201 24X Flch* 90-341,84/03/05. 

8403220109 


8402090024 IE Info Notice 84-09. Rev 1. "Lessons Lsarnad From Insps of 
Fire Protection Safe Shutdown By* ” Svc list end 
JORDAN. E L Division of Emtrgancg Preparedness t< Engineering 
Response (Post 830103) 84/03/07 Canso]ldatad Edison Co of New 

York. Inc 118pp. 22639 049 24X Flcha 90-000.84/03/07,8402090024 


6402090028 IE Info Notice 84-18. "Stress Corrosion Cracking In PUR 
8ys " Svc list end 

JORDAN. E L Division of Emergencg Preparedness 6 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co. of New 

York. Inc llBpp 22984 186 24X Flche 90-000.84/03/07, 9402090021) 


8402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays ln\ Use In 
Class IE Safety Sys " Svc list cncl 

DEYOUNO.R C Director's Office, OPflca of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co. of New York, Inc. 

134pP 22823 094 24X Flcha: 90-000. 84/03/12, 8402090031 


B403260127 Raspondi to IE Bulletin B3-0B ro failures 6 problems u/ 
pot«iblt improper operation of circuit breakers w/ 
undarvoltaga trip attaehmants Field mod requests Issued to 
ramova undarvoltaga device from breakers 

WELLS. D A Detroit Edison Co 84/03/14 KEPPLER, J 0 Region 3. 
Office of Director 4pp 22798 143 24X Flche 90-341,84/03/14, 

8403260127 


8403300093 Forwards IE Insp Rapt 90-341/84-01 on 840114-0217 No 
noncompHance noted 

STREETER, J F Region 3. Office of Director. 84/03/19 WELLS. D A 
Detroit Edison Co Ip 22821 293 24X Flche 90-341,84/03/19. 

8403300093 


— 8403300097 IE In»p Rept 90-341/B4-0-1 on 840114-0217 No noncompliance or 
deviations noted Major areas inapected previous insp 
f ind Ingsi preoperatlonal test program, procedure review (< 
verification. result review V teat witnessing 
DUPONT. B.O . LANK8BURY, R D. , REYES, L. A Raglon 3, Office of 

Dlroctor. 84/03/19 10pp. 22821 2S4 24X Flch* 90-341. 84/03/lD, 

8403300093 


8402090043 IE Info Notice 84-19, "Tuc Events Involving Unauthor lead 
Entrle* Into PWR Reactor Cavities. “ Svc list end 
JORDAN, E. L Division of Emergency preparedness l< Engineering 
Response (Post 830103) 84/03/21. Consolidated Edison Co of Naw 

York, Inc 123pp 22823 229. 24X Flche* 90-000, 84/03/21, 8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays In Safa ty-Relatsd 
By a " Svc Hat ancl 

JORDAN, E. L Dlvlalon of Emargency Preparednast 6 Engineering 
Reaponsa (Post 630103). 84/03/21 Contolldatad Edison Co of Naw 

York, Inc. 139pp. 22933 001, 24X Flcha. 90-000, 84/03/21, 8402090044 


R, Periodic operating reports It related corretpondanc* 


8403020443 Forward* monthly statu* rept of offaita emergency 
preparedneis for OU revlaw* for Jan 1984, Change* In FEMA 
finding dates not caused by delay due to offaita emergency 
plennlng Issues, 

DIRCKStW. J Office of the Eiccutlve Director for Dperations 
84/02/21 PALLAOINO Commit* ionar*. 9pp 22492 083 24X 

Flche 90-000, 84/02/21,8403020443. 
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S Rsporfcabit Dccurrancaii LER* L ralat*^ correspondance 


S4031200D9 Interim dePiciencv reptiltem 9S re dafeetlva spot ualds & 
Pouai — Strut eupport matl initial Iv reported an B20211 
Evaluation for spot ueld meintiert far avertoed condltioni 
continuing Addl use of members discontinued 

WELLS. D A Detroit Ed la on Co 8-4/02/83 KEPPLER, J 0 Raglan 3i 
Office of Director Spp 229B8 02? 24i{ Pithe 50-341.84/02/23. 

B403 12000? 


8403120160 Deflciancg rept. Item 113 re linear Indications In seam of 
ASTM ASOO OR B tube steal Inltiall<J raported In 54D124 
telcon Further evaluation pending completion of vis-ual imp 
of electrical cable trag supports 

MELLB. D A Detroit Edison Co 84/02/23 HEPPLER, J 0 Region 3. 
Office of Director 2pp 22990- 142 24K Flche 90-341.84/02/23. 

8403120160 


B4O3120199 Deficiencg rept.Item 119 re possible Impingement of 
essential piping during pipe break Inltlallg reported on 
840124 Sueep paths & jet Impingement lonas will be 
reevaluated It pipe breei locations reassessed 

MELLB- D A Detroit Edison Co 84/02/29 KEPPLER, 0 O Region 3, 
Office of Director 2pp 22986 248 24X Flche 90-341.84/02/23. 

8403180199 


B40312006B Interim deficiencg reptiltem 116 re potential for fraeilng 
of burled fire protection sgs piping to RRR bldg Inltlallg 
reported on 840(31 Water ulll be pasaed through line once 
per shift during frteclng ueather 

MELLS.D A Detroit Edison Co 84/02/29 KEPPLER.JO Region 3, 
Office of Director Ip 22990 284 24X Flche BO-34 i . 84/02/29r 

fi40312006B 


B403190079 Interim deficiencg rept.Item 114 re posalble 
Dverpresaurl latlon of north RHR HX (PIS El 1 -'Oi-DOOIA) 

Initially reported on G40124 Leakage otaserved caning through 

Insulatlo-n in HX shell flange Na piping damage faund 

WELLS. D A Detroit Edison Co 04/03/07 KEPPLER, J O Region 3, 

Office of Director 2pp 22668 341 24X Flche 50-34 1 1 B4/03/07, 

B403190079 


T Hearing transcripts on non-ant 1 true t matters 


840209003? Board Notification 84-092 forkiards meeting summaries 
containing transcripts of 840210 it 16 neetlngs betuean NRC L 
Transamerlca Delaval. Inc (TDI ) Duners Oroup Distribution 
list end 

EISENKUT. D 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners 9pp 22708 001 24X Flche 90-000, B4/03/ 12, 

840209003? 


V Operator Eaapil natigns 


84030901Q8 foruards updated info re operator licensing axams Submittal 
Includes estimate of need for operator licensing eiams far 
remainder of FYBt St FYa9 through FYB7. 

JENS. H H Detroit Edison Co 84/03/09 YDUNOBLOOD, B Licensing 
Branch 1 2pp 22973 302 24X Flche 90-341 , 04/03/09. a4O3O?Die0 


8403190021 Foruards Individual operating shift friperlence status, par 
DF Schnell raguest Util ulll use shift advisors to satiifg 
hot participation esperlenca requirements Licensed elassraom 
training l< eiam conducted 

JENSiM H Detroit Edison Co B4/O3/0? DENTON, H R Office Of 
Nuclear Reactor Regulation. Director 82 pp 22643 043 24X 

Flche 90-341,84/03/09.8403190021 


B40323001B Foruardi revised NRC licensed operator training 
requal If ica t ion program. a d/nin Istra tlva gul de. 1 ncorpora 1 1 ng 
addressed comments contained in 631219 Itr 

UENS.W H Detroit Edieon Co 84/03/14 YDUNOBLOOD, D J Licensing 
Branch 1 ip 22726' 178 24X FI ch e SO-341, 84/03/ 14, 8403230010 


— B40323D02i NRC licensed operator training requal If icatlon program, 
admihlstrato-r guide 

a Detroit Edison Co 84/01/31 90pp. 22726 179. a4X 

Fiche 50-341,84/03/14,8403230016 


'OCKET 90-344 TROJAN NUCLEAR PLANT 


r Security, aisdlcat, emargency L fire protection plans 


S4031303BI Ack receipt af 831128 Itr transmitting changes to security 
plan Changes conilstsnt u/provlsions of i0CFR90. 94(p) 6 
acceptable 

SCHUSTER. M D Region 9, Office of Director, B4/01/20 HITHERB,B,D 
Portland Oeneral Electric Co 2pp 22616,276 24X 

Flche 90-344, 34/01 /20, 8403130301. 


0403060341 Foruiards IE Insp Rept 30-344/03-34 on 631 128-1230. No 
noncompliance identified 

BISHOP, T.W Region 9. Office of Director B3/02/07 WITHERS. B.D 
Portland Oeneral Electric Co 2pp 22519,073 24X 

Flcha. 90-344, B4/02/07. B403060341 


—8403060344 IE Insp Rept 90-344/63-34 on G3l 128- 1230, No noncompliance 
or devlatione identified Major areas Inipectad plant 
operations. security > malnti survt 1 1 lanes testing, cold weather 
praparation L plant review board 

JOHNSTON, 0 W , RICHARDS. 8 A . DODDB, R T Region 9. Office of 
Director 84/02/03 4pp 22919 079 24X Flche: 90-344. 84/02/07. 

8403060341 


8403120379 Forwards rept of results of In-progrtss audit for facility 
dstailsd control room design ravitw per Suppl 1 to 
NUHEO-0737 conducted on 031212-16 

KILLER, J R Operating Reactors Branch 3. 84/02/29, WITHERS, B.D 

Portland Oeneral Electric Co. 73pp 22619 008 24X 

Flcha 90-344, 84/02/29, 8403120379 


8403190378 Revised emergency plan Implementing procedures, Includ ing 
Procedure EP-1 re emergency c lassi flea t ion, EP-7 re 
operation of technical support ctr t, EP 8 , 6 re 
communications staff W/840314 Itr. 

* Portland Oeneral Electric Co 84/03/09 CLARK, R. A Office of 
Nuclear Reactar Regulation, Director. 72pp 22671;001 24X 

Fleb* 90-344, 84/03/09, B40319037B 


8403260302 Foruiards sxamptlion from 10CPR50 48 (i App R to lOGFRSO ra 
fire protection for reactor coolant pump lubricating oil. 

Exemption conditioned on Implementing fire protection 
Improvements by plant startup 

KILLER, J.R Operating Reactors Branch 3 84/03/09 WITHERS, B D 

Portland Oenaral Electric Co Ip 22799.349 24X 

Flche 90-344,84/03/09,8403360302 


—8403260304 Forwards sxemptlon from 10CFR90, App R fire protection 
requirements for FR publication 

« Division of Licensing 84/03/09 Docketing t< Servlcee 
Branch. 3pp 22799.390, 24X Fiche. 90-344, 84/03/09, 8403260302. 


— B40326030S Exemption from tOCFRBO 48 t, App R to locFRSO requirements re 
fire protection for reactor coolant pump lubricating oil, 

EI 8 ENHUT, D 0 Division of Licensing 84/03/09 Portland 
Oeneral Electric Co 4pp 22799*392 24X Flche 90-344,84/03/09. 

8403260302 


0403290240 Advises that 840112 rev to physical security plan 
consistent w/provlstons of 10CFR90, 94(p) t, eccepteble 
BCHUBTER.N D Region 9, Office of Director 84/03/22 WITHERS, B D. 

Portland Oeneral Electric Co 2pp 22800.293. 24X 

Flche: 90-344, 84/03/22, 8403290240 


D Adjudicatory correspondence 


8403220247 Response to Coalition for Safe Power t. State of OR 840309 
contentions Csrtiflcato of Bve end 

JOHNSON, R U Portlend Oeneral Electric Co DSB 096. 84/03/20, 
Atomic Safety and Licensing Board Panel 46pp 22719*091 24/ 
Fiche. 90-344, 84/03/20, 8403220247 


8403300272 Forwards notices of appearancs In proceeding of H Axelred U 
8 A Ooldberg Certificate of Bve end. 

AXELRADiK Portland Oeneral Electric Co AXELRADiK Newman t< 
Holtiinger DSB 219. 84/03/29 App, 22824. 033 24X 

Flche' 90-344, 84/03/29, 8403300272 


H General correspondence 


8403060384 Advises that correspondence L pleadings should be directed 
to RW Johnson at llsttd address 

JOHNSON, R.W Portland Oeneral El ac trie Co, 84/02/29. SCHAEFER, K 
NRC - No Detailed Affllietlon Olven. ip 22916* lal 34X 
Fiche: 90-344. 84/02/29,8403060384. 


J Insurance t, indemnity Information 


8403200197 Forwards listing of pressnt Isvels of property insurance L 
sources of insurance for fee 11 Ity. Info represente mex amount 
of Insurance coverage available for nuclear generating 
p lints. 

WITHERS, 0 0 Portland Oanaral Electric Co 84/03/16. MILLER, J.R. 
Operating Reactors Branch 3. Spp. 22699*396 S4X 
Fiche 90-344,84/03/16,8403200197 


8403280022 Forwards Endorssmsnt 8 to NELIA Policy EB-57. 

WIECHMANN, 8 H Portland Oeneral Electric Co. 64/03/20. 6 ALTZMAN, J. 
Asfietent Director for State It Liceniet Relations 3pp. 22777*084. 
24X Flche. 90-344, 84/03/20. 8403280022 
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S4033B0041 Foruard* Endor>«ni«nt 94 to KAECU Pol teg MF-06 <■ Endomomonts 
64 ti 63 to NELTA Policg NF-aS3 

HtECHMANNrB M Portland Oanoral Electric Co 04/O3/SO SALTZMAN. J 
□PPtco ot Btata Programii Dirac tor 4pp S2777 006 24X 

Fie ha. 90-344. 84/03/20. 8403280041 


P. Oporatlng licanta ataga doeumanta 6 corr aipondanca 


8403010117 Partial raaponaa to FOIA re<tuatt for documanti bg named 
Indlvlduala ra rapta. analgias, itudlas. procaduras 1. sgs for 
fflaasuramant of RCS laakaga App 8 documanti placed in POR 
App A doeumanta alraadg avatlabla In PDR Search continuing 
FELTON. J M Divillon of Rulai and Racordi 84/01/29 MADDEN. T J 
Kaga. Scholar. Flarman. Hagi ti Handler 7pp 22480.026 24X 

Flcha. 90-000. 04/01/39. B4030101 17 


— S403010179 Rav 6 to Procedure POT-1-3. “Periodic Operating Teat RCS 
Laakaga Evaluation. “ 

LAMOOREAUX. T. H Portland Oanaral Electric Co 78/06/19 9pp 
22481.184 24X Flcha 90-000.84/01/23.6403010117 


—8403010233 Dlacuasai RCS leak rata calculatloni. par 820904 talcon Modi 
to RC6LK7 computar program parmlt leak rata calculatloni for 
praiaurea batwaan 1.900 k 2.100 palg w/tamp batuaan 260 F t. 

270 F Plant data end. 

MORRILL. P J. Region 9, Office of Director 82/09/09 

WOODRUFF. R W Reactor Eng inter Ing Branch 17pp. 22481.362 24X 

Flcha; 90-000. 84/01/29. 84030101 17 


8403000344 FOIA ra^uait for documanti ra propoiad NBHC datarmlnation 
on llcania amandi for Mlllitona 3 k antrg Into operational 
mode for conducting final teiti of preaiurliar lafatg valval 
at Trojan. 

ADATO. M Union of Concarnid Sclantliti 84/02/02. FELTON. J M 
Divillon of Rulai and Racordi Ip 22983.038 24X 

Flcha 90-000,84/02/02.8403080344 


8403090223 Further raiponia to FOIA raquait for racordi of namid 
Indlvlduali. Including ripti. analgiai. itudiai. tut 
calculatloni. procadurii k practical for maaiuramint of RCS 
laakaga Forward! App C documinti. Search continuing. 

FELTON. U.M Divillon of Rulai and Ricordi 84/02/07 MADDEN. T J 
Kaye. Scholar. Flarman. Hagi k Handler 3pp 22496 234 24X 

Flcha' 90-000. B4/02/07. B403090223 


—8403090290 Forward! plant-ipaclf Ic data card! for facllltlai ra reactor 
coolant laakaga calculation!. par 610902 raquait. Addl data 
card! for rimainlng planti will ba lant ihortlg 
CREWS. J L Divillon of Raildant. Reactor Project! I. Englnierlng 
Impaction 81/09/16. BAER.R.L Divillon of Raildant I. Regional 
Reactor Impaction 2pp. 22496 268 24X Flcha 50-000. B4/02/07. 

8403090233 


B403080179 Fourth partial taipoma to FOIA raquait for its cattgoriai 
of documanti ra facllltlai. Forward! App A documanti App B 
documint intlralg withheld <raf FOIA Ekamptlon 91 Ravlaw of 
addl documents lubj to request continuing 

FELTON. U n. Divillon of Ruin and Records. 84/02/13 ANDERSON. 8 I 
Oarvag. Schubert. Adams t< Barer. 7pp 22983 226. 24X 

Flcha. 90-000. 64/02/13. 84030S017V 


—8009090737 Forwards airworthlnan alert ra corrosive t. abrasive 
charactarlitlci of volcanic aih which has fallen in Pacific 
Northwest. Ouastlom ra ash amount, chamlitrg << ilia 
distribution will bi forwarded to llcaniaai. W/o and 
UACK80N.R E. Oaoiclancas Branch 80/06/12. VOLLMER.R H 
Division of Engineering. 2pp. 22983.398. B4X 
Flcha; 90-000. 84/02/13. 8403080179. 


B403010112 Orants 831123 li 1230 raquasts that Nuclear Energy Sves. Inc 
rack design drawings bt withheld from public disclosure 
(ref 10CFR2. 790). 

miller. U.R Operating Reactors Branch 3. 84/02/21. WITHERS. B.D 

Portland Oanaral Electric Co. 3pp 22479* 27B, 24X 

Flcha; 90-344. 04/02/2 1 . B4030 1 01 1 2 


8403060447 Forward! rav to 030314 ordari changing complatlon dates 
for NURE0-O737. Itamt II.F. 1 1. "Noble Oai Effluent Monitor!" 

6 II.F. 1.2. “Iodine Monitor!." from 831231 to startup for 
fuel Cycle 7. 

MILLER. U R. Operating Reactors Branch 3 84/02/21. WITHERS. B.D. 

Portland Oanaral Elactric Co 3pp 22992:023. 24X 

Flcha; 90-344. 84/02/21.8403060447 


—8403060449 Rev to 830314 order extending completion data for Items 
II.F. 1.1 1( 11 F. 1 2 from 831231 to startup for 1984 
refueling outage. 

EIBENHUT.D. 0 Divillon of Licensing. 84/02/21 Portland 
Oanaral Electric Co. 4pp. 22992:026. 24X Flcha *90-344. 84/02/21. 

8403060447 , 


8403090226 Notifies that lisuanci of FR notlci will be delayed until 
supplemental info recsived for B40127 license change 
application Issuance of amend unntcsisarg to remove reactor 
vessel surveillance capsule X 

HILLER, J R Operating Reactors Branch 3 84/02/29 WITHERS, B D 

Portland Otnaral Electric Co. Ip 22927 399 84X 

Flcha 90-344.84/02/29,8403030226 


8403060302 Nntlflss that monthly milk sample could not be obtained 
during Fab 19B4. because dairy animals (goats) at Location 
17A not producing milk Monthly milk sample tipactad to be 
attatnabls for Mar 1984 

WITHERS, B D Portland Oancrfl Electric Co 84/03/02 MILLER, J H 
□pirating Reactors Branch 3 Ip 22318 189 S4X 
Flcha* 90-344. 04/03/02. B403060382 


84030B0347 Partial response to FOIA request for documents rs proposed 
NBHC determinations for Millstone 2 1. entry Into operational 
mode for conducting final tests of pressurliir safety valves 
at Trojan Forwards App B documents. 

FELTON, J M Division of Rules and Records 84/03/02 ADATO. M 
Union of Concsrnsd Bciantlsts 4pp 22983 039 24X 

Fi cha 90-000, 84/03/02. 8403080347. 


—8307180403 Initial N8HC determination k noticing action ra util 830324 
application to amend License NPF-1. clarifying purpose of 
auxiliary hoist It tasting of hoist & manipulator crant 
TRAMMELL.C NRC - No Detailed Affiliation Olvan 83/06/27 2pp 
22983 043 24X Flcha 90-000.84/03/02.6403080347 


— 8307180414 Requests FR publication of notice of consideration of 
issuance of amend to Licams NPF-1 t. proposed N9HC 
determination k opportunity for hearing ra 830924 request to 
heat up to hot standby mode 

CLARK, R A Optra ting Reactors Branch 3 83/07/06 KREUTZER.P M 

Operating Reactors Branch 3 3pp 22963 049 24X 

Flcha 90-000,84/03/02.8403080347 


8403260071 Forwards talSRiology quoitlons ra WPPS-3 s 1 tc. accepted NRC 
research proposal on subductlon lona undertaken by USOa ti 
current safety evaluation of Trojan 

MILLER, UR Operating Reactors Branch 3. 84/03/09 WITHERS, B D 

Portland Oanaral Electric Co 2pp 22799 300 24X 

Flcha 90-000. 84 /03/09. 840326007 1 


— 6403260077 Forward# request for addl info re WPP8-3 site leiimology. 
based on raviaw of FSAR 

JACKBQN.R E Oeosciancos Branch 83/04/28 KNICHTQN.O W 
Llcansing Branch 3 9pp 22799 302 24X Flche 50-000,84/03/09. 

0403260071 


— 8403260083 Forwards draft BEH Input ra MPP8-3 sits geology I. 
seismology Open items include possibility of large 
aartjiquaks on subductlon ,iona bsniqth site 6 poisiblllty of 
unracognliad low angle thrust faults In sits vicinity 
KNIGHT. U P Assistant Dlractor for Comp, ti Btructures Englnsarlng 
(Post 830201) 83/11/01 NOVAK. T M Assistant Director for 

Licensing. 18pp 22799 311 24X FlchS 90-000,84/03/09, 

8403260071 


— 8403260088 "Northwest US Subductlon Zone Ssismlc Risk Asssssmint, “ 
proposal to U808 research program for NRC, 

HEATON, T H California Institute of Technology. Pasadena, CA 
84/03/26 20pp 22799 329 24X Flcha 90-000. 84/03/09. 8403260071 


8403190329 Informs that raqusstad info rs core exit thcrmocouplsi t< 
subcooling margin monitors per NUREO-0737 1< Osnsrtc Ltr 
82-28 will bt provided by 841231 

WITHERB.B D Portland Oanerol Electric Co 84/03/12 EI8ENHUT.D0 
Division of Licensing. tp 22673 239 24X Flche 90-344,64/03/12. 

0403190329 


8403300168 Ratponds to 840109 Oenorie Ltr 84-01 re NRC use of terms 
important to sofsty k safety-related Recommends that NRC 
refrain from any rule changes or other regulatory process 
present rules k dsfinltions adequate 

WITHER8.B. 0. Portland Oeneral Electric Co. 84/03/27 EtSENHUT. D 0 
Division of Llcansing 2pp 22821 099 24X Flche 90-344.84/03/27, 

8403300168 


Q Inspection reports, IE Bullitlns ti correspondence 


8403060341 Forwards IE Insp Rspt 90-344/83-34 on 831128-1230 No 
noncompllancs identified 

BISHOP, T W. Region 9. Office of Dlractor. 83/02/07. WITHERS, B D 
Portland Oansral Electric Co. 2pp. 22919 073. 24X 

Flcha; 90-344. 84/02/07. 840 306034 1 
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— 0403060344 IE ln*p R«pt 80-344/03-34 on 031130-1230 No noneomp 1 lance 
or devlationt idantlPleO Major areat Inapacted plant 
operation*! atcurltyi tnalnt* aurvalllance tea ting t cold ueather 
preparation tc plant ravliw board 

JOHNSTON. 0 U , RICHARDS. 8 A j ODDDS, R T Rag ion 8. Office of 
Diractor 64/02/03 4pp 22819078 24X Fl cha: 80-344. a4/02/07« 

8403060341. 


S4D30B040a FOIA roqoait for rapt* of imp carried out under Condition 2 
of Nuclear Energg Llablllti; policies for facilltle* 

CALSOYAS. C 0 Affiliation Not Assigned S4/02/07 Region 8. 
Office of Director. 4pp 28847 341. SAX Fiche 50-000.84/02/07. 
8403080408 


3403080419 Respond* to FQIA request for rapti of Imp carried out under 
Condition 2 to Nuclear Energy Liability policies for 
facllltles.NRC doe* not have repts 

FELTON. J M Division of Rule* and Rseordi B4/02/22 CAL60YAB. C D 

Affiliation Not Assigned Ip 22367 348 24X 

Fleh# 50-000. 84/02/28. 8403080419 


8403060494 Provides tuppl to NRC 831219 Itr granting relief from 
certain inservice insp requirements of Section XI of ASHE 
Boiler t< Pressure Vessel Code Oetalle of reactor veiiel 
cladding Inedvertintlg omitted from B31819 Itr 

HILLER. J R Operating Reactors Branch 3 84/02/24 WITHERS, B. 0 

Portland Oenara) Electric Co Spp 22880 001 24X 

Fiche 80-344.84/02/24.8403060454 


8401190072 IE Info Notice 84-13. ''Potential Defitiancy in Motor 
Operated Valve Control Circuits & Annunciation." 8vc list 
enc 1. 

JORDAN. E L Dlviilon of Emergency Preparedness 1. Engineering 
Response (Pest 630103). 04/02/28. Consolidated Edison Co. of Neu 

York, Inc lISpp 22909 239 a4X Fiche 80-000,84/02/28.8401190072 


8402090007 IE Info Notice 84-14. "Highlights of Recent Traneport 
Regulatory Rav* by DOT 4 NRC " Svc list end. 

ORACE. J N. Division of OA. Safeguard* 4 Inspection Program* (Post 
8301031. 84/03/02 Consolidated Edison Co of Hsu York. Inc 

130pp 22882:329 24X Fiche 80-000,84/03/02.8402090007 


0402090008 IB Info Notice 84-16. "Failure of Automatic Sprinkler Syt 
Valves to Operete " Svc list enel. 

JORDAN. E L Division Of Emergency Preparedness S. Engineering 
Response (Post 830103) 84/03/02 Consolidated Editon Co. of Neu 

York, Inc 122pp 22853.090 24X Fiche 80-000.84/03/02,0402090008 


6402090009 !E Info Notice 84-18. "Reporting of Radiological Releases " 
Svc 11 at end 

JORDAN.E L Dlvltion of Emergency Praparidntss 4 Engineering 
Raiponsa (Post B30103) 84/03/02 Consolidated Edison Co of New 

York, Ine 119pp 225S3*2t7 24X Fleh* 80-000.84/03/02.8402090009 


9402090011 IE Info Notice 84—17. "Prohlemi H/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDANfE L Division of Emergency Preperedness 4 Engineering 
Response (Post B301O3) 84/03/05 Coned Idated Edison Co of New 

York. Inc 117pp. 22983:336 24X FI ch *: 80-000. 84/03/08. B4020900tl 


8402090084 IE Info Notice B4-09rRev 1. ''Leseens Learned From Ineps of 
Fire Protection Safe Shutdoun Syi " Svc Hit and. 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Pest 030103) 64/03/07 Consdideted Edison Co of New 

Y«P)c. Inc llBpp 22638-049 24X Fleht, 80-000. 84/03/07. 8408090024. 


8402090028 IE Info Notice 84-lB. "Stress Corrosion Crocking in PWR 
Bys " Svc list end. 

JDRDAN.E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22884.186 24X FI the: 80-000, S4/03/07, 0402090020 


8403200141 Discusses svaluetlon of 0ALP for Sept 1932 - Aug 1983. 
forwarded by WRC 031130 Itr 

WITHERS, 9 D. Portland Oansral Blaetrle Co. 84/03/07 MARTIN, J.B 
Region 8, Office Of Director Ip. 22690'361 24X 

Fiche* 80-344, B4/03/07, 8403200141 


8402090031 IE Bulletin 84-02, "Failures of SE Type HFA Relays in Us* In 
Class IE Safety By* " Svc list end. 

DEYOUNO.R C. Dlraetor's Office, Office of Inipectlon and 
Enforcement 84/03/12 Consol Idetetf Edison Co of New York, Inc 

I34pp. 22623' 094 24X Pi che; 80-000. 84/03/ 12, 0402090031 


S402090043 IE Info Notice 84-19, "Two Event* Involving Unauthorised 
Entries Into PWR Reactor Cavities " Bye Hit encl 
JORDAN. E, L Division of Emergency Preparednee* i. Engineering 
Response ipost 830103) 84/03/21, Consolidated Edison Co. of Naw 

York, Inc 123pp. 22823 229 24X FI ch*' 80-000, 84/03/21, 8402090043 


8402090044 IE Info Notice 84-20. "Svc Life of Relays in Baf ety-Rslated 
Sys " Bve list end 

JORDAN.E L Division of Emergancy Praparednass 6 Engineering 
Response (Poet 630103) 84/03/21 Consolidated; Edison Co of New 

York, Inc I38pp 22933 001 24X Fiche 80-000,04/03/21.0402099044 


R Periodic operating report* t. related correepondanc* 


0403020080 Monthly operating rept for Jan 1984. W/B40203 Itr 

NICHOLSON, W 0 , VUNDT.C P Portland Oeneral Electric Co 84/0t/3i 
Spp 22442 001 24X Fiche 80-344,84/01/31,8403030080 


0403300106 Monthly operating rept for Feb 1984 W/840316 Itr 

PETERSON. L B , VUNDT.C P Portland Otneral Electric Co B4/02/29 
Spp 22821 218 24X Fiche 80-344,64/02/29,8403300106 


B Reportable occurrences. LERs & related carrespondtnea 


8305270051 Forward* technical review rept. "Bloclilng of Automatic 
Safety Injection <8I) Signals " LERs should ba included in 
fcrthcomlng power reactor avent* Istua to alert other 
Westlnghouec PWR operatore 

CHIRAHAL.H Reactor Operations Analysis Branch 83/04/25. 
8EYFRIT.K V Reactor Operation* Analyil* Branch Ip 22789.292. 
24X Fleht 50-000.83/04/25.8305270051 


— B303270056 "Blocking of Automatic Safety Injection (81) Signal." 
technical review rapt 

• Director's Office 83/04/25. 4pp. 22789i293 24X 

Fiche 50-000,83/04/25.8305270081. 


8403230178 Farwerdt Technical Review Rept AE00/T3t3, "Capped 
Containment Pressure Seneing Lines." 6 proposed !E info 
notice Issue adequately retolved 

RUDIN. 8 D Reactor Operatione Analysis Branch 83/08/11 
SEYFRir.K V Reactor Operations Analysis Branch Ig 22759.2B6. 
24X Fleht 80-000,83/08/11.8403230178. 


— 0403230181 "Capped Containment Pratsure Bentlng Lints," technical 
review rept Condition caused by procedural inadequacy. 

RUDrN,6 D. Director's Offles. 83/08/11 6pp 22759 287 24X 

FUhe 50-000.83/08/11.6403230178 


8403010117 Partial response to FOIA requeet for document* by named 
individuals re repts. analytes, stud les, procedure* (, sys for 
measurement of RCS laakags App 9 documents placed in PRR 
App A documents alrtady available in PDR. Search continuing. 

FELTON. J M D1 Vi lion of Rules and Rtcords B4/01/28 MADDEN, T J 
Kay*. Scholer. Flerman. Hay* (■ Hand Itr 7pp 22480 026. 24X 

Fiche 50-000.84/01/28, 8403010117, 


8403D1038S LER 04-002-00 on 040127. train B safety injection pump oil 
cooler inspected I. found packed u/sedlmant Ceused by 
throttled valve in cooler discharge line Svc water side of 
cooler flushed U/B40227 Itr 

BAIR.O , YUNDT. C P Portland Oeneral Electric Co 04/02/27 4pp 
22433.005 24X Fleh# 80-344, 04/02/27, B4030103S5 


8403260216 LER 04-003-00 on 840216, during piriodic surveillane* test, 
containment atmosphere sampling valve 8V-S643 failed to 
open Operator removed wrong fuse, causing short circuit It 
reactor trip Wiring will be relocated. U/a40316 Itr 
BAIR.O, , VUNDT.C P Portland Oentral Electric Co 04/03/16 4pp 
22786. 187. 24X Fiche' 80-344. 84/03/16, 0403260216. 


DOCKET 50-346 OAVia-BEBSE NUCLEAR POWER STATION, UNIT I 


F Becurlty, medical, emergency I. fire protactlon plaTi* 


8403180243 F'orwards ordar confirming commitmante to implemant 
poit-TMI-ralated ttamc sat forth In Suppl 1 to NUREO-0737, 
"Requirements for Emergency Response Capability," battd on 
util 021217 response to Oanerlc Ltr 02-33, 

8T0LZ.J F. Operating Reactors Branch 4. 04/02/21 CROUSE, R P 

Toledo Edison Co Ip 22649.001, 24X Ftc ho' 80-346. 84/02/21, 

0403180243 


— 8403180246 Forwards order confirming licensee commitment* re emergency 
response cepebility for trensmtttel to Ofc of FR for 
pub tlcat ion, 

• Operating Reactors Branch 4. 04/02/81. Docketing It Services 

Branch. 2pp 82649.002 24X Fi eh*. 50-346, 84/Q2/21, 8403150243. 


— 8403180850 Order confirming llcensat commitments on eetsrgsncy response 
capab i 1 ity. ptr requirements set forth in Suppl 1 to 
NUREO-0737. "Requlrtment* for Emergency Reeponse 
Capability " 

EISENKUT, 0 C Division of Llesnslng S4/08/2i. Toledo Edison 
Co 6pp 88649:003 24X Fie hs' 80-346. B4/08/8i, 6403180243 
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840313027j> Rev 11 to Admltli ( tratlvc Procedura AD 1827 ISr "Pro t;ac t iva 
Action Ouidtllnaa. " M/BAOSOS I tr 

KURRAV>T, D, Toledo Edieon Co B4/0S/24 ZSpp SS&14, 190 24X 

Flcho S0-346i e4/0C/S4> B403130S7& 


B403Z60396 Notification of B40321 meeting u/utll in BetheidatMD to 
ravtau atatui for reiolutlon of fire protection 
daf Iclenclei 

DE AOAZIOiA Operating Reactors Branch 4 84/02/20 STOLZ.J F 

Operating Reactors Branch 4 2pp. 22779 292 24X 

Flcha 90-346. 04/02/28. B4032&0396 


8403090107 Foruarda "Abnorrral Transient Operating Ouldcl inesi Part I 
Procedural Ouldal inas. '' " Part II-Vol 1 Fundamentals of 
Reactor Control " l< *' Part II-Vol 2 per 630419 

•cbadula for completing Suppl 1 to NUflEO-0737 requirements 
CROUSE. R. P. Toledo Edison Co, B4/03/01 E18ENHUT. D 0 Division of 
Licensing a9pp 22923 221 24X Fiche 90-346.64/03/01.8403090107 


— 6403090110 Procedure 74-1129931-00. “Abnormal Transient Operating 
Ouldal Inas. Part I Procedural Ouldellnes “ 

« Babcock h Milcox Co. 82/10/12 e6pp 22923' 236 24X 

Fiche' 80-346. 84/03/01. 8403090107 


— 8403090114 Procedure 74-1129931-00. "Abnormal Transient Operating 
Ouldal Inas. Part II-Vol 1 Fundamental of Reactor Control for 
Abnormal Transients “ 

■» Babcock li Hllcoil Co. 82/07/06 249pp Z2923'342. 24X 

Flcha- 80-346. 84/03/01. 8403080107. 


— B4D309011B Procedure 74~1 128831-00. "Abnormal Transient Operating 
Ouldellnes. Part II-Vol 2 Discussion of Selected Transients " 

« Babcock l< Mllcos Co. 82/07/06 230pp 22924 227 24X 

Fiche. 90-346. 84/03/01,8403090107 


8403120100 Extends Invitation to attend 840323 regional workshop in 
flosamont. IL re lOCFROO. App R safe shutdown requirements 
Uorkshop will cover subjs described in IE Info Notice 84-09 
h provide addl guidance in safe shutdown analyses 
BPEBBARD.R L Division of Engineering 04/03/06 CROUSE, R. P 
Toledo Edieon Co. Spp 22986166 24X Fiche. 90-346,84/03/06, 

8403120100. 


B403190311 Revs to emergency plan supporting proceduras. cons Isting of 
Rev 204 to "Emergency Plan Supporting Procedures Rev Index" 

(< Rov 13 to Administrative Memorandum 38-13. “First Aid 
Raaponsa, " W/B40309 transmittal it receipt form 
a Toledo Edison Co. 84/03/09. 4pp 22673 179 24X 

Flcha- 90-346, 04/03/09, 8403190311 


B403860019 Forwards IE Safeguards Insp Rapt 90-346/84-03 on 840221-24 L 
notice of violation Notice of violation it insp rapt details 
lalthbald <raf 10CFR73 21) 

AXELSON, N. L. Region 3. Office of Director, 84/03/16 CROUSE. R P 
Toledo Edison Co. 2pp. 22747.392 S4X Fiche' 90-346, 84/03/16. 
8403260019. 


— 3403260023 IE Safeguard s Insp Rapt SO-346/B4-03 on 840221-24, 
Noncompliance noted. intrusion alarms did not meet security 
plan criteria in vital b protected areas Details withheld 
<raf 10CFR73 21). 

PIRTLEtO. L. , CREED. J R Region 3. Office of Director 84/03/19 
2pp. 22747:394 24X Fiche. 90-346, 84/03/16. 8403260019. 


8403230009 Ack receipt of 640221 order confirming commitments to 
Implement post-TNI-related items In Suppl 1 to NUREO-0737 
ra emergency response capability status for complatlng each 
besle requlrament submitted 

CROUSE. R.P. Toledo Edison Co. 84/03/20 EISENHUT. D. O Division of 
Licensing 4pp 22730' 133 24X Fiche. 90-346. 84/03/20. 8403230009 


8403290167 Temporary Change T-7603 to Emargancy Plan Implementing 
Procadure El 1300,08. "Radiological Tasting Lab Equipment 
Llat. " Rev 37 to revised Index ti 840320 transmittal Itr 
and 

DURDELiR.R., NURRAV, T. 0. Toledo Edison Co, 84/03/20 7pp 
22803:348. 24X Fiche. 90-346. 84/03/20. 8403290167 


J Insurance 1< indemnity Information 


8403260197 Forwards Endorsement 48 to NELIA Policy NF-236. Endorsements 
69 b 72 to NELIA Policy NF-208, Endorsement 99 to KAELU 
Policy MF-77 b Endorsement 67 to NELIA Policy NF-230. 

CaLDCN.N P Marsh b McLennan. Inc. 84/03/12. SALTZHAN. J. 

Aseistant Director for State b Llcantae Relations 6pp, 22791’ 033. 
34X Flehs. 90-000. 84/03/12, 8403260197 


8403300178 Submits list of ins ursr si po 1 1 eg numbers (. coverage limits. 
In response to iOCFR90 94(w){4) re reporting of proporty 
insurance coverage for facility 

CROUBE. R P Toledo Edison Co 84/03/26 STOLZ.j F Operating 
Reactors Branch 4 Ip 22819-362 24X Fiche 30-346.84/03/26. 

8403300178 


M Antitrust correspondence 


8403090194 Responds to Antitrust Dlv request for NRC imposition of 
civil penalties re alleged willful Failure to comply fully 
u/Antitrust License Condition 3 Commission believes 
imposition of civil penalties Inappropriate 

PALLADINO.N J Commissioners 84/01/31 CUTLER. M S . MCORATH. JP 
Justice. Dept of. Attorney Qeneral, Office of 2pp 22928.187 
24X Fiche 50-000,84/01/31.8403030194 


P Operating license stage documents tc correspondence 


8403010117 Partial response to FOtA request for documents by named 
Individuals re repts. anal yses. studies, procedures $, sys for 
measurement of rcs Leakage App B documents placed in PDR 
App A documents already available in PDR Search Continuing 
FELTON, J M Division of Rules and Records 84/01/23 MADDEN. T J 
Kaye. Seholer, Flerman. Hays b Handler 7pp 22460 026 24X 

Fiche 90-000,84/01/29.8403010117 


— 8311190481 Forwards results of review of RCS Isak rate test procedures 
b calculattonal methods used in 1976 at two randomly 
selected BHR plants, par 830920 request Deficiencies 
discovered during trial use period corrected 
DEYDUNOiR C, Diroctor'i Office. Office of Inspection and 
Enforcement 83/11/07 DIRCK8, U J. Office of the Executive 
Director for Operations 22pp 22482 020 24 X 

Fiche 90-000,84/01/29.8403010117 


840305DO93 Summary of 840203 meeting w/util at site re review of 
NUREO-0737 items Ag on d a. a ttendenc e list b handouts end 
VI8BIN0.0S Operating Reactors Branch 4 84/02/23 Operating 

Reactors Branch 4. 24pp 22927 332 24X Fiche; 90-346, B4/02/23. 

8403090093 


8403190263 Forwards nod of order confirming licensee commitments on 
post-THl-related Issues Proposed Implementation schedule 
for Items II, F 1 1 b II F 1 2 acceptable 

STOLZ.J.F Operating Reactors Branch 4 84/02/27 CROUSE, RP 

Toledo Edison Co 2pp 22649 340 24X Fiche 90-346,84/02/27. 

8403190263 


— B403LS0299 Mod of order confirming licensee commltmenti on post-TMI- 
related issues Order revised to extend completion date for 
Items II F. 1 1 b II F 1 2 from B31231 to 840331. 

EISENHUT. DO. Division of Licensing 84/02/27 Toledo Edison 
Co 7pp, 22649-342 24X Fiche 30-346,84/02/27,8403190263 


6403130133 Forwards application for amend to License NPF-3. chang ing 
Tech Spec Tables 3 3-10 b 4.3-10 to delete containment 
recirculating syt from post-accident monitoring requirement 
CROUSE. R.P. Toledo Edison Co 84/02/28 STOLZ.J F Operating 
Reactors Branch 4. tp 22608 164 24X Fiche' 90-346, 84/02/28. 

8403130133 


— 8403130143 Application for amend to License NPF-3, chang Ing Tech Spec 
Tables 3 3-10 b 4 3-lO to delete containment recirculating 
sys from post-accident monitoring requirement 
e Toledo Edison Co 84/02/28 4pp 22606.169. 24X 

Fiche 90-346,84/02/28,8403130133 


— 8403130194 Propoied changes to Tech Spec Tables 3 3-10 b 4 3-10 
to delete containment recirculating sys from post-accident 
monitoring requlrament. 

» Toledo Edison Co 84/02/28, 2pp 22608 169. 24X 

Fiche, 90-346, 64/02/28. 8403130133 


8403130429 Responds to 830906 Itr re Instrumentation to detect 
Inadequate core cool ing. Datal led analysis of measurement 
errors for coolant Inventory in hot legs b reector vessel 
provided 

CROUSE, R.P Toledo Edison Co 84/03/09 STOLZ.J F Operating 
Reactors Branch 4 4pp 22613 127 24X Fiche 90-346. 04/03/09, 

8403130429 


8403190089 Forward! "BbW 177 Fuel Assembly Ownere Group Safe End Task 
Force Rept on Generic Investigation of HPl/MU Noztle 
Cracking." summaritlng util involvement in cracking program 
CRDUBE.R.P. Toledo Edieon Co 84/03/09 BTOLZ, j F. Operating 
Reactors Branch 4 2pp. 22639 055 24x Fiche 30-346,04/03/09. 

0403190089 
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8'10320004i Application te amend License NPF-3. revl slnj Tech Spsci re 
radiological plant ef f luBnt»> of#el t o dooo calculation 
manual b proceii control manual 

CROUSE.S P Toledo Edison Co 34/03/13 STOLZ.J F, Operating 
Reactors Branch 4 3pp 32684 070 24X Flche 30— 346f 84/03/1 3# 

0403200046 


— 0403200032 Proposei) Tech Specs re radiological plant e Pfluents* of f si t e 
dose calculation manual b process control manual 
• Toledo Edison Co 04/03/13 66pp 32604 003 24X 

Fiche 30-346, 04 /OS/ 1 5i 0403200046 


— 8403200058 "Salld Raduiaste Process Control Program, Oavls-Be sse Nuclear 
Poiiior Station " 

* Toledo Edison Co 84/03/31 5pp 3B6B4 130 24X 

Flche 30-346,04/03/13.0403200046 


— 0403200063 "Offsite Dose Calculation Manual for Davis-Besse Nuclear 
Pouer Station " 

* Toledo Edison Co 04/03/31 I86pp 22604 133 24X 

Fiche 30-346,04/03/13,0403200046 


B4033D0149 Forwards application for amend to License r*>F-3, T evil ing 
Tech Specs to reflect changes in poi fc-acc I dent sampling sgs 
b post-accident instrumentation for in-core th ermocouple, p er 
NUREC-0737 b Oenertc Ltr 83-37 

CRQUBE, R P Toledo Edison Co 84/03/22 STOLZ, J F Opiretlng 
Reactors Branch 4 3pp 22821 002 24X Flche 30-346,84/03/22, 

8403300149 


— 8403300136 Application for amend to License NPF-3, revl s Ing Tech Specs 
to reflect changes In post-accident sampling sgs b post- 
accident Instrumentation for In-core thermocduple b reactor 
coolant hot leg level 

CROUSE, R P Toledo Edison Co 84/03/22 7pp 23821 004, 24X 

Fiche 30-346.04/03/22,840330014? 


— B40330013B Proposed Tech Spec s, cons 1 sting of changes to Section 6 8 4 b 
Tables 4 3-10 b 3 3-10 re post-accident monitoring 
instrumentation surveillance requirements 
* Toledo Edison Co 84/03/22 3pp 22821 011 24X 

Fiche 30-346.84/03/22,840330014? 


8403300163 Submits addl Info In support of 031202 request for aicmptton 
from requirements of I0CFR30 54(ml(lli) re liconsed 
operator staffing, par 840313 telcon ui/NRC Responsibilities 
of senior reactor operator changed 

CROUSE. R P Toledo Edison Co 84/03/23 B70LZ. J F Operating 
Reactors Branch 4 Ip 22B21 091 24X Fiche 30-346,84/03/23, 

0403300163 


0 Inspection reports, IE Bulletins b correspondence 


8403050223 Further response to FOIA request for records of named 
Individuals, including rep ts, analyoS' studies, test 
calculations. procedures b practices for measurement of RCS 
leakage Forwards App C documents Search continuing 
FELTOM, J M Division of Rules and Records 84/02/07 MADDEN. T U 
Kaye, Scholar. Ficrman, Hags b Handler 3pp 224?6 234 24X 

Fiche 30-000. B4/02/07i 8403030223 


— 8403030256 Notifies that Independent measurements of identified b 
unidentified RCS leak rates For all PURs In Region III 
performed per Procedures 61727B b 6172BB Insp findings 
summarl led 

NOHELIUS, C E Division of Engineering 82/03/08 JORDAN. E L 
Division of Engineering b Qualltg Assurance IPrc 030103) 2pp 
22476 270 24X Fiche 30-000.84/02/07,8403030223 


8401170072 IE Info Notice 84-13. "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation," Sve list 
end 

JORDAN. E L Division of Emergencg Preparedness b Engineering 
Response (Poet 830103) 84/02/28 Consolidated Edison Co. of Niu 

York. Inc llSpp 2270? 23? 24X Fiche 30-000,84/02/20,8401170072 


6403030067 Forwards addendum to IE Insp Rept 50-346/03-02, in c lud 1 ng 
confirmatory measurement! program data Involving comparison 
of gross beta analyses on splkeiF liquid sample Info closai 
Open Item 30-346/83-02-01 

PAPER ieLLO.C J, Region 3, Office of Director 84/02/29 
CROJBE. R P Toledo Edison Co. Ip. 22470.180 24X 

Fiche 30-346,84/02/29,8403030067 


--8403050067 Addendum to IE Insp Kept 50-346/03-02 re confirmatory 
measurements program data involving comparison of gross 
beta analysis on spiked liquid sample 

« Region 3. Office of Director 84/02/29 Ip 22490 ISl 24X 
Fiche 30-346,84/02/29.8403030067 


B402090007 IE Info Notice 84-14, "Highlights of Recent Trensport 
Regulatory Revs by DOT b NRC " Bve list encl 

GRACE, J N Division of QA. Safeguards b Inepection Program (Post 
830103) 04/03/02 Consolidated Edison Co of New York, Inc. 

I30pp 22352 327 24X Fiche 50-000.84/03/02,8402070007 


8402070008 IE Info Notice B4-16, "Failure of Automatic Sprinkler Bye 
Valves to Operate " Sve list encl 

JORDAN, E L Division of Emergency Prtpiredneie b Engineering 
Responee (Post 830103) 64/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22533 090 24X Fiche 30-000,84/03/02.0402090008 

B402090007 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Sve list enc I 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 64/03/02 Coniolidatad Edison Co. of New 

York, Inc I19pp 22333 217 24X Fiche 50-000.84/03/02.8402090009 


B402090011 IE Info Notice 84-17, "Problems H/Llquld Nitrogen Cooling 
Components Below N1 I Ductility Tamp " Bve list and 
JORDAN. E L Division of Emergency Preperedneii b Engineering 
Risponie (Post 830103) 04/03/05 Consolidated Edison Go of Neu 

York, Inc it7pp 22333 336 24X Fiche 80-000.04/03/05,8402090011 


B4D2070D24 IE Info Notice 84-09. Rev 1. “Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Bve list encl 
JORDAN, E L Division of Emergancy Preparedness b Engineering 
Response (Past 830103) 84/03/07 Consolidated Edison Co. of New 

York, Inc llBpp 22635 047 24X Fiche 50-000.84/03/07.8402070024 


8402070028 IE Info Notice 84-10, "Stress Corrosion Cracking in PkIR 
Sys " Bve 1 1st enc 1 

JORDAN, E L Division (Of Emergency Preparedness b Engineering 
Risponsa (Post 830103 ) 84/03/07 Consolidated Edison Co of Neui 

York. Inc llSpp 22384 106 24X Fiche 30-000.84/03/07.8402090020 


8402070031 IE Bulletin 84-02. "Failures of OE Type KFA Relays In Use in 
Class IE Safety Sys. " Bve list end 

DEYCUNO, R C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Coniotidatid Edleon Co, of New York. Inc. 

134pp 22023 074 24X Flch#' 30-000. 84/03/12. 0402070031. 


0403200008 Forwards response to IE Bulletin 03-07 re epperantly 
fraudulent products sold by Ray Miller. Inc Sic Reca 
Indus tr iee. Inc flangei initalled in nonsaf i ty-related boric 
acid storage tanke 

CRCUBE. R P Toledo Edleon Co. 84/03/12 KEPPLER. J 0 Region 3. 
Office of Director 4pp 22605 203 24X Fic he. 30-346. 64/03/12. 

840320000S 


B403260017 For[jerds IE Safeguards Insp Rept 30-346/04-03 on 840221-24 b 
notice of vlolatian Notice of violation b inep rept details 
withheld (ref 10CFR73 21) 

AXELBDN.W L Region 3, Office of Director 84/03/16 CRDU8E.R P 
Toledo Edison Co 2pp. 22747,332 24X Fiche: 30-346. 04/03/16. 

8403260019. 


— 8403260023 IE Safeguarde Insp Rapt 30-346/64-03 on 840221-24 
Noncomplianct notad intrusion alarms did not meet security 
plan criteria in vital b protactad Areas Details withheld 
(ref 10CFR73 21) 

PIRTLE. 0 L , CREED. J R Region 3, Office of Director 84/03/13. 
2pp 22747334 24X Fiche 30-346.84/03/16.8403260019 


0402070043 IE Info Notice 84-17, "Two Events Involving Unauthorited 
Entries Into PUR Reactor Cavities " Sve list end 
JORDAN. E L Division of Emargency Preparedness b Enginssrlng 
Response (Post 830103). 84/03/21 Consolidated Edison Co, of New 

York. Inc 123pp 22823.227 24X Fiche 50-000.84/03/21.8402070043 


B402090044 IE info Notice 84-20. "Sve Life of Raleys in Safety-Related 
Sys. " 8vc list end 

JDRDANiE L Dlvltlon of Emergency Praparedneee b Engineering 
Responee (Post 830103) 84/03/21. Consalldated Edieon Co. of Neu 

York. Inc, i3Spp 22933 001. 24X Flchc ' 30-000. B4/03/2i . 8402070044. 


R Periodic opiretlng reports b related corraspundence 


9403070231 fiiv 1 to monthly operating rept for Bept 1983 14/840222 ltr. 
SARSOUR.B , HURRAY. T.D Tol edo Ed Ison Co 83/09/30. HALLER.N. 
Office of Reeource Management. Director Spp. 22572' 202. 24X 

Fiche 50-346,83/09/30,8403090251 


8403020078 Monthly operating rept for Jan 1984. U/B40209 ltr. 

SARSDUR.B,. MURRAY, T D. Toledo Edieon Co 84/01/31 HALLER.N. 
Division of Data Automation b Manageisant Inforaiation. 6pp. 
22441 323 24X Fiche 50-346,84/01/31,8403020070 
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8403190109 "NPOES Dltchargi Honltorlng Rept for Feb 1984 “ H/840313 
1 tr 

nURRAYiT D Toledo Ed 1 eon Co B4/02/S9 lOpp 23666 393 34X 

Flehe 90-346(04/02/39.0403190109 


8403190213 Haiteueter rept for Feb 1904 H/a40313 Itr 

MURRAY. T 0. Toledo Ed 1 eon Co 04/02/39 9pp 22671 111 24X 

FI Che* 90-346. 04/02/29. 0403190213 


8403300104 Monthly operating rept for Feb 1904 U/840309 Itr 

BARBOUR. B.. MURRAY.! D Toledo Edleon Co 84/02/29 HALLER. N 
Office of Reeourca Hanagamanti Director 6pp 32020 338 24X 
Flcha 90-346.04/02/29.0403300184 


B Roporteble occurroncee. LERe Sc related corr eipondence 


0403210099 Part 21 rapt re nonconformance of metal hoie aaiembllet 
for ABME.aactlon Ill.Clata 2 St 3 evc.Btatui of nonconforming 
Itomt ehlppad and All cuitomere notified 

LALlKOSiJ.M. Tttofle* Corp 83/12/16 Director'! Office. Office 
of Inipection and Enforcement 4pp 22704.324. 24X 

Flcha 90-000.03/12/16.8403210099 


8401160290 Riviaed LER 83-040/03X-1 ' on 830729. aut 1 1 iary feed pump 1-t 
failed to raipond to epaad change elgnaU from automatic Sc 
manual control, Cauead by daiign deficiency In clutch 
machanltm New deaign tllp clutch inetal led, M/831229 Itr 
THOMP0ON. T. < MURRAY.! D Toledo Edit on Co 03/12/29. KEPPLER. J 0. 
Region 3. Office of Director 4pp 21814' 197 24X 

Flcha 90-346.83/12/29.8401160290 


8403140210 Public vtreion of Rev 4 to Emergency Plan Implementing 
Procedure OD-EIP-lli. “Corporate Activation Si Notification 
Procedure* “ M/831029 Itr Si OM Felton 040312 reltaie memo 
CLAYTON. F L , MCOOHAN, J M Alabama Poutr Co 83/10/29 83pp 
22638 237 34X Fiche 90-340.83/10/29,8403140210 


8403090303 Public virilon of duty roiter for Pint Quarter 1904. 
reflecting nuclear generation dept on call emergency 
poiitions Si public info site coordination position M/ 

UM Felton release memo 

OIOSONiM a Alabama Pouer Co 83/12/22 4pp 22964 342 Z4X 
Fiche 90-348i 83/12/22. 0403090303 


0403260190 Public version of 1984 emergency on-call coverage schedules, 
as part of Emergency Plan Implementing Procedure OO-EIP-ltl 
H/040106 Itr h JM Felton release memo 

ROBERT0.R 0 Alabama Pouier Co 83/12/29 19pp 22800 228 24X 

Fiche 90-340.83/12/29.0403260190 


8403280109 Public veriion of temporary change notices for emergency 
plan implementing proced ures. inc lud Ing Procedure OO-EIP-lOl 
re nuclear generation dapt corporate emergency operation. M/ 
840126 Itr Si JM Felton 840322 release memo 
OIBBON, M 0 . MUOD. C H Alabama Pouer Co 84/01/26 20pp 
22012 001 24X Fiche 90-340184/01/26.0403280109 


0402130400 Foruards IE Safeguards Insp Rept* 90-348/04-02 Si 
90-364/84-02 on 040116-20 No vlotationi noted 

VERRELLI. D M Division of Project Si Resident Program* 84/02/08, 
MCDONALD.R P Alabama Pouier Co 2pp 22203.291 24X 

Fiche 90-348,84/02/08.8402130400 


8403210032 Part 21 rapt re failure of auxiliary feeduater pump drive 
turbines. Oimpel NP8-4 TSiT valve, to cloea Enel Itr dtd 840203 
sent to listed util* OE notified of affected unite in BMR 
plants, 

THEROUX. R R Terry Corp 84/02/22 MOODRUFF. R M Director's 
Office. Office of Inspection and Enforcement 6pp 22706 327 24X 

Flcha' 90-000. 84/02/22. 8403210032. 


—0402130404 IE Safeguards Insp Rept* 90-348/04-02 S. 90-364/04-02 on 
640116-20. No violations noted. Major areas Inspected security 
organ! lat ion. test Ing 8. malnt Si physical barriers Detells 
withheld iref 10CFR2 790 Si 73 21 1 

HaORE. D E Region 2. Office of Director MCOUIRE.D R Division 
of Emergency Praparednass Si Matarials Safety 64/02/02 Ip 
22203 293 24X Fiche- 90-348, 84/02/08, 8402130400 


8403070296 Follouup Part 21 rept re defective mechanical snubber 
capstan springs lupplltd by Pacific 0clantlftc Affoctad 
utils listad Purchassrt hava baan notiflad S. advised to uark 
directly «/Peclflc Scientific in disposition 

HOVItL. NFS Industries, Inc 84/02/24 DEYOUNO. R C Director's 
Office. Office of Inspection end Enforcement 2pp 22936 279 24X 

Flcha: 90-000, 84/02/24,8403070296 


0403130279 PNO-1 1 1-84-021: on 840302, MBIU closure tripped reector Ceusa 
unknoun. 8af aty valva stuck opan follouing praisura 
reduction inetdant rtsponss ctr in standby mods, 

JACKIM. I., BOYD, D. Raglon 3. Offlca of Diractor 04/03/02 Ip. 
22607. 139. 24X F 1 c h a : 90-346, 84/03/02, 8403 1 3027 9 


0403160142 Forwards IE Inep Raptt 90-348/04-01 Si 90-364/84-01 on 
040110-19 No violattoms or daviatloni Identiflad 
YERRELLI.D M Division of Projsct Si Residant Programs 04/02/19 

MCDONALD, R P Alabama Power Co 2pp 22699 329 24X 

Fiche 90-340,04/02/19,8403160142 


—8403160146 IE Insp Bepto 90-348/04-01 ti 90-364/04-01 on 040110-19 No 
violation* or deviations noted Major areas Inspected 
emergency preparedness area of protectlva action 
dac la lonmaklng 

CLINE, M Ragion 2, Offlca of Diractor. JENKINS, O.R Division of 

Emergency Preparednes* Si Matarials Safaty 04/02/19 4pp. 

22699 327 24X Flch a: 90-348, 84/02/1 9, 0403160142. 


8403130300 Confirmatory action Itr re 840302 unusual avant following 
reactor trip Prior to restart. transient will be reviewed St 
effect of transient on Steam Oanarator 2 will be assessed 
Causa of H6IV closure will ba detarmlnad 

KEPPLER. J 0. Region 3, Office of Director 84/03/03 CROUSE. R P 
Toledo Edison Co. 2pp. 22616.281. 24X Fiche. 90-346, 84/03/03, 

0403130300 


8403130336 PNO-I I I-84-021A. on 840303, M8IV replaced Si steam genarator 2 
rtfllltd foltpwlng 840302 reactor trip. Oanarator isolatad 
during refilling to protect against ralaasa of radioactivity 
In avant of staam generator tuba failure 

JACKIM. I I BOYD, D, Raglon 3. Offlca of Director. 84/03/09. 2pp 
32607' 243 24X Fiche: 90-346. 04/03/09, 8403130336 


8403190341 Aek receipt of 040306 Ur informing NRC of steps taken to 
addrasa Itam* contained In 040303 confirmatory action Itr 
KEPPLER, J.C. Raglon 3, Offlca of Director. 84/03/14. CROUSE, R P 
Toledo Edison Co. Ip. 22679* 033 . 24X Flcha: 90-346. 04/03/14, 

0403190341. 


— 0403190349 Responds to NRC 840303 confirmatory action Itr rt 840302 
plant trip due to failure of mein steam safety valve to 
fully close, 

CROUSE, R P. Toledo Edison Co. 84/03/06. KEPPLER, J. O. Region 3, 
Office of Director lOpp, 22679:034 24X Fiche: 90-346, 84/03/14, 

0403190341. 
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F aaeurlty, medieel. emergency h fire protection plans 


8403290019 Forward* IE Insp Rept* 90-340/04-04 ti 90-364/84-04 on 
840131-0202 No violation* or daviatloni noted 

VERRELLI, D N Division of Project h Resident Programs 84/02/29. 
MCDONALD, R P Alabama Power Co 2pp 22B06.209. 24X 

Fiche' 90-340, 04/02/29, 0403290019 


— 8403290027 IE Insp Repts 90-340/84-04 ti 90-364/84-04 on 840131-0202. No 
violations or daviaUans noted Major areas inspected 
emergency exercise, 

DECKER, T R. Region 2. Office of Director JENKINSiO R Division 
of Emergency Preparedness (< Materials Safety. B4/02/27 7pp 
22806 211 24X Fiche: 90-348,84/02/29, 8403290019 


84030B0077 Forward* addl fee* for application* for fire protection 
review* b approvals. 

CLAYTON, F L Alabama Power Co 84/03/01, MILLER, H 0 License Fee 
Management Branch. Ip. 22999.297, 24X Flcha 90-340,84/03/01, 

0403080077 


8403160394 Notifies of fir* protictlon workshop on 840316 In Region II 
ofe to discuss questions re App R reyuiramanti b results of 
recent App R Inspi. 

LEWIS, R C. Division of Project b Resident Program* 04/03/02 
MCDONALD.R P Alabama Power Co Ip 22660.192 24X 

Fiche' 90-348, 04/03/02, 0403160394. 


S4032B0329 Forwards eommant* on detallod control room daiign revlaw 
program plan. per 031031 submittal Plan doe* not comply 
fully w/Buppl 1 to NUREO-0737 rKtuiremant*. Recommends 
meeting In Har or Apr 1984, 

VAROA. 8 A Operating Reactor* Branch 1 84/03/09, CLAYTON. F L 

Alabama Powar Co 17pp. 28807 200 24X Flcha- 90-340, 04/03/09. 

0403200329 


0403140212 Public varslon of Rav 20 to Emargancy Plan Implamantlng 
Proeadurt FNP-O-EIP-OOa, "Bve Bldg Taltphont Diractory “ 

U/B30706 Ur b OH Falton 840313 ralease memd. 

HUDSPETH, U. B. Alabama Powar Co. 03/07/01 77pp. 22630 197. 24X 

Piche: 90-348,83/07/01,0403140212. 


218 


DOCKETED ITEMS 


8403290076 Ack receipt of Q40308 ItT lnfaTinl.ng MRC of stop* taken to 
correct violations noted In IE Insp Rept* 90~34G/84-03 i 
30-364/64-03 

VEfiflELLl.D H Division of Project i< Resident ProgTams 64/03/14 
HCDOMAUD. R P Alabama Power Co Ip 82606 311 24X 

Plcha 90-348.84/03/14.6403290076 


—8403290103 IE iTttp Kept* 90-346/64-03 fc 50-364/64-03 on 6401U-0205 
Violation found failure to impleeient procedures for control 
of malnt activities 

BRADFORD. W H . ROLAND. U H Region 2. Office af Director 
CANTRELL. F 3 Division Of Project & Resident Projrams. 84/08/15 
Bpp 22306 317 24X Flcht 90-346.84/03/14.6403290076 


J Insurancs 1. indemnity Infornistlon 


— 6403010152 Rev 1 to Instrutnent Malnt Procedure FNP-1-IMP-202 9. "Vol 
Control Tank Level LT-119 •" 

THOMAS, J Alabama Power Co 76/06/02 S2pp 22460 196 24X 

Flche 50-000. 84/01/29. 0403010117 


"6403010156 Rev S to Instrument Malnt Pmeedure FNP-l-IMP-201 88. 
“Praesurlier Relief Tank Level LT-470 " 

THOMAS. J Alabama Power Co 76/06/02 26pp 22460 176 24X 

Flche 50-000,64/01/25,0403010117 


— B4O3010163 Rev 1 to Instrument Malnt Procedure FNP-l-IMP-824 2. 
"Reactor Coolant Drain Tank Level . LT-1003 " Related Info 
enc I 

SHIPMAN, M B Alabama Power Co 60/01/25 62pp 22400 204 24X 

Flche 50-000,64/01/25,6403010117 


8403060446 Forwards Endorsement 58 to NELIA Policy NP-236 

DUCKiJ R Harsh (.McLennan. Inc 94/02/26 6ALTZMAN, J Assistant 
Director for State (< Licensee Relations 2pp. 22916 230 24X 

Flche 30-346. 64/02/26. 6403060446 


B403140044 Forward* Endorsement 4 to NELIA -Certificate N-13 correcting 
name of insured on Endorsements 263 

DUCK.J R Harsh & McLinnan. Ine 94/03/09 0 ALT 2 MAN, J Assistant 

Director for State (. Llcsnsse Relations 2pp 22634 162 24X 

Fiche 50-346.84/03/09,8403140044 


640328D0S3 Forwards Endorsements 49 S. 50 to KAELU Policy MF-93 b 
Endariencnts 99 b 60 to NELIA Policy NF-233 

DUCK, if R Harsh b McLennan, Inc 64/03/20 SALTZMAH, J Assistant 
Director for State U Licensee Relations 5pp 22777 001 24X 

Flche’ 50-346, 84/03/20. 6403260053 


P Operating license itage documents b correspondence 


6403020156 Responds to util 030113 re guest for estmptlon from 10CFR20 
re protection factors for respirators Exemption would allow 
credit for radioiodlne protection factor while employing NBA 
466220 OhR-1 cenister Review continuing 

UAROA, 0 A Operating Reactors Branch 1 84/02/17 CLAYTON. F L 

Alabama Power Co 3pp 22491 190 24X Fi ehf ■ 90-348. 64/02/17. 

B403020196 


8403010210 Notification of 840226 maeting u/vtll In Oethetda.KD to 
review changes to licensing amend schedules for 1964. 

REEUE8. E Operating Reactors Branch 1 84/02/22 VAROA. B A 

Operating Reactors Branch I 2pp S2479 197 24X 

Flche 90-346.64/02/22,8403010210 


8403070359 Notification of cancellation of 640228 meeting w/util in 
Bethesda.MD to discuss proposed changes to licensing amend 
schedules for 1904 

REEVES, E Operating Reactors Branch 1. 64/02/22 VAROA. S. A 

Operating Reactors Branch 1 2pp 22564 149 24X 

Fiche 90-340.84/02/22.8403070359 


B4DU20S94 Forwards Amends 37 & 27 to Licenses NPF-2 b NPF-a, 
respectively b SER Amends allow operation u/slightly 
positive moderator temp coefficient at lew power levels b 
IncreasBd hot channel factor limit below full power 
REEVES. E A Operating Reactors Branch 1 63/12/30 CLAVTOM.F.L 

Alabama Power Co 2pp 21796.274 24X Fiche 90-346.83/12/30. 

6401120594 


6403020440 NotlfUatian of 840308 meeting u/uttl In BethesdaiMD to 
discuss proposed changes to licensing amend sc h edul es for 
1984. 

REEVES. E Open ting Reactors Branch 1 84/02/26 VAROA. S. A 

Operating Reactors Branch 1 4pp 82491 800 24X 

Flche 90-348.84/02/26,0403020440 


— S40tl20S97 Amends 37 (< 27 to Licenses NPF-2 b NPF-a, respec t Ively, 
allowing operation w/sllghtly positive moderator temp 
coefficient at low power levels b increased hot channel 
factor llniit below full power 

VAROA, S A Operating Reactors Branch 1 83/12/30 l8pp 

21796 276 24X Flche 50-348.63/12/30,8401120994 


■8401120600 Safety evaluation supporting Amends 37 b 27 to Licenses 
KPF-2 b NPF-B, respectively 

a Office Dt Nuclear Reactor Regulation, Director 83/12/30 4pp 
21796 294 24X Fiche 90-348.63/12/30,8401120594 


8403010117 Partial response to FQIA request for documents by nemed 
Individuals re repti. analys 1 1 . stud las, procedures b sys for 
measurement of RCB leakage App B documents pieced in POR 
App A documents elready available in PDR Search continuing. 

FELTON. W.M Division of Rules and Records B4/0J/29 MADDEN, T J 
Kaye. Scholer, Fiarman. Hays b Handler 7pp. 224B0 026 24X 

Flche 90-000.84/01/29,6403010117 


—8011070522 Summarlies results of independent evaluations of primary 
sys leak rate b same considered eitenslons Extension of 
specific evaluations to all FUR factlltlis recommended 
Dreft procedure re evaluations will be submitted by 600919 
WORDAN.E L Division of Reactor Operations Inspectlene BO/08/21 
N09ELEY, N C Division of fteictor Operations Inspections llpp 
22400 266 24X Fiche 90-000.84/01/29,8403010117 


■8403010129 Table of "Prss suri I er Design Data ” Related Info and 
a Alabame Power Co 84/01/29 46pp 22480 033 24X 

Flche’ 90-000. 64/01/25.8403010117 


6403070379 Forwards Amend 43 to License NPP-2 b safety evaluation Amend 
consists of administrative changes to safety-related 
snubber. Tab 1 e 3 7~4a re addition of steam generator 
hydraulic snubbers 

REEVEB.E A Operating Reactors Branch 1 84/02/27 CLAYTON. F L 

Alabama Power Co 3pp 22967 043 24 X Fieht 90-348,64/02/29. 

6403070379 


— a4'0'307<>392 Amend 43 to License NPF-2> consisting of administrative 
changes to saf ety-rele ted snubber. Tab It 3 7-4a re addition 
of steam generator hydraulic snubbrrs 

VAROA, S A Operating Reactors Branch 4 84/02/29 42pp 

22967 046 24X FI c he: 90-348, 84/02/29, 6403070379 


— 8403070364 Safety evaluation supporting Ami’nd 43 to License NPF-a 

a Office of Nuclear Reactor Regulation. Director 84/02/29 2pp 
22967 086 24X Flche 50-348,84/02/29,6403070379 


8403090255 Forwards "Analysis of Capsule U From Alabama Power Co JM 
Farley Unit 1 Reactor Vessel Radiation Surv 1 1 1 lane t 
Program '* 

CLAYTON. F L Alabama Power Co 84/03/01 VAROA. 9 A Office of 

Nuclear Reactor Regulation. Director 2pp 22566 201 24X 

Fiche 90-348,64/03/01,8403070295 


— 0403090259 "Analysis of Capsule LF From Alabama Power Co JM Farley Unit 
1 Reactor Vessel Radiation Surveillance Program “ 

BOOOS.R 8 . YANICHKO, 8 E , CHENEY. C A Uastinghouse Electric Corp 
UCAP-10474 64/02/29 90pp 22568 204 24X 

Flche 50-348,04/03/01.8403090295 


—8403010137 Rev 2 to Surveillance Test Procedure FNP-1-3TP-9 0, "HCS 
Leakage Test " Related Info end 

POOLE. 0 L Alabama Power Go 79/03/29 22pp. 22460.079 24X 

Flche. 90-000, 64/01/29. 64030101 17 


—0403010141 Rev 2 to Instrument Malnt Procedure FNp-i-iMP-202 B, "Vol 
Control Tank Level LT-il2. " Related Info end. 

HCORACKEN. K. U Alabama Power Co 76/03/07 24pp 22460.101 
24X Flche. 90-000. 84/01/25, 84030101 17 


—8403010146 Rev 2 to Instrument Malnt Pracedurt FNP-l-lMP-201 22, 
“Pressuriier Level Control, LC-499F. " 

c Alabama Power Co 70/06/17. 30p| 22460 129. 24X 

Flche 50-000.84/01/29.8403010117 


6403130031 Supplemental application for amend to Licenses NPF— 2 b 
NPF-B. t hanging Tech Specs 3/4 7. 7 b 3/4 7 8 re control room 
emergency ventllatton sys b penetration room filtration 
sys. raipectively b deleting 3/4 9,14 re bypass piping 
CLAYTON, F L Alabama Power Co 84/03/01 VAROA, B A Office of 
Nuclear Reacto.r Regulation, Director 8pp 22615 001 24X 

Fiche 90-348.84/03/01. 8403130031. 


— 8403130038 Proposed Tech Bpecs 3/4 7,7 b 3/4 7.© re control room 
omergency ventilation, sys b penetration room filtration sys, 
raspedlvely 

» Alabama Power Co. 84/03/01 14pp. 22615' 009. 24X 

Flche 50-346,04/03/01,8403130031. 
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B403130499 Application for aniand to Licenix NPF-2 fc NPF-8> malt inp Tech 
Spec* adffllnlxtrativa changat NSHC datarmlnatlon requeatad 
CCAYTON. F L Alabama Pouiar Co 84/03/01 VAROA. 8 A Office of 
Nuclear Reactor FtagulatIon< Director Spp 28613 336 S4X 
Flctta SO-SABi 84/03/01. 8403130439 


— 8403130463 Propoiad Tach Spec*. provl ding admin i etrativa changai 
* Alabama Potirar Co 84/03/01 lOpp 22613 338 24X 

Flctie - 90-348. 84/03/01 . 8403130493 


8403080031 Foruardt correction! to Tach Spec pogae for moderator temp 
coefficient at lou pouar lavala submitted 831013 uhlch 
contained tvpograph leal errors 

CLAYTON.F L Alabama Pouar Co 84/03/02 VAROA, 8 A Office of 

Nuclear Reactor Regulation. Director Ip 2233? 238 24X 

Flche. 30-348, 84/03/02, 8403080081 


— 8403080086 Corrected Tech Spec pages for moderator temp coefficient at 
lour pouer levels 

a Alabama Pouier Co 84/03/02 4pp 2233? 23? 24X 

Flche 30-348.84/03/02.8403080081 


8403280037 Application for amend to Licenses NPF-2 *. NPF-B. changing 
Tech Specs 36171.46 1 72 re containment venting Valves 
uill be used for saf otg-rc 1 a ted applications of containment 
pressure (t radiological control 

CLAYTON, F L Alabama Pouer Co 84/03/23 VAROA. S A NRC - No 
Detailed Affiliation Given 2pp 32777 019 24X 

Flche 50-348,84/03/23,8403280037 


— 8403260044 Proposed changes to Tech Specs 3617t<46172 ra 
containment venting 

» Alabama Poieer Co 84/03/23 4pp 22777 017 24X 

Fiche 90-348.84/03/23.8403280037 


8403300077 Foruords suppl to 84031? hgdrostatlc testing relief request 
re replacement of feedwater to steam generator noiile 
reducers Amend Includes loelding necessary to complete 
realignment of feedwater Line C 

CLAYTON. F L Alabama Poieor Co 84/03/26 VAROA. 8 A Office of 
Nuclear Reactor Regulation. Director 3pp 22822 064 24X 

Fiche 90-348.84/03/26.8403300077 


0 Inspection reports. IE Bulletins t< correspondence 


8403080148 Foruardt response to NRC 840104 request for addl Info re 
util B31230 application for change to diesel generator/r 1 ver 
laatar Tech Specs 

CLAYTON. F.L Alabame Power Co 04/03/02 VAROA. 8 A Operating 
Reactors Branch 1 Bpp 22999' 283 24X Flche. 90-348. 84/03/02. 

8403080148 


8402130400 Forwards IE Safeguards Insp Repts 90-340/84-02 t< 
90-364/84-02 on 840116-20 No violations noted 

VEHRELLI.D K Division of Project S. Resident Programs 84/02/08 

MCDONALD. R P Alabama Pouier Co 2pp 22203 291 24X 

Fiche 90-348,84/02/08.8402130400 


8403080198 Application for amend to Llconsos NPF-2 I. NPF-B. revising 
Tech Specs re meteorological monitoring inetrumentatlon 
Change includes air temp difference to conform u/STS 
CLAYTON. FL Alabama Power CO 84/03/02 VAROA, 8 A Office of 
Nuclear Reactor Regulation. Director 2pp 2299? 149. 24X 

Flche' 90-348, 84/03/02, 8403080158 


— 0402130404 IE Safeguarde Insp Repts 90-348/04-02 1. 90-364/84-02 on 
840116-20 No violations noted Major areas inspected security 
organization, testing 1. raalnt 1. physical barriers Details 
withhold (ref 10CFR2 7?0 b 73 21) 

MOORE. D E. Region 2, Office of Director HCOUIRE. D R Division 
of Emergency Preparedness 1< Materials Safety 84/02/02 Ip 
22203 293 24X Fiche 90-348.84/02/08,8402130400 


— B4030fi01?9 Proposed changes to Tech Specs re meteorological monitoring 
inetrumentatlon Change Includes air temp difference to 
conform u/BTB 

* Alabama Power Co 84/03/02 9pp 2299? 147 24X 

Flche 90-348,84/03/02.8403000198 


8403160142 Forwards IE Insp Repts 90-348/04-01 << SO-364/84-Oi on 
840110-19 Mo violations or deviation* Identified 
VERRELLI.D M Division of Project & Resident Programs 84/02/19 

MCDONALD. R P Alabama Power Co 2pp 22699 329 24X 

Flche 90-348.84/02/19,8403160142 


B403S10199 Request* identification of any potontlal problems In 
completing NUREO-0737 Items by Sept 1?S4 Rceponss requested 
within 30 days of Itr receipt 

VAROA. B, A. Operating Reactors Branch 1 84/03/02 CUAVTOM.F U 

Alabama Power Co 2pp 2270?. 176 24X Flche- 90-348, 64/03/02. 

8403210199 


8403080272 Informs of delay in responding to 840217 request for addl 
info ra Iodine filter respiratory protection exemption 
request Reprioritiiatton of request to 10CPR20,App A. 
footnote (cl to 6-mgnth interval requested 

CLAYTON, F L Alabama Power Co 84/03/09 VAHWA, a. A Office of 

Nuclear Reactor Regulation. Director ip 22997 2?4 24X 

Flche 90-348, 84/03/09, 84030B0272. 


— 8403160146 IE Insp Repts SO-34B/B4-01 ti 90-364/84-01 on 840118-1? No 
violations or deviations noted Major areas inspected 
emergency preparedness area of protective action 
dec 1 s 1 onmaVlng 

CLINE. N Region 2, Office of Director UENKINS.OR Division of 

Emergency Preparedness 8. Materials Safety 84/02/19 4pp 

22699 327 34X Fiche 90-348,84/02/19.8403160142 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits t< Annunciation " 8vc list 
end 

JORDAN. E L Division of Emorgency Preparedness & Engineering 
Response (Post 8301031 64/02/28 Consolidated Edison Co of Neui 

York. Inc 119pp 2290? 23? 24X Fiche 50-000. 84/02/28. 8401 1?<}072 


G403260326 Forwards corrected Tech 8pec pages re reactor trip sys 
Inetrumontatlon setpoint* contained in Amend* 37 Si 27 to 
Llcsneas NPF-2 (■ NPF-8. rospactlvoly. Issued on 631230 
REEVES. E A Operating Raactor* Branch 1 84/03/08 CLAYTDN.F L 

Alabana Power Co. 2pp 22779. 2?6, 24X Flche 90-348.64/03/08, 

8403260326 


—640326032? Corrected Tech Spec pages to Amends 37 it 27 to Licenses 
NPF-S t. NPF-B. respectively, re reactor trip sye 
inetrumentatlon sotpolnt* 

a NRC - No Dotalled Affiliation Given 84/03/08 4pp 
22779.298. 24X Flche 90-348,84/03/08,8403260326 


8403230134 Rsquceti relief from hydrostatic testing of feedwater 
reducort during current refueling outage Reducers replaced 
after ultrasonic exami found cracks in weld areas. 

Radiographic 4 visual exams performed per IE Bulletin 79-13 
CLAYTON.F. L Alabama Power Co. 64/03/19. VAROA, 8. A Office of 
Nuclear Reactor Regulation. Director 4pp, 22730-207 24X 

Flche 90-348,84/03/19.6403230134 


3403060129 Forward* summary of identified technical evaluation rept 
deficiencies re environ qua 1 if Icatlon of safety-related 
electrical equipment, def ined by IE Bulletin 79-OlB & 

NUREO-Ogea, respectively Enel withheld (ref 10CFR2 7?0> 

CLAYTON.F L Alabama Power Co 84/02/29 VAROA, S A Office of 
Nuclear Raactor Regulation. Director 4pp 2291? 036 24X 

Flcho 90-348. 84/02/29. B403O60 129 


640329001? Forwards IE Insp Rept* 90-348/04-04 90-364/84-04 on 

840131-0202 No violations or deviations noted 

VERRELLI.D H Division of Project ti Resident Programs 84/02/2? 
MCDONALD, R P Alabama Power Co 2pp 22806 20? 24X 

Flcho 90-348.84/02/29,040329001? 


— 8403290027 IE Insp Rept* 90-348/84-04 fc 90-364/84-04 on 840131-0202 No 
violations or deviations noted Major areas Inspected 
emergency exercise 

DECKER, T R Region 2. Office of Director JENKINS.O R Division 
of Emergency Preparedness 6 Materials Safety 84/02/27 7pp 
22806 2il 24X Flche 90-348. 04/02/29. 8403290019 


6403260237 Appllcatiiln to amend Licenses NPF-2 ti NPF-8. consl eting of 
corrected Tech Bpec* Incorporating positive moderator temp 
coaf Pic lent at low power level* (• Increased enthalpy hot 
channel factor limit bolow full power, per 831013 eubmlttal 
CLAYTON.F L Alabeme Power Co. 84/03/22 VAROA, 8. A Office of 

Muclaar Reactor Regulation. Director ip 22796 072 24X 

rich a. 90-348, 84/03/23,6403260227. 


—8403260234 Corraetfd proposed Tech Specs, incorporating moderator temp 
coefficient at low power levels *> Increased enthalpy hot 
channel factor limit below full power 

a Alabama Power Co 84/03/32 lOpp, 22796-073 24X 

Flcha. 90-348, 84/03/22. 8403360227 


8402090007 IE Info Notice 64-14. "Highlights of Recant Transport 
Regulatory Revs by DOT t< NRC " Sve list end 

GRACE. J N Division of OA, Safeguards I. Inspection Programs (Post 
630103) 84/03/02 Consolidated Edison Co of New York, tnc 

130pp 22992 329 24X Fiche 90-000,04/03/02,8402090007 


8402090008 IE Info Notice 04-16. “Failure of Automatic Sprinkler Sys 
Valves to Operate '' Sve list end 

JORDAN. E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 128pp. 22993' 096 24X Fiche 50-000, 64/03/02, 8402090006 
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6403090009 IE Info Notice e4-lS< "Hetiortlng of Radiological Rcleasot ” 
Svc lick end 

JORDAN. E L Oivtlion o# Emergcncg Prepar *<>»•«'* b Engineering 
Response <Pott B30t03> B4/03/OS Conto I Ida kcd Edison Co of Neu 

Vorli. Inc H9pp 22333 217 24X Fithe 30-000.84703/02,0402070009 


6402090011 IE Info Notice 64-17. "Problems U/Ltquld Nitrogen Cooling 
Components BelouNil Ouctllltg Temp " Svc list end. 

JORCAN, E L Division of Emargencg Preparedness 1. Engineering 
Response <Posk 8301031 84/03/03 Consolidated Edison Co of Neu 

Yort, Inc 117pp 28333 336 24X Fiche- 30-000,84/03/03. 0402090011 


64031SD033 Responds to 04020? request for addl Info re IE Bulletin 
□0-11 concerning masonry ual Is. Block ualls qualified bg 
energy balance methods listed 

CLAYTON, F L Alabama Pouer Co B4/03/03. VAflOA. 8 A Office of 
Nuclear Reactor Regulation, Director. 3pp 22641 161 24X 

Fiche- 30-348. 84/03/03. 8403150033 


6403160237 Ack receipt of 640228 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-346/83-33 b 
30-364/03-31 

LEMISjR C Division of Project b Resident Programs 84/03/03 
NCDONALO. R.P Alabama Pouer Co. Ip 22660 200 24X 

Ftche 50-348,84/03/05.8403160237 


— 6403160263 Responds to NRC 840203 Itr re violations noted In IE Imp 
Repts 30-348/83-33 b 30-364/83-31 Corrective actions 
personnel counseled on Importance of adhering to procedures 
CLAYTON. F L Alabama Power Co 84/02/28 LEHIB.R C Region 2. 
Office of Director 4pp 22660 261 24X Flche 50-348,64/03/03, 

8403 160237 


—8403160272 Forwards IE Insp Repts 30-348/83-33 b 30-364/83-31 on 
831112-8401 to b notice of violation 

LEUI8, R C Division of Project b Resident Programs 84/02/03 
MCDONALD, R P Alabama Power Co 2pp 22660 283 24X 

Flche 30-348, 84/03/03, B40316D237 


—6403160277 Notice of violation from insp on 831211-840110 

e Region 2. Office of Director 64/03/03 2pp 22660 287 24X 

Flche 30-348.84/03/05,6403160257 


—6403160284 IE Insp Repts 30-348/63-33 b 30-364/83-31 on 831211-840110 
Noncompliancc noted failure to follow procedures b 
failure to establish corrective neaiures to insure svc 
water valve HOY 336 remained open to supply Train B 
BRADFORD. U H . RULAND. M H Region 2. Office of Director 
CANTRELL.F S Division of Project b Resident Programs 64/01/30 
lOpp 22660 2B9 24X Flche 30-346.64/03/03,8403160237 


8402090024 IE Info Notice 84-09. Bov I, "Lessons Learned From Insps of 
Fire Ppotsction Safe Shutdown 6ys " Bvc list end 
JORDAN. E L Division of Emergency Prcpareaneis & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co. of New 

York, Inc Itepp 22635047 24 X Ftche 30-000,84/03/07.6402090024 


6402090026 IE Info Notice 84-16, "Stress Corrosion Cracking in PNR 
Sys " Svc list encl 

JORDAN. E I, Division of Emergency Preparedness h Engineering 
Response tPost 630103) 64/03/07 Consolidated Eiiison Co. of New 

York. Inc llSpp 223B4 186 24X Flche 30-000.84/03/07.8402090028 


9403290319 Responds to IE B'ulletin 83-07, "Apparently Fraudulent 
Products Sold by Bay Miller, Inc “ Results of review showed 
only Westinghouse supplied equipment utilising Ray tllller 
companents List of 30 vendors contacted encl 

CLAYTON. F L Alabama Power Co 84/03/09 O'REILLY, J P. Region 2, 
Office of Director 3pp 22602 067 24X Flche 30-348,84/03/09. 

8403290319 


3402090031 IE Oulletln 84-02. •'Failures of CE Type HFA Relays In Use In 
Class IE Safety Sys “ Svc list end 

DEVOUNO, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of How York. Ine 

134pf. 22823 074. 24X Fiche 30-000.84/03/12.6402090031 


3403290076 Act receipt of 640308 Itr Informing NRC of steps taken to 
correct violations noted In fE Insp Repts SO-34B/B4-03 b 
30-364/64-03 

YERRELLIiD tl Dlvieloit of Project b Resident Programs 84/03/14 
MCDONALD, R F Alabama Power Co ip. 22G06 311. 24X 

Flche: 50-348, 84/03/ 1 4. 8400270078 


-8403290064 Responds to NRC B40219 Itr re violations noted In IE Insp 
Repts 50-346/64-03 b 50-364/84-03 Corrective actions 
responsible personnel instructed to implement procedures for 
control of meint activities 

CLAYTON. F.L Alabama Power Co 64/03/08 VERAELLl, D M, Region 
2. Office of Director Spp 22606 312 24X Ftche: 50-348, 

84/03/1 4, 8403290078. 


— 0403270087 Forwards IE Insp Repts 50-340/64-03 b 50-364/64-03 on 
640111-0203 b notice of violation 

VERRELLI, D. M Division of Project b Resident Programs 84/02/13 
MCDONALD, R P Atebema Pouer Co 2pp 22806.314 24X 

Fiche 50-348.84/03/14,6403290078 


— B403270076 Notice of violation from inSp on 840111-0203. 

e Region 2. Office of Director. 84/02/13 ip 22806* 316. 24X 

Flche 30-346.04/03/14,6403290078 


--6403290103 IE Insp Repts 30-348/04-03 b 50-364/84-03 on 840111-0205 
Violation found failure to imploment procedures for control 
of meint activities 

BRADFORD. U H > RULAND. U H Region 2. Office of Director. 
CANTRELL.F S Division of Project b Resident Programs 84/02/15 
Gpp 22606:317 24X Flche 50-348,84/03/14,8403270078. 


8403230134 Requests relief from hudrostatlc testing of feedwater 
reducers during current refueling outage. Reducers replaced 
after ultrasonic eiams found cracks In weld areas 
Radiegrephlc b visual esams performed per IE Bulletin 77-13 
CLAYTON, F.L Alabama Power Co. 84/03/19 VAROA, 8 A Office of 
Nuclear Reactor Regulation, Director 4pp 22730,207 24X 

Flche, 50-348. 64/03/19,8403230134 


B40209O043 IE Info Notice 84-19, "Two Events Involving Unauthorlxed 
Entries Into PUR Reactor Cavities " Svc list and. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response <Post 830103) 64/03/21. Consolidated Edison Co of Neu 

York, Inc i23pp 22023 229 24K FI ch e* 50-000, 84/03/21, 8402090043 


B402090044 IE Info Notice 84-20, "Bvc Life of Halays in Safety-Related 
eys ” Svc lilt end 

JORDAN, E L Division of Emergency Praperadnass b Engineering 
Response {Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York. Inc. I35pp 22933*001 24X Flche 50-000, 84/03/21. 8402090044. 


R Periodic operating reports b related correspondence 


6403300172 Monthly operating rapt for Feb 1984 M/a40314 Itr 

HAIRSTON. U 0 , CLAYTON, F. L Alabama Power Co 64/02/29. Bpp. 
22620313 24X Flche 50-348,84/02/29,8403300172. 


8 Reportable occurrences, LERs b related correspondence 


6403260233 Forwards summary list of deficiencies Identified per 
lOCFRSO 33(c), Part 21 b potential generic Itr repts for 
comments 

8TARQSTECKI, R Division of Project b Resident Programs 64/02/28. 

Region 1, Office of Director. 7pp 22736 063 24X 

Flche: 50-000. 64/02/28. 8403260233. 


B40307O263 PNO-tI-a4-020 on 840301. radioegraphlc teste confirmed 
feedwater norzle crack indications on all three steam 
generators Component replacements under active 
coni Idaratlon lE b NRR informed 

BLAKE, J J • BUTCHER, R C Region 2. Office of Director 84/03/02 
2pp 22947*296 24X Fiche 30-348,84/03/02,8403070263 


8403090243 LER 84-002-00 on 840210, reactor tripped from approi lOX 
power due to Intcrmed late range high flut signal Caused by 
overly conservative trip setpoints Neu trip setpoints 
tnputad 8/640306 Itr. 

HAIRSTON, U 0 , CLAYTON, F- L. Alabama Pouer Co 84/03/06 Spp. 
22573 250 24X Fiche* 30-348, 84/03/06, 8403090243 


8403150084 LER 84-003-00 on 840216, detenslonlng of reactor vessel head 
studs begun w/RCS boron concentration greetsr then Tech Spec 
limits Caused by ml sintarpretetlon of Tech Specs. Personnel 
counseled. U/a40307 Itr 

HAIRSTON, W 0 , CLAYTON, F L Alabama Power Co 64/03/09. Spp 
22642*359. 24X Flche* 30-346, 84/03/09, 8403150084. 


8403260017 Forwards LERs 84-006-00,84-007-00.64-004-00 b 84-005-00. 
CLAYTON. F L Alabama Power Co 84/03/21 Record Services Branch 
(Dac unant Control Desk). 2pp 22748*346. 24X Flche: 30-348, 

64/03/21, B403260017 


"8403260032 LER 84-007-00* on 840220, during troubl eshootlng. autometlc 
actuation portion of diesel bldg cardox fire tuprastion 
sys decned inoperable Caused by wiring error. Wiring error 
corrected 

HAIRSTON, U 0 Alabama Power Co 84/03/21 llpp, 22748.330. 24X 

Fiche. 90-348, 84/03/21. 8403260017 


--B403260040 LER 64-004-00: on 840229, during planned meint on HSIVs, 
surface Indications in operator side paclilng bland area 
discovered on three of sit shafts Investigation ongoing. All 
six shafts will be replaced 

HAIRSTON, U 0. Alabama Power Co 84/03/21. 2pp 22748 392. 24X 

Flche 90-348,64/03/21,8403260017. 
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"9403Z600'46 LER 04-003-00 on 04OZ29» i)ur Ing ptannod ultra* on Ic exam o# 
f*«dwat«r pip lna> Indication* found in fteduatir riducsr to 
«t«an ginarator noitla ueld* Rapalr* will ba completBd 
during currant outage 

HAlRSTDNiW 0 Alabama Power Co 84/03/21 3pp 2274B 334. a4)f 
FIch* SO-340, 04/03/21, 8403260017 


0403260026 LER 04-006-00 on 040223, w/uni t in Mode 6, both con ta inntent 
pareonnel alrlocli doors opened simultaneous Ig for 30 s 
Cause undaternined Inner door immedtatolg closed 

HAIRBTON, M 0 Alabama Pouar Co 04/03/21 2pp 22740 340 24X 

Flche. 30-3401 04/03/21, 7003260017 


OaCKET 30-332 LIMERICK OENERATINO STATION, UNIT 1 


A Application/construction stage documents L correspondence 


B4020900D3 Responds to FOIA request for const completion dates for 
nuclear plants currentlg under const & analyses containing 
Betlmata* based on Inclusion of Caseload Forecast Panel 
meeting*. FoTiuards App A, 0 tc C document* 

FELTONrJ K Dlvitlon of Rulis and Record* 03/10/31 
ROSENBAUM, 0 M Technical Analgil* Corp l?pp 22193 292, 24X 

Flche 30-000,03/10/31,8402090003 


— 8402090103 Handuritten notes It calculations rt const activities & fuel 
load preparation. 

e NftC - No Detailed Affiliation Olven, 79/07/24 Spp 
22193' 057 24X Flche 50-000,03/10/31,0402090003 


8401240207 Forwards addl info re stresi-a ssiited corrosion cracking of 
prlmarg tgs comments & potentlel main cooling tower failure 
mode* ti c on**qu*ne*i, In retponsa to ACR8 031018 Itr 
KEMPER, J 0 Philadelphia Electric Co B4/01/1B BCHWENCER.A 
Llcenting Branch 2 3pp, 21900 140 24X Flche 50-352,04/01/18, 

8401240207 


— 8401240211 “Rept on Effect* of Pottulated Failure of Cooling Tower 
M/three overeiie drawlngi Aperture cards are available in 
PDR. 

• Philadelphia Electric Co P-2B1/2 03/12/31 15pp 

21908 131 Z4X Flche- 30-352,84/01/10,8401240207 


0403020104 Forwards magnatlc tape containing hour bg hour 
meteorologlcel data for Oct 1903 - Jan 1904, per 031013 Itr 
Data from prlmarg meteorological tower b satellite tower b 
tape formats described 

KEMPER, J 8. Philadelphia Electric Co 04/02/27 SCHWENCER.A 
Licensing Branch 2 3pp 22443.240 24X Flche 50-352,84/02/27. 

8403020104. 


8403020257 Forward* application for amand to CPPR-106 b CPPR-107 {filed 
in Category A), Rev 17 to environ rept - OL stage (filed In 
Category Cl b Rev 29 to FSAR (filed in Gategorg Kl, 

BRADLEY.E J Philadelphia Electric Co. 84/02/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22493 026 
24X Flche 30-352.84/02/29,8403020257 


—0403020266 Application for amend to CPPR-106 b CPPR-107. Certificate of 
Bve enc 1 

KEMPER, O S Philadelphia Electric Co 04/02/27 6pp 22495 020 
24X Flche: 50-352, 04/02/29, 8403020257 


9403130262 ForWerds request for eddl info re standbg gat trsatmant sg* 
Info needed to evaluate FSAR, Section 6 SiRav 25. 

BCHWENCER.A Licensing Branch 2. 84/02/29. BAUER, E 0. 

Philadelphia Electric Co. 4pp. 22648 342 24X 

Fiche. 50-352, 84/02/29, 0403150262 


8403160187 Notification of 040314,15 b 16 meeting* w/utll in 
PhlladalphiatPA b Montgomerg Countg, PA, respectivelg, to 
discus* NRC audit of environ qual If Icatlon file* b Initallcd 
equipment, 

KINTNER, L L Llctnilng Branch 1. 84/03/05 6CHNENCER, A. Licensing 

Branch 2. 4pp 22662-259 24X Flche 50-352,84/03/05,8403160189 


8403160193 Advise* of «rrors mad* In wind direction frequencies for 
CRAC2 calculation. Revised calculation* for sever* accident 
risk asssssmsnt sspsctsd to change predicted latent cancer 
fatalities, 

KEMPER, as Phtladilphla Electric Co 84/03/13. SCHUENCERjA 
Licensing Branch 2. 8pp 28655 244, 84X Flche 50-352,84 /03/13, 

8403160192. 


8403190197 Forward* Rsv C to Anchor /Darling Valve Co Drawing 93-14182, 
corraspondanc* re HPCtiRCIC b reactor water cleanup 
containment isolation valv* closure capabilities b Rsv 23 to 
Matl Raqutattlon e03t-P-104, par 040202 telcon. 

KEMPER, J. 8 PhiUdalphla Electric Co. 84/03/13. BCHUENCER.A. 
Licensing Branch 2 i34pp 32670 001, 24X Flche 50-352,84/03/13, 

8403190197. 


8402090041 Board Notification B4-0S0 provide* Commission policy 
itatement b proposed rulemaking on environ que 1 If i cat 1 one 
EISENHUTiD G Division of Licensing 04/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 50-000,84/03/14,0402090041 


840327(3172 Informs that 0400(71 is current const campletion date, per 
010011 request for quarterly updates Possibility of 
advancing date being reviewed, per util 031227 itr Rve list 
end 

KEMPER, d 8 Philadelphia Electric Co 04/03/22 ErSENHUT. D O 
Division of Licensing Spp 22771 309 24X Flche 50-352,84/03/22. 

0403270172 


C Utility Environmental Report (ERI. amends b correspondence 


8403020257 Forwards Rev 17 to environ rept - OL stage 

BRADLEY, EJ Philadelphia Electric Co 04/02/29 DENTON, HR 

Office of Nuclear Reactor Regulation, Director 2p p 22495 026 
24X Fiche 50-352,04/02/29.0403020557 


— 0403020270 Rev 17 to environ rept - OL stage 

» Philadelphia Electric Co 84/05/29 20pp 52495 034 24X 

Fiche 50-392,84/02/29,8403020257 


6403150036 Forwards Affidavit of Eve re distribution of Rev 29 to F0AR 
b Rev 17 to environ rept, per DO Elsenhut 010706 request 
BRADLEY, E J Ph 1 la d e Iph ia El ec t r 1 c Co 04/03/12 DENTON, HR 

Office of Nuclear Reactor Regulation, Director Spp 22643 290 
24X Flche 50-352,84/03/12,0403150036 


D NRC Praft/Flnal Environmental Statements, suppls b correspondence 


8403160026 Notifies thait Natl Ctr for Devices b Radiological Health has 
no comment re postulated plant accidents described in DEB 
{NUREO-0974} 

VILLFORTH.J C Food b Drug Administration 04/02/10 SCHHENCER.A 
Licensing Branch 2 Lp 226S4 346 24X Flche- 50-352, 84/02/10, 

8403160026 


E NRC Safety Evaluation Report (SERI, suppls b correspondence 


8403010144 Forwards draft FPER pages containing info to close 8ER 
Open Issue IS re electrical cable b cable trag b fire areas 
having high concentrations of cables Info in draft FPER 
will be Incorporated into Rev 5 scheduled for Mar 1964 
BOYER. V 0 Philadelphia Electric Co 84/02/16 SCHNENCER.A 
Licensing Branch 2 9pp 22435 313 24X Flche 50-352,84/02/16, 

04O3O1D144 


04O3DSD161 Forwards "Structural 3ts« 1 0urvivabl1 1 ty Evaluation," in 
respqnsB to 840209 request fof addl Info (RAI SEO S61. 
per SER Open Item 14 

KEMPER, J 8 Philadelphia Electric Co 04/02/29 BCHWENCER.A 
Licensing Branch 2 3pp 22483 037 24X Fiche 30-352,84/02/29, 

0403050161 


— 8403050163 "Btructural Bteal Survivability Evaluation " Rav I to 
''Comparison of Philadelphia Electric Co Keat Dalance 
Model W/NURE0/CR-319Z'' end 

e Philadelphia Electric Co 04/02/24 37Zp p 22403 040. 24X 

Fiche 50-392, 84/02/29, 840305'0l6i 


8403260249 Forwards "UHB Ectrem* Wind Hazard Analysis,'' in response to 
830000 Itr re S8ER Opsn Issue 2 

KEMPER, U 0 Philadelphia Electric Co 84/03/22 BCHWENCER.A 
Licensing Branch 2 2 pp 22735 001 Z4X Flche 50-352,94/03/22, 
0403260249 


—8403260253 "UHS Extreme Wind Hazard Analysis “ 

BITQWF.TB I PARRY, O.W NUS Corp NUS-4S07 04/03/31 134pp 

22755 004 24X Fiche 50-352,04/03/22,8403260249 


F Security, medical, emergency b fire protection plans 


8403070361 Public version of revised emergency plan implementing 
procedure s, includ ing Procedure EP-SOl re technical support 
ctr ac 1 1 vat i pn, EP— 2 1 0 re dose assessment team b EP-228 re 
field survey group U/831212, 84021 5 Itrs h 040302 memo 
DALTROFF.BL. Philadelphia Electric Co 80/11/30 MURLEV. T E 
Region. 1, Office of Director. BCHWENCER.A Licensing Branch 2 
i63pp 22566 06i 24X Fich e. 50-352, 83/1 1/30, 8403070361 , 


8403090290 Public version of Rev 0 to emergency plan Implementing 
procedures, Including Procedure EF-liO re personnel aseembly, 

EP~22l re personnel dosimetry b EP-20B r# security team 
activation U/831212 Itr b JM Felton release memo 
DALTROFF.BL Philadelphia Electric Co. 83/11/30 BCHWENCER.A 
Licensing Branch 2. aopp. 22992 062 24X Fich* 90-352.83/11/30. 

8403090290 
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S4O3010i44 Fdru^rde dr^aft FPER page* containing Info to c>e»« SER 
Clpen Iiiu* 15 re electrical cable & cable tray) ti fire araat 
having high concentrations of catlee Info In draft FPER 
Mill be Incorporated into Rev 8 sehedoled for Mar 1964 
DOVER. V S Philadelphia Electric Co 84/02/ lf> SCH14ENCER. A 
Licensing Branch 3 9pp 28435 313 24X Flche &0-3S8( 84/02/16< 

0403010144 


8403020163 Respnnte opposing neu contention proposed by Air & Uater 
Pollution Patrol re discharge of asbestos fiber* Contention 
lacks basts t« specificity retutred by 10CFR8 714<b> 

Certificate O'f Bve end 

WETT6RHAHN. H J Philadelphia Electric Co WETTERHAHN. M J Conner t< 
Wetterhahn 84/02/29 Atonic Safety and Licensing Board Panel 
llpp 22442 006 24X Flche 30-332.04/02/29,0403020163 


0402090006 Board Notification 84-034 foruards R Vollner 840206 neno to 
0 Eleenhut re fire research results concerning fires in 
electrical cabinets in control room 

6I8ENHUT. 0 0 Blvlslon of Licensing 84/02/23 PALLADINO 
Codiralss loners Ip 22576 203 24X Flche 30-000.84/02/23. 

0402090006 


— 8403080316 Reconnends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board not if Icai 1 on. per NRR Ofc Ltr 19. dtd 821001 Further 
evaluatlO'n of test data required 

VOLLMER.ft H Division of Engineering. 84/02/06 EtSENHUT, 0 0 
Division of Licensing lOpp 22575 204 24X 

Fiche 50-000.84/02/23,8402090006 


8403190243 Nstlf icatlon of 840418 workshop In King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown tnsp S. topics described in IE Info Notice 
84-09 Agenda for uorkshop enc 1 

MURLEV, T E Region 1. Office of Director 64/03/09 O'TOOLE, J D 

Consolidated Edison Co of New Vork. Inc. FIEDLER.P D Oeniral 
Public Utilities - OPO Service Corp. 33pp 82672-062 24X 

Flche 30-000,84/03/09,8403190243 


8403290144 Forwards IE Inip Rept 50-352/64-08 on 640205-09 No 
violations noted 

martin, r T Division of Engineering 4 Technical Programs 84/03/13 
KEMPER, J 8 Philadelphia Electric Co 2pp 22806 096 24X 

Flche 30-332.84/03/13,8403290144 


—0403290130 IE Inep Rept 50-352/84-08 on 840205-09 No violation* noted 
Major areas Inepected on* 1 te/of f si t* safety cotnAl ttee 
activl ty, operatlona I staff training 4 fuel receipt 4 
storage programs 

PRELL. g A . erSSETT.P , OLIVeiPAiW Region I, Office of Director 
84/03/07 8pp 22806 098 24X Fiche 30-352,84/03/13,8403290144 


84032I002Q Foruards response to fflC 840306 4 08 requests for addl info 
re emergency action level s. s pecif leal ly, c ontalnment 
radiation levels Draft changes to emergency plan uxll be 
incorporated as stated In end 

DALTROFF. S L Philadelphia Electric Co 84/03/16 SCHUENCER, A 
Licensing Branch 2 BOpp 22706 255 24X Fiche 50-332,84/03/16, 

8403210028 


0 Adjudicatory correspondence 


8403010271 Foruards reply to applicant 4 staff response to City of 
Philadelphia issues 

SHOLEN. H Philadelphia, PA 64/02/28 Docketing 4 Services 
Branch Ip 22432 207 24X Fiche 50-332,84/02/26.8403010271 


—8403010275 Reply to applicant 4 staff responses to City of Philadelphia 
issues re emergency response plan State plan does ndt 
contain 4 Is not based upon standardised protective action 
guidance for esposure from feedstuff* 4 water 
SKOLENrH Philadelphia, PA 84/02/28 Atonic Safety and 

Licensing Board Panel 43pp 22432 208 24X 

Flche 30-352,04/02/28,8403010271 


8403020099 Forwards aixsuer to City of Philadelphia interrogatories on 
sys interacti on, designated Discovery 28 W/e ic option of three 
listed documents, documentary matl responsive to request will 
be made available for insp Related correspondence 
tjETTERHAKN. M 0 Conner 4 tie tterhahn 04/OS/29 BUSH.MW 
Philadelphia, PA 6pp 224 43 046 24X Flche 50-352,04/02/29, 

8403020099 


—8403020103 Ansuers City of Philadelphia Interrogatories on sys 
interaction contention Certificate of Sve end. Related 
correspondence 

SOVER.VS Philadelphia Electric Co 04/02/27. 65pp 22443 054 
24X Flche 50-352,64/02/29,8403020099. 


8403020125 Transmittal of matl supporting applicant 840228 revised 
testimony re ability of safety-related structures to 
utthstand effects of postulated detonation from pipeline 
ruptures Certificate of Sve end Related correspondence. 

WETTERHAHN. N J Phlladalphta Electric Co METTERHAHN.M J Conner 4 
Metterhahn. 84/02/29 4pp 22442 143 24X Flche 30-352,04/02/29, 

8403020125 


B403060129 Forwards Certificate of Sve for reply to applicant 4 staff 
response* to City of Philadelphia Issue* 

8M0LEN, H Philadelphia. PA 64/02/29 Docketing 4 Service* 
Branch 3pp 22506 327 24X Flche 30-352,84/02/29,8403060129 


6403060061 Response opposing Friends of the Earth 840224 motion to 
strike applicant 4 staff structural analysts testimony 
Motion fails to establish tes tlmony as unreliable 
Certificate of 8vc end Related correspondence 

WETTERHAHN, M Philadelphia Electric Co WETTERHAHN, M Conner 4 
Wetterhahn 64/03/01 Atomic Safety and Licensing Board Pansl 
6pp 22516 339 24X Flche 30-352,64/03/01,8403060081 


8403060248 Amauer to new contentions proposed by Friends of the Earth 
on onsite storage of unlrradlated fuel 4 transmittal of 
related correspondence Proposed late contentions should be 
denied Certificate of 8ve end 

WETTERHAHN, M O Philadelphia Electric Co WETTERHAHN, M J Conner 4 
Wetterhahn 84/03/01 Atomic Bafety and Licensing Board Panel 
33pp 22517 079 24X Fiche 50-338,84/03/01,8403060248 


6403140116 Forwards cross-e aamlnation plans for structural analysis 
hearing on blast overpressure s, per ASLB 840120 ordsr W/o 
end 

VOOLER.B H Hearing Branch 2. B4/03/01 BRENNER, L . COLE, R F , 

MORRIB.P A Atomic Safety and Licensing Board Panel 2pp 

82623 338 24X Flche 50-352,84/03/01,8403140118 


S403060097 Memorandum 4 order denying Intsrvenor Lewis 831224 motions 
based on newly received info Lewis discovery rights not 
abridged per Contention 1-52 M/Cer t J f Icate of Sve 

BRENNER, L , COLE, R F , MORRIS, P A Atomic Safety and Licensing Board 
Panel 64/03/02 Lewie. M tlpp 22S06 252 24X 

Flche 50-358,84/03/02,8403050097 


8403070142 Respone* opposing Air 4 Water Pollution Patrol 840221 
request for extension of discovery period for Contention 
91-1 Certificate of Sve end Related correspondence 
wetterhahn. H J Philadelphia Electric Co WETTERHAHN. M J Conner 4 
Wetterhahn 84/03/02 Air and Water Pollution Patrol 7pp 
82538 291 24X Flche 50-382,84/03/02,8403070142 


6403070236 Response to Air 4 Water Pollution Patrol motion to compal 
discovery Applicant denies that answer to Interrogatory 
evasive Related correspondence 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner 4 
Wetterhahn 84/03/02 Atomic Safety and Licensing Board Panel 
3pp 22535 217, 24X Flche 50-352,64/03/02,8403070236 


— 8403070838 Response opposing Air 4 Water Pollution Patrol request for 
depositions re Contention 91-1 No reason given why 
dspositloni necessary W/Certif i cate of Bve 

wetterhahn, M J Philadelphia Electric Co WETTERHAHN, M J Conner 
4 Wetterhahn 84/03/02 Atomic Safety and Licensing Board 
Panel 5pp 22536 221 24X Fiche 50-352, 84/03/02. 8403070236 


8403140085 Respond* apposing Friends of the Earth 840223 application to 
file contention based on new matter re fuel storage 
Certificate of Sve end 

WILC09E, M N Hearing Branch 2 84/03/02 Atomic Safety and 

Licensing Board Panel 14pp 22633.235 24X Fiche 50-352.04/03/02, 

0403140065 


8403140115 Response to Limerick Ecology Action 4 City of Philadelphia 
contentions filed on 040214 re environ assessment of severe 
accidents as sit forth in DES, Suppl 1 Certlftcat* of 8vc 
end 

900LBR, B H , HOPODON, A P Hearing Branch 2 84/03/03 Atomic 

Safety and Licensing Board Panel, 17pp 22623.340 24X 

Fiche 50-382.84/03/03,8403140113 


8403120001 Notice of withdrawal of offsite emirgency planning issue re 
evacuation time estimate study Applicant 840224 
rspresantation addresses issues W/Cirtl f icati of Syc 
FERKlN, Z 0 Pennsylvania, Commonwealth of, 84/03/05 5pp 
22588.036 24X Fichs 50-352,84/03/05,8403120001 


8403140105 Response opposing Air 4 Water Pollution Patrol (AMPPl 840215 
motion filing new info contention, AWPP falls to meet std* 
for late-filed contention* Certificate of Bve end 
WRIOHTrN A Hearing Branch 2 04/03/03 Atomic Safity and 

Licensing Board Panel 8pp 22523.330 24X Fichs 50-352,04/03/05, 

0403140105 
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0403130411 Fovuarit notice of ehonge of eddreii & firm name Certificate 
of 8vc end 

8U0ARMAN. R J Sugarman i< Oenworth SU0ARMAN> R J Del-Auar* 
Unllmltedf Inc 84/'03/07 Docketing & Services Branch 6pp 
SSA16 31<7 SAX Flcho 50'352. 04/03/07, B4031 304 1 1 


8403140110 Findings of fact 4i conclusions of law in form of partial 
initial decision on Air It Water Pollution Patrol Contention 
V-4 re carburetor icing Certificate of Svc end 

HOOODON-A P Hearing Drench S 04/03/07 2Spp 22634 070 24X 

Fiche 50-332,84/03/07,8403140110 


B4031S0024 Replg findings of fact (< conclusions of lau re 
Contention V-4 in response to Air tt Water Pollution Patrol 
(AWPP) 840224 proposed findings AWPP findings should be 
rejected Certificate of Svc end 

WETTgRHAHH, M J , NICHOLS, N N Philadelphia Electric Co 
WETTERHAHN, M J Conner k Wetterhahn 84/03/12 7pp 22641 2B2 
24X Fiche 50-352,84/03/12,8403130024 


B403170007 Rasponset to util interrogatories on Contention 1-42 
Certificate of Svc end Related correspondence 

• Phlladilphla. PA. 84/03/12 Philadelphia Electric Co ISpp 
22663 337 24X Fiche 50-352,84/03/12,8403170007 


0403160010 Forwards affidavit of LB Pyrlh !< PS Stansburg re 
hgpothetlcal eccidents involving unlrradlated fuel to be 
stored at plant No crtdlble potential for violating 
ragulations identified Related correspondence 

WETTERHAHN, H J Philadelphia Electric Co. WETTERHAHN, M. J Conner (< 
Uatterhehn 84/03/13 ip 22662 164 24X Fiche 50-352,84/03/13, 

B403160010 


— 8403160107 Affidavit of LB Pgrih re storage of unlrradlated fuel No 
potential for violating provisions of 10CFR20 as result of 
credible eccidents affecting new fuel assemblies stored at 
plant Certificate of Svc end 

PYRIH.L D Philadelphia Electric Co 84/03/13 22pp 22662 165 
24X Fiche 50-352,84/03/13,8403160010 


— 8403160188 Affidavit of PS Stansburg re calculation of exposure rates 
in various assumed conf Igurations of specified quantities 
of U enriched to 1 8S"A in isotope 11-235 

8TAN8BURY, P 8 Oeneral Electric Co 84/03/12 7 pp 22662 186 
24X Fiche 30-352,84/03/13,8403160010 


8403170132 Appeal opposing dismissal of Anthong/Fr lends of the Earth 
contention on util application to store nuclear fuel 
outdoors It A8LB denial of Immediate stag on moving fuel 
ANTHONY, R L Anthong, R L ANTHONY, R L Friends of the Earth 
84/03/13 Atomic Safetg and Licensing Appeal Panel Ip 
22666' 306 24X Fiche. 50-352, 84/03/13, 8403190132 


— B4O317013B Application to file contention re util application to store 
fuel outdoors Fuel storage is haiard to communltg due to 
question of whether bldgs can withstand overpressures & 
impacts from offsite accidents. 

ANTHONY, R L Anthong, R L ANTHONY, R L Friends of the Earth 
84/02/23 Atomic Eafetg and Licensing Board Panel Ip 
22666 307 24X Fiche. 50-352, S4/03/13, B403170132 


8403170160 Affidavit of N Ketdach re possibllitg of radiological 
releases from fuel assemblies in shipping containers in 
Violation of NRC regulations Certificate of Svc end 
KETZLACH, N Uranium Fuel Licensing Branch 84/03/13 Spp 
28660.358. 84X Fiche 30-332.84/03/13,8403170160 


8403170173 Forwards NO Romneg 840313 mamo to 0 Lear re results of 
840306 confersnce call from applicant, 

VODLER. B H Hiarlng Branch 2 84/03/13 BRENNER, L , MORRIS, P A , 

COLE, R F Atomic Bafstu and Licensing Board Panal 4pp 22671 138 
a4X FlCha 50-332,84/03/13,8403170173 


B4032D0070 Forwards 640313 Itr documanting dtscoverg of errors in 
predicted coniequences reported In severe eccldent risk 
aasessment Consideration of adml ss ibi 1 i tg of contentions 
should proceed as schadul ed, Related correspondence 

WETTERHAHN, M U Conner S< Wetterhahn WETTERHAHN, M J Philadelphia 
Electric Co. 84/03/13 BRENNER, L , MORRIS, P A,, CCX.E, R F Atomic 
Bafatg and Licensing Board Panel. 3pp 22685.298 24X 

Fiche! 30-332, 84/03/13, 8403200090 


8403300144 Forwerds listed addl info re HPC! Isoletion ye Ives, per NRC 
Equipment Ouel if Icatlon Branch 840202 telcon request W/o 
end. Related correspondence 

KEMPER, J 8 Philadelphia Electric Co 84/03/13 BCHWENCER.A 
Licensing Branch 2 Ppp 22679' 137 P4X Flcha 50-332,84/03/13, 
8403200144. 


B403170038 Motion for new contention based on IE Notice 84-17 re 
problems w/liquld nitrogen cooling components below nil 
ductllltg tamp Fae 1 1 1 tg design deficient because liquid 
nitrogen can cool vital components below temp. 

LEWIS, M I Lewis, M 84/03/14 Atomic Safetg and Licensing Board 

Panel 4pp 22666 23S 24X Fiche 50-352,84/03/14.8403190038 


0403170040 Order directing parties to hold sottiement conferences for 
onsite emergencg planning contentions Courtesg 
notification and 

BRENNER, L Atomic Safetg and Licensing Board Panel 04/03/lS 
Office of the Executive Legal Director Spp 28666 240 24X 
Fiche 30-352,84/03/15,8403170040 


8403170140 Supplemental info on Limerick Ecologg Action offsite 
emergencg planning Contentions 3,4,13,17,20 & 28 requested 
at pre-hearing conference Certificate of Svc enc 1 

s Limerick Ecologg Action 84/03/15 Atomic Bafetg and Licensing 
Board Panel 34pp 22666 316 24X Fiche 50-352,84/03/15, 

8403190140 


8403190153 Order confirming miscellaneous oral rulings made at 
hearing held during wk of 840305 Testimony ti hearing 
schedules listed Courtesg notification end, 

BRENNER, L Atomic Safetg and Licensing Hoard Panel 84/03/15 
Office of the Executive Legal Director, Spp, 22668,346 24X 

Fiche 50-352,04/03/15, 8403170133 


8403200015 Forwards revised radio! ogi cal emergency response plan for 
Penphurst Mental Retardation Ctr to ABLB, in tervenors J« City 
of Philadelphia W/o and Related correspondence 

BELSERi A L Pennsg 1 vanl e , Commonwealth of, 04/03/13 BREMNEfltC < 
MORRIS, P A , COLEiR F Atomic Safety and Licensing Board Panel 
Spp 22678:344 34X Fiche 50-352,84/03/13.8403200015 


8403200060 Forwards "Protective Order on SNM Security Plan Info" & 
"Affidavit of Non-Disclosure" re storage of Irradiated fuel 
Certificate of Bve enc I Related correspondence, 

WETTERHAHN, M J Conner S; Wetterhahn WETTERHAHN, M J Philadelphia 
Electric Co S4/03/16 BRENNER. L , COLE.R F , MORRIS, P A Atamic 
Safety and Licensing Board Panel i4pp 22684 342 S4X 
Fiche 30-352,04/03/16,8403200060 


8403SQ0070 Memorandum ti order on Friends of the Earth contentions (, 
Limerick EC'Ology Action petition re Part 70 appllcetlon to 
stora new fuel 

BRENNER, L,, MORRIS, P A Atomic Safetg and Licensing Board Panel 
B4/03/16 30pp. SS6S5'106 24X Pi Che . 50-352. 84/03/16, 8403300070 


S40320011D Requests that end AS Joffe 840311 Itr re asbestois piping bo 
served to parties in proceeding 

LANE. V. M Atomic Safety and Licensing Board Panel. 84/03/16 
CLEMENTS, W L Office of the Secratary of the Commission Spp 
22697' 043 24X Fiche 50-352, 04/03/16, 84032001 10 


8403210067 Forwards Commission statement of policy re challenge to 
elimination of financial qualification review requirements 
Related correspondence 

WRIOHT, N A Hearing Branch S 84/03/16. BRENNER. L , MORRIS, P A , 
COLE, R F Atomic Safety and Licensing Hoard Panel 4pp 22703 052 
24X Fiche. 30-352, 84/03/16,8403210067 


8403210096 Forwards Transportation Certification Branch 840312 memo 
Certificate of Compliance mentioned in 840313 affidavit 
of N Ketx lach. Related correspondence 

WRIOHT, N A Hearing Branch 2 04/03/16 BRENNER, L , MORRIS, P A . 

COLE, R F Atomic Safetg and Licensing Board Panel 7pp 22706 001 
24X Fiche' 50-392. 84/03/16, 8403210076. 


8403210128 Forwards Delaware Rivar Basin Commission Aug 1780 final 
anvlron assessment for Neshaminy Water Supply 8ys & 800823 
negative d ec larat 1 on. per A8LA0 B4031S telcon request W/o 
end Related correspondence 

HODODON. A P Hearing Branch 2 04/03/16 KQHL.C N > EDLES. 0 J , 

OOTCHY, R L Atomic Safety and Licensing Hoard Panel 2pp 
22707'262 24X Fiche 30-352,84/03/16,8403210128 


8403280354 Memorandum & order on Friends of the Earth contentions U 
Limerick Ecology Action pstltlon based on 10CFR70 
application to store new fuel Served on 840327 

BRENNERiL . MORRIS, P A Atomic Safety and Licensing Booril Panel 
D8B 147 84/03/16 Friends of the Earth 30pp 22787 174 24X 

Fiche 50-352,84/03/16,0403280354 


8403210072 Answer to Limerick Ecology Action (LEA) supplemental info 
on LEA offsite emergency planning contentlens Proposed 
contentions should be denied Certificate of Svc end 
CONNER, T B Philadelphia Electric Co. CONNER, T B Conner ti 
Wetterhahn 84/03/17 I7pp, 22705 322 24X Fiche 50-352,04/03/19, 

8403210092 



224 


DOCKETED ITEMS 


8403210103 (lotion to <lelet« specific Irtstances in support of Contention 
V/I**t advenceii by Air it Mater pollution Patrol as unrslated 
to oielding or ualdlng QA activities Certificate of Svc enc 1 
HETTERMAKN. M J PMUdelphla Electric Co WETTERHAHN, M J Conner & 
Uetterhahin B4/D3/ 1 ? Atomic Safety and Licensing Board Panel 
lOpp 33706 118 Z4X Ficiie S0-3S2. 84/03/” 1 9, 84032 1 01 03 


8403210167 Poruapds C omiol s s i on "•Statement of Polity on Environ 
□ ualif Icatlon" tt proposed rulei “Environ Qual If Icat Ion of 
Electric Equipment/ Removal of B30630 Deadline '' Related 
correspondence 

HODQDOM, A P Hearing Branch Z D3B 017 84/03/19 BRENNER, L, , 

COl.Ei R F » MORRIS. P A Atomic Safety and Licensing Boaril Panel 
Upp Z27IO 133 Z4X Flche 50-358,84/03/19,8403210167 


8403220226 Foruards request for reconsideration of asbestos contention 
!c motion requiring furtlier depositions re Contention Vl-I 
ROMANO, F R Air and Water Pollution Patrol D8B 046 84/03/19 

BRENNER, L , MORRIS, P ■ COLE, 8 Atornic Safety and Licensing Board 
Panel Ip 22719 007 24X Fiche 50-332.84/03/19,8403220226 


--94033Z0229 Request for reconsideration of asbestos contention Board 
did not adequately address hatard to public 
ROMANO. P R Air and Hater Pollution Patrol 64/03/19 
BRENNER, L , MORRIS, P > COLE.R Atomic Safety and Licensing Board 
Panel 2pp Z2719 OOB a4X Flche 50-332,84/03/19,8403820226 


--8403220234 Motion to require further depositions re Contention Vl-1 
conccr'ning 76D601 brooniitick deficient ueldlng affair 
ROMANO, F Air and Water Pollution Patrol 84/03/19 BREM^ER. L . 
COLE.R Atomic Safety and Licensing Board Panel 2pp. 22719 010 
24X Flclie 30-332.84/03/19,8403220226 


9403270065 Protective order on 5M1 security plan info Served on 840326 
BRENNER, L Atonic Safety and Licensing Board Panel DSD 123 
84/03/19 Limericli Ecology Action 3pp 22766 149 24X 

Flche 30-332.04/03/19,8403270065 


— 6403270069 Affidavit on nondisclosure for CW Elliott 

ELLIOTT, CM Limerick Ecology Action 84/03/16 4pp 22766 i52 
24X Fiche 50-352.84/03/19,8403270063 


8403290378 Request for r e c one t d era t i on of Air 6 Water Pollution Patrol 
asbestos contention 

ROHANDiF R Air and Water Pollution Patrol DSB 166 B4/03/19 

Atomic Safety and Licensing Board Panel Epp 22814 142 24X 

Flche 30-352, 84/03/19, 8403290378 


B40327O017 Bupplemental responses to info requests of City of 
Phi I adelpl) i a Related correspondence 

aovEft.V 8 Philadelphia Electric Co DSD 112. 84/03/21 ISpp 

22770 056 24X Flche 50-352,84/03/21,8403270017 


8403280336 Foruards complaint of util vs South Coventry Tounshlp filed 
on 840309, memorandum of lauj in opposition to petition for 
Preliminary Injunction 64-01645 b order of court diisoilving 
injunction against Township Related correspondence 

ZITZER.F Limerick Ecology Action DSD 143 B4/D3/21 BRENNER. L 

MORRIS, P A > COLE, R F Atomic Safety and Licensing Board Panel 
32pp. 22787 065 24X Fiche SD-3SS, B4/03/21. 8403280336 


8403230003 Order delegating authority to exerclsa revleiu functions 
over Part TO issues raised in proceeding to Appeal Board 
Served on B40322 

CHILH.S J Office of tlie Secretary of tlxe Coinmt ss i on DBD 070 
84/03/23 Atomic Safety and Licensing Appeal Panel 2pp 
22726 359 24X flche 30-352,84/03/22.8403230003 


B403230Z7S Order confirming briefing schedule for Friends of tlie Earth 
appeal of ASLD 840316 memorandum !< order b for staff to 
provide Part 70 application 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel DSB 077 
84/03/23 Office of the Executive Legal Director Spp 
22743094 24X Fiche 50-352,84/03/22,8403230278 


8403260333 Forwards supplemental correspondence h documenti re 
emergency planning. Matl lupplt earlier Itri b covers period 
B40206-Q31S W/o ecicls Related correspondence 
BRADLEY, £ J Philadelphia Electric Co OSD 09B 94/03/22 

7ITIER,P Limerick Ecology Action Spp 22760 162 24X 

Flche 50-332,84/03/22.8403260333 


8403270012 Informs that applicant will suppl B40217 responsas to Info 
Requests 6, 7i VI fc 12 Related correspondence 

WETTEftHAHN, M J Conner h Hetterhahn WETTERMAHN.M J Philadelphia 
Electric Co DBS 109 84/03/22 BUSH, M W Philadelphia, PA 2pp 

22769 356 Z4X Flche, 50-352, 84/03/22, 8403270012 


8403270071 Informs that feasibility of 840801 as current const 
completion date will he reviewed for possible advancement 
R ■ lated correspond en c e 

KEMPER, J 8 Philadelphia Electric Co DSB 108 84/03/22 

EI5ENHUT, D 0 Division of Licensing 2pp 22766 164 24X 

Fiche 30-352,84/03/22,8403270071 


8403270301 Informs that monthly repti for Nov 1983 - Feb 1984 re 
Contract NRC-03-B3-09S being sent by express mell Related 
c orrespondsnce 

RUTBERO, J Hearing Dranch 2 D8B 135 84/03/22 ELLIOTT, CU 

Brose b Posuistllle 2pp. 22789 032 24X Flche 30-332,84/03/22. 

8403270301 


B4032803S3 Forwards rept, "UHS Extrsme Wind Haiard Analysis." W/o end 
Related c orre spond enc e 

KEMPER.J S Philedelphla Electric Co DSB 160 84/03/22 

aCHWENCER.A Licensing Branch 2 Ip 22787 173 24X 

Flche' 30-332, 84/03/22, 8403280353 


8403260349 Motion tt> dismiss particular onsltt emergency planning 
contentions for which discovery not provided or no 
litlgable baste shown Certificate of Svc end 
CONNER, T B Philadelphia Electric Co CONNER,? B Conner b 
Hetterhahn DSB 094 04/03/23 Atomic Safety and Licensing Board 

Panel 16pp 22760 243 24X Flche 30-332,84/03/23,8403260349. 


8403300122 Respense to Limerick Ecology Action (LEA) supplemental Info 
on LEA offsite emergency planning contsntions Certificate 
of Svc end 

FERKIN, Z 0 Ptnnsy IvanlB, Commonwaalth of, DSB 203 84/03/23 

7pp 22820 303 24X Flche 30-332,84/03/23.8403300122 


B40329039S Forwards response to applicant motion to dalete specific 
instances In support of Contention 9I-I as unrelatsd to 
welding or welding-related QA activities Csrtlficats of 
Svc enc 1 

ROMANO, F R Air end Water Pollution Patrol D8B 201 84/03/23 

Atomic Safety and Licensing Board Panel tp 22814 326 24X 

Flche 50-352,84/03/25,8403290393 


— 8403290397 Response to applicant motion to delete specific instances 
in support of Contention Vl-I advanced by Air b Water 
Pollution Petrol as unrelated to waldlng or uieldlng-ralatad 
OA BC t ivi ties 

RDMANOi F R Air and Hater Pollution Patrol 64/03/S4 Atomic 
Safety and Licensing Board Panel Upp 22814 327 24 X 

Fiche 50-352.04/03/23,8403290393 


8403270027 Notice of ASL6 constitution L Brenner, chairman b RF Colt b 
PA Horrl s, members Served on 840326 

COTTER, D P Atomic Safety and Licensing Board Panel DSB 125. 
84/03/26 2pp 22769 339 24X FI che ’ 50-332. 04/03/26, 8403270027, 


8403270060 Stipulation re storage of unlrradlatad fuel 

HETTERHAHN, M J Philadelphia Electric Co. ELLIOTT.C W Limerick 

Ecology Action DS8 122 B4/03/26 2pp 22766. 162 24X 

Fiche 50-352,84/03/26,8403270060 


8403280331 Memorandum b order confirming 840321 oral ruling on 
affidavits re radiation releases from unirradlatsd new 
fuel rods Served an 640327 

BRENNER, L Atomic Safety and Licensing Board Panel. 08B 148 
84/03/26 Office of the Executive Legal Dlractor. 2pp 
22787.049 24X Flche 50-352.84/03/26,8403280331 


8403280359 Order imposing temporary stay of ASLG 840316 memorandum b 
order pending receipt of Friends of ths Earth eppsal of 
order Served on 840328 

SHOEMAKER, C J Atomic Safety end Licensing Appeal Panel D8B 161. 
84/03/27 Spp 22787 229 24X Flche 50-352.84/03/87,8403280339 


8403300129 Joint rept on status of negotiations rt onsite emergency 
planning contentions b Limerick Ecology Action dismissal of 
particular c ontant i ons. Car 1 1 f icat a of 8vc and 
RADER. R M Philadelphia Electric Co RADERiR M Conner h 
Hetterhahn ELLIOTT, C W Limerick Ecology Action DSB 206 
84/03/27 6pp. 28020 OOB 24X Ficha 50-352,84/03/27,8403300129 


8403300271 Forwards OA audits ra Colt Industries Fairbanks Horse Engine 
DlVidiescl generators W/o end, Related correspondence 
hetterhahn. M J Philadelphia Electric Co HETTERHAHN. H J Conner 4k 
Hetterhahn DSB 2t2 04/03/27. 3pp 22824 037 24X 

Fiche 50-352,84/03/27,8403300271 


—8403300274 Response to Air b Water Pollution Petrol (AMPPl 840319 
motion to require further depositions re Contention Vl~l. 

AWPP failed to support request for relief b motion should be 
denied W/Cert I f icate of Svc Related correspondence 
HETTERHAHN, M J Philadelphia Elec trie Co WETTEftHAHN. M. 0. 
Affiliation Not Assigned 84/03/27 Atomic Safety end Liceneing 
Board Panel 7pp 22824:040 24X Flche” 50-352, 84/03/27, 

8403300271 
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0403290374 Foruardi portions of transcripts ra AHUB 040320 rolln# on 
adtnlsslb 1 1 1 tv of Ltnorlck Ecology Action contontlons (< City 
of Philadilpblo Issuos on facility DE 8 < 8 uppl i Rtlated 
corrospondonca 

HODODONiA P Haarlng Branch 2 DSB 199 84/03/28 ELLIOTTiC U 

Broto << PosuistlllQ BU 8 H 1 H W Bush, K U PERKIN. Z O 

POnniylvania. Commonuiaalth of. 31pp 28814 091 24X 

Flcha 90-392,84/03/28,8403290374 


8403290384 firlaf In opposition to Intarvanor Friends of the Earth for 
stay of oniita storage of unirradlated fuel Stay raguast 
falls to demonstrate any conceivable harm as result of fual 
storage Cartlflcato of Bvc and 

HETTERHAHN, M J PMladalphla Electric Co HETTERHAHN. M J Conner 
Uatterhohn DSB 190 84/03/SS 11pp. 22814 240 24X 

Flcha 30-392,84/03/28,8403290384 


S403290393 Memorandum t, order confirming denial of Air t< Water 
Pollution Patrol motion for further dispositions re 
Contention VI-1 Certificate of Svc end 

BRENNER, L Atomic Safety and Licensing Board Panel DSB 187 
04/03/28 4pp 22814 322 24X Flcha 90-332,84/03/28,8403290393 


8403890399 Foruards staff 840320 rasponse to Limerick Ecology Action 
supplementary info. 

VOOLER, B H Hearing Branch 2 DSB 200 84/03/28 BRENNER, L , 
MORRIS, P A , COLE. R F Atomic Safety and Licensing Board Panel 
2pp 22814 338. 84X FUhe. 90-392, B4/03/2B, 8403290399 


8403090059 Responds to IE Bulletin 83-06. “Nonconf arming Matlj Supplied 
by Tube-Line Corp Facilities " Dtspusltlon of subj mat! 
supplied by Ouyon Alloys. Inc described Ten 6 -lnch 49 degree 
elbows (1 one 4~inch SR 90 degree elbow quarantined 
GALLAGHER. J Philadelphia Electric Co 04/02/16 HURLEY. T E 
Region 1. Office of Director lOpp 22376 OSl 24X 
Flcha 50-352. 84 /02/ 1 6. 8 4 03090OS3 


8403070314 Foruards IE Insp Repts 90-392/04-01 <, 30-333/04-02 on 
040103-31 No violations noted 

STAROBTECKI, R Division of Project t< Resident Programs 84/02/22 
KEMPER, 0 8 Philadelphia Electric Co 4pp 22346 204 24X 

Flche 30-332,84/02/22.8403070314 


— 8403070319 IE Insp Repts 30-332/84-01 i< 30-333/84-02 on 840103-31 No 
violations noted Major areas Inspected followup on previous 
Insp findings, plant tour, f ol lowup on IE bulletins t. Nuclear 
Review Board Charter 

UIGGINB, J T , CKAUDHARY.S K . CONNER. E L Region 1. Office of 
Director 84/02/17 16pp 22346 208 84X Flche 50-332,84/02/22, 

8403070314 


8401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits 1, Annunciation " Svc list 
end 

JORDAN. E L Division of Emergency Preparedness !< Engineering 
Response CPost 8301031 04/02/28 Consolidated Edison Co of New 

York. Inc llSpp 22909 239 24X Flche 30-000,84/02/28.8401190072 


— 6403290400 Response to Limerick Ecology Action 840313 supplementary 
info on offsite emergency planning contentions Staff 
position remains unchanged Certificate of Svc end 
VOOLER, B.H. Hearing Branch 2 84/03/20 2pp. 22814 340 S4X 

Flche. 90-392, B4/03/2B, B403290399 


8403300127 Transmittal of rafs U errata to applicant 840321 tastlmony 
of UJ Boyer. DJ Thompson. DA Kline. L Stanley, EF Bproat, 

WW BowarsiTE Shannon (< J Doerlng on Contention 1-42 Reletod 
correspondence 

WETTErHAHN,M j Philadelphia Electric Co HETTERHAHN, M J Conner << 
Mittorhahn DBS 204 84/03/28 7pp 22B20 249 24X 

Flche- 90-392,84/03/28, 8403300127. 


8403020348 Advises of consideration on use of plant-specific PRA J, 
severe accident risk assessments (SARA) to assist NRC in 
evaluating sampling insp program Requests meeting In 
Mar 1984, to obtain Insights from performing PRA (t 8 ARA 
STARQSTECKI, R Division of Project ti Resident Programs 84/02/23 
KEMPER, J 8 Philadelphia Electric Co 2pp 22439 020 24X 

Flche 90-392,84/02/28,8403020340 


6403070276 Ack receipt of B31222 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-392/63-12 
Response not in accordance w/1(X:fR 2 201 Addl Info requeetad 
MARTIN, T T Division of Engineering t, Technical Programs 84/02/28 
KEMPER, J 0 Philadelphia Electric Co 2pp. 22946 302 S4X 
Flche- 30-332. 04/02/23, 8403070276 


8403300128 Response opposing M Lewis 840314 motion for new contsntion 
based on IE Info Notice 84-17 cooling of vital components by 
liquid nl trogen. Certl f Ice te of Svc end 

HETTERHAHN, M. J Philadelphia Electric Co HETTERHAHN, M J Conner k 
Mettcrhahn DSB 209 84/03/28 Atomic Safety and Llconslng Board 

Panel. 12pp. 22820-291 24X Flche 90-392.04/03/28,0403300128 


B403300287 Forwards PH Patery 840318 Itr re questions concerning 
fission products Ltr should be forwarded to appropriate NRC 
individual for response h response served In proceeding 
Served on 840330 

LANE, V. M. Atomic Safety and Licensing Board Panel, D 8 B 218 
34/03/29. VOOLER, B.H Hearing Branch 2. 2 pp 22824:016 24X 

Flche, 90-392, 84/03/29, B4O33OO207 


— 6403070281 Responds to NRC 831122 ltr re violations noted In IE Insp 
Rept 90-392/83-12 Correctlvo actions field insp of MCC 
power panel performed I, results being evaluated Actions to 
prevent recurrence will be completed by 840301 
KEMPER. J 8 Philadelphia Electric Co 83/12/22 HURLEY, T E 
Division of Engineering h Technical Programs 3pp 2294^ 304 
24X Flche 50-392,84/02/28.0403070276 


8402090007 IE Info Notice 84-14, "Highlights of Recent Trenspert 
Regulatory Revs by DOT & NRC ■’ Svc list end, 

GRACE, J N Division of OA, Safeguards It Inspsctlon Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New York, Inc 

130pp 22992 329 24X Flche 90-000,84/03/02,8402090007. 


K. Utility Final Safety Analysis Report (F 8 AR> h amends 


8403020297 Forwards Rev 29 to FSAR 

BRADLEY.E. J. Philadelphia Electric Co 84/02/29 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 22499.026 
24X Flche. 30-392, 84/02/29, 8403020297. 


— B4O3020273 Rev 29 to FSAR 

0 Philadelphia Electric Co 84/02/29. 93Bpp 22499 036 a4X 
Flche: 90-392, 84/02/29, 8403020297, 


8403190036 Foruarde Affidavit of Bvc re distribution of Rev 29 to FSAR 
l( Rev 17 to environ rept, per DO Elsenhut 010706 request. 

BRADLEY, E.J Philadelphia Electric Co 84/03/13 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director 9pp 22643 290 
a4X Flche* 90-392. 84/03/12, 8403190036 


B402090DOB IE Info Notice 84-16, "Failure of Automatic Sprinkler 3ys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness U Englneiring 
Responst (Post B30103>, 84/03/02 Consolidated Edison Co. of New 

York, Inc 122pp 22993 090 24X Flche 90-000,84/03/02.8408090000 


8402090009 IE Info Notice 64-13, "Reporting of Radiologicol Releases “ 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 64/03/02 Consolidated Edison Co of Now 

York, Inc I19pp 22993 217 24X Flche 30-000,84/03/02, 8402090009 


8403160241 Forwards IE Insp Repts 90-392/84-03 t, 90-393/64-01 on 
840109-10 & 18-13 No violations noted 

MARTIN, T T Division of Engineering t. Technical Programs 84/03/08 
KEMPER, J 8 Philadelphia Electric Co 2pp 28661 036. 24X 

Flche 90-392,84/03/02,8403160241 


Q. Inapectlon reports, IE Bulletins & correspondence 


8403010307 Forwerdi IE Insp Rept 90-392/84-02 on 840109-06. Mo 
violations observod, 

MARTIN, T T, Division of Engineering l< Technical Programs, 84/02/16 
KEMPER.J.S, Philadelphia Electric Co. 2pp. 22433074 24X 

Flche. 90-332, 84/02/16,8403010307. 


— 8403010314 IE Insp Rept 90-392/84-02 on 840109-06, No vtoletions 
Identified. Major areas inspected, chemistry t, radioactive 
affluent control programs, 

KOTTAN.J.J, . ZIBUL 8 KY,H. , PABCIAK,WJ Region 1 , Of flee of 
Director 84/02/14. 4pp. 22433:076 a4X Flche: 90-392, 84/02/16, 
8403010307. 


—8403160240 IE Insp Repts 90-392/84-03 (> 30-393/84-01 on 040109-10 & IS- 
IS No violations noted. Mojor areas Inspected preoperatlonal 
radiological environ monitoring program, mgt controls, program 
for GC for analytical measurements 

BTRUCKMEVER, R , PASCIAK.H J Region 1, Office of Director. 

84/02/23 3pp 22661 038 24X Flcha 90-392.84/03/02.8403160341 


8402090011 lE Info Notice 84-17, "Problems U/Llquld Nitrogen Cooling 
Componants Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness tt Engintaring 
Response (Post 830103) 84/03/09. Consolidated Edison Co of New 

York, Inc 117pp 22993 336 24X Flche- 90-000, 84/03/09, 8408090011 
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8402090024 IE Info Notice B4-09>RfV t> "Lessons Learned Front Insps of 
Fire Protection Bafe Shutdoun Sgs ” Bve list end 
JORDAN < E L Division of Emergancg Preparedness $t Enoiitearing 
Response (Post B30103> 84/03/07 Consolidated Edison Co of Heu 

Yor», Inc liapp 22633 049 24X Fiche 30-000.84/03/07.8402090024 


8402090028 IE Info Notice 64-18. "Btress Corrosion Cracllng In PkfR 
Sgs " Sve list end 

JORDAN.E L Division of Emergencg Preparedness 1. Engineering 
Response (Post 830103) B4/03/07 Consolidated Edison Co of Neu 

York. Inc llBpp 22384 IB6 24X Fiche 30-000. B4/03/07. 840209002B 


--8403020136 Revised testimony of Philadelphia Electlc Co re ability of 
safety-related structures to ulthstand offsets of postulated 
detonation due to ruptures of transmission pipelines 
U/Csr tlf Icate of Bve Related correepondence 

• Phlledelphla Electric Co 84/02/28 29pp 22442.114 24X 

Fiche* 30-332. 84/02/28.840302012? 


B4030B023S Transcript of 840303 hearing In Philadelphia. PA 
Pp 7. 363-7. 696 

• Commissioners 84/03/03 131pp. 22336.306 24X 

Fiche 30-332. 84/03/03. B4030BD2S3. 


8402090031 IE Bulletin 84-02. “Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys “ Sve list end 

DEYOUNO. R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York. Inc 

134pp 22823.094 24X Fiche 30-000.84/03/12.8402090031 


8403290144 Forwards IE Insp Kept 30-352/84-08 on 840206-09. Mo 
violations noted 

MARTIN. 7 T Division of Engineering & Technical Pro.graffls 84/03/13 
KEMPER. JS Philadelphia Electric Co 2pp 22806096 24X 

Fiche 30-392.84/03/13,8403290144 


--8403290130 IE InSp Rept 30-332/84-08 on 840206-09. No violations noted 
Major areas inspected ons 1 te/of f s 1 to safety committee 
ac tlvl ty I operat 1 ana 1 staff training 6 fuel receipt h 
storage programs 

PRELL. J A . BISSETT.P . OLIVEIRA, U Region 1, Office of Director 
84/03/07 0pp. 22806 09B 24X Fiche 30-352,84/03/13.8403290144 


8402090043 IE Info Notice 84-19. “Tula Events Involving Unaut horl i ed 
Entries into PUR Reactor cavities." Sve lift end 
JORDAN.E L Dlvlslan of Emergency Preparedness (< Englnserlng 
Response (Post 830103). 84/03/21 Consolidated Edison Co of Neui 

York. Inc t23pp 22823 229 24X Fiche 90-000, 84/03/21. B4020 90043 


8402090044 IE Info Notice 84-20. “Bve Life of Relays In Safety-Related 
Sys " Sve list sncl 

JORDAN.E L Dlvlslan of Emergency Preparedness 6 Englnserlng 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc. I33pp. 22933 001 24X Fiche* 90-000. 84/03/21. 8402090044 


8403120092 Transcript of 840306 hearing in Philadelphia. Pa. Pp 7.696- 
7. 942 

e Commissioners 84/03/06 246pp. 22988 249 24X 

Fiche 90-392,84/03/06.8403120092 


8403120131 Transcript of B40307 hearing in Philadelphia, PA Pp 7.943- 
8, 1S8 

e Atomic Safety and Licensing Board Panel 84/03/07 816pp 

22989 263 24X Fiche 50-392.84/03/07.0403120131 


8403130040 Transcript of 840308 hearing in Philadelphia, PA Pp 8,199- 
B. 383. 

e Atomic Safety and Licensing Boerd Panel 84/03/08 266pp 

22898 067 24X Fiche 90-392.84/03/08.8403130040 


8403130113 Transcript of 840309 hearing in Philadelphia. PA Pp 
8,384-8, 909 

* Atomic Safety and Licensing Board Panel 84/03/09 22pp 
22601 001 24X Fiche 50-392.84/03/09.8403130113 


8403220149 Transcript of 840319 hearing in Ph 1 ladalphla. PA Pp 8.306- 
8.647 

a Atomic Safety and Licensing Board Panel. 84/03/19 190pp. 

22714 142 84X Fiche 90-392,84/03/19.8403220149 


8403260294 Transcript of 840320 hearing in Philadelphia, PA Pp B. 647- 
8.842 Supporting docunentatl on enc 1 

• Atomic Safety and Licensing Board Panel 84/03/20 202pp 

22795 208 24X Fiche 50-392.84/03/20,8403260254 


R. Periodic operating reports & related correspondence 


B4O3020443 Foruards monthly etatus rept of offsite emergency 
preparedness for OL revleiiis for Jan 1984 Changes In FEHA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKS, W J Office of the Executive Director for □peratlons 
84/02/21 PALLADINO Commi ssl onsrs 9pp 22492 083 24X 

Fiche 5 0-000 .84/02/21, 8403020443 


8 Reportable occurrences. LERs (i releted correspondence 


8403130064 Final Significant Deficiency Rept 12? re Agastat CR0099 
relay socket falturss Defective sockets replaced w/Agastat 
CR002 sockets, correcting any adverse safety implications 
Induced by socket failure 

KEMPER.J.a Philadelphia Electric Co. 84/02/17. MURLEY. T. E 
Region I, Office of Director 3pp 22998:343 24X 

Fiche 90-352.84/02/17. B403i 30084. 


0403260233 Forwards summary list of deflclcnciti identified per 
lOCFRSO 99<e).Part 21 (> potential generic Itr reptt for 
c omments 

STAROSTECKI, R Division of Project (. Resident Programs. 84/02/20 
Region 1. Office of Director 7pp 22736 069 24X 

Fiche 90-000.84/02/28,0403260233 


B403270219 Part 21 rapt re broken contact carrier in control device of 
7 5 kV-19 kV. 900-750 MVA, 9 kV 390-3,000 A all HKV circuit 
breakers. Initially reported on 830223 Addenda to 
installation 6 matnt procedures sent to affected units 
DUVALL. D D Brown Boveri Carp (subs of Brown Bovert h Co > Ltd } 
04/03/19 Record Services Branch (Document Control Desk). 9pp 
22772 114 24X Flche:50-000, 84/03/19, 8403270219. 


T Hearing transcripts on non-anti trust msttsrs 


0403020129 Forwards revised testimony re ability of safety-related 
structures to withstand effects of postulated detonation 
resulting from assumed ruptures of Area & Cotunibla gas 
transmission plpellnet Related correspondence 

WETTERHAHN. M J Conner tc Hetterhahn. WETTEHHAHM, M J, Philadelphia 
Electric Co 04/02/20 BRENNER. L Atomic Safety and Licensing 
Board Panel 2pp. 22442.112. 24X FI c he; 90-392, 04/02/28, 8403020189 


8403260019 Transcript of 840321 hearing in Philadelphia. PA Pp 8,843- 
9,099 Supporting documentation end 

• Atomic Safety and Licensing Board Panel 64/03/21 263pp 

22746' 001. 24X Fiche 90-392,84/03/21,8403260019. 


0403260334 Transcript of Commission 840321 af f irmatlon/d i tcusslon 6 
vote in Wash Ington. DC re proposed order delegating authority 
to A8LB to hear Part 70 issues ralecd in Limerick 
proceeding Pp 1-3 

e Commlssiontra 84/03/21 .6po 22779.281 24X 

Fiche 90-J52, 84/03/21, 8403260334 


8403270042 Transmittal of testimony re Contention 1-42. "Environ 
Qualification of Electrical Equipment " Related 
corresp ondence 

HETTERHAHN. H. J Philadelphia Electric Co HETTERHAHN. M. J. Conner A 
Hetterhahn D8B 120 84/03/21 2pp 22769:242 24X 

Fiche 90-352.84/03/21,8403270042 


— 8403270048 Testimony of UJ Boyer. DJ Thompson. DA Kline. L Stanley. EF 
Bproat.UH Boyers. TE Shannon A J Doerlng re Contention 1-42. 

"Environ Quit 1 f Icatlon of Electrical Equipment " Certificate 
of 6vc end 

BOYER, U J . THOHPBON.D J , KLINE. D A Philadelphia Electric Co 
84/03/21 59pp 22769 244 24X Fiche 90-392,84/03/21,8403270042. 


8403270296 Testimony of A Mate iantonio on Limerick Ecology Action 
Contention 1-42 re electrical environ qual 1 f Icatlon, Related 
c or re sp ondence 

MASCIANTONIO. A Equipment Ouall f icatlon Branch. OBB ISB B4/03/21. 
lOpp 22709' 037. 24X F Iche: 90-392, 84/03/21. 8403270296 


8403270171 Transcript of 840322 hearing in Ph i ladelphla, PA Pp 9,060- 
9,266 

a Atomic Safety and Licensing Board Panel. 04/03/22 210pp. 

22773' 190. 24X Fiche' 90-392. 84/03/22. 0403270171. 


0403270160 Transcript of 040323 hearing in Pblladelphla.PA. Pp 9,267- 
9.401. 

a Atomic Safety and Licensing Board Panel. 84/03/23. 137pp. 

22764*233. 24X Ft c he* 90-392. 84/03/23, 0403270160 


8403300009 Memorandum serving transcript pages re B40323 pre filed 
testimony on Limerick Ecology Action Contention 1-42 
concerning environ qualification. Ser’Ved on 840329 
BRENNER. L. Atomic Safety and Licensing Board Panel DBB 209. 
84/03/29 ip 22022 131 24X Fiche: 90-392, 64/03/29. 8403300009. 
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— 0403300014 Transcript Pp 9«270~9ia74 of B40323 testimony on Limerick 
Ecalogy Action Contention 1-42 ro environ qualification 
•e Office of the Executive Legal Director * Philadelphia 
Electric Co • Limerick Ecology Action 64/03/2? 9pp 
S2B2S 132 24X FI Che* 90-332.94/03/27,6403300009 


DOCKET 30-333 LIMERICK GENERATING STATION. UNIT 2 


A. Application/construction stage documents & correspondence 


6402070003 Responds to FOIA request for const completion dates for 
nuclear plants currently under const 4< analyses containing 
estimates based on Inclusion of Caseload Forecast Panel 
maetinps Foruiards App A, 8 t< C documents 
FELTON. J.H Division of Rules and Records. 83/10/31 
ROSENBAUM. 0 M Technical Analysis Carp 17pp 22193 292 24X 

Ficbe: 30-000, 63/10/31.6402090003 


"8402090103 Handurltten notes << calculations re const activities tt fuel 
load preparation 

* NRC - No Detailed Affiliation Given 79/07/24 3pp 
22199,097 24X Fichc 90-000,63/10/31,6402090003 


8401240207 Foruards addl Info re stress-assisted corrosion cracking of 
primary sys comments 1> potential main cooling touier fallurt 
modes li consequences, in response to ACR8 931018 ttr 
KEMPER. U 8. Phlledelphia Electric Co 84/01/19 8CHUENCER. A. 
Licensing Branch 2. 3pp 21706 146 24X Elche 90-392.64/01/19, 

8401240207 


— 8401240211 "Rapt on Effects of Postulated Failure of Cooling Touier 
W/three oversiie drauingt Aperture cards are available in 
PDR. 

e Philadelphia Electric Co P-261/2 83/12/31 19pp 

21908 191 24X Flche 90-392.04/01/16.9401240207 


B403020104 Forwards magnetic tape containing hour by hour 
meteorological data for Oct 1963 - Uan 19B4. per 831013 Itr. 

Data from primary meteorological tower satellite touier 1. 
tape formats described 

KEMPER. U 8. Philadelphia Electric Co 84/02/27 BCHMENCER.A 
Licensing Branch 2 3pp. 22443.240 24X Flche 30-392,94/02/27, 

8403020104. 


8403020297 Forwards application for amend to cpPR-lOi (. CPPR-107 iflled 
In Category A), Rev 17 to environ rept - OL stage (filed In 
Category C) It Rev 29 to F8AR (filed in Category K> 

BRADLEY. Evl Philadelphia Electric Co. 84/02/29 DENTON. H.R. 

Office of Nuclear Reactor Regulation. Director 2pp 22499*028 
24X Flche: 90-392. 94/02/29, 9403020297 


— e403O202A& Application for emend to CPPR-lOA E CPPR-107 Certificate of 
Svc end. 

KEMPER.U 8. Philadelphia Electric Co 94/02/27 6pp 22499 026 
24X Flche 90-392, B4/02/29> 8403020297 


94031S02A2 Forwards request for addl Info re standby gas treatment sys 
Info needed to evaluate FBARi Section A 3. Rev 29 
8CHNENCER.A Licensing Branch 2 84/02/29 BAUER, E.G 

Philadelphia Electric Co 4pp 22849 342. 24X 

F 1 e h B : a 0-392. 84/02/29 , 6403 1 30262 


8403160169 Notification of 640314,19 i< 16 meetings ui/utll In 
Phlledalphle.PA ti Montgomery County. PA. respectively, to 
dleeusB NRC audit of environ qualification files h Installed 
equipment. 

KINTNER.L. L Licensing Branch 1 64/03/09 SCHUENCER.A. Licensing 

Branch 2. 4pp. 22662.299. 24X Flche 30-392,84/03/09.8403160189 


8403160192 Advises of errors made In wind direction frequencies for 
CRAC2 calculation Revised calculations for severe accident 
risk •■•essment expected to change predicted latent cancer 
f e.tal 1 tics. 

KEMPER, J 8. Philadelphia Electric Co. 84/03/13 SCHMENCER, A. 
Licensing Branch 2. 2pp. 22689 244 24X Flche 90-392,64/03/13. 

8403160192. 


8403190197 Forwards Rev C to Anchor/Darling Valve Co Drawing 93—14162. 
correspondencs re HPCI.RCIC |( reactor water cleanup 
containment isolation valve closure capabilities t< Rev 33 co 
Matt Requisition e031-P-t04, per 840202 tslcon. 

KEMPER, J.8. Philadelphia Electric Co. 84/03/13 SCHHENCER.A 
Licensing Branch 2. t34pp. 22670,001. 24X Flche* 90-382, 84/03/13, 

8403190197 


8402090041 Board Notification 84-090. provides Commission policy 
statement li proposed rulemaking on environ qualifications 
C18£NHUT,D. 0 Division of Licensing. 84/03/14. Atomic Befsty end 
Licenelng Board Panel. lOpp. 24X Flche. 30-000, 84/03/14.8402090041 


C Utility Environmental Report <ER). amends t< correspondsnee 


8403020297 Forwards Rev 17 to environ rept — OL stage 

bRADLEV. E J Philadelphia Electric Co 84/02/29 DENTON. HR 
Office of Nuclear Reactor Regulation. Director 2pp 2249S 026 
24X Flche 50-392.84/02/29,6403020297 


— 6403020270 Rev 17 to environ rept - OL stage 

« Philadelphia Electric Co 84/02/29 20pp 22499 034 24X 

Flche 90-392,84/02/29,8403020297 


8403190036 Foruards Affidavit of 8vc re distribution of Rev 29 to F8AR 
6 Rev 17 to environ rept. per DO Elsenhut 810706 request. 

BRADLEYiEJ Philadelphia Electric Co 64/03/12 DENTON, HR 
Office of Nuclear Reactor Regulation. Director 9pp 22643 290 
34X Flche 50-392.84/03/12,8403130036 


D NRC Draft/Final Environmental Statements, supp 1 s fc correspondence 


8403160026 Notifies that Natl Ctr for Devices & Radiological Health has 
no comment re postulated plant accidents doscribad in DE6 
(NUHEO-0974J 

VILLFORTH, J C Food U Drug Administration. 84/02/10 SCHHENCER, A 
Licensing Branch 2 Ip 22694 346 24X FI che: 90-392. 84/02/10. 

6403160026 


E NRC Safety Evaluation Report (8ER>. supple 6 correspondence 


8403010144 Forwards draft FPER pages containing Info to close HER 
Open Issue 19 re electrical cabla t. cable trey it fire ereas 
having high concentratione of cables Info in draft FPER 
will be incorporated into Rev 9 scheduled for Mar 1984 
BDYER.V8 Philadelphia Electric Co 84/02/16 aCHHEMCER.A 
Licensing Branch 2 9pp 22439 313 24X Flche: 90-392. 84/02/16, 

8403010144 


6403090161 Forwards "Structural Steel Survivability Evaluation." In 
response to 940209 request for addl Info (RAI 280 26). 
per 8ER Open Item 14 

KEMPER. US Philadelphia Electric Co 84/02/2? SCHHENCER. A 
Licensing Branch 2 3pp 22403 037 24X Flche 50-392,84/02/29. 

0403090161 


S403260249 Forwards "UH5 Extreme Hind Haiard Analysis.” in response to 
B30S0B Itr re SSER Open Issue 2 

KEMPER, JB Philadelphia Electric Co 04/03/22 SCHHENCER. A 
Licensing Branch 2 2pp 22799 001 24X Flche 90-392,84/03/22. 

B403260249 


— 8403260233 "UHB Extreme Wind Haiard Analysis " 

BITOUF, TB. , PARRY. G U NU6 Corp. NUS-4907 B4/03/31 t34pp 

22799 004 24X Fiche 90-392.94/03/22,8403260249 


F. Security, medical, emergency t. fire protection plans 


8403070361 Public version of revised emergency plan Implementing 
procedures, including Procedure EP-SOl re technical support 
ctr activation. EP-2 10 re dose assessment team b EP-222 re 
field survey group W/831212, 840219 Itrs b 840302 memo 
DALTR0FF.8 L Philadelphia Electric Co 83/1 J/30 HURLEY, T E 

Region 1. Office of Director 8CHHENCER. A Licensing Branch 2 
169pp. 22966 061 24X Flche 90-392,63/11/30,9403070361 


8403090290 Public version of Rev 0 to emergency plan Implementing 
procedures. Including Procedure EP-110 re personnel assembly, 

EP-221 re personnel dosimetry b EP-200 re security team 

activation U/831212 Itr b UM Felton release memo 

DALTR0FF.8 L Philadelphia Electric Co 63/11/30 aCHHENCER, A 

Licensing Branch 2. 0Opp. 22992 062 24X Fiche. 90-392, 83/ U/30. 

8403090290 


8403010144 Forwards draft FPER pages containing Info to close SER 
Open Issue 19 re electrical cable b cable trey b fire areas 
having high concentrations of cables Info In draft FPER 
will be Incorporated into Rev 9 scheduled for Mar 1984 
BOYER, V 8 Philadelphia Electric Co 84/03/16 SCHHENCER, A 
Licensing Branch 2 9pp 22439 313 24X Flche* SO-392. 84/02/16, 

6403010144 


8402090006 Board Notification 84-034 forwards R VolJmtr 840206 memo to 
0 Elsenhut rs fire research results concerning fires In 
electrical cabinets In control room 

EISENHUT.O Q. Division of Licensing. B4/02/S3 PALLAOINO 
Commies loners, ip. 22976*203 24X Flche 90-000,64/02/23, 

8402090006 
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— B403090316 Asconvnends that litfo re fire research reti>Jts cancernlng 
fires In electrical cabinets in control roocn be sebmitted 
for board notlf 1 c at ioii> per NHR Ofc Ltr l?idtil 821001 Further 
evaluation of test data required 

VOLLHER.R H D1 Villon of Engineering 84/02/06 EISENHUT/D 0 

Division of Licensing lOpp 22976 204 S4X 
Fiche 50-000. B4/02/B3r 0402090006 


8403190243 Notification of 040410 uorlshop In King of Prultia.PA to 
discuss lesions learned front recent App R fire protection 
safe shutdown Insp ti topics described in IE Info Notice 
84-09 Agenda for tiorkshop enc I 

MURLEY, T E Region 1. Office of Director B4/D3/09 O'TODLE, J D 
Consolidated Edison Co of Neu- York. Inc FIEOLERrP B Otneral 

Public Utilities - OPU Service Corp 3Spp Z2672 062 Z4X 

Flche 90-000. 84/03/09. 8403190243 


BAOSZIOOZe Foruards response to NRC 840306 b 08 requests for addl info 
re emergency action leva 1 >. sp ec 1 flea 1 1 g. con tairnient 
radiation levels Draft changes to emergency plan ulll be 
Incorporated as stated in end 

DALTRDFF, 8 L Philadelphia Electric Co 04/03/16 5CHUENCER. A 
Licensing Branch 2 aOpp 22708 239 24X Flcbe 50-332.84/03/16. 

3403210028 


0 Adjudicatory correspondence 


B4O301O271 Foruards reply to applicant b staff response to City of 
Philadelphia Issues 

SNOLEN. H Philadelphia. PA 84/02/20 Docketing b Services 
Branch Ip 22432 207 24X Flche 50-352< 84/02/28. 840301 0271 


— B40301027S Reply to applicant (> staff responses to City of Philadelphia 
issues re emergency response plan State plan does not 
contain b li not based upon standardiied protective action 
guidance for ceposure from feedstuffs b uiater 
8KDLEN. H Philadelphia. PA 04/02/20 Atomic Bafety and 
Licensing Board Panel 43pp 22432 208 24X 

Ficho 30-352.94/02/28.8403010271 


8403020099 Forwards answer to City ef Philadelphia Interrogatories on 
sys interaction. d eslgnated Discovery 26 U/eiceptlon of three 
listed documents, documentary matl responsive to request will 
be made available for Insp Related correspondence 
WETTERHAHM. H J Conner b Hetterhahh 04/02/29 BUSH, M M 
Philadelphia. PA 6p p 22443 048 24X Flche 90-332.04/02/29, 

8403020099 


— 8403020103 Answers City of Philadelphia Interrogatories on syt 
Interaction contention Certificate of 8vc encl Related 
correspondenc e 

BOYER. V S Philadelphia Electric Co 84/02/27 69pp 22^43 094 
24X Flche 30-352.84/02/29.0403020099 


0403020125 Transmittal of matl supporting applicant 840228 revised 
testimony re ability of safety-related structures to 
withstand effects of postulated detenatlon from pipeline 
ruptures Certificate of 9vc end Related correspondence 
WETTERHAHN, M J Philadelphia Electric Co WETTERHAHM, N J Conner b 
Wetterhahn 84/02/29 4pp 22442 143 24X Flche 30-362,04/02/29. 

8403020123 


8403020163 Response apposing new contention proposed by Air (< Hater 
Pollution Patrol re discharge of asbestos fibers Contention 
lacks basis b specificity required by lOCFRZ 714(b) 

Certificate of Bve encl 

WETTERHAHN, II J Philadelphia Electric Co WETTERHAHN, M J Conner b 
Wetterhahn 84/02/29 Atomic Safety and Licensing Board Panel 
llpp 22442 006 24X Flche 30-392.04/02/29,8403020163 


8403060129 Forwards Certificate of Bve for reply to applicant b staff 
responses to City of Philadelphia issues 

SHOLEN. H Philadelphia. PA 04/02/2? Docketing b Dervices 
Branch Spp 22506 327 24X Flche 50-362, 04/02/29, 04030601 29 


0403060001 Response dppoilng Friends of the Earth B40224 motion to 
strike applicant b staff structural analysts testimony 
Notion fails to establish teitimany as unreliable 
Certificate of Bve encl. Related correspondence 

HETTERHAMN.M Phi 1 adolph i a Elec tr tc Co WETTERHAHN, M Conner b 
UetteThahn 04/03/01 Atomic Safety and Licensing Boerd Panel, 
App. 22916 339 24X Flche 90-352, B4/03/0i. B4030600Q1 


B4D3I40118 Forwards cross-eiamlnation plans for structural analysis 
hearing on blast overpressures. per ASLB 840120 order W/o 
oncl 

VaOLER, B H Hearing Branch 2 84/03/01 BRENNER, L , COLE.R F , 

HORRIS.P A Atonic Safety and Licensing Board Panel 2pp 
22623 330 24X Flche 90-352.84/03/01,8403140118 


8403060097 Kemorandurn b order denying Intervenor Lewis 831224 motioni 
based on newly received info Lewie discovery rights not 
abridged per Contention 1-62 H/Cert 1 f icate of Sve 

□RENNER, L , COLE.R F . MORRIS. P A Atomic Safety and Llcaniing Board 
Panel 84/03/02 Lewis, H llpp 22906 262 24X 

Fiehe SO-392, 64/03/02. B403060097 


8403070142 Rtspnnie opposing Air b Water Pollutlfln Patrol 840221 
request for eitension of discovery period for Contention 
VI-1 Certificate of Bve encl Related correspondence 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN. M J Conner b 
Wetterhahn 64/03/02 Air and Water Pollution Patrol 7pp 
22538 291 84X Flche 90-352,84/03/02,0403070142 


6403070236 Reiponie to Air b Water Pollution Patrol motion to compel 
discovery Applicant denies that answer to interrogatory 
evasive Related correspondence 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN. H J Conner b 
Wetterhahn 84/03/02 Atomic Safety and Licensing Board Panel 
Spp 22536217 24X Flche 90-398, 84/03/02, 8403070236 


— 8403070230 Respanse opposing Air b Water Pollution Patrol request for 
depositions re Contention VI-1 No reason given why 
depositions necessary W/Cartif icate of 8vc 

WETTERHAHN.M J Philadelphia Electric Co WETTERHAHN, H sJ Conner 
b Wetterhahn. 84/03/02 Atomic Safety and Licensing Board 
Panel 6pp 22536 221 24X FI Ch e 90-392, 84/03/02, 8403070236 


8403140085 Response opposing Friends of the Earth 840223 application to 
file contention based on. new matter re fuel storage 
Certificate of Sve encl 

WILCOVE, H N Hearing Branch 2 84/03/02 Atomic Safety and 

Licensing Board Panel 14pp 22633 239 24X Flche. 90-392, 84/03/02, 

8403140065 


8403140119 Response to Limerick Ecology Action b City of Philadelphia 
contentions flleif on 840214 re environ assessment of severe 
accidents as set forth In OES.Suppl 1 Certlftcati of Bve 
and 

vaOLER.B H , HODSOaN, A P Hearing Branch 2 84/03/03 Atomic 

Safety and Licensing Board Panel 17pp 22623 340 24X 

Flche 90-352,84/03/03,8403140119 


8403120001 Notice of withdrawal of offsite emergency planning iesue ra 
evacuation time eitlmate etudy Applicant 840224 
representation addresses issues W/Certi f icate of Sve 
FERKtN, Z O Pennsylvania, Oommonyisalth of, 64/03/09 9pp 
22580 036 24X Flche 90-392,84/03/09,8403120001 


8403140105 Reipante opposing Air b Water Pollution Patrol (AWPP) 840219 
motion filing new Info contention AWPP fails to msst stds 
for late-filed contentions Certificate of Bve end 
WRtQHT, N A Hearing Branch 2 84/03/05 Atomic Safety and 

Licensing Board Panel 0pp 22623 330 24X Fiehe 90-392.84/03/09, 

8403140105 


8403130411 Forwards notice of change of address b firm name Certificate 
of Sve end 

8UQARMAN, R J Sugarman b Oenworth SUOARMAN, R J Dsl-Awart 
UnUmltedi Inc. 84/03/07 Docketing b Services Branch 6pp 
22616:319 24X Flche 50-392,84/03/07,8403130411. 


8403140110 Findings of fact b conclusions of law in form of partial 
Initial deelilon on Air b Water Pollution Patrol Contention 
V-4 re carburetor Icing Certificate of Bve end 

HOOODON, A P Hearing Drench 2 04/03/07 29pp 22624-079 84X 

Flche, 90-392, 84/03/07, 8403140110 


6403190024 Reply findings of fact b conclusions of law ra 
Contention V-4 in response to Air b Water Pollution Patrol 
(AWPP) 840224 proposed findings AWPP findings should be 
rejected Certificate of 6vc end 

WETTERHAHN.M J , NICHOLS. N.N Philadelphia Electric Co. 
WETTERHAHN.M J Conner b Usttarhahn 84/03/12 9pp 22641:282 
24X Fiehe 90-392,84/03/12,8403190024 


8403060248 Amiuer to ntu contentions proposed by Friends of the Earth 
on onsite storage of unirradlatcd Fuel b transmittal of 
related correspondence Proposed late contentions should be 
denied Certificate of Sve encl 


WETpRHAWfM J Philadelphia Electric Co WETTERHAHN, N J Conn 
Wetterhahn 84/03/01 Atomic Safety and Licansina Board Panel 
33pp 22917 079 24X Flche 90-392,04/03/01.8403060248 


b 


8403190007 Responses to util interrogatories on Contention 1-42 
Certificate of Sve end. Related correspondence 

a Philadelphia, PA 84/03/12 Philadelphia Electric Co. t9pp 
22669.337 24XFlchs 50-392,84/03/12,8403190007 
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e4031&0010 F'oruiard* *i‘fldavlt of LO P^rtt) tt PS Stantburg ri 
hvpothaticai accldanta Involving unirradtatad fuel to b> 
atorad at plant No cradlbla potantlal for violating 
ragulations Idantlfled Rvlatad corrsipondanc a 

WETTERHAHNj M J PMladolphia Electric Co WETTERHAHN, M J Conner 8< 
Uatterhahn. B4/03/t3 Ip 22i>e>2 IM S4X Pic he 50-392, 84/03/13, 
8403160010 


— 8403160187 Affidavit of LD Pgrlh re storage of unirradlatsd fuel No 
potential for violating provisions of 10CFR20 as result of 
credible accidents affecting neie fuel assemblies stored at 
plant Certificate of 6vc end 

PYR[H,L B Philadelphia Electric Co 84/03/13 22p p 22662 169 

S4X pi Che 90-393,84/03/13,8403160010 


— 8403160188 Affidavit of PS Stansburg ra calculation of esposure rates 
In various assumad configurations of specified quantities 
of U enriched to t 897, in isotope U-239 

STANSBURV, P B, Ocneral Electric Co 84/03/13 9pp 33663 186 
S4X Ficht. 90-393. 84/03/13, 8403160010 


8403190132 Appeal opposing ditmlstal of Anthong/Fr lends of the Earth 
contention on util application to store nuclear fuel 
outdoors t< ABLB denial of immediate stag on moving fuel 
ANTHONY, R L. Anthong, R L ANTHONY, R L Friends of the Earth 
84/03/13 Atomic Safetg and Licensing Appeal Panel Ip 
S2666 306 S4X Fiche 90-392, 84/03/13, 8403190133 


— 8403190138 Application to file contention re util application to store 
fuel optdaors Fuel storage £f hazard to communitg due to 
queetlon of uhether bldgs can ulthstand ovarpras s ures t< 

Impacts from offsita accidents 

ANTHONY, R,L Anthong, R L ANTHONY, R L Friends of the Earth 
94/03/33. Atomic Safetg and Licensing Board Panel Ip 
33666:307 24X Fiche' 90-392, 84/03/13, 8403190133 


— 8403190142 Addition to application for contention re util application 
to movB t< store 764 bundles of fuel Util plans to move 
hlghlg dangarout fuel onto site In Mar 1984 b store fuel 
in especlallg vulnerable location for 4 months 
ANTHONY, R L Anthong, R L ANTHONY, R L Friends of the Earth 
84/03/38 Atomic Bafatg and Licanslng Board Panel Spp, 

32666 308 24X Flche 90-393,84/03/13,8403190133 


8403190160 Affidavit of N Katilach ra posilbllltg of radiological 
ralaaeas from fual assemblies In shipping containers in 
violation of NRC regulatl ons, Certificate of Svc end 
HETZLACH, N Uranium Fuel Licensing Branch. 84/03/13 9pp 
23668.398 24X Flche* 90-392, 84/03/13, 8403190160. 


8403190173 Foruards ND Romneg 040313 memo to 0 Lear ra results of 
840306 conference call from applicant 

VDOLER, B H Hearing Branch 2 84/03/13 BRENNER, L , MORRIS,? A . 

COLE, R, F. Atomic Bafatg and Lieanslpg Board Pane) 4pp 22671 198 
24X Flcha. 90-392, 84/03/13. 8403190173 


8403200090 Foruards 840313 Itr documenting discoverg of errors in 
predicted consequences reported in severe accident risk 
aeeessment Consideration of adml ii lb 11 Itg of contentions 
should proceed as scheduled Related correspondence 

HETTERHAHNiM J Conner b Mattarhahn WETTERHAHN, M J Philadelphia 
Electric Co 84/03/13, BRENNER, L , MORRIS,? A , COLE, R F Atomic 
Befetg and Licensing Board Panel Spp 22689 S9B 24X 
Fiche* 90-392,84/03/13, 8403200090 


8403200144 Forwards listed addl info ra HPCI isolation valves, par NRC 
Equipment Qualification Branch 840203 telcon request U/o 
end. Raleted corraspondanca 

KEMPER, J.B. Philadelphia Electric Co 84/03/13 SCHWENCER.A 
Licensing Branch 2 2pp. 22699:199. 24X Flche* 90-392, 84/03/13, 

8403200144. 


8403190038 Motion for new contention based on IE Notice 84-17 re 
problems w/liquld nitrogen cooling components below nil 
ductility temp Facility design deficient because liquid 
nitrogen can cool Vital componants below temp 

LEUIS.M I Lewis, H. 84/03/14 Atomic Safety and Licensing Board 
Panel. 4pp. 23666.239 24X Flche’ 90-392, 84/03/14, 8403190038 


8403190040 Order directing parties to hold settlement conferencec for 
onelte emergency planning contantlone Courtesy 
notification end. 

BRENNER, L, Atoeilc Safety and Licensing Board Panel 84/03/19 
Office of the Eiecutlve Legal Director. 9pp. 22666.240 24X 

Flche. 90-392, 84/03/19, 8403190040 


8403190140 Supplemental info on Limerick Ecology Action offsite 
imertency planning Contentions 3,4,13,17,20 b SB requested 
at prc-htarlng conference Certificate of Bve end, 

e Limerick Ecology Action 84/03/19 Atomic Safety and Licensing 
Board Panel 34pp 22666:316 24X Flche. 90-392, 84/03/19, 

S403190140 


6403190)93 Order confirming miscellaneous oral rulings made at 
hearing held during wk of 840305 Testimonv b hearing 
schedules listed Courtesy notification end 

BRENNER, L Atomic Safety and Licensing Board Panel 84/03/15 
apflce of the Executive Legal Director 8pp 22668 346 24X 

Flche 90-392,84/03/15,8403190193 


0403200019 Forwards revised radiological emergency response plan for 
Pennhurst Mental Retardation Ctr to ABLB, Intervenors b City 
of Philadelphia W/o end Related correspondence 

BELSER.A L Pennsylvania. Commonwealth of, 84/03/19 BRENNER, L , 
MORRIS, P A , COLE, R F Atomic Safety and Licensing Board Panel 
2pp 22698 344 24X Fiche 90-392.84/03/19,8403200019 


8403200060 Forwards “Protective Order on 8NM Security Plan Info" b 
"Affidavit of Non-Disclosure" re storage of Irradiated fuel 
Certificate of Svc end Related correspondence 

UETTERHAHN.M J Conner b Netterhahn UETTERHAHN, H J Philadelphia 
Electric Co 84/03/16 BRENNER. L , COLE.R F , MORRIS,? A Atomic 
Safety and Licensing Board Panel 14pp 22604 342 24X 

Fiche 90-392,84/03/16,8403200060 


8403200070 Memorandum b order on Friends of the Earth cantentloni b 
Limerick Ecology Action petition re Part 70 application to 
store new fuel 

BRENNER, L , MORRIS, P A Atomic Safety and Licensing Board Panel 
84/03/16 30pp 22689 1 06 24X Flche 50-392,84/03/16,8403200070 


8403200110 Requeets that end AS Joffe 840311 Itr re asbestos piping bo 
served to parties in procaedlng 

LANE, V H Atomic Safety and Licensing Board Panel 84/03/16 
CLEMENTS, H L Office of the Secretary of the Commission 2pp 
22699 043 24 X Flche 90-352,84/03/16,8403200110 


8403210067 Forwards Commisilcn statement of policy re challenge to 
elimination oP financial qualification review requirements 
Related correapondence 

WBIOHT, N A Hearing Branch 2 04/03/16 BRENNER, L , MORRIS, P A , 

COLE.R F Atomic Safety and Licensing Board Panel 4pp. 22709 092 
24X Fiche 90-392,84/03/16.8403210067 


8403210096 Forward! Transpor ta tlon Cor tlf icatlon Branch 840312 memo 
b Certificate of Compliance mentioned In 840313 affidavit 
of N Ketilach Related correspondence 

URIOHT.N A Hearing Branch 2 84/03/16 BRENNER, L , M0RRI8,P A , 

COLE.R F Atomic Safety and Licensing Board Pans) 7pp 22706 001 
24X Flcha 50-352,84/03/16,8403210096 


8403210128 Forwards Dslauare Rivtr Basin Commission Aug 1980 final 
snvlron asssismant for Neshamlny Hater Supply 8ys b 800625 
negative dec laratlon, per A8LAB 640319 tslcon request H/o 
end Related c arreepondenc e 

HDDODDN, A P Hearing Branch 2 84/03/16 KOHL, C N , EOLEB.O J . 

COTCHYiR.L Atomic Bafety and Llcenelng Board Panel 2pp 
22707 262 24X Fiche 90-392,84/03/16,8403210120 


8403230394 Memorandum b order on Fr lands of the Earth contentions b 
Limerick Ecology Action petition baead on 1DCFR70 
application to store new fuel Served on 840327 

BRENNER, L , MORRIS, P A Atomic Safety and Licensing Board Panal 
D8B 147 84/03/16 Friends of the Earth, 30pp 22787 174 24X 

Flche: 90-352, 04/03/16, 0403280334 


8403210092 Aniuer to Limerick Ecology Action (LEA) supplemental info 
on LEA offsite emergency planning contentions Proposed 
contentions should be denied Certificate of Bve end 
CONNER, T D Philadelphia Electric Co CONNER,T D Conner b 

Hettarhahn 84/03/19 17pp 22709:322 24X Flche 90-392,84/03/19. 

8403210092 


8403210103 Motion to delete epedfU Instances In support of Contention 
VI-1 advanced by Air b Hater Pollution Patrol as unrslated 
to wilding or welding QA activities Certiflcats of Svc end. 
HETTERHAHN, M J Phtladslphla Electric Co UETTERHAHN, M. U Conner b 
Hettarhahn 84/03/19 Atomic Bafety and Licensing Board Panel 
lOpp 22706 118 24X Fiche ’ 90-392, 84/03/19, 8403210103 


8403210167 Forwards Commission "Statement of Policy an Environ 
Qualification" b propostd rule, "Environ Qual If Icatlon of 
Electric Equipment) Remove 1 of 820630 Deadline." Related 
corraepondtnea 

HODODDN, A P. Hearing Branch 2 D8B 017 84/03/19 BRENNER, L , 

COLEiR.F, , MORRIS,? A Atomic Safety and Licensing Board Panel 
tlpp, 227t0 133 24X Ficite 90-392,84/03/19,8403210167 


8403220226 Forwards rsqusst for reconsldaration of asbestos contention 
b motion requiring further depositions re Contention VI-I 
ROMANO, F.R. Air and Hater Pollution Patrol D8B 046 84/03/19 

BRENNER, L , MORRIS, P , COLE.R Atomic Safety and Licensing Board 
Panel ip 22719’ 007 24X Flche, 90-392, 04/03/19, 8403220226 
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—8403320227 Requtit tar r»conslder*tlon of asbcito* conttntlon Board 
did not adaquatalv addrtts fiatard to fubllc 
ROHM40.F R Air and Matar Pallvtion Patrol B4/03/I9 
BRENNER. L . HORRIS.P . COLE.R Atonic Saftty and Licrnilng Board 
Panal 2pp 22719 008 S4X Flchc 50-352,84/03/19.8403220236 


—8403320234 Notion to roquira furthar dtpotitioni r# Conttntlon VI-I 
eonctrnlng 760601 broonitlct dtPlclint ucldlng affair 
RQNANO.P Air and Uatcr Pollution Patrol 84/03/19 BRENNER. L > 
COi-E, R Atonic aaftty and Lictntlng Hoard Pantl 2pp 32719 010 
24X Plcht S0-3S2. B4/03/19. 8403220226 


8403270065 Prottctlv* ordtr on 8bfl sicurlty plan info Strvtd on 840326 
BRENNER. L Atonic Saftty an.! Lictntlng Board Pantl 08B 123 
B4/03/19 Llnirlck Ecology Action 3pp 22766 149 24X 

Ficht 50-352.84/03/19,8403270065 


— 8403270069 Affidavit on nond 1 icloiurt for CU Elliott 

ELLIOTT. C U Linirict Ecology Action 84/03/16 4pp 23766 132 
24X Flcht 50-352.04/03/19,0403370065 


B40339O37S Rtqutit for racontid tration of Air tc Uatar Pollution Patrol 
Bibattoi conttntlon 

ROMANO. F R Air and Uattr Pollution Patrol OSB 166 84/03/19 

Atonic Safity and Llctnaing Board Pantl 2pp 22814 142 24X 

Fichn 50-352.84/03/19,6403290378 


8403270017 Suppltntntal roiponics to info rtqutttt of City of 
Philadtlpkla Rtlatid corrttpondtncr 

BOrER.V 8 Phlladtlphia Elactrlc Co DSS 112 84/03/21 13pp 

23770:056 24X Flcht 50-352.64/03/21,0403270017 


0403290395 Foruardt rtfponta to applicant notion to dolat* tpoclflc 
Inttancas in support of Contontton VI— I at unrtlattd to 
utldlng or wtldlng-rtlatad OA actlvititi Cortlficata of 

ROMANO. F R Air and Uattr PoHOtlon Patrol DSB 201 04/03/25. 

Atomic Safety and Llctniing Board Pantl Ip 22014 326. 24K 

Fichi 50-332.04/03/23,8403290393 


—0403290397 Rttpontt to applicant notion to daloto tpaclflc Inttancat 
in lupport of Conttntlon VI-I advanctd by Air l< Hater 
Pollution Patrol at unrelated to uelding or ueldlno-related 
OA activities. 

ROMANO.F R Air and Water Pollution Patrol 84/03/24 Atonic 

Saftty and Llctntlng Board Panel llpp 22814 327 24X 

Flcht 30-332, 84/03/23, B40329039S 


8403270027 Notice of A8LB conitltution L Brenner, chairman 1. RF Cole 1< 
PA Morrill mtmberi Served on 040336 

COTTER, B P Atomic Safety and Licentlng Board Panal. DBB 123. 
04/03/26 2pp 22769 339 24X Fiche 30-332, 04/03/26. B403270027. 


B403270060 Stipulation re stora## of unlrradlated fuel 

HETTERHAHN, M J Phlladolphia Electric Co ELLIOTT, C.M Llnerich 

Ecology Action OSB 122 B4/03/26 2pp 22766' 162 24X 

Fiche 30-332. 0 4/03/26, 0 403270060 


0403200331 Memorandum ti order confirming 840321 oral ruling on 
affidavit! re radiation releatet from unlrradlated new 
fuel rodt Served on 840327 

BRENNER, L Atomic Safety and Licentlng Board Panel 088 14B 
64/03/26 Office of the Eiecutlve Legal Dlractor 2pp 
22787 049 24X FUhe 30-332,84/03/26,6403280331 


8403280336 Forwards complaint of util vs South Coventry Tounthip filed 
on 840309, memorandum of law In opposition to petition for 
Prtllnlnary Injunction 84-01643 U order of court dissolving 
injunction against Township Related correspondence 

ZITZERaP Liaerict Ecology Action DSB 143 84/03/21 BRENNER, L , 

MORRIBaP A , COLE, R F Atomic Safety and Licensing Board Panel 
32pp 22787 065 24X Fiche 30-352.64/03/21,8403280336 


840323-0005 Order delegating authority to eiorclse review functions 
over Part 70 Issues raised In proceeding to Appeal Board 
Served on B40322 

CHILK, S J Office Of the Secretary of the Commission DSB 070 
84/03/22 Atomic Safety and Licensing Apptal Pans] 2pp 
22726 359 24X Fiche 50-352,84/03/22,8403230005 


8403230278 Order confirming briefing schedule for Friends of ths Earth 
appoal of A8LB 640316 memorandum tt order I. for staff to 
provide Part 70 application 

SHOEMAKER, C J Atonic Saftty and Licensing Appeal Panel DBB 077 
84/03/22 Office of the Eiecutlve Legal Director 2pp 
22743 094 24X Fiche 50-352.04/03/22.0403230278 


8403260333 Forwards supplemental correspondence K documents re 
tmtrgemcy planning Hatl suppls tarlisr Itrs 6 covers period 
840206-0315 U/o ends Related correspondence 
BRADLEY, E J Phlladcipriia Electric Co DSB 098 84/03/22 

ZITZEH.P Limerick Ecology Action 2pp 22760 162 24X 

Fleh*. 50-352, 64/03/22. 6403260333 


B403260359 Order Imposing temporary stay of ABLE 640316 ntmorandum l< 
order pending receipt of Friends of ths Earth appeal of 
order Served on 840328 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel. DSB 161, 
84/03/27 2pp 22787 229 24X Fiche' 50-352. 04/03/27, 8403200359 


8403300129 Joint rept on status of nsgotiatlons re onsite emergency 
planning contentions 6 Limerick Ecology Action dismissal of 
particular contentions Csrtlficet* of 8vc end 
RADER, R H Philadelphia Electric Co RADER, R H. Conner tt 
Wetterhahn ELLIOTT, C W Llmarlck Ecology Action. OBB 206. 
84/03/27 6pp 22820 008 24X Fiche 50-302.84/03/27,0403300129 


S403300271 Forwards QA audits re Colt Industries Fairbanks Morse Engine 
Div. diesel gtneratori M/o end. Related correspondence 
WETTERHAHN, M J Phlledclphia Electric Co WETTERHAHN, H J. Conner li 
Wettorhahn DSB 212 04/03/27 3pp 22024 037 24X 

Fiche 30-352,84/03/27,8403300271 


— 8403300274 Response to Air 6 Water Pollution Patrol (AWPPl 840319 
motion to require further depositions re Contention VI-1 
AWPP failed to support request for relief & motion should be 
dsnlcd W/Certlf Icete of Sve Related correspondence 
WETTERHAHN, M J Philadelphia Electric Co. WETTERHAHN, M J. 
Affiliation Not Assigned 84/03/27 Atomic Safety and Licensing 
Board Panel 7pp. 22024 040. 84X Flchc* SO-352, 04/03/27, 

8403300271 


8403270012 Informs that applicant will suppl 840217 responses to Info 
Requests 6,7,11 t, 12 Related correspondence 

WETTERHAHN, M J Conner S< Wetterhahn WETTERHAHN, M J Philadelphia 
Electric Co DSB 109 84/03/22 BUSH.M W Philadelphia, PA 2pp 

22769:356 24X Fiche 50-352. 04/03/22, 8403270012 


6403270301 Informs that monthly repts for Nov 1983 - Feh 1904 re 
Contract NRC-03-63-092 being cant by cipress mail Related 
correspondence 

RUTBERO.J Hearing Branch 2 DSB 135 04/03/22 ELLIOTT, C W 

24X Fiche 50-352,04/03/22, 


8403260353 Forwards rept, “UH3 Ectreme Wind Haiard Analysis " W/o tnci 
Rslated corrsspondsnee 

KEMPER, J 5 Philadslphia Elsctrtc Co DBS 160 64/03/22 

SCHUENCER.A Licensing Branch 2 Ip 22767 173 24X 

Fiche 50-352, 64/03/22, 840 32603 53 


0403260349 Motion to dismiss particular onslts smtrgsncy planning 
contsntlons for which discovery not provided or no 
lltlgable basis shown Certificate of Sve and 
CON^R.T a Philadelphia Electric Co CONNER. T B Conner i. 
Wetterhahn 08B 094. 84/03/23 Atomic Bafety and Li canting Boa 

Pantl. i6pp 22760,243 24X Fiche* 50-332, 84/03/23, 8403260349 


Ecology Action (LEAl supplemental In 
of 8vc tncl'^* emerpency planning contentions Csrtiflcate 

FERKINf Z C Pennsylvania, Commonwealth of, oSB 203 84/03/23 

7pp 22820 303 24X Flcht 50-352. 04/03/23, 6403300122 


8403290374 Forwards portions of transcripts re A8LB 840320 ruling OH 
admissibility of Limerick Ecology Action contentions 1< City 
of Philadelphia Issues on facility DES.SuppI 1 Related 
correspondsnes 

HODODON, A P Hearing Branch 2 DSB 199 84/03/28. ELLIOTT, C W. 

Brose 6 Posulsttllo BUSH, H W. Bush, N U FERKIN, Z 0 

Pennsylvania, Commonwealth of, 31pp 22814 091 24X 

Fiche 50-352, 84/03/2B, 8403290374 


6403290384 Brief in opposition to Intorvenor Friends of tho Earth for 
stsy of onslts storage of unlrradlated fuel. Stay request 
falls to dsmonstrats any concolvablo harm at result of fuel 
storage Certificate of Bve end. 

wetterhahn, M J Philadelphia Electric Co, WETTERHAHN, M J. Conner fc 
Wetterhahn DSB 190 84/03/28 llpp 22814.240 24X 

Fiche 30-352,04/03/2010403290384 


6403290393 Memorandum ti order confirming denial of Air t. Water 
Pollution Patrol motion for furtbor dlsposltlone ro 
Contontlon VI-I Cartlflcate of Bve ond 

BRENNER, L Atomic Safety and Licensing Board Pantl. DSB 187. 
64/03/28 4pp 22814 322 24X Flcht 50-332,84/03/20,0403290393. 




supplementary info 

VOOLER.B H Hearing Branch 2. DSB 200 34/03/20 BRENNER, L.i 
MORRIS, p A , COLE, R, F Atomic Safety and Licensing Board Panel, 
2pp 22B14 33B 24X Fiche. S0-3S2, 04/03/26, 8403290399 
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— B403S90400 Rttpons* to LlditMck Ecology Action 840313 «upp lamintory 
Info on offolto otnorgency planning contentions Staff 
position rsfliBlns >unchanged Certificate of 8vc end 
VOOLER>8 H Hearing Branch S 84/03/20 Spp 22S14 340 24X 

FIch# 90-352,84/03/28/8403290399 


8403300127 Transmittal of refs fc errata to applicant B40321 testimony 
of WJ BoyeTtOJ Thompson/ DA Kline, L Stanley, EF Sproat, 

UU BouerSfTE Shannon h J Poerlng on Contention 1-42 Related 
corraepondsnce 

UETTERHAHN/H J Philadelphia Electric Co HETTERHAHN, M J Conner i: 
Uattarhahn D8B 204 84/03/28 7pp 22820 245 24X 

Flcha. 90-352, 84/03/28, 8403300127 


Q403300138 Response opposing M Lsuis 840314 motion for nau contention 
based on IE Info Notice 84-17 cooling of vital components by 
lliiuld nitrogen. Cor ti flcate of Bvc end 

WETTERHAHN,H J Philadelphia Electric Co MET TER HAHN > M J. Conner t, 
Hattarhahn DSB 209 84/03/28 Atomic Safety and Licensing Board 

Panel. 12pp 22820.291 24X Flche 90-392,84/03/28,8403300128 


8403300287 Foruards PH Patary 840319 Itr re iiuestlons concerning 
fission products Ltr should be foruerded to epproprlete NRC 
Individual for response & response served In proceeding 
Served on 840330. 

LANE, V. H Atomic Safety and Llcenelng Board Panel PBB 218 
84/03/29. VOOLER.B H. Hearing Branch 2. 2pp 22B24 016. 24X 

Flche* 90-392, 84/03/29, 8403300287 


K. Utility Final Safety Analysis Report (F8AR1 & amends 


8403020297 Forwards Rsv 29 to F8AR. 

BRADLEY, E 0 Phi ladslphla Elsctrlc Co 84/02/29 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 2pp 22499 026 
24X Flche! 90-392, 84/02/29, 8403020297 


—8403020279 Rev 29 to F8AR. 

* Philadelphia Electric Co 84/02/29 938pp 22499*096 24X 

Flche, 90-392, 84/02/29, 8403020297 


8403190036 Foruardi Affidavit of Bvc re distribution of Rsv 2? to FSAR 
It Rsv 17 to snvlron rspt, psr DO Eiienhut 810706 regusst. 

BRADLEY, E. U. Philadelphia Electric Co 84/03/12 DENTON. H R 
Office of Nucltar Reactor Regulation, Director, 9pp 22643.290 
24X Flche; 90-392, 84/03/12. 8403190036 


0, Inspection reports, IE Bulletins S< correspondence 


8403090099 Retponds to IE Bulletin 83-06, “Nonconforming Hatls Supplied 
by Tube-Line Corp Facilities. . “ Disposition of subj matl 
supplied by Ouyon Alloys, Inc described Ten 6-inch 49 degree 
elbows b one 4-lnch 8 R. 90 degree elbow quarentlned 
OALLAOHER.J Philadelphia Electric Co. 84/02/16 HURLEY, T E 
Region 1, Office of Director. lOpp 22976' 091 24X 

Flche. 90-352,84/02/16, 8403090099 


8403070314 Forwards IE Insp Rspts 90-392/84-01 b 90-393/84-02 on 
040103-31, No violations noted 

aTARDSTECKI, R. Division of Project b Resident Programs. 84/02/22 
KEKPER.J.S, Phlladalphia Electric Co 4pp 22946204. 24X 

Ftcbs: 90-392, 84/02/22, 8403070314. 


—8403070319 IE Inep Repts 90-392/84-01 b 90-393/84-02 on 840103-31 No 
Violations noted, Hajor araas inspacted followup on previous 
Intp findings, plant tour, f ol louup on IE bullatins b Nuclear 
Revlaw Board Chartar. 

WlOeiNB, J T , CHAUOHARYiS K , CONNER, E.L, Region 1, Office of 
Director. 84/02/17. t6pp 22946.208 S4X Flche. 90-392, 84/02/22, 
8403070314. 


8401190072 IE Info Notice 84-13, “Potantial Deflctancy in Motor 
Operatad Valva Control Circuits b Annunciation." 8vc list 
and 

JORDAN, E L. Division of Emergency Prsparednsss b Engineering 
Retponsa <post 830103) 84/02/28 Consolldatad Edison Co, of Niui 

York, Inc tlgpp 22909:239 24X Fichs 90-000, 84/02/28. 8401190072 


8403020348 Advises of consideration on use of plant-spsc i f ie PRA b 
severe accident risk assassmants (SARA) to assist NRC In 
evaluating sampling imp program Riguastt meeting in 
Mar 19B4, to obtain insights from performing PRA b SARA 
BTARQSTECKltR. Division of Project b Resident Programs 84/02/28 
KEHPERiJ 8. Philadelphia Electric Co 2pp 22439:020 24X 

FUhe: 80-392,84/02/281 8403020348. 


8402090007 IE Info Notlca 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC." Bvc list end. 

ORACEtU. N Division of OA, Befeguards b Inspection Programs (Pott 
830103}, 84/03/02 Consolldatad Edison Co, of New York, Ine. 

tSOpp, 22992:329. 24X Flche* 90-000, 84/03/02, 8402090007. 


B402090008 IE Info Notice 04-16, "Failure of Automatic Sprinkler 9ys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Enginiertng 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc I22pp 22993 098 24X Flche 90-000.84/03/02,8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases “ 
Svc list end 

JORDAN. E L pivislon of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co. Of New 

York, Inc 119pp 22993 217 24X Fiehe 90-000,84/03/02,0402090009 


0403160241 Forwards lE Intp Repts 50-392/84-03 b 90-393/84-01 on 
840109-10 b 18-13 No violations noted 

MARTIN, T T Division of Engineering b Technical Programs 84/03/02 
KEMPER, J S Philadelphia Electric Co 2pp 22661 036 24X 

Flche 90-392,84/03/02.8403160241 


“8403160248 IE Insp Repts 50-392/84-03 b 50-393/04-01 on 840109-10 b 12- 
13, No violations noted. Major areas Inspscted prsoparatlonal 
radiological environ monitoring program, mgt controls, program 
for QC for analytical measurements 

STRUCKHEYER, R. , PASCIAK.M J Region 1, Office of Director 
84/02/23 9pp. 22661 030. 24X Flche, 90-352, 84/03/02, 8403160241 


8402090011 IE Info Notice 84-17, "Problems M/Ltquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emtrgency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolldatad Edison Co of New 

York, Inc 117pp 22993 336 24X Flche 90-000,84/03/09.8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown 5y< " Svc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post B30103) 84/03/07 Consolidated Edison Co of New 

York, Inc liSpp 22639 049 24X Fiehe 90-000.84/03/07.8402090024 


0402090028 IE Info Notice 84-18, "Stress Corrosion Cracking In PWR 
Sys " Svc list and 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22984 186. 24X Fiehe 90-000,84/03/07,8402090028 


8402090031 IE Bullatin 84-02, “Failures of OE Type HFA Relays In Use in 
Class IE Safety Bys '* Svc list and 

DEYDUNO, R C Dirsctor'i Offlcs, Offlcs of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 094 24X Fichs 50-000,84/03/12,8402090031 


8402090043 IE Info Notice 84-19, "Two Events Involving Unsuthor 1 isd 
Entries Into PNR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24 X Flche 90-000.84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of ReUyi In Safety-Related 
Sys '* Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 139pp 22933 001 24X Fiehe 90-000,84/03/21.8402090044 


8, Reportable occurrences, LERs b related correspondence 


B4031300B4 Final Significant Deficlancy Rapt 129 re Agastat CR0099 
ralay socket fal 1 ur ei, Daf ae t Ive sockets replaced u/Agastat 
CR002 lockats, cor rac t ing any advarse safaty implications 
Induced by socket failure 

KEMPER, J a Philadelphia Electric Co 84/02/17 MJRLEY, T E 
Region 1, Office of Director. 3pp 22998 343 24X 

Fiehe 90-392,84/02/17,8403130004 


8403270219 Part 21 rapt re broken contact carrier in control device of 
7 9 kV-ig kV, 900-790 MV A, 9 kV 390-3,000 b all HRV circuit 
breakers Initially reported on 830223 Addenda to 
installation b malnt procedures sent to affected units 
DUVALL, D D Brown Boveri Corp (tubs of Brown Bovarl b Co , Ltd > 
84/03/19 Record Services Branch (Document Control Desk) 9pp 
22772, 114 24X Fiehe; 90-000, 84/03/19. 8403270219, 


T Hearing transcripts on non-antl trust matters 


8403020129 Forwarde rtvlsad testimony rt ability of safety-related 
structures to withstand affects of postutetad detonation 
resulting from assumsd ruptures of Area b Columbia gas 
transmission plpellntt Related correspondence 

UETTERHAHN.M J. Connor b Hattarhahn, ME T TER HAHN, M J Philadelphia 
Electric Co 84/02/28 BRENNER, L Atomic Safety and Licensing 
Board Panel 2pp 22442.112 24X Fiehe. 90-392, 84/02/28, 8403020129 
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-~fl4O3(}2013i RovisBil of Ph i laie Ip h ia Electlt Co r» ability of 

tafaby-rBlatad itroctora* to ulthstand effect* of pojtolatad 
detonattan dot to ropturej of transml svlon pipelines 
U/Cer 1 1 f 1 cate of Svc Related cort'espond enc e 

* Philadelphia Electric Co Od/OB/SS Sfpp 22442 114 24X 

Flehe 50-332404/02/20,040302012? 


—□403300014 Transcript Pp 9, 270-?. 274 of 040323 teitimony on Llmarick 
Ecology Action Contention 1-42 re environ (lual 1 f Icat Ion 
• Office of the Executive Legal Director * Philadelphia 
Electric Co • Lloierlck Ecology Action 84/03/29 Sp p 
22922 132 24X Flehe 50-352,84/03/29.0403300009 


8403000255 Transcript of B40303 hearing In Phi ladelph la. PA 
Pp 7. 365*7. 69A 

* Commissioners 04/03/05 I31pp 225S6 306 24X 

Flehe 50-352.84/03/05,0403000255 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION. UNIT 1 
A Appt icat 1 on/coni true tlen stage documents l< correspondence 


8403120092 Transcript of B40306 hearing In Ph 1 ladelph la, Pa Pp 7.696- 
7. 942 

* Commissioners 84/03/06 B46pp 2250B 249 24X 

Flehe 50-352.04/03/06,8403120092 


□403120151 Transcript of B403D7 hearing in Ph 1 1 adelph la. PA Pp 7.943- 
8 , 138 

* Atomic Safety and Licensing Doard Panel 04/03/07 216pp 

223B3 263 24X Flehe 30-352,84/03/07,8403120131 


8403130040 Transcript of 840308 hearing In Phi ladelph la, PA Pp 8,159- 
8. 383 

« Atomic Safety and Licensing Doard Panel 84/03/08 260pp 

22598 067 B4X Flehe 50-352.04/03/00,8403130040 


8403130113 Transcript of 840309 hearing In Ph 1 ladelph la. PA Pp 
8.384-8. 503 

e Atomic Safety and Licensing Doard Panel 84/03/09 22pp 
22601 001 S4X Flehe 50-332,84/03/09.8403130113 


0403140340 Summary of 031215 meeting w/QE 1. Nark I Ouners Group in 
Bethesda.ND re Nark I containment uetuell-dryue 1 1 vacuum 
breaker design methodology 

StEOEL, D L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 Slpp 22635 198 24X Flehe 50-000,04/02/21. 

8403140340 


0403060532 Summary of 840110-12 meetings w/uti 1 . Bechtel. NUTECHi Impell, 
PDH & Dames 6 Moore In San Francisco, CA re structural 1< 
geotechnical engineering design audit. Support Ing 
documentation encl 

WAGNER, 0 Licensing Branch 2 84/02/27 Licensing Branch 2 

I3pp 22532 276 24X Fi che 50-334, 84/02/27. 8403060332 


8403140113 Forwards "Salem Oineratlng Station 316(b) Demonstration, “ 
per 830623 reiiueit for addl Info re review of DL application 
for Hope Creek 

MITTL.R L Public Service Electric Si (;as Co of New Jersey 
84/03/03 SCHHENCER.A Licensing Branch 2 Ip 22629 124 24X 

Fiche 30-000,84/03/03.8403140113 


8403220145 Transcript of 840319 hearing In Ph 1 1 adelph ia, PA Pp 8,506- 
8.647 

M Atomic Safety and Licensing Doard Panel 84/03/19 ISOpp 
22714 142 24X Fiche 30-352.84/03/19,8403220143 


8403260254 Transcript of 840320 hearing In Ph 1 1 adelph ia, PA Pp 8 . 647- 
8.042 Supporting documentation encl 

• Atomic Qafety and Licensing Doard Panel 84/03/20 202pp 

22733 200 24X Fiche 30-332,84/03/20,8403260234 


B40326001S Transcript of 840321 hearing In Philadelph la, PA Pp 8.843- 
9.059 Supporting documentation and 

• Atomic Safety and Licensing Board Panel 84/03/21 203pp 

22746 001 24X Fiche 30-332,84/03/21,8403260013, 


— 8403140117 "Salem Oineratlng Station 316(b) Demonstrat 1 on " 

« Public Service Electric 6 Oas Co of New Jersey, 84/02/29 
647PP 22629 125 24X Fiche 30-000,04/03/05.8403140113 


0403130239 Notification of 840301 meeting w/utll in Artificial Island, 
MJ to discuss OA program 

MAONER, D H Licensing Branch 2 84/03/05 eCHWENCER, A. Licensing 

Branch 2 3pp 22649 349 24X Fiche 50-354.84/03/03.8403130239 


8403210036 Forwards tabulation on FSAR commitments for Feb 1984 L 
c orrespondlng resolut Ions 

MITTLiR L Public Service Electric t, Oas Co of New Jersey, 
84/03/05 SCHMENCER.A Licensing Branch 2 4pp 22707 001 24X 

Ftche SQ-354, 84/03/03. 8403210036 


8403260334 Transcript of Commission 040321 of f Irnation/di scu sslon S, 
vote In Washington, DC re proposed order delegating authority 
to ABLH to hear Part 70 issues raised in Limerick 
proceeding Pp 1-3 

a Commis I loners 84/03/21 6 pp, 22775 2B1 84X 

Fiche 30-352,84/03/21.0403260334 


8403270042 Transmittal of testimony re Contention 1-42, "Environ 
Qualification of Electrical Equipment " Related 
correspondence 

METTERHAHN. H J Philadelphia Electric Co UETTERHAHN, H. J Conner L 
Wetterhahn DSD 120 84/03/21 2pp 22769’ 242 24X 

Fiche 50-352,84/03/21.0403270042 


— 0403270048 Testlfflony of WJ Boyer, DJ Thompson, DA Kline, L Stanley, EF 
Sproat.Ulpl Doyart, TE Bhannon U J Doering re Contention 1-42. 
"Environ Qualification of Electrical Equipment " Certificate 
of Svc end 

DOVER, W J , THOMPSON. D J . KLINE. 0 A Philadelphia Electric Co 
04/03/21 SSpp 22769 244 24X Fiche 50-352,84/03/21,8403270042 


8403270296 Testimony of A Masciantonlo on Limerick Ecology Action 
Contention 1-42 re electrical environ qualification Aelatid 
correspondence 

HASCtANTONia. A Equipment Qualification Branch DSB 138 84/03/21 

lOpp 22789 037 24X Fiche’ 50-352, 84/03/21. 8403270296 


8403270171 Transcript of 040322 hearing in Ph 1 ladelph la, PA. Pp 9,060- 
9.266 

a Atomic Safety and Licensing Board Panel 84/03/22 210pp. 

22773 ISO. 24X Fiche 50-352.04/03/22,8403270171 


8403140007 Forwards data sheets riflectlng current l< proposed 
experience levels for licensed operators at facility 
8 ALVE 8 EN 1 R S Public Service Electric h Oas Co of New Jersey 
84/03/12 DENTON, K Office of Nuclear Reactor Regulation, Director 
llpp 22632 130 24X Fiche 90-354,84/03/12,8403140007. 


B403290302 Forwards "Qualification Test Repts, EHI Tests*' I. 

"Qualif Icatlon Test Rept, Surge Withstand Capability Tests." 
per agreement reached at 840112 meeting on Control Sys 
Branch Question 421-49 

MITTLiR L Public aervlce Electric tt Oas Co of Now Jsrsey. 
84/03/16 SCHWENCER.A Licsnslng Branch 2 Ip 22802 099. 24X 

Fiche 50-334,84/03/16,8403290302. 


—8403290303 "auall f 1 ca 1 1 on Test Rspt.EMl Tests " 

« Valldynt Englnstring Carp aTR-B2-010 82/06/17 63pp. 

22802 100 24X Flchi 50-354,84/03/16,8403290302 


—8403290308 "Qualification Test Rept, Surge Withstand Capebtllty. " 
* Valldyne Engineering Corp QTR 82-003 83/04/21, 7pp 

22802 163 24X Fi c h 1 . 50-354, 84/03/16, 8403290302 


C Utility Environmental Report (ER), amends It correspondence 


8403230041 Advise* that "Salam Oeneretlng Bbatlon 316(b) Demonstration" 
being forwarded directly to ORht., per M Adams request during 
NRC 840213 site visit w/QRNL. Rept should facilitate environ 
rept review 

MITTLiR L Public Sarvica Electric tt Oas Co. of New Jereey 
B4/O3/0B 8CHWENCER, A Licensing Branch 2 Ip 2272B 359 24X 

Fiche S0-394i 84/03/08, 8403230041 


8403270160 Transcript of 840323 hearing In Ph 1 lade 1 phia, PA. P p 9.267- 
9i 401 

* Atomic Bafity and Licensing Baerd Panel 84/03/23 137pp. 

22764,233 24X Flchs 30-332.84/03/23,8403270160 


8403300009 Memoranduit) serving transcript pages re 840323 pre filed 
testimony on Limerick Ecology Action Contention 1-42 
concerning environ qoal i # 1 eatl on Served on 840329 
BRENNER, L Atomic Bafety and Licensing Board Panel. D0B 209. 
84/03/29 Ip. 22822 131 24X Fiche 90-352,84/03/29,0403300009 


E NRC Safety Evaluation Report <9ER), supple 8t correspondence 


8403220308 Foruerds draft 6ER Identifying unresolved Issuei ae open 
Itens, per NRC eafety review of docketed application tt 
amends 8ER issuance scheduled for 841012 Schedule for 
meetings to reeolve open items requested 

SCHWENCER, A Licensing Drench 2 84/03/05 HITTLiR.L Public 

Service Electric N Oas Co, of New Jersey 624pp. 22722.001. 24X 

Flehe 50-354,84/03/05,8403220308. 
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F 8*curity> <iiBdic4li ani«rg»ncy (< fin protection plane 


8403030369 Buoimarg of 840202 meeting u/utl 1 > HTl > Essex Si Bechtel in 
BathesdaiMD re control room design revieui per Suppl 1 to 
NUREO-0737 Further clarification required in task analysis 
area. Vieugraphs end 

MAONERiD H Licensing Branch 2 84/02/24 Licensing Branch 2 

2Spp 22327 2B4 24X Flehe 80~334< 84/02/24, 8403050369 


8403220086 Forloards IE Insp Rept 30-334/84-02 on B40109-0220 No 
v'lolatlons noted 

BTAROSTECKIiR Division of Project 6 Resident Programs 84/03/06 
MARTIN, T J Public Service Electric li Oas Co of New Jersey 2pp 
22716 2BB 24X Flehe 30-334,84/03/06,8403220086 


—8403220089 IE Insp Rept 50-354/84-02 on 840109-0220 No violations 
noted, Major areas inspected documentation packages on piping 
eye rupture discs 6 licensee action on const deficiency 
repts, torus mod & fire protection 

BATEMAN, W H . MCCABE, E.C. Region 1, Office of Director 84/03/05 
8pp. 22716' 890 24X Flehe' 30-354, 84/03/06, 8403220086 


8403190243 Notification of B40418 workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp t< topics described in IE Info Notice 
84-09 Agenda for workshop end. 

MURLEV. T E Region 1, Office of Director 84/03/09 O'TODLErJD 
Consolidated Edison Co. of New York, Inc. 33pp 22672 062 24X 

Flcha 30-000,84/03/09,8403190243 


0. Adjudicatory correspondancs 


8403020141 Conveys agreement w/8tate of NJ Public Advocate re consent 
to util motion to dismiss Contention IV on snvlron impact of 
cooling tower H/o end 

DELANEY, C.E. Delaware, State of 84/02/27 MILLER, M E Atomic 
Safety and Licensing Board Panel 2pp 22439 003 24X 

Flcha. 30-334,84/02/27, 0403020141, 


8403140028 Advises that time for Commission to review ALAB-759 expired 
Commleslon declined review Decision became final agency 
action on 840308 

CHILK, 8 J Office of the Secretary of the Commlselon 84/03/13 
Atomic Safety and Licensing Board Panel Ip 82633.214 24X 

Ficho 30-334,84/03/13,8403140028 


8403130020 Reiponse opposing public advocate 840227 motion to vacate 
applicant 840222 notice of deposition & for protective order 
In form of dederetory ruling Related correspondence. 

CONNER, T.B. Public Service Electric l< Oas Co of Nsw Jersey 
CONNER, T. 8, Conner fc Wetterhahn 84/03/13 Atomic Safety and 
Licensing Board Panel t6pp 22641,262 24X Flehe; 30-334, 84/03/13. 

8403130020, 


— 8403130082 Application for subpoena to JH Rodrlguei on B4033D In 
Newark, NJ. Certificate of 8vc end 

CONNER, T.B. Public Service Electric 6 Oai Co of New Jersey 
CONNER,T.B Conner t, Uetterhahn 84/03/13, Atomic Safety and 
Licensing Board Panel 3pp 22641 277 24X Flehe 30-354, 

84/03/13, 8403130020 


8403190164 Response supporting Dept of Public Advocate of State of NJ 
840227 motion for protective order. App 1 leant has not 
Indicated what specific knowledge re adjudication of 
contentions Rodrigues believed to have 

DEWEY. L. 8 Hearing Branch 3. 84/03/14 Atomic Safety and 

Licensing Board Panel. 7pp 22669 177 24X Ftche 50-334,84/03/14, 

8403190164 


8403210087 Subpoena commanding JH Rodrigue: to appear on B40330 in 
Nauapb,NJ Affidavit end. Related corretpondence 
HILLER, M E. Atomic Safety and Licensing Board Panel 84/03/13 
Commlsetoners. 6pp 2270S>314. 24X Fiche. 30-334, 84/03/1 3, 

9403210087. 


B403200102 Notifies of taking of dspoeition of JH Rodrigue: Subpoena 
•ncl 

CONhtER.T.a, Conner li Metterhahn COONER.T.B Public Service 

Electric 6 Oat Go. of New Jersey. 84/03/16 DEWEY, L. 8 Office of 
the Exacutlve Legal Director Ip 22683.316 24X 

Flehe- 30-334, B4/03/16, 8403200102 


—9403200108 Subpoena directing JH Rodrigue: to appear on 840330 at Ofc 
of Oeneral Solicitor In Nawark.NJ for dlepoeltlon. 

MILLER, M. E Atomic Safety and Licensing Board Panel 84/03/13 
RODRIQUEZ, J.H. New Jersey, State of Ip 22683:317. 24X 

Flehe: 30-334, B4/03/16, 8403200102. 


8403210163 Notice of A8LB reconstitution ME Killer, chairmen St PA Morris 
1< OR Schink, members Served on 840321. 

COTTER, B.P. Atomic Sefety and Lieanslng Board Panel DSB 018 
84/03/20. 2pp. 22718 224. 2'4X Flehe 30-334,84/03/20,8403210163. 


8403300270 Answer to Public Advocate of State of NJ motion to quash 
suppoena requiring attendance 6 testimony of JH Rodrigue: 

Motion does not satisfy stay criteria W/Cer t 1 f lea te of Sve 
Related correspondence 

CONNER, T B Public Service Electric 6 Oas Co of New Jersey 
CONNER, T B Conner fc Wettarhahn DSB 217 84/03/29 Atomic 

Safety and Licensing Appeal Panel 12pp 22024 047 24X 

Fiche 30-354,84/03/29,8403300270 


8403300278 Order quashing ABLB 840313 subpoena directed to intervenor 
JH Rodrigue: Subpoena moot Served on 840330 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 088 223 
S4/03/S9 2pp 22824 018 24X Fiche 30-334,84/03/29,8403300278 


H Oaneral correspondence 


8403280043 Responds to 840217 inquiry re plants not considered for insp 
of vent header cracks in torus Insp Inapplicable because 
Fermi W Hope Creek still in const stage 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/03/12 WESTOVERiA T Monroe County, Ml ip 22812 3 38. 24X 

Ficho 50-000,84/03/12,8403280043 


— B4032800S4 Requests explanation as to why facility not considersd for 
insp for cracks in vent header similar to crack found at 
Hatch 

WESTOVERiA J Monroe County, MI 84/02/17 Office of Nuclear 
Reactor Regulation, Director 2pp 22812 359 24X 

Fiche 50-000,84/03/12.8403280043 


Q Inspection reports, IE Bulletins 6 correspondence 


8403090037 Forwards IE Insp Rept 30-354/84-01 on 840110-13 6 notice of 
vlolatl on 

MARTIN, T T Division of Engineering t. Technical Programs 84/02/22 
MARTIN, T J Public Service Electric t, Oas Co of New Jersey 2pp 
22576 020 24X Fiche 30-334,84/02/22,8403090037 


— B403090D3? Notice of violation from insp on 840110-13 

* Region 1, Office of Director. 84/02/22 ip 22376 022 24X 

Fiche' 30-354, 84/02/22,8403090037 


--0403090043 IE Insp Rept 30-354/04-01 on 840110-13 Violations noted hea 
not restored to alternators of four diesels as required by 
Litton Industries malnt manual (< licensee malnt 
instr uc tions 

FINKEL.A , PADLITZ.F , ANDERaON, C J Region 1, Office of Director 
84/02/07 6pp 22376 023 24X Fiche 50-354,84/02/22,8403090037 


8401190072 IE Info Notice 84-13, ''Potential Deficiency in Motor 
Operated Valve Control Circuits ti Annunciation " Bve list 
end 

JORDAN, E, L Division of Emergency Prsparednesf (< Engineering 
Responsi (Post 830103) 84/02/20 Consolidated Edison Co of New 

York, Inc llSpp 22909 239 24X Fiche 50-000.84/02/20,8401190072 


8403090080 Submits supplemental response to IE Bulletin 83-06 re 
nonconforming matls supplied by Tube-Line Corp Remaining 
four suppliers confirmed that no suhj matls supplied to Hope 
Creek Colt Industries Info under review 

MARTIN, T J Public Service Electric 6 Oas Co of New Jersey 
84/02/28 MVRLEYiT E Region 1, Office of Director 2pp 
82575 297 24X Flehe 50-000,04/02/28,8403090080 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DDT ti HRC " Sve list end 

SRACEtJ N Division of QA, Safeguards t< Inspection Programs (Post 
830103) 84/03/02 Consol Idatsd Edison Co of New York, Inc 

ISOpp 22332 329. 24X Fiche 30-000, 84/03/02, S402090007. 


B402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Syt 
Valves to Operate " Sve list end, 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Poet 830103) 34/03/02 Consolidated Edison Co of Mew 

York, Inc 122pp. 22333 09B 24X Fiche 30-000, 64/03/02, S40209090B 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releaets " 
Sve Hit end 

JORDAN, E L Division of Emergency Preparedness t, Enginsering 
Response (Post B30103) 84/03/02. Consolidated Edison Co of Mew 

York, Inc I19pp 22333 217 24X Fiche. 50-000, 84/03/02, S402090009 


8402090011 IE Info Notice 84-17, "Problems U/Ltquld Nitrogen Cooking 
Components Below Nil Ductility Temp " Sve list end 
JORDAN, E.L Division of Emtrgincy Preparedness t, Enginttring 
Response (Post 830103). B4/03/0S Consolidatsd Edison Co of Mew 

York, Inc 117pp. 22333 336 24X Fiche 30-000,84/03/03,8402090011 
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8403a300Q& Foruarda IE In«p Rcpt 90-3S4/S4-02 on 840109-0230 No 
vtolstiona notad 

8TARDSTECKI* R DIviaion of Projaet & Realdent PTOjranu 04/’O3/O6 
HARTlNi T J Public Service Elactrlc ti Oas Co of New Jersey 2pp 
23716 asa 24 X Fieh* 50-354.04/03/06.3403230096 


—8403230039 IE Insp Rept 50-354/34-02 on 840109-0220 No viola tloni 
noted Major areas Inspected documentation packayea on piping 
ays rupture discs licensee action on const deficiency 
repts. torus nod & fire protection 

OATEKANiN H ■ MCCABE. E C Region 1. Office of Director 34/03/05 
3pp. 22716 390. 24X FI che. 50-354. 84/03/06, 8403220006 


8402090024 IE Info Notice a4-09.Rav 1. “Lessons Learned From Inapt of 
Fire Protection Safe Sbutdoun 8ys “ 8vc list end 
-JORDAN, E L Division of Emcrgenci| Preparedness & Engineering 
Fesponte (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc liapp 22635 049 24X Flche 50-000.84/03/07.8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " 8ve list and 

JORDAN. E L Division of Energency Preparedness 6 Engineering 
Response IPost 830103) 84/03/07 Conao 1 Ida 1 1 d Edison Co of Nau 

York. Inc llBpp 22584 186 24X Fic he* 50-000. 84/03/07. 8402090038 


8403130009 Act receipt of 840210 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 90-394/83-14 
■MARTIN. T T. Division Of Engineering 1. Technical Programs 84/03/07 
MARTIM.T J Public Service Electric fc Oas Co of New Jersey Ip 
22615 I6i 24X Ficho 50-354,84/03/07.8403130009 


— BAOSia-OOiA Responds to NRC 840110 Itr re violations noted In IE Insp 
Rept 80-354/83-14 Corrective actions reinsp of all safety- 
related electrical wall mounted supports performed to 
determine ejtent of connections eaceedlng criteria 
MARTIN. T J Public Service Electric li Cas Co. of New Jersey 
84/02/10 MURLEY. TE Region 1, Office of Director 4gp 
22615 162 24X Ficha 50-394.84/03/07.8403130009 


8403130359 Adr receipt of 840228 Itr informing NRC of steps taken to 
correct violations noted in IE tnip Rept 90-384/03-18 
STAROSTECHl. R Division of Project tc Resident Programi 84/03/00 
MARTIN, r J Public Service Electric 1. Oat Co of New Jersey Ip 
22616 290 24X Fiche 50-354,84/03/08.8403130395 


— 0403130372 Responds to NRC 840130 Itr re violations noted In IE Insp 
Rept 90-394/83-18 Corrective actions seven nonconforming 
hangers will be reworked to obtain required depth of weld 
penetration at ikiwed T-joints 

MARTIN. T J Public Service Electric 6 Oas Co of New Jersey 
84/02/28 MURLEY, T E Region 1, Office of Director 3pp 
22616 291 24X Ficha 50-354. 84/03/03. 8403130359 


8402090031 IE Dulletln 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sy s " Sve list end 

DEVOUNO, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22823094 24X Fiche' 50-000. 84/03/ 12, B402090031 


8403300098 Forwards IE Insp Rept 90-394/84-03 on 840120 No 
violations observed 

MARTIN. T T Division of Engineering 6 Technical Programs 84/03/16 
MARTIN, T J Public Service Electric U Oas Co of New Jersey 2pp 
22822 004 24X Fiche 50-354.84/03/16.8403300098 


— 0403300103 IE Insp Rept 50-354/84-03 on 840120 No violation identified 
Major areas inspacted discrepancies identified in original 
seismic analysis of ausillary bldg 

MANOLY. K . DURR. JF Region 1, Office of Director 84/03/07 
4pp 22822 006 24X Flche 90-394.84/03/16,8403300090 


8402090043 IE Info Notice 84-19. "Two Events Involving Unaut horl i td 
Entries Into PWR Reactor Cavities " 8ve list end 
-JORDAN. E L Division of Emergency Preparedness l< Engineering 
Response (Post 030103) 84/03/21 Consol Idattd Edison Co of New 

York. Inc I23pp 22023,229 24X Flc he- 90-000, 84/03/21. 8402090043 


8402090044 IE Info Notice 84-20, "Sve Life of Relays in 6af e ty-Re la ted 
Sys '• Bve list end 

UOROANi E I Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 135pp 32933 001 24X Fiche 90-000.84/03/21.8402090044 


8403300121 Responds to IE Bulletin 83-07. "Apparently Fraudulent 
Products Sold by Ray Miller. Inc " Bechtel investigating 
suppliers net responding to request of whether fraudulent 
matls shipped. 

MARTIN. T T Public Servlet Electric 6 Oas Co of New Jersey 
04/03/21 MURLEY, T E Region t. Office of Director 2pp 
28020 349 24X Flche 30-354, 04/03/2!, 0403300121 


S Reportable occurrences. LERs I. related correspondence 


0403210118 Interim deficiency rept re failure of OE Type AKR-30 circuit 
breakers Initially reported on 831223 Breakers relnspected. 

Next rept will be submitted by 840914 

MARTIN, T J Public Service Electric It Oas Co of New Uersty 
04/02/24 MURLEY. T E Region 1. Office »f Director 2pp. 

22705079 24X Flche 50-394.84/02/24,8403210110 


8403260233 Forwards summary list of deficiencies Identified per 
10CFR90 93(e), Part 21 b potential generic Itr repts far 
comments 

STAROSTECKI. R Division of Project 6 Resident Programs 04/02/28 
Region 1, Office of Director 7pp 22796 065 24X 

Fiche 50-000.04/02/28,0403260233 


0403150108 Potentially significant const daftcisney rapt re defective 
capstan springs in ITT Orlnnal shock arresters Initially 
reported on 831024 Condition does not warrant coming offline 
to replace springs Nett rept by 840429 

MARTIN. T J Public Service Electric t> Oas Co of New Jersey, 
04/02/29 MURLEY. T E Region 1. Office of Director 2pp. 

22640 207 24X Ficha 90-354.84/02/29,0403190100. 


8403270219 Part 21 rept re broken contact carrier in control device of 
7.9 VV-19 kV, 900-790 MVA, 5 kV 390-3,000 b all HKV circuit 
breakers Initially reported on 030223 Addenda to 
Installation h malnt procedurat sent to affected units. 

DUVALL. 0 D. Broun Boverl Corp (tubs of Qrown Boveri It Co , Ltd ) 
84/03/19 Record Services Branch (Docuoient Control Desk) Spp 
22772 114 24X Fiche 90-000.84/03/19,0403270219. 


DOCKET 90-359 HOPE CREEK NUCLEAR STATION, UNIT 2 


A Appl Icatlon/eenstruction stage documents It correspondence 


0403140340 Summary of 831215 matting u/OE b Hark I Ownere Oroup i-n 
Bethesda.MD re Hark I containment uetwel l-dryuel 1 vacuum 
breaker design methodology 

SIEOEL. B L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 91pp 22639.190 24X Ficha 50-000.84/02/21. 

8403140340 


F Security, medical, emergency b fire protection plans 


6403190243 Notification of 840418 workshop In King of Prussla.PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown Insp b topics described In IE Info Notice 
84-09 Agenda for Workshop enel 

MURLEY, T E Region 1. Office of Director 04/03/09. O'TOOLE. J D 
Consolidated Edison Co of New York. Inc 39pp 226 7 2 062. a4X 
Fiche 50-000,04/03/09.0403190243 


H Oaneral correspondence 


0403280045 Responds to 840217 Inquiry re plants not coneidered for Insp 
of vent header cracks In torus Insp inapplicable because 
Fermi b Hope Creek still in const stage 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
04/03/12 WESTDVER.A T Monroe County. MI, ip 22812 358 24X 

Fiche 30-000,64/03/12,0403280045 


—8403280054 Requests explanation as to why facility not considered for 
insp for cracks in vent header similar to crack found at 
Hatch 

WESTOVER.A J Monroe County. Ml 84/02/17, Office of Nuclear 
Reactor Regulation. Director 2pp 22S12. 359 24X 

Flche 50-000,84/03/12,8403260049 


Q Inspection reports. IE Bulletins b correspondenca 


0403090080 Submits supplemantal response to IE Bulletin 83-06 re 
nonconforming metis supplltd by Tube-Line Carp Remaining 
four suppliers conflrmad that no subj matls supplied to Hope 
Creek Colt Industries info under review 

MARTIN. T J Public Sarvict Electric b Oee Co of New Jersey. 
84/02/20 HURLEY, T E Region 1. Office of Director 2pp 
22979 297 24X Fiche 50-000,84/02/28,8403090080. 


8403300121 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller. Inc " Bechtel investigating 
suppliers not responding to request of whether fraudulent 
metis shipped 

MARTIN. T T Public Service Electric b Oas Co of New Jersey 
84/03/21 HURLEY, T £ Region 1, Office of Director. 2pp 
22820 345 24X Flche 50-394.84/03/21,0403300121. 
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8 Rvportabl* accumncsif LERs !< ralatvd corre»pondenc9 


B403Z60233 roruardi sumniary llit of daflclonclei identified per 
lOCPRSO 99(e>jPart SI t< potential generic Itr repts for 
cammantt 

aTAROBTECKIi R Division of Project li Resident Programs 04/O2/2B 
Region li Office of Director 7pp 82756 069 24X 

Fiche 90-0001 ed/DS/SB. 8403260233 


8403190108 Potentially significant const deficiency rept re defective 
cepstan springs in ITT Orinnel shock arrestors Initially 
reported on 831024 Condition does not uarrant coming offline 
to replace springs Next rept by B4042? 

MARTIN/ T J Public Service Electric & Oas Co of Neoi Jersey 
B4/02/29 MURLEV. T E Region 1> Office of Director 2pp 
22640 207 24X Flche 90-394. 84/02/29. B403190108 


8403270219 Part 21 rept re broken contact carrier in control device of 
7 5 tv-19 kV. 900-790 MV A. 9 kV 390-3.000 (t a 1 1 HKV circuit 
breakers Initially reported on 830223 Addenda to 
Installation 6 maint procedures sent to affected units 
DUVALL. D 0. Broun Bovari Corp. (sobs of Broun floveri & Co.. Ltd } 
84/03/19 Record Services Branch (Document Control Desk) 9pp 
22772 114 24 X Ftehe 90-000.84/03/19.8403270219 


DOCKET 90-398 (JILLIAM H ZIMMER NUCLEAR STATION. UNIT 1 


A Appllcatlon/construction stage documents ti correspondence 


B4031302BB Forwards Natl Board of Boiler L Pressure Vessel Inspectors 
B4D229 Itr to State of OH re util abandonment of facility 
as nuclear unit tt board willingness to provide support 
should plant bs reinstated. 

HARRISON. S F. National Board of Boiler & Pressure Vessel Inspectors 
64/03/09 DIRCKSi N Office of the Ekacutlve Director for 
Operations 17pp 22608 017 24X Flche 90-398.84/03/09.6403130288 


8402070041 Board Notification 84-090 provides Commission policy 
statemant Si proposad rulemaking on environ qualifications 
E18ENHUT. D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Flche 90-000. 84/03/14. 8402090041 


8403260069 Responds to 831128 Itr clarifying rola in work performed 
for HJ Kaiser Co during Apr-Sept 1983 Reevaluatlon personnel 
verification program recommended 

KEPPLER.J 0. Region 3. Office of Director 84/03/20 ROBERTS. J 
Cygna Energy Services 7pp 22790 249. 24X Flche 90-398.84/03/20. 

B403260069 


F Bacurlty. medical, emergency S. fire protection plans 


8402090006 Board Notification 84-034 forwards R Vollmsr 840206 memo to 
0 Elsanhut re firs rssiarch rasul ts concerning fins In 
alactrical cabinets In control room 

EI8ENHUT. D 0. Division of Licensing. 84/02/23 FALLADIND 
Comnlseloners Ip 22976' 203 24X Flche 50-000. 84/02/23. 

8402090006 


— 84030B0316 Recommends that info ra fire reiaarch rasults concerning 
firae In slectrlcal cabinets in control room be submitted 
for board notification, per NRR (3fc Ltr 19. dtd 821001 Furthar 
avaluation of tait data required 

VOLLMERiR H, ‘ Division of Engineering 84/02/06 EISENHUT. D 0 
Olvlalon of Licensing lOpp 22976 204 24X 

Flcha. 90-000, B4/02/23, B402090006 


B40312DO93 Extends invitation to attand 840323 regional workshop in 
Rosamont. IL re 10CFR90>App R safa shutdown raquirements 
Uorkshop will cover subjs described in IE Info Notice B4-09 
ti provide addl guidance in safe shutdown analyses 
8PEBSARD. R L Division of Engineering 84/03/06 NAONER.E J 
Cincinnati Oas 8, Etactrlc Co 3pp 2298B 191. 24X 

Flchai 90-398. 84/03/06. 8403120093, 


O Adjudicatory corraspondence 


9403090066 Order extending time until further order for Commission to 
act to review Director's Decisions DD-B3-19 ti DD-84-3 
CHILKtS J. Office of the Secretary of the Commission 84/02/29 
Commit I loners Ip, 22490 182 24X Flche 90-398.64/02/29, 

8403090066. 


8403210178 Motion requostlng issuance of order authorizing withdrawal 
of application Plant will be used as part of new fossil 
fuel-fired electric generating plant Certificate of Svc 
oncl. 

CONNER. T.B. Cincinnati Oas 1, Electric Co CONNER, T B Conner t< 
Nottorhahn DS6 024 84/03/20 Atomic Safety and Licensing Board 

Panel app. 22710 09B 24X Flche. 90-398. 84/03/20. 8403210178 


0 Inspection reports. IE Bulletins (< correspondence 


8403230104 Requests addl 60 days to accomplish review of work performed 
by Reactor Con tro 1 u. Inc . In response to NRC 831017 draft Info 
notice Extension required due to physical ualkdown of 
selected sys 

WILLIAMS. J Cincinnati Oas t, Electric Co 03/11/22 KEPPLER.J 0 
Region 3. Office of Director 2pp 22730 226 24X 

Flche 90-358,83/11/22.8403230104 


8401190072 IE Info Notice 84-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits L Annunciation “ Svc list 
enc I 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc llDpp 22909 239 24X Flche 30-000.84/02/20.8401190072 


8403190319 Forwards IE Insp Rept S0-3SB/B4-01 on 040107-0213 No 
noncomp 1 iance identified 

WARNICK.R F Region 3, Office of Director 04/02/29 WAONER. E J 
Cincinnati Oas t. Electric Co 2pp 22673 219 24X 

Fiche 50-358,84/02/29,0403190319 


—8403190323 IE Insp Rept 90-338/04-01 on 840107-0213 No none empl iance 
identified Major areas Inspectad previous insp findings, 
quality confirmation program, nonconformance rept review & 
personnel indoctrination program 

GHYNN, T, P , NIOHTINOALE, E , HILL, W M Region 3. Office of 
Director 84/02/28 19pp 22673 217 24X Fiche 90-398,84/02/29. 

8403190315 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DDT t, NRC," Svc lilt end 

GRACE. J N Division of OA. Safeguards fc Inspection Programs (Post 
8301031 84/03/02 Consolidated Edison Co of New York. Inc 

130pp 22992 329 24X Flche 90-000, 84/03/02. 8402090007 


8402090000 IE Info Notice 04-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 ‘Consolidated Edison Co of New 

York. Inc 122pp 22593 098 24X Flche 50-000,84/03/02.8402090006 


B402090009 IE Info Notice 84-19, "Reporting of Radiological Releases ” 
Svc list end 

JORDAN. E L Division of Emergency Preparedness (, Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co. of New 

York. Inc 119pp 22953 217 24X Flche 90-000.84/03/02.8402090009 


8402090011 IE Info Notice 84-17, "Problems U/Hquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness (< Engineering 
Response (Post 630103) 84/0p/09 Consolidated Edison Co of New 

York. Inc I17pp 22953 336 24X Flche 50-000,84/03/09,8402090011 


8402090024 IE Info Notice 84-09. Rev 1. '‘Lessons Learned From Inspi of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN. E L Division of Emergency Preparedness (, Engineering 
Reeponse (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc ilSpp 22639 049 24X Fiche 50-000,84/03/07,8402090024 


0402090028 IE Info Notice 04-18. "Stress Corrosion Cracking in PWfi 
Bys " Svc list end 

JORDAN. E L Division of Emergency Preparedness t, Enginesri'ng 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22584 106 24X Flche 30-000,64/03/07.8402090028 


0402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYQUNO. R C Director's Off ice. Office of Inspection and 

Enforcament 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22823 094 34X Fiche 30-000,64/03/12,0402090031 


8402090043 IE Info Notice 84-19. "Two Events Involving Unautltorized 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Pizst 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Flche 50-000.84/03/21.0402090043 


8402090044 IE Info Notice 84-20. "Svc Life of Rtleys in Safety-Related 
8y s. " Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 135pp 22933 001 24X Flche 90-000, 84/03/21, 0402090044 
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9 Reportablff occ urrencG'S. LERs & related E arreipondenc e 


BdOSZTOSlR Part 21 ript tb broken contact earrlBT In controJ dBvicB of 
7 9 kV-IS kVi 300-730 MVA/ 3 kV 330-3.000 I. atl HKV circuit 
brsakarc Inktiallij raported on B30SZ3 Addanda to 
Initatlatlon ti naint procedures sent to afpected units 
DUVALk.. D 0 Broun Doverl Carp Isubs of Broun Dover 1 t. Co . Utd ) 

aA/OS/l*? Record Services Drancb (Document Control Desk) Spp 

22772 114 24X Flche 5D-OOOi 94/03/ 19. 64032702 19 


U Congresslanal/E^xecutive Correspondence 


B402130393 llaspondl to 640111 reiiuest for development of facility 
public safety oversight cotnrnlttee Merits of committee not 
judged due to util intention not to complete project as 
nuclear plant 

PALLADINO.NJ Commissioners B4/01/31 C0LLIN5.ML Kentucky. 
Cominonuealth of. Ip 22&A2 250 24X Flche 90-353. B4/D1 /31, 

6403130393 


— 640213039? Responds to B312I2 request for development of facility 
public safety oversight committee Merits of committee not 
judged due to util Intention not to complete project as 
nuclear plant 

PALLAOIMD.no Commissioners 64/01/31 BORTI. A Cincinnati. 
□H Ip 22Ab2 331 24X Flche 50-356,84/01/31.6402130393 


— 8402130390 Responds to B31221 request for development of facility 
public safety oversight cammittee Merits of committee not 
judged due to util Intention not ta complete project as 
nuclear plant 

PALUADINQ.N J Commissioners 84/01/31 HET2EW0AUM.H M aenate, 
Enargy t< Natural Resources Ip 22A'62 252 24X 

Flche 90-358, B4/0 1/31, B402 1 30393 


— 6402130333 Responds to 831215 request for development of facility 
public safety oversight committee Merits of committee not 
judged due to util Intention not to complete project as 
nuclear plant 

PALLADINO.NJ Comm! ss i ohors 84/01/31 CELESTE, R F Ohio. 

State of 4pp 22&A2 293 24X Flche 50-398, B4/01 / 3 1 • 8402130393 

— 6402130395 Requests development of proposed facility public oversight 
committee Committee establishment uou 1 d Inspire public 
confidence 

COLLINS. M L Kentucky. Comironuea i th of, 84/01/11 PALLADIND, M 
Commissioners Ip 22AA2 254 24X Flche 30-398,84/01/31, 

B402 130393 


— 8402130392 Requests development of public oversight committee to revleu 
facility oaf ety-r e I ated problems MRC & util credibility 
questioned as public ultness cost overruns &t safeby flaus. 

HET2EMBAUM. R M Senate. Energy U Natural Resources B3/ 12/21 
PALLADINO.N J C Omni ss > oners Ip 2264.2 257 24X 

Flche 50-39S, 64/01/31, B402130393 


— 0402130360 Requests changes in proposed facility oversight committee 
Changes needed to inspire public confidence In oversight 
process 

CELESTE, R F Ohio, State of 83/12/15 PALLADINO.N 
Commissioners Ip 22662 258 24X Fiche 50-359.84/01/31. 

B402130393 


DOCKET 50-361 SAN DNOFRE NUCLEAR STATION, UNIT 2 


E NRC Safety Evaluation Report (SER). supple tc correspondence 


8403020333 Foruardi “Evaluation of Natural Circulation Cooldoun Test 
Performed at San Onofre Nuclear Osneratlng Station '* Boron 
mlslng tests In lieu of natural circulation test accepted by 
updated 8ER i< 8SER 9 

COOK. K M Louisiana Power * Light Co 84/02/29. KNIOHTON.O U 
Licensing Branch 3 Ip 22439.039 24X Fiche 50—000.64/02/29. 

8403020333 


F Security, medical, emergency L fire protection plans 


6402030338 Forwards revised "Emergency Plan Implementing Procedurts, 
San Onofre Nuclear Osneratlng Sta t ion. Uni ts I, 2 & 3 " 

CRDY. P. A Bouthern California Edison Co B4/01/27 NRC - No 
Detailed Affiliation Given Ip 22064 013 24X 

Flche 90-206.84/01/27.0402030336 


--6402030344 Revised "Emergency Plan Implementing Procedures. Ban Onofre 
Nuclear (Seneratlng Station. Uni ts 1,2 li 3 " 

ANDERBQN. C H . PATRISSI.O A Southern California Edison Co 
84/01/27 52Spp 22064:019 24X FI che’ 50-206. 84/01 /27. 

8402030338 


8403090148 Forwards "Evaulation of Southern California Edison 
SI ts-8pec If ic Offsite Radiological Emergency Preparedness 
Prompt Alert b Notification Sys Evaluation " Sys adequate to 
alert 1. notify public in event of accident 

BPECK, S H Federal Emergency Management Agency 84/01/31. 
DIHCKB.H J Office of the Eiecotlve Director for Operations Ip 
22407 314 24X Flche 90-206.64/01/31,8403090148 


— 8403090172 "Evaluation of Southern California Edison Si te-8psc 1 f Ic 
Offsite Radiological Emergency Preparedness Prompt Alert fc 
Notification Bys " 

* Federal Emergency Management Agency, 84/01/09 61pp 
22487 315 24X Flche 50-206.84/01/31.8403090148 


840 3150031 Revs to emergsncy plan implementing procedures. Including 
EPIP S0123-VI1I-0 202, "Assignment of Emergency Response 
Popsonnel" & B023-VIII-1, “Recognition fc Claeslf leetlon of 
Emergencies " H/040227 Itr 

BENNETT. D D , PEACOR. D H . CRQV. P A Southern Celifornle Edison Co 
84/02/15 68pp 22643 207 24X Flchs 50-206,64/02/19.8403190031 


8402230176 Forwards revised Btate of CA nuclear power plant emergency 
response plan 

MEDFORD. M O Southern Callfornie Edison Co 84/02/16 
EIBENHUT, 0 0 Division of Llcsnslng. 2903pp. 22393 001 24X 

Fiche 90-000,84/02/16.8402230176 


— 8403020117 Revised State of CA nuclear power plant emergency response 
p Ian 

» California. State of 03/04/30 2901pp 22393.003 24X 

Flche 90-000,84/02/16,0402230176 


8403050127 Forwards exemption from 10CFR90iApp E. 0actlan IV. F. I re 
requirement for state fc local participation In annual 
emergency plan sxerelse scheduled for 840229 

EISENHUT, D O Division of Licensing 04/02/29 BASKIN, K P. 

Southern Callfornie Edison Co 3pp 22409 169 24X 

Flche 90-206.84/02/29,0403090127 


— 8403050132 Exemption from 10CFR50, App E, Section IV F 1 re requirement 
for state t, local participation in annual emergency plan 
exercise scheduled for 840229 

MIRAOLIA. F J Division of Licensing 84/02/29. Southern 
California Edison Co 3pp 22469 168 24X Flche. 90-206. 84/02/29. 

8403090127 


0403120104 Forwards IE Safeguards Insp Ripti 90-361/84-03 L 
90-362/84-03 on 640124-29 No none amp 1 lane a noted 
NDRDEHHAUO, L B Region 9, Office of Director 84/03/06 
MCCARTHY. C D Southern California Edison Co 2pp 22906.299. 24X 

Flche 90-361.84/03/06.8403120164 


— 8403120189 IE Safeguards Insp Repte 50-361/84-03 «< 90-362/84-03 on 
640124-25 No noncompUance or deviations notsd Major areas 
inspected orgeni la t Ion. operation, shipp ing li receiving t< 
records & repts Details withheld (ref 10CFR2 790) 

WIEDER.A V , NORDERHAUO, L Region 9, Office of Director 

64/03/05 Ip 22906 297 24X Flche 50-361,84/03/06.8403120184 


8403270256 Forwards Rev 12 to physical security plan Rev withheld 
(ref 10CFR73 21) 

HAYNES, J (}. Southern California Edison Co 84/03/07 MARTIN. J.B 
Region 9. Office of Director 2pp 22772 031 24X 

Flche 90-206,84/03/07.8403270296 


8403200097 Informs that emergency operations facility HVAC control 
logic mod ti procedurts necessary to Implement HVAC Isolation 
completed prior to 840229 commitment date 
MEDFORD, M O Southern Cellfornla Edison Co 84/03/14 
EIBENHUT, 0 0 Division of Licensing Ip 22699 099 24X 

Flche 90-206,64/03/14,8403200097 


8403220018 Forwards "Updated Fire Hazards Analysts. Vole 1-4. " 

BASKIN. K F Southern California Edison Co 64/03/19 DENTON.H R 
Office of Nuclear Raactor Rigulatlon. Director. tOpp 32739* 238 
24X Flche 90-206.04/03/19,6403220018 


— 6403220027 "Updated Firs Hazards Analysis. Vole 1-4 " 

» Southern California Edison Co 84/03/19 1178pp 22739*341, 

24X Fiche 90-206,84/03/19,8403220018 


0403270205 Discusses Southern California Edison submittal of 1983 
revised State of CA emergency response plan on behalf of all 
Stats of CA plants. Incorporat Ing plan into Diablo Canyon 
Addl planning info will not be devtloped for Humboldt Bay. 

SCHUYLER. 0 0 Pacific Oil 6 Electric Co. 64/03/22 DENTON.H, R. 

Office of Nuclear Reactor Regulation, Director. Ip 22772.137. 24X 

Fiche 90-000. &4/03/22i 8403270209. 
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H. OanaTal corratpondinct 


B4D31&0063 RaquattI that HB Btoahr b* famovad from distribution Hit 
l( that L Barnath bo addtd 

HULSEYiS A San 01 ago Oai & Eloctric Co 84/03/18. EISENHUT. 0 0 
Division of Licensing Ip 22699 0B3 24X Flchs 90-206, 84/03/ 12j 
8403160063 


J Insurance ti Indemnity Information 


B4030603Y9 Forwards Endorsements 100 t< BB to NELIA Policy NF-146 U 
HAELU Policy HF-ae, respectively 

ROCCaO Southern California Edison Co 84/02/29 OINITZ, I 
Office of Nuclear Reactor Regulation, Director 3pp 22318 192 
24X Flche. 90-206, 84/02/29, 8403060399 


F. Operating license stage documents (< correspondence 


8403010117 Partial response to FOIA request for documents by named 
Individuals ra rapts, analytes, studies, procedures tc syt for 
measurement of RC8 leakage App B documants placed In PDR 
App A documants already available In POR, Search continuing 
FELTOM, J H Division of Rules and Records 84/01/29 MADDEN. T J. 
Kaye, Scholar, Flerman, Hays t. Handler 7pp 22480 026 24X 

Flche: 90-000, 84/01/29, 0403010117 


— 8403010233 Discusses RC8 leak rata calculations, per 820904 telcon Hods 
to RC8LK7 computer program parmlt laak rate calculations for 
preesurae between 1,900 Ic 2,100 pslg u/temp between 260 F Ic 
270 F Plant data and 

MORRILL, P J. Region 9, Office of Director 82/09/03. 

WOODRUFF. R.W. Reactor Englnaerlng Branch 17pp 22481 362 24X 

FlehS’ 90-000, 84/01/29, 6403010117 


6403020092 Application for amend to Licenses NPF-10 ti NPF-13, changing 
Tech Spec Table 3 3-2, "Reactor Protective Instrumentation 
Response Times," to incorporate penalty factor 
HEDFORD.K 0 Southern California Edison Co 84/02/29 
KNIGHTON, e U. Llcsntlng Branch 3. 7pp. 22442 299. 24X 

Flche: 90-361, 84/02/29, 8403020092 


— 8403020098 Prop oaed Tech Specs, changing Table 3 3-2, "Reactor 
Protective Tnstrunentetion Response Times." 

« Southsrn California Edison Co 84/02/29. 19pf 22442 306 
24X Flche. 90-361, 84/02/29, 8403020092 


B403020333 "Evaluation of Natural Circulation Cooldown Test Ptrformed 
at San Onofre Nuclear Generating Station.” 
a Combustion Enginsering, Inc CEN-2S9 84/01/31. 136pp, 

22439: 036 24X Flche* 90-000, B4/02/29, 8403020333 


B403060424 Application for amand to Licenses NPF-10 h NPF-19, revising 
Tech apses rs radiation t< radioactivo affluent monitoring 
Instrumentation !< radiological environ monitoring program 
MEDFORD, M O. Southern California Edison Co 84/03/02 Office of 
Nuclear Reactor Regulation, Director. KNIGHTON, 0 W. Licensing 
Branch 3. 3pp. 22907 194. 24X Flche; 90-361, 84/03/02. 8403060424 


—8403060427 Proposed Tech Specs rsvlslng radiation << radioactive 
effluent monitoring instrumentation t< radiological environ 
monitoring program 

* Bouthorn California Edison Co. 84/03/02, 296pp. 22907*197 

a4X Flcht 90-361,84/03/02,8403060424 


3403090177 Forwards application for Amand 24 to Llcenea NPF**!© tc 
Amend 10 to License NPF-19. Amende revise Tech Spec 
4,0. 1. 1.2.C re level Of insolubles in diesel fuel oH It 
Section 6 re organisational changes 

BASKIN. K.P Southern California Edison Co. 84/03/07 DENTON, H R 
Office of Nuclear Raactor Regulation, Director. 3pp. 22971.247. 
24X Flche. 90-361, 84/03/07, 8403090177. 


—8403090327 Application for Amend 10 to License NPF-19. revl sing Tech 
Spec 4. 8, 1.1.2. C to determine operability of diesel 
generator should diasal fual oil fall to meat test for 
Insolubles I, rsvlslng Bsetion 6 rs organisation changas. 

DA8KIN, K P, Southarn California Edison Co, 84/03/07 tOpp 
83971:249. 24X Flc ha: 90-361,84/03/07, 8403090177 


—8403090230 Propoiad revs to Tech Spec 4.8 1 1.2 C to determine 
operability of diasal ganerator should diesel fuel oil fall 
to moat tast for Ineolubles l« proposed revs to Section 6 
ro oroxiliatlonal chongts. 

* Bouthorn California Edison Co. 84/03/07. 119pp 22971.299 

34X Flcho; 90-361, 84/03/07, 8403090177. 


— 8403090233 Application for Amend 24 to Licsnss NPF-10, rsvi sing Tech 
Spec 4 a 1 1 2 C tfl determine operability of diesel 
generator should diesel fual oil fall to meet test for 
insolubles << revising Section 6 re organl lational changes 
BASKIN, K P Southern Californie Edison Co 84/03/07 lOpp 
22972 014 24X Flche 90-361,84/03/07.8403090177 


— 8403090238 Proposed revs to Tech Spec 4 B 1 1 2 C to determine 
operability of diesel ganerator should diesel fuel oil fail 
to meet test for Insolubles 4, proposed revs to Bactlon 6 
re organl tatlonal changes 

BASKIN.K P Southern California Edison Co 84/03/07 il7pp 
22972 024 24X Flche 90-361,84/03/07,0403090177 


8403270370 Notification of 840306 meeting u/utH In Bethesda.MD to 
discuss turbine missile probabilities & turbine ovarspaed 
protection Tech Spec Agenda e»cl 

ROOD, H Licensing Branch 3 84/03/07 KNIGHTON. 0 H Licensing 

Branch 3 4pp 22787 331 24X Flche* 90-361. 84/03/07. 8403270370 


B403290331 Informs that NUREO-0737, Item II K 2 17, "Voiding In RCS 
During Transients" complete, baaed on util endorsement of 
CEN-199, "Effects of Vessel Head Voiding During 

KNIGHTON, 0 U Licensing Branch 3. 84/03/08 BASKIN.K P. Southern 

California Edison Co HOLCOMBE, J C Ban Olsgo Oas t. Electric Co 
9pp, 22822 220 24X Flche 90-361,84/03/08,8403290331 


8403130134 Informs that equipment requiring environ qualification 
reviewed for potential age-related degradation, per NRC 
020830 Itr It replacement schedules Incorporated Into malnt 
program 

MEDFORD, M 0 Southarn California Edison Co 84/03/09 
KNIGHTON, o U LI coming Branch 3 Ip 22601.023 24X 

Flche 90-361,64/03/09,8403130134 


B403160013 Forwards "Evaluation of Natural Circulation Cooldown Test 
Performed at Ban Onofre Nuclear Generating Station " Rapt 
provides evaluetlon of appl Icab 1 1 i ty of results to 8t Lucia 
Unit 2 

WILLIAMS, J U Florida Power t. Light Co 84/03/13 EISENHUT, D O 
Division of Licensing ip 22692-179 24X Flche 90-000,84/03/13, 

8403160013 


S403190349 Forwards clarification of previous responses to NRC 
Ouestlons 8,9,12 b 13 ra discharge piping syt b "EPRI PWR 
Sefety b Relief Valve Test Program Guide ” Info satisfies 
requirements of TMI Item II. 0 1. 

MEDFORD, M O Southern California Edison Co 84/03/14 
KNIGHTON, 0 U Licensing Branch 3 llpp 22679 079 24X 

Flche. 90-361 , 84/03/ 14, S403190349 


— 8403190391 Rev 1 to "EPRI PHR Safety b Relief Valve Test Program Oulde 
for Application of Valve Test Program Results to 
Plant-Specific Evaluations “ 

* MPR Associates, Inc 82/03/31 B6pp 22679 090 24X 

Flche 90-361,84/03/14,8403190349 


8403290217 Requests exemption from IOCFR70 24 requiring malnt of 
accldantal criticality radiation monitoring sys Evaluations 
determined potential for criticality for new b spent fual 
noneils tent, bated on geometric epacing 
KEOFORD.M 0. Southern California Edison Co 84/03/27 
KNIGHTON, O.W Licensing Branch 3. 4pp 22803 284 24X 

Flche* 90-361,84/03/27, 8403290217. 


0 Inspection reports, IE Bulletins b correspondence 


8403080408 FOIA request for repts of Intp carried out under Condition 2 
of Nuclear Energy Liability policies for facilities. 

CAL8QYA9,C D, AfflUetion Not Assigned 84/02/07 Region 9, 
Office of Director 4pp 22967.341 24X Flche. 90-000, 84/02/07, 

8403080408 


8403060029 Forwards IE Intp Repts 90-206/83-28,90-361/83-43 b 
90-362/83-42 on 831210-840121 No noncomp 1 lance noted 
BISHOP, T W. Division of Resident, Reactor Project b Engineering 
programs 84/02/09 BABKIN, K, P Southern Californie Edison Co 
2 pp 22316*289 24X Flche 90-206.84/02/09,8403060023 


—8403060029 IE Insp Repts 30-206/83-28,90-361/83-43 b 90-362/83-42 on 
831210-840121 No noncompliance or deviations noted Major 
aroas inspocted oporattonal aafety verification, power 
asceneton transiant testing b malnt activities. 

CHAFFEE, A E , STEWART, J. P , D'AMOELO, A Region 9, Office of 

Director 84/02/07 13pp. 23916*287 24X Fiche 90-206,84/02/09. 

8403060029 


8403060008 Forwards IE Insp Repts 90-206/84-02,90-361/84-02 b 
gO-362/84-03 on 840119-20. No noncomp 1 lance notad 
UEN8LAW5KI.F A. Region 9. Office of Director B4/02/16. 

BASKIN, K.D Southern California Edieon Co 2pp 22916 260 24X 

Flc ha: 90-206, 84/02/16, 8403060000 
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— 840306001'? IE Insp R*pt» SC-206/a4-02< 30-361 /B4-02 U 50-362/84-02 on 
840113-20 No noncojnp 1 iafic • or diviatlon* notsd Major «roa« 
inspcctid radiation protection progrartii hea 1 th phijiica h 
chemlatrg training 6 general Employee training 
BHERMAN. C 1 < MENELAMSKIiF A Region 5> Office of Director 
84/03/15 19pp 32316-270 24X Flche 30-206^84/02/16.8403060008 


8403080419 Reepond* to FQIA request for repts of insp carried out under 
Condition S to Nuclear Energy Liability policies for 
facilities NRC does not have repts 

FELTON. J M Oivliion of Rules and Records 84/02/32 CALS0YA5. C 0 

Affiliation Wot Assigned Ip 22567 343 24K 

Fiche- 50-000. B4/02/22. 84D30B0419 


8401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Contro.! Circuits fc Annunciation *' Bwc list 
end 

JORDAN, E L Division of Energancy Preparedness 6 Engineering 
Reeponse CPoit 8201031 84/02/28 Consolidated Edison Co of Wau> 

Vork. Inc llSpp 22909 239 24X Fiche 50-000.84/02/28.8401190072 


8403190367 Forwards IE Insp Repts 30-206/84-04,50-361/84-05 6 
50-362/84-05 on 840123-27 No none amp 1 1 anc e noted. 

HENSLAHSKl.F A Region 5, Office of Director 84/03/01 

BASKIN, K B Southern California Edison Co 2pp 22679 220 24X 

Fiche 50-206. 84/03/01, 8403190367 


— 8403190373 IE Inip Repts 90-206/84-04,50-361/84-05 Sc 50-362/84-03 on 
840123-27 Mo none nnipl ia nc e noted Major areas inspected 
radiological environ monitoring program b followup on 
licensee action re previous Inep findings 

YUHAS. 0 8 . NENSLAMBKI.F A Region S, Office of Director 
84/03/01 6pp 22675.222 24X Fiche 50-206.84/03/01,8403190367 


8402090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " 5vc list end 

GRACE, J N Division of OA, Safeguards b Inspection Programs (Post 
8301031 84/03/02 Consolidated Edison Co of HeuYork. Inc 

tSOpp 22392329 24X Fiche 50-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16. '“Failure of Automatic Sprinkler Bys 
Valves to Operate " Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response IPost 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc I22pp 22553 098 24X Fiche 50-000. 84 /03/02. 8402090008 


8402090009 IE Info Notice 84-15, “Reporting of Radiological Releases '' 
Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response IPost 830103) 84/03/02 Consolidated Edison Co of New 

Vork. Inc 119pp 22553 217 24X Fi c h e 30-000. 84/03/02. 0402090009 


8402090011 IE Info Notice 84-17, "Problems W/Llquid Nitrogen Cooling 
Components Belou Nil Ductility Temp " Bve list enc 1 
JORDAN, E L Division of Emergsney Preparedness b Engineering 
Response {Post 830103) 84/03/05 Consolidated Edison Co of New 

York. Inc 1 1 7pp 22533 336 24X Fiche 50-000.84/03/05,8402090011 


8403120184 Forwards IE Safeguards Insp Repts 50-361/84-03 b 
50-362/84-03 on 040124-23 No noncompllance noted, 

NCRDERHAUS.L R Region S, Office of Director 84/03/06 

MCCARTHY, C 8 Southern California Edison Co 2pp 22586 295 24X 

Fiche 50-361.84/03/06,8403120184 


—8403120185 IE Safeguards Insp Repts 50-361/84-03 b 50-362/84-03 on 
840124-25 No noncompliance or deviations noted Major areas 
Inspected organl l a tt on. operation, sh 1 pping b receiving b 
records b rep ts. De tal Is withheld (ref 10CFR2 790). 

UIEDER.A.V . NORDERHAUD.L Region 5. Office of Director 

84/03/05 ip, 22S86-257 24 X Fi c h a 50-361 . 84/03/06, 0403120184. 


8402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Sve list end 
JORDAN, E I- Divlslan of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Neif 

York, Inc tl8pp 22639 049 24X Fiche 50-000,84/03/07.8402090024 


8402090028 IE Info Notice 84-18. "Stress Corrasion Cracking In PRR 
Sys. " Sve 1 i St enc 1 

JORDAN. E L Division of Emsrgtncy Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc lIBpp. 22584 186 24X FUhe 50-000.84/03/07.8402090020 


B403D90127 Responds to IE Bullatln 83-08 re electrical circuit breakers 
w/und ervol tags trip faatura used in applications other than 
reactor trip sys No circuit breakers utlllted in 
saf ety-related applications Sulletln inapplicable. 

MEDFORD.H Q Southern California Edison Co 84/03/07 HARTIN.J 8 
Region 5, Office of Director Ip 22573 340 24X 

Fiche 50-361.84/03/07.8403090127 


8402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays In Us# In 
Class IE Safety Sys " Sve list end 

DEYOUNS.R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York, Inc 

I34pp 22a23’094. 24X Fiche 50-000.84/03/12.0402090031 


8402090043 IE Info Notice 84-19. "Two Events Involving Unauthorlicd 
Entries Into PHR Raacior Cavities " Sve list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/21 Consolldatid Edison Co of Niu 

York, Inc 123pp 22823 229 24X Fiche 50-000,84/03/21.8402090043 


8402090044 IE Info Notice 84-20. "Sve Life of Relays In Safety-Related 
Sys " 5vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 04/03/21 Consolidated Edison Co of Neu 

York. Inc 135pp 22933 001 24X Fiche 50-000,84/03/21.8402090044 


8403230118 Responds to Items t b 4 of IE Bulletin 83-07. "Apparently 
Fraudulent Products Bold by Ray Millar. Inc." No evidence 
found to indicate that any vendor matls provided to or ueed 
at fac 11 1 ties 

KRIEOEH.R N Southern Calif ornle Edison Co 84/03/21 MARTIN. J D 
Region 5. Office of Director 2pp 22730 159 24X 

Fiche 50-361.84/03/21.8403230118 


B Periodic operating reports b related correspondence 


8403060438 "Annual Personnel Monitoring Rept. 1983 “ H/840229 Itr 
HAYNES. J a Southern California Edison Co 83/12/31 4pp 
22511 189 24X Fiche 50-206.83/12/31,8403060438 


8403020010 Monthly operating repts for Jan 1984, U/640215 Itr 

MORRIS, C A , HAYNEB.J 0 Southern California Edison Cg 84/01/31 
12pp 22442223 24X Fiche 50-361,84/01/31,8403020010 


8403020040 Forwards aui Illary faidwater sys monthly outage rapt for 
331216-840119, per License Condition 2 C(26] 

MEDFORD, M 0 Southern California Edison Co 84/02/29. 

KNICHTDN.O U Licensing Branch 3 3pp 22442 269 24X 

Fiche 50-361,34/02/29.8403020040 


8403200093 Farwardi monthly operating repts for Feb 1984 b revised 
monthly operating repts for Aug 1963 - Jan 1964. Revs reflect 
values reieroed from beginning of commircial operation, per 
NUREO-0020. 

HAYNES. J 0 Southern CaliPornla Edison Co 84/03/19 Office of 
Resource Management, Director Ip 22689 001 24X 

Fiche 90-361,84/03/19,8403200093 


— B403200097 Monthly operating repts for Feb 1984 

MORRIS, C A Southsrn California Edlson_ Co 84/02/29 10pp. 

22685 002 24X FUhe 90-361 , SA/OSVlS. 8403200093 


— B4032ODD74 Revised monthly operating repts for Jan 1964. 

MORRIS. C A Southsrn California Edison Co. 84/01/31. 4pp 
22689 012 24X Fiche 90-361.84/03/19.8403200093 


— 8403200077 Revised monthly operating rept for Dec 1983 

MORRIS. C A Southern California Edison Co 83/12/31 3pp. 
22689 016 24X Fi che' 90-36 1 > 84/03/1 9. 8403200093 


— 8403200082 Revlsad monthly operating rept for Nov 1963 

MORRIS. C A Southern California Edison Co 83/11/30 3pp 
22609 019 24X Fiche 90-361,84/03/19.8403200093 


— 8403200086 Revised monthly operating rept for Oct 1983. 

MORRIS. C A Southern California Edison Co 83/10/31 3pp 
22609 022 24X FI che . 50-361, 84/03/1 9. 8403200093 


— 8403200086 Revised monthly operating rapt for Sept 1983 

MORRIS. C A Southern California Edison Co 83/09/30, 3pp 
226SS 029 24X FI che' 90-361 . 84/03/ 1 9, 8403200093 


--8403200091 Revised monthly operating rept for Aug 1983 

MORRIS. C A Southern California Edison Co 83/08/31. 3pp. 
22689 028 24X Fiche 90-361,84/03/19,8403200093. 


8403230074 Forwards auxiliary feedwatar sys monthly outage rept for 
840116-0219. including 840112.14 b 15 outages. omitted from 
last months rept. per License Condition 2, C(26) Next rept 
will cover period 840216-0315. 

MEDFORD, M 0 Southern California Edison Co. 84/03/20 
KNIOHTON.OU Licensing Branch 3 3pp 22726'330 24X 

Fiche 90-361,84/03/20.8403230074 
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S Raportabl* occurrtnccti LER« & rslated corraipondtnce 


S8120103D1 Dlscuiaas 820314 loti of shutdoun cooling when lou prtssure 
tnjttctlon (LP 6 I) pumps bacam* nitrogan bound IE info 
noblca ra gas binding of LPBI pumps uhlla backflushlng 
purification Piltar should bs Issusd 

CINTUILAiT C Raactor Oparatlons Analysis Branch 82/11/84 

BEVERITfK V Raactor Oparations Analysis Branch 9pp 22773 238 

84X Flcha 30-3A1, 82/11/84. 8212010301 


8403010431 Informs Commission of problams u/amargency dlasal ganerators 
mfg by Transamarlca Dalaval. Inc 

OIACK 61 H. J Offlca of the Exacutlva Director for Operations 
SECY-83-034 84/01/23 4pp 22438347 24X Flcha 30-000. 04/01/85. 

0403010431 


8403210032 Part 21 rapt ra failure of auxiliary feaduatar pump drive 
turb tnas. Oimpel NP8-4 Tt<T valve, to close End Itr dtd 840203 
sent to listed utils. OE notified of affected units In BHR 
plants 

THEROUX. R fi Terry Corp 84/02/28 WOODRUFF. R W Director's 
Office. Office of Inspection and Enforcement 6 pp 22708 327 24X 

Flcha 30-000.84/02/22.8403210032 


8403130074 Revised epeclal rapt, on 830712. Channels 1. 7 ti 12 discovered 
Inoperable during 31-day channel functional testing par 
Surveillance Procedure 8023-11 1 13 Caused by seneor probes 
becoming detached from reactor vassal bottom 

HAYKES.U 0 Southern California Edison Co 84/02/23 MARTIN. U B 
Region 3. Office of Director 2pp 22A41 049 24X 

Flcha. 30-361,84/02/23. 8403130074 


8403190376 PNS-V-a4-004 on 840314. 1 Icensee notified that results of 
chemical tests performed on contractor employees suspected 
of possession or use of controlled substances uhtlc onsite 
Indicated positive In tuio of four tests 

SCHUAN. C A . NORDERHAUO, L R Region 3, Office of Director 
B4/03/IS ip 22675 216 a4X Fiche 30-206.84/03/13.8403190376 


8403200194 LER 84-009-00 on 840214. analysis of startup test data 
established calculated thermal pouer calculated by core 
protection calculators may become decallbr relative to 
secondary calorimetric power Procedure changod M/B40313 Itr 
HAYNES. 3 0 Southern California Edison Co 84/03/13 3pp 
22686 336 24X Fiche 30-361.84/03/13.8403200194 


8403270219 Part 21 rept re broken contact carrier in control device of 
7 3 kV-13 kV, 300-730 MV A, 3 kV 350-3.000 6 aH HKV circuit 
breakors Initially reported on 830223 Addenda to 
installation & malnt procedures sent to affected units 
DUVALL. D 0 Brown Boveri Corp (subs, of Brown Boveri t. Co > Ltd ) 
84/03/19 Record Services Branch (Document Control Desk) Spp 
22772 114 24X Fiche 50-000.84/03/19,8403270219 


8403280002 LER 84-011-00 on 840225, containment purge Isolation sys 
actuated when containment airborne monitor 2AE-7804 gaseous 
Channel C failed Caused by water In gaseous detector call, 
short circuiting pre-amp Water removed W/B40322 Itr 
HAYNES, JO Southern California Edison Co 84/03/22 3pp 
22777 152 24X Fiche 50-361 . 84/03/22. 8403280002 


X Onsite Storage of Low Level Waste 


8403030003 LER 84-002-00 on 840130-0203. containment purge isolation sys 
spuriously actuated Caueed by electrical noise spike on 
train B containment airborne monitor 2RT7807 Use of addl 
euppresslon circuit being Invostlgatod M/B4022B Itr 
HAYNES, J 0 Eouthern Callfornle Edison Co 84/02/28 Spp 
22470 237 24X Fiche 50-361,84/02/28.8403050003 


8403060363 Forwards program description for waste classification It form 
to be used to implement iOCFn61 it 10CFR20 311 requirements 
re land disposal of raduaste ti stds for protection from 
radiation 

MEDFORD. M 0 Southern California Edison Co 84/03/02 
EISEMHUT. DO Division of Licensing Spp 22518207 24X 

Fiche 50-206.84/03/02,8403060363 


8403060378 LER 84-006-00 on 840103. spurious toxic gas Isolation sys 
actuations occurred Caused by toxic gas isolation sys 
setpoint sot at threshold level of detection Tech Specs 
revised to raise setpoint requirements. W/840228 Itr 
HAYNE 8 . J 0 Southern Callfornle Edison Co 84/02/28 3pp 
22311,327. 24X Fiche. S0-36i , 84/02/28, 8403060378 


8403060403 LER 84-001-00. on 8401 11 , preparation of updated fire baxards 
enalyels resulted In 91 nonconformance repti (NCR) re fire 
protection program daficienciei Compensatory measures 
established NCR dispositions planned W/840228 Itr 
MAYNSa.JO Southern California Edison Co 84/02/28 9pp 
22918.283 24X Flcha 30-361.84/02/28.8403060403 


8403190033 LER B3-143/03L-0 on 030316. snubber on B-lnch d amineral 1 led 
water niekaup (1 transfer line between condensate storage 
tanks discovered froien Caused by internal demege, Snubber 
replaced on 840328 W/840228 Itr. 

HAYNES. J 0 Southern California Edison Co 84/02/28 MARTIN, J B 
Raglon 9. Offlca of Director. 4pp 22641 006 24X 

Flcha* 90-361 , B4/02/2B, 8403190033. 


8403060219 PN0-V-B4-011 on 840221. r see tor trip breaker 8 undervoltaga 
device inoperable Caused by metal shavings In one control 
room manual reactor trip pushbutton. On 840228, four leads In 
plant protection eye cabinets found disconnected 

CANTER. H Region 9, Office of Director. 84/02/29 Ip. 22317 230 
24X Flcha. 90-361, 84/02/29, B403060219 


8403130037 LER 84-009-00 on 840127, while In Mode 9. w/purg e/vent stack 
wida-rangs monitor 3Rt-7B63 & flow rate monitor out of 
eve for instelletion of noise suppression circuit. flow rate 
estimates not performed as required W/B40301 Itr 
HAYNES. JO. Southern California Edison Co 84/03/01 3pp 
22641:339 34X Fiche. 90-361, 84/03/01. 8403190097 


6403120063 Updated PND-V-04-Ot lA discovered manual pushbutton not 
Inoperable as ratult of metal shavings in contacts Only 
operability of undervoltaga trip on RTB -8 affected Source of 
metal flakes undetermined 

DODDS, R T. Region 9. Offlca of Director 84/03/09 Ip. 22986 288 
24X Fiche. 90-361, 84/03/09, 8403120063. 


8403120064 LER 84-007-00 On 840203 t> 04, Train A (< B main steam 
isolation sys spuriously actuated on low pressure signal 
from C-08B Causad by voltage fluctuation resulting from 
electrical realignments, tasting l< malnt 14/840309 Itr 
HAYNES, J 0, Southern California Edison Co 84/03/09. Spp 
22986.289 24X Fiche 90-361,84/03/09,8403120064 


DOCKET 90-362 SAN ONOFRE NUCLEAR STATION. UNIT 3 


F. Security, mEdicel, emergency & fire protection plane 


8402030338 Forwards revised "Emergency Plan Implementing Procedures, 
San Onofre Nuclear Oenersting Station, Units 1,2 & 3 ” 

CROY. P A Southern Callfornle Edison Co 04/01/27 NRC - No 
Detailed Affiliation Olven Ip 22064 013 24X 

Fiche 90-206,84/01/27, 8402030338 


— 6402030344 Revised "Emergency Plan Implementing Procedures. San Onofre 
Nuclear Generating Stat ton. Uni ts 1.2 << 3 *' 

ANDERSON. C K > PATRI 8 SI.G A Southern California Edison Co 
84/01/27 929pp 22064 019 24X Fiche 90-206,84/01/27, 

8402030338 


8403090140 Forwards "Evautatlon of Southern California Edison 
Site-Specific Offsite Radiological Emergency Preparedness 
Prompt Alert & Notification sys Evaluation ” Sys adequate to 
alert Ik notify public in event of accident 
SPECK. S W Federal Emergency Management Agency. B4/0i/31 
DIRCKS. W J Office of the Executive Director for Operations ip 
22487:314 24X Fiche 50-206,84/01/31,8403090148 


— 8403090172 "Evaluation of Southern California Edison Sitc-Speclf f c 
Offsite Radiological Emergency Preparedness Prompt Alert i< 
Notification Sys " 

* Federal Emergency Management Agency 84/01/05 61pp 
22487 319 24X Fiche 90-206,84/01/31,8403090148 


8403190031 Revs to emergency plan Implementing procedures, includ Ing 
EPIP e0123-VIIl-0 202, "Assignment of Emergency Response 
Personnel" fc 8023-Vin-t, "Recognition ft Claeslfication of 
Emergencies " W/fi40227 Itr 

BENNETT, D 0 , PEACOR.D H > CROY. P A Southern California Edison Co 
84/02/19 6 Bpp. 22643 207 24X Fiche 90-206, 84/02/19. 8403190031 


8402230176 Forwards revised State of CA nuclear power plant emergency 
response plan 

MEDFORD, M 0. Southarn California Edison Co 84/02/16 
EISENHUT, D 0. Division of Licensing 2903pp. 22393 001 24X 

Fiche 90-000,84/02/16,8402230176 


— 8403020117 Revised State of CA nuclear power plant emergency response 
plan 

« California. State of 83/04/30 2901 pp 22393 003 24X 

Fiche 90-000. a 4 /02/ 1 6, 84022301 76 
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8403030127 PoruaMls •tamptlon from lOCFRSOiApp £■ Section tV F I r« 
r»qulT*inant fof itati t< local participation In annual 
■ morgancy plan eiicrcl»« scheduled for 840229 
ElSENHUT. D O Division of Licensing 04702729 BASKIM. K P 

Southern California Edison Co 3pp 224B9 t&S 24X 

Fleh* 50-206.04702/291 8403050127 


— 8403050132 Esenptlon from lOCFRSO.App E. Section IV F 1 re r e4,utrBinent 
for state 1. local participation In annual emergency plan 
eiercise scheduled for 840229 

niRAOLIA. F J Division of LUrniIng B4/03/29 Southern 
California Edison Co 3pp 22409 160 24X Fiche sO-206. 84/02/29> 

8403050127 


S403120184 Foruards IE Safeguards Insp Repts 50-361/84-03 >< 
50-362/84-03 on 840124-29 No noncomp 1 lance noted 
NORDERHAUO. L R Region 9. Office of Director 84/03/06 
HCCARTHV.C B Southern California Edison Co 2pp 32986 259 24X 

Fiche 90-361.84/03/06.8403120184 


— 9403120189 IE Safeguards Insp Repts 90-361/84-03 b 90-362/84-03 on 
840124-29 Mo nonconpllance or deviations noted Major araas 
Inspected organl lation. operation, shipping tt receiving & 
recorde l> repts Details ulthheld (rtf 10CFR2 7901 
UIEDER.A V Region 5. Office of Director 84/03/05 Ip 
22596 257 24X Fiche 50-361.84/03/06,8403120184 


B403270296 Foruards Rev 12 to physical security plan Rev ulthbeld 
(ref 10CFR73 21) 

HAVKEB. J 0 Southern California Edison Co 84/03/07 KARTIN.O B 
Region 5. Office of Director 2pp 22772 031. 24X 

Fiche 90-206.84/03/07.8403270256 


8403200097 Informs that emergency operations facility HVAC control 
logic mod 4. praceduras necessary to implement HVAC isolation 
complated prior to B40229 comnvltment date 
HEDFDRO.H 0 Southern California Edison Co 84/03/14 
EISEMHUT.D 8 Division of Licensing Ip 22679 099 24X 

Fiche 90-206.84/03/14.6403200097 


3403220010 Foruards "Updated Fire Heiards Anaiys is. Vole 1-4 " 

BASKIN. K P Southern California Edison Co 84/03/17 DENTON. H R 
Office of Nuclear Reactor Regulation. Director lOpp 22739 238 
24X Fiche 50-206.84/03/19,8403220018 


— 0403220027 "Updated Firs Haiards Analysis, Vols 1-4 " 

• Boothern California Edison Co B4/03/19 I17app 22739 341 
24X Fiche 50-206,84/03/19.8403220018 


8403270205 Discusses Southern California Edison submittal of 1983 
rovlsed State of CA emergency response plan on behalf of all 
State of CA plants. incorpora t 1 ng plan Into Diablo Canyon 
Addl planning Info uill not be developed for Humboldt Bay 
SCHUYLER. V 0 Pacific Das !. Electric Co 84/03/22 DENTON. M R 

Office of Nuclear Reactor Regulation. Dirtetor Ip 22772 137 24X 

Fiche. 90-000. B4/03/22. 6403270205 


H Oeneral correspondence 


8403160063 Requests that HD Steehr be removed from distribution list 
& that L Bernath be added 

HUL8EV.S A San Diego Gas 6 Electric Co 84/03/12 EISENHUT. D O 
Division of Licensing Ip 22659 003 24X Fiche 90-206,84/03/12. 
8403160063 


Insurance t> indsmnlty information 


1403060395 Foruards Endorsaments 100 b BB to NELIA Policy NF-146 b 
HAEUU Pel icy hF-39i rssptctively 

ROCCO.J Southern California Edison Co 34/02/29 DINITZ. I 
Office of Nuclear Reactor Regulation. Director 3pp 22518 152 
24X Fiche 50-206.84/02/29,8403060393 


8403020092 Application for amend to Licenses NPF-tO b NPF-19i changing 
Tech Spec Table 3 3-2, "Reactor Protective Instrumentation 
Response Tleiss, " to Incorporatn penalty factor 
KEDFQRDi M 0 Goutharn California Edison Co B4/02/29 
KNIGHTON. OU Licensing Branch 3 7pp 22442299 24X 

Fiche 50-361,84/02/274 8403020072 


— 6403020078 Proposed Tech Specs, chang ing Table 3 3-2, "Reector 
Protective Instrumentation Response Times “ 

a Southern California Edison Co S4/02/2? ISpp 22442 306 
24X Fiche 90-361.84/02/29.6403020073 


8403060424 Application for amend to Licenses NPF~10 b NPF-IS. revising 
Tech Specs re radiation & radioactive affluent monitoring 
Instrumentation b radiological environ monitoring program 
MEDFORD, M 0. Southern California Edisoti Co 84/03/02 Office of 
Nuclear Reactor Regulation. Director KNIGHTON, OU Licensing 
Branch 3 3pp 22907 194 24X Flchi 90-361.84/03/02.8403060424 


— 8403060427 Proposed Tech Specs revising radiation b radioactive 
effluent monitoring Instrumentation & radiological environ 
manltoring program 

* Southern California Edison Co 84/03/02 256pp 22907.197 

24X Fiche 90-361,84/03/02.3403060424 


8403090177 Foruards application for Amend 24 to License NPF-10 b 
Amend lO to Llonss NPF-19. Amends revise Tech Spec 
4.8 1 i 2 C re level of Insolubles In diesel fuel oil b 
Section 6 r» organl latlonal changes 

DA8K1N.K P Bouthern California Edison Co B4/03/07. DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22971' 247, 
24 X Ftclvo 90-361. 84/03/07, 8403090177 


-8403090227 Application for Amend 10 to License NPF-19, revl sing Tech 
Bpec 461 1 2 C to determine operability of diesel 
generator should diesel furl oil fall to meet test for 
Insolubles & revising Section 6 rr organisation changes 
BABKIN, K P BO'Uthern California Edison Co B4/03/07 iOpp 
22971 249 24X FI che: 90-361, 84/03/07, 8403090177. 


— 8403090230 Proposed revs to Tech Spec 4 6 1 1 2 C to determine 
operability of dlosal generator should diesel fuel oil fall 
to meet test for insolubles b proposed revs to Section 6 
re organizational changes 

• BoutAern California Edison Co 84/03/07 119pp 22371 299 

24X Fiche 90-361,84/03/07.8403090177 


8403270370 Notification of 840308 meeting u/util In Bathasda.HD to 
discuss turbine mlislle probabilities b turbine overspaed 
protection Tech Spec. Agenda end 

RQOD.H Licensing Drench 3 84/03/07 KHIOHTON, 0 H Licensing 

Branch 3 4pp 227Q7 331 24X Flch* 90-361,84/03/07.8403270370 


8403290331 Informs that NUREO-0737, Item IT K 2.17. "Voiding In RCB 
During Transients''* comp 1 ste. based on util endorssmint of 
CEN-199t ■"Effects of Vessel Head Voiding During " 

RNrOHTON. 0 M Licensing Branch 3 84/03/08 BABKIN. K P. Southern 

California Edison Co HOLCOMBE, J.C San Diego Gas b Electric Co. 
9pp 22B22 220 a4X Fi th e 90-361. B4/03/09, 8403290331 


8403130134 Informs that equipment requiring environ qualification 
revleusd for potential age-related degradation, per ARC 
B20830 Itr b replacement schedules incorporated tntomalnt 
program 

MEDFORD, M 0 Southern California Edisoin Co 84/03/09 
KNIOHTON.O M Licensing Brench 3 Ip 22601 023 24X 

Fiche 90-361,84/03/09.8403130134 


8403160013 Foruards "Evaluation of Natural Circulation Cooldown Test 
Performed at Ban Dnofre Nuclear Oenoratlng Station " Kept 
provides evaluation of appllcabll Itu of results to St Lucie 
Unit 2 

WILLIAMS. J M. Florida pDUer b. Light Co 84/03/13 EISENHUT. D 0 
Division of Licensing Ip 22692 179 24X Fiche 90-000.84/03/13. 

8403160013 


Operating license stage documents b correspondence 


403010117 Partial respense to FOIA request for documents ty named 
individuals re repts, analyse s. stud 1 es> proc adures b sys for 
measurement of rcb leabage App B documents placed In PDR 
App A documents already available in PDR Search continuing 
FELTON. J M Division of Rules and Records 84/01/25 MADDEN, T J 
Kaye. Scholar. Flerman, Hays b Handler 7pp 22480 026 84X 

Fiche- 50-000. 04/01/29, 0403010117 


-8403010333 Discusses RCS leak rate calc ulatlonsi par 820904 telcon Hods 
to RCSLH7 computer program permit leal rate calculations for 
pressures between 1,900 b 2.100 psig w/tamp between 260 F b 
270 F Plant data end 

MORRILL, P J Rcgien S» Office of Director 82/09/09 

WOODRUFF. R M Reactor Engineering Brench 17pp 22481 362 24X 

Fiche 50-000.84/01/25,8403010117 


8403190349 Foruards clarification of previous responias to NRC 
Oucstions 8,9.12 & 13 re discharge piping sys b "EPRI PHR 
Safety b Relief Valve Test Program Ouide " Info satisfies 
requirements of TMI Item II D 1 

MEDFORD, M □ Southern California Edison Co, 84/03/14 
KNIOHTON.O W Licensing Branch 3 tlpp. 22679' 079. 24X 

Fiche 90-36 1, 84/03/14, 8403190349. 


8403290217 Requests exemption from IOCFR70 24 requiring maint of 
accidental criticality radiation monitoring sys. Evaluations 
detarmined potential far criticality for new b spent fuel 
nonex letentf bated on geometric spacing. 

MEDFORD. M 0 Boutharn California Edison Co 84/03/27. 
KNIGHTON. 0. W. Licensing Pranch 3 4pp. 22803-284 24X 

Fiche 50-361.84/03/27,8403290217 
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0 Inspection reports. IE Bulletins b correspondence 


B4030B0408 FOIA reiiucst for repts of Insp carried out under Condition 2 
of Nuclear Energy Llabllltg policies for facilities 
CALSOVAB.C D Affiliation Not Assigned B^/OS/O? Region 3, 
Office of Director 4pp 22S67 341 24X Ficbe 30-000104/02/07. 

9403090408. 


8403060023 Foruards IE Insp Repts 50-206/83-28. SD-361/93-43 (. 
90-362/83-42 on 831210-840121 No none otnp 1 1 anc e noted 
BISHOP. T W Division of Res ident. Rear tor Project fc Engineering 
Programs 84/02/09 BABKIN. K P Southern California Edison Co 
2pp. 22916‘289 24X Fiche 90-206,84/02/09.8403060029 


— B40306D029 IE Insp Repts 90-206/83-28.50-361/83-43 «< 50-362/83-42 on 
831210-840121, No noncomp 1 iance or deviations noted Major 
areas inspected, operational safetg ver if teat 1 on. pomer 
aecaneion transient testing It malnt activities 
CHAFFEE, A E . STEWART, J P , D'ANOELO. A Region 9, Office of 

Diractor 84/02/07 ISpp 22916 287 24X Fiche 90-206,84/02/09, 

B40306D029 


8403060008 Forwards IE Insp Repts 90-206/84-02,50-361/84-02 t. 
90-362/84-02 on 840119-20 No noncomp 1 iance noted 
WENBLAWaKI.F A Region 9, Office of Director, 84/02/16 
BASKIN. K B. Southern California Edison Co 2pp 22916 268 24X 

Flcha: 90-206, S4/02/16, 84030600DB 


—8403060019 IE Insp Repts 90-206/84-02,30-361/84-02 «< 50-362/84-02 on 
640119-20 No noncompl iance or deviations noted Major areas 
Inapsctcd radiation protection program, heal th physics t 
chemistry training general employee training 
BHERMAN.C, I , WENSLAWBKI.F A Region 9. Office of Director 
B4/02/19. 19pp 22916.270 24X Fiche 30-206,84/02/16,8403060008 


B403080419 Responds to FOIA request for repts of insp carried out under 
Condition 2 to Nuclear Energy Liability policies for 
facllttles NRC doss not have repts 

FELTON, O.M Division of Rules and Records 84/02/22 CAL90YA8, C D 

Affiliation Not Assigned tp 22967 349 24X 

Fiche 90-000,84/02/22,8403080419 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits St Annunciation " 9vc list 
end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Raeponse iPost 830103). 84/02/28 Consolidated Edison Co of Neu 

York. Inc 119pp 22909239 24X Fi c he • 90-000, 84/02/28, 8401190072 


8403190367 Forwards IE Insp Repts 90-206/84-04, 90-361/84-05 St 
90-362/84-09 on 840123-27 No noncomp 1 lance noted 
UEN8LAWBKI.F A. Region 3, Office of Director 84/03/01 
BASKIN. K B Southern California Edison Co 2pp 22679 220 24X 

Flcba 90-206,84/03/01.8403190367 


—8403120 IBS IE Safeguards Insp Repts 30-361/84-03 St 90-362/84-03 on 
840124-29 No noncompliance or deviations noted Major areas 
inspected organ! i at ion, opera t ion, sht pping St receiving it 
records 9. repts Details withheld (ref 10CFR2 790) 

WIEDER.A V , NORDERHAUO.L Region 9, Office of Director 

84/03/09 Ip 229B6 297 24X Fiche 30-361.04/03/06.8403120184 


8402090024 IE Info Notice 84-09, Rev 1, “Lessons Learned From Insps af 
Fire Protection Safe Shutdown Sys " Sve list end 
JORDAN. E L Division of Emergency Preparedness Ei Engineering 
Respo-nse (Post 830103) 84/03/07 Consolidated Edison Co of Neu, 

York, Inc llBpp 22633 049 24X Fiche 30-000.84/03/07.8402090024 


8402090028 IE Info Notice 04-10, "Stress Corrosion Cracking In PHR 
0ys " Sve list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc llOpp 22584 186 24X Flcha 50-000.84/03/07.8402090020 


8403090127 Responds to IE Bulletin 03-08 re electrical circuit breakers 
w/und ervoltage trip feature used In applications ether than 
reactor trip sys No circuit breakers utlllied In 
safety— related applications Bulletin inapplicable 

MEDFORD. M □ Sou th ern Ca 1 1 f ornia Ed i son Co 84/03/07 MARTIN, J B 

Region 5, Office of Director tp 22973 340 24X 

Fiche 90-361,84/03/07,0403090127 


B40209DD31 IE Bulletin 84-02, "Failures of QE Type HFA Relays in Use in 
Class IE Safety Sys. " Sve list end 

DEYOUNQ.R C Director's Office, Office of Inspection and 

Enforcement 64/03/12 Consolidated Edison Co of New York, Inc 

134pp 22B23 094 24X Fiche 30-000.04/03/12,0402090031 


8402090043 IE Info Notice 84-i9, "Two Events Involving Unauthoriied 
Entrios into PWR Reactor Cavities " Sve list end 
JORDAN, E L Division Of Emergency Preparedness (i Engineering 
Response (Post 8301031 84/03/21 Consolidated Edison Co of Neu 

York- Inc 123pp 22823 229 24X Fiche 30-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Sve Life of Relays in Safety-Related 
Bys " Sve list end 

JORDAN, E L Division of Emergency Preparedness <i Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc I33pp 22933 001 24X Fiche 30-000.84/03/21,3402090044 


8403230118 Responds to Items 1 (. 4 of IE Bulletin 63-07, "Apparently 
Fraudulent Products Sold by Ray Hitler, Inc " No evidence 
found to indicate ttiat any vendor matls provided to or used 
at fac 1 1 1 1 1 es 

KRIEOER.R W Southern California Edison Co. 04/03/21 MARTIN, J B 
Region 9, Office of Director 2pp 22730 139 24X 

Fiche 90-361,84/03/21,8403230118 


R Periodic operating reports 6 related correspondence 


— 8403190373 IE Insp Repts 90-206/84-04,90-361/84-09 & 90-362/84-09 on 
840123-27 No noncompl iance noted Major areas inspected 
radiological environ monitoring program 8. followup on 
licensee action re previous insp findings 
YUHAS. 0 P . WENSLAMSKltF A Region 9, Office of Director 
84/03/01 6pp 22679-222 24X Fiche 90-206,84/03/01,8403190367 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Reve by DDT it NRC." Sve list end 

ORACEiJ N. Division of QA, Safeguerds it Inspection Programs (Pott 
830103) 84/03/02 Consolidatad Edison Co, of New York. Inc 

tSOpp. 22932 329 24X Fiche- 90-000, 84/03/02. 0402090007. 


8402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler 8ys 
Valvae to Operate.” Sve list end. 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Raeponee (Post 830103) ‘84/03/02 Consolidated Edison Co of New 

York. Inc I22pp 22993:090 24X Fiche: 90-000. 84/03/02, 0402090008 


8402090009 IE Info Notice 84-19, "Reporting of Radiological Raleases " 
8vc Hat ancl, 

JORDANtE, L Division of Emergsney Praparadnass it Englnaarlng 
Rasponae (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Ine tl9pp. 22993 217 24X Fiche. 90-000, 84/03/02, 8402090009 


8402090011 IE Info Notice 84-17, "Problems W/Llquid Nitrogen Cooling 
Componente Below Nil Ductility Temp " Sve Hit end 
JORDANaE L Dlvielon of Emergency Preperedness 6 Engineering 
Reaponae (Pott 830103). 84/03/09 Consolidated Edison Co of New 

York, Inc. U7pp 22993 336 24X Fiche: 90-000, 64/03/09, 840209001 1 


840306043Q "Annual Partonnel Monitoring Rspt, 1963 " W/a40229 Itr 
HAYNES, J 0 Southern California Edison Co 03/12/31 4pp 
22911 109 24X Fictie 90-206,83/12/31.0403060430 


8403020010 Monthly operating repts for Jan 1904 W/a40219 Itr 

MORRIS. C A . HAYNES. J 0 Southsrn California Edison Co 84/01/31 
i2pp, 22442 223 24X Fiche 90-361,84/01/31.0403020010 


0403020040 Forwards auklltary feedwater sys monthly outage rept for 
031216-0401 19, per License Condition 2 C(26) 

MEDFORD, H 0 Southern California Edison Co 84/02/29 
KNIOHTaNiO W Licensing Branch 3 3pp 22442 269 24X 

Fiche 90-361,84/02/29.0403020040 


8403200093 Forwards monthly operating repts for Feb 1984 It revised 
monthly operating rapts for Aug 1903 - Jan 1904 Revs reflect 
valuea rtieroed from beginning of commercial operation, par 
NUREO-0020 

HAYNES, J 0 Southern California Edison Co 04/03/13 Office of 
Resource Management, Director Ip 22603 001 24X 

Fiche; 90-361,84/03/19, 0403200033 


— 8403200 097 Monthly operating repts for Feb 1984, 

MORRIS. C A Southern California Edison Co 84/02/29 lOpp 
226BS 002 24X Fiche' 50-361, 84/03/19, 8403200093 


— 8403200074 Revised montltly operating repts for Jan 1904 

MORRlSiC A Southern California Edison Co 04/01/31 4pp 
22639 012 24X Fiche 90-361,84/03/19,8403200033 


8403120184 Forwards IE Safaguards Imp Repts 90-361/84-03 It 
90-362/04-03 on 840124-29 No noncomp 11 anc e noted 
NORDERHAUO, L. R. Rag ion 9, Offica of Director 84/03/06 
MCCARTHY, C. B. Southern Cal 1 f ornia Edl son Co 2pp 22986.299 24X 

Flefia- 90-361, 84/03/06, 8403120104. 
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S4033G0074 Foruards ^urllidrij f«<duat«r sys niontAlij outage rept Par 
8401 Id>-0S1S. includ Ing 84011Sil4 t< ou ta g e «• oml tted From 
last months reptapcr License Condition 3 C(36) Meet rept 
ulll cover period 840816-0315 

HEOFORD. h 0 Southern California Edison Co 84/03/80 
RNIOMTQN.O U Lltenslns Oranch 3 3pp 23736 330 34X 

Fiche 50-361.84/03/30. 8403830074 


S Reportable occurrences. LERs S> related correspondence 


8403010431 Informe Commission of problems le/energency diesel generators 
mfg hg Transamcrl ca Dolaval.Inc 

DIRCKS. t! J Office of the Executive Director for Operations 
SECY-a3-034 84/01/35 4pp 22438 347 24X Fiche 50-000.84/01/23. 

8403010451 


8403310032 Part 31 rept re failure of auilllary feeduater puisp drive 
tur b Inesi Olmpe 1 NPS-4 T1.T valve, to close Enel Itr dtd 840203 
sent to listed utils CE notified of affected units in DUR 
p lants 

THEROUX. n R Terry Corp 84/02/22 WOODRUFF. R bl Director's 
Office. Office of Inspection and Enforcement 6pp 33706 327 34X 

Fiche 30-000.84/03/32.8403310032 


8403060315 PhlO-V-B4-OS 1 on 840231. reactor trip breaker a underyoltage 
device inoperable Caused bg metal shavings in one control 
room manual reactor trip pushbutton On 840223. four leads In 
plant protection sys cabinets found disconnected 

CARTER. H Region 3. Office of Director 84/02/29 Ip 22517 330 
24X Fiche 50-361. 94/03/29. a4030602l3 


9403200175 Discusses B402I7 immediate notification that ESF actuated, 
per 10CFR5D 72<b>(2)<ll) Pouer supply failure did not result 
in emergency fceduiater actuation sys channel trips No LER 
Tspt uritten.per NUREC-10S3 

HAVNES. U G Southern California Edison Co 64/03/12 Record 

Services Branch (Document Cantrei Desk) 2pp 2269? 325 34X 

Fiche 50-363.04/03/13.8403200175 


6403190376 PNS-V-e4-004 on B40314. 1 icensee notified that results af 
chemical tests performed on contractor emplai|ecs suspected 
of possession or use of controlled substances uhlle onsite 
Indicated positive In tuo of four tests 

SCHMAN. C A Region 5. Office of Director 84/03/19 Ip 
22673 216 24K Fiche 30-206.84/03/15,8403190376 


B40327D319 Part 21 rapt re broken contact carrier in control devica of 
7 3 iV-lS IV, 500-730 HVA. 5 kV 330-3,000 I. all HRV circuit 
breakers Initially reported on B302S3 Addenda to 
Installation 6 malnt procedures sent to affected units 
DUVALL. D D Drown Qoveri Carp (subs of Brown Boverl & Co . Ltd ) 
B4/03/19 Record Services Branch (Document Control Desk! Spp 
22772 H4 24X Fiche 50-000.84/03/19,8403370219 


8403270164 LER 84-004-00 on B40222i three safety injection pumps started 
6 injected ISO gallons of uater into RCS Caused by dirty 
contacts on relay hold pushbutton Contacts cleaned 14/840322 
Itr. 

HAYWES. U 0 Southern Call Porn ia Edison Co 84/03/22 3pp 
22766 035 24X Fiche 50-362.84/03/32.8403370164 


X Onsite Storage of Loui Level Uaste 


3403060363 Forwards program description for waste classification ti form 
to be used to implement 10CFR61 fc tOCFRSO 311 regutrements 
re land disposal of raduastv 6 stds for protection from 
radiation 

HEDFORD.ti O Southern California Edison Co 84/03/03 
EISERHUT. D 0 Division of Licensing Bpp 23510 207 34X 

Fiche 30-206.84/03/03.8403060363 
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F Security, medical, emergency W fire protection plans 


8403140213 Pubtic Version of Rev SB to Emergency Plan Implementing 
Procedure FNP-O-EIP-OOB. "3vc Bldg Telephone Directory “ 

U/830706 Itr 6 JN Felton 840313 release memo 

HUDSPETH. J B Alabama Power Co B3/07/01 77pp 33638 197 24X 

Fiche 50-348.83/07/01.8403140212 


8403140210 Public version of Rev 4 to Emergency Plan Implementing 
Procedure flO-EIP-lil. ’'Corporate Activation Ic Notification 
Procedures " H/e3l023 Itr b JH Felton B40312 release memo 
CLAYTON. F,(- . MCGOWAN. J W Alabama Power Co 83/10/29. B2pp 
22638 337 24X Fiche 50-348.83/10/25.8403140210, 


8403090303 Public Version of duty roster for First Quarter 1904. 
reflecting nuclear generation dept on call emergency 
positions b public info site coordination position (4/ 

JM Felton release memo 

OIBGQN. M 0 Alabama Power Co 83/12/22 4pp 22904 343 24X 

Fiche 90-348.83/13/33,8403090303 


6403280198 Pub 1 Ic version of 1984 emergency on-call coverage schedules, 
as part of Emergency Plan Implementing Procedure 00-EIP-lll 
H/840106 Itr b Jh Felton release memo 

ROBERTS. RO Alabama Power Co 83/12/29 ISpp 22808228 a4X 
Fiche 90-348,83/13/29.8403280198 


8403280109 Public version of temporary change notices for emergency 
plan Implementing procedures, inc lud ing Procadurs CO-EIP-101 
re nuclear generation dept corporate emergency operation U/ 
S40126 Itr ti JM Felton 840322 release memo 
OIBSON. H 0 . MUDD. C H Alabama Power Co 84/01/36 20pp 
33812 001 24X Fiche 50-348.84/01/26,8403280109 


B40213040O Forwards IE Safeguards Insp Repts 50-348/84-02 6 
90-364/84-02 on 040116-30 No violations noted 

VERRELLI.D M Division of Project 6 Resident Programs 84/03/08 
MCDONALD, ft P Alabama Power Co 2pp 22S03 291 24X 

F 1 che 90-348. 84/02/08. 8403130400 


— B40S130404 IE Safeguards Imp Rept* 90-348/84-02 6 SO-364/84-03 on 
840116-30 No violations noted Major areas Inspected security 
organ! latlon. test ing 6 maint W physical harriers Details 
withheld (ref 10CFR3 790 I. 73 21 > 

MOORE. D.E Region 2. Office of Director 84/02/02 ip 
32203 393 34X Fiche 50-348.84/02/00.8402130400 


B403I60142 Forwards IE Insp Rspts 90-348/84-01 6 90-364/84-01 on 
84011B-19NO violations op deviations Identified 

VERRELLI.D H Division of Project 6 Resident Programs 84/02/19 

HCDDNALD.R P Alabama Power Co 2pp 23699 329 24X 

Fiche 90-348.84/02/15,8403160142 


—8403160146 IE Insp Repts 50-348/84-01 t. 50-364/84-01 on 840118-19 No 
violations or deviations noted Major areas Inspected 
emergency preparedness area of protective action 
decis ionmaking 

CLINE. U Region 2, Offlte of Director 84/02/15, 4pp 
32639 327 24X Fiche 90-348,84/03/19.8403160148 


8403390019 Forwards IE Insp Repts 90-348/84-04 ti 90-364/84-04 on 
840131-0203 No violations or deviations noted 

VERRELLI.D H Division of Project ti Resident Programs B4/03/S9 
MCDONALD. R P Alabama Power Co 2pp 32806 20? 24X 

Fiche 50-348,84/02/39,8403290019 


—8403290027 IE Insp Repts 50-348/84-04, 6, 9O-364/S4-04 on 840131-0202 No 
violations or deviations notsd Major areas inspected 
emergency eieiclse 

DECKER. T R Region 3. Office of Director 84/02/27 7pp 
S3B06 211 24X Fiche 30-348.84/02/39.8403390019 


8403030077 Foruiards addl fees for applications for firs protection 
reviews ti approvals 

CLAYTON. F L Alabama Pouer Co 84/03/01 MILLER. U 0 License Fee 
Management Branch Ip 32S99 297 24X Fiche 90-348.84/03/01. 

8403080077 


8403160354 Notifies of fire protection workshop on 840316 in Region II 
ofc to discuss questions re App R rayulrements 6 results of 
recent App R Insps 

LEUI8.R C Division of Project l< Resident Programs 84/03/02 
MCDONALD. R P Alabama Power Co Ip 23660 192 24X 

Fiche 90-348,84/03/02.8403160354 


8403380339 Forwards comments on detailed control room design review 
program plan. per 031031 submittal Plan does not comply 
fully w/Suppl 1 to NUREO-0737 rciiulrements. Recommends 
meeting in Msr or Apr 1984 

VAROA.a A Operating Reactors Branch 1 84/03/09. CLAYTON, F L. 

Alabama Power Co 17pp 22807 388 S4X Fiche 90-348,84/03/09. 
8403280329 


B403290078 Act receipt of 840308 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-348/84-03 li 
90-364/84-03 

VERRELLI.D M Division of Project 6 Resident Programs 84/03/14 

MCDONALD, R P Alabama Pouer Co tp 22Q06’311 24X 

Fiche - 50-348,84/03/14, 0403290078 


—8403290103 IE Insp Repts 90-340/04-03 I. 90-364/84-03 on 840111-0209 
Violation found failure to impltment procedures for control 
of malnt activities 

BRADFOftD.MH Regions. Office of Director. 84/02/19 Bpp. 
32806 317 a4X Fiche 90-340,04/03/14,8403290078 
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J Inttfrance ti Indeninitg Infornation 


B403D60448 Forwards Endorsement 98 to NELIA Polieg NF~23B 

DUCK. J R Marsh U McLennan. Inc 84/02/28 8ALTZMAN. J Assistant 
Director for State t< Licensee Relations 2pp S2318 220 24X 

Flclie 50-340,84/02/28,0403060448 


0403140044 Forwards Endorsement 4 to NELIA Certificate N~13 correcting 
name of Insured on Endorsements 2 (< 3 

DUCK. JR Marsh «, McLennan, Inc 84/03/09 SALT Z MAN. J Assistant 

Olrector for State i Licensee Relations 2pp 22634 162 24X 

Plche 50-348,84/03/05,0403140044 


8403200053 Forwards Endorsements 49 t, 90 to MAELO Policy MF-93 (< 

Endor eements 59 & 60 to NELIA Policy NF-23B 

DUCK, JR Marsh «. McLennan, Inc 84/03/20 SALTZMAN. J Assistant 
Director for state 4, Licensee Relations Spp 22777 001 24X 

Flche 50-348,84/03/20,0403280093 


P Operating license stage documents (c correspondence 


8401120394 Forwards Amends 37 & 27 to Licenses NPF-2 tt NPF-B, 
respectively & 8ER Amends allow operation u/slightly 
positive moderator temp coefficient at low power levels & 
Increased hot channel factor limit below full power. 

REEVES. E A Operating Reactors Branch 1 B3/12/30. C LAV TON, F L 

Alabama Power Co 2pp, 21796.274 24X Fiche 90-348,83/12/30, 

8401120594 


--B401 120597 Amends 37 fc 27 to Licenses NPF-2 t< NPF-S, respec 1 1 vely, 
allouilng operation w/slightly positive moderator temp 
coefficient at low power levels %t increased hot channel 
factor limit below full power 

VAROA, 8 A Operating Reactors Branch 1 83/12/30 IBpp 

2179* 276 anx Flche 50-348,83/12/30,8401120994 


— 8401120600 Safety evaluation supporting Amends 37 k 27 to Licenses 
NPF-2 k NPF-B, respectively 

a Office of Nuclear Reactor Regulation, Director. 83/12/30 4pp 
21796 294 24X Fiche 50-340,83/12/30,0401120594 


840301011? Partial response to FOIA req.uest for documents by named 
Individuals re repts, analyses, studies, procedures k sys for 
measurament of RCB leakage App B documents placed in PDR 
App A documents already available in PDR Search continuing 
FELTON, J M Division of Rules and Records 04/01/29 MADDEN, T J 
Kayaj Scholer, Fierman, Hays S< Handler 7pp 22400 026 24X 

Flcha 30-000.84/01/29,8403010117 


"81011070922 Summariies results of Independent evaluations of primary 
sys leak rate St some considered eitensions Extension of 
specific evaluations to all PHR facilities recommended 
Draft procedure re evaluations will be submitted by 800919 
JORDAN, E L Division of Reactor Operations Inspections 80/08/21 
MOSELEY, N C Division of Reactor Operations Inspections llpp 
22480 266 24X Fiche 90-000,84/01/29,8403010117 


— B403010129 Table of "Pressuriter Design Data '* Related Info end 
• Alabama power Co 84/01/29 46pp 22480 033 S4X 
Fieh* 50-000.04/01/29,8403010117 


B40302D196 Responds to util 830113 request for exemption from 10CFR20 
re protection factors for respirators Exemption would allow 
credit for radloiodlne protection factor while employing MSA 
466220 OMR-l canister Review continuing 

VAROA. BA Operetlng Reactors Branch 1 84/02/17 CLAYTON, FL 

Alabama Power Co Spp. 22491 190 24X Flche 90-348.84/02/17, 

0403020196 


B40301C210 Notification of 840220 meeting w/utlt in Bethesda.MD to 
raviau changes to licensing amend schedules for 1984 
REEVES, E Operating Reactors Branch 1 04/02/22 VAROA, 6 A 

Operating Reactors Branch t 2pp 22479 197 24X 

Flche* 50-340,84/02/22, 0403010210 


8403070359 Notification of cancellation of 040228 meeting w/util in 
Bethafda.MD to discuss proposed changes to licensing amend 
echadules for 1984. 

REEVES, E, Operating Reactors Branch 1 84/02/22 VAROA, 8 A 

Oparatlng Reactors Branch 1 2pp 22964 149 24X 

Flcha. 50-348, 84/02/22, 0403070399 


8403020440 Notification of 040300 meeting w/util in Bethesda.MD to 
discus* proposed changes to licensing amend schedules for 
1984 

REEVES, E Operating Reactors Branch 1 84/02/20 VAROA, 0 A 

Operating Reactors Branch 1 4pp 22491.200 24X 

Flche. 50-348, 84/02/28, 8403020440 


8403130031 Supplemental application for amend to Licences NPP-2 t> 
NPF-01 changing Tech Specs 3/4 77k 3/4 7 8 re control room 
emergency ventilation sys k penetration room filtration 
sysi respectively 1< deleting 3/4 9 14 re bypass piping 
CLAYTON, F L Alabama Power Co 84/03/01 VAROA, 8 A Office of 

Nuclear Reactor Regulation, Director Spp 22619 001 24X 

Fiche 50-340,04/03/01,0403130031 


— 8403130038 Proposed Tech Specs 3/4 7 7 t< 3/4 7 8 re control room 
emergency ventilation sys k penetration room filtration sys, 
respec tively 

* Alabama Power Co 04/03/01 14pp 22619 009 24X 

Fiche 90-340,84/03/01,04 0 3130031 


B403130455 Application for amend to Licenses NPF-2 t F4’F-8i ma k ing Tech 
Specs administrative changes NSHC determination requested 
CLAYTON, F L Alabama Power Co 04/03/01 VAROA, S A Office of 
Nuclear Reactor Regulation, Director 2pp 22613 336 24X 

Fiche 90-340,04/03/0110403130499 


— 0403130463 Proposed Tech Ep ecs, provid Ing administrative changes 
« Alabama Power Co 84/03/01 lOpp 22613 338 24X 

Flche 90-340,04/03/0118403130455 


8403080001 Forwards corrections to Tech Spec pages for moderator temp 
coefficient at tow power levels submitted 331013 which 
contatned typographical errors 

CLAYTON, F L Alabama Power Co 04/03/02 VAROA, 8 A Office of 

Nuclear Reactor Regulation, Director Ip 22999 250 24X 

Flche 50-348,04/03/02,8403080081 


— 8403080006 Corrected Tech Spec pages for moderator temp coefficient at 
low power levels 

• Alabama Power Co 84/03/02 4pp 22559 259 24X 

plche 50-348,04/03/02,8403000081 


8403000140 Forwards response to MIC 040104 request for addl Info re 
util 031230 application for change to diesel generator/river 
water Tech Specs 

CLAYTON, F L Alabama Power Co 84/03/02 VAROA, S A Operating 
Reactors Branch I Spp 22559 283 24X Fiche 50-348.84/03/02, 

8403000140 


0403000150 Application for amend to Licenses NPF-2 k NPF-0, re vising 
Tech Specs re meteorological monitoring instrumentation 
Change Includes air temp difference to conform w/STS 
CLAYTON, F L Alabama Power Co 04/03/02 VAROA, S A Office of 
Nuclear Reactor Regulation, Director 2pp 22399 149 24X 

Flche 50-348,04/03/02,0403080158 


— 8403000193 Proposed changes to Tech Specs re me taorolog ica I monitoring 
instrumentation Change includes air temp difference to 
conform W/8T8 

« Alabama Power Co 04/03/02 Spp 22599 147 24X 

Fiche 90-340,84/03/02,0403000190 


8403210199 Requests identification of any potential problems In 
completing NUREO-0737 Items by Bept 1904 Response requested 
within 30 days of Itr receipt 

VAROA, 8 A Operating Reactors Branch 1 04/03/02 CUAVTQNiF L 

Alabama Power Co 2pp 22709 176 24X Flche 50-340,04/03/02. 

8403210195 


8403080272 Informs of delay In responding to 840217 request for addl 
info re iodine filter respiratory protection exemption 
request Repr ior 1 ti latlon of request to 10CFR20,App A, 
footnote <c> to 6-month i nterval requested 

CLAYTON. F L Alabama Power Co 04/03/09 VAROA, 0 A Office of 

Nuclear Reactor Regulation, Director ip 22597 294 24X 

Flche 90-348,04/03/09,0403080272 


0403260326 Forwards corrected Tech Spec pages re reactor trip sys 
instrumentation setpoints contatned in Amends 37 & 37 to 
Licenses NPF-2 & NPF-B, respectivelyr issued on 031230 
REEVES, E A Operating Reactors Branch I 04/03/08 CLAYTON, F L 
Alabama Power Co 2pp 22779 296 24X Flche 90-340,84/03/00. 

8403360326 


--B403260329 Corrected Tech Spec pages to Amends 37 k 27 to Licenses 
NPF-2 ti NPF-01 respect Ive ly, re reactor trip sys 
instrumentation setpoints 

• NRC - No Detailed Affiliation Olven 04/03/08 4pp 
22779 298 24X Flche, 50-348, 84/03/00, 8403260326 


0403260227 Application to amend Licenses NPF-2 L NPF-8, const sting of 
corrected Tech Specs incorporating positive moderator temp 
coefficient at low power levels k increased enthalpy hot 
channel factor limit below full power, per 031013 submittal 
CLAYTON, F L Alabama Powar Co 84/03/22 VAROA, 8 A Office of 

Nuclear Reactor Regulation, Director Ip 22756 072 24X 

Fiche 90-340,84/03/22,8403260227 
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— 6403S£02a'4 Corrcctvit prop{>&ed Tech Speest incorporating moderator temp 
coePficlent at lou power ievelt & increased enthalpy hot 
cKaniiel Factor limit below Full power 

• Alabama Power Co 04/D3/Z? lOpp 2275F> 073 24X 

Fi Che 50-34B. B4/03/22. 0403260227 


8402090000 IE Info Notice a4-16i "Failure at Automat tc Sprinkler Sy» 
V/alvee to Operate " Sve llet encl 

JORDAN < E L Dlviaion of Entergencv Preparodnett t< Engineering 
Reeponte <Poit 830103) 04/03/02. Coniolldated Edison Co of New 

York. Inc- 122pp 22553 098 24X Flche 50-000.04/03/02.0402090000 


B4032B0037 Application for amend to Licenses NPF— 2 1. ppp— 8* c hang i ng 
Tech Specs 3617t<4A172re containment venting Yalves 
will be used for safety-related applications of containment 
pressure radiological control 

CLAYTON. F L Alabama Power Co 04/03/23 VAROA. B A NRC - No 
Detailed Aprillation Otven 2pp 22777 013 24X 

Flche 50-348.84/03/23.0403230037 


—0403200044 Proposed changes to Tech Specs 3617&46172 re 
containment venting 

a Alabama Power Co 04/03/23 4pp 22777 017 24X 

Flche 50-340 ,34/03/23. B4O32GC037 


3402090009 IE Info Notice 84-15. "Reporting of Radiological Releases " 
Bvc Hit encl 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Poet 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22SS3 217 24X Flche 50-000,84/03/02.8402090009 


8402090011 IE Info Notice 34-17. "Problems U/Llquld Nitrogen Cooling 
Components Oelou Nil Ductility Temp " Bvc list encl 
JORDAN. E L Division of Emergency Preparedness (■ Engineering 
Response IPost 830103) B4/03/O3 Consolidated Edison Co of New 

York. Inc 117pp 225S3 336 24X Flche 50-000,84/03/05,9402090011 


B403300077 Faruiards suppl to 840319 hydrostatic testing relief request 
re replacement O’f feedwater to steam generator noiilc 
reducers Amend includes welding necessary tO' complete 
realignment of feedwater Line C 

CLAYTON. F L Alabama Power Co 34/03/26 VAROA, 3 A Office of 
Nuclear Pvactor Regulation. Director 3pp 22622 084 24X 

Flche 30-343.04/03/26.8403300077 


Q Inspection reports. IE Bulletins t< correspondence 


Q40H130400 Forwards IE Safeguards Insp Repts 50-348/B4-02 i 
50-364/84-02 on 840116-20 No violations noted 

VERRELLl.D M Division of Project & Resident Programs 84/02/03 

NCDDNALD. R P Alabama Power Co 2pp 22203 251 24X 

Flche 30-348.04/02/00.0402130400 


— 0402130404 IE Bafaguards Insp Repts 50-348/04-02 tc 50-364/84-02 on 
040116-20 No violations noted liajor areas Inspected security 
organs lat Ion. test ing t> malnt 6 physical barriers Details 
withheld (ref 10CFR2 790 1. 73 21) 

NOORE.D E Region 2. Office of Director MCGUIRE. 0 A Division 
of Emergency Preparedness t> Materials Safety S4/03/'02 Ip 
22203 253 24X Flche 50-348.84/02/00.0402130400 


8403160257 Act receipt of 340228 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-340/83-33 A 
50-364/83-31 

LEUIS.R C Division of Project b Resident Programs 84/03/05. 
MCDONALD, R P Alabama Power Co Ip 22660 280 24X 

Ficha 50-348,84/03/05.8403160257 


--8403160265 Responds to NRC 040203 Itr re violations noted in IE Insp 
Repts 50-348/83-33 b 50-364/83-31 Corrective actions 
personnel counseled on importance of adhering to procedures 
CLAYTON.F L Alabama Power Co 04/02/28 LEUIS.R C Region 2. 
Office of Director 4pp 22660'281 24X Fichc 50-348,84/03/05. 

8403160257 


— 8403160272 Forwards IE Insp Repts 50-346/83-33 b 50-364/83-31 on 
031112-840110 b notice of violation 

LEUIS.R C Division of Project ft Resident Programs 84/02/03, 
MCDONALD. R P Alabama Power Co 2pp 22660 205 24X 

Flche 50-340,84/03/05.8403160257 


--0403160277 Notice of violet I on from insp on 831211-840110. 

* Region 2, Office of Director 84/03/05 2pp 22660 287 24X 

Flche 30-348. 84 /03/03. 8403 160257. 


6403160142 Forwards IE Insp Repts 50-348/84-01 b 50-364/04-01 an 
S4011B-I9 ATo vldletlons nr deviations identified 

VEHRELLI.D N Division of Project b Resident Programs 04/02/13 

MCDONALD. R P Alabama Power Co 2pp 22653 325 24X 

Flche 50-349,04/02/15.0403160142 


—8403160284 IE Insp Repts 30-348/83-33 b S0-364/B3-31 on 831211-640110 
Noncompllance noted failure to follow procedures b 
failure to establish corrective measures to Insure svc 
water valve MOV 536 remained open to supply Train B 
BRADFORD. U H . RULAMD. M H Region S. Office of Director 
CANTRELL. F S Division of Project b Resident Programs 84/01/30 

lOpp 22660.289 24X FlC ho, 50-348, 04/03/05, 0403160257. 


8403160146 IE Imp Repts 50-348/04-01 & 50-364/84-01 on 840110-19 No 

violations or deviations noted Major areas inspected 
emergency preparedness area of protective action 
dec islonmaking 

CLINE. H Region 2. Office of Director JENKINS. 9 R Division of 
Emergency Preparedness b Materials Safety 84/02/13 4pp 
22653 327 24X Fiche 50-348,84/02/15,8403160142 


S4O2O90O24 IE Info Notice 84-09. Rev i. ''Lessons Learned From Inspi of 
Fire Protection Safe Shutdown Bys •' Svc list encl 
JORDAN. E L Division of Emergency Preparedness h Engineering 
Response CPost 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc Uepp 22633 049 a4X Fiche 30-000,84/03/07,8402090024 


8401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation " Bvc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response IPost 030103) 04/02/28 Consolidated Edison Co. of New 

York. Inc IlSpp 22909 239 24X Fiche 30-000.04/02/28.0401190072 


B40306012S Forwards summary of identified technical evaluation rept 
deficiencies re environ qualification of safety-related 
electrical equipment, defined by IE Bulletin 79-OIB fc 
MUREO-OSBB. respectively Encl withheld iref 10CFR2 790> 

CLAYTON. F L Alabama Power Co 04/02/29 VARCA.S A Office of 
Nuclear Reactor Regulation, Director 4pp 22519 036 24X 

Flche 50-348, 84/02 / 29. 8403060 1 25 


B403290019 Forurards IE Insp Repts 50-343/04-04 b S0-364/B4-04 on 
840131-0202 No violations or deviation* noted 

VERRELLI.D M Division of Project b Resident Programs 84/02/29 

MCDONALD. R P Alabama Power Co 2pp 22806 209 24X 

Flche 30-348.84/02/29,8403270019 


-8403290027 IE Insp Repts 50-348/84-04 b 50-364/84-04 on 840131-0202 No 
violations or deviations noted Major areas Inspected 
emergency cierclse 

DECKER. Tfi Region 2. Office of Director JENKINS. 0 R. Dlvtilon 
of Emergency Preparedness b Materials Safety 84/02/27 7pp 
92S06 211 24X Flche SO - 348. B4/09/29, 0403290019 


0402090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

GRACE. J N Divlilon of QA, Safeguards b Inspection Programs IPost 
030103) 84/03/02 Consolidated Edison Co of New York. Inc 

130pp 22552 329 24X Flche 30-000.84/03/02,8402090007 


8402090028 IE Info Notice 84-18, “Stress Corrosion Cracking In PUR 
8ys '' Svc list end 

JORDAN.E L Division, of Emergency Preparedness b Engineering 
Response iPost 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc U8pp 22584 1 06 24X Fiche 50-000,04/03/07.8402090028 


8403270319 Responds to IE Bulletin 03-07. “Apparently Fraudulent 
Products Sold by Ray Miller. Inc. “ Results of review showed 
only Mestlnghoust supplied equipment utlltilng Ray Miller 
components List of 30 vendors contacted encl. 

CLAYTON, F L Alabente Power Co 84/03/09 O'REILLY, J. P Region 2> 
Office of Director 3pp 22802 067 24X Flche 30-340,84/03/09. 

840329031 9 


0402090031 IE Bulletin 84-02, "Failures of QE Type HFA Relays in Use In 
Class IE Safety 8ys. " Svc list end. 

OEYOUNO.R C DlrectO’r's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22823 094 S4X Flche- 50-000, 84/03/12, 6402090031 


840329007B Act receipt of 840308 Itr Informing NRC of steps taken td 
correct violations noted In IE Insp Repts 50-340/04-03 b 
50-364/84-03 

VERRELLI.D M 01 vision of Project b Resident Programs. 64/03/14 

MCDONALD. R P Alabama Power Co Ip 22806 311 24X 

Flche 50-348.84/03/14, 0403290070. 


— 0403290084 Responds to. NRC B40215 Itr re violations noted In IE insp 
Repts 50-340/84-03 b 50-364/64-OP Corrective actions 
responsible personnel instructed to Implement procedures for 
control of maint activities 

CLAYTON, F.L Alabama Power Co 84/03/06 VERRELLI.D H Region 
2, Office of Director 2pp 22606:312 24X Fichc 50-348, 

84/03/14, 8403290076 
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— B4O3a‘7OO0? Foruariis IE In»p Repts 5O-340/0<»-O3 tt 5O-36<»/04-O3 on 
B40111~OS09 li notlco of violation 

VERRELLIiD M Divtilon of Project it Resident Programs 04/02/19 

KCDONALDiR P Alabama Poiuer Co Zpp SSBOh 314 S4X 

Flcho 90-340,04/03/14.8403290078 


— 0403290076 Notice of violation from Insp on 840111-0209 

a Region 2, Office of Director 84/02/19 Ip 22806 316 24X 

Flche 90-340,04/03/14,8403290078 


— 0403290103 IE Insp Repts 90-340/84-03 it 30-364/04-03 on 840111-0209 
Violation found failure to Implement procedures for control 
of malnt activities 

BRADFORD, W H , RULAND, W H Region 2, Office of Director 
CANTRELL, F 0 Olvlilon of Project ti Resident Programs 84/02/19 
epp 22806 317 24X Flche 90-340,84/03/14,8403290078 


8402090043 IE Info Notice 84-19, "Tuio Events Involving Unauthorlied 
Entries into PMR Reactor Cavities " 8vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Reeponse (Post 830103) 84/03/21 Consolidated Edison Co of Ntu 

York* Inc t23pp 22023 229 24X Fiche 90-000,84/03/21,0402090043 


B402090044 IE Info Notice 84-20, ''8vc Life of Relags in Safety-Related 
Bys ” Bve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of Neu 

Yorkr Inc 139pp. 22933 OOt 24X Flche 90-000,84/03/21,0402090044 


R. Periodic operating reports l< related correspondence 


0403300134 Monthly operating rept for Feb 1984 M/e40314 Itr 

HAIRBTDN. W 0 , CLAYTON, F L Alabama Power Co 84/02/29, 7pp 
22020.001 24X Flche 90-364,04/02/29,8403300134 


8 Raportable occurrences, LERs & related correspondence 


0403010417 Forwards revised LER 04-002-01 & LER 04-003-00 

CLAYTON, F L Alabama Power Co 04/02/27 Record Services Drench 
(Document Control Desk) Ip 22434 019 24X Flche 90-364,04/02/27, 
0403010417 


— 8403010422 LER 84-003-00 on 840130, reactor tripped due to low- low level 
In atcain ganarator 2C Caused by closure of main feedwater 
ragulating valve 2C due to Instrumentation channel spiking 
low NLP card replaced 

HAIRBTDN, N S. Alabama Power Co 84/02/27 2pp 22434 020 24X 

Flche 90-364,04/02/27,8403010417 


— 0403010420 Revised LER a4-002-01'on 040124, hour 1 y flrewateh patrol In 
train S auiillary bldg battery charger room not performed at 
specified times Caused by personnel error Personnel 
counseled & flrewateh patrol immediately performed 
HAIRBTON, M. 0 Alabama Power Co 84/02/27 2pp 22434 022 24X 

Flche 90-364,04/02/27,0403010417 


8403260233 Forwards summary list of deficiencies identified per 
10CFR90 99(s>iPart 21 t< potential generic Itr repts for 
commonts 

BTAROaTECKli R Division of Project t, Resident Programs. 04/02/28 
Region 1. Office of Director. 7pp 22796 069 24X 

Fiche- 90-000, 84/02/28, 0403260233 


DDCAET 90-366 EDUIN I HATCH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency h fire protection plans 


8403090282 Public version of Rev 0 to Emergency Plan Implementing 
Procedure HNP-ai61i "Eberllne Model PCM-1 Portal Monitor" 6 
Rev 17 to HNP-a008> "Radiation Work Permit " W/a40ll8 Itr li 
JIf Felton 830307 release memo 

SORRELL, E C. , NIX, H C Georgia Power Co 84/01/18 46pp 
22993:321 24X Flche. 90-321, 84/01 /IQ, 0403090282 


0403300339 Public version of transmittal it title pages of deleted 
Emergency Plan Implementing Procedures HNP-B019, "Insp of 
Steel Radwatte Shipping Drums" l< HNP-B422, “Handling i< 

Loading of Chem-Nuclear Cask " N/840119 Itr (< 840322 memo 
BORRELL, E C. . N1X>H C. Georgia Power Co 84/01/29 6pp 
22042:306 24X Flche. 90-321, 84/01/29, 0403300339 


8403260261 Foruardi order confirming licensee commitment to implement 
post-TMI-rtlated itmei In NtlREO-0737, Supp 1 1 (Generic Ltr 
82-331^ "Reciutrefflents for Emergency Response Capability " 

STOLZ, J, F. Oparatlng Reactors Branch 4 84/02/21 BECKHAM, J.T 

Georgia Power Co 3pp. 22763 179, 24X Flche 90-321,84/02/21, 

8403260261 


— 0403260269 Order confirming licensee commitments on emergency response 
capability requirements set forth in NUREG-0737, Suppl 1 
(Generic Ltr 02-33) 

E15ENHUT, D 0 Division of Licensing 04/02/21 Georgia Power 
Co 6pp 22763- 182 24X Flche 90-321,84/02 /21.8403260261 ^ 


8403090067 Forwards rev to physical security plan Rev withheld 
(ref 10CFR2 790 it 73 21 ) Transmittal ack end 

BECKHAM, J T Georgia Power Co 84/02/27 □ 'REILLY. J P Region 2. 

Office of Director 2pp 22979 391 24X Flche 90-321,84/02/27. 

0403090067 


0403130169 Revs 6 6 7 to Emergency Plan Implementing Procedures 
HNP-8006, Rev 9 to HNP-0007 it Rev 0 to HNP-a043 re 
decontamination 6 Rev 0 to HNP-4e60, HP-4a91 , HP-4867. 4060 t, 

4069 re revelw 6 rev to emergency plan M/G40306 Itr 

SORRELL, E C Oeorgla Power Co 04/03/02 124pp 22600 132 24X 

Flche 90-321,84/03/02,0403130169 


0403130346 Advises that nest annuel emergency exercise scheduled for 
840002 State of OA It local govts do not plan to fully 
participate Exemption to 10CFR90,App E necessary to proceed 
w/exercise Reply requested if date 6 exercise acceptable 
BECKHAM, J T Oeorgla Power Co 04/03/02 DENTON.H R Office of 

Nuclear Reactor Regulation. Director Ip 22607 149 24X 

Fiche SO-321, 04/03/02,8403130346 


8403160190 Notifies of 040316 workshop meeting to discuss lOCFRSO.App R 
requirements it associated insp results to resolve fire 
protection ml sunders tendings. Number of attendees should be 
limited to six due to conference room size 

LEWIS, R C Region 2, Office Of Director 04/03/02 KELLY, R J 
Oeorgla Power Co Ip 22639 317 24X Flche 90-321.84/03/02, 

B403160190 


8403130004 Transmittal t, title pages of deleted emergency plan 
Implemanting proc edures, inc 1 ud Ing HNP-1-4209 re turbine lube 
oil reservoir oil fire it HNP-l-4206 re turbine lube oil 
conditioner 6 storage fire W/840306 ltr 

SORRELL, E C Oeorgla Power Co 84/03/06 12pp 22619 183 24X 

Flche 50-321,84/03/06,8403130004 


8403260190 Revised emergency plan implementing procedures, includ Ing 
Procedure MNP-8D33 re quantitative fit testing. Procedure 
HNP-4S26 re alert emergency rally point leader & Procedure 
HNP-8010 re use 6 care of respirators U/B40320 ltr 
SORRELL. E C Oeorgla Power Co 84/03/20 114pp 22798:290 24X 

Flche 50-321,84/03/20,8403260190 


8403300143 Rev 6 to Emergency Plan Implementing Procedures HNP 4726 6 
4626 Ic Rev 8 to Procedore HNP-0012 re general & site area 
amergency rally point leaders 6 radiation & contamination 
surveys W/640326 ltr 

SORRELL, E C Georgia Power Co 84/03/26 119pp 22020 033 24X 

Flche 90-321,84/03/26,8403300143 


J Insurance 6 Indemnity Information 


8403060281 Forwards Endorsement 89 to NELIA Policy NF-219 

DUCK.J R Marsh t< McLennan, Inc 84/02/28 SALTZMAN, J Assistant 
Director for State t, Licensee Relations 2pp 22918 187 24X 

Flche 90-321,84/02/28,0403060201 


8403280038 Forwards Endorsements 86 U 87 to NELIA Policy NF-219 it 
Endorsements 70 it 71 to MAELU Policy MF-78 

DUCK, J R Marsh t, McLennan, Inc 84/03/21 SALTZMAN, J Assistant 
Dlractor for State 6 Licensee Relations 9pp 22777 010 24X 

Fiche 50-321,04/03/21,0403280030 


0 Advisory Committee on Reactor Safeguards reports it correspondence 


8402270263 Responds to FOIA request for JC Mark 801204 memo to ACRS re 
hydrogen burn u/ignlters t, documents concerning generation, 
combuitlon or control of hydrogen in reactor accidents 
Forwards App A documsnts App B documents in FOR 

FELTON, J M Division of Rules and Records 84/01/30 HIATT, S L 

Ohio Citizens for Responsibla Energy 7pp 22412 091 24X 

Flche 90-000,84/01/30,6402270263 


— 8402270314 Forwards summary of investigations re hydrogen recomblners i 
ti relay failures in HPCt sys i 

ZUKOR.D J ACRS - Advisory Committee on Reactor Safeguards, 

80/10/30 MOELLER, 0 M ACRS - Advisory Committee on Reactor 
Safeguards 4pp, 22412<086 24X Fiche 90-000,84/01/30, 

8402270263 
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p Dparating license stage ilDCumeTits & correspondence 


B40I 120496 Notification of B40314 meeting w/OPUi Gechtel & Southern Svc» 
Co In DethesdarKD to discuss equipment qualification 
RIVENSARK.O U aperatlng Reactors Branch 4 84/01/07 9TQLZ, J F 

Operating Reactors Drench 4 Zpp 21004 lOl 24X 
Flche 30-321.84/01/07.0401120496 


8403090187 Application for amend to Licenses DPH-B7 Sr NPF-S. revi s ing 
Tech Specs re listed TMI Action Plan Items. per Generic Ltr 
B3-36 

BECKHAM. J r Georgia Power Co 84/02/06 8T0LZ. J F Operating 
Reactors Branch 4 Gpp 22373 276 24X Fiche 50-321 . B4/02/06i 

8403090187 


— 8403090196 Proposed Tech Specs re instrumentation providing 
surveillance info, post-acc 1 dent sampling ti analgsls ti 
post-accident monitoring instrumentation 
» Georgia Power Co 84/02/06 IBpp 22573 204 a4X 
Flche- 90-321. 84/02/06, 8403090187 


8403160226 Revleujf 840112 meeting to discuss responses to 831004 
request for add I Info needed to review OA program 
description List of meeting attendees end 

LEWIS, R C Division of Project tc Resident Programs 84/02/09 

KELLY. R J Georgia Power Co 3pp 22661 064 24X 

Flche 50-321,84/02/09.8403160226 


B4030900B3 Discusses analyses on 22 safety relief valve C6RV) discharge 
lints per 621229 request to address questions re SRV test 
program per TKI Item II D I Analyses Indicate supports h 
piping geometry adequate 

GUCWA<L T Georgia Power Co 84/02/10 STOLZ, J F Operating 
Reactors Branch 4 2pp 22490 007 24X Flche 50-321,64/02/10. 

B40303D085 


8403080179 Fourth partial response to F8IA request for six categories 
of documents re facilities Forwards App A documents App 0 
document entirely withheld (ref FOIA Exemption 3> Review of 
addi documents subj to request continuing 

FELTON. J M Division of Rules and Records 84/02/13 ANDEREON, 8 I 
Garvey, Schubert. Adams ti Barer 7pp 22563 226 24X 

Flche 30-000,84/02/13,8403080179 


8403060436 Forwards notice of cons Ideretlon of Issuance of Amends 97 ti 
34 to Licenses DPR-57 St NPF-5r re sp ec 1 1 ve 1 y l< proposed NSHC 
determination L opportunity for hearing re time requirements 
for ecram discharge vol vent L drain valves 

RIVENDARK, 0 Operating Reactors Branch 4 64/02/21 BECKMAN, J T 

Georgia Power Co 3pp 22549 344 24X Fiche 50-321,84/02/21, 

B 403060436 


— B403060440 Notice of consideration of Jiiuance of Amends 97 h 34 to 
Licenses DPR-S7 St ffPF-S, respec lively' li proposed N6HC 
determination 1, opportunity for hearing 
STOLZ, J F Operating Reactors Branch 4 84/02/21 0pp 

22949 347. 24X Flche 50-321,84/02/21,8403060436 


6403140340 Summary of 831215 meeting w/OE L Mart I Owners Group in 
Dethesda.MD re Mark I containment lue tuet 1-d rywel I vacuum 
breaker design methodology 

BIEGEL, D L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 51pp 22639 198 24X Flche 50-000,84/02/21, 

B403140340 


8403010110 Forwards Amends 98 lx 39 to Licenses DPR-57 t< NPF-5, 
respectively I, safety evaluation Amends revise Tech Specs to 
extend time alleued ti> restore thermal power scram St control 
rod block trip setpoints ulthtn Tech Spec limits 

RIVENBARK.O Operating Reactors Branch 4 84/02/22 BECKHAM. 0 T 

Georgia Power Co 2pp 22479281 24X Fiche 90-321,84/02/22. 

8403010110 


8403010124 Amends 9B I, 35 to Licenses DPS-57 fc NPF-3, re sp ec t ively , 
revising Tech Bpecs to extend time allowed to restore 
tharmal power scram & control rod block trip setpoints 
within Tech Spies limits 

STDLZ.J F Operating Reactors Branch 4 84/02/22 19pp 

22479 283 24X Fiche 50-321.84/02/22,8403010110 


•6403010128 Safety evaluation supporting Amends 98 It 35 to Licenses 
DPR-97 & NPf-5, resp ec tlvel y 

» Office of Nuclear Reactor Regulation, Director 84/02/22 3 pp 
22479'298 24X FI cbe. 50-321, 84/02/22, 84030101 10 


8403070397 Forward's request for addl Info to complete review of 
proposed programs for Inservles testing of pumps tk valves 
submitted in 830812 ltr Info requested within 30 days 
STDLZ.J F Dpiretlng Reactors Branch 4 84/02/23 BECKHAM, J T 

Georgia Poutr Co 4pp 22364-134 a4X Fiche 50-321,84/02/23, 
B403070357 


8403070251 Forwards update on facilities conformance L info re plant t, 
schedules for any needed improvements t, rept re vendor 
equipment technical Info program by Nuclear Util Task Action 
Committee on Generic Ltr 83-28, Sec t ion 222 

OUCHA, L T Georgia Power Co 84/02/29 STOLZ. J F Operating 
Reactors Drench 4 24pp 22536 06? 24X Flche 50-321,04/02/29, 

0403070251 


— 6403070252 "Vendor Equipment Technical Info Program," per Generic Hr 
03-26, Section 2 2 2, final draft 

e Nuclear Utility Task Action Committee 84/02/29 63pp 
22336 112 24X Fiche 30-321,84/02/29,8403070231 


6403200005 Responds to 840229 request for addl action to verify aspects 
of overhead crane design at facility, per NUREO-0612 
guidelines Crane safety St reliability satisfactory 
OUCHA, L T Georgia Power Co 84/03/12 STOLZ. J F Operating 
Reactors Branch 4 2pp 22683 209 24X Fiche 30-321,84/03/12, 

8403200005 


6403200262 Forwards OE repts on me tal 1 ographic exam of metal samples 
taken from cracbed vent header, per NRC 640206 meeting w/ 
utll.BHR Regulatory Response Group t, QE Vent header cracking 
brittle fracture caused by Injection of cold nitrogen 
OUCHA, L T Georgia Power Co 04/03/13 STOLZ, J F Operating 
Reactors Branch 4 Spp 22691 102 24X Flche 50-366.84/03/13, 

6403200262 


B403150S75 Generic Ltr 84-07 to all licensees of BHRs re procedural 
guidance for pipe replacement at BHRs Sve list end 
EIEENHUT, D 0 Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp 22623 334 24X Flche 90-000.84/03/14.6403190273 


G Inspection reports, IE Bulletins St correspondence 


8403160196 Forwards IE Insp Repts 90-321/84-04 St 30-366/84-04 on 
040204-07 No violations or deviations identified 
DANCE, H C Division of Project St Resident Programs 84/02/24 

KELLY, R T Georgia Power Co 2pp 22633 331 24X 

Fiche 30-321,84/02/24,8403160196 


—6403160198 IE Insp Repts 50-321/84-04 t< 50-366/84-04 on 840204-07 No 
violations or deviations identified Major areas inspected 
torus vent header cracking feedwater line ultrasonic 
indication L recirculation piping replacement 

CRDMLEY, B R , DLAKE.J J Region 2, Office of Director. 84/02/23 
6pp 22653 3S3 24X Flche 50-321,84/02/24,8403160196 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits *i Annunciation " Sve list 
encl 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Responie (Post 830103) 84/02/2^ . Consolidated Edison Co of New 

York, Inc U5pp 22909 239 24X Flche 50-000,84/02/20,0401190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT ti NRC " Sve list end 

GRACE, J,N Division Of OA, Safeguards St Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

ISOpp 22592 327 24X Flche 50-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic 0prlnkltr 6ys 
Valves to Operate " Sve list encl 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Pott 830103), 84/03/02 Consolidated Edison Co, of Nsu 

York, Inc 122pp 225S3 098 24X Flche 90-000,84/03/02,8402090008 


6402090009 IE Info Notice 84-19, "Reporting of Radiological Releases ” 
8vc 1 1st end 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co. of Nsu 

York, Inc 119pp 22393 217 24X Flche 90-000,84/03/02,8402090009 


8402090011 IE Info Notice 64-17, "Problems H/Ltquid Nitrogen Cooling 
Components Below Nil Ductility Temp " 8vc list end, 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Pott 830103) 84/03/09 Consolidated Edison Co, of New 

York, Inc 117pp. 22553 336 24X Fiche 50-000,84/03/09.8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Sve list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/03/07, Consolidated Edison Co. of New 

York, Inc llBpp 22639 049 24X Flche 90-000,84/03/07.8402090024 


8402090028 IE Info Notice 04-10, "Stress Corrosion Cracking in PMR 
Bys " Sve list end 

JORDAN. E L Oivtslpn of Emergency Preparedness St Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22584' 186 24X Fiche 90-000, 84/03/07, 8402090028 
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B403i.&03a8 Ack recaipt of 640506 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/03-32 fc 
90-366/03-34 

DANCE. H C Division of Project 6 Resident Programs 04/03/0? 

KELLY. R J Oeorgla Power Co !p 22660 019 24X 

Fiche 90-321.04/03/0?. 0403160330 


"040316034? Responds to NRC 840106 Itr re violations noted in IE Insp 
Repts 50-321/03-32 fc 50-366/B3-34 Corrective actions 
procedure revs drafted tt undergoing review Si approval 
process 

OUCWA.U T Oeorgia Power Co 84/02/06 O'REILLY. J P Region 2. 
Office of Director 2pp 22660 016 24X Fiche SO-321 . 84/03/0?. 

8403160338 


— 840316035? Forwards IE Insp Repts 50-321/03-32 Si 50-366/83-34 on 
831114-18 Si notice of deviation 

DANCEiH C Division Of Project 8i Resident Programs 84/01/06 

KELLY. R J Oeorgia Power Co 2pp 22660 018 24 X 

Fiche 50-321, 84/03/0?. 0403160336 


— 8403160365 Notice of deviation Prom insp on 031114-18 

e Region 2. Office of Director 04/01/06 Ip 22660*020 24X 

Fiche 50-321. 84/03/0?, 8403160338 


— 8403160372 IE Insp Repts 50-321/83-32 S< 50-366/03-34 on 831114-10 
Deviation noted failure to electronically callbr high range 
dryuell radiation monitors. per NUREO-0737. Item II F 1 
WRAY. JR Region 2. Office of Director BARR, K P Division of 
Engineering S< Operational Programs 84/01/04 7pp 22660 021 
24X Fiche 50-321, 84/03/0?, 8403160338 


0408090031 IE Bulletin 84-02, “Failures of OE Type HFA Relays In Use in 
Class IE Safety 8ys " Svc list end 

DEYOUNO, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp. 22823 0?4 24X Fiche 50-000, 84/03/12, B4020?003I 


B403290193 Ack receipt of 840301 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-366/83-26 
LEWIS. R C Division of Project S< Resident Programs 84/03/15 

KELLY, R J Oeorgia Power Co. Ip 22001 008 24X 

FIch ■ . SO-366, 84/03/ 1 S, 8403290 1 ?3 


— 8403290194 Responds to NRC 840201 Itr re violations noted in IE Inap 
Repts 50-321/83-29 6 90-366/83-26 on 83072 1-0820, Cor r ec t Ive 
actions administrative controls to stress independent 
verification upgraded 

BECKHAM, J T Oeorgia Power Co 84/03/01 O'REILLY, J P Region 
2. Office of Director 6pp 22801 009 24X Fiche 50-366. 

84 /03 / 1 5. 8403290 1 93 


— 0403290195 Forwards IE Insp Repts 50-321/83-25 It 50-366/83-26 on 
830721-0820 tt notice of violation 

LEMI8.R C Division of Project it Resident Programs 84/02/01 

KELLY, R J Oeorgia Power Co. 2pp 22001 015 24X 

Flchs 50-366,84/03/15.8403290193 


— B403290196 Notice of violation from insp on 830721-0820. 

* Region 2, Office of Director, 84/02/01 2pp 22001*017 24X 

Fiche, 50-366, 84/03/15, 0403290193 


— B403290197 IE Insp Repts 50-321/83-25 tt 50-366/83-26 on 830721-0820 
Vlolettons noted* sefety-releted equipment 6 sys not aligned 
(. limiting condition for operation for main steam Isolation 
leakags control sys not established 

CRLENJAK.R Y , HOLMEB-RAY, P. , PANCIERA, V W Region 2. Office of 
Director 84/01/20 5pp 22001 018 24X Fiche 50-366.84/03/19. 

8403290193 


8403290200 Ack receipt of 840301 Itr Informing NRC of steps taken to 
correct violetlons noted In IE Insp Rept 90-321/84-03. 

DAMCEiH.C, Division of Project ti Resident Programs, 84/03/19 
KELLY. R J Oeorgia Power Co Ip 22000.302 24X 

Fiche 90-321.84/03/19,8403290208 


— B403290212 Responds to NRC 840210 Itr re violations noted in IE Insp 
Repts 90-321/04-03 It 90-366/84-03 Corrective actions. NDE 
personnel reminded of Importance of proper t< complete data 
recording 

fi'UCNA.L, T. Oeorgle Power Co 04/03/01 O'REILLY, J P Region 2, 
Office of Director 2pp 22800 303. 24X Fiche 90-321,84/03/19, 

8403290208. 


— 0403290219 Forwards IE Insp Repts 90-321/84-03 6 50-366/84-03 on 
840124-27 it notice of violation. 

DANCE, H C. Division of Project fa Resident Programs 84/02/10 
KELLY, R.J Georgia Power Co 2pp 22800,305 24X 

Fiche 90-321,84/03/19,8403290208 


--04O329O219 IE Insp Repts 50-321/84-03 fa 50-366/84-03 on 040124-27 
Violation noted ultrasonic insp records for Fall 1962 insp 
of reactor vessel flange to Shell Weld C-1 did not show 
extent or location of area 

CnaWLEY.B R Region 2, Office of Director, DLAKE, J J Division 
of Emergency Preparedness fa Materials Safety 84/02/0? llpp 
22000 300 24X Fiche 90-321,04/03/19,0403290200 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergency Preparedness I. Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 12app 22823 829 84X Fiche 30-000.04/03/21.8408090043 


0402090044 IE Info Notice 84-20. "Svc Life of Relays in Saf e ty-Related 
Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 139pp 22933 001 24X Fiche 90-000.04/03/21.8402090044 


R Periodic operating reports fa related correspondence 


0403150071 Monthly operating repts for Feb 1984 W/840310 Itr 
RAFEEDIE.D P , NIX. H C Georgia Power Co 84/02/29 12pp 
22643 191 24X Fiche 50-321.84/02/29.0403150071 


8 Reportable occurrences, LERs fa related correspondence 


0304270367 Forwards for review, technical review rept on method of 
detection used in 000726 failure of scram discharge vol 
level switches 

PElLET. J L Reactor Operations Analysis Branch 03/04/13 
SEYFRIT, K V Reactor Operations Analysis Branch Ip 22B0B 314 
24X Fiche 50-366,03/04/13,8304270367 


— 8403200079 "Scram Discharge Vol Level Switch Failure,” technical review 
rept Ceused by crushed floats Piping mods made to alleviate 
high differential pressure across float chamber during scram 
reset 

PELLET, J Reactor Operations Analysis Branch 03/04/13 3pp 
22008 315 24X Fiche 50-366.83/04/13,0304270367 


0403260233 Forwards summary list of deficiencies identified per 
I0CFR90 99ie),Part 81 fa potential generic Itr repts for 
comments 

5TARDSTECKI/R Division of Project fa Resident Programs 04/02/20 
Region 1, Office of Director 7pp 22756 065 24X 

Fiche 90-000,84/02/28,8403260233 


8403050284 Summary of 040223 meeting w/BWR Regulatory Response Group 
in Bethesda.MD re industry response to vent header cracking 
incident Presentation outline, info request, OE svc info Itr 
fa meeting attendance list end 

TREMBLAY, P Operating Reactors Assessment Branch 04/02/29 
HOLDHAN, G M Operating Reactors Assessment Branch 10pp 
22901*188 24X Fiche 90-366,04/02/29,8403090284 


0403120031 LER 04-001-00 on 840803, per sonne I detected fracture In 66- 
inch vent header In bay 5 Caused by brittle facture of vent 
header matl Vent header will be repaired fa addl changes or 
eye mod will be made to Improva sys W/840304 Itr 

TIPPS, S D , NtX.H C Georgia Powar Co 84/03/04 9pp 22980 020 
24X Fiche 90-366,04/03/04,8403120031 


8403160031 Updated LER 03-O4O/O3X-1 on B30709 fa 14, control rod drive 
low pressure or high level alarm received for HCV 2011-26-31 
fa 02-89 Caused by leaking EP-111 nitrogen charging valves 
Valves replaced fa HCVs returned to svc W/04O3i2 Itr 
TIPPB, 0 B I NIXiH.C Oeorgia Power Co 84/03/12 O'REILLY. J P 
Region 2, Office of Director Spp 22654 349 24X 

Flcha 90-366,04/03/12.8403160031 


8403160039 PNO-I I-B4-021 . cr ac k indications identified In all 14 12~inch 
riser elbows in replacement recirculation piping scheduled 
to be installed Caused by Improper forming temps used during 
bending process 

BLAKE, J.J , ROGGE, J F Region 2, Office of Director 04/03/12. 

2pp. 22699 134 24X Fiche 50-366,04/03/12,840316003? 


0403190026 Updated LER e3-040/03X-l on 030728, control rod drive low 
pressure or high level alarm received for hydraulic control 
units 2C11-26-31 fa 02-19.Cautfd by leaking EP-111 nitrogen 
charging valves Valves replaced M/040312 Itr 

TIPPB, 0 D I NIX.H C Oeorgia Power Co 84/03/12 O'REILLY, J P 
Region 2, Office of Director Bpp 22666 tOS 24X 
Fiche 90-366,84/03/12,8403190026 
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B4O319O304 P MO- J 1-34-022 c i rt umf or e nfc I a 1 cracli fouTid on one of four 
feeduater niii 2 l«> during eiam of feeduatsr rioitle* per 
NUREO-0691 Corrective action being evaluated Inipectora 
fflonitorlng licensee uork on regular basts 

CfiCVIl.6V. 0 R I PflNCIERA.V Region 2. Office of Director B4/03/14 
Ip 32672 379 34X FI Che 60-366. 34/03/14. 0403190204 


0403260006 Updated LER e2-123/03X-l on 021030. reed switch position 
indicators for control rods 14-07 & 34-43 found inoperable 
Caused bg component failure Control rod drivers 2CI 1-34-43 Sc 
2CII-14-07 repaired U/a403l9 Itr 

TIPPSi S B , NIX.H C Oeorgia Power Co 04/03/19 0'R6II-LV,J P 
Region S. Office of Director 4pg 22748 330 24X 

Flche S0-366> 04/03/19. €403260006 


0403260191 LER 04-002-00 on 040220. five main steam safeti; relief valves 
failed to lift in 1/. tolerance range required by Tech Specs 
Caused corrosion buildup on pilot asseinblij Safetg relief 

valves callbr U/e40320 Itr 

TIPPS. 3 D , NlX.K C Oeorgia Power Co 04/03/20 Spp 22736 116 
24X Flche 30-366.84/03/20,0403260191 


B4O3290013 Confirms IB mgt meeting on 840323 at Region 11 ofe to 
discuss crack found In feedwater noitle 6 future corrective 
action. per 340316 telcdn 

Lewis. R C Division of Project 8. Resident Programs 34/03/20 

KELLV. R J Oeorgia Power Co tp 22B03 2B3 24X 

Flche 50-366,84/03/20.3403290013 


B403260119 Revised LER 84-001-01 on 840203. plant personnel detected 
fracture In 66-inch vent header in Bag 5 Caused bg brittle 
fraelure of vent header matl Vent header will be repaired 
prior to startup. W/340321 Itr 

TIPPa. S B . NIX.H C Oeorgia Power Co 04/03/21 6pp 22757 337 
34X Flche 30-366.04/03/21,8403260119 


0403300104 Advises that program of periodic manual operation of safety 
relief valves will be dls contl nued, based on rasults of BWR 
owners Group investigation Safety relief valve cycling 
caused valves to leak prematurely 

OVCWA.L T Georgia Power Co 84/03/26 STOLZ, J F Operating 
Reactors Branch 4 2pp 22821 216 24X Flche 30-321,64/03/26. 

0403300104 


— 0403130402 IE Insp Repts S0-313/B4-05 b 50-360/04-05 on 840126 No 
violations or deviations identified Major areas inspected 
status of REX-B4 eiarcise scenario development 
HACKNEY, C A Region 4, Office of Director 84/02/16 Spp 
22616 327 24X Flche S0-3l3i 04/02/16, 0403130395 


□403Q603S0 Requests approval of mod to health physics network b 
emergency notification sgs phones from handset to headset, to 
alleviate fatigue during continuous open-line communications 
maintained In emergencies 

HARSHALU, J R Arkansas Power b Light Co 84/02/17 DENISE, R P 
Division of Resident. Reactor Project b Engineering Programs Ip 
22519 088 84X Flche 50-313,04/02/17,8403060350 


8403060198 Ack receipt of 040203 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-313/03-29 b 
90-360/83-29 

GAOLIARDO.J E Region 4, Office of Director 04/02/29 

GRIFFlN.vl M Arkansas Power b Light Co Ip 22317 226 24X 

Flche 50-313. 04/02/29,0403060198 


— 8403060S03 Responds to NRC 031024 Itr re violations noted in IE Imp 
Repts 50-313/03-29 (. 80-360/83-23 Corrective actions fire 
watch posted at Doors 267 b 340 until mods to eliminate 
eeceselve air gaps under doors completed 

KAREHALL, J R Arkansas Power b Light Co 04/02/03 DENISE. R P 
Division of Resident, Reactor Project b Engineering Programs 3pp 
22817 227 24X Flche 80-313.04/02/89,0403060198 


B403060430 Provides preliminary estimates for emergency operations 
facility mods to raise radiation protection factor to 
greater than or equal to five, per NlJREG-0696, in response to 
NRC 040214 request Util will not Implement mods 
MARSHALL, JR Arkansas Power b Light Co, 04/02/29 STOLZ, JF 
Operating Reactors Branch 4 KILLER, J R Operating Reactors Branch 
3 2pp 22810. 192 24X Flche. 50-313, 84/02/29, 0403060430 


8403060324 Forwards proprietary Rev 12 to Procedure 1903 10, "Emergency 
Action Level Response'' b proprietary Procedure 1904 series 
11904 01,02.03,06,07 b 00), "Offsite Dose Projections " 

Proprietary procedures withheld 

• Arkansas Power b Light Co 84/03/01 NRC - No Detailed 
Affiliation Given 2pp 22813 333 24X Flche 80-313,04/03/01, 

0403060324 


DOCKET 90-360 ARKANSAS NUCLEAR ONE, UNIT 2 


P Security, medical, emergency b fire protection plans 


0403130437 Documents results of activities conducted during 031031-1104 
IE Insp to review open items re emergency planning 
Commitment status to resolve Items provided Eipedltlous 
actions by NRC to remove items requested 

HABSHALL, J R Arkansas Power b Light Co 03/12/09 COLLINB, J T 
Region 4, Office of Director 15pp 22613 S33 24X 

Flche 90-313,03/12/09,0403130437 


0403070338 Public version of Rev 12 to Emergency Plan Implementing 
Procedure 1903 10, "Emergency Action Level Response " N/ 

040209 transmittal form b JH Felton 840302 release memo 
LEVINE, J M Pennsylvania Power b Light Co 04/03/01. 6Bpp. 
22S66 227 24X Flche 80-313,04/03/01.8403070398 


0403260090 Forwards IE Insp Repts 30-313/84-04 b 80-368/04-04 on 
840124-26 No violations or deviations identified 
OAOLIARDO.J E Region 4, Office of Director 84/03/08 
GRIFFIN, JK Arkensas Power b Light Co' 2pp 22798 271 24X 

Flche 50-313.04/03/09,8403260090 


8403120011 Forwards Amend 10 to emergency plan N/o end 

HARSKALL. J R Arkansas Power b Light Co 04/01/20 COLLINS, J T 
Region 4. Office of Director Ip 2290S 221 24X 

Flche 90-313.64/01/20.0403120011 


8403200094 Public Version of Amend 10 to emergency plan M/B40I20 Itr b 
Jtl Felton 040322 release memo 

marshall, J R Arkansas Power b Light Co 04/01/20 COLLINS, J T 
Region 4. Office of Director 9pp 22012 280 24X 

Flche 90-313,04/01/20,8403200094 


0403130473 Submits response to Hakney request for add 1 Info re 
emergency plan training for nan-utll employees Vendors b 
contractors w/unc ic orted access within protected area 
receive training commensurate u/job assignments 

MARSHALL, J R Arkansas Power b Light Co 04/01/24 GAOLIARDO.J E 
Division of Resident, Reactor Project b Engineering Programs Ip 
22613 330 24X Fiche 90-313,04/01/24,0403130473 


8403050142 Notifies that NRC will provide inspectors to observe onsite 
aspects of periodic eiercises for emergency preperedness 
Scenario for submission of info listed 

COLLINB, J T Region 4, Office of Director B4/02/09 GRIFFIN, J M 
Alabama Power Co 2pp 22407.300 24X Flche- 90-313, 64/02/09, 

8403080142 


0403130393 Forwards IE Insp Repts 80-313/04-05 b 90-366/04-08 on 
040126 No violations or deviations Identlflad 
OAOLIARDO.J E Region 4, Office of Director 04/02/16 
ORIFFIN. JM Arkansas Power b Light Co 2pp 22616 328 24X 

Flche 50-313,04/02/16,8403130399 


— 8403260099 IE Insp Repts 90-313/04-04 b 90-368/84-04 on 040124-26 No 
violations or deviations identified Major areas inspected, 
security organliatlon personnel per alleged compromise of 
safeguards Info Oatalls withheld (raf I0CFR73 21) 

KELLY, J A Region 4, Office of Director 84/03/02 Ip 
22790:273 84X Flche 90-313,04/03/09,0403260090 


8403230236 Advises that, based on review of 031129 submittal of detailed 
control room design, spec 1 ftc areas of program plan do net 
meat requirements of Suppl 1 to NURE6-0737 Meeting 
r e quested to resolve deficiencies 

STOLZ, J F Operating Reactors Branch 4 04/03/06 ORIFFIN, JM 

Arkansas Power b Light Co 2pp 22799 276 24X 

Flche 90-313,04/03/06,0403230230 


0403190277 Notifies of error In 040216 Ur transmitting IE Insp Repts 
90-313/84-03 b 90-368/04-03 Ltr Indicated rept numbers 
90-313/03-03 b 90-368/03-03 Records should be changed 
according ly 

GAOLIARDO.J E Region 4, Office of Director 84/03/00 

ORIFFIN, J M Arkansas Power b Light Co Ip 22673 190 24X 

Flche 90-313,04/03/00,8403190277 


— 8403190203 Forwards IE Insp Repts 50-313/04-03 b 90-360/84-03 on 
040129 No violations or deviations noted 
OAOLIARDO.J E Region 4> Office of Director 04/02/16. 
ORIFFIN, JM Arkansas Power b Light Co 2pp 22673’19i. 24X 

Flche 90-313.94/03/00,8403190277 


— 0403190200 IE Insp Bspti 90-313/04-03 b 30-368/84-03 on 840129 No 
violations or deviations noted Major areas inspected actions 
taken as result of discrepancy between public info brochure 
b Jen 1904 telephone directory for emergency planning tone 
HACKNEY, C. A Region 4, Office of Director 84/02/16 Spp 
22673 193 24X Flche 90-313,04/03/08,8403190277, 
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B40319D113 Forwards sxsrciss rspts of 820919 & 830316 joint sxircisss 
of atftita radiological amvrgancy praparrdnsss plans for 
Artansa* Nuclear One Power Station Deficiencies observed at 
both •serclses Approval under PENA Rule 44CFR390 in effect 
HRlMHiiR W Federal Emergency Management Agency 84/03/09 
-JDADANtE U> Division of Emergency Preparedness (< Engineering 
Respons* (Post 8301031 2pp 22640 001 24X Flche 90-31 3i 84/03/09. 

64031901 13 


— 8403190119 Exercise repts of 820919 b 830316 joint exercises of offsite 
radiological emergency preparedness plan for Arkansas 
Nuclear One Power Station 

KRIKM. R 14 Federal Emergency Management Agency 84/03/09 49pp 
22640 003 24X Fiche 90-313.84/03/09,8403190113 


6403200246 Forwards Amend 4 to nuclear contingency plan. Rev 4 to 
Nuclear Contingency Plan Procedures 1,2, 3. 7 h 9>Rev 3 to 
Procedures 9.6.8 fc 11, Rev 2 to Procedures 4 t, 13 6 Rev 1 to 
Procedure 19 

HARSKALLj J R Arkansas Power b Light Co 84/03/14 EI8ENHUT, D 0 

□fflce of Nuclear Reactor Regulation, Director Ip 226B8 027 24X 

Fiche. 90-313, 84/03/14,8403200246 


—8403200291 Rev 4 to nuclear contingency plan 

• Arkansas Power b Light Co 84/02/06 49pp 22688 026 24X 

Fiche 90-313,04/03/14,8403200246 


— 8403200298 Revs 4, 3, 2 b 1 to Nuclear Contingency Plan Implementing 
Procedures 1>2>7 b 9, 9, 6, 8 b 11,4 b 13 b 19, respectively , re 
assignment of personnel to emergency response organl t at 1 on, 
notification b command b control 

e Arkansas Power b Light Co 84/03/19 t43pp 22688 077, 24X 

Fiche 90-313,84/03/14,8403200246 


8403200179 Forwards Amend 11 to emergency plan b Amend 4 to nuclear 
contingency plan. 

MARSHALL, J R Arkansas Powsr b Light Co 84/03/19 COLLINS, J T 
Region 4. Office of Director tp 22609 120. 24X 

Fiche 90-313,84/03/19,8403200179 


— 8403200180 Amend 11 to emergency plan b Amand 4 to nucltor contingency 
plan. 

* Arkansas Power b Light Co 84/02/06 97pp 22689 121 24X 

Fiche 90-313,84/03/19,8403200179 


— 6403200181 Rev 4 to Nuclear Contingency Plan Imptemantlng Proesdure 1, 
"Assignment of Personnel to Emergency Response 
Organliatlon ” 

e Arkansas Power b Light Co 64/02/06 137pp. 22689, 177 24X 

Fiche; 90-313, 84/03/19, 8403200179. 


6403220169 Responds to 840217 re(iuist for relocation of HPN telephone 
In emergency control ctr b for approval to add hsadtets. 

Request foruardid to Telecommunications Branch Headset mod 
approved 

OAOLIARDO. J E. Region 4, Office of Director 84/03/19 

ORIFFIMfJ. K. Arkanses Power b Light Co Ip 22717 039 24X 

Fiche. 30-313, B4/'03/19, 8403220189. 


P. Operating llcenee stage documents b correspondence 


3403080179 Fourth partial rasponio to FOIA request for six categories 
of documents re fecillttes Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 91. Review of 
addl documente eubj to request continuing 

FELTON, J.M Division of Rules and Records 84/02/13 ANDERSON, 8 I 
Oarvey, Schubert, Adams b Barer 7pp 22983 226 24X 

Fiche - 90-000, 84/02/ 13, 8403080179 


6403060991 Forwards lafety evaluation ra adequacy of fuel assembly 
shoulder gaps for Cycle 4 operation Requests exam plan b 
related acceptance criteria be submitted 2 months before 
plant shutdown for next refuel Ing. W/o end 

MILLERjvlR. Operating Reactors Branch 3 84/02/24 ORIFFIN.JM 

Arkansas Power b Light Co 2pp, 22992 291 24X 

Fiche: 90-360, 84/02/24, 8403060991 


3403120082 Requests rev or withdrawal of 830927 amend application to 
delete remote shutdown monitoring Instrument measurement 
ranges Min instrument measurement ranges should be 
spaclf led 

MILLER, U.R. Operating Reactors Branch 3 84/02/29 ORIFFIN. J M 

Arkansas Pou-sr b Light Co 3pp. 22619-343 24X 

Fichs 90-366,84/02/29, 8403120082. 


B403140299 Forwerde request for addl Info r# control of heavy loads. 
Response requested within 60 days, 

MILLER, O.R. Operating Reactors Branch 3 04/03/06. ORIFFIN, J M 

Arkansas Power b Light Co 2pp 22639 327 24X 

Fiche. 90-313,84/03/06, 8403140299 


6403260091 Application to amend Licenses DPR-91 b NPF-6. Chang 1 ng Tech 
Specs re RCS vents, post-ace Ident lampl Ing, long-term 
auxiliary feedwate,' sys eval uatlcni nob le gas monitor b 
Iodine particulate sampling, per NUREG-0737 items 
ORIFFIN, J M Arkansas Power b Light Co 84/03/16 STOLZ, J F 
Operating Reactors Branch 4 MILLER, J R Operating Reactors Branch 
3 9pp 22790 293 B4X Fiche 90-313,84/03/16,8403260091 


— 8403260197 Proposed Tech Spec changes re RCS vent post-accident 
sampl ing. long-term auxiliary feedwater sys evaluation, nob is 
gas monitors, iodine particulate sampling b containment water 
level monitor 

e Arkansas Power b Light Co 84/03/16 27pp 22730 302 24X 

Fiche. 90-313, 84/03/16, 0403260091 


0 Inspection reports, IE Bulletins b correspondence 


8403130437 Documents results of activities conducted during 831031-1104 
IE Insp to review open Items re emergency planning 
Commitment status to resolve items provided Expeditious 
actions by NRC to remove items requested 

MARSHALL, J R Arkansas Power b Light Co 03/12/09 COLLINS, J T 

Region 4, Office of Director 19pp. 82613 233 24X 

Fiche 90-313,03/12/09,8403130437 


8403300046 Forwards IE Insp Rspts 90-313/03-36 b 90-368/83-36 On 
831219-21 No violations or deviations identified 
OASLIAROOi J E Region 4, Office of Director. 84/01/31 
ORIFFIN, J M Arkansas Power b Light Co Spp 22881 240 24X 

Fiche 90-313,84/01/31,8403300046 


— 8403300090 IE Insp Rspts 90-313/83-36 b 90-368/83-36 on 831219-21 No 
Violations or deviations Identified Major areas Inspected QA 
p lane. Ins true t Ions b procedures For low level raduaste 
storage facility 

MILBDRN, L , MURRAY, B , JOHNSON, U D. Region 4. Office of Director 
84/01/27 lOpp 22821 242 24X Fiche 90-313.84/01/31,8403300046 


8403130399 Forwards IE Insp Repts 90-313/84-09 b 90-368/04-09 on 
840126 No violations or deviations identified 
OAOLIARDO, J, E Region 4, Office oF Director 84/02/16 

ORIFFIN, J M Arkansas Power b Light Co 2pp 22616 329 S4X 

Fiche 90-313,84/02/16,8403130399 


— 0403130402 IE Insp Repts 90-313/84-09 b 90-360/84-09 on 840126 No 
violations or deviations identified Major areas inspected, 
status of REX-04 exercise scenario development 
HACKNEY, C A , BAIRD, J D , JOHNGDN, H. D. Region 4, Office oF 
Director 84/02/16 3pp 22616 327 24X Fiche- 90-313, 84/02/16, 

8403130399 


8401190072 IE Info Notice 84-13, "Potantial Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " Sve list 
enc 1 

-JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/02/28 Consolidated Edison Co of New 

York, Inc 119pp 22909 239 24X Fiche 90-000.84/02/28,8401190072 


6403060198 Ack receipt of 840203 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-313/03-29 b 
SO-360/03-25 

OAOLIARDO, J E Region 4, Office of Director 84/02/29 

ORIFFIN, J M Arkansas Power b Light Co ip 22917 226 24X 

Fiche 90-313,84/02/29,8403060198 


— 8403060203 Responds to NRC 031024 1 br re violations noted in IE Insp 
Repts 90-313/83-29 b 50-368/83-29. Correc 1 1 ve actions fire 
watch posted at Doors 267 b 340 until mods to eliminate 
excessive air gaps under doors completed 

MARSHALL, J R Arkansas Powar b Light Co 64/02/03 DENISE. R P 
Division of Resldant, Reactor Projact b Engineering Programs 3pp 
22917 227 24X Fiche 90-313,84/02/29,8403060190 


8403260137 Forwards results of steam generator tube inservlce insp 
performed during 2R3 refueling outage Minor tube wall 
degradation Indications observad during data analysis for 
Steam Oenerator A b B in both hot b cold leg sides, 

MARSHALL. J R Arkansas Power b Light Co 04/02/29 COLLINS, J T 
Region 4, Office of Director 8pp 2279B 190 24X 

Fiche- 90-360, 84/02/29,8403260137 


8403060122 Notification of significant licensea enforcement conference 
on 840309 u/util in Arlington, TX 

a Region 4, Office of Director 04/03/01 Region 4, Office of 
Director Ip 22916 328 24X Fiche 90-313,84/03/01,8403060122 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " 8vc list end. 

QRACEi J, N Division of QA, Safeguards b Inspictlon Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

ISOpp 22992 329 24X Fiche 90-000,84/03/02,8402090007 
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340SO'7000Q IE Info Notlc« B4— 16< ‘Till lure of Automatic Sprintltr Sij > 
Ualvea to Dpepati " Sve list end 

JDnOAN; E (. Division of Emergency Preparedness & Engineering 
Response (Post B301O3) B4/03<'0Z Consolidated Edison Co of NeuJ 

York, Inc laSpp 23393 09a 34X Flche 50-000,64/03/02,0402090003 


0402090009 IE Info Notice 04-19, "Reporting of Radiological Releases " 
Bvc list end 

dORDAMi E L Division of Emergoncg Preparedness & Engineering 
Response (Post 0301031 S4/D3/02 Consolidated Edison Co of Neu 

York. Inc I19pp 22593 217 24X Fictie 90-000, Sd/OS/OZ, 8402090009 


8402090011 IE Info Notice 04—17, "Problems U/Ll<iuld Nitrogen Cooling 
Components Delou Nil Ductllltg Temp " Svc list enc 1 
JORDAN, E L Division of Emergancg Preparedness fc Engineering 
Response (Post 8301031 84/03/05 Consolidated Edison Co of Neu 

Vork, Inc lt7pp 22593 33A 24X Fiche 50-000,84/03/09,6402090011 


8403260090 Foriuards IE Insp Repts 50-313/84-04 b 50-340/84-04 on 
040124-26 No violations or deviations identified 
OAOLIARDD, J E Region 4, Office of Director 84/03/09 
QRIFF1N,J N Arkansas Pouer b Liglit Co 2pp 22790 27 1 24X 

Flche 90-313, 04/D3/O9, B4D324GD90 


— 0403240099 IE Insp Repts 90-313/04-04 & 30-360/04-04 on 040124-26 No 
violations or deviations identified Major areas Inspected 
securitg organization personnel per alleged compromise of 
safeguards Info Details lulthheld (ref 10CFR73 21 ) 

KELLY, J A < HALL,R E , JOHNSON, N D Region 4, Office of Director 
04/03/02 Ip 22758 273 24X F 1 the- 50-313, 84/03/05, 8403260090 


8402090024 IE Info Notice 84-09, Rev I, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown 5gs " Svc list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response IPost 530103) 84/03/07 ConsoUdated Edison Co of Nstu 

York, Inc llBpp 22639 049 24X Flche 90-000,04/03/07,0402090024 


8403200k69 Forwards OA Program Insp Rspt 99900766/03-02 Significance of 
reported findings should be evaluated to determine 
acceptability of product or svc provided by vendor U/o enc I 
OAOLIAROOi J E Region 4, Office of Director 84/03/16 

ORIFFIN, J M Arkansas Power 4 Light Co Ip 22696 393 24X 

Flche 50-313,04/03/16,8403200169 


8402090043 IE Info Notice 84-19, "Tuo Events Involving Unauthorized 
Entries into FHR Reactor Cavities " Svc list end 
JORDANrE L Division of Emergency Preparedness 4 Engineering 
Response (Post 0301031 84/03/21 Consolidated Edison Co of Niu 

York, Inc 123pp 22823 229 24 X Fichs 90-000,84/03/21,8402090043 


8402090044 IE Info Notice S4-20, "Svc Life of Relays in Saf ety-Rt lateil 
Bys “ Bvc list end 

JORDANrE L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 84/03/21 Contolldated Edison Co of New 

York, Inc 139pp 22933 OOt Z4X Flche 90-000.84/03/21,0402090044 


R Periodic operating reports 4 related correipandence 


6403060306 "Annual Radiation Ezposure Rept, 1983 “ U/B40229 1 tr 

tlARSNALL, J R Arkansas Power 4 Light Co 83/12/31 DEYQUNOr R C 
Director's Office, Office of Inspection and Enforcement 3pp. 
22517 047 24X Flche 50-313,83/12/31,8403060308 


8403D200B1 Monthly operating rept for Jan 1904 U/840215 Itr 

BRAHLETTiL S , MARSHALL, J R Arkansas Power 4 Light Co 84/01/31 
BASSETrH 8 Division of Data Automation 4 Management Information 
6pp 22441 318 24X Flche 50-368,04/01/31,8403020081 


6403300164 Monthly operating rept for Feb 1964 U/64031S Itr 

BRAMLETT, L 6 , MARSHALL, J R Arkansas Power 4 Light Co 64/02/29 
BASSETT, H 6 Division of Data Automation 4 Management Information 
7pp 22621 092 24X Flche 90-368,84/02/29,8403300164 


6402090038 IE Info Notice 64—18, "Stress Corrosion Cracking In PHR 
3ys “ Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22964 106 24X Flche 50-000,84/03/07,8402090020 


6403130120 Informs that IE Insp Repts 90-313/83-12,50-368/83-12, 
90-313/63-33 4 50-368/03-33 cancelled No Insp repts will be 
Issued for lubj numbers 

OAOLlARDOaJ £ Region 4, Office of Director B4/03/0B 

ORIFFIN, J M Arkansas Power 4 Light Co Ip 22602 197 84X 

Flche 50-313,04/03/08,8403130120 


0403190277 Notifies of error in 640216 Itr transmitting IE Insp Repts 
90-313/04-03 & 50-360/04-03 Ltr Indicated rept numbers 
90-313/83-03 & 50-360/83-03 Records should be changed 
accordingly 

OAOLIAROO.J E Region 4, Orfice of Director G4/03/0B 

ORIFFIN, J M Arkansas Power 4 Light Co Ip 32673 190 24X 

Flche 90-313,84/03/08,0403190277 


— 8403190283 Forwards IE Imp Rept! 90-313/84-03 4 3(5-368/84-03 on 
840129 No violations or deviations noted 
GAOLIARDD, J E Region 4, Office of Director 84/02/16 
ORIFFIN, J M Arkansas Power 4 Light Co. 2pp 22673 191 24X 

Flche 90-313, 84/03/00, B403I90277 


— 6403190260 !E Insp Rspts 90-313/64-03 4 90-36B/B4-03 on 840125 Ho 
violations pr deviations noted. Major areas inspected actions 
taken as result of discrepancy between public Info brochurs 
4 Jan 1984 telephone directory for emergency planning lone 
HACKNEY, C A , BAIRD, J B , JOtMSDN, U D Region 4, Office of 

Director 84/02/16 3pp 22673 193 24X Flche 50-313,04/03/08, 

8403190277 


8403260230 Forwards IE Insp Repts 50-313/04-06 4 90-368/84-06 on 
840221-24 No violations or deviations noted. 

OAOLIARDD, J E Region 4, Office of Director B4/03/0B 
CRIFFIN.O M Arkansas Power 4 Light Co Sp p 22755 191 24X 

Flche 50-313,84/03/06.8403260230 


— 8403260232 IE Insp Repts 50-313/84-06 & 50-368/04-06 on 840221-24 No 
violations or deviations noted Major areas Inspected malnt 
program 

BOARDMAN, J R , JOHNSON. W D , CRDSBKAN.W A Region 4i Office of 
Director 84/03/08 5pp. 22755 193 24X Flche 90-313.64/03/00. 

8403260230 


6402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys " Sve list end, 

DEVOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co. of New York, Inc 

I34pp, 22623094 24X Flche 50-000,84/03/12,8402090031 


9 Reportable occurrences, LERs 4 related correipondence 


0403280117 "Analysis of 800624 Loss of Offsite Power Transient at 
Arkansas Nuclear One Unit 2 " 

BAVLES3,P D E040, Inc FIN A-6234 EOO-NTAP-6309 63/09/30 
NRC - No Detailed Affiliation Given 46pp 22811 109 24X 

Flche 30-360,63/09/30,8403200117 


8403260124 "Analysis of 800129 Turbine Trip at Arkansas Nuclear One 
Unit a " 

BAYLESa.P D EO&O, Inc FIN A-6234 EOO-BAAM-64 1 9 03/09/30 

NRC - No Detailed Affiliation filven 43pp 22811.087 24X 

Flche 30-368,83/09/30,8403200124 


8403210032 Part 21 rept re failure of_auilllary feedwater pump drive 
turb Inea, Oimpel MFS-4 TtiT val ve, to 'close Enel ltr dtd 840203 
sent to lilted utils OE notified of affected units In BMR 
plants 

THEROUX, fi R Terry Corp 84/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp. 22706 327 24X 

Flche 30-000,64/02/22,8403210032 


8403090139 LER 64-001-00 on 840129, unit tripped during low power 
physics testing Caused by one pin peaking factor limit being 
exceeded due to control element assembly position during 
testing Procedures modified W/840229 ltr 

ROOERB, P , MARSHALL, J R. Arkansas Power 4 Light Co 84/02/29. 3pp 
22975 045 24X Fi che. 90-368, 84/02/29, 8403090139, 


8403130347 LER 84-002-00 on 840129, dur ing routine surveillances of core 
protection calculator cy s, op erat ions personnel observed that 
valves of addressable constants did not agree u/valves for 
Cycle 4 Caused by reactor trip on 840128 W/S40302 ltr 
ROOERS, P , MARSHALL, J R Arkansas Power 4 Light Co 84/03/02. 4pp. 

22607 150 24X Flche 90-368,84/03/02,6403130347. 


8403130024 LER 84-003-00 on 040130, unit tripped on low steam generator 
pressure w/concurrent main steam isolation sys actuation. 

Caused by leaking boric acid addition flaw control valve 
2CV-4926 Uatve repaired W/S4O305 ltr 

RQOERS, P, , MARSHALL, J R Arkansas Power 4 Light Co, 84/03/09 3pp. 
22619' ill 24X Flche 50-368,84 /03/09,8403130024. 


8403130324 LER 64-004-00 on 840131 , reactor tripped from approx tOX 
full power Caused by low steam generator level in steam 
generator D due to manual level control difficulties 
W/040305 ltr 

ROOERS, P , MARSHALL, J R Arkansas Power 4 Light Co 84/03/05 3pp. 
22607 140 24X Flche 50-368,84/03/09,8403130324 
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e403S7aS98 LER e3-090/99X-0 tin 831 109. di»sel generator S eihlblted 
erratic performance Caused by bad contacts on droop relay 
In eonjuhctlon u/less than optimum tuning of governor 
control* Droop relay replaced U/B40307 Itr 

ROOERB. P . HARSHALL.J R Arkansa* Power (< Light Co B4/03/07 
SENI8E.R P Olvliion of Resident. Reactor Project & Engineering 
Program* 3pp 82778 027 24X Fich# 90-360. 84/03/07. 8403270298 


8403220020 LER 04-009-00 on 040210. output of Channel A ex-core detector 
subchannel* appeared to *aturata at 90 7 % power Preamp 
asteMbly b filter replaced Teetlng confirmed proper 
functioning of subchannels U/840311 Itr 

ROOERS.P . MARSHALL. J R Arkansas Power b Light Co 84/03/11 3pp 
22713 392 24X Flche 90-368.04/03/11.8403220020 


0403290127 LER 84-006-00 on 840221. operations personnel rocognlied that 
addrassabla constant updated for core protection calculator 
Channel C still In progress when Channel D prepared for 
monthly eurvelllance testing Procedure changed U/B40320 Itr 
ROOERS.P , MARSHALL. d R Arkansas Power b Light Co 84/03/20 3pp 
22807:098 24X Flche 90-368.84/03/20.8403290127 
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E NRC Safety Evaluation Report <BER). suppis b correspondence 


8403020317 Forwards Rev lO to "Analysis of Hydrogen Control Measures at 
McOuira Nuclear Station. *' per BSER 7 (NUREO-04221 
TUCKER. H B Duke Power Co 84/02/29 DENTON.H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Branch 
4 Spp 22441:216 24 X Flche 90-000.84/02/29.8403020317 


— 8403020321 Rev 10 to "Analysis of Hydrogen Control Measures at KcOulre 
Nuclear Station “ 

« Ouks Power Co 84/02/29 30pp 22441 218 24X 

Flche 90-000.84/02/29.8403020317 


F Security, medical, emergency b fire protection plans 


B403090294 Public version of revised crisis mgt plan Imp 1 ament ing 
procedures. including Procedures 9 3 4 r* schedul ing/planning 
support group<9. 3. 6 rs radiological support group b 9.3.7 re 
technical support group. W/831 107 Itr b JM Felton memo 
TUCKER. H B Duke Power Co 83/10/31 271pp 22993’ 099 24X 

Flche 90-000.03/10/31.8403090294 


8403140331 Public version of revised emergency plan Implementing 
precedurcf . Inc lud ing Procedures PT/O/A/4600/06 re exercise 
b drills.RP/O/A/9700/02 re alert b RP/O/A/ 9700/03 re site 
area emergency m/ 831213 itr b Felton 840312 release memo 
OLOVERfM 3 . SAMPLE. M . TUCKER. H B. Duke Power Co 83/11/28 
DENTON.H R. Office of Nuclear Reactor Regulation. Director 
ADENSAM. E 0. Licensing Branch 4 141pp 22637 177 24X 

Flche. 90-369. 83/11/28. 8403140231. 


8403090276 Public version of revised emergency plan Implementing 
procedures. Including Procedure RP/Q/A/9700/01 re 
notification of unusual event. EP/O/A/9700/02 re alert b 
RP/O/A/ 9700/03 re site emergency W/B40123 Itr b 840307 memo 
OLOUER. M. S. . eiLBERT.O D. , TUCKER, H B Duke Power Co. 84/01/09 
DENTON.H R. Office of Nuclear Reactor Regulation. Director 
ADENSAM. E.O Licensing Branch 4. 102pp 22994 321 24X 

FIcha 90-369.84/01/09,8403090276 


B40307O392 Public version of revised emergency plan implementing 
pr ocaduresi Inc ludlng Procedure HP/O/B/1009/09 re first 
response evaluation of reactor coolant leek b PT/0/A/460D/06 
re exercises b drill* W/840210 Itr b JM Felton 840302 memo, 
FOSTER. J . MCCONNELL. T , TUCKER, H. B Duke Power Co 84/01/18 
ADENSAM, E 0 Licensing Brench 4 DENTON.H R Office of Nuclear 
Reactor Reguletlon. Director. 84pp 22969 319 24X 

Flche; 90-369, 84/01/18, 8403070392 


B403D60229 Rev It to crisis mgt plen U/B40224 Itr b public Info 
pemphlet. 

VAUOHN, T.E, Duke Power Co 84/02/02 66pp 22916 189 24X 

Flche. 90-000, 84/02/02, 8403060229. 


6403060106 Change* 0-2 to Emergency Plan Implementing Procedure 
PT/O/A/4600/1 1 , "Function Check of Emergency Vehicle at 
Equipment. " W/840224 Itr. 

MCDONALD, B, A , FOSTER, J , TUCKER, H. 8 Duke Power Co B4/02/10 
DENTON, H R. Office of Nuclear Reactor Regulation, Director 
ADENSAM. E e, Licensing Branch 4. 32pp 22906.149 24X 

Flche: 90-369, S4/02/10, 8403060106 


6403160101 Forward* IE Intp Rapt* 90-369/84-03 b 90-370/B4-03 on 
640130-31 No violation* or devlbtlon* Idsntlfled 
DANCE. H C Division of Project b Resident Program* 84/02/16, 
TUCKER, H.B. Duke Power Co 2pp. 22692:341 24X 

Flche: SO-369, 64/02/16, 8403160101 


—8403160111 IE Insp Rept* 30-369/84-03 b 50-370/84-03 on 040130-31 No 
violations or dsvtatlons Identified Major area* Inspected 
emergency preparedness area of protective action 
decisionmaking 

CLINE, U E Region 2, Office of Director JENKINS, 0 R Division 
of Emergency Preparedness b Materials Safety 84/02/19 3pp 
22692 343 24X Flche 50-369,84/02/16,8403160101 


8403020254 Ack receipt of 840125 b 831010 Itr* transmitting Rev* 6 b 5 
to guard training b qualification plan, respectively Rev* 
conilstent u/lOCFRSO 54(p> b acceptable 

LEWIS. R C Division of Project b Resident Programs 84/02/2? 
TUCKER, H B Duke Power Co 2pp 22439 003 24 X 

Flche 50-369,84/02/29.8403020254 


8403290275 Forwards IE Intp Rapt* 50-369/64-02 & 50-370/84-02 on 
840213-17 No violations or deviations identified 
DANCE. H C Division of Project b Resident Programs 64/03/01 
TUCKER. H B Duke Power Co 2pp 22800 083 24X 

Flche 90-369.84/03/01,8403290275 


—8403290290 IE Insp Rept* 50-369/84-02 b 50-370/84-02 on 840213-17 No 
violations or deviations Identified Major areas inspected 
emergency preparedness 

eTQDOART. P 0 Region 2. Office of Director JENKINS, 0 R 
Division of Emergency Preperednest b Materials Safety 84/02/29 
7pp 22800 089 24X Flche 50-369,84/03/01.8403290275 


8403160278 Extends Invitation to attend 840316 workshop to discuss 
lOCFRSO.App R requirements b results of recent insp to help 
resolve misunderstanding associated w/requlrements 
LEMIS.R C Division of Project b Resident Programs 84/03/02 
TUCKER. H B Duke Power Co Ip 22660 274 24X 

Flche 90-000,84/03/02,8403160278 


8403120110 Advises that 840116 Rev 16 to physical security plan 
consistent w/provislons of 10CFR90 94(pl b acceptable 
LEMIS.R C Division of Project b Resident Programs 84/03/03 
TUCKER, H B Duke Power Co 2pp 22588 200 24X 

Flche 50-369.84/03/08,8403120110 


8403270230 Forwards Rev 19 to security plan Rev withheld 
(ref 10CFR73 21) 

TUCKER, H B Duke Power Co 84/03/16 O'REILUY. J P Region 2. 
Office of Director Ip 22772 129 24X Flche 50-369.04/03/16. 
8403270230 


8403300022 Advises that 831122 Rev 17 to physical secruity plan 
consistent w/provlslons of lOCFRSO 54(p) b acceptable 
LEMIS.R C Division of Project b Resident Programs 64/03/26 
TUCKER, H D Duke Power Co 3pp 22822 179 24X 

Flche 50-369, 84/03/26. 8403300022 


P. Operating license stage documents b correspondence 


8403120210 Forwards Amends 29 b 10 to Licenses NPF-9 b NPF-17, 
respectively b safety evaluation Amends change Tech Specs 
re response time for steam line isolation b surveillance 
requirements for sprinkler syt valves 

ADENSAM. E 0 Licensing Branch 4 84/02/29 TUCKER, H B Duke Power 

Co 3pp 22619 310 24X Flche 50-369,84/02/29,8403120210 


— 8403120213 Amend* 29 b 10 to Licenses NPF-9 b NPF-17, respectively, 
changing Tech Specs re rciponsc time for steamlin* 

Isolationi deleting mechanical snubbers b surveillance 
requirements for sprinkler syt valves 

ADENSAM, E 0 Licensing Drench 4 84/02/29 27pp 22619 312 

24X Flche 50-369,84/02/29,8403120210 


— 8403120216 Safety evaluation supporting Amends 29 b 10 to Licenses 
NPF-? b NPF-17, resptctlvelg 

• Office of Nucleer Reector Regulation. Director 84/02/29 4pp 
22619 339 24 X F I c h e : 50-369. 84 /02/29. 8403 1 202 1 0 


8403190297 Forwards "Steam Pressure Buppreselon Characteristics of 
Mater-Soluble Plastic Membrane Shielded Ice for Ice 
Condenser Containment Nuclear Power Plants " 

TUCKER, H B Duke Power Co 84/03/07 DENTON.H R Office of 
Nuclear Reactor Rtgulatlon. Director ADENSAM. E 0 Licensing Branch 
4 7pp. 22672.102 24X Fi chi 90-000. 84/03/07. 840319O257 


—8403190261 "Steam Pressure Suppression Characteristic* of Mater-Soluble 
Plastic Membrane Shielded Ice for Ice Condenser Containment 
Nuclear Power Plants " Supporting documentation end 
8CRABI8. C M He sting house Electric Carp 83/06/30 129pp 

22672 109 24X Flche 90-000,84/03/07,8403190297 
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DOCKETED ITEMS 


B4O319019& Forward* proprietary In-fo to support NRC review of proposed 
ameniis to Licenses NPF-9 & NPF-17 Info change! operating 
limitations affected by optirniied Fuel assembly design for 
Unit 1/Cycle 3 reload Info withheld (ref 10CFR2 790) 

TUCKEB.H B Duke Power Co 84/03/09 DENTON. H R Office Of 
Nuclear Reactor Regulation. Director ADENSAH. E G Licensing Branch 
4 9pp 22643 020 34X Fiche 90-369. B4/03/0?i B4031 90 196 


840329014B Forward* Rev 6 to "HcGulre Unit 1 Pump & Valve Iniervlce 
Taiting Program" 6 Rev 2 to "McOuire Unit 2 Pump k Valve 
Ineervlce Testing Program " 

TUCKER, H B Duke Power Co S4/03/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAM, E. O Llcanslng Branch 
4 Ip S3B06 036 SAX Fiche 90-369. 04/03/1 6, B4D32901 4B 


— B403290i94 Rev 6 to "McOuire Unit 1 Pump k Valve Inservlce Testing 
Program " 

a Duke Power Co 04/03/16 13pp 32006 037 24X 

Fiche 30-369, 84/03/16, a 403290 i 48 


— 6403390164 Rev S to "McOuire Unit S Pump b Valve Inservlce Tasting 
Program " 

« Duke Power Co 84/03/16 13pp 23B06 090 24X 

Fiche 90-369,84/03/16,8403390148 


B40332003B Foruarda "Spent Fuel Pools Rerack Mod, Safety t. Environ 
Aivalyiis " Analyels suppls info to enable detailed safety 
evatuetlon of 040217 license amend request 

TUCKER, H 0 Duka Power Co B4/03/20 DENTON, H R Off lea of 
Nuclear Reactor Regulation, Director ADENBAM, E 0 Licensing Branch 
4 Ip. 22719 001 24X Fiche 90-369,84/03/20,8403220030 


— B403230044 "Spent Fuel Pools Rerack MPd>Bafety b Environ Analysis 
W/36 oversitr drawings Aperture cord* are available in PDR 
* Duke Power Co 04/03/20 120pp 2271 S 002 24X 

Fiche 90-369,84/03/20,8403220038 


8403270243 Foruardi eddl documentation of acctptebl 1 tty of "clear ti 
bright" test prapoaad In Tech Spec change submitted by 
831118 Itr Demonstrations revealed that "cltir b bright" 
more sensitive than "water & ledlmont" teit 

TUCKER, H 0 Duke Power Co 84/03/20. DENTON, H R Office of 
Nuclear Reactor Regulation, Dlractor ADENBAM, E O Licensing Branch 
4 2pp 22773 021 34X F i ch el 90-369. 84/03/20, 0403270243. 


8403290267 Rav to 831213 application for amend to Licenses NPF-9 b 
NPF-t2, changing listed Tech Spec bases, per Y Hsll b 
MS Dunenfeld B403C9 b 16 t e 1 coni, r espe c 1 1 ve 1 y Neitlnghouse 
proprietary Info withheld (ref 10CFR2 790) 

TUCKER.H D Duke Power Co 84/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAM, E 0 Licensing Branch 
4 3pp 22000 (T92. 24X Fiche 90-369,84/03/23,8403290267 


— 84D3390273 Revised proposed Tech Specs clarifying b correcting 831212 
amends to operating conditions for reactor core, radial 
peaking factor rapt b ipeclal repts 
« Duke Power Co 84/03/23 9pp 22300.099 24X 

Fiche 90-369,84/03/23,8403290267 


--B403390279 Requests withholding of proprietary info requested by util 
from public disclosure tref 10CFR2 790) Affidavit AW-76-60 
dtd 761202 end 

UlESEMANN, R A Uestlnghouse Electric Corp 84/D3/14. DENTON, H R 
Office of Nuclear Reactor Regulation, Dlractor lOpp 22800 100 
24X Fiche 90-369,84/03/23,8403290267. 


9403290382 Nonpropr i atary Info reflecting use of Rosemount resistance 
temp detector 

s Uestinghouse Electric Corp 84/03/23 9?pp 22800 110. 24X 

Flcbe 50-369,84/03/23,8403390267 


Inspection reports, IE Bulletins b correspondence 


'403160110 Forward* IE tnsp Repts 90-369/04-01 b 90-370/84-01 on 
840123-27 No violations or deviations identified 
DANCEiH C Division of Project b Resident Programs 84/02/19 
TUCKER, K B Duke Poutn Co 2pp 22692 346 24X 

Fiche; 90-369,84/02/18, 0403160110. 


0403160120 IE Imp Rapts 50-369/84-01 b 90-370/04-01 on 040123-27 No 
violations or deviatloni Identified Major areas inspected' 
plent water chemistry b inservlce testing of pumps b velves, 

R03S,H J Region 2. Office of Director BLAKE, J. J Division of 
Engineering bOperetlonal ProgTimt 84/03/10. llpp 226S2'340 
24X Fiche 50-369,94/02/19,8403160110 


8403160101 Foruerd* IE Insp Repts 90-369/84-03 b 90-370/84-03 on 
040130-31 No violations or deviations Identified. 

DANCE, H C Division of Project b Resident Programe 84/02/16. 
TUCKER, H B, Dulie Power Co 2pp 22692 341 24X 

Fiche 90-369,84/02/16.0403160101 


--0403160111 IE Insp Repts 50-369/84-03 b 50-370/04-03 on 840130-31 No 
violations or dtvlatjons identified Major areas inspscted 
emergency preparedness area of protectlvi action 
die islonmai Ing 

CLINE, N E Region 2, Office of Director JENKINS, O R Olvtstop 
of Emergency Preparedness b Materials Safety 04/02/19 3pp 
22652 343 24X Fiche 50-369,64/02/16,8403160101 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
□ptreted Valve Control Circuits b Annunciation " Sve list 
end 

JORDAN, E.L Division Of Emirgsncy Prtparidnsss b Engineering 
Reipons* (Post 030103 ) 84/02/28 Consoltdetad Edison Co. of Nsu 

Tori, Inc llSpp 22909 239 24X Fichi 50-000,04/02/20,8401190072 


0403390275 Forwards IE Insp Rspti 90-369/04-02 b 50-370 /84''02 on 
840213-17 No violations or deviation* identified 
DANCE, H C Division of Project & Resident Progremi 84/03/01. 
TUCKERiH S Duke Power Co 2pp 22000 083 24X 

rich* 90-369,84/03/01,8403290275 


—8403390390 IE Insp Repts 50-369/84-02 b 50-370/04-02 on 840213-17 No 
violations or deviations Identified Hejor ereas Inspected* 
emergency prtparednes* 

BTODDART, P 0 Region 2, Office of Director JENKINS, O.R. 

Division of Emergency Preparedness b Materials Safety. 04/02/29 
7pp. 22000:085 24 X Fiche ' 50-369, 84/03/01, S403290275. 


0402090007 IE Info Notice S4-14, “Highlights of Rsesnt Transport 
Rtgulatory Rev* by DOT b NRC, " Sve list sncl, 

GRACE, J N, Division of OA, Safeguards b Inspection Programs (Post 
830103) 04/03/02 Consol tdatsd Edison Co of Nsw York, Inc 

I30pp 22952 329 24X FI eh e; 50-000, 84/03/02, 0402090007 


8402090000 IE Info Notice 84-16, "Fallor# of Automatic Sprinkler Sys 
Valves to OpsTite " Sve list end 

JORDAN, E. L Division of Emsrgtncy Preperednst* b Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22993 098. S4X Fiche. 50-000, 84/03/02, 8402090008 


8402090009 IE Info Notice 04-15, "Reporting of Radiological Releases.” 
&vc list anc 1 

JORDAN, E L Division of Emsrgsncy Prspersdnss* b Engineering 
Rstpont* (Post 030103) 84/03/02 Consolideted Edison Co. of New 

York, Inc 119pp 229 53 217. 24X FI c he ' 90-000, 84/03/02, 8402090009 


04O2O9OOH IE Info Notice 84-17, "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list end. 

JORDAN, E L Division of Emergency Preparedness b Enginssrlng 
Response (Post 630103) 04/03/09 Consolideted Edison Co of Nsw 

York, Inc 117pp 22953' 336 24X Fiche 50-000.84/03/09,0402090011 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons LserRSd From Insps of 
Fire Protection Safs Shutdown Eys. " Sve list end, 

JORDAN, E L Division of Emergency Preparedness b Enginssrlng 
Response (Post 830103). 84/03/07 Consolldatsd Edison Co. of Nsu 

York, Inc llSpp 22635 049. 24X Fiche 90-000,84/03/07,8402090024 


04O2O9OO2B IE Info Notice 84-18, "Stress Corrosion Cracking In PNR 
Sys " Sve 1 1st enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Responit (Post 030103) 84/03/07 Consolidated Edison Co of Nsw 

York, Inc llepp, 22984 106. 24X FI chs: 90-000, 04/03/07. 8402090028. 


0403160297 Act receipt of 040203 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-369/63-49 b 
90-370/03-52 

LEUIS, R C Division of Project b Resident Programs. 84/03/07. 
TUCKER, H 8 Duke Power Co 2pp. 22660 041. 24X 

Fichi 50-369,84/03/07,8403160297 


— 8403160304 Ach recti pt of 840203 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-369/03-49 b 
90-370/83-92, Util will bt informed of acceptability of 
corrective ectlons at later data 

LE(.(I8,R C Division Of Project b Resident Programs 84/02/21. 
TUCKER, H B. Dukt Power Co Ip 22660:043. 24X 

Fiche 90-369,84/03/07,0403160297. 


"8403160313 Retpondi to NRC 040104 Itr re violations noted in IE Insp 
Rspts 50-369/03-49 b 90-370/B3-92 Violation disputed. Steps 
involved in surveys of airborne effluent hatards llstad. 

TUCKER, H 0 Duke Power Co 84/02/03 O'REILLY, J P. Region 2, 
Off let of Director. 3pp 22660-044 24X Fiche' 90-369, 84/03/07, 

B403160297 


—0403160317 Forwards IE Insp Rapts 50-369/03-49 b 50-370/03-92 on 
831206-09 b notice of violation 

LEUISiR. C Division of Project b Resident Programs, 84/01/04 
TUCKER, H B Duke Power Co 2pp 22660.047. 24X 

Fiche 90-369,04/03/07,0403160297 
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— S4O31&035a NdCIi:* of violOtion from insp on 831S0&-09 

• Aoglon Si Offica of Director B4/01/04 Ip SSii&O 049 24X 

Ftcha 30-3691 84/03/07 i 8403160397 


—8403160339 IE In»P Rapta 80-369/83-45 & 30-370/03-52 on 831206-09 
Violation notail failure to peform adequate aurvaqs for 
releate of airborne effluanti to unrcatrlcted areae 
XUZQiO B Region 3i Office of Director MONTOaHERY. D N Dlvlalon 
of Engineering & Operational Programi 03/12/30 i6pp 
32660:030. 24X Flche 30-369.04/03/07,0403160297 


0403090031 IE Bulletin 84-03. "Fallorea of OE Tgpe HFA Ralaijs in Vaa In 
Claee IE Safety Byi *' Svc lift end 

DEYODNOi R C Director'! Office. Office of Inapcctlon end 

Enforcanient 04/03/13 Conaolidatad Edleon Co of Neu York. Inc 

134pp 22023 094 24X Flche 30-000,04/03/12,0402090031 


0402090043 IE Info Notice 04-19, "Teio Event* Involving Unauthorlied 
Cntrlee into PWR Reactor Cavities " Sve list end 
VORDAN, E C Division of Emergency Preparedness & Engineering 
Response (Post 030103). 04/03/21 Consolidated Edison Co of Neu 

York, Inc 123pp 32023229 24X Flche 30-000,04/03/21,8402090043 


0402090044 IE Info Notice 04-20, "Sve Life of Relays in Safaty-Related 
Sys " 8vc list aiicl 

JORDAN, E L Division of Emargency Praparedness Si Enginaering 
Rasponsa (Post 830103 ) 04/03/21 Consolldatad Edison Co of Neui 

Vorlc, Inc I33pp 22933 001 24X Fiche 30-000,04/03/21,0403090044 


R Periodic operating reports l< related correspondence 


0408310130 Monthly operating ropts for Jan 1984 U/04O31S Itr 

REAVIS, J. A., TUCKER, H B. Duka Power Co 04/01/31 Spp 22316 349 
S4X Flche. 30-369, 04/01/31, 0402210130 


840320O1S3 Monthly operating repts for Feb 1904 U/B4031S Itr 

REAVI8, T A., TUCKER, H B Duka Power Co 04/02/29 Bpp 22697 103 
a4X Fiche 30-369,04/02/29,8403200123 


0. Reportable occurrences, LERs Si related correspondence. 


0311110314 Foruardf evaluation of 010033 overpressuri lat Ion of luctlon 
Ilnae to turbine driven auxiliary feedwater pump Relief 
capability nay be needed for check valvae 
ZUKOR, D J. Reactor Oparatlons Analyels Branch, 02/11/03 
HICHEL80N,C Director's Office 4pp 23773 331 24X 

Flche: 90-369, 03/1 1/02. 0211110914 


8403200332 Forwards prallmlnary results of natural circulation 
analyses for 011111 transient at HcOulre Si 000603 natural 
circulation low power test at North Anna 

CHARLTON, T R EOI.O, Inc 03/09/23 LITTENEKEB.P E Energy, Dept 

of, Idaho Operations Office 29pp, 23807 239 24X 

Fiche* 30-000, 03/09/82, 8403380332 


8403130101 Forwards ''Falluras in Upper Head Injection 8ys " Licensees 
taking action to resolve setpoint drift on Barton level 
tranemlttsre No AEOD action recommended 

ZUKORi 0. J. Reector Operatlone Analysis Branch. 64/02/20. 
aEYFRITfK, V Reactor Operatlone Analysis Branch Ip 2S646. 272 
24 X Fiche; 30-000, 04/02/20, 8403130181 


— B4031301B3 'Tailuret In Upper Head Injection Sys," AEOD tngineerlng 
evaluation pept. 

ZUKORrA Director's Office 04/03/20, Bpp. 22646 273 34)( 

Fiche 90-000, 84/03/38. 0403130101 


8403130332 LER 84-003-00' on 840130, reactor protactlon sys inltiatad 
trip following voltaga splka In loop C Cauiod by failure of 
loop C lasd/lag card of process control sys Faulty card 
replaced H/040239 Itr. 

NAROaCI.P, B., TUCKER, H B. Duka Power Co 04/02/29 3pp 
SS607: 146 24X Flche. 30-369 , 84/02/39, 8403 1 30332 
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e, NRC Safety Evaluation Report (SER), suppls tc correspondence 


8403080317 Forwards Rev 10 to "Analysis of Hydrogen Control Measures at 
HcOulre Nuclear Station," per SSER 7 (NURE0-04a2) 

TUCKER, H.S. Duke Power Co 04/02/89, DENTON, H. ft Office of 
Nuclear Reactor Regulation, Director AOENSAM, E 0 Licensing Branch 
4. app. 8844 1 816 84 X Fi C ha. 30-000, 84/08/29, 8403030317. 


--'0403080381 Rev 10 to "Analysis of Hydrogen Control Measures at Mc(}ulrs 
Nuclear Station. " 

e Duke Power Co. 84/02/2? SOpp 23441*218 84X 

Fiche 80-000,84/08/89,6403020317 


F Security, medical, emergency ti fire protection plans 


0403090234 Public version of revised crisis mg t plan implementing 
procedures, incl udlng Procedures 3 3 4 re schediil ing/plannlng 
support group, 3 3 6 re radiological support group t, s 3 7 re 
technical support group U/831107 Itr h JM Felton memo 
TUCKER, H B Duke Power Co 03/10/31 27lpp 22599 099 34X 

Fiche 30-000. 03/1 0/3 1 . 0403090254 


B403140231 Public version of revised emergency plan Implementing 
procedures. Inc lud Ing Procedures PT/0/A/4600/O6 re exercise 
t. drllIs,RP/0/A/5700/03 re alert «, RP/0/A/S700/03 re site 
area emergency W/8312I3 Itr 6 JM Felton 840312 release memo 
OLOVER, M 8 . SAMPLE. M , TUCKER, H D Duke Power Co 03/11/20 
DENTON, H H Office of Nuclear Reactor Regulation, Director 
ADENSAM, E 0 Licensing Branch 4 141pp 22637 177 34X 

Flche 50-369.03/11/20,8403140331 


8403090276 Public version of revised emergency plan Implementing 
procedures. Including Procedure RP/O/A/5700/01 re 
notification of unusual event, EP/0/A/9700/02 re alert 6 
RP/O/A/ 5700/03 re site emergency H/B40I23 Itr & 840307 memo 
OLOVER, M 8 > OILBERTiO D . TUCKER, H D Duke Power Co 84/01/03 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
AOENSAM, E 0 Licensing Branch 4 102pp 22994 331 24X 

Fiche 90-369,04/01/05,0403090276 


0403070393 Public version of revised emergency plan implementing 
procedures, Including Procedure HP/O/B/ 1009/05 re first 
response evaluation of roactor coolant leak tt PT/0/A/4600/O6 
re exercises ti drills H/B40S10 Itr t, JM Felton 040302 memo 
FOSTER. J . MCCONNELL. T i TUCKER, H B Duke Power Co 04/01/10 
ADENBAM.E 0 Licensing Branch 4 DENTON. H R Office of Nuclear 
Reactor Regulation, Director B4pp 22563 319 34X 

Flche 90-369,84/01/18,8403070352 


B40306022S Rev II to crisis mgt plan U/840224 Itr h public info 
pamphlt t 

VAUOHN. T E Duke Power Co 04/03/02 66pp 82516 189 24X 

Flche 50-000.64/02/02,0403060229 


0403060106 Changes 0-S to Emergency Plan Implementing Procedure 
PT/O/A/4600/1 1, "Function Check of Emergency Vehicle at 
Equipment " W/e40224 Itr 

MCDONALD, D A , FOSTER, J. , TUCKER, H D Duke Power Co 84/02/10 
DENTON, H. R Office of Nuclear Reactor Regulation, Director 
ADEN8AM, E 0 Licensing Branch 4 32pp 22306 149 24X 

Fiche 90-369,64/02/10.0403060106 


0403160101 Forwarde IE Inep Repts 30-369/04-03 & 90-370/84-03 on 
840130-31 No violations or deviations identified 
DANCEi H C Division of Project 6 Resident Programs 84/02/16 
TUCKER. H D Duke Power Co 2pp 23633 341 34X 

Flche 90-369,04/02/16,0403160101 


—0403160111 IE Insp Repts 90-369/S4-03 <i 90-370/04-03 on 040130-31 No 
violations or deviations identified Major areas inspected 
emergency preparedness area of protective action 
decisionmaking 

CLINE, W E Region 3, Office of Director 84/02/13 3pp, 

22692 343 24X Flche 50-369,04/02/16,0403160101 


0403020234 Ack receipt of 040139 t< 831010 ttrs transmitting Revs 6 I, 5 
to guard training ti qualification plan, respectively Revs 
consiotent w/lOCFRSO 34<p) ti acceptable 

LENIS, R C Division of Project h Resident Programs 04/02/29 
TUCKER, H B Duka Power Co 2pp 22439 003 24X 

Flche 90-369, 84/02/29, 0403020294. 


0403290279 Forwards IE Insp Rapti 30-369/04-02 it 90-370/04-02 on 
040213-17 No violations or deviations Identified 
DANCE, H C Division of Project it Resident Programs 04/03/01 
TUCKER, H.B Duke Po'wer Co 2pp 22000 083 24X 

Flche 90-369,04/03/01,0403290275 


—0403290290 IE Insp RtptS 90-369/84-02 «. 90-370/84-02 on 040213-17 No 
vloletlons or deviations identified Major areas inspected 
emergency preparedness 

STODDART, P 0, Region 2, Office of Director 84/02/29 7pp 
22000.009 24X Flche 50-369,04/03/01,8403290275 


0403160278 Extends Invitation to attend 040316 workshop to dlacuss 
10CFft90,App R requiroments & results of recent imp to help 
resolve misunderstanding associated w/raquirements 
LEUI8, R C Division of Project h Reeidept Programs 84/03/02 
TUCKER, H.B Duke Power Co tp 22660 274 24 X 

Flche. 30-000, 84/03/02, 0403160278 


0403120110 Advises that 040116 Rev 16 to physical eecurtty plan 
consistent w/provlslont of 10CFR30 94(p) 6 acceptable 
LEHIS, ft C Division of Project h Resident Programs 84/03/00 
TUCKER, H B Duke Power Co 2pp 22988 800 24x 

Fiche 90-369,84/03/08,8403120110 



254 


DOCKETED ITEMS 


8403270230 ForiuaTdt Rev J9 to security plan Rev ulihbcld 
<r*f 10CFR73 21) 

TUCHERiH B Duke Pouer Co e4/03/l& O'REtLLViJ P Region 2, 
Office of Director ip 22 772 129 24X Fichc 30'"369* 84/03/ 16i 
6403270230 


8403300022 Atfvlses that B3112S Rev 17 to phyelcel secrulty plan 
consistent u/provlsions of lOCPRSO 94<p) & acceptable 
LEUIB.R C Division of Project & Resident Programs B4/03/2fr 
TUCKER, H B Duke Power Co 3pp 22822 179 24X 

Flcha S0-3&9. 84/03/26. 8403300022 


P Operating license stage documents t< correspondence 


8403290267 Rev to 831212 application for amend to Ulcantee NPF-9 tt 
NPF-* 12. Chang Ing listed Tech Spec bascsiper Y Hell t, 
ns Dunenfeld 040319 6 16 telconsi respec tive I y Uaetinghoued 
proprietary Info withheld <r»f 10CFR2 790) 

TUCKER. H B Duke Power Co 84/03/23 DENT DM, H R Qfflo of 

Nuclear Reactor Regulation, Director ADEN8AH, E 0 Llcenelng Branch 
4 3pp 22000 092 a4X Fiche 90-369,84/03/23,04032902*7 


— 8403290273 Revised proposed Tech Specs clarifying b correcting 831313 
amends to operating conditions for reactor cora, radial 
peaking factor rept t< special repts 
• Duke Power Co 84/03/23 9pp 22800 093 24X 

Fiche 9 0-369, 84/03/23. 8403290267 


B403130341 Forwards "McGuire Nuclear Station Unit 2 Startup Rept," 
addressing results of startup testing from initial fuel 
loading through testing at 90)C full power Supplementary 
repts will be submitted every Smooths until operation 
TUCKER. K B Duke Power Co 84/02/08 O 'RE ILLY. J P R«glon 2, 
Office of Director ip 22606 129 24X Fiche 90-370.04/02/08. 

8403130341 


— 8403290279 Requests withholding of proprietary Info requeeted by util 
from public disclosure iref 10CFR2 790> Affidavit Abl-76-60 
dtd 761202 end 

UIE8EMANN.R A Westlnghouse Electric Carp B4/03/U DENTON. H R 
Office of Nuclear Reactor Regulation, Director lOpp 22000 lOO 
24X Fiche: 90-369, 84/03/23, 8403290267 


0 Inspection reports, IE Bulletins t, correspondence 


"8403130344 "McOuirc Nuclear Station Unit 2 Startup Rept 
e Duke Power Co 84/02/08 392pp 22606 130 24X 

Fiche 50-370.84/02/08,8403130341 


8403120210 Forwards Amends 29 6 10 to Licenses NPF-9 b MPF-17. 
respectively b safety evaluation Amends change Tech Specs 
re response time for steam line isolation b surveillance 
requirements for sprinkler sys valves 

ADENSAH.E G Licensing Branch 4 84/02/29 TUCKER. H 8 Duke Power 

Co 3pp 22619 310 24X Fiche 50-369.84/02/29.8403120210 


—8403120213 Amends 29 b lO to Licenses NPF-9 b NPF-17, respectively, 
changing Tech Bpecs re rosponse time for steanllne 
Isolation, deleting mechanical snubbers b surveillance 
requirements for sprinkler sys valves 

ADENSAH.E 0 Licensing Branch 4 84/02/29 27pp 22619 312 

24X Fiche 50-369,84/02/29.8403120210 


— 8403120216 Safety evaluation supporting Amends 29 b 10 to Licenses 
NPF-9 & NPr-17. respec t ively 

• Office of Nuclear Reactor Regulation. Director 84/02/29 4pp 
22619 339 a4X Fiche 50-369.84/02/29,8403120210 


8403190297 Forwards "Steam Pressure Suppression Characteristics of 
Uater-Solub 1 e Plastic Membrane Shielded Ice for Ice 
Condenser Containment Nuclear Power Plants " 

TUCKER, H D Duke Power Co 84/03/07 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 7pp 22672 102 24X Fiche 90-000.84/03/07.8403190257 


8403150196 Forwards proprietary info to support NRC review of proposed 
amends to Licenses NPF— 9 b NPF-17 Info changes operating 
limitations affected by optlmiied fuel assembly design for 
Unit l/Cycle 2 reload Info withheld (ref iOCFRS 7901 
TUCKER. H B Duke Power Co 84/03/09 DENTON. N R Office of 

Nuclear Reactor Regulation. Director ADENSAM. E 0 Llceniing Branch 
4 3pp 22643 020 24X Fiche 50-369,84/03/09,8403190156 


8403290148 Forwards Rev 6 to “McCulre Unit I Pump b Valve Inservice 
Testing Program" b Rev 2 to "HcOuire Unit 2 Pump b Valve 
Inservice Testing Program " 

TUCKER. H B Duke Power Co 84/03/16 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 ip 22806 036 24X Fiche 90-369,84/03/16,8403290148 


8403290164 Rev 2 to "HcGuire Unit 2 Pump b Valve Inservice Testing 
Program ” 

• Duke Power Co 84/03/16 13pp 22806 050 24X 

Fiche 50-369,84/03/16,8403290148 


S40322003B Forwards "Spent Fuel Pools Rerack Mod, Safety b Environ 
Analysis “ Analysis suppls info to enable detailed safety 
evaluation of 640217 license amend request 

TUCKER. H D Duke Power Co 84/03/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM. E C Licensing 
4 Ip 22719 001 24 X FI c he. 50-369. B4/03/20. 8403220030 


Branch 


Rerack Mod, Safety b Environ Analysis 
W /26 overskie drawings Aperture cards are available in PDR 
-» Duke Power Co 84/03/20 1 20pp 22715 002 24X 

Fiche 90-369.84/03/20,8403220038 


8403270243 Forwards add I documentation of acceptability of "clear b 
proposed In Tech Spec change submitted by 
831118 Ur Demonstrations revealed that “clear b bright" 
more sensitive than "water b sediment" test 

TUCKER, H a Duke Power Co 84/03/20. DENTON.H R Office of 
Nuclear Reactor Regulation. Director ADENSAM, E 0 Licensing Bran, 
4 2pp 22772 021 24 X Fiche 90-369,84/03/20.8403270243 


8403160110 Forwards IE Insp Ropts 90-369/84-01 b 50-370/84-01 on 
840123-27 No violations or deviations identified 
DANCE.H C Division of Project b Resident Programs 84/02/19 
TUCKER. H B Duke Power Co 2pp 22652 346 24X 

Fiche 90-369,84/02/15,8403160110 


--B403160120 IE Insp Repts 90-369/84-01 b 90-370/84-01 on 040123-27.110 
violations or deviations identified Major areas inspected 
plant water chemistry b Inservice testing of pumpe b valves 
R03B, W. J Region 2, Office of Director BLAKE, d.J Division of 
Engineering b Operational Programs 84/02/10 llpp 22692.340 
24X Flcha 90-369.84/02/19.8403160110 


8403160101 Forwards IE Insp Repts 50-369/84-03 b 90-370/84-03 an 
840130-31 No violations or deviations Identified 
DANCE, H C Division of Project b Resident Programs 84/02/16 
TUCKER, H B Duke Power Co 2pp 22692 341 24X 

Fiche 50-369.84/02/16,8403160101 


— B403160111 IE Insp Repts 30-369/84-03 b 90-370/84-03 on 040130-31 No 
violations or deviations identified Mejor areas Inspected, 
emergency preperednesi area of protective action 
dec! s lonmaV tng 

CLINE, H E Region 2, Office of Director JENKINS.O R Division 
of Emergency Preparedness b Materials Safety. 84/02/19 3pp. 

22692 343 24X Fiche 50-369,84/02/16,8403160101 


8401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
□perated Valve Control Circuits b Annunciation " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/02/28 Consolidated Edison Co of New 

York, Inc 119pp 22909 239 24X Fiche- 50-000, 84/03/20, 0401 190072 


8403290279 Forwards IE Insp Repts 90-369/84-02 b 30-370/04-02 pn 
040213-17 No violations or deviations identified 
DANCE.H C Division of Project b Resident Programs 84/03/01 
TUCKER. H D Duke Power Co 2pp 22000 083 24X 

Fiche 90-369.84/03/01,8403290275 


— 8403290290 IE Insp Repts 90-369/84-02 b 50-370/04-02 on B40313-17. N« 
vlo'iations or deviations 1 dentlf led. Major areas inspected: 
emergency preparedness 

8TOODART,P 0 Region 2, Office of Dlrectnr JENRINB, 0. R 
Division of Emergency Preparedness b Materials Safety. 84/02/29. 
7pp 22800 085 24X Fiche 50-369,84/03/01,84 03290379 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatorg Revs by DOT b NRC ” Sve list end 

ORACEiJ N Division of QA, Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

I30pp 22552 329 24X Fiche 50-000,04/03/02,8402090007. 


B40209000B lE Info Notice 84-16, "Failure of Automatic 6prin)<l«r Bus ! 
Valves to Operate “ Sve list end . 

JORDAN, E L Division of Emergency Preparedness b Engineering j 

Response (Post 830103) 04/03/02 Consolidated Edison Co. of Ntu i 

York, Inc. l 22 pp 22553 098. 24X Fiche- 50-000, 84/03/02, 8402090000 ^ 


8402090009 IE Info Notice 84-15, “Reporting of Radiological Releases ■ 1 
8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (post B30103). 84/03/02 Consolidated Edison Cp. pf New = 

York, Inc 119pp 22553 217 24X Fiche 90-000, 04/03/02, 0402090009 1 
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8403070011 IE Info Notleo 84-17. “Prablora* W/Ltqold Nltrogtn CooUng 
Componanti Btlou Nil Ductility Tamp " Svc Hit and. 

.IORDAN. E L plviiion of Emargancy Praparadnaii 1< Enginaaring 
Rasgonat (Poit 830103) 04/03/05 Coniolidatad Edison Co of Naoi 

Vortj Inc 117pp 32553 336 24X Ficha 50-000. 04/03/05, 840209001 1 


6402090024 IE Info Notlca 04-09. Rav 1. "Lassoni Laarnad From Imps of 
Fira Protaction 0afa Shutdown 6ys “ Svc list and 
.IORDAN, E L Division of Emargancy Praparadnais << Englnaarlng 
Rasponia (Post 030103) 04/03/07 Coniotldatad Edison Co of Naw 

York. Inc 118pp 20635 049 24XFlche 50-000, 04/03/07. 8402090024 


8402090028 IE Info Notice 84-lBi "Strass Corrosion Cracking in PUR 
Sys “ Svc list and 

JORDAN. E L Division of Emargoncy Praparadnats t. Englnaarlng 
Rasponss (Post 030103) 04/03/07 Consolldatad Edison Co of Naw 

York. Inc Itepp 22584 186 24X Flcha 50-000,84/03/07,8402090020 


B403160297 Ack racalpt of 040203 Itr informing NRC of steps takan to 
correct violations noted in IE Insp Rapts 50-369/03-45 (i 
50-370/83-52 

LEMJS, R C Dlvlilon of Project b Reaidant Programs 84/03/07- 
TUCKER, H B Duka Power Co 2pp 22660 041 24X 

Flcha 90-369, 04/03/07, 8403160297 


— 8403160304 Ack racalpt of 840203 Itr Informing NRC of stape taken to 
correct violations noted in IE Insp Rapts 90-369/83-49 S, 
90-370/83-92 Util will be informed of acceptability of 
corrective actions at latar data 

LENTS, R C Division of Project S< Resident Programf 04/02/21 
TUCKER, H B Duka Power Co Ip 22660-043 24X 

Flcha 90-369, 84/03/07. 0403160297 


— 0403160313 Responds to NRC 840104 Itr re violations noted in IE Insp 
Rapta 90-369/83-49 U 90-370/03-92 Violation disputed Steps 
Involved in surveys of airborne effluent haiards listed- 
TUCKER. H B Duke Power Co. 84/02/03. □ 'REILLY, J P Region 2, 
Office of Director 3pp 22660 044 24X Flchc 50-367. 04/03/07. 

0403160297 


— 8403160317 Forward! IE Insp Rapts 50-369/83-45 it 90-370/83-92 on 
831206-0? It notice of violation. 

LEWIS, R C Division of Project I. Resident Programs 84/01/04 
TUCKER, H B Duke Power Co 2pp 22660 047 24X 

Flcha; 90-369. 84/03/07, 0403160297 


— 0403160322 Notice of violation from Insp on 031206-09 

« Region 2, Office of Director 84/01/04 Ip 22660 04? 24X 

Flche , 90-369, 04/03/07, 0403160297 


— 8403160329 IE Insp Rapts 50-369/03-49 ti 90-370/83-92 on B3 1206-09 
Violation noted failure to peform adc<iuata surveys for 
relaasa of airborne effluent* to unrestricted areas. 

KUZO, 0 B Region 2, Off ice of Director NONTOOHERY, D H Division 
of Engineering it Operational Programs 83/12/30 16pp. 

22660 050 24X Flche 90-369.84/03/07.8403160297 


0402090031 IE Bulletin 04-02, ''Failures of OE Type HFA Relays in Usi in 
Class IE Safety Bye " Svc list end 

DEVOUNO.R C Director's Office. Office of Inspection and 

Enforcaraant 04/03/12. Consolidated Edison Co. of New York. Inc 

134pp. 22023 094 24X Flche 90-000,84/03/12.8402090031 


S Reportable occurrences. LERs t< related correspondence 


B4032S0332 Forwarde preliminary results of natural circulation 
analyses for 811111 transient at KcOulrc I, 800609 natural 
circulation low power test at North Anna 

CHARLTON, T R EOhO, Inc 03/09/22 LITTEMEKER.P E Energy, Dept 
of. Idaho Operations Office 29pp 22807 299 24X 

Flche* 90-000, 83/09/22, 8403280332 


8403060232 LER 84-003-00 on 840122. during RCS leak test, reactor trip 
occurred Caused by personnel error Pressure monitored from 
Instrument independent of trip logic Test procedure revised 
H/840221 Itr 

NARDQCI.P B . TUCKER, K B Duke Power Co 84/02/21 4pp 
22916 094 24X Flche 50-370.84/02/21.8403060232 


6403190181 Forwards "Failures In Upper Head Injection Sys " Licensees 
taking action to resolve setpoint drift on Barton level 
transmitters No AEOO action recommended 

ZUKOR.D J Reactor Operations Analysis Branch 84/02/28- 
SEVFRIT. K V Reactor Operations Analysis Branch Ip 22646 272 
24X Flche 90-000. 84/02/28. 84031S01S1 


— 8403190183 "Failures in Upper Head Injection Sys." AEOD engineering 
eveluetion rept 

ZUKOR.A Director's Office 84/02/28 Bpp 22646 273 84X 

Flche 90-000. 84 /02/Ba, 8403 1 90 1 a I 


8403120173 LER 04-002-00 on 04O115.both ND trains declared Inoperable 
when breakers for valves SNO-ID t< 2N0-2A closed Caused by 
personnel error. Procedures revised I, personnel counseled 
M/840329 Itr 

NARDOCI.P B , tucker, H D Duke Power Co 84/02/29 4pp 
22989-175 24X Flche. 50-370, B4/02/29, 8403120173. 


B403130167 LER 04-004-00 on 8401 15, chemical S' vql control pump 3A ran 
approx 19 minutes w/o suction Caused by vol control tank 
outlet Isolation valve inadvertently closing tt by personnel 
error Pump rspalreif Personnel counseled M/B402S9 Itr 
NARDOCI.P B , TUCKER. H B Duke Power Co 84/02/29 4pp 
22608 112 24X Flche 50-370,84/03/29.8403130167- 


B40312O1SO LER 84-006-00 on B40203. d ig 1 tal RPI sys fai 1 «di re sul 1 1 ng 
In manual reactor trip Caused by failure of central control 
card ic display card Cards replaced M/B403D3 Itr 
NARDQCI.P B . TUCKER, H B Duke Power Co 84/03/05 3pp 
22985 260 24X Flche 50-370.04/03/05.0403120190 


0403150138 LER 04-005-00 on 840202. reactor trip initiated. Caused by 
personnel mistakenly pushing TRIP button Unit stabiliied 
tt fast recovery initiated Personnel counseled M/840309 Itr 
NARDOCI.P D , TUCKER, H B Duke Power Co 04/03/05 4pp 
22639.333 24X Flche 50-370,84/03/05,8403190138 


8403190303 Updated RO 370/83-97 shutdown capability never jeopardlied 
t. unit could be shut down given fire in annulus iii/sprlnker 
Isolation valve closed Cause unknown Figure illustrating 
cable separation end 

TUCKER, H 0 Duke Power Co 84/03/07 O'REILLY, J P Region 2. 
Office of Director. 3pp 22673 183 24X Fiche 90-370,84/03/07. 

0403190303 


e4020900'43 IE Info Notice 84-19. "Two Events Involving Unauthorliod 
Entries Into PMR Rsactor Cavities " Svc list end 
JORDAN. E. L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

Vork, Inc. 123pp 22823 229 24X Flche 90-000. 84/03/21) 8402090043 


8402090044 IE Info Notice 84-20. "Svc Life of Rsleyi in Safety-Related 
0ys " Eve list and 

JOROANi E L. Division of Emsrgsncy Preparedness U Engineering 
Response (Post 030103) 84/03/21 Consolldatad Edison Co of New 

York. Inc 139pp 22933 001 24X Flche. 90-000. 84/03/21, 8402090044 


R Periodic operating reports tt related correspondence 


8402210190 Monthly operating rapt* for Jan 1984 W/B40219 Itr 

REAVie, J A., TUCKER. H.B Duka Power Co 84/01/31 Bpp 22316 349, 
34X Fiche; 90-369. 04/01/31. 8402210190 


DOCKET 90-373 LASALLE COUNTY STATION, UNIT 1 


F Security, medical, emergency tc fire protection plans 


6403200041 Forwards Rev 17 to physical security p Ian, respond Ing to NRC 
comments re Rev 14 to plan h addressing measures to secure 
openings allowing potential access to vital areas Rev 
withheld (ref 10CFR2. 790 «< 73 21). 

FARRAR, D L Commonwealth Edison Co 84/02/16 Region 3, Office 
of Director Ip. 22690 343 24X Fiche- 50-373, 84/02/16, 0403200041 


8403020207 Forwards order confirming licenssa commitments on enargancy 
responeo capability, based on Info provided in util 630414 ti 
0825 responses to Oenerlc Ltr 82-33. SuppI 1 to NURE0-O737 
SCHUENCER.A Licensing Branch 2 04/02/21 FARRAR. D L 

Commonwealth Edison Co 2pp 22494 324 24X Fi che* 50-373. 04/02/21. 

0403020207 


8403200123 Monthly operating rept* for Fab 1984 M/84031 S ltr. 

REAVIS, T. A, TUCKER, H B Duke Power Co 04/02/29. 8pp 22697.103 
B4X FI eh O' 50-369. 04/02/29. 0403200123 


— '0403020221 Order confirming licensee 830414 8< 0829 commitments on 
emergency response capabil ity. per Oenerlc Ltr 82-33, Suppl 1 
to NllHEO-0737 

EIEENHUTi D 0 Division of Licensing 84/02/21 Commonuealth 
Edison Co 7pp 22494 326 24X Flche 90-373.84/02/21,8403020207 
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S4030300&3 A<lvlsen that firs |irote<tlon «gs analigsis rs RCtC - RHR 
htghyiou pTSSsure IntsTface completsd Anaigsla protsss 
dsscT ib ed« includ Ing failure modSf acceptance crltcrlSr 
evaluation results t* nods to be parforneil 

SCHBOEDERjC M CunmoniuBa 1th Edison Co 04/03/01 DENTON. «B 
Dffiee of Muclsar Reactor Regulation. Director 39pp 23467 232 
24X Flche 30-373. 84/03/01. e4030S00<.3 


8403120138 Rev 23 to Procedure LAP 020-3. "Offsite Procedure " 

« Coismonuealth Edison Co 04/03/09 24pp S29?0 0&2 24X 

Flche 90-373.84/03/09.6403130126 


8403120089 Notifies of 340323 regional workshop in Rosemoot. IL w/all 
Region 111 licensees to discuss fire protectinn Safe 
shutduun requirejnents Workshop (uill provide addl guidance Tv 
lOCFRSO.App R reRuirements Agenda end 

SPES3ARD.R L Division of Eoiergancv Preparedness h Operational 
Support 84/03/0di REEO. C Commonuealth Edison Co 3pp 
22309 264 24X Flche 50-373.84/03/06.0403130029 


0403140173 Forwards final Interim Ropts 1.2 «< 3 re fire detection sgs. 
per 031123 request t. IE Insp Aepts 50-373 /03-44 tc 50-374/ 

03-48 Detector Installations meet Intent of NFPA & require 
no compensatorg measures 

SCHROEDER.C M Coiiunanuea 1 th Edl*on Co 04/03/09 DENTON. HR 
Office of Nuclear Reactor Regulation. Director 4pp 22629 191 
a4X Flche 30-373.84/03/09,8403140175 


— 8403140160 Analgsis of fire detector locations at Lasalle Countg 
Station, final Interim Rept 1 

JOKNSON.U A . SCHULTZ. 0 R . DALDA5BARRA. C Bchlrmer Engineering 
Curp 64/02/21 75pp 22629 193 24X Flche 50-373,84/03/09. 

8403140175 


— 8403140183 Anaigsis of fire detector locations at Lasalle County 
Station. fina 1 Interim Rept 3 

BREZ1N8KI.M B . JOHNSON. W A . SCHULTZ, 0 R, Bchlrmer Engineering 
Corp 04/03/06 65pp 22625 29B 24X Flche 90-373.84/03/09. 

8403140175 


— 8403140184 Analysis of fire detector locations at Lasalle County 
Stati on. Final Interim Rept 3 

JQKN80M. W A . SCHULTZ. 0 fl , DALOASSARRA. C Schlrmnr Engineering 
Corp 04/03/00 43pp 22626 012 24X Fiche 90-373.04/03/09. 

0403140175 


0403200356 Faruards Info b Rev 1 to Precedure LT8-laa0-36> "Fire 
Damper Visual Insp." per NPC request 6 IE Insp Repts 
50-373/83-44 fe 90-374/83-40 

SCHROEDER.C U Canmunuealth Edison Co 84/03/13 DENTON, HR 
Office of Nuclear Reactor Regulation. Director 9pp 22697 022 
24X Flche 90-373,84/03/13.8403200296 


— 0403200263 Rev I to Procedure LTS-lOOO-36. “Fire Damper Visual Insp 
• Commonwealth Edison Co 84/03/05 40pp 22697 027 24X 

Fiche 90-373,84/03/13.8403200296 


0403300244 Forwards NRC position re certain items being appealed by 
util In fire protection area per 040.187 lir 
3CHUEHCER.A Licensing Oranch 2 04/03/14 FARRAR. D L 

Comnnnuealth Edison Co 7pp 22040 393 S4X Flche 90-373,84/03/14. 
8403300244 


8403220123 Forwards Rev O to ProcBdure LTB- 1000-33, "Fire Damper 
Operability Test " 

SCHROEDER.C U Cooimonuealth Edison Co 04/03/19 DENTON, HR 
Office nf Nuclear Reactor Regulation, Director 2pp 22716.0.05 
24X Flche 50-373,84/03/13,8403220123 


.-0403320127 Rev 0 to Procedure LT8- 1000-39. "Fire Damper Operability 
Test ” 

« Commonwealth Edison Ce 84/03/lS QSpp 22716 007 24X 

Fiche 90-373.84/03/15.8403220123 


8403230079 Act receipt of 831213 t, S3 Itrs describing Intorlm fire 
prevent i on/protsc tlon compensetory ireasures. per IE Insp 
Repts 50-373/03-44 6 30-374/03-46 

SPESSARO.R L Division of Emergency Preparedness 6 Operational 
Support 84/03/19 REED.C CQmmonwea 1 th Edison Co Ip 
22726 293 24X Fiche 50-373.04/03/19,0403230079 


—0403230081 Revises 031123 tc 1213 commitment r* fire watch training 
situations addressed in NFPA 816, per IE Insp Repts 
90-373/03-44 k 30-374/83-48 

SCHROEDER, C. If Commonwea 1 tb Edison Co 83/12/22 KEPPLER, J 0 

Region 3, Office of Director, 2pp. 22726 894 24x 

Flche 90-373,04/03/19.0403230079 


— 6403230007 Rosponds to NRC 031212 1 tr re violations noted in IE Insp 
Repts 90-373/03-4 4 t. 90-374/B3-4B Corrective actions 
continuous fire match postad on refuel floor 4, cable 
spreading rooms t, roving fir# watch established 
SCHROEDER.C W Coromonwoalth Edison Co 83/12/13 KEPPLER. J 0. 
Region 3. Office of Director 3pp 22726 276 24X 

Flche* 90-373, 04/03/19.0403230073 


8403200206 Revised emergency plen implementing procedures. inc luding 
L7P Indei k Rev 3 to Procedure LZP-19S0-6i "Operationel 
Support Ctr Quarterly Surveillance " 

* Commonwealth Edison Co 84/03/22 13pp 22700 007 84X 

Fiche 30-373.84/03/22. B403200206 


0 Adjudicatory corr ospondencs 


0403260368 Forwards axacutad signature page for affidavit of H Kaku 
submitted as attachment to Joint tntervenors 840320 renewal 
of application for stay 

REVNOLDS, J R Center for Uau in the public Interest REYNOLDS. J R 
Joint Intervenors - Diablo Canyon DSB 100 B4/03/22 

PALLADINO.N , OILINSKY.V . ROBERTa.T Commissioners 2pp. 

22760 133 24X Flche 90-279.04/03/22,8403260368 


— 0403260369 Executed signature paga of affidavit of M Kaku In support cF 
040320 renewal of application for stay 

KAKlfi M Joint Intervanors - Diablo Canyon 84/03/21. Ip 
22760 139 24X Fiche 30-275.64/03/22,8403260360 


K Utility Final Safety Analysis Report <F8AR> k amends 


8403210009 Forwards Amend 64 to F8AR 

SCHROEDER.C H Commonwealth Edison Co. 84/03/19 DENTON, H R 
Qffica of Nuclear Reactor Regulation. Director 2pp 22701 001 
24X Flche 90-373.04/03/19.8403210009 


— 8403210091 Amend 64 to FSAR Twenty-five oversiied drawings end 
Aperture cards available In PDR 

e Commonwealth Edison Co 84/03/31 481 pp 22701 003 24X 

Flche 50-373.84/03/13.0403210009 


P Operating license stage documents k corrsspondcnce 


0403090119 Forwards supplemental responss to Oineric Ltr 83-20. 
"Required Actions Based on Generic Implications of Salem 
ATMS Events “ 

OARNCB.PL Commonwealth Edison Co 84/02/29 DENTON. H. R Office 
Of Nuclear Reactor Regulation. Director 26pp 22488' 004 24X 

Fiche 90-000,84/02/29,0403030119 


8403130400 Forwards 840210 responses to Generic Ltr 83-33 clarifying 
TNI Item It K 3 31 Util concurs w/NRC position Item should 
be closed 

RYBAK, a Commonwealth Edison Co 84/03/02. EISENHUT. D. 0 Division 
of Licensing 2pp. 22613 143 24X Flche 90-000,84/03/02. 

8403130400 


S40320D013 Discusses 840308 telcon w/A Bournla re RHR & RCIC high/low 
pressure interface boundary Lists reasons that full open on 
valve 2E12-F091A would not be detrimental to low prassure 
piping 

SCHROEDER.C U Commonwealth Edison Co 84/03/13 DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director 2pp, 22683:359. 
a4X Fiche 30-373.04/03/13.8403200013 


8403150275 Generic Ltr 84-07 to all licensees of BURe re procedural 
guidance for pipe replacement at BNRs Bve list end 
EIBENHUTiD 0 Division of Licensing 84/03/14, Commonwealth 
Edison Co 20pp 22823 334 24X Flche 90-000.04/03/14,8403150273 


0403260122 Discusses differences In Tech Specs per revs to BT8. generis 
Itrs.NRR requirements & gramniettcai corrections. Differences 
between two Tech Specs do not affect adequacy of current 
Unit 1 Tech Specs 

SCHROEDER.C M. Commonwealth Edison Co 84/03/21 DENTON, H R. 

Office of Nuclear Reactor Regulation. Director Ip 22790' 132 34]t 

Flche 30-373,84/03/21.8403260122 


Q Inspection reports. IE Bulletins k correspondence 


8403000114 Forwards IE Insp Repts 90-373/B4-04 It 90-374/84-03 On 
040131-0203 No noncomp I iance identified 

LITTLE. W S Region 3, Office of Director 04/02/23. REEDtC 
Commonwealth Edison Co 2pp. 22999*273 24X Fiche; 90— 373* 04/02/23, 

0403080114 
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— B'»O3O0OI29 IE Imp Rept* 30-373/04-04 b 30-374/84-03 gn 840131-0203 No 
nonco/npl lane* Idantlfted Major area* inspscted licensr* 
action on prevlou* Imp finding* b lOCFRSD S3<*) rapt* 

CHBI8TN0T.E , WILLIAMS. C C Raglon 3. Office of Director 
84/02/33 3pp 2233? 273 24X Flche 50-373.84/02/23.8403080114 


8403030043 Forward* Rev 0 to "Corporate Regulatory Performance 
Improvament Plan " Plan designed to heighten employee 
awaren*** b strengthen corporate ability to improve 
regulatory performance 

TH0HA8.B Commonwealth Edison Co 84/02/24 KEPPLER, J O Region 
3. Office of Director 3pp 22490 13? 24X Fiche 50-000,84/03/24. 

8403030043, 


— 8403030046 Rev 0 to "Corporate Regulatory Performance Improvement 
Plan “ 

e Commonwealth Edison Co 84/02/2? 22pp 224?0 142 24X 

PichB’ 50-000. 84/02/24, 8403030043 


84O30SD16B Act receipt of 840120 b 020? Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
30-373/03-41 b 30-374/83-42 

STREETER. J F Region 3, Office of Dlrsctor 84/02/27 REED, C 
Comnonueelth Edison Co Ip 2248? 067 24X Fiche 30-373.04/02/27. 

0403030160 


— B403DS0171 Responds to NRC 031207 Itr re violations noted in IE Insp 
Repte 30-373/83-41 b 30-374/03-42 on 830?0a. 28-2?, 1020 b 
1110 Future changes to Inboard feedwater check valves will 
be conducted per QP 3-Sl 

FARRAR. D.L Commonwealth Edison Co 04/01/20. KEPPLER, JO 
Region 3, Office of Director 3pp 2240? 060 24X 

Fiche- 30-373. 04/02/27, 8403030160 


—0403030174 Supple B40120 response to NRC 831207 Ur re violations 
noted in IE Insp Repts 50-373/83-41 b 30-374/84-42 
Corrective actions mod approval Ur checklist b 
lafety-ralatad/ASME code change procedure will be revised 
FARRAR. D.L. Commonwealth Edison Co 84/02/0? KEPPLER. J 0 
Region 3. Office of Director 4pp. 22409 072 24X 

Fiche 30-373, 84/02/27. 8403030168. 


3401170072 IE Info Notice 84-13, “Potential Deflcianey in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
enc 1 

JORDAN. E.L Division of Emergency Preparedness b Engineering 
Response (Post 830103), 04/02/28 Consolidated Edison Co of New 

VorV, Inc llSpp 22?0?-23? 24X Fiche. 30-000, 04/02/20, 8401 190072 


a4031?02?0 Forwards IE Insp Repts 30-373/83-34 b 50-374/83-57 on 
831219-840210 b notice of violation. 

3TREETER,J. F Region 3. Office of Director. 84/02/2? REED, C 
Comisonweelth Edison Co, 2pp 22675 064 24X Fiche- 50-373. 84/02/2?. 

B4031?p2?0 


— 8403190293 Notice of violation from Insp on 831219-040210 

STREETER, J.F Region 3, Office of Director 84/02/2? 2pp 
23675.066. 24X Fiche, 50-373. 84/02/29, B403190270 


—040319029? IE Insp Repts 50-373/83-54 b 50-374/93-57 on B31219-S40210 
Noncompllanc* Iden t if led , t emp gauge utllleed in calculating 
LPC8 pump total dynamic head did not have uniRUa number 
LANKSBURY. R D . WRIOMT.O , MAURA. F A Region 3, Office of 
Director. 84/02/27, tOpp. 22675 068. 24X Fiche 50-373.84/02/29. 

8403190290, 


8402090007 IE Info Notice 04-14, "Highlight* of Recent Treneport 
Regulatory Rev* by DOT b NRC " Bvc list end 

ORACEiJ.N Division of QA. Safsgusrds b Inspsction Programs (Post 
030103). 84/03/02 Consol Idatsd Edison Co of Now York, Inc 

130pp. 22552 329. 24X Fiche 50-000.84/03/02.0402090007 


0402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valve* to Operate." Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/03/02, Consol idetsd Edison Co of New 

York. Inc 122pp 22353:098 24X Fiche 30-000. 84/03/02, 8402090000 


040209000? IE Info Notice 84-15. "Reporting of RadlologlcaL Releases " 
Svc list end. 

JORDAN, E. L, Dlvlelon of Emergency Praperadnass b Engineering 
Rteponea (Post 830103) 04/03/02. Consolidated Edison Co of New 

York. Inc 119pp. 22353 217. 24X Fiche, 50-000, 84/03/02. 0402090009 


8403190060 Foruerdi IE Insp Repts 30-373/84-02 b 50-374/04-01 on 
040116-0210 b notice of violation. 

SHAFER. W.D, Region 3, Office of Director 04/03/02. REED, C 

Commonwealth Edison Co 2pp. 22671 173 24X Fiche 50-373,04/03/02, 

0403190068. 


— 8403190072 Notice of violation from Insp on 040116-0210 

SHAFER. W D Region 3. Office of Director 84/03/02 2pp 
22671 175 24X Fiche 30-373,04/03/02,0403190060 


—8403190076 IE Insp Repts 30-373/94-02 b 50-374/B4-01 on 040116-0210 
Noneampl lance noted 673 ft elevation of reactor bldg 
contaminated to level in excess required for posting as 
controlled area b six valves found unlocked 

GULDEMOND.W 0 , OUTHRIEi S C , EVANS, C D Region 3, Office of 
Director 04/02/27 a9pp 22671 177 24X Fiche 50-373,04/03/02. 

84031 9006B 


8402090011 IE Info Notice 84-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc I17pp 22353 336 24X Fiche 30-000,04/03/05.8402090011 


0403130348 Ack receipt of 840215 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/83-44 b 
50-374/83-40 Addl response to 040215 Ur Will he submitted 
following completion of actions on 040127 appeal 
BPESBARD.R L Division of Engineering 84/03/06 REED, C 
Commanwealth Edison Co Ip 22616 223 24X Fiche 50-373,04/03/06, 

0403130348 


— 0403130359 Responds to NRC 831212 Ur re violations noted in IE Insp 
Repts 50-373/83-44 b 50-374/83-48 Corrective actions 
procedures written to require periodic surveillance of 
lights Some items should not be categoriied as violations 
REED, C Commonwealth Ed Ison Co 04/02/15 KEPPLER, JO Region 
3, Office of Director SOpp 22616 224 24X 

Fiche 30-373,84/03/06.8403130340 


0402090024 IE Info Notice a4-09,Rov 1. "Lessons Learned From Imps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc 110pp 22633 049 24X Fiche 30-000,84/03/07,0402090024 


8402090028 IE Info Notice 04-10, "Stress Corrosion Cracking in PUR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc ItBpp 22584 106 24X Fiche 50-000,04/03/07,0402090028 


8403140175 Forward* final Interim Repts 1,2 b 3 re fire detection sys, 
per 031123 request b IE Insp Repts 50-373/83-44 b 50-374/ 

83-40 Detector installation* meet intent of NFPA b require 
no compensatory measures 

SCHRDEDER.C U Commonwealth Edison Co 84/03/09 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 4pp 22625 191 
24X Fiche 50-373,04/03/09.0403140175 


0402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Bys " Svc list end 

DEYQUNO.R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York. Inc 

134pp 22023 094 24X Fiche 50-000,04/03/12,8402090031 


8403190084 Ack receipt of 840229 Ur Informing NRC of stepi taken to 
correct violations noted in IE Insp Repts 30-373/03-53 b 
30-374/83-58 

SHAFER, W D Region 3. Office of Director 84/03/13 REED.C 
Commonwealth Edison Co Ip 2266? 31? 24X Fiche 50-373.84/03/13, 

0403190084 


—0403190090 Respond* to NRC 840130 Ur re violations noted in IE Insp 
Repts 30-373/03-53 b 30-374/83-50 Corrective actions, control 
room tag board updated to reflect current status, burned out 
bulbs replaced b refresher training program developed 
FARRAR, D L Commonwealth Edison Co 04/02/29, KEPPLER, J.O 
Region 3, Office of Director 5pp 22669 320 24X 

Fiche 30-373,04/03/13,8403190084. 


8403200256 Forward* Info b Rev 1 to Procedure LT8-1000-36, "Fir* 
Damper Visual Insp. " per NRC request b IE Insp Repts 
50-373/83-44 b 50-374/03-48 

SCHROEDER.C U, Commonwealth Edison Co 04/03/13 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 3pp 22697 022 
24X Fiche 50-373,04/03/13.0403200256 


— 0403200263 Rev 1 to Procedure LT9-1000-36, "Fir# Damper Visual Insp " 
e Commonwsalth Edison Co B4/03/03 48pp 22697 027 24X 

Fiche, 50-373, 84/03/13, 8403200256. 


0403260225 Documents 040314 distribution of CJ Dlederlch 840313 memo 
to RD Malker b U Ouldsmond in response to 831120 
confirmatory action Ur re integrity of disc* b velvei 
SCHROEDER.C, U. Commonweal th Edison Go 04/03/16 KEPPLER. JO 
Region 3. Office of Director. 4pp 28757 316 24X 

Fiche 30-373,04/03/16,8403260225 
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8^103330073 Ac k ^ecelpt of 331213 t< 22 ltr» defCTlbinB Interim fire 
pr even 1 1 on/pretec t i an compen eetory meaeur ein p >r tE Inep 
Repts 50-373/03-AA fc 50-374/83-48 

BPESSARB.R L Dlvluon of Ervera^ocg Preparedness Si Operetional 
Support 84/03/19 REEI>< C CammOniosa J th Edlion Co Ip 
22726 293 24X Flche 30-373.84/03/19,8403230073 


— 84032300B1 Revises 831123 t. 12(3 commitment re fire uatch training 
situations addressed in NFPA 516. per IE Insp Repts 
30-373/83-44 S< 50-374/83-48 

SCHRDEDER. C W C onmopiiiiea 1 1 h Edison Co 83/12/22 KEPPLER.»7 0 

Region 3, Office of Director 2pP 22726 294 24X 

Ficfte 50-373, 04/03/19, 0403230075 


—8403230087 Responds to HRC 831212 Itr re violations noted in IE Insp 
Repts 50-373/83-41 S< 50-374/83-48 Corrective actions 
continuous fire uatch posted on refuel floor fc coble 
spreading rooms t roving fire loatch established 
SCHROEOER, C If Commonueolth Edison Co 03/12/13 KEPPLER, J 0 
Region 3, Office of Director 3pp 22726 296 24X 

Flche 30-373. 84/03/19, B103230075 


84032300SB Act receipt of regulatorg performance Improvement plan 
Periodic meetings reiiuested to discuss progress on program 
& provide feedback 

KEPPLER.J 0 Region 3, Office of Director 84/03/20 THOMAS. B 
Commonuealth Edison Co Ip 22730 161 24X Flche 50-000,84/03/20. 

8403230083 


— 8403230107 Forwards corporate regulatory performance improvement plan 
THOMAS, 3 Commoniueal th Edison Co 84/02/24 KEPFLER, J 0 Region 

3. Office of Director 3pp 22730 162 24X Flche 50-000. 

04/03/20. 8403230088 


— 8403230126 Rev O to '’Corporate ftogulatorg Performance Improvement Plan 
For Dresden. Quad Cities. Zion & LaSalle Operating Nuclear 
Stations 6 Dyron & Bralduood Proj-ect Operating 
Organiiations " 

« Conmaniuea 1 th Edison Co B4/02/89 2Spp 22730 165 24X 

Flche 50-000.84/03/20,8403230080 


8403260196 Faruards responses to IE Bulletin 83-07. "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " Quad Cities 
supplied u/plping matls from Ray Miller, Inc during const 
Evaluation end Concerns of IE Bulletin 83-06 satisfied 
BARNES, P L Commonwealth Edison Co 84/03/20 KEPPLER.J Q Region 
3. Office of Director. I9pp 22736 IBS 24X Flche 50-000.94/03/20. 
8403260196 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlied 
Entries Into PNR Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 C onsol i dated Edison Co of New 

Vnrk, Inc 123pp 22823 229 24X Ftche 50-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, ”Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response {Post 830103) 84/03/21 Consolidated Edison Co of New 

Vork, Inc ISSpp 22933 001 24X Plche 50-000. 84/03/21 • 8402090044 


R Periodic operating reports 6 related correspondence 


6403060150 Rev 0 to "Rept of Radioactive Ef fluent i, Ju l-Dec 1983 " U/ 
840116 Itr 

*. DIEDERICH. a J Commonbiealth Edison Co 83/12/31 KEPPLER, J & 
Region 3, Office of Director 9pp 22513 337 24X 

Fiche 50-373.03/12/31,8403060150 


8403080197 "Rept of Occupational Personnel Radiation D0 'Sbs, 19B3 " 
V/B40227 Itr 

SCOTT. J 9 Cumnonuiealth Edison Co 83/12/31 I3pp 22559:099 
24X Fiche 50-000,83/12/31,8403080197 


8403220120 Annual whole body external exposures for 1983 N/S40316 Itr 
RY3AK.B Commonwealth Edison Co 03/12/31 7pp 22716’ 007 24X 

Fiche 50-000.83/12/31,8403220120 


8403020138 Monthly Operating rept for Jan 19B4 M/B40215 Itr 

LIN, D L > DlEDERlCHiO J Commonweal tJi Edison Co 84/01/31. 31pp 
22442034 24X Flche 50-373,84/01/31.8403020130 


0403160261 Monthly operating rept for Feb 1984 W/B40309 Itr 

LIN, 0 , DIEDERICH, 0 J Commonwealth Edison Co 84/02/2? I 6 pp 
22660256 94X Fiche 50-373,84/09/29.8403160261 


S Reportable occurrences, LERs ti relatsd correspondence 


8403120080 Updated LER 03-1 29/03X-1 on 831018, L18-RR-1 callbr eiceedid 
critical date by 1 day Fraquency changed from 18 months to 3 
months 6 not entered on computer Caused by personnel error 
Surveillance completed lrJ/840210 Itr 

PRESLEY, K E , DIEDERICH, 0 J Commonwealth Edison Co 84/02/06 
KEPPLER.J 0 Region 3. Office of Director 3pp 22590 301 24X 

Flche 50-373,04/02/06,8403120080 


0403120054 LER B3-04B/03X— I on 830510, median i ca 1 snubber locked betueen 
hot b cold setttnge. Caused by excessive heat In upper 
drywell Failed snubbers rep lacsd, stroke test performed & 
temp sgs b monitoring plan initiated U/640214 Itr 
SPENCER, D A , DIEDERICH. 0 J Commonwealth Edlion Co 84/02/14 
KEPPLER.J O Region 3. Office of Director Spp 22588 041 84X 

Flche 50-373,04/02/14.8403120054 


0403120095 Updated LER 03-117/O3X-1 on 830920 b 30. RHR HX B outlet 
valve limit sultchei temporarily changad, al lowing uiedge 
travel to stop H/04O215 Itr 

PETERS, M A , DIEDERICH. 0 J Commonwealth Edison Co. 84/02/14 
KEPPLER.J Q Region 3. Office of Director. 3pp 22S0S 231. BAX 
Flche 50-373,04/02/14,8403120095 


B4030103BO Confirms 040223 enforcement conference at Raglon 111 ofc to 
discuss ESF reset function def Ic lenc les, per 040222 
discuielon Meeting notice end 

NDRELtUS, C E Division of Project b Resident Programs 84/02/28 
REED, C Commonuealth Edison Co 2pp 22434 059 24X 

Flche 50-373,04/02/20,8403010380 


0403120020 LER 84-007-00' on 840203, d ur Ing sur va U 1 anc a, RC 1C Initiated 
while reactor at 09t{ power Caused by improperly placed 
□ hmitietsT Water level b pressure quickly brought under 
control Technician Involved dl sc ip 1 intd, M/840301 Itr 
MESTPHAL, B S , DIEDERICH, 0 J Commonwealth Edison Co 04/03/02 
4pp 22586 268 24X FI c he. 50-373, 84/03/02, 0403120020 


8403230015 LER 84-009-00. on 840219, noncoinc ident scram occurred from 
upscele trip on intermediate range monitor (IRM) lA Caused 
by personnel bumping into IBM lA cable Scram reset b 
personnel counseled re sensitivity of cables M/84031S Itr 
BAKER, P E . DIEDERICH, O J Commonwealth Edison Co 04/03/13 3pp 
22727349 24X Flche 50-373,84/03/13,8403230015 


8403230017 LER 84-000-00. 'on 04D21B, noncoinc idant scram occurred from 
upscale trip on Intermediate range monitor E Caused by malnt 
personnel Inadvertently bumping cable Scram raset b 
personnel notified If/SAOSIS Itr 

BAKER, P E . DIEDERICH, 6 J Commonwealth Edison Co 84/03/13 3pp 
22726 356 24X Fiche 50-373,84/03/13,8403230017 


8403230027 LER 04-010-00 on 840919, noncoinc Ident scram occurred from 
upscale trip on Intermediate range monitor (IRM) A Caused by 
Inadvertent bumping of IRM by maint personnel Personnel 
notified of sensitivity of IRM cables U/e4031S Itr 
BAKER, P E . DIEDERICH, 0 J Commonwealth Edison Co 84/03/13 3pp 
22730 330 24X Fiche 50-373,84/03/13,8403230027. 


8403190117 LER 84-011-00 on 840213, scram resulted when turbine 
generator tripped from loss of condenser vacuum Caused by 
expansion joint in low pressure heater extraction eteam line 
14A failure New jolnta Installed M/640314 Itr 

MESTPHAL, 0 8 , DIEDERICH, 0. J Commonuealth Edison Co 84/03/14 
Spp 22666 260 24X Flche 50-373,84/03/14,0403190117 


8403200032 LER 04-013— 00' on 840214, nlna of 16 main steam high flow 
switches found out of spec, in violation of Tech Spec limits 
Caused by increase in follower drag on Barton 288A iwiteh 
Instruments recalibr M/84031S Itr 

REIS.J 0 , DIEDERICH, 0- J Commonwealth Edison Co 84/03/lS. 6 pp 
22697 118 24X Fi c h e : 50-373, 84/03/1 5, 8403200039 


8103200204 LER 84-012-00 on 840214, cental nment leakage limit eicttded 
Tech Spec limits Caused by misalignment problem Valve 
realigned U/84031S Itr- 

DUS,R 8,1 DIEDERICH, O J Commonwealth Edison Co 84/03/15 4pp 
22696 350 24X FI c h e. 50-373, 84/03/ 1 5, 8403200204 


DOCKET 50-374 LASALLE COWNTV STATION, UNIT 2 


A Appllcatlon/constructlon stage documents b correspondenca 


0403260194 Responds to DO Eisinhut 840308 Itr to C Reed re BMR STS 
certification Tsch Specs accurately reflect plant b FSAR. 

REED.C Commonwealth Edison Co 84/03/21 DENTON.HR, Office of 
Nuclear Reactor Ragutatlon, Director 3pp 22756,167 24X 

Fiche 50-374,84/03/21,8403260194 



DOCKETED ITEMS 


259 


F' Security/ mtdical. amergency tt fire protection plans 


6403300041 Forwardi Rev 17 to p^y5lcal security P Ian. resp and ing to NRC 
conmentt re Rev 14 to plan Si addressing measures to secure 
openings allouing potential access to vital areas Rev 
withheld (re# lOCFRS 790 Si 73 31 > 

FARR4H/ D t Common wealth Edison Co 84/02/ 1& Region 3i Office 
o» Director Ip 22A9a 343 24X Fiche SO-373. B4/02/16i 8403200041 


B4O30S0OA3 Advises that fire protection sys analysis re RCIC - RKR 
hlgh/Iow pressure interface completed Anelyils process 
-descrlbedi Including feilure mode> acceptance crlteriai 
•valuation results S< mods to be performed 

aCHRDEDER.C W Commonwealth Edison Co 04/03/01 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 39pp 23407 233 
a4X Fiche 30-373.84/03/01.8403030063 


8403130138 Rev S3 to Procedure LAP 820-3. "Offsite Procedure," 
a Commonuiealth Edison Co 84/03/05 34pp 33390 062 24X 

Fiche’ 30-373. 84/03/05. 0403120128 . 


8403120033 Notifies of 840323 regional workshop In Rosemont. IL w/all 
Region III licensees to discuss fire protection safe 
shutdown requirements Morkthop will provide eddl guidance re 
lOCFRSO.App R requirements Agenda end 

SPESBARDiR.L Division of Emergency Preparedness t. Operetlonal 
Support. 84/03/06 REED. C Commonwealth Edison Co 3pp 
a23B9;^264 24X Fiche 50-373.84/03/06.0403120023 


B4O31403B0 Notification of 840312 appeal meeting w/util 1. Region HI in 
Betheada. liO to discuss fire protection positions Agenda 
end 

fiOURNIA.A Licensing Branch 2 84/03/06 GCKNENCER.A Licensing 

Branch 2 4pp 22633 194 24X Fiche- S0-374i 84/03/06. 84O314O0SO 


B40314D17S Forwards final Interim Repts 1.2 & 3 re fire detection syi. 
par 831123 request t. IE Insp Repts 30-373/83-44 t. 30-374/ 

83-4B Detsctor installations meet Intent of NFPA 6 require 
no compensatory msasures. 

BCHROEDER.C N. Commonwealth Edison Co 84/03/09 DENTON. H R 
Office of Nuclear Reactor Regulation. Director, 4pp 22623 191 
24X Fiche 30-373.84/03/09.8403140173 


—8403140180 Analysis of fire detector locations at Lasalle County 
Statl on. final Interim Rept 1 

JOHNBONiU. A, ) 8 CHULTZ 1 O R 1 BALDA 88 ARRA, C Bchirmer Engineering 
corp 84/02/21 73pp 22623 193 24X Ftche 30-373.84/03/09. 

8403140173. 


— 8403140183 Analysis of firs detector locations at Lasalle County 
Btatlon. final Interim Rept 2 

BREZINBKI.H 8 . JOHNSON. W A . BCHULTZ.O, R Schlrmer Engineering 
Corp, 84/03/06 63pp 22625 298 24X Fiche 30-373.84/03/09, 

B4031 40175 


— 8403I401B4 Analysis of firs detsctor locations at Lasalle County 
Station, final Interim Rept 3. 

JOHNSON. W. A. , BCHULTZ.O R. I BALDASEARRA. C. Schlrmer Engineering 
Corp. 84/03/08 43pp 22626 012. 24X Fiche 30-373.84/03/09. 

8403140175 


B4O3200896 Forwards Info i. Rev 1 to Procedure LTB-1000-36. "Fire 
Damper Visual Intp. " par NRC request & IE Inip Repts 
50-373/83-44 i< 30-374/03-48 

8CHRDEDER. C. N. Commonwealth Edison Co 84/03/13 DENTON. HR 
Office of Nuclear Reactor Regulation. Director, 3pp 22697 022 
a4X Fiehi- 30-373. 84/03/13. 9403200236. 


— 8403200263 Rev 1 to Procedure LTS-1000-36. "Fire Damper Visual Imp " 
• Commonwealth Edison Co 84/03/03 4Bpp. 22697,027 24X 

Fiche* 50-373, 84/03/13. 0403200236. 


8403300244 Forwards NRC position re certain Items being appealed by 
util In fire protection area per 840127 Itr 
8CHWENCEA.A. Licensing Branch 2. 84/03/14 FARRAR. O L. 

CoiMSOnuaalth Edison Co. 7pp. 22840 332. 24X Fiche 30-373.04/03/14, 

6403300244 


B403S20123 Forwards Rev 0 to Procedure LT8-1000-33, "Fire Damper 
Operability Test. " 

BCHROCDER. C. N, Commonwealth Edison Co. 84/03/19. DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 22716,083. 
24X Ftche. 90-373. 84/03/19. 8403220123 


—8403220127 Rev 0 to Procedure LTS-lOOO-33. "Fire Damper Operability 
Teet » 

• Commonwealth Edison Co, 84/03/13 6Spp 22716 087 24X 

Fiche 30-373,84/03/18,8403220123 


0403230073 Ack receipt of 831213 t. 22 Itrs describing interim Fire 
prevention/protection compensatory measures. per IE Insp 
Repts 50-373/03-44 6 30-374/03-40 

8 PES 8 ARD 1 R L Division of Emergency Preparedness & Operational 
Support 84/03/19 REED, C Commonwealth Edison Co Ip 
22726 293 24X Fiche 30 - 373 . 84 / 03 / 19,8403230073 


— 8403230081 Revises 831123 (t 1213 commitment re fire watch training 
situations addressed In NFPA 516, per IE Insp Repts 
50-373/83-44 «< 50-374/83-40 

SCHROEDER.C W Commonwealth Edison Co 83/12/22 KEPPLER. J 0 
Region 3, Office of Director 2pp 22726 294 24X 

Fiche 30-373, 04/03/19. 8403230073 


—8403230087 Responds to NRC 031212 Itr re violations noted In IE Insp 
Repts 50-373/03-44 «. 30-374/83-40 Corrective actions 
continuous fire watch posted on refuel floor 4. cable 
spreading rooms (. roving fire watch established 
SCHROEDER.C W Commonwealth Edison Co 83/12/13 KEPPLER. JO 
Region 3, Office of Director 3pp 22726 276 24X 

Fiche 50-373.84/03/19,8403230073 


K Utility Final Safety Analysis Report <FSAR) it amends 


8403210089 Forwards Amend 64 to PSAR 

SCHROEDER.C W Commonwealth Edison Co 84/03/13 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 22701 001 
24X Fiche 30-373.84/03/13,8403210085 


—8403210091 Amend 64 to F8AR Twenty-five overslied drawings end 
Aperture cards available in FDR 

• Commonwealth Edison Co 84/03/31 481 pp 22701 003 24X 

Fiche' 30-373, 04/03/13, 8403210003 


P Operating license stage documents t. correspondence 


8403030U9 Forwards supplemental response to Generic Ltr 03-28, 
"Required Actions Based on Generic Impl Icatlons of Salem 
ATWB Events " 

BARNEB.P L Commonwealth Edison Co 84/02/29 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 26pp 22488.084 24X 

Ffihe 30-000,84/02/29,8403030119 


8403060230 Confirms 840229 plans for 840302 meeting in Glen Ellyn, IL to 
discuss questions raised by outside concerns re facility 
const 

N3RELIU8. C E Division of Project it Resident Programs 84/03/01 

REED.C Commonwealth Edison Co Ip 22316 160 24X 

Fiche 30-374,34/03/01,8403060280 


8403130400 Forwards 840210 responses to Generic Ltr 83-35 clarifying 
THl Item It K 3 31 Util concurs w/NRC position Item should 
be closed 

RYBAK.B Commonwealth Edison Co, 84/03/02 EISENHUT, D 0 Division 
of Licensing 2pp 22613 143 24X Fiche 30-000,84/03/02, 

8403130400 


8403260287 Requests certification that Tech Specs accurately reflect 
p lant. FSAR. SER analyses it other documentation within 10 
days Proposed changes should be identified 
EIBENHUT.DG Division of Licensing 04/03/08 REED.C 
Commonwealth Edison Co 2pp 22808 036 24X Fiche 50-374,84/03/08. 

8403280207 


8403300226 Notification of 840314 meeting w/utll In LaSe 1 1 e County, IL 
to conduct NRC mgt raview of licensee readiness for full 
power operation Agenda end 

BOURNIA, A. Licensing Branch 2 64/03/08 8CMNENCER. A Licensing 

Branch 2 4pp 22843 031 24X Fiche 30-374,84/03/08,8403300226 


8403200013 Discusses 840308 tel con w/A Oournia re RHR b RCIC high /low 
pressure interface boundary Lists reasons that full open on 
valve 2E12-F031A would not be detrimental to low pressure 
p ip ing 

0CHROEDER.C M Commonwealth Edison Co 84/03/13. DENTON, H R 
Office of Nuclear Reactor Regulation. Director Spp 22683 333 
24X Fiche 30-373,84/03/13.8403200013 


8403260122 Discusses differences In Tech Bpecs per revs to 8 TB 1 generic 
ItrsiNRR requirements I. grammatical corrections Differences 
between two Tech Specs do not affect adequacy of current 
Unit 1 Tech Specs, 

SCHROEDER.C U Commonwealth Edison Co 84/03/21 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 22738,132. 24X 

Fiche' 30-373,84/03/21,8403260122 
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Q Inifiectioii rrportsi IE Bulietlns h correspondence 


8403080114 Forwards IE Insp Repts 50-373/84-04 * 30-374/84-03 on 
840131-0203 Mo none ompl 1 ance identified 

LlTTLEi 14 S Region 3- Office of Director 84/02/23 REED>C 
Coisnanuealth Edison Co 2pF 22539 273 24X Flch* S0-373> 84/02/23. 

84030801 14 


— 8403080125 le Insp flepti 50-373/84-04 & 50-374/84-03 on 840131-0203 No 
noncooipllance identlfleif Major areas inspected licensee 
action on previous Insp findings ti lOCFASO S5<el repts 
CHRISTNDT.e . WILLIAMS. C C Region 3, Office of Director 
B4/02/23 3pp 22559 275 24X Fiche 30-373.84/02/23.8403000114 


0403050043 Foriuards R»v O to "Corporate Regulatorg Performance 
Improvement Plan " Flan designed to heighten emplPuce 
aiLiareness b strengthen corporate ability to improve 
regulatory performance 

THOMAS. 0 Cofflmonitiea 1th Edison Co 84/02/24 KEPPLER, J G Region 
3> Office of Director 3pp 22490 139 24X Fiche 50-000. B4/02/24. 

8403050043 


— 8403050046 Rev 0 to “Corporate Regulatory Performance Imprevement 
Plan " 

• Cammonueal th Edison Co 84/02/29 S2pp 22490 142 24X 

Fiche 30-000,84/02/24.8403050043 


8403030166 Ack receipt of 840120 6 0209 Itrs Informing NRC of Steps 
taken to correct violations noted in IE Insp Repts 
50-373/83-41 !< 50-374/83-42 

STREETER, J F Region 3, Office of Director 84/02/27 HEED. C 
Commantuealth Edison Co Ip 224B9 067 24X Fiche SO- 373< 84/02/27, 

B4O3OSO160 


— 8403030171 Responds td MRC 831207 Itr re violations noted in IE Insp 
Repts 50-373/83-41 *• 50-374/83-42 on 830908.28-29.1020 L 
1110 Future changes to Inboard feedwater check valves will 
be conducted per QP 3-51 

FARRAR.D L Comnonuea I tb Edison Co 84/01/20 KEPPLEH.J 0 
Region 3. Office of Director 3pp 22489 068 24X 

Fiche 50-373. 84/02/27. B4O303016B 


— 0403030174 Buppls 840120 response to NRC 831207 Itr re violations 
noted In IE Insp Hepti 50-373/83-41 6 30-374/84-42 
Corrective actions mod approval Itr checklist & 
saf e ty-re latod/ASHE code change procedure will be revised 
FARRAR. DL Commonwoa 1 th Ed Ison Co 84/02/09 KEPPLEH.J O 
Rsglon 3« Office of Director 4pp 22489 072 24X 

Fiche 30-373,84/02/27.8403030168 


8401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operoted Valve Control Circuits & Annunciation “ sve list 
end. 

JORDAN I E L Division of Emergency Preparedness !< Engineering 

Response <Post B30103> 84/02/28 Consolidated Edison Co of New 

York. Inc llSpp 22909 239 24X Fiche 30-000,84/02/28.8401190072 


8403190290 Forwards IE Insp Repts 50-373/83-54 tt 50-374/83-57 on 
831219-840210 U notice of violation 

STREETER. JF Region 3, Office of Director 84/02/29 REED. C 
Commonwealth Edison Co 2pp 22675 064 24X Flctie 50-373,84/02/29, 

0403190290 


— 8403190293 Notice of violation from Insp on 831219-840210 

STREETER. J F Region 3. Office of Director 84/02/29 2pp 
22575 066 24 X Fiche 50-373. 84/02/29, 8403 190990 


—8403190299 16 Imp Repts 50-373/83-54 (, 50-374/83-37 on B31219-B40210 
Moncofflp I iance Identified temp gauge utlliied in calculating 
LPCB pump total dynamic head did not have unique number 
LANKBOURV, R D . HRIOHT, Q , MAURA, F A Region 3. Office of 
Director 84/02/27 10pp. 22675 068 24X Fiche 50-373.84/02/29, 

6403190290 


B402090007 IE Info Notice 84-14. “Highlights of Recent Transport 
Regulatory Revs fey DOT 6 NRC." Sve list end 

GRACE. J N Division of GA. Ssfeguards & Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co. of Now Yark. Inc 

ISOpP 22552 329 24X Fi che 50-000, 84/03/02. 8402090007. 


8402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " 8vc list end 

JORDAN. E L Division of Energsncy Preparedness & Enginasrlnf 
Responsi (Post 330103) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22533 098 24X Fiche 50-000.84/03/02. 8402090003 


8402090009 IE Info Notice 84-15. "Reporting of Radioing ic at Raltases " 
Sve list end 

JORDAN. E L Division of Emsrgency Preparedness U Engineering 
Responca (Post 830(03) 84/03/03 Consolidated Edison Co of New 

Yor*. Inc II9pp 22333,217 a4X FI eke 50-000. 84/03/02. ©402090009 


8403190068 Forwards IE Insp Repts 50-373/84-02 << 30-374/84-01 on 
840116-0210 6 notice of violation 

BHAFER. MO Region 3. Office of Director 84/03/02 REED, C 
Cammonuealth Edison Co 2pp 22671 173 24X Fiche 50-373.84/03/0!!. 

B4031 90068 


—8403190072 Notice Of violation from insp on 840116-0210 

BHAFER.M D Region 3. Office of Director 84/03/02 2pp 
22671 175 24X Fiche 50-373. 84/03/02. B403I90068 


— 8403190076 IE Insp Repts 50-373/84-02 tc 50-374/84-01 on 840116-0210 
None omp 1 lance noted 673 ft elevation of reactor bldg 
contaminated to level in eicess required for posting as 
controlled area t< sli valves found unlocked 

OULDEnOND.H 0 . OUTHRIE. 5 C . EVANS, C D Region 3, Office of 
Director 84/02/27 29pp 22671 177 24X Fiche 50-373,84/03/02, 

8403190068 


8402090011 IE Info Notice 84-17. "Problems M/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp ” 8vc list end 
JORDAN. E L Division of Emergency Preparednees ii Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22553 036 24X Fiche 50-000,84/03/05.8402090011 


8403130348 Ack receipt of 840215 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/83-44 << 
50-374/83-48 Add 1 response to 840215 Itr Will be submitted 
following completion of actions an 840127 appeal 
SPESSARO.R L Division of Engineering 84/03/06 REED. C 
Commonwealth Edison Co Ip 22616 223 24X Fiche- 50-373, 84/03/06. 

8403130348 


—8403130359 Responds to NRC 831212 Itr re violations noted in IE Imp 
Repts 50-373/83-44 «< 50-374/83-48 Corrective actions 
procedures written to require periodic surveillance of 
lights Some Itims should not bo categorized as violations. 

REED. C Commonwealth Edison Co 84/02/15 KEPPI^R, J 0 Region 
3. Office of Director. 20pp 22616 224 24X 

Fiche 50-373,84/03/06.8403130348 


8402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys “ Sve list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/07 Consolldatsd Edison Co of Ntu 

York, Inc llBpp 22635 049 24X Fiche 30-000.84/03/07,0402090024 


640209002B IE Info Notice 84-16. "Stress Corrosion Cracking in PUR 
Sys “ 8vc list end. 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co. of New 

York, Inc I18pp 22584 106 24X Fiche 50-000.04/03/07,8402090023 


8403140175 Forwards final Interim Repts. 1,2 6 3 re flrq detection sys. 
per 831123 request 6 IE insp Rspts 50-373/83-44 ti 50-374/ 

83-48 Detector installations meet intent of NFPA Si require 
no compensatory measures 

SCHROEOER.C U Commonwealth Edison Co 84/03/09. DENTON. H R. 
Office of Nuclear Reactor Regulation. Director 4pp 22625-191 
24X Fiche 50-373,84/03/09.8403140175 


8402090031 IE Bulletin 64-02. "Failures of OE Type HFA Relays In Use In 
Class IE Safety Bys " Sve list encl 

DEYOUNOi R C Dlroctor's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22823 094 24X Ficho 30-000.84/03/12,8402090031. 


8403190094 Ack receipt of 840229 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-373/83-53 ti 
50-374/83-58 

BHAFER.M D Region 3. Office of Director. 84/03/13 REED. C 
Commonwealth Edison Co Ip 22669 319 24X Ft Cho: 90-373, 84/03/13. 

8403190084 


— 6403190090 Responds to NRC 940130 Itr re violations noted In IE Insp 
Rspts 30-373/83-53 t< 30-374/83-58 Corrective actions* control 
room tag board updated to reflect current statusiburned out 
bulbs replaced It refresher training program dovolopod. 

FARRAR. D L. Commonwealth Edison Co 84/02/29 KEPPLER, J 0, 
Region 3. Office of Director 9pp. 22669 320 24X 

Fiche 50-373. 84 /03/ 1 3, a 403 1 90004 


8403200296 Forwards info t< Rev 1 to Procedure LT8-1O0O-36. “Fire 
Damper Visual Insp. " per NRC request (k IE Insp Repts 
90-373/83-44 t< 50-374/83-48 

SCHROEOER.C. H Commonwsalth Edison Co 84/03/13 DENTON, H R 

Office of Nuclear Reactor Regulation, Dlroctor 8pp 22697-022 
S4X Fiche; 50-373. 84/03/13, 8403200256 
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8403260229 Oocumariti 840314 dlatrlbutian of GJ Oiederlch B40313 m«mo 
to RD Halkar b H Ouldemond In raiponse to 831128 
c onfirrtiatory action Itr re integrity of disc* & valves 
SCHROEDERiC W CamniDnuea 1 th Edison Co B4/03/16 KEPPLERi J 0 
Region 3i Office of Director 4pp 22737 316 247 

Flche 90-373,84/03/16,8403260225 


8403230079 Act receipt of B31213 t 22 Itrs describing interim fire 
preventlon/protectlon compensatory measures, per IE Insp 
Repte 90-373/83-44 90-374/83-48 

SPES8ARD, R L Division of Emergency Preparedness It operational 
Support B4/03/1? REED, C Cornmonieea 1 th Edison Co ip 
22726 293 24X Flche 90-373,84/03/19,8403230079 


— 84032300B1 Revises 831123 & 1213 commitment re fire watch training 
situations addressed in NFPA 516, per IE Insp Repts 
90-373/03-44 & 90-374/83-40 

BCHRaEDER,C M Commonwealth Edison Co 83/12/22 KEPPLER, J O 
Ragion 3, Dfflca of Dlractor 2pp 22726 294 24X 

Flcha ■ 90-373, 84/03/19, 8403230079 


— 8403230087 Responds to NRC 831212 Itr re violations noted in IE Insp 
Repti 90-373/83-44 It 90-374/83-48 Corrective actions 
continuous firs watch posted on refuel floor It cable 
spreading rooms t< roving fire watch established 
eCKROEDER<C M Commonwealth Edison Co 83/12/13 KEPPLER, J 0 
Region 3, Office of Director 3pp 22726 296 24X 

Flcho 90-373,84/03/19,8403230075 


0403230088 Act receipt of regulatory performance improvement plan 
Periodic meetings req,uested to discuss progress on program 
It provide feedback 

KEPPLER, d. O, Ragion 3, Office of Director 84/03/20 THOMAS, D 
Commonwaalth Edison Co Ip 22730 161 24X Flche 90-000,84/03/20, 

0403230088 


— 8403230107 Forwards corporate regulatory performance improvement plan 
THOMABtB. Commonwealth Edison Co 84/02/24 KEPPLER, J 0 Region 
3. Office of Director 3pp 22730 162 24X Flche 90-000, 

84/03/20, 8403230088 


— 8403230126 Rev 0 to "Corporate Regulatory Parformanco Improvement Plan 
For Dresden, Quad CitlssiZlon It LaSalle Operating Nuclaar 
Stations It Byron It Braidwood Project Operating 
□rganliatlons '* 

e Commonwealth Edison Co 84/02/29 22pp 22730 169 24X 

Flcho, 90-000. 84/03/20, 8403230080. 


0403260196 Forwards risponsas to IE Bulletin 03-07, "Apparently 
Fraudulant Products Sold by Ray Hiller, Inc " Quad Cities 
supplied w/plping matls from Ray Millar, Inc during const 
Evaluation and Concerns of IE Bullstln 83-06 satisfied 
BARNES, P L, Commonwealth Edison Co 84/03/20 KEPPLER, d 0 Region 
3, Office of Director 19pp 22796 189 24X Flche 90-000,04/03/20, 

8403260196 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries Into PWR Rsactor Cavities " 0vc list encl 
dOROANj E L Division of Emsrgsncy Preparedness It Engineering 
Response (Post 830103} 84/03/21 Consolidatad Edison Co, of Ntw 

Vork, Inc 123pp. 22823:229 24X Fichs, 90-000, 84/03/21, 8402090043 


3402090044 IE Info Notice 84-20, "Svc Life of Relays In Baf a ty-Re lated 
age " 8ve list ’end. 

dORDANt C L. Division of Emergency Preparedness It Engineering 
Roeponse (Pott 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc. ISSpp 22933'001. 24X Flche 90-000,84/03/21,8402090044 


R Periodic operating reports It related correspondence 


0403060190 Rev 0 to "Rept of Radioectlve Ef fluents, dul-Oec 1983 " M/ 
840116 itr 

a, OIEDERICH, 0, d Commonwee 1 th Edison Co 83/12/31 KEPPLER, dO 

Region 3, Office of Director 9pp. 22913 337. 24X 

Flche, 90-373,83/12/31,8403060190 


0403060197 "Rept of Occupational Personnel Radiation Data t, 1963 " 
U/B40227 Itr 

SCOTT, d. 8. Commonwaalth Edison Co 83/12/31 13pp 22999 099. 
24X Flcha: 90-000, 83/12/31, 8403080197 


0403220180 Annual whola body astarnal axposures for 1983 W/840316 Itr 
RYBAK, a. Commonwaalth Edison Co. 83/12/31, 7pp 22716 007 24X 

Flcha; 90-000, 83/12/31,8403220120 


S Reportable occurrences, LEfis It related correspondence 


8403120047 LER 64-003-00 on 840202, Intended trip on sys auxiliary 
transformer feed breaker failed to occur Caused by breaker 
plunger being too short Addl washers installed on plunger 
assembly 0/840302 Itr 

HIETALAi d d , DIEDERICHrO J Commonwealth Edison Co 84/03/01 
3pp 22989 286 24X F i C he 50-374, 04/03/0 1 , 0403120047 


8403160266 LER 84—004—00 on 840212, Div 2 Isolation signal received* 
causing secondary containment Isolation I, standby gas 
treatment sys to start Caused by blown electrical fuse Fuse 
replaced N/B40306 Itr 

KDENIO, R , DIEDERICH, 0 J Commonwealth Edison Co 84/03/06 3pp 
22661 001 24X Flche 90-374,84/03/06,8403160266 


8403190013 PNO-1 1 1-84-029 on 040310, unit achieved initial criticality 
Agreement observed between actual conditions I, predicted 
Condi tions 

WALKER, R , 8HAFER, W Region 3, Office of Director 84/03/12 Ip 
22663'393 24X Fiche 90-374,04/03/12,8403190013 


8403200212 LER 84-009-00 on 040219, during performance of HPCS inservlce 
tasting, pump breaker failed to reclose second time Caused by 
failure of breaker position switch (33},52L8 to close In 
second cycle Breaker reracked W/840319 Itr 

KOENIG, R , OIEDERICH, 0 J Commonwealth Edison Co 04/03/19 3pp 
22699 344 24X Fiche 90-374,04/03/19,8403200212 


8403200023 LER 04-007-00 on 840218, r eac tor water cleanup isolated on 
Pump Room A high differential temp Caused by difference in 
room temp due to ml sconf 1 guration of area ventilation sys. 

Review for corrective actions in progress W/840322 Itr 

REIS, J B , DIEDERICH, 0 J Commonwealth Edison Co 84/03/21 9pp 

22777 091 24X Flche 90-374,04/03/21,8403200023 


8403200073 LER 04-006-00 on 840223, T eac tor water cleanup sys isolated 
on Pump Room C ventilation differential temp high Caused by 
normal operating temp gradient across pump rooms due to cold 
reactor bldg air blasting inlet temp W/840322 Itr 
REIS, J D , DIEDERICH, G J Commonwealth Edison Co 84/03/22 8pp 
22777 063 24X Flche 90-374,84/03/22,8403200073 


T Hearing transcripts on non-anti trust matters 


0403270320 Transcript of Commission 840323 d iscuision/possib le vote in 
Wash Ing ton, DC re full power QL for LaSalle Unit 2 Pp 1-76 
Supporting documentation encl 

« Commissioners 84/03/23 64pp 22789 193 24X 

Flche, 90-374, 84/03/23, 8403270320 


DOCKET 90-382 WATERFORD GENERATING STATION, UNIT 3 


A App 1 Ication/construc tl on stage documents I, correspondence 


8403010262 Further response to FOIA request for documents ra Sandia 
Contract A-tt23 tt bibliography used by R Qernero Forwards 
App A documents 

FELTON, J M Division of Rules and Records FIN A-il23 63/12/20 
RUTLEDGE, P Carolina Environmental Study Group 2pp 22444 06? 
24X Flche 30-000,63/12/20,8403010262 


—8301280380 Responds to 821108 Itr k newspaper article, c lar 1 fylng 
distorted I, incomplete picture of nuclear accident 
probabilities Ic consequences ti modeling uncertainties 
presented in article 

DIRCKS, W U Office of the Executive Director for Operetlons 
82/12/27 BOOG8,L House of Bap 4pp 22444.078 24X 

Flcha 90-000,03/12/20.8403010262 


6403090269 Notification of cancellation of 840226 meeting w/util (< 
Ebasco in Bethesda.MD to discus* amergancy feedwater control 

sys 

WILSON, J H Licensing Branch 3 84/02/16 KNIGHTON, G W Licencing 

Branch 3. 3pp 22501-106 24X Flcha 90-302,84/02/16,8403090269. 


8403020209 Forwards info re corrective actions identified during 
control room design ravieu. Light ing survey results, color 
code cdnventlon It results of control room liveability review 
encl Lighting mods complete 

CODK.K W Louisiana Powar k Light Co 84/02/28 KNIGHTON, G W 

Liceniing Branch 3 12pp. 22440.242 24X Flcha 90-332.84/02/28, 

8403020209 


8403020333 Forwards "Evaluation of Natural Circulation Cooldown Test 
Parformad at San Onofre Nuclear Oaneratlng Btatlon. " Boron 
miking taste in lieu of natural circulation test accepted by 
updated 8ER I, aSER 9 

COOK, K W Louisiana Powar & Light Co 84/02/29 KNIGHTON, O.W 
Licensing Branch 3 Ip 22439:039 24X Flche 90-000,84/02/29, 

8403020333 



262 


DOCKETED ITEMS 


— 3403020333 "Evaluation of Natural Circulation Cootdoun Tait Performed 
at San Onofre Nuclear Oentrating Station ” 
a Combustion Eng i near ing* Inc CEN-as? 64/01/31 136pp 

22439 036 24X Fichi 50-000.64/02/29.8403020333 

8403090032 Final rasponta to FQIA request for five categories of 
documents re Facility Foruards addl documents listed on Aae 
A 


FELTOM. J M 
Lyon ti Kurt 


Division of Rules and Records 64/03/02 LYON. V F 
2pp 22392 333, 24X Fiche 30-362,84/03/02,0403090032 


— 6403090038 Lists areas of concerts at facility requiring Investigation 
Ebasco 6 util Failed to address & resolve deficiencies 
identified by many personnel, including QA doeutnental 1 on 
reviewers 

* Louisiana Power U Light Co 64/03/02 NRC - No Detailed 
Affiliation Given 2pp 22392 336 84X Fiehe 30-382,64/03/02, 

6403090032 

6403130446 Confirms that all SORT files closed Info adequate to close 
out seismic qualification issue 

COOK.K H Loulstanq Power L Light Co 84/03/02 KNIOKTON, 0 M 

Licensing Branch 3 Ip 22613 161 24X FI che- 30-382. 84/03/02. 

6403130446 

8403180167 Advises that listed prccedures L Tech Specs reviewed, per 
Generic Ltr 83-28 re post-maint testing of reactor trip sys 
components Check of vendor ti engineering recommendations 
concluded test guidance incorporated into procedures 
CQOK.K H Louisiana Power tt Light Co 04/03/05 KNIGHTON. 0 N 

Branch 3 6pp 22590 134 84X Fiche: 50-382. 84/03/03. 

8403120169 

84031801*8 Discusses activities & commitments to be completed prior to 
fuel load Listed open items uill be completed prior to 
640430 

COOKiK H Louisiana Power Ic Light Co. 84/03/08 KNIGHTON, o H 

Branch 3 6pp 22590 I4B 24X Fiche 50-382.84/03/08, 

8403120 16B 


8403210030 Forwards justification for eremption from Type C leak 
testing, list of isolation valves within essential sys (< 
penetration isometric drawings re finalisation of Tech 8pecs 
in preparation for OL 

COOK, K W Louisiana Power t< Light Co 84/03/id. KNIOHTaN, O W, , 

Licensing Branch 3 I7pp 22707 016 24X Fich #• SO-3Q8, 84/03/1*.. 

8403210030 

8403270134 Replaces ltr previously Issued as W3PB4-0431 re activities 
h commitments to be completed prior to fuel load due bo 
mtselng page from attachment All open items to be completed 
by 840430 Anticipates receipt of OL on tame date 
COOK, K U Louisiana Power & Light Co 84/03/20 KNIGHTON. O. H 

Licensing Branch 3 6pp 22770 019 24X Fiche 30-382.84/03/80. 

0403270154 

8403260134 Forwards completed operating shift experience forms 
DARKHUflST. R p Louisiana Power (, Light Co 84/03/22 DENTON. H 
Office of Nuclear Reactor Regulation, Director Spp 2273* 28* 

24X Fiche 50-382.04/03/22,8403260134 

E NRC Safety Evaluation Report ISER), supple & correspondence 

0403050065 Subraiti Info in response to BER Open Item 7 1,8(8). par IE 
Bulletin 79-27, "Loss of Non-Clase IE Instrumentation 8> 

Control Power Sys Bus During Operation " Info should enable 
closeout of BER item 

COOK.K W Louisiana Power it Light Co 84/02/27 KNIGHTON. O. M. 

Licensing Branch 3 2pp 22490 183 24X Fiche 30-362.84/02/27. 

64030S0063 

8403060306 Supplements addl info provided In 830803 ltr juitlfylno 
Use of analysis in resolving aging ti operability issue to 
qualify Rosemnunt 1153 a transmitter uie at facilltu.ner 
BSER S ' 

COOK.K W Louisiana Power li Light Co 84/03/01 KNIGHTON. O M 

Licensing Branch 3 2pp 28313 333 24X Fiche 30-382.84/03/01. 

6403060306 


8403130170 Responds to Oenerle Ltr 83-28. Item 4 3 3 re reactor trip sys 
reliability (sys functional testing) Util participating in 


C~E Owners Group evaluation Results due by 041203 
COOK.K U Louisiana Power b Light Co 84/03/08 
Licensing Branch 3 ip 22608 11 
8403130)70 


KNIGHTON, 0 W 
24X Fiche 80-382,84/03/08, 


8403150046 Responds to Item 4 2 of Generic Ltr 83-28 re reactor trio 
sys reliability (preventative maint b surveillance program 
for reactor trip breakers) Breaker opening time win be 
trended monthly to forecast breaker degradation 
COTK.K H Louisiana Power b Light Co 84/03/06 KNIGHTON, 0 W 
84031300^*"'^"'*' * 22643 136 2a)f Fiche 50-382,84/03/08, 

meeting w/utu I. Ebasco in Bethesda, 
MD ta discuic TicA Sptes prior to lictnoing 

MIL6ON1 J H Licensing Branch 3 84/03/09 KNIGHTON, O H Lit an. Inn 

Branch 3 3pp ssai2 335 24X Fiche s5!382r84%3/S; 04O328Do22 ® 


S403060293 Forwards post-accident sampling syt itatus rept per BBER 2. 
containing updated info on actions b plans 

COOK.K W Louisiana Power b Light Co 84/03/02 KNIOHTON. 0 M 
Licensing Branch 3 3pp 22518.126, 24X Fiche. 50-382. 84/03/02. 

8403060293, 

8403060337 Advises that SEER 9 provides incorrect listings of CPC 
penalty (actors resulting from rod bou penalty Requests that 
corrected table of penalty factore be included In next 8BER 
COOK.K H Louisiana Power b Light Co 84/03/02 KNIOHTON. 0 H 

^ ‘P *2513 336 24X Fiche 50-302, 84/03/02. 

a403v}au3j7 

J”** NURE0-0737,.Item 1 1 E 4 2 ra Containment 
pressure setpoint be closed In next SSER Facility win 
employ 1/ 1 psia setpoint.per Tech Specs 

COOK.K W Loulstane Power b Light Co 84/03/05 KNIOHTON. 0 U 
8403120106^''***'^^ 2*585 001 84X Fiche. 50-302, 84/03/05. 


8403160020 Informs that facility will employ 17 I pstd setooinfe for 
containment isolation as reflected In current draft T^h '^ ^ 
In^eit'sSEfl*'" " ^ NUHeg- 0737 Item shpuld be closed 

Power b Light Co 84/03/12 KNIOHTON, 0 M 


facility will employ 17. I psld s.tpolnt For 
containment isolation as reflected in current draft Tech 

in'nJit'aSEfi*" ” ^ ^ NURE0~O737 Item should be closed 

COOK.K H Louisiana Power b Light Co B4/03/12 KNIOHTON. 0 W 
bIoSuoSbO *"''' ^ 22653.351 24X Fiche- OO^^S^.oi/M/L 


commitment for vendor review of emergency 
J fulflll.d.b.s.d on meeting TMl Action ^ 

Item I C 7 requirements 

COTK.K W Louisiana Power b Light Co 84/03/12 KNIOHTON. a u 

8403200209 Provides ju»ti f leat Ion for interim operation pendlno 
bv tinghout • 

'’“wer b Light Co 84/03/13. KNIOHTON, G N 

bSSSt®"*”''* ^ 22686 354 24X Fi che- sS/OVlb. 

^'’^fatem^nt^rr" Notification 84-050 provide. Commlscinn policy 

eIIIShS? quail ficatloSs 

EI6ENHUT.D 0 Division of Licensing 64/03/14 Atomic Bafat., ar^ri 
Licensing Board Panel lOp, aqx Fich. 50-boS, a4/M/U, B402o;oS4r 


•'’***'9*"'*( fl'’* PTotection plans 

8403130434 "Louisiana Power b Light Co, Waterford 3 Emeroeneu 
Preperedness Exercise.Mey 25,1983 “ rgeney 

t, ^ 03/05/25 37app. 22609 125 045r 

Fiche 50-392,83/05/25,8403130434. K2609.I88. 24X 

8403120014 Forwards changes b revs to emergency plan Imo leaientlno 
EP-2-050 re offsite dose asseiemSit b " 

Renlon^a'^fif*. ^*’*'i*i?”* *“ 63/00/00 COLLINa.J T 

Region 4, Office of Director 2pp, 22580.034 24X rta.u. 1. 

Fiche. 50-382,83/08/06,0403120014 

8403130105 Responds to emergency preparedness eppraisal items noted in 
le Emergency Preperedness Appraisal Rept 50-382/83-00 bSJCJu * ^ ‘ 

0# sit, public address ,y, performed iS-pl.ni paging 
reviewed for possible mods P«Bxng sys 

CQOK.K W Louisiana Powar b Light Co 83/12/28 inuunnu c. » , 

4r 0f#lcf of DiTftCtoT Id 22601*300 Oav ct l ^HNBONi E RogiOti 

0403130105 ‘p 8Z601 300 a4X Fie he- 50-302, 83/12/20. 
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0403130131 Fopiuapds IE Imp Rapt 3O-3B2/03-34 on 831001-1130 No 
Violation! or dovlatlom notod 

JOHNSON. E H Roglon 4, Office of Director 04/01/10 LEDDICK. R 8 
Louisiana Fouer t< Light Co 2pp 22&01 094 24X 

Flche 30-382. 04/01/10. 0403130131 


8403120164 Forwards marked-up corrections to emergency plan 
Imp 1 emon ting procedures per undated Ltr W3FB4-002‘? b marked- 
up rovs to emergeneg plan 

LEDDICK. R 8 Louisiana Pouier & Light Co 04/03/00 Office of 
Nuclear Reactor Regulation. Director 4pp 22909 106 24X 

Flche 90-302.04/03/00.0403120164 


— 0403130140 IE Insp Ropt 90-382/03-34 on 031001-1130 No violations or 
deviations noted Major areas Inspected preoperatl ona 1 test 
procedure review t< test wi tnesslng. HP8t pump performance 
retest i emergency operating procedure review 

CCMSTADLE. 0 L . FLIPPO, T A . CROSEMAN. M A Region 4. Office of 
Director 84/01/12 6pp 22601 096 24X Flche 90-302,04/01/10. 

0403130131 


8403090240 Forwards putillc version of Rev 6 to emergency plan S< Rev 3 
to emergency plan implementing procedures. Inc ludlng 
Procedures EP-l-OOl re recognition fc classification of 
energency conditions k EP-1-020 re alert 14/040301 memo 
LEDDICK. R 0 Louisiana Power & Light Co 04/01/30 Office of 
Nuclear Reactor Regulation. Diractor 7pp 22919 283 24X 

Flche 90-382.84/01/30,8403090248 


— 0403090251 Public version of Rev 6 to emergency plan 

* Louisiana Power (< Light Co 04/01/30 939pp 22919 290. 24X 

Fiche 90-302, 84/01/30, 0403050240. 


— 0403090293 Public version of revised emergency plan Implementing 
procedures. Includ Ing Procedure EP-t-001 re recognition tt 
classification of emergency cond 1 1 Ions. EP-1-020 re alert S< 
EP~1”010 re unusual event 

ALLENMAN. B A . BARKHURST, R P Louisiana Power (< Light Co 
04/01/26 B36pp 22921 103 24X Fiche 50-382,84/01/30. 

0403050240. 


8403130331 Buppls 630729 it 1010 responses to IE Emergency Preparedness 
Appraisal Rept 90-382/83-00, providing current status of 
action on emergency preparedness appraisal open Items 
CaOK.K. U Louisiana Power ic Light Co 04/02/01 JOHNEON, E Region 
4, Office of Director Spp 22614 114 24X Fiche 90-302.04/02/01, 

0403130331 


0403090137 Notifies that NRC will provide Inspectors to observe onsite 
aspects of periodic eiercises for emergency preparedness 
0cenario for submisilon of info listed 

COLLINB, J T Region 4, Office of Director 84/02/09 LEDDICK. R S 
Louisiana Power U Light Co 2pp 22409 100 24X 

Flchs 90-382,84/02/09,8403090137 


0403060961 Advises that NRC will not review emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
licensee. per 010709 Generic Ltr 01-27 U/o request. entire 
plan will be placed In PDR 

KN14HT0N. 0 U Licensing Branch 3 84/02/20 LEDDICK. R 0 

Louisiana Power U Light Co 3pp 22992,269 24X 

Ftch e 90-382, 04/02/20. 0403060961 


B402D90006 Boerd Notification 04-034 forwards R Vollmer 840206 memo to 
D Elsenhut re fire research results concerning fires in 
electrical cabinets in control room 

EIBENHJT. D 0 Division of Licensing 04/02/23 PALLADINO 
Conniss loners ip 22576 203 24X Fiche 90-000,04/02/23, 

0402090006 


— 8403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets In control room be submitted 
for board notification, per NRR Dfc Ltr 19. dtd 821001 Further 
evaluation of test data required 

VOLLMER. R.H. Division of Engineering. 84/02/06 EIBENHUT.DO 
Dlvlelon of Licensing lOpp 22976' 204. 24X 

Flche 90-000,84/02/23.0402090006 


8403260078 Forwards IE Insp Rept 90-382/04-09 on 640123-27 No 
Vlolatlone or devletlons identified Status of actions taken 
re previously Identlflid insp findings examined 

JOHNSON. E.H Region 4, Office of Director B4/02/27 LEDDICK. R 8 
Louisiana Power h Light Co. 2pp 22790 274 24X 

Fiche. 90-302. 04/02/27, 0403260070. 


— 0403120169 Marked-up Rev 6 to etnergency plan implementing procedure, per 
undated Ltr W3F84-0029 

* Louisiana Power 6 Light Co 04/03/00 9pp 22989 190 24X 

Flche 90-302,04/03/08,8403120164 


— 8403120167 Marked-Up Rev 6 to emergency plan. per undated Ltr 
H3F04-OO29 

a Louisiana Power & Light Co 84/03/00 0pp 22989 199 24X 

Flche 90-302,04/03/00,0403120164 


0403150079 Forwards 13 Itrs of agreement from chemical industries 
within 9 miles of facility re toxic eh amicals. per emergency 
p Ian 

COOK. K W Louisiana Power h Light Co 84/03/00 KNIOHTON.O W 
Licensing Drench 3 15pp 22642 333 24X Flche 90-302.84/03/00, 

0403190079 


0403200161 Lists Items addressed by training program, per L Bender 
request, including coordinated training of plant fire 
brigade i. local fire dep t . op erat ianal precautions & training 
for mitigating coro damage 

COOK, K H Louisiana Power t< Light Co 04/03/15 KNIOHTON.O H 
Licensing Branch 3 Ip 22699 349 24X Flche 50-382,04/03/15. 

0403200161 


8403300048 Forwards " A1 er t/Not i f ic at 1 on Sgs " 

COOK.K M Louisiana Power ii Light Co 84/03/20 KNIOHTON.O U 
Licensing Branch 3 3pp 22025 049 24X Flche 50-3B2. 84/03/20, 

0403300040 


— 8403300049 A1 ert/No 1 1 f 1 c at 1 on Sys " H/four oversixsd drawings Drawings 
available In PDR 

* Louisiana Power 6 Light Co 04/03/31 3oopp 22023 032 24X 

Fiche 50-382,04/03/28,0403300040 


0 Adjudicatory correspondence 


0403010187 Advises that NRC request for extension of time to 840413 to 
respond to Joint Intervenors 031212 motion to reopen record 
unopposed Target fuel load set for 840430 Certificate of 
Bve end 

CHURCHILL, B W Show, Pittman, Potts & Trowbridge CHURCHILL, B W 
Louisiana Power !. Light Co 04/02/28 KOHL. C N . UILBER.H A . 
JOHNSON. H R Atomic Safety and Licensing Appeal Panel 4pp 
22439 298 24X Flche 90-302,04/02/20. 0403010107 


0403000130 Requests O Hill 040110-11 statement re OA deficiencies be 
forwarded to 0 Groesch 6 author 

BUR8TEIN, C H Joint Intervenors - Waterford 04/02/29 
PALLADINO, N Comm 1 s s 1 oner e Ip 223S9 270 24X 

Flche: 50-302. 04/02/29.8403000130 


0403210100 Order extending time until 040427 for Commission to act ta 
review ALAB-733 Bervsd on 040321 

CHILK, 8 J Office of the Secretary of the Commission DSD 019 
84/03/20 PALLADINO. N J , OILINSKY, V , ROBERTS, T M Commissioners 
tp 22710 227 24X Fiche 30-302, 04/03/20. 8403210180 


G Inspection reports. IE Bulletins b correspondence 


8403130109 Responds to emergency preparedness appraisal itims noted In 
IE Emergency Preparedness Appraisal Rept 90-302/03-00 Survey 
of site public address sys performed In-plant paging sys 
reviewed for passible mods 

COOK.K W Louisiana Power ti Light Co 03/12/28 JOHNSON, E Region 
4. Office of Director Ip 22601 300 24X Flche 90-302,03/12/28. 

0403130109 


— 0403260007 IE Insp Rept 90-302/04-09 on 840123-27 No violations or 
daviatlons Identified Major areas inspected radletion 
protection program S< Implementing actions for NUREO-0737 
action items 

CHANEV.H.D. HURRAY. B. . CROSSMAN, M A Region 4, Office of 
Diractor. 84/02/27 13pp 22750 276 24X Fiche 50-382,04/02/27, 

0403260078. 


840314019'l Forwards technical guidelines required by hAJREO-0737, 

Suppl 1, Including guidance on station blackout conditions 
CUnraeolvad Safety Issue A-44>,to be considered as response 
to Oanarlc Ltr 81-04 

C0CIK,K. M Louisiana Power i< Light Co 84/03/03 KNIOHTON.O U 
LUanelng Branch 3 a37pp. 22621 001 24X Fiche 30-302.84/03/05, 

6403140191 


8403130131 Forwards IE Imp Rept 50-302/03-34 on 031001-1 130. No 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director 84/01/18 LEDDICK, R 0 

Louisiana Power t. Light Co 2pp 22601 094 24X 

Flche, 90-302,84/01/18,8403130131 


— 8403130140 IE Insp Rept 50-382/83-34 on 031001-1130 No violations or 
deviations noted Major areas Inspec ted. prenperat tonal test 
procedure review h test wi tnesslng, HP8I pump performance 
retest fc emergency aperating procedure review 
CONSTABLE, 0 L , FLIPPO. T A , CROBSMANiW A Region 4. Office of 
Director 04/01/12 6pp 22601 096 24X Flche 50-302, 84/D1/18, 

0403130131 
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B403I30331 Suppit B3072? L 1016 respon»Dt to tE Enjsrgcncv Pr eparcdnei s 
Appraltal Rept 3O-3S2/03-O8. providing turront ttatui of 
action on eoiorgencg preparednast appraisal opin Itani 

Ca3K>K U Louisiana Pouer it Lipht Co G4/03/01 OOHriSONi E Rogion 
4i QfflcE 0 ^ Dlractor 5pp 22614 114 24X Flchc 30-*332i 04/O2/Olj 

6403130331 


6403260245 Foruardt IE Insp Rept SO-3B2/B4-06 on 040116-20 No 
violations or deviations identified Concern rs lack of 
comprehensive callbr program fo-r effluent monitors raised 
JOHNSON, e Region 4, Office of Director 04/02/14 LEDDICK, R S 
Louisiana Power S< Light Co 2pp 22796 050 24X 

FlchS 50-302,04/02/14,0403260249 


— 6403260290 IE Inap Rept 90-302/04-06 on 040116-20 No violations or 
deviations Id-entlfied Najor areas inspected radwaste program 
b transportation ac tlvi ties, Inc lud 1 ng organl lat Ion, train tng 
U qua I iflcat 1 one 

BAER, ft E . HOLLEY. WL i HURRAY, 8 Region 4. Office of Director 
04/02/14 llpp 22756 092 24X FUho 90-362,04/02/14,8403260245 


□403050069 Submits info in responle to SER Open Item 7 I 2<2)ipBr IE 
Dulletln 79-27, "Loss of Non-Class IE Instrumentation it 
Control Power Sgs Bus During Operation " Info should enable 
closeout of EER Item 

COOK. K W Louisiana Power & Light Co 04/02/27 KNICHTDM, 0 H 
Licensing Drancb 3 2pp 22490 IB3 24X FIche 50-332,04/02/27, 
840309006S 


8403260070 Forwards IE tnsp Rept 90-332/04-05 on 340123-27. No 
violations or deviations identified Status of actions taken 
re previouslg identified Insp findings eiamlned. 

JOHNSON. E H Region 4, Office of Director 04/02/27 LEODICK.R 5 
Louisiana Power & Light Co 2pp 22758 274 24X 

Flcho 50-382,84/02/27,8403260073 


— 8403260067 IE Insp Rept 50-382/34-09 on 840123-27 No violations or 
deviations Identified Major areas inspected radiation 
protection program b Implementing actions for NUREO-0737 
actlnn items 

CHANEY, H D , MURRAY, B , CRDBBMAN.W A Region 4, Office of 
Director 84/02/27 13pp 227SS 276 24X FIche 90-382,84/02/2?. 

3403260070 


B401190072 IE Info Notice 84-13, "Potential Oeftclencg in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
enc 1 

JORDAN.E L Division of Emergencg Preparedness b Engineering 
Response CPost 830103) 34/02/20 Consolidated Edison Co of New 

York, Inc 119pp 22909 239 24X FIche 50-000.04/02/80, 0401190072 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list encl 

ORACE.J N Division of QA, Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

I30pp. 22552,329 24X F 1 Che 30-000. 84/03/02. 8402090 0 07 


0402090003 IE tnfe Notice 84-16, "Failure of Automatic Sprinkler Syi 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedneas b Engineering 
Response {Post 030103) 84/03/02 Consolidated Edison Cn of New 

York. Inc I22pp 22553 098 24X FIche 90-000,04/03/02,8402090008 


402090009 IE Info Notice 04-15, "Reporting of Radiological Raleasei " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 330103) 84/03/02 Consolidated Edison Co of Nfw 

York, Inc 119pp 22953:217 24X Fiche 50-000. 04/03/02, 3402090009 


S402090011 IE Info Notice 84-17. "Problems H/Llquld Nitrogen Coaling 
Components Oeloui Nil Ductility Temp " Svc list encl 
JORDAN,E L Division of Emergency Preparedness b Engineering 
Retponsf (Post 330103) 04/03/05 Consolidated Edison Co of New 

York, Inc I17pp 22993 336 24X Flch e 50-000. 04/03/05. 040209001 1 


3402090024 IE Info Notice 04-09. Rev 1. "Lessons Learned From Intpi df 
Fire Protection Safe Shutdown Syi " Svc list encl 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co, of New 

York, Inc IlSpp 22635 049 24X Fich e 50-000, 84/03/07. 0402090024 


8402090028 IE Info Notice 94-13. ’■'Stress Corrosion Cracking in PHR 
Sys " Svc lift end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc 1 IBpp 225B4 1B6 24X Fiche ’ 90-000, 84/03/07. 0402090020 


8403190271 Act receipt of 031207 b 840209 supplemental Itre informing 
NRC of steps taken to correct violations noted in IE InSp 
Rept 50-382/83-17 Implementation of corrective actions will 
be reviewed during future Insp 

JOHNSON. E H Region 4. Office of Director 84/03/00 LEDDICK. R B 
Louisiana Power b Light Co Ip 22671 301 24X 

Fiche 50-382,84/03/00.0403190271 


— 0403190872 Responds to NRC 030606 1 tr rs violations noted in IE Inep 
Rept 50-302/83-17 Corrective actions Ebaico Nonconformance 
Rept 9594 initiated due to lack of info available re 
erection of structural steel for missile protection 
OERRETS.T F Louisiana Power b Light Co 84/02/09 JOHNSON, E 
Region 4, Office of Director. 3pp 22671 302 24X 

Fiche 90-302,84/03/08,8403190271 


0402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use In 
Class IE Safety Sys " Svc list encl 

DEYDUNO. R C Director's Office. Office of Inspection and 

Enforcement 94/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X F Ich e: 90-000. 64/03/ 12. 840209003 1 


8403160242 Forwards vendor insp repts Identifying concern* found by 
Vendor Program Branch during insp of vendor activities 
Evaluation of findings rs quality b accaptah i 1 ity of 
product or svc by vendors requestid 

JOHNSON. E H Region 4, Office of Director 04/03/13. LEDDICKtR S 
Louisiana Power b Light Co 3pp 22661 026 24X 

Flcha 50-302,04/03/13,8403160242 


8403200247 Forwards vendor insp repts identifying concerns noted by 
Vendor Program Branch during Insps of vendor activities 
Significance of reported findings re acceptability of 
product or svc provided by vendor requested U/o end 
JOHNSON. EH Region 4, Office of Director 84/03/16 LEODICK.R S 
Louisiana Power b Light Co 3pp 22696 350 24X 

Flcha 90-382.04/03/16,0403200247 


B402090043 IE Info Notice 84-19. "Two Events Involving Unauthorlied 
Entries into PWft Reactor Cavities " 8ve list encl 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edlion Co of New 

York, Inc I23pp 22023 229. 24X Fiche 50-000.04/03/21,8402090043 


0402090044 IE Info Notice 04-20, "Bve Life of Relay* In Safaty-Re Uted 
Sy s " Svc 1 ist enc 1 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidoted Edison Co of New 

York, Inc k35pp 22933 001 24X Flch* 50-000,84/03/21,8402090044 


R Period Ic operating reports & related correspondence 


8403020443 Forward* monthly status rept of offsite emergency 
preparedness for OL review* for Jan 1984 Change* in FEMA 
finding dates not caused by delay due to offsite emergency 
p lannlng issues 

DIRCKB. N J Office of the Executive Director for Operations 
04/02/21 PALLADINO Commissioners 9pp 22492.083 34X 

F 1 ch*' 50-000, 84/02/21, 8403020443 


S Reportable occurrences, LERs b related correspondence 


0403010069 Second interim significant Const Deficiency Rept 93 re 
charging b letdown containment isolation valve defect 
Initially reported on 831202. Corrective action complete. 

Further testing required Next rapt expected by 840701 
OERRETS.T F Louisiana Power b Light Co, 84/02/20. COLLINS, J T 
Region 4. Office of Director. 2pp 22435 219 24X 

Flch* 50-302,84/02/20,8403010069 


8403210032 Part 21 rapt re failure of auxiliary feedwater pump drive 
turbines. Oimpet NP8-4 TbT valve, to close Encl Itr dtd 840203 
sent to listed utils OE notified of affected units in BUR 
p lanti 

THEROUX, R R Terry Corp 84/02/22 WOODRUFF, R U Director's 
Office, Office of inspection and Enforcement 6pp 22706.327, 24X 

Fiche 50-000,84/02/22,8403210032 


8403060196 Fourth interim rept re significant Const Daficianey 92 
concarnlng HP8I sys performance Review of supporting 
documentation tchaduled to be complata by 840309 Final rapt 
will be submitted on 840316 

OERRETS.T F Louts tana Power b Light Co 84/02/24 COLLINB, J. T. 
Region 4, Office of Director 2pp 22917 355 24X 

Fiche. 50-392, 84/02/24,0403060196. 


8403060258 Final rept of significant Const Deficiency 42-Rl re defect 
in OE Type HHA auxiliary relays mfg between 1976 b June 
1981. Nonconformance Rept U3-3361 Initiated. 

OERRETS.T F Louis lane Power b Light Co 04/02/24 COLLINS, J T. 
Region 4, Office of Director 4pp. 22517.141. 24X 

Fiche’ 50-3B2. 04/02/24, 0403060258 
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84D3060339 Second Interim significant const Deficiency Rept 95 re KPSI 
pumps A/AB falling to start on safety Injection actuation 
signal Final rept ulll be submitted by B40330 

OERRETS. T F Louisiana Power & Light Co B4/OS/24 COLLINB, J T 
Region 4. Office of Director Zpp Z2517 043 24X 

FichO 30-3B2, B4/02/24, B403060339 


B403200267 Second Interim rept re Significant Const Deficiency 9St 
failure of chemical {( vol control sys pump Train A to 
start on safety injection actuation signal Final rept will 
be submitted by 840330 

OEflRETS. T F Louisiana Power & Light Co 84/03/09 COLLINS, J T 
Region 4, Office of Director 2pp S269S 121 24X 

Fiche' 30-302, 04/03/09,8403200267 


8403130311 Final Significant Const Deficiency Rept 86 re overstressed 
refueling weter storage pool llner/noiile Initially reported 
on 831213 Restraints added to condensate storage pool to 
reduce pipe forces transmitted to liner 

OERRETB, T F Louisiana Power b Light Co 04/02/27 COLLINS, J T 
Region 4, Office of Director 4pp 22608 059 24X 

Flche 90-382,84/02/27,8403130311 


8403200276 First Interim rept re Significant Const Deflcianey lOW 
traceability of stainless steel instrumentation tubing Imp 
h tests underway to determine if tubing installed to 
code requirements Final rept eipected by 840406 

OERRETS, T F Louisiana Power b Light Co 84/03/09 COLLINS, J T 
Region 4, Office of Dlrscter 3pp 22697 097 24X 

Fiche 30-382.84/03/09,8403200276 


B403 130267 Final dafictency rept, Item 131 re hydraulic transl ent , 
eheaped support/restraint on line Initially reported on 
840213 Further Investigation Indicated condition not 
reportable per tOCFRSO 9S<e> 

OERRETB, T F Louisiana Power b Light Co 84/02/20 COLLINS, J T 
Raglan 4, Office of Director 2pp 22603 034 24X 

Flche 90-382,84/02/28,8403130267 


8403270102 Final Deficiency Rept 146 re ASCQ solenoids b NAHCO limit 
switches Initially reported on 840206 Bolenotds will be 
replaced to provide traceability b documentation 
OERRETS, T F Louisiana Power b Light Co 84/03/09 COLLINS. J T 
Region 4, Office of Director 2pp 22766 349 24X 

Fiche 50-382,84/03/09,0403270102 


8403130303 Final deficiency rept. Item 147 re potential failure of 
safety Injection valve actuators Initially reported on 
840202 Valves not yet fully qualified for operational use 
Incident not reportable per lOCFRSO SS(e) 

OERRETS, T.F Louisiana Power b Light Co. 84/02/29 COLLINS, J T 
Region 4, Office of Director 2pp 22614 191 24X 

Fiche; 90-382, 84/02/29, 8403130303 


8403270206 Seventh interim Blgnlficant Const Deficiency Rept 78 re 
American Bridge Corp structural steel defects Corrective 
action remains on two nonconformance repts Completion 
scheduled for Mar 1984 Next rept by 840406 

OERRETB,! F Louisiana Power b Light Co 84/03/09 COLLINS. J T 
Region 4, Office of Director 2pp 22770 202 24X 

Flche 90-382,84/03/09,8403270206 


6403130427 First interim Significant Const Deficiency Rept 99 re safety 
Injection tank isolation valve mechanically bind Ing, caus Ing 
valve motor to trip on overload Valve actuator inspected, 
repalrad b tested Final rept by 840406 

OERRETS. T F Louisiana Power b Light Co 84/02/29 COLLINS, V T 
Region 4, Office of Director 3pp 22614 077 24X 

Flche 90-362,84/02/29,8403130427 


8403270099 Interim significant const deficiency rept. Item 100 re 
terminations to Knox fuse blocks, OE 4,160 kV switchgear Alt 
Knox fuse block terminations reinspected Next rept will be 
submitted by 840406 Also reported per fart 21 

OERRETS. T F Louisiana Power b Light Co 84/03/12 COLLINS, J T 
Rsglon 4, Office of Director 3pp 22766 139 24X 

Flche 30-362,84/03/12,8403270089 


B403130436 Final Potential Deficiency Rept 149 re sheared valve stems 
In component cooling water sys Caused by excessive force 
used to close valves in order to prevent leakage Item not 
reportable per lOCFRSO 3Sie> 

OERRETS, T.F Louisiana Power b Light Co 04/02/29 COLLINS, J T 
Region 4, Office of Director 2pp 22613 161 24X 

Flche- 90-382,84/02/29,8403130436 


8403270202 Final Significant Const Deficiency Rept 73 re station 
battery equalising charge voltage exceeding coil ratings 
Initially reported on 040120 Class IE dc equipment evaluated 
during equalizing charge voltage of 139 8 volt dc 
OERRETB, T F Louisiana Power b Light Co 04/03/14 COLLINS, J T 
Region 4, Office of Director 3pp 22770 268 24X 

Flche 50-382,84/03/14,8403270202 


8403130339 Second interim Significant Const Deficiency Rapt 97 re 
diesel generator D turbocharger failure Official response 
from Cooper Energy Svcs re cause to be completed by late Mar 
1984 Final rept ulll be submitted on 840406 

OERRETB. T F Louisiana Power b Light Co 04/03/01 CDLLINB, J T 
Region 4, Office of Director 2pp 22617 120 24X 

Flche: 90-382, 84/03/01, 8403130339 


0403270046 Fourth Interim Significant Const Deficiency Rept 80 re 
unsatisfactory stroking of emergency feedwater turbine steam 
shutoff valves Further testing during post-core hot 
functional testing required Next rept by 840^13 

OERRETS, T F Louisiana Power b Light Co 84/03/13 COLLINS.d T 
Region 4, Offtce of Director 2pp 22769 342 24X 

Fiche 30-382,84/03/13,8403270046 


8403170293 Final significant const deficiency rept, Item 32 re stress 
analysis for welded pipe support attachments not performed 
prior to fabrication Bergen-Patarson analysts identified 83 
supports requiring rev b rework. 

OERRETS, T.F Louisiana Power b Light Co 84/03/01 COLLINS, J T 
Raglan 4, Office of Director 3pp 22671 293 24X 

Flche. 90-382, 84/03/01. 8403190293 


B40319036B Second, Interim Blgnlficant Const Daftclency Rept 94 re 
chemical vol control lys heat tract tamp drift Corrective 
action b documentation review scheduled for completion by 
lata Mar 1984. Final rept will be submitted by 840406 
OERRETS. T F. Louisiana Power b Light Co 84/03/01 COLLINS, J T 
Region 4. Office of Director 2pp. 22673-200 24X 

Flcha: 90-382, 84/03/01. 8403190368 


8403170362 Final Significant Const Deficiency Rapt 83 re heat tracing 
design defects identified during hot functional testing 
Capacitors added to high temp cutout modules to prevent 
spurious or falsa tripping of device 

OERRETS, T F Louisiana Pouar b Light Co 84/03/03, COLLINS, J T 
Region 4. Office of Director Spp 23672 039. 24X 

Fiche: 90-382, 84/03/02, B403190263 


8403170290 Final Potentially Reportable Deficiency Rept 190 re problem 
u/alarm setpoints for low temp protection sys Initially 
reported on 840210, Condi t Ion not reportable per 
lOCFROO 99<a> 

OERRETS, T. F. Louisiana Power b Light Co 04/03/09 COLLINS, J.T 
Region 4, Office of Director. 2pp. 22671' 293 24X 

Flche: 90-382, 84/03/09, 8403190290 


8403200022 Interim Significant Const Daftclency Rept, Item 102 re 
failure to Install dowels b shear blocks on emergency 
feeduater pumps. Initially reported on 840216. Final rept 
•spseted by 840406 

OERRETB, T F Louisiana Power b Light Co 04/03/09 COLLINS, J.T 
Raglan 4, Office of Director. 3pp. 22698 390. 24X 

Fiche' 90-382,04/03/09, 8403200022. 


8403270099 Final Deficiency Rept 146 re A-470 bolts for framing above 
steam generators Initially reported on 840203 Condition 
determined not reportable per lOCFRSO S3(el 

OERRETS, T F Louisiana Power b Light Co 84/03/13 COLLINS, V T 
Region 4, Office of Director Spp 22766 336 24X 

Fiche 90-382,84/03/19,8403270093 


8403270040 First interim Significant Const Deficiency Rept 103 re 
RADFLEX wall penetrations Installed by BbD Insulation, Inc 
Insp procedures Initiated All RD-B seals installed in wall 
penetrations ulll bs Included In rept Ntxt rept by 840430 
OERRETS, T F Louisiana Power b Light Co 84/03/16 COLLINS, J T 
Region 4, Office of Director Spp 22767316 84X 

Flche 30-302, 04/03/16, 8403270040 


0403270161 Final rept of Significant Const Deficiency 98 re measuring 
b test Equipment progrem Evaluation process to detsrmlne 
impact of out-of-tolsranc a condition on safety-related 
testing completsd 

OERRETS, T F Louisiana Power b Light Co 04/03/16 COLLINS, J T 
Rsglon 4, Offlcs of Director Spp. 22769 162 24X 

Flche 30-382,04/03/16,8403270161 


U Congressional /Executive Correspondence 


8403140206 Responds to 840201 Itr rs economic penalties accruing from 
delays In achieving commercial operation Const Assessmsnt 
Taam conducting insp to determine if completed work In 
accord u/deslgn documents 

DIRCKSiM J Qfflct of the Executive Director for Operations 
84/03/06 TAUZIN. B House at Rep 4pp 22637 336 24X 

Fiche- 30-382, 84/03/06, 8403140206 


— 0403140208 Requests sarllest consideration of util licensing requests 
Delay will be at customers expense 

TAUZIN, B House of Rep 84/02/01 KENT.S Office of 
Congress 1 one! Affairs. 6pp 22637 360 24X Fiche 30-382, 

84/03/06, 0403140206 
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V Dperatqr Eiantl nations 


6403260194 Foruar-ds cotnpletsd oporatirg shift eiperience forms 
BARKHURSr. R P. Louisiana Pouer !• Light Co 64/03/82 DENTON. H 
Office of Nuclear Reactor Regulation. Director 8pp 82794 226 
a4X Flche 90-362.64/03/82,8403860154 


DOCKET 90-383 WATERFORD OENERATINO STATION. UNIT 4 
A Appltcatton/construct ion stage documenti tc corresponiJence 


8402010908 Provides updated status of rev to Wes t injhouse designed PWR 
Ecca actuation logic Westlnghousa plans completion of 
evaluation for lubniittal bg mfd-fiar 1?84 

MATTSON. ft J Division of Sgstems Integration (post 811009) 

84/01/83 EISENMUT. D Division of Licensing 2p p 22B44 007 24X 

Flche: 90-000.84/02/87, 8402070017 


DOCKET 50-387 BUfiQUEHANNA STEAM ELECTRIC STATION. UNIT 1 


E KRC Bafetg Evaluation Report CSERf. suppli tc correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Foriiiards App A documents App B 
document enttrelg yithheld (ref FOIA Exipiptlon 5) ftavieu of 
addl documents lubj to request continuing 

FELTON. J N Division of Rules and Records 64/02/13 ANDERSON, 8 I 
Oarveg, Schubert, Adams t, Barer 7pp 82963 824 84X 

Flche 90-000, 04/02/13,8403080179. 


—6003130793 Provides status of SER inputs & acceptance revleuii for DL ti 
CP applications Schadule should be met 

BURKErU C Effluent Treatment Sgstems Branch 80/02/06 
KREOER.W E Assistant Director for Bite Analysis Ip 88963 235 
a4X Fiche 90-000,64/02/13,8403060177 


F Security, medical, emergency 6 fire protection plans 


6403090809 Rev 4 to Emergency Plan Implementing Procedure EP— lP-045, 
'*Action Step Emergency Director OSC Coordinator T8C 
Coordinator," Including Rev 37 to table of contents, Rev 16 
to forms index 8< B4030B transmittal H/8402a7 Itr 

* Pennsylvania Power & Light Co 84/02/88 26pp. 22975 067 24X 

Flch* 30-307,64/08/20,6403070209 


8403090070 Revised emergentg plan Implementing procedures, tne lud Ing 
Rev 37 to table of contents, Rev 16 to forms index 6 Rev 4 to 
Procedure EP-IP-049 re PASS 14 7 ml gas sample W/04OS87 
transmittal Itr 

KILLER, 0 U Pennsylvania Power tc Light Co 84/02/27 SCftUENCERiA 
Licensing Branch 2 23pp 32490 017 *24X Fiche 30-387, 04/02/29, 

6403090090 


8403070831 Responds to 831026 Itr re Change B emended to security 
training & qualification plan 6 Changes N & O amended to 
physical security plan Changes consistent U/10CFR90 S4(p) t< 
acceptable 

MARTIN, T r Division of Engineering & Technical Programs 84/02/27 
KENVQN, D 0 Pennsylvania Pobier 4 Light Co 3pp 88371 844 84X 

Fiche 30-367,84/08/87,6403090231 


1403030116 Forwards proposed change to physical saeurlty plan ti 
proposed Amend 37 to License NPF-i4 Amend revises physical 
security plan t, License Condition 2 0 Plan change withheld 
(ref I0CFR3 7701 

CURTIS. N M Pennsylvania Power 4 Light Co 84/03/01 DENTON, H R 
Dfflce of Nuclear Reactor Regulation, Director 2pp 22489 159 
24X Flche 30-387, 84/03/01, 8403090116 


-B40'3050122 Application for proposed Amend 37 to License NPF-14 revising 
physical security plan 4 License Condition 8 D 
CURTIS, N If Pennsylvania Power 4 Light Co B4/0'3/0t Ip 
22489- 161 24X Fiche 50-387,84/03/01,8403050116 


03140276 Forwards evaluation of 830627 request for approval of Change 
P to physical security plan Change acceptable 
SCHWEHCERi A Licensing Branch S 84/03/02 CURTIS, N N 
Pennsylvania Power 4 Light Co 4pp 23639 329 24X 

Fiche 90-387,64/03/02,6403140296 


1403130020 Rev 3 to Emergency Plan Implementing Procedure EP~lP-043 W/ 
840308 transmittal 4 receipt form 

* Pennsylvanle Power 4 Light Co 84/03/07 SCHHENCEH, A NRC - No 
Detailed Affiliation Oiven 3pp 22619 104 24X 

Flche 50-387,84/03/07,6403130020 


8403190126 Revs to Emergency Plan Implsmentlng Procaduras EP-lP-OOl. 
EP-IP-002,EP-IP-003,EP-IP-006, EP-tP-007 4 EP-IP-OOB re 
emergency c lasslf lea t Ion, mg t notification 4 mg t 
responsibilities W/840309 Itr 

• Pennsylvania Power 4 Light Co 64/03/0? 8CHMENCER.A fftC - No 
Detailed Affiliation Given 79pp 28640 819 24X 

Flche 90-307,84/03/09,8403190186 


8403190243 Notification of 640418 workshop in King of PrussiaiPA to 
discuss lessons Isarned from recent App R fire protection 
safe shutdown insp 4 topics daicrlbsd in IE Info Notlcs 
84-09 Agenda for workshop encl 

MURLE7, T E Region 1, Office of Director 84/03/07 O'TOOLE. JD 
Consolidated Edison Co of New York, Inc 39pp 88672-068 S4X 
Flche 90-000,04/03/09,0403190843 


6403800878 Forwards Change C to security training 4 qualification plan 
Changes do not decrease safeguards ef f sctlvsniss 4 can ba 
made w/o prior Commission approval Change withheld 
(ref 10CFR73 81) 

KENYON, D D Pennsylvania Pouar 4 Light Co 64/03/12 MURUEY, T E. 
Region 1, Office of Director Ip 28696 176 84X 

Flche 90-367,64/03/12,6403800272 


6403170242 Rev 3 to Emergency Plan Implementation Procadura EP-IP-O02 
"Emtrgancy Mgt Notifications '* Table of contente, forms 
index 4 640313 transmittal Itr end 

e Pennsylvania Power 4 Light Co 04/03/13 SCHWENCEfi.A NRC - No 
Detelled Affllletlan Given 7epp 22671-213 84X 

Fiche 90-367,64/03/13,6403190848 


0403200103 Clariflee cover Itr to Rev 7 to emergency plan <PLA~1940) 
Details provided for manning emergency operation facility 
(EOF) 4 activation of backup EOF Unit 8 fuel load echeduled 
for 640326 Expeditious approval raquested 

CUHTISi N M Pennsylvania Power 4 Light Co 84/03/13 SCKNENCER.A 
Licensing Branch 8 3pp 22699 096 24X Flche 90-307. 64/03/13. 

6403800103 


8403200290 Notifies of issuance of Changes P.O 4 R to physical saeurlty 
plan Ambiguities in vital equipment list noted in Change P 
corrected in Changes Q 4 R 

KENYON, B D Pennsylvania Power 4 Light Co 04/03/13 MURLEY, T E 
Region 1, Office of Director Ip 22691 113 24X 

Fiche 90-367,84/03/13,0403200890 


6403170238 Updates schedules for completing safety parameter display 
sys, emergency operating procedures 4 emergincy facilities, 
per Generic Ltr 68-33 Updated emergency procedures will be 
imp lamented in Dec 1769 

CURTIS. N U Pennsylvania Power 4 Light Co 84/03/14 8CHUENCER, A 
Licensing Branch 2 2pp 22672 032 24X Flche 90-387,64/03/14, 

6403190232 


6403170346 Advises that Commonwealth of PA will not participate in utlt 
emergency exercise during CY84idue to Involvemsnt w/other 
fixed nuclear facilities State will participate In GYG9 
exercise 

TAYLOR, O P Penney 1 vania. Commonwealth of, 84/03/19. CRUTCHFIELD 
Operating Reactors Branch 5 Ip 22673 199 24X 

Fiche 90-367,84/03/19,8403170346 


8403230180 Notifies that State of PA eligible for biennial frequency 
for participation In radiological emergency preparedness 
exercise Change from annual exsreiss requirsment would ba 
supported if requested by util 

KRIMMiR N Federal Emergency Management Agency 84/03/19 
JORDAN, E L Division of Emergsney Preparednsss 4 Enginssrlng 
Responsa (Post 030103) Ip 82730 336 24X Fiche 90-387,84/03/19. 

6403230120 


I Financial Information 


8403270179 Annual Financial Rapt 1983 U/840322 ltr 

CAMPBELL, R K , CURTIS, N U Pennsylvania Powtr 4 Light Co 83/12/31 
DENTON. K R Qffics of Nuclear Reactor Rsgulation. Dlractar. 93pp 
22771 049 24X Ficha 90-387,83/18/31,8403270199 


J Insurance 4 Indemnity Information 


8403060437 Provides prsssnt lave I of onslts proparty damagt insuranct 
for facilitiss 

CURTIS, N H Pennsylvania Power 4 Light Co 84/08/89 SALTZMAN, J D 
Assistant Director for State 4 Licensee Relations ip. 22918 222 
24X Flche 90-387,84/02/29,8403060437 
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K Utilitg Final 9af«tg Analgtls Report (FSRR) (c amenifs 


B403310073 Forwardi Amend S6 to application for Clast 103 0L< const sting 
of Bov 34 to FBAH 

CURTISiN M Pannsglvanla Pouar << Light Co 84/03/0? SCHllENCER.A 
Lleonelng Branch 3 6pp 33702 278 34X Fiehe 30-387.84/03/09, 

0403310073 


—0403310081 Amend Si. to application for Class 103 OL, const s ting of Rev 
34 to FSAR 

CURTia.N W Pennsylvania Power ti Light Co 04/03/09 Ip 
33702 383 24X Fiehe 80-387,84/03/09,8403210072 


—0403310090 Rev 34 to FSAR Twenty-eight overiiied drawings end Drawings 
available in PDR 

• Pennsylvania Power <• Light Co 84/03/29 760pp 33702 304 

24X Fithe 80-387,84/03/09.8403310073 


P Operating license stage doeumenti li correspondence 


8403010394 Notification of 840323 meeting u/util in Bathesda,M0 to 
discuss proposed changes to standby gas treatment sys Tech 
Specs 

PERCHfR Lleeniing Branch 3 84/02/21 SCHWENCERiA Licensing 

Branch 3. 3pp 33449 35d> 34)i Fiehe SO-387. 84/03/31, 8403010394 


0403020329 Responds to rsiiusst for schedule for completion of Reg Guide 
1,97 reiiuirements Exceptions to 811113 ttr re equipment 
replacement will be addressed in Hay 1984, in response to 
Oeneric Ltr 02-33 

CURTIB, N M Pennsylvania Powar (< Light Co. 84/03/29 BCHHENCER.A 
Uicaneing Branch 2 tp 22439 207 24X Flcht 80-307,84/02/29, 

040303032? 


0403080108 Forwards rivlssd response to Oeneric Ltr 83-28, “Required 
Aetloni Based on Oeneric Implications of Salem ATMS Events," 
reflecting updetes to Items 1 2 2, 3 l,S23(t4 S 

CURTIS, N N Pennsylvania Power t< Light Co 84/03/01 EISENHUT, 0 0 
Division of Licensing 61pp 22409 342 34X Fiehe 30-387, 

84/03/01.8403090108 


B403080ilA Forwards proposed change to physical security plan t, 
proposed Amend 37 to License NPF-14 Amend revises physical 
security plan ti License Condition 2 D Plan change withheld 
(ref J0CFR2 7901 

CURTIB, N.U Pennsylvania Powar I, Light Co 84/03/01 DENTON, H R 
Cffiee of Nucltar Reactor Regulation, Director 3pp 22469 189 
24X Plcha. 80-387, 84/03/01 , 84030901 1& 


—8403090122 Application for proposed Amend 37 to License NPF-14 revising 
physical security plan t, Lleenst Condition 2 D 
CURTIS, N N Pennsylvania Power fc Light Co 84/03/01 Ip 
22489 ld>t 34X Fiehe 90-387.84/03/01,8403090116 


8403190332 Notification of 840312 meeting w/util in Oethesda.MD to 
diecuas NRC evaluation of detailed control room design 
rsvisui rept 

PERCH. R L Ltcinsing Branch 3 84/03/08 BCHNENCER.A Licensing 

Branch 2 3pp 22648 360 24X Fiehe 90-387,84/03/09,8403180233 


8403130111 Informs that util will provide supplemental rept to detailed 
control room design review summary rspt by 840301, containing 
implamentation schedule for resolution of outstanding 

issues 

CURTIS, N M Pennsylvania Power «, Light Co 84/03/00, SCHUENCER.A 
Lleanslng Branch 3 Ip 23618 391 34X Fiehe 90-387,84/03/08, 

8403130111. 


8403210072 Forwards Amind 86 to application for Class 103 OL, consisting 
of Rev 34 to FSAR, 

CURTIS, N.W Pennsylvania Power «i Light Co. 84/03/09 eCHMENCER, A 
Licensing Branch 2 6pp 32702 278 24X Fichs 80-387,84/03/09, 

8403310072 


— 8403310081 Amend 96 to application for date 103 OL, cons Istlng of Rev 
34 to FSAR 

CURTIS, N W Pennsylvania Power i< Light Co 84/03/09 Ip 
22702 .283 24X F i c h a . 80-387, 84/03/09, 840321 0072 


8403190070 Responds to 831830 requests for response to items identified 
In COLO technical evaluation rapt on conformance to Reg 
Ouldt 1 97 8 comments on any assumptions that surpass util 
B11113 submittal 

CURTIS, N U. Pinnsylvania Power t, Light Co 84/03/13 SCHNENCER.A 
Licensing Branch S Bpp. 33643 183 S4X Fiehe 80-387,84/03/13, 
04031 90070 


8403190279 Oeneric Ltr 84-07 to all licensees of BHRs re procedural 
gutdanca for pipa replacement at BNRs Sve list end 
EISENHUT.D 0. Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp. 23833.384 34X Fiehe 90-000, 04/03/14, 8403190278 


04O319O37S Forwards proprietary "Analysis of Feedwater Containment 
Isolation Valves Following Postulated Pipe Rupture," in 
response to NRC 830031 request for addl info Affidavit one 1 
Rept withheld {ref 10CFR2 790) 

CURTIB, N M Pennsylvania Powar fc Light Co 04/03/13 8CHWENCEH, A 
Licensing Branch 2 4pp 22674 003 24X Fiehe 50-307,84/03/18, 

8403190395 


8403S00093 Requests that further action on DUR core thermal hydraulic 
stability be deferred, due to lack of time to review new 
info presented at 04O3OB meeting w/NRC 

CURTIS, N W Pennsylvania Power 8, Light Co 04/03/18 8CHWEMCER, A 
Licensing Branch 2 ip 23699 147 34X Fiehe 30-387,84/03/19. 

B40 3200093 


8403280102 Forwards revs to FSAR Chapters 6, 7 t< IB Revs update 
containment isolation provisions for facilities t< will be 
incorporated in annual FSAR update In Uul 1984 

CURTIB, N W Pennsylvania Power & Light Co 04/03/16 SCHWENCER.A 
Licensing Branch 3 9Spp 2271S 104 24X Fiehe 90-307,84/03/16, 

8403230103 


0403220137 Rev 3 t* Procedure EP-lP-046, "PASS I od Ine/Partlc ulate 
Sample “ W/840319 transmittal ltr 

a Pennsylvania Power fc Light Co. 84/03/16 BCHWENCER, A NRC - No 
Detailed Affiliation Olven 3pp 22716 002 24 X 

Fiehe 50-387.84/03/16,6403320137 


8 Inspection leports, IE Bulletins L correspondence 


8403070240 Forwards lE Insp Ropts 90-387/84-06 «< 50-388/84-05 on 
040184—27 Mo violations noted 

MARTIN, T T Division of Engineering 1 Technical Programs 04/02/17 
KEMYON.B 0 Pennsylvania Power *, Light Co 2pp 22547' 310 24X 

Fiehe 90-337,84/02/17,8403070240 


—8403070242 IE Insp Repts 50-387/84-06 & 50-380/84-09 on 840124-27 No 
violation noted Major areas Inspected licensee action in 
closing electrical Insp rapt findings 

FINKEL.A . ANDERBON, C J Region I, Office of Director, B4/02/I6 
5pp 22547320 24X Fiehe 50-387,84/02/17.8403070240 


0403070301 Forwards IE Insp Rspts 90-387/84-02 it 30-380/84-02 on 
840116-20 No violations observed Steps taken bo correct 
violation noted in B30B37 ltr verified 

MARTIN, T T Division of Erglnoerlng & Technical Programs 84/02/21 
KENYON, D D Pennsylvania Power & Light Co 2pp 22946 342 24X 

Fiehe 50-307,64/02/21,0403070301 


—0403070306 IE Insp Repts 50-307/84-02 S, 90-380/84-02 on 840116-20 No 
violations Identified Major areas Inspected radiation 
protection program t< pr eop erat 1 ona 1 tes ting , inc 1 udi ng 
licensee action on previous finding L training 
NIMITZ.R L , SHANBAKY.M M Region 1, Office of Director 
04/02/13 lOpp 22546 344 24X Fiehe 90-307,04/02/21,0403070301 


8403060175 Responds to IE Oultebin 83-08 Circuit breakers U/ 
undervoltage trip attachments not used in safety-related 
applications in Unit 1 Sufaj attachments installed in Unit 2 
will be removed from safety -related applications 

CURTIS, N H Pennsylvania Power «< Light Co 84/02/87 HURLEY, T E 
Region 1, Office of Oireetdr 2 fp 22S1S 267 24X 

Flcho. 90-337. 04/02/27, 0403060175 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits t. Annunciation " Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness tc Englnesring 
Response {Post 030103) 84/02/20 Consolidated Edison Co of New' 

York, Inc I15pp 22909 239 84 X Fiehe 50-000, Q4/O2/20, 8401 1 90072 


0402090007 IE Info Notice 04-14, "HigliUghts of Recent Transport 
Regulatory Revs by DOT (■ NRC Sve list end 

©RACE, J N Division of <JA, Safeguards 1, Inspection Programs iPost 
8301039 84/03/02 Consolidated Edison Co of New Yorli, Ine 

I30pp 22552 329 24X Fiehe 50-000,04/03/02.8402090007. 


0402090000 IE Info Notice 84-16, "Failure of Automatic Sprinlder Bye 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc I22pp 2299 3 09 8 24X Fiehe 90-000. B4/03/02. B4OSO9DOO0 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releases ■" 
Bve list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) S4/03/O2 Consolidated Edison Co of Now 

York, Inc U9pp 22993 217 24X Fiehe 90-000.04/03/02,8402090009 
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84oa0900Jl IE Info Notice B4~I7. “Problami w/Ulquld Nitrogen tooling 
Conponenti Oalou Nil Ductility Tsnp " Svc liat end 
JORDANi E L Division of Erntrgsncg PrepOreOnc ss & Engtnsaring 
Responar (Pest 830103) 84/03/03- tonso 1 1 ifotei Edison Co of Meie 

Vori. Inc iirpp 22953 338 SAX FI the 90-000. 84/03/08, 8402090011 


0403090024 IE Info Netic* 84-09, Rev 1, "Lessoni Learntd From Intpt of 
Fire Protoetioi) Safe Shutdeun Bys. ■' Sve list end 
JOROAN.E L Division of Emergency Preperedneas (< Engineering 
Response (Post 630103) S4/03/07 Consolidated Edison Co of Neu 

Vert, Inc liepp 32835 049 24X Flehe 90-000,84/03/07,8402090034 


8402090028 IE Info Netlce B4-1S. ''Stress Corrosion Cracking In PHR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/03/07 Consolidated Edison to of Nets 

Vort, Inc llSpp 22984 188 34X Ficlie 90-000,84/03/07.6402090028 


6403150093 Forwards IE Insp Rept 90-387/84-11 Enforcement conference 
scheduled for 8403J3 to discuss i noperabili t y of KPCI b RC It 
sys on 640128 resulting in overflou of condensate storage 
tank 

STAROSTECKI.R Division of Project 8 Resident Programs 64/03/08 
KENVON. f D Pennsylvania Pouer (c Llgfit Co 2pp 22641 019 24X 

Fiche 90-387.64/03/08.8403190093 


—8403190080 IE Insp Bept 90-387/04-11 on 840221-24 Major areas 
inspected sys lineup problems resulting in KPCI sys b RCIC 
syt inoperability 

PLISCO.L . COWOILL. C . JACOBS. R Region 1. Office of Director 
84/03/08 6pp. 22841 017 24X pi c he. &-0-3e7> 84/03/08. 84031 90033 


8402090031 IE Bulletin 84-02, "Fei lures of OE Type HFA Relays in Use in 
Class IE Safety Bys ” Svc list end. 

DEVOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York, Inc 

134pp. 22823 094 24X Fiche -90-000.84/03/12,8402090031 


8403190380 Aek receipt of 04O22S Itr informing NRC of steps taken to 
-correct violations noted in IE Insp Repts S0-387/B3-3I b 
90-303/83-31 

liARTlN, T T Division o-f Engineering b Technical Pragrams 84/03/13 
KENV0N.B D Pennsylvania Power b Light Co ip 22873 312 24X 

Fiche 90-387,64/03/13.8403190360. 


—8403190388 Responds to MAC 840127 Itr re violations noted in IE Insp 
Repts 90-387/83-31 & 50-300/83-31 Corrective actions status 
repts for Nonconformance Repts 33-779 & 33-1190 received by 
QC supervisor on 340201 b 0131, respectively 

KENYON.D D Pennsylvania Power b Light Co 84/02/25 MARTIN. T T 
Division of Engineering b Technical Programs 3pp 22873 313 
a4X Fiche 50-387,84/03/13,0403190380 


8403220128 Act receipt of 840225 Itr informing NRC of steps teken to 
correct violations noted In IE Insp Repts 50-387/83-30 b 
5 0-386/ 83-25 

MARTIN. T T Division of Engineering fc Technical Programs 34/03/13 
KENVON.a D Pennsylvania Power b Light Co Ip 22718 014 24X 

Fiche. 90-387.84/03/13. 8403220126 


—6403220135 Responds to MAC 840128 Itr re violations no-tad In IE Insp 
Repts 50-387/03-30 fc 50-388/83-25 Corrective actions 
Temporary Setpoint Changes 62-0a6T & 82-029T made into 
permanent setpoint changes 

KENYON, g D Pa-nnsylvania Power b Light Co 84/02/29 MARTIN, T T 
Division of Engineering b Technical Programs 4pp 22716-019 
24X Fiche 50-367.34/03/13.8403220128 


8403290118 Forwards IE Insp Repts 50-387/04-05 b 50-386/04-08 an 
040130-0203 b notice of violation 

MARTIN. T T. Division of Engineering b Taehnlcal Programs 84/03/13 
KENYON. B D Pennsylvania Power b Light Co 2pp 22808 292. 24X 

Fiche 50-387, 84/03/ 13, B4032901 18 


—0403290119 Notice of violation from Insp on 840130-0203 

• Region I. Office of Director. B4/03/13 Ip 22808 294 , 24X 

Fiche 50-367. 84/03/13. B4032901 18 


—8403290120 IE Imp Repts 50-387/84-05 b 50-366/04-06 on 840130-0203 
Noncompl lance noted failure to follow QC procedure for 
radiochemistry to determine instrument operating voltage 
KOTTAN.J J , ZID0LSKY.N , KOOAN, R Region 1. Office of Director 
04/03/07 8pp. 22008 299. 24X Fiche 90-307,04/03/13,8403890116 


0403290140 Forwards IE Insp Repts 90-367/83-29 b 90-386/83-38 on 
831217-840130 b notices of violation b deviation, Uncorr acted 
repetitive trips of standby gas treatment fans during Unit 2 
Cold Functional Test P200 18 noted 

STAROSTECKI.R Division of Project b Resident Programs 64/03/14 
KENYON. B D Pennsylvania power b Light Co 2pp. 22008 011 24X 

Fiche, 90-387.64/03/14. 6403290140 


—8403290142 Notice of violation from insp on 831219-640130 

# Region 1. Office of Director 84/03/14 Ip 22606 013. S4X 
Fiche 50-307,64/03/14.8403290140 


—840329014? Notice of dovtation from insp on B312I9-B4Q130 

u Raglan 1. Office of Director 84/03/14 Ip 22806 014 34X 

Fiche 50-387,64/03/14.6403290140 


—6403290155 IE Insp Repts 90-387/83-29 b 50-388/03-32 on 83 IS 17-840130 
Violation Identified conditions adverse to quality not 
promptly identified b corrected Deviation identified failure 
to meet FSAR commitment for automatic depressur 1 lation sys 
JACOBS.R , PLISCO.L Region 1. Office of Director MCCABE. E C 

Division of Project b Resident Programs 84/02/24 Sipp, 

22606 019 2AX Fi che , 50-387, 04/03/14. 6409290140 


8403220033 Act receipt of 840301 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-367/83-23 
STAROSTECKl, R Division of Project b Resident Programs. 84/03/15 
KENVON.A 0 Pennsylvania Power b Light Co Ip 22712 329 2«X 

Fiche 90-367.64/03/19,8403220039 


— 6409220041 Responds to NRC 040104 Itr re violations noted In IE Imp 
Rept 90-307/63-23 Corrective actions total responsibility 
assumed for dtsign change process b pragram for procaitlng 
FSAR change regussts adopted 

KENYON. B D Pennsylvania Power b Light Co 84/03/01 
STAROSTECKI. R Division of Project b Resident Programs 3pp 
22712 326 24X Fiche 50-367,64/03/19,8403220033 


8403220069 Completes response to IE Bulletin 83-07. "Apparently 
Fraudulent Products Sold by Ray Miller. Inc" b two suppls 
No Ray Miller. Inc matl installed Nuclear Energy Svc. Inc 
supplied ultrasonic callbr blocks 

CURTIS.N H Pennsylvania Power b Light Co 84/03/16 MURLEY, T.E. 
Region 1. Office of Director 9pp 22712 299 24X 

Fiche SO-307, 84 /OS/ 1 6, 6403220069. 


6402090043 IE Info Notice 84-19. "Two Events involving Unauthorized 
Entries into PHR Reactor Cavities " Svc list cncl. 

JORDAN. E L Division of Emergency Preparedness b Englnterlng 
Response (Post 890103) 64/03/21 Consolidated Edison Co, pf Nsu 

Vort. Inc 123pp 22829 229 24X Fiche 90-000.84/03/21.8402090043 


6402090044 IE Info Notice 84-20. ”8vc Life of Relays in Safety-Re latli 
Sys " Svc lilt end 

JORDAN. E L Division Of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Htu 

York, Inc laSpp 22733 001 24X Fiche 50-000.04/03/21.8402070044 


8403300063 Ack receipt of 840309 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-387/83-27 b 
30-303/83-26 

MARTIN. T T Division of Engineering b Technical Programs 94/09/Sl 
KENYON, 0 D Pennsylvania Power & Light Co 2pp 22821 266 24X 

Fiche 90-387,84/03/21.8403300063 


— 8403300069 Responds to NRC 840208 Itr ri Violations noted In IE Imp 
Repts 90-387/83-27 b 90-386/03-26 Corrective actions min 
requirements for setisfactory callbr of monitor established 
b added as acceptance criteria to surveillance procedure. 

KENYON, S 0. Pennsylvania Power b Light Co 84/03/09 MARTIN. T T 
Division of Engineering b Technical Programs 3pp 22621.200 
24X Fiche 90-387.04/03/21.8403300063 


R Periodic operating reports b related corraspandance 


8409130099 ''Semiannual Effluent b Waste Disposal Rept.Jul-Dec 19B3. " 
W/e4030i Itr 

WIDNER.T E . KENYON. B D , DOTY.R L Pennsylvania Power b Light Ce 
83/12/31 HURLEY, T E Region 1. Office of Director ISJpp 
22601 119 24X Fiche 90-387.83/12/31,8403130099 


8403210112 "Annual Personnel Ezpoture Rept for CVS3 w/8402a9 »tr 
KENVDN. fi 0 Pennsylvania Pouer b Light Ce 63/12/31 HURLEY. T. B. 
Region 1. Office of Director. 2pp. 22705 060 24X 

Fiche. 90-307, 03/12/31, 0403210112 


0403020036 Monthly operating rept for Jan 1984 W/e40214 Ur. 
KUCZYNSKI.L A , KENYON, B D Pennsylvania Power b Light Co 
04/01/31 BEEBE. N R Menagement Information Branch 9pp 
22442 25? 24 X Fiche 90-387,04/01/31,0403020036 


8403300147 Monthly operating rept for Feb 1984 W/840313 Itr 
KUCZYNBKI.L A,. KENYON, B D Pennsylvania Power b Light Co. 
84/02/29 BEEBEiM, R Management Informetion Branch. 6pp 
22020- 077 24X Fictie 90-387,84/02/29,8403300147 



DOCKETED ITEMS 


269 


0403090332 NPDEB nontompl lanes notification fsuags trsatmont plant 
□utfall 079 failsd to nast rs^ulrsd 89X riduction in total 
suspsndtd solids for Jan 19S4 

FIELJIB. J 8 Psnnsglvanla Powsr (< Light Co 84/03/0&. 
Psnnsglvanlaa Coaaonusalth ofi Zpp 23972 213 24X 

F 1 eh a . S0'-387. 84/03/06. 8403090232 


— 8403090239 “NPDCS Dischargs Monitoring Rspt for Jan 1984 “ 

a PsnilsylvanU Powsr l< Light Co 84/03/01 9pp 2S872 219 34X 

rich t 90-387. 84/03/06. 8403090332 


B Raportabls occurrancai. LERs & rilatsd corrttpondance 


8403020293 LER 84-002-01 on 840106. smsrgsncy tve watar B1 spray rltart 
would not pump down dua to spray natwork inlat valva lasting 
past saat Caussd by minimal thraad angagamant batwaan 
distribution arm coupling 1. riiar nlpp la. 14/840228 Itr 
KUCZrNSKlfL A.. KEI6ER.H U. Pannsylvania Powsr «( Light Co 
04/02/28 4pp 22440 103. 24X Ficha 90-387.84/02/28.8403020293 


B403020319 Updatad LER 83-16B/03X-1 on 831209. mlcroprocsssor analyiing 
flow rata data failad tc word normal prlntad for channtl 
output during aacfc daily survslllanca lilcroprocassor 
raplacad W/S4022a Itr 

UILKB. B L, > KEISER.H H Pannsylvania Powar li Light Co 84/02/28 
4pp 22439-201 24X Flcho. 90-387. 84/02/28. 8403020319. 


0403060108 no carbon dloildo firs supprossion sys daclarad inoporabla. 
duo to dasign dtf ic iancy. Flra watch posted b mod Inltlatad 
to raaiova enough panatratlon seats to permit proper carbon 
dludd# dischargs 

KEISER.H U. Pannsylvania Powar ti Light Co 84/03/01, Record 

BarVlcas Branch (Document Control Desk I ip 22906 181. 24X 
FlcJia: 90-307. 84/03/01. 8403060108. 


S 40 3060293 LER 84-007-00- on 840202. s hoar valva axploalva cartrldga 
unaipsctadly firsd during aurvalllanea tasting, shasrlng 
transvarslng In-eora proba datactor cabla Causa unknown. Naw 
datactoT b cabla installad Proesdura changad 14/840302 Itr 
UlLKSiB. L . KEISER.H H Pannsylvania Powsr b Light Co 84/03/02 
3pp 22919.191. 24X Ficha. 90-387. 84/03/02. 8403060293 


9403090224 PN0-l-a4-022 on 840303. raac tor scrammod from 74X powsr. 
Cauaad by fast cloaurs of main turblna control valve during 
aurvalllanea on hydraulic datactor Suspact ralays In 
datactor tsst Instrumantatlon raplacad 

JACOBS. R . KELLY. E Rag Ion 1. Of fie a of Olroctor 84/03/09. Ip 
22979 077. 24X Ficha 90-387.84/03/09.0403090224, 


3403090232 NPDE8 noncomp 1 lanes notification. sawaga traatmant plant 
Outfall 079 failad to matt raquirad B9X raductlon In total 
suspandad solids for Jan 1984 

FIELPSf J. 8. Pannsylvania Power b Llglvt Co,, 84/03/06 
Pannsylvania. Conmanwsalth of. 2pp 22972*213 24X 

Ficha: 90-387. 84/03/06. 8403090233 


~B403090239 "NPDES Dischargs Monitoring Rapt for Jan 1984." 

a Pannsylvania Powar b Light Co 84/03/01 9pp 22972-219. 24X 

Ficha: 90-387. 84/03/06. 8403090332. 


403140011 LER 84-008-00.06 840209. during outage RKR sasl water coolart 
dlscevarod imprpparly dastgnad Cootara raplacad Taladyns 
Englnaarlng Sve conducting Indspandant ravlsw. W/840309 Itr 
HOOO.D. C. ( KEISER.H. U Pannsylvania powar b Light Co 84/03/09, 

3pp 22633-226. 24X Ficha. 90-387. 84/03/09. 8403140011. 


403140016 Updatad LER 83-164/OlX-l * on 831221. tost results Indicated 
that 3— way clamps on control rod drive Insert b withdrawal 
llnas stay not bo able to withstand worst case axial water 
haawssr loade Plent mods completed W/840309 Itr. 

WaOD.D, C. < KEISER.H.W. Pennsylvania Power b Light Co 84/03/09, 
NURLEV. T. E. Region 1, Office of Director 3pp. 22633:232. 24X 

FI eh S' 90-387. 84/03/09, 6403140018. 


103160199 Special rspt. firs barrier damper inoperable longer than Tech 
Spec limits. Caused by damper being physically blocked open. 

ITo4 performed to install access hatch In ductwork Oampsr 

re«at. 

KEISER.H H. Pennsylvania Power b Light Go 84/03/12. Record 

Bervlces Branch (Document Control Dask), Ip 22699.390 24X 

Ficha; 90-387. 84/03/ 1 2. 8403 1 60 1 99. 


03260236 LER 84-009-00 on 840221. during restart. HPCl stsam supply 
line pressure indicator did not respond to warm up b reactor 
pressure exceeded 190 psig. Checkoff list b operating 
ppoeedure ravlaad. W/a40320 Itr 

MOOD.D C. > KEISER.H. W pennayivanie Power b Light Co. B4/03/20 
3pp. 22796:083. 24X Ficha: 90-387. 84/03/20. 8403360236 


DOCKET 90-368 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 2 


A App 1 ication/constructl on stage documents b correipondanca 


B4030102S4 Notification of B40222 meeting ui/utll In Bethaida.MD to 
dltcusi proposed changes to standby gas treatment sys Tech 
Specs 

PERCH. R Licensing Branch 2 84/02/21 SCHWEMCER.A Licaniing 

Branch 2 3pp 22449 396 24X Ficha 90-387. 84/02/21. 8403010294 


8403020329 Raaponds to request for schedule for complttlon of Rag Ouide 
1 97 raqulraments Exceptions to 811113 Itr ro equipment 
replacement will be addressed in May 1984. In response to 
Oonorlc Ltr 82-33 

CURTIS. N W Pennsylvania Power b Light Co 84/02/29 BCHWENCER. A 
Liconslng Branch 2 Ip 22439 307 24X Ftche 90-387,84/02/29. 

8403020329 


8403090106 Forwarda revised response to Oeneric Ltr 83-28. "Required 
Actions Based on Oeneric Implications of Balem ATW8 Events." 
raflacting opdates to Items 1 2 2,2 1,2 2 2 b 4 9 

CURTIS, N W Pennsylvania Power b Light Co 84/03/01 EI8ENHUT, D 0 
Division of Licensing 61pp 22489 242 24X Flche 90-387, 

84/03/01, 8403090108 


6403190321 Notification of 840306 moating w/util In Luierni County, PA 
to perform site visit re readiness of facility for 
1 Icanalng, 

PERCH.R L Llcanalng Branch 2. 84/03/01 BCHWENCEN.A Licensing 

Branch 2 4pp 22649 299 24X Ficha- S0-3B8. 84/03/01. 8403190321 


8403190232 Notification of 840318 masting w/uttl In Bethaada.MD to 
discuss NRC evaluation of detailed control room design 
review rapt 

PERCH.R. L Licensing Branch 2 84/03/09 BCHWENCER. A. Utcanalng 

Branch 2 3pp 22648 360 24X Ficha 90-387,84/03/09,8403190232 


8403190268 Requests review of and final draft Tech Specs b amend to 
application confirming that draft accurately reflects plant. 

FSAR b 8ER analysas Results should bs submitted under oath 
or af f Irmatlon. W/o end 

EIBENHUr.DO Division of Licensing B4/03/OS CtRTIB, N M 
Pennsylvania Power b Light Co. 2pp 22648 283 24X 

Ft cho- 90-388, 84/03/09. 8403190268 


8403120026 Forwards "Reactor Containment Bldg Integrated Leakage Rate 
Test, Unit 2.Flnal Rspt. ■■ 

KENYON. B, D Pennsylvania Power b Light Co 04/03/07. Office of 
Nuclear Reactor Regulation. Director Ip 22990 227 24X 

Ficha: 30-388, 84/03/07, 8403120026. 


— 8403120030 "Reactor Containment Bldg Integrated Leakage Rate Test. Unit 
2, Fine I Rapt 

a Bechtel Carp 83/11/30. 96pp 23990-228 24X 

Flche. 90-368, 84/03/07,0403120026. 


8403130111 Informs that util will provide supplemental rept to detailed 
control room design review summary rspt by 640301 , containing 
implementation schedule for resolution of outstanding 

issues 

CURTIS. N W Pennsylvania Power b Light Co 84/03/08 SCHUENCER.A 
Llconelng Branch 2 Ip 22619.291. 24X Flche 90-387,64/03/08. 

8403130111 


8403210072 Forwards Amend 96 to application for Class 103 OL. consisting 
of Rav 34 to FBAR. 

CURTI8.N U. Pennsylvania Power b Light Co 84/03/09 BCHWENCER, A 
Licensing Branch 2. 6pp 22703-278 24X Flche 9 0-3e7i 84/03/09, 

8403210072. 


— 8403210031 Amend 96 to application for Class 103 DL, cons is ting of Rev 
34 to FSAR 

CURTIS, N M Pennsylvania Powar b Light Co 84/03/09 Ip 
22702 283 24X Ficha. 90-307, 84/03/09, 8403210072 


6403190070 Responds to 831230 requests for response to Items Idantiflsd 
in EObO technical evaluation rapt on conformant o to Reg 
Ouide 1 97 b comments on any assumptions that surpass util 
811113 submittal. 

CURTIS. M W Pannsylvania Power b Light Co 84/03/13 SCKHENCER, A 
Licensing Branch 2. Opp 22643.183 24X Ficha 90-387.84/03/13, 

B403190070 


84031'?0399 Forwards proprietary "Analysis of Femdwater Containment 
Isolation Valves Following Postulated Pipe Rupture. " In 
rasponit to NRC B30831 request for addl Info Affidavit sncl. 

Ropt withheld (ref tOCFR2. 790). 

CURTIS, N W Pennsylvania Powsr fc Light Co 04/03/19 SCHMENCEH.A 
Licensing Branch 2. 4pp, 22674:089 24X Flchm S0-3B7. 84/03/19, 

8403190399 
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Q40320000& Documents <1 i scus i i ans u/R P«rch T< statvt df dynamic 
qu&Il>rication of liftad 1 1 am«< Includ I119 V<alcor control rod 
drive isoienoid valve* S< conden-sate itorage tank 

CVRTI64 N M Pennsylvania Pouer U Light Co 84/03/13 8CHWENCER>A 
Licensing Branch S 2pp 22689 207 24X Flche 50-3G3i B4 /03/ 1 9. 

8403200006 


84<}3200D'?3 Requests that further action on OUR cor* thermal hydraulic 
itablllty be deferredi due to lack of time to revleu n«u 
Info presented at B4O308 meeting u/NRC 

CURTIS. If U Pennsylvania Power 8. Light Co 04/03/13 BCHWENCER. A 
Licensing Branch 2 Ip 22699 147 24X Fi che: 50-387. 84/03/13. 

8403200073 


8403220040 Notifies df const completion ti assurance that plant conforms 
u/tfesign Intent 8. regulatory requirements Comprehensive OA 
program in place thrO'Ugh-out life of project Util has not 
allowed contractor to function independently 

CURTIS. N U Pennsylvania Power t. Light Co 84/03/16 DENTON. H R 
Office of Nucleer Reactor Regulation. Otrector. 2pp 32712 144 
24X Fiche 90-388. 84/03/16. 3403220040. 


8403220102 Forwards revs to FBAR Chapters 6. 7 b IB Revs update 
containment isolation provisions for facilities b will be 
incorporated in annual FSAR update in Jul 1984 

CURTIS. N U Pennsylvania Power b Light Co 84/03/16 8CHUENCER.A 
Licensing Branch 2 95pp 22713 104 24X Flchs 50-387.84/03/16, 

B 403220 102 


0403140296 Forwards evaluation of 030627 raquest for approval of Chtngt 
P to phyfical sacurity plan Change acceptable 
8CHUENCER. A Licensing Branch 2 84/03/02 CURTIS, N U 

Pennsylvania Power & Light Co 4pp 22639 329 24X 

Fiche 30-387.84/03/02,8403140296 


8403130126 Revs to Emergency Plan Implementing Procedures EP-JP-OOl. 
EP-JP~002. EP-lP-OOa.EP-IP~006. EP-IP-007 b EP-IP-OOB re 
emergency classlf Icat ion. mgt notification b mgt 
responsibilities 41/040309 Itr 

e Pennsylvania Power b Light Co 84/03/09 SCHMENCER, A NRC - No 
Detailed Affiliation Given 99pp 22640 219 24X 

Fiche 30-387.84/03/09,8403130126 


8403190243 Notification of 840418 Workshop in King of PrusSia.PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown Insp b topics described In IE Info Notice 
84-09 Agenda for workshop end 

HURLEY, T E Region 1. Office of Director 84/03/09 O'TOOLE.JD 
Consolidated Edison Co of New York, tnc 39pp 22672 062 24X 

Fiche 30-000.84/03/09.8403190243 


0403190242 Rev 3 to Emergency Plan Implementation Procedure EP-lP-002 
"Emergency Mgt Notifications " Table of contents, forms 
Indei b 840313 transmittal Itr end 

* Pennsylvania Power b Light Co 84/03/13 SCHMENCER, A NRC - Ho 
Detailed Affiliation Given 78pp 22671 213 24X 

Fiche 30-387.84/03/13,8403190242 


8403260305 Forwards draft NURE0-1042> "Tech Specs. Susquehanna Steam 
Electric Station “ 

CURTIS. N U Pennsylvania Power b Light Co B4/03/20 OENTON. H R 
-Office of Nuclear Reactor Regulation. Director 4B0pp 22733 198 
24X Fiche 50-389.84/03/20.8403260309 


E NRC Safety Evaluation Report (SERJ. suppls b correspondence 


6403080179 Fourth partial response to FOIA request for sis categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld iref FOIA Exemption 5) Review of 
addi do-cuoients subj to request continuing 

FELTON. U M Division of Rules and Records 84/02/13 ANDERSON, 8 I 
Oarvey. Schubert. Adams & Barer 7pp 22983 226 24X 

Fiche, 90-000, 84/02/13. 8403080179 


— B00S130793 Provides status of SER inputs -b acceptance reviews for OL t- 
CP applications Schedule should be met 

BURKE. N C Effluent Treatment Systems Branch 80/'02/06 
KREOER.H E Assistant Director for Site Analysis Ip 22383 233 
24X Fiche 90-000,04/02/13.8403080179 


6403010274 Forwards Rev 2 to Rept 02-0160-1102. “Review of Unit S 
Control Sys Failures. Fina I Rept, Unit 2 Control Sys Power 
Supply b Sensor Malfunctions “ Rept submitted per 6EH 
CURTIS. N W Pennsylvania Power b Light Co B4/02/27 SCHWENCER.A 
Licensing Branch 2 ip 22432 304 24X Flch e 50-388. 84/02/27. 

8403010294 


-8403010303 Rev 2 to Rept 02-0160-1102. “Review of Unit 2 Control By* 
FallurestFlnal Rept, Unit 2 Control Sys Power Supply b Sensor 
Malfunctions " 

SKAHADIAN. R L , KEREKES.U A Impeil Corp 02-0160-1102 R02 
84/02/27 I9pp 22432 306 24X Fiche 50-388.84/02/27,0403010294 


8403200071 Confirms that 42 human engineering discrepancies generated 
from preliminary design assessment b NRC control room audit 
of Unit I incorporated into Unit 2 control room. per App F to 
SSER 9 

CURTIS. N M Pennsylvania Power b Light Co 84/03/19 SCHWENCER.A 
Licensing Branch 2 Ip 22684 341 24X Fiche 50-388.84/03/15, 

8403200071 


0403200103 Clarifies cover Itr to Rev 7 to emergency plan <FLA-1940I 
Details provided for manning emergency operation facility 
lEOF) b activation of backup EOF Unit 2 fuel load scheduled 
for 840326 Eipcditlous approval requested 

CURTIS. N M Pennsylvania Power b Light Co 04/03/13 SCHUENCER.A 
Licensing Branch 2 3pp 22699 096 24X Fiche 90-387.84/03/13, 

8403200103 


0403190232 Updates schedules for completing safety parameter display 
sys, emergency operating procedures b emergency facilities, 
par Oentric Ltr 82-33 Updated emergency procedures will be 
implemented In Dec 1985 

CURTIS. N W Pennsylvania Power b Light Co 84/03/14 BCHUENCEfl.A 
Licensing Drench 2 2pp 22672 032 24X Fiche 90-387.84/03/14. 

8403190232 


B403190346 Advises that Commonwealth of PA will not participate In util 
emergency exercise during CVB4>dut to Involvement w/other 
fixed nuclear facilities State will participate In CYS9 
exercise 

TAYLOR. D F Pennsylvania. Commonwealth of. 84/03/19 CRUTCHFIELD 
Operating Reactors Branch S Ip 22673 199 24X 

Flche 30-387,84/03/15.8403190346 


0403230120 Notifies that State of PA eligible for biennial frequency 
for par ticlpatlon in radiological emergency preparedness 
eierclBc Change from annual exercise requirement would be 
supported if requested by util 

KRIMH.R U Federal Emergency Management Agency 84/03/13. 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Responie IPost 830103) Ip 22730 336 24X Flche 30-387.84/03/19, 

8403230120 


I Financial Information 


B403270195 Annual Financial Rept 1983. U/B40322 ltr 

CAMPBELL, H R , CURTIS, N H Pennsylvania Power b Light Co 83/12/31 
DENTON.H R Office of Nuclear Reactor Regulation. Director 93ff 
22771 049 24X Fiche 30-387.83/12/31.0403270193 


J Insurance b indemnity Information 


F Security, medical, emergency b firs protection plans 


8403090209 Rev 4 to Emergency Plan Implementing Procedure EP-IP-045. 
“Action Step Emergency Director OSC Coordinator TSC 
Coordinator." Including Rev 37 to table of contents, Rev 16 
to forms index b 840308 transmittal H/B40229 ltr 

• Pennsylvania Power b Light Co 84/02/28 26pp 22579 089 24X 

Fiche 90-387,84/02/28,8403090209 


8403050090 Revised emerge-ncy plan implementing procedures, includ ing 
Rev 37 to table of contents. Rev 16 to forms index b Rev 4 to 
Procedure EP-IP-045 re PASS 14 7 ml gas sample U/B40229 
transmittal ltr 

MILLER, D U Pennsylvania Power b Light Co 84/02/29 SCHWENCER.A 
Licensing Branch 2 25pp 22490 019 24X Flche 50-387,34/02/29, 

0403090090 


6403060437 Provides present level of onsite property damage Insurance 
for facilities 

CURT 1 8, N M Pennsylvania Power b Light Co, 84/02/2? BALTZMAM. J D 

Assistant Director for State b Licensee Relations. Ip 22518 222 
24X Fiche 90-387,84/02/29.8403060437 


K Utility Final Safety Analysis Report IFSAR) b amends 


8403210072 Forwards Amend 96 to application for Class 103 DL, consisting 
of Rev 34 to FSAR. 

CURTIS, N M Pennsylvania Power b Light Co 84/03/09, SCHMENCER. A 
Licensing Branch 2 6pp 22702 278. 24X Flche 50-307.84/03/09, 

8403210072 


— 8403210001 Amend 36 to application for Class 103 OU. con*l otlng of H«v 
34 to FSAR 

CURTIS, N U Pennsylvania Power b Light Co 84/03/09. Ip 
22702 283 24X Fiche 90-387,84/03/09,8403210072 
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-~a4O3210090 ncv 34 to F8AR Tuenty-vlght ovtrilied drawings and Drawings 
available in PDF) 

• Pannsglvaitla Power ti Light Co 84/03/29 760pp 22702 2B4 

24X Flche 50-307.84/03/09,8403210072 


0 Inepactton reports, IE Dulletins b correspondence 


640'30202t4 Forwards IE Insp Rapt 50-3BB/B4-03 on 040109-13 No 
violations observed 

MARTIN, T T Division of Engineering b Technical Programs 84/02/17 
KENYON, D D Pennsylvania Power It Light Co 2pp 22440 254 24X 

Flche 90-3BB. 84/02/17, 8403020214 


G4O3020220 IE Inep Rept 50—388/84—03 on 640109—13 No violations or 
deviations Identified Major areae inepectad p reoparat 1 ona 1 
testing OA, praoperatl ona 1 teet records b QA for startup test 
program 

NAPUBA, 0 I PRELL.J Raglan 1, Office of Director ODDY, A T 
Dlvleion of Engineering b Technical Programs 84/02/16 7pp 
22440 256 24X Flche 50-380,84/02/17,8403020214 


8403070240 Forwards IE Imp Ripts 50-387/84-06 b 50-388/84-05 on 
840124-27 No violations noted 

MARTIN, T T Division of Engineering b Technical Programs 84/02/17, 
KENYON, S D. Penmglvanla Power b Light Co 2pp 22547' 318 24X 

F 1 c h B ■ 5 0-387, 84/02/17, 0403070240 


— 8403070242 IE Insp Repts 50-3B7/B4-06 b 50-300/84-05 on B40 124-27 No 
violation noted Major areas Inspected licensee action in 
closing electrical insp rept flndingi 

FINKEL. A . ANDERSON, C J Region 1, Office of Director 84/02/16 
5pp 22547 320 24X Flche 60-387,04/02/17,8403070240 


8403070301 Forwards IE Inep Repts 50-387/84-02 b 50-3B8/84-02 on 
84011&~20 No violations observed. Steps tahan to correct 
violation noted in 830829 Itr verified 

MARTIN, T T Division of Engineering b Technical Programs 84/02/21 
KENYON, B D Penneglvanla Power b Light Co 2pp 22546 342 24X 

Flche 90-387,84/02/21,8403070301 


— 3403070306 IE Inep Repts 50-387/84-02 b 50-388/04-02 on 840116-20 No 
violations identified Major areas Inipectsd, radiation 
protection program b praoperattonal testing, Inc ludlng 
licensee action on previoui finding b training 
NIMITZ,R L , GHANBAKY,M. M Region 1, Office of Director 
84/02/13 lOpp 22546*344 24X Fiche 50-387,84/02/21,8403070301 


B40306017S Responds to IE Bulletin 63-08 Circuit breakers w/ 
undarvoltaga trip attachments not used In safety-related 
applications in Unit 1 8ubj attachments Installed in Unit 2 
will be removed from eaf etg-related applications 

CURTIB, N W Pennsglvanta Power b Light Co 84/02/27 MURLEY, T E 
Region I, Office of Director. 2pp 22518 267 24X 

Flche 90-387.84/02/27,8403060175 


0401170072 IE Info Notice 84-13, “Potential Daflciencg in Motor 
Operated Valve Control Clrculti b Annunciation “ Sve list 
end. 

JORDAN, E L Division of Emergencg Preparedneis b Engineering 
Response (Poet 6301031 84/02/28 Consolidated Edison Co of New 

York, Inc 115pp 22909 239 24X Fiche 50-000, 84/02/28, 8401 190072 


B4O3190027 Forwards IE Imp Rept 50-388/03-19 on 031017-28 fa notice of 
violation 

MARTIN, T. T. Division of Engineering b Technical Programs 84/02/28 
KENYON, B.D Pennsylvania Power b Light Co 2pp 22645 327 24X 

Flche: 50-388, 84/02/28, 8403150027. 


— 84031S0030 Notice of violation from inep on 831017-28 Aiieisment of 
strengths b weaknesses, App B.encl 

« Region 1, Office of Director. 84/02/20 3pp 22645 329 24X 

Flche: 50-308, 84/02/20, 8403150027 


— 8403190034 IE Insp Rept 50-388/83-19 on 831017-28 Violations noted: 
lnade<i.uate preparation of weld for ultrasonic insp b email 
bora piping flea lag not inetallad per engineering design 
calculation 

BETTENHAUBEN, L , CAMPBELL, R M , HARRIS, R H Region t. Office of 
Director. 84/02/27 36pp. 2264S>332. 24X Fiche 50-308. 84/02/28, 

B403130027 


G402070007 IE Info Notice 84-14, “Highllghti of Recent Transport 
Regulatory Ravs by DOT b NRC “ Sve list end 

DRACEt J. N, Division of QA, Safeguards b Inspection Programs (Pott 
830103). 84/03/02, Comolidatad Edison Co of Hew York, Inc. 

130pp 22552:329 24X Flche. 50-000, 84/03/02, 8402090007 


0402090008 IE Info Notice 84-16, “Failure of Automatic Sprinkler 8gt 
Valves to Operata. “ Sve Hit end 

JORDAN, E.L. Division of Emergency Praparednrst b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edleon Co of New 

York. Inc 122pp 22553.090 24X FI the 50-000, 04/03/02, 8402070008 


0402090009 IE Info Notice 04-15, "Reporting of Radiological Releases '' 
Sve list enc 1 

JORDAN, E L Division of Emergency Freparedness b Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of New 

York, Inc tl9pp 22553 217 24 X Flche 50-000,84/03/02,0402090009 


8402090011 IE Info Notice 04-17, "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list end 
JQRDANi E L Division of Emergency Preparedness 4 Engineering 
Response (Past 830103) 64/03/05 Consolidated Edison Co of New 

York, Inc I17pp 22553 336 24X Flche 30-000.84/03/05,0402090011 


8402090024 IE Info Notice 64-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sy s “ Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22635 049 24X Flche 50-000.04/03/07,8402090024 


B40209002B IE Info Notice 84-lG, "Stress Corrosion Cracking in PMR 
Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22504 106 24X Flche 50-000,04/03/07,0402090028 


0402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use In 
Claes IE Safety Sys " 8vc list end 

DEVOUNO, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 094 24X Flche 30-000,04/03/12,8402090031 


8403190360 Ack receipt of 040225 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-387/83-31 4 
30-380/83-31 

MARTIN,! T Division of Engineering b Technical Programs 04/03/13 
KENYON, Q D Pennsylvania Power 4 Light Co Ip 22673 312 24X 

Flche 50-387,84/03/13,8403190360 


— 8403190366 Responds to NRC 040127 Itr rs violations noted In IE Insp 
Repts 30-307/03-31 b 50-388/B3— 31 Corrective actions status 
repts for Nonconformance Repts 83-779 b 03-1190 received by 
QC supervisor on 040201 b 0131, T s spec tively 

KENYON, B D Pennsylvania Potuor b Light Co 84/02/25 MARTIN,! T 
Division of Engineering b Technical Programs 3pp 22673 313 
24X Fiche 50-307,84/03/13,8403190360 


8403220128 Ack receipt of 840225 Itr informing NRC of steps taken to 
correct violations noted In IE Inep Repts 50-387/83-30 b 
50-300/83-25 

MARTIN,! T Division of Engineering b Technical Programs 04/03/13 
KENYON, D D Pennsylvania Power & Light Co Ip 22716 014 24X 

Flche 50-307,84/03/13,0403220120 


— 9403220135 Responds to NRC 040126 Itr re violations noted In IE Insp 
Repts 50-337/03-30 b 50-300/83-25 Corrective actions 
Temporary Setpoint Changes 02-028! b 82-029T made Into 
permanent setpoint changes 

KENYON, n 0 Pennsylvania Power 4 Light Co 04/02/23 MARTIN,! T 
Division of Engineering 4 Technical Programs 4pp 22716 015 
24X Flche 50-307,64/03/13,0403220128 


8403290116 Forwards IE Insp Repts 50-307/04-05 4 50-308/84-06 on 
940130-0203 4 notice of violation 

MARTIN, T T Division of Engineering 4 Technical Programs B4/03/13 
KENYON, B D Pennsylvania Power b Light Co 2pp 22806 292 24X 

Flche 50-367,04/03/13,0403290116 


— 8403290120 IE Insp Repts 50-387/94-05 b 50-380/04-06 on 040130-0203 
Noncompl lance noted failure to fallow QC procedure for 
radiocheml ftry to determine instrument operating voltage 
KOTTAN, J J , Z1BUL8KY, H , HOSANr R Region 1, Office of Director 
84/03/07 0pp. 22006 295 24X Flche 50-307,04/03/13,8403290116 


8403290140 Forwards IE Insp Repts 50-307/83-29 4 50-380/83-32 on 
031219-840130 4 notices of violation 4 deviation Uncorracted 
repetitive trips of standby gas treatment fans during Unit 2 
Cold Functional Test P200 ID noted 

STAROBTECKI, R Division of Project b Resident Programs 04/03/14 
KENYON.B D Pennsylvania Power b Light Co 2pp 22006 011 24X 

Flche' 50-307,84/03/14, 0403290140 


— 8403290142 Notice Of Violation from Insp on 031219-640130 

a Region 1, Office of Director 84/03/14 Ip 22006 013 24X 

Flche 50-367.84/03/14,0403290140 


— B403290149 Notice of deviation from insp on 031219-040130 

e Region i, Office of Director 84/03/14 Ip 22006 014 24X 

Fiche. 50-397, 04/03/14, 0403290140. 
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--afl0329015S IE Imp ReptI SO-307/a3-29 l< SO-308/03-32 on 031319-040130 
Vlolatian idintlfiid conditions adverse to (luallty not 
promptly IdentlFled b corrected Deviotlon identified failure 
to meet F8AR commitment for automatic depressurl lation sys 
vlACQBS.R • PLISCOiL Region 1. Office of Director HCCA0E< E C 

Division of Project k Resident Programs 84/03/34 31pp 

33B06 015 34X Fiche SO-387. B4/03/14. 04033901 40 


0403220069 Completes response to IE Bulletin 83-07r "Apparently 
Fraudulent Products Sold ty Ray Hillerilnc" k tuo suppls 
No Ray Killcriinc matl installed Nuclear Energy Svc>lnc 
supplied ultrasonic calibr blocks 

CURTIS. N U Pennsylvania Pouer & Light Co 04/03/16 MURLEV, T E 
Region I. Office of Director 9pp 22713 295 24X 

Fiche 30-307,04/03/16,8403220069 


0402090043 IE Info Notice 04-19, “Tuo Events Involving Unauthorized 
Entries into PUR Reactor Cavities ” Sve list end 
JORDAN. E L Division Of Emergency Preparedness k Engineering 
Response <Post 030103) 04/03/21 Coniolidated Edison Co of Neu 

Vort, Inc 123PP 22023 229 24X Flc h e 50-000, 04/03/21 , 8402090043 


B402090044 IE Info Notice 04-20, "Bve Life of Relays in Safety-Related 
Sys ” Sve list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of Neu 

York. Inc 133pp 22933 001 S4X Fiche 50-000.84/03/21,0402090044 


0403300063 Ack receipt of 040309 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-387/03-27 k 
50-380/03-26 

MARTIN,! T Division Of Engineering 6 Technical Programs 04/03/21 
ItENYON, B D Pennsylvania Pouer & Light Co 2pp 22021 286. 24X 

Fiche 50-307,04/03/21.0403300063 


— 0403300069 Responds to NRC B402QB Itr re violations noted In IE Insp 
Repts 50-307/03-27 b 50-300/33-26 Corrective actions min 
requirements for satisfactory calibr of monitor established 
b added as acceptance criteria to surveillance procedure 
KENYON. 0 0. Pennsylvania Pouer b Light Co 04/03/0? MARTIN. T T 
Division of Engineering b Technical Programs 3pp 22021 260 
24X Fiche 50-307,84/03/21.0403300063 


R Periodic operating reports b related correspondence 


0403090232 NPDE3 noncompl lance notification seuage treatment plant 
Outfall 079 failed to meet required 057. reduction in total 
suspended solids for Jan 1984 

FIELDS, J 0 Pennsylvania Pouer & Light Co 84/03/06 
Pennsylvania, Commonutalth of, 2pp 22572 213 24X 

Fiche 50-387, 84/03/06, 0403090232 


— 8403090239 "NPDES Discharge Monitoring Rept for Jan 1984 " 

a Pennsylvania Power b Light Co '84/03/01 9pp 22572 215 24X 

Fiche 50-387,84/03/06.8403090232 


3 Reportable occurrences. LERs b related correspondence 


8403210145 Final deficiency b Part 21 repts rt safety parimater display 
lys Technology Energy Corp Model 156 isolators Initially 
reported on B40106 Non-IE pouer supply ulll be provided for 
isolator prior to end of first refueling 

CURTIB, N if Pennsylvania Pouer 8t Light Co 84/02/27 HURLEY, T £ 
Region 1, Office of Director 4pp 22707 281 24X 

Fiche 50-308,84/02/27.8403210145 


8403260233 Foruards summary list of deficiencies Identified per 
lOCFRSO 55ie),Part 21 b potential generic Itr repts for 
comments 

STAR08TECK1, R Division of Project b Resident Programs 84/02/28 
Riglon 1, Office of Director 7pp 22756 065 24X 

Fiche 50-000,84/02/20,8403260233 


8403230095 Second interim deficiency rept re improper relief valve 
setting, design pressures b design temp ulthln several sys 
Initially reported on 031110 Spec M-199 revised b code data 
rapts amended Also reported per Part 21 

CURTIBtN W Pennsylvania Power b Light Co 04/03/02 MURLEV, T E 
Rtglon ti Office of Director 14pp 22726 277 24X 

Fiche 50-380,84/03/02,8403230095 


8403090232 NPDES noncflmp 1 tanc e not t f Icat ion leuaga treatment plant 
Outfall 079 failed to meet requlpad 05X reduction In total 
suspended solids for Jan 1984 

FIELDS, J 5 Pennsylvania Pouer b Light Co 84/03/06 
Pennsylvania, Commonuealth of, 2pp 82572 213 24X 

Fiche’ 50-307, 84/03/06. 0403090232 


0403210125 Final deficiency rept re cavitation of jet pumps due to 
Induction heating stress improvement cooling Initially 
reported on 031206 No erosion found Also reportable per 
Part 21 Item not reportable per lOCFRSO, SS(e) 

CURT10. N W Pennsylvania Pouer b Light Co 04/03/06 HURLEY, T E 
Region 1, Office of Director 4pp 22707 228 24X 

Fiche 50-308,84/03/06,0403210125 


V Operator Examinations 


0403130150 Foruards nuclear power plant experience tables for operating 
shift position forms for senior reactor operators b reactor 
operators Licensed classroom training b exam conducted 
Fuel load expected on 040326 

CURTIB, N U Pennsylvania Pouer b Light Co 84/03/09 DENTON, H R 
Office of Nuclear Reactor Regulation. Director Spp 22608 106 
24X Fiche 50-308.84/03/09,8403130150 
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E NRC Safety Evaluation Report <8ER>< luppls b correspondence 


8401130319 Informs that redundant boron dilution sys alarm Installed b 
declared operational on 840106, per 621029 b 1104 Itri b 
eSER 3 

NILLIAMS, J M Florida Pouer b Light Co 84/01/10 EISENHUT.O 0 
Division of Licensing ip 21798 305 24X Fiche 50-389,04/01/10, 

8401130319 


F Security, medical, emergency b fire protection plans 


0403070249 Responds to NRC B31123 Itr re Violations noted In IE Insp 
Rept 50-309/03-57 Corrective actions detectors ulll be moved 
to celling Rerevltu of IDCFRSOiApp R commitments conducted 
Full compliance ulll be achieved by 840630 

NILLIAKS.J U Florida Power b Light Co 83/12/20 O'REILLY.J P 
Region 2, Office of Director 2pp 22536 271 24X 

Fiche 50-309,83/12/20,0403070249 


8403090200 Public version of Rev 13 to radiological emergency plan 14/ 
040124 Itr b JM Felton 040307 release memo 

UILLIAKS.J N Florida Pouer b Light Co 84/01/04 O'REILLY.J P 
Region 2, Office of Director 227pp 22593 001 24X 

Fiche, 50-335, 04/01/04,8403090280 


0403060340 Revised emergency implementing plan procedures, including 
Procedures 2-0030140 re blackout operation, 2-0030143 re 
total loss of ac power, 2-0120042 re LOCA b 2-1010030 rt 
loss of instrument air N/040229 Itr 

SAOER.D A . WETHY.C N Florida Pouer b Light Co. 84/01/23 69pp 
22519 094 24X Fiche 50-335.84/01/23,8403060340 


B403D7014D Foruards IE Insp Repts 50-335/84-03 b 50-309/04-04 on 
840118-20 No violations or deviations noted, 

DANCE, H C Division of Project b Resident Programs 84/02/13. 
WILLIAMS. J N Florida Power b Light Co. 2pp 22538 285 24X 
Fiche 50-335,04/02/13,8403070140 


—0403070145 IE Insp Repts 50-335/84-03 b 50-339/04-04 on 840116-20 No 
violations or deviations noted Major areas Inspected 
emergency preparedness to assess on-shlft prompt emergency 
c lass 1 f ication b protective action racommendatlons 
DECKER.! R Region 2, Office of Director 84/02/10 4pp 
22530 287 24X Fiche 50-335,84/02/13,8403070140 


8403190386 Rev 12 to Emergency Plan Implementing Procedure 3100024E, 
"Natural Emergencies " W/040307 Itr 

WILLIAMS.J W Florida Pouer b Light Co 84/02/29 a'REILLY.J.P 
Region 2, Office of Director 12pp 22675 270 24X 

Fiche' 50-335, 84/02/29, 6403190386 


8403060186 Forwards safety parameter display sys imp lamentat ion plan 
b parameter selection rept, per 830415 commitment Rept meeti 
requirements of Generic Ltr 82-33 re Suppl 1 to NUREO-0737 
WILLIAMS. J W Florida Pouer b Light Co 04/03/01 EI&ENHUT, D 0 

Division of Licensing llpp 22519 001 24X Fiche 50-389,84/03/01, 

8403060186 


B4031602S4 Notifies of 640316 workshop to discuss lOCFRSO, App R 
requirements b insp results to resolve misunderstandings re 
fire protection Attendees should be limited to six due to 
size of conference room 

LEWIS. R C Division of Project b Resident Programs 04/03/02. 
WILLIAMS, J W Florida Power b Light Co Ip 22660 255. 24X 

Fiche 50-000,04/03/02,8403160254. 
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B4032?01Si Exprttsts appr>ciatlon for cgoperation throughout lO-month 
parlod of planning & dpvtloping fideral full field exercise 
Exercise provided planning focus di field experience for 
completing radiological emergency response planning 
a'REILLV>vl P Region Si Office of Director 34/03/15 ADOMATi E A 
Florida Pouer it Light Co 2pp SS802 ZOB Z4X 
Flche 90-335.84/03/13, S403Z9018I 


B403290107 Ack receipt of 840309 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-339/03-43 ti 
30-389/03-71 

DANCE.H C Division of Project i Resident Programs 04/03/19 
UlLLIAKB. J M Florida Pouer ItLlghtCo Ip ZZ807 001 Z4X 
Flche 90-339,84/03/19,0403890109 


— 8403290126 Notice of violation from insp on 83121 1-B401 10 

a Region 2. Office of Director 84/02/10 Ip 22807 006 24X 

Flche 30-335,84/03/19,8403290109 


— 8403290132 IE Insp Repts 90-339/83-43 b 50-389/83-71 on 031211-840110 
Violation identified failure to maintain control room 
procedures in areas of administrat ion, operation, cmergenc y & 
off-normal. 

BISB, H E Region 2, Office of Director 04/02/08 4pp 
22807 007 24X Flche 90-335,84/03/19.8403290109 


H General correspondence 


8403280149 Responds to 840208 1 tr requesting assistance in responding 
to J Paskavltch Itr requesting latest EI 8 on concentrations 
of 8r-90, Cs-137 fc 1-131 near plant! Tuo annual repts end 
U/o repti 

DIRCKB, U J Office of the Executive Director for Operations 
84/03/07 CHILES, L Senate 4pp 22809 316 24X 

Fiche' 90-000, 84/03/07, 8403280149 


-8403280196 Forwards constituent J Paskavltch Itr requesting latest EIB 
on concentrations of Br-90, Cs-137 li 1-131 near plants 
Comments & views requested 

CHILES, L Senate 84/02/08 KAMMERER, C Office of Congressional 
Affairs 8 pp 22809 380 24X FI ch e ’ 90-000, 84/03/07, 8403200 149 


— 8403060527 Safety evaluation supporting Amends 62 & 5 to Licenses 
DPR— 67 6 NPF-16, r esp ec 1 1 ve I y 

• Office of Nuclear Reactor Regulation, Director 84/02/24 2pp 
22549 034 24X Flche 50-335,04/02/24,8403060077 


0403010400 Submits info re pressurlier heater transformer barrier 
design, per License Condition 2 C 9 Missile protection 
structure will be scismically anchored on concrete floor 
s lab 

HILLIAMSiJ 14 Florida Power tc Light Co 84/02/27 EISENHUT, D 0 
Division of Licensing 3pp 22434 026 24X Flche 50-309,04/02/27, 

8403010400 


8403060241 Requests exemption from requirement to submit sntirtly 
reprinted it updated FSAR by 850406 Requests Update be 
submitted as Amond 15 to original FSAR 

WILLIAMS, J W Florida Power ti Light Co 84/02/20 EISENHUT, D 0 
Division of Licensing Ip 22315 190 24X Flche 50-369,04/02/28, 

8403060241 


8403060168 Notifies that admin 1 stratlve program (t procedurss now in 
effect will be reviewed to confirm Implementation of 
recommended guidelines In NUTAC reptiper Generic Ltr 83-20 
WILLIAMS, d C Florida Power Light Co 84/03/01 EIBENKUT, D 0 
Division of Licensing ip 22510 336 24X Flche 50-000,04/03/01, 

8403060168 


8403120040 Requests NRC approval of proposed license amend d td 040224 
by 840413, to permit Initial visual insp of safety-related 
snubbers between 4 & 10 months after commencing power 
operation on 030613 

WILLIAMS, J W Florida Power i Light Co 84/03/07 EISENHUT,D 0 
Division of Licensing Ip 22390 318 24X FI c he. 50-389, 84/03/07. 

8403120040 


B4031200B9 Requests that environ protection plan study re evaluation 6 / 
or mitigation of turtle entrapment et intake structure be 
presented during uk of 840408 Draft results expected by 
early Mar 1984 Rept will be discussed w/llsted agencies 
WILLIAMS, J W Florida Power ti Light Co 84/03/07 EISENHUT, D Q 
Division of Licensing 2pp 22800 194 24X Flche 30-389,04/03/07, 

8403120089 


J Insurance t< indemnity information 


8403060234 Forwerds Endorsement 32 to NELIA Policy NF-227 

DUCK, J. R Marsh b McLennan, Inc 84/02/28 8 ALTZfMN< J Assistant 
Director for State & Licensee Relations 2 pp 22517 315 24X 

Fiche- 50-335, 84/02/28, 8403060234 


8403190150 Notifies of 840402-06 meeting (< preimplementation audit at 
Turkey Point to discuss confirmatory items Identified In 
safety evaluation of detailed control room design reviews 
for facilities 

VARGA I 8 A Operating Reactors Branch 1 84/03/07 WILLIAM, d W 

Florida Power t. Light Co 6 pp 22681 311 24X 

Flche 90-000,84/03/07,0403190150 


P. Operating license stage documents << correspondence 


8401130182 Suppl to 831222 application for amend to License NPF-I 61 
changing Tech Specs for axial shape index to achieve 
coneletency between Unit 1 b Unit 2 Tech Specs 

WILLIAMS, J. W. Florida Power (< Light Co 84/01/10. EISENHUT, D G 
Division of Licensing Ip 21802 094 24X Fiche 90-389,84/01/10, 

8401 1301 82. 


8401130319 Informs that redundant boron dilution tys alarm installed b 
declared operational on 840106, per 821029 1104 Itrs b 

88 ER 3. 

WILLIAMS, U W Florida Power t. Light Co 84/01/10 EISENHUT, D Q 
Dlvlelon of Licensing Ip 21798 309 24X Flche. 90-389, 84/01/10, 

8401130319. 


8403010297 Application for amand to License NPF-16, modi fy Ing Tech Specs 
to delay Initial inservice imp for two mechanical snubbers 
on containment spray sys until first refuting outage 
HILLIAMSiJ W Florida Power t< Light Co 84/02/24 EISENHUT, D O 
Division of Licensing 3pp. 22432 107 24X Fiche 50-389,84/02/24, 

B403010297. 


8403130066 Advises that request to revise Tech Specs to provide 
requirements for overtime limits b reporting of relief I, 
safety valve failures will be submitted per Oenerfc Ltr 
82-16 {NUREO-0737) by 840915 ' 

WILLIAMS, d W Florida Power l< Light Co 84/03/00 MILLER, d fi 
Operating Reactors Branch 3 Ip 22601 '252 24X 

Flche 50-339,84/03/08,8403130066 


8403270371 Requests appropriate fee to continue review of 830707 
proposed changes to License Condition 2 C 7 re natural 
circulation cooldown ti boron mixing test 

MILLER, W Q License Fee Management Branch 04/03/12 UHRIO.R E 
Florida Power ti Light Co Ip 22707 330 24X Flche 90-309, 

84/03/12, 0403270371 


8403160013 Forwards "Evaluation of Natural Circulation Cooldown Test 
Performed at San Onofre Nuclear Generating Station “ Rept 
provides evaluation of applicability of results to St Lucie 
Unit 2. 

WILLIAMS, d W Florida Power & Light Co 84/03/13 EISENHUT, D G 
Division of Licensing Ip 22692 179 24X Flche 50-000,84/03/13, 

0403160013 


--B403010302 Proposed Tech Specs re initial Inservlce insp of two 
mechanical snubbere on containment spray sys 
WILLIAMB, J W Florida power h Light Co 84/02/24 3pp. 
22432.110. 24X Fiche 90-389,84/02/24,8403010297. 


B403190227 Application to amend License NPF-16, changing Tech Specs to 
permit reracktng of spent fuel pool to ensure sufficient 
storage capacl ty. Approval requested by 840901. 

WILLIAMS, d W Florida Pouer t< Light Co 04/03/13 EISENHUT, D G 
Division of Licensing 3pp 22671 305 24X Flcht 50-309,84/03/13, 

8403190227 


8403060077 Forwards Amends 62 t, 5 to Licenses DPR-67 I, NPF-* 6 , 
roepectlvely (, safety evaluation. Amends change personnel 
titles l< ravisa shift tschnical advisor function. 

8 ELLB 1 D. E. Opsrating Rsaetors Branch 3 04/02/24 WILLIAMB, d W 

Florida Powar I, Light Co. Spp. 22549 020 24X 

Flche: 90-339, 84/02/24, 8403060077 . 


— 0403190228 Proposed Tech Spec changes re reracking of spent fuel pool 
N 8 HC b 0AR end 

* Florida Power *< Light Co 04/03/13 70pp. 22671 300 24X 

Flche. 90-389, 94/03/13, B403190227 


*—8403060080 Amends 62 (1 9 to Licensss DPR-67 6 NPF-16, respse tlvely, 
changing parsonntl tttlss b revising shift technical advisor 
functions 

HILLER, J. R Operating Reactors Branch 3 64/02/24 12pp. 

22949; 022. 24X Fiche. 90-339, 84/02/24, 8403060077 
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a Snapfction reports. IE pulletins & Eorrespondence 


B4D3070249 Reppondi to NRC 831123 Ur re violations noted in I£ Imp 
Kept 30-387/83-37 Corrective actions detectors uill be moved 
to celling Rerevleui of lOCFRSO.App R commitments conducted 
Full compliance uilll be achieved bg B4D630 

HiLLIAMS.J W Florida Power fc Light Co 83/12/20 Q'REILLY. d P 
Region 2. Office of Director 3fP 22336 271 24X 

Fiche 50-389.83/12/20.8403070249 


8403070140 Forwards IE Insp flept* 50-335/84-03 8 . 50-309/84-04 on 
840118-20 No violations or deviations noted 

DANCE.H C Division of Project tt Resident Programs 84/02/13 
WILLIAMS.^ U Florida Power tr Light Co 2pp 22538 285 24X 

Fiche 50-339.84/02/13,8403070140 


—8403070149 IE Insp Ropts 90-339/84-03 U 50-389/84-04 on 040118-20 No 
violations or deviations noted Major areas inspected 
emergency preparedness to assess on-shift prompt emergency 
classification >< protective action recommendations 
DECKER. T R Region 2. Office of Director JENKINS, 0 R Division 
of Emergency Preparedness t< Materials Safety 84/02/10 4pp 
2253B 287 24X Fiche 50-339,64/02/13,0403070140 


8403160206 Forwards IE Insp Repts SO-335/04-04 & 50-389/84-05 on 
840201-03 No violations or deviations noted 

DANCE.H C Division of Project 6 Resident Programs 84/02/21 
UILLIAHS.J U Florida Pouier t. Light Co 2pp 22655 233 24X 

Fiche 50-333.84/02/21.8403160206 


—8403160210 IE Insp Septs 50-335/84-04 i 50-389/84-05 On 840201-03 No 
violations or deviations noted Major areas inspected matnt b 
surveillance observation. p lant opera t ions, preoperat ional 
testing, procedures S, 1 ou power testing 

KRU&, H E Region 2. DfFlce of Director JAPE, F Division of 
Engineering 6 Operational Programs 84/02/13 4pp 22655 235 
24X Fiche 50-335,84/02/21.8403160206 


8403010297 Application for amend to License NPF-I 61 modify tng Tech Specs 
to delay initial Inservlce insp for two mechanical snubbers 
on containment spray sys until first refusing outage 
HILLIAMS.J U Florida Power b Light Co 84/02/24 EISENKUT. 0 O 
Division of Licensing 3pp 22432 107 24X Fiche 50-389.84/02/24, 

8403010297 


— 6403010302 Proposed Tech Specs re initial Inservlce insp of two 
mechanical snubbers on containment spray sys 
HILLIAMS.J H Florida Power tc Light Co 94/02/24 3pp 
22432 no 24X Fiche 50-389,84/02/24,8403010297 


8403160264 Forwards IE Insp Repts 50-335/83-42 b 50-309/83-70 on 
831101-1210 No violations pr deviations noted 
DANCE.H C Division of Project U Resident Programs 84/02/24 
HILLIAMS.J U Florida Power b Light Co 2pp 22660 335 24X 

Fiche 50-335,84/02/24,0403160264 


—0403160269 IE Insp Repts 50-335/83-42 b 50-389/83-70 on 831111-1210 No 
violations or deviations noted. Major areas inspected malnt b 
surveillance observation. p lant operations. LERs b IE info 
notices 

BIBB.H E Region 2. Office of Director ELROD, S A Division of 
Project b Resident Programs 84/02/23 IDpp 22660 337 24X 

Fiche 50 - 335 . 84 / 02/241 8403 160264 


8401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
enc 1 

JORDANtE L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 84/02/28 Consolidated Edison Co of New 

York, Inc I15pp 22909 239 24X Fiche 50-000,84/02/28,8401190072 


B403290317 Forwards IE Insp Repts 50-335/84-05 b 50-309/84-07 on 
840206-10 No Violations or deviations noted 

DANCE, H C Division of Project b Resident Programs 84/02/29 
WILLIAMS, J H Florida Power b Light Co 2pp 22802 052 24X 
Fiche 50-335,04/02/29,8403290317 


—8403290320 IE Insp Repts SO-335/B4-OS b 50-389/04-07 on B4O206-I0 No 
violations or deviations noted Major areas inspected health 
physics instrumentation, ae tlon on NUREe-0737 items, ALARA 
activities b followup on previous items 

HRAV.J R Region 2. Office of Director BARR, K P Division of 
Engineering b Operational Programs 84/02/22 8 pp 22802 054 
24X Fiche 50-335,84/02/29,8403290317 


8402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Rev* by DOT b NRC " Sve list end 

ORACE, J N Division of QA, Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

I30pp 22552 329 24X Fiche 50 - 000,04/03/02,8402090007 


B40209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate " 8 vc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 84/03/02 Consolidated Edison Co of New 

York, Inc I22pp 22553 098 24X Fiche 50-000,84/03/02,8402090008 


8402090009 IE Info Notice 04-15, "Reporting of Radiological Releases “ 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22553 217 24X Fiche 50-000,84/03/02.8402090009 


8403290174 Forwards IE Insp Repts 50-335/04-02 b 50-389/84-03 on 
840111-0210 No violations or deviations noted 

DANCE, H C Division of Project b Resident Programs 84/03/02 
HILLIAMS.J W Florida Power b Light Co 2pp 22803 076 24X 

Fiche 50-333.84/03/02.8403290174 


—0403290180 IE Insp Repts SO-335/84-02 b 30-389/84-03 on 840111-0210 No 
violations or deviations noted Major areas tnspacted iriaint 
observation, surve 1 1 lance ob servat ion, p lant operations b TMI 
Action Item lit D 4 2 8 followup 

FEIERABEND.C . DIBB.H E Region 2. Office of Director ELROD, 8 A 
Division of Project b Resident Programs 84/01/02 2pp 
22803 070 24X Fiche 50-335,84/03/02,8403290174 


8402090011 IE Info Notice 84-17, "Problems H/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDAN. E L Division Of Emergency Preparedneis b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Fiche 30-000,84/03/05.8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lesions Learned From Imps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consol Idated Edison Co of New 

York. Inc ilBpp 22635 049 24 X Fiche 50-000.84/03/07.8402090024 


6402090028 IE Info Notice 04-18. "Stress Corrosion Cracking in PUR 
Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22584 186 84X Fiche 50-000.84/03/07,8402090028 


8403120040 Requests NRC approval of proposed license amend dtd 840224 
by 840413. to permit initial visual insp of safety-related 
snubbers between 4 b 10 months after commencing power 
operation on B3D613 

HILLIAMS.J H Florida Power b Light Co 84/03/07 EISENHUT. 0 0 
Division of Licensing Ip 22990 318 24X Fiche 50-309,84/03/07. 

8403120040 


0402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOVNO. R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 ConsDlldated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,04/03/12,8402090031 


8403S90109 Ack receipt of 840309 Itr Informing NRC of stops taken to 
correct violation! noted in IE insp Repts 50-335/83-43 b 
50-309/83-71 

DANCE.H C Division of Project b Resident Programs 84/03/19 
HILLIAMS.J U Florida Power b Light Co Ip 22807 001 24X 

Fiche 50-335,84/03/19,8403290109 


— 8403290114 Responds to NRC 840202 Itr re Violations noted In IE Insp 
Repts 50-335/03-43 b 50-3S9/B3-71 Corrective actions. all 
Indexes reviewed against master copies b procedures In 
control room verified against indexes 

HILLIAMS.J H Florida Power b Llg)(t Co 84/03/09, O'REILLY, J P 
Region 2, Office of Director 2pp 22007 002, 24X 

Fiche 50-335,84/03/19,0403290109 


— 8403290124 Forwards IE Insp Repts 50-335/83-43 b 50-309/83-71 on 
831211-040110 b notice of violation 

DANCE, H C Division of Project b Resident Programs 04/02/10. 
HILLIAMS.J U Florida Power b Light Co 2pp 22807 004 24X 
Fiche 50-335.64/03/19.8403290109 


— 8403290126 Notice of violation from insp on 831211-840110 

• Region 2, Office of Director 84/02/10 ip 22807' 006. 24X 

Fiche 50-335,84/03/19,8403290109 


— 6403290132 IE Insp Repts 50-335/83-43 b 50-389/83-71 on 831211-040110 
Yiolatlon identified, fa i lure to maintain control room 
procedures in areas of administration, operation, tmergtnc y b 
off-normal 

BIBB.H E. Region 2, Office of Director ELROD, 8 Division of 
Project b Resident Programs 84/02/09 4pp 22807 007 24X 

Fiche 50-335,84/03/19,8403290109 
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04OSO9OO43 IE Info Notice 84-lV< "Two Events Involving Unautborlied 
Entries Into PWR Reactor Cavities " Svt list end 
JORDAN) E L Division of Eniargoncg Preparedness & Engineering 
Response (Post B30103) 84/03/21 Consolidated Edison Co of New 

York) Inc la3pp Z2B23 22? 24X Flche 90~000> 04/03/2(1 B402090043 


B402090044 IE Info Notice 84-20. "Svc Life of Relags in Safety-Related 
Bys " 8vc list end 

JORDAN. E, L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 84/03/21 Consolidated Edison Co of New 

York. Inc 133pp 22933 OOl 24X FIcho 30-000. 04/03/21. 8402090044 


R Periodic operating reports b related correspondence 


S403020033 Monthly operating repts for Jan 1984 U/84021S Itr 

ORANT. N U Florida Power b Light Co B4/01/31 t?pp 22442 233 
24X Fiche 30-000.84/01/31.8403020033 


B403300173 Forwards monthly operating repts for Feb 1984 b corrected 
Page 1 of at Lucie Unit 2 monthly operating rept for 
Jan 1984 

HILLIAMS.J M Florida Power b Light Co B4/03/13 Office of 
Resource Management. Director Ip 22819*263 24X 

Fiche* 30-000. 84/03/15. 8403300173 


— 8403300183 Monthly operating repts for Feb 1984 

ORANT. N U Florida Power b Light Co 84/03/(3 16pp 22819 264 
24X Fiche 30-000.84/03/13.8403300173 


— 8403300193 Corrected Page 1 of monthly operating rept for Jan 1984 
ORANT. N.M Florida Power b Light Co 84/02/13 ip 22819 280 
24X Fiche* 30-000. 84/03/13. 8403300173 


B Reportable occurrences. LERs b related correspondence 


8403210032 Part 21 rapt re failure of auxiliary feedwater pump drive 
turbines. Olmpel NPa-4 TbT valve, to close. End Itr dtd 640203 
sent to listed utils OE notified of affseted units In BUR 
plants. 

THEROUX. R.R. Terry Corp 84/02/22. WOODRUFF. R U Director's 
Office. Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 30-000.84/02/22.8403210032 


8403020238 LER B4-003-00 on 840129. hi-hl steam generator level turbine 
trip occurred. resulting In reactor trip Caused by leakage 
thTQUgh main feed regulating valve A Reactor started b plant 
returned to svc U/84022B Itr. 

UALLINO.O E . WILLIAMS. J M Florida Power b Light Co 84/02/28. 
2pp. 22440 091 24X Fiche. 30-389. 84/02/20. 8403020258 


8403060390 LER B4-002-00 on 840130. hydrogen analyier 20 b control room 
air conditioner HVA-3A unavailable for mode changes as 
reiiulrad by Tech Specs. Caused by Improper review b 
recordkeeping Personnel reinstructad M/840301. Itr 
MCLAUGHLIN. L . UII-LIAM8,J U Florida Power b Light Co 84/02/29 
3pp, 22311 334. 24X Fiche 30-389.84/02/29.8403060390 


8403230028 Followup Part 21 rept re nuclear valve /actuator stroking 
time possibly lengthened beyond 13 i when using 
hydrocarbon-based lubricants. Ltrs to affected utils end. 

WILSON. A. K. Hgnry Pratt Co 04/O3/OB KEPPLER.JiJ Region 3. 
Office of Director. 6pp 22730 306 24X Fiche 50-000.84/03/08. 

8403230028. 


8403130033 LER 84-004-00* on 840209. while at lOOX power.maln feedwater 
pump tripped due to low suction pressure. Cause not 
determined Auxiliary faoduatar pump 2C tripped due to 
transients on power supply. Nut pin replaced W/840309 itr 
parks. D , WILLIAMS. J W Florida Power b Light Co. 84/03/09 2pp 
22614 303 24X Fiche- 30-389. 84/03/09. 8403130033 


V. Operator Examinations 


8403080164 Forwards requast for site visits to conduct operator 
licensing exams raquastad in Oantrlc Ltr 03-40. 

WILLIAMS, J W Florida Powar b tight Co 84/03/01 eiSENHUT. D 0 
DlvUlon of Licansing 3pp 22359.293 24X Ficha 50-333,84/03/01, 

8403080164 


DOCKET 30-390 WATTS BAR NUCLEAR PLANT. UNIT 1 


A. Applieatlon/constructlon staga documants b corraspondenca 


8403060334 Notification of 840313-16 maatlngs w/utll in 8weetwatar, TN 
to conduct confirmatory site visit per Section 13 6 of 8RP 
(NUREO-OaOO). 

KENYON, T.U,. Licensing Branch 4 84/02/28 ADEN8AM, E 0 Licensing 

Branch 4. 3pp 22332 317. 24 X Fiche- 30-390. B4/02/2B, 8403060334 


9403160847 Informs of 840327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical OA program. per 
840302 tele on 

LEWIS, R C Region 2. Office of Director 84/03/00 PARRIS. H 0 
Tennessee Valley Authority Ip 22660 361 24X 

Fiche 30-000, 84 /03/oa. B403 1 60247 


B403160373 Notifies of use of AS^E Nuclear Components Code Case N33-4 
for hydrostatic testing of Clast 3 embedded piping WC 
position re use of Code Cose N32-4 requested 

MILLB.L M Tennessee Valley Authority 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation. Director ip 22660 014 24X 

Fiche 30-000,84/03/18,8403160373 


8403200225 Advises that similarity of Unit 1 b 2 17S-ton polar crane 
verified by noting that cranes purchased under same contract 
u/tama vendor, using Identical procurement specs. per NUREO- 
0612 b B40223 telcon 

MILLB.L M Tennessee Valley Authority 84/03/14 ADEN8AM. E 
Licensing Branch 4 2pp 2269? 361 24X Fiche 30-390.84/03/14. 

8403200223 


8403260212 Forwards revised Info re monorail paths. updating util 640206 
Itr responding to Generic Ltr 81-07 concerning NUREO-0612. 

"Control of Hiavg Loads at Nuclear Power Plante “ Field 
investigation will be provided 1 month prior to fuel load 
MILLB.L M Tennessee Valley Authority 84/03/20 ADEN8AM, E 
Licensing Branch 4 2pp 22756 164 24X Fiche’ 50-390, 84/03/20. 

8403260212 


8403260218 Forward! shift experience info. In response to Util Group on 
Operating Shift Experience request 

MILLB.L M Tennessee Valley Authority 84/03/20 DENTON. HR 
Office of Nuclear Reactor Regulation. Director Bpp 22736 091 
24 X Fiche 30-390.84/03/20,8403260216 


E NRC Safety Evaluation Report (8ER). suppls b correspondence 


6403080179 Fourth partial response to FOIA request for six categories 
of documents ra facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON. JM Division of Rules and Records 84/02/13 ANDERSON.S I 
Oarvey. Bchubert, Adams b Oarer 7pp 22583 226 24X 

Fiche 50-000. 84/02/13. B403080179. 


— 8005130793 Provides status of S£R inputs b acceptance reviews for OL V 
CP applications Schedule should be met 

BURKE. W C Effluent Treatment Systems Branch 80/02/06 
KREOER.U E Assistant Director for Bite Analysis ip' 22583 233 
84X Fiche. 30-000. 84/02/13. 8403080179 


8403120179 Forwards Info supporting util position that imp lamentation 
of addl insp criteria provides no addl Increase In safety, 
per BER (NURtO-OS47J 

MILLB.L M Tennessee Valley Authority B4/03/07 ADENSAM, E 
Licensing Branch 4 3pp 22390 203 24X Fiche 50-390,84/03/07, 

840312017? 


8403300038 Forwards responses to NRC 840214-16 audit findings re util 
equipment qualification program, per NUREO-0647 (SER) U/B4 
Qverslxe drawings Aperture cards are available in PDR 
MILLS.L.M Tennessee Valley Authority 84/03/20 ADENSAM. E 
Licensing Branch 4 138pp 22824 146 24X Fiche 50-390.84/03/20. 

8403300038 


8403270218 Forwards addl Info re qual 1 f (cation of diesel generator 
auxiliary sys piping (SER Open Item 13). in response to NRC 
840112 request. Diesel engine auxiliary sys acceptab le. based 
on GDC 1 requirements 

MILLB.L M Tennessee Valley Authority 84/03/21 ADENSAM, E. 
Licensing Branch 4 6pp 22770 239 24X Fiche 50-390.84/03/21, 

8403270210 


F Security, medical, emergency b fire protection plans 


B403070092 Submits second supplemental response to NRO Itr re 
violations noted in IE Imp Repts 50-390/02-20 b 
30-391/82-20 Corrective actions- fire protection actions 
will be complete by 840131 

KAMMER.O 9 Tennessee Valley Authority 03/11/29 O'REILLY. JP 
Region S. Office of Director tp 22341 219 24X 

Fiche: 30-390, 83/1 1/29, 0403070092 


8402090380 Foruerds Rev 2 to Procedure IP-10, "Hedlcel Emergency 
Procedure" b Rev 3 to radiological emergency plan 
MILLB.L M, Tennessee Valley Authority 84/02/06 ADENSAM. E 
Licensing Branch 4 2pp 22161.136. 24X Fiche 30-390,84/02/06, 

8402090380 
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)20?0384 Rev 2 to Prace^vre IP-10( "MeiilcBl Entergencv Pracedure 
1ICUER<W A Tinneisee VaUey Autharlt^ 03/ll/’Oa 4pp 
3SI&I 133 24X Fiiche 50-390. 84/02/06^ 8402O703B0 


1&023S Pev 5 to ProceduTe IP-9i ‘'tFuscle Shoals Emeeseney Ctr 
ilenent I 119 Procedures Docuoient '* U/a4D213 Itr 

(UELLi R Tennessee Valley Authority 84/02/13 &3j)p 22519 023 

X Pi Che SO-ODO'. 84/02/13. 8403080235 


120334 Foruards response to Informal questions re calculation of 
‘tlcal temp gradients. per Radiological Emergency Planning 
ncJi request Bactup procedures ui 1 1 be limited to tines 
n radiological emergency program procedures activated 
.LS.L H Tennessee Valley Authority 84/02/27 ADENSAH. E 
renting Branch 4 4pp 2243? 288 24X Fiche 50-390.84/02/27. 

>3020334 


)2023& Foruards Rev 4 to physical security plan Rev withheld 
r I0CFR73 21) 

-LS.L H Tennessee Valley Authority 84/02/28 DENTON. H R 
Ice of Nuclear Reactor Regulation. Director ip 22440 041 24X 

;hB 50-390.84/02/28.8403020238 


}&0147 Foruards revised effective pages to Knoiville Emergency Ctr. 
itral Emergency Control Ctr. DIv of Nuclear power Emergency 
ti Kuscle Shoals Emergency Control Ctr emergency plan 
tlementlng procedures M/o Kuscle Shoals pages 

-LS.L M Tennessee Valley Authority 84/02/28 Q^REILLV. J P 
ion 2. Office of Director Ip 2291& l&B 24)( 
he SO-000. 84/02/20. 8403080147 


0060183 Revised list of effective pages to Knojvllle Emergency Ctr 
imergency plan implementing procedures 

Tennessee Valley Authority 84/02/08 Bpp 22518 166 24T 

Iche 50-000.84/02/28. B4030801 47 


>3060189 Revised list of effective pages to Central Emergency 
ontrol Ctr emergency plan imp lement ing procedures 

Tennessee Valley Authority 84/02/08 Bpp 22516 174 24X 

-iche 50-000.84/02/28. B40306D147 


>3060208 Revised list Of effective pages to Dtv of Nuclear Power 
Emergency Ctr emergency plan Implementing procedures 

Tennessee Valley Authority 94/02/06 4pp 22316 182 24X 

-iche 50-000.84/02/28.8403060147 


.6020? Act receipt of 831230 Itr re emergency eierclse scheduled 
June 1984 Ecenarlo will be reviewed {. any add] comments 
details of esercise will be made by telephone to 8 Harks 
iREELI.D M Division of Project It Resident Programs 84/03/02 
IRIS. H C Tennessee Valley Authority Ip 22659 232 24X 

rhe 50-390.84/03/02.8403160209 


■60345 Eitends Invitation to attend region B40318 workshop at 
lonal ofc to discuss lOCFRSO. App R requirements E recent 
lults of imp to help resolve ml sunders tand 1 ngs associated 
'cqulrements 

fIS.R C Division of Project b Resident Programs 04/03/02 
IRIE.H 0 Tennessee Valley Authority 2pp 22660 0 8 3 24X 

:he 50-000.84/03/02.8403160345 


:6000S Foruards IE Insp Rept 50-390/84-17 on 840221-23 No 
ilatlons or deviations identified 

IRELLI.D N Division of Project b Resident Programs 84/03/13 
IRI 6 . H G Tennessee Valley Authority 2pp 22655 171 24X 

rhe 50-390, 04/03/13. B40318000e 


>3160016 IE Insp Rept 50-390/64-17 on 840221-23 No violations 
loted Major areas Inspected implementation status of 
:ecurlty plan commitments Details withheld <ref 10CFR2 790 
73 21 > 

ODIN.W Region 2. Office of Director MCGUIRE, D R Division of 
Imergency Preparedness & Materials Safety 84/03/12 Ip 
•2655 173 24X Fiche 50-390.84/03/13.8403160008 


!70i45 Rev 5 to radiological emergency plan updating agreement Itr 
<0E, correcting filing error lor agreement Itr w/Rhea 
■nty Ambulance Bve H/e4032l Itr, 

LS.U M Tennessee Valley Authority 04/03/21 ADENBAM. E 
ensing Drench 4 llpp 22769 122 a4X Fiche 50-390.84/03/21. 
•3270145 


surance b indemnity informatlnn 


60277 Forwards Endorsement 23 to NEC I A Policy NF-236 
K. J R Harsh b flcl.innan. Inc 34/02/28 SALTZMAN. J Assistant 
ector for State b Licensee Relations 2pp 22317 045 24X 

he 30-390.84/02/28,8403060277 


Q Inspection reports, tE Bulletins b correspondence 


8403070230 Suppls response to NRC 820707 Itr re violations noted In 
IE Insp Repts 30-390/62-16 b 50-391/B2-15 Corrective 
actions operational QA evaluator resources increased by SOX 
HILLB.L M Tennessee Valley Authority 83/09/09 O'REILI-Y.O P 
Region 2. Office of Director 4pp 22341 304 24X 

Fiche 50-390.83/09/09.8403070230 


8403070233 Suppls responsr to NRC 020827 Itr re deviations noted In IE 
Insp Repts 50-390/02-29 b 50-391/82-26 Corrective actions 
piping drawings of reactor b auslllaTy bldgs completed 
830901 

tllLUS.L H Tennessee Valley Authority 83/10/19 O'REIULY. J P 
Region 2, Office of Director Ip 22541 309 24X 

Fiche 50-390.83/10/19.8403070235 


8403070245 Suppls response to NRC 82110? Itr re violations noted in 
IE Insp Repts 50-3?0/a2-05 b 50-3?l/B2-03 Corrective 
actions will be completed by 031212 for Unit 1 b 840109 for 
Unit 2 

MILLS, L M Tennessee Valley Authority B3/11/01 O'REILLY. J P 
Region 2 . Office of Director tp 22347 295 24X 

Fiche 50-3?0,a3/ll/01. 8403070243 


8403070092 Submits second supplemental response to NRC Itr re 
violations noted in IE Insp Repts 30-390/82-20 b 
50-391/82-80 Corrective actions fire protection actions 
will be complete by 840131 

KAMHER.DS Tennessee Valley Authority 83/11/2? □'REILLY. J P 
Region 2. Office of Director Ip. 22341 219 24X 

Fiche 5O-39O.S3/U/S9.04O3O7OO?2 


8403160201 Forwards IE Insp Repts 30-390/84-04 h 30-391/84-04 on 
840123-23 No violations or deviations identified 

VERRELLI.D M DiviiioTi of Project b Resident Programs 84/02/14, 
FARRIS. H 0 Tenneisee Valley Authority 2pp 22633 342 24X 

Fiche 50-390.84/02/14.0403160201 


— 8403160202 IE Insp Repts 50-390/84-04 b 50-391/04-04 on 840123-23 No 
violations or deviations identified Major areas inspected- 
preoperat lonal radiological affluent b environ monitoring 
programt. program mgt b administrative controls 

CUNNINGHAM. A L Region 2. Office of Director HONTOOMERY. D H 
Division of Engineering b Operational Programs 84/02/10 Spp 
22655 344 24X Fiche 30-390,84/02/14,8403160201 


8403160214 Forwards IE Insp Repts 50-390/83-36 b 50-391/83-44 on 
831225-840120 No Violations or deviations identified 
VERRELLI.D M Division of Project b Resident Programs 84/02/17 
PARRIS. H 0 Tennassee Valley Authority 2pp 22661 067. 24X 

Fiche 50-390.84/02/17.8403160214 


— 8403160222 IE Insp Repts 50-390/83-56 b 50-391/03-44 on 831225-840120 
No violation or deviations 1 den t i fled, Na jor areas inspected, 
action on previous enforcement matters b Imp 1 terns, f o 1 1 owup 
on licensee Identified items b verification of as-bullte. 

SHyMLOCR. N 8 , 8 MAN. U 8 ,. HOLLAND. U E Region 2, Office of 
Director 84/02/16 9pp 22661 069 24X Fic he* 30-390* 84/02/1 7. 

0403160214 


0403160237 Forwards IE Insp Rept 30-390/84-0? on 840130-0203 Nd 
violations or deviations noted 

VERRELLI.D >1 Division of Project b Resident Programs 84/02/27 
PARRIS, H 0 Tennessee Valley Authority 2pp 22660 3iS 24X 
Fiche- 50-390, 84/02/27. S403160237 


-B4O3I6O240 IE Insp Rept 50-390/84-09 on 840130-0203 No violations or 
deviations noted Major areas inspected const Status b 
as-built configuration for radioactive resin transfer sys b 
preoperat Iona I testing of rad waste sys. 

HDGEV.C M Region 2. Office of Director BARR.K P Division of 

Engineering b OperatlonBi Programs 64/02/23 Bpp 22660.317 

24X Fiche 50-390.04/02/27,8403160237 


B40il?0072 IE Info Notice 84-13. "'Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Sve list 
enc 1 , 

JORDAN. E L. Division of Emergency Prsparedneis b Engineering 
Response IPost 830103) 84/02/28 Consolidated Edison Co of Nsui 

York. Inc llSpp 2290? 239 24X Fiche 50-000,04/02/20,8401190072 


8403290201 Forward! IE Insp Repts 50-390/84-06 b 50-391/04-06 on 
840130-0203 No violations or deviations Identified 
VERRELLI.D M Division of Project b Resident Programs 84/03/01. 
PARRIS, H O Tennessee Valley Authority 2pp 22803.294 24X 

Fiche 50-390.84/03/01.8403290201 
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— 8403390209 IE Insp Rspts 30-390/34-06 it 30-391/04-06 on 840130-0203 No 
violations or deviations noted Major areas Inspected 
preoperatlonal test progranr test program implementation & 
licensee action on previous enforcement matters 
THOMAS, M Region 2. Office of Director JAPE, F Division of 
Engineering fa Operational Programs 84/02/27 Spp 3S803 296 
24X Fiche 30-390,34/03/01,8403290201 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT fa MRC " Svc list enc 1 

ORACE, J N Division of QA, Safeguards fa Inspection Programs (Post 
830i03> 84/03/02 Consolidated Edison Co of New York, Inc 

130pp. 22332329 3«XFlcho 50-000,84/03/02,3402090007 


8402090003 IE Info Notice 04-16, "Failure of Automatic SprlnlrleT Sys 
tfalvai to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 330103) 34/03/02 Consolidated Edison Co of Neto 

Yorkr Inc 122pp 22353 098 24X Fiche 30-000,84/03/02,8402090008 


B402090009 IE Info Notice 34-13, "Reporting of Radiological Releases " 
Bv4 list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu, 

York, Inc ll9pp. 22553 217, 24X Fiche 50-000, 84/03/02, S4'03090009 


B4a209'001t IE Info Notice 84-17, “Problema M/Lli{Uid Nitrogen Coaling 
Coipponants Selow Nil Ductility Temp " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 330103) 84/03/05 Consolidated Edison Co of Neu 

York, Inc n7pp 22333 336 24X Fiche 30-000,84/03/05, 8402090011 


B40316D3S0 Ac k receipt of 840222 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-390/04-01 
fa 30-391/84-01 

VERRELLtiD M Ulvlsion of Project fa Resident Programs. B4/03/05 
PARRIS, H 0. Tennessee Valley Authority, Ip 22660 166 24X 

Fiche 50-390,84/03/05,8403160350 


— B403160364 Responds to NRC 840123 Itr re violations noted In IE Insp 
Repts 50-390/84-01 fa 30-391/84-01 Corrective actions 
daflclendas documented in Nonconformance Rapt 5307 uhich 
require rework per design drawings fa vendor catalogs 
MILt.8>L N Tennessee Valley Authority 84/02/22 O 'RE ILLY, J P 
Rsglon 2, Office of Director, 3pp 22660 167 24X 

Fiche 30-390,84/03/05,8403160330 


— 8403160374 Forwards IE Insp Repts H0-390/B4-01 fa 50-391 /84-Oi on 
B40 103-06 fa notice of violation 

VERRELLItD M Division of Project fa Resident Programs 84/01/23 
PARRIS, H G Tennessee Valley Authority 2pp 22660 169 24X 

Fiche 60-390,84/03/03,8403160350 


— 8403160378 Notice of Violation from insp on 840103-06 

s Region 2, Office of Director 84/01/19 Ip 22660 171 24X 

Fiche 30-390,84/03/03.8403160330 


— B4031603B3 IE Insp Repts 50-390/84-01 fa 50-391/04-01 an 840103-06 
Violation noted failure to fellouj procedures for hanger 
insp. 

LIUrU C Region 2, Office of Director QUAKE, J J Divtslan of 
Engineering fa Dperatlonal Programs 04/01/19 5pp 22660 172 
24X Fiche 30-390,04/03/03,0403160330 


0403290042 Forwards IE insp Rept 30-390/84-10 on 040206-10 No 
violations or deviations noted 

VERRELLIiD M Division of Project fa Resident Programs 84/03/06 
PARRtSrKG Tennessee Valley Authority 2pp 22806 252. 24X 

Fiche. 50-390, 84/03/06, 0403290042 


— 84032900 50 IE Insp Rept 30-390/84-10 on 840206-10 No violations or 
deviations noted. Major areas inspected review of lab QC 
program, revl lu of procedures fa Ins true t Ions, fac 1 1 1 ties, 
equipment fa capability tests. 

TRDlfPtO L Region 2, Off Ice of Director MQNTaaHERY,D Division 
of Engineering fa Operational Programs 84/02/27 llpp 
23B06;2S4 24X Fiche 30-390,84/03/06,8403290042 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fira Protection Safe Shutdown Sys " 8vc list end 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Responee (Post 830103) 84/03/07. Consolidated Edleon Co. of New 

York, Inc liapp 22635,049 24X Fiche. 30-000, 84/03/07, 840209Q024 


8402090026 IE Info Notice 84-18, “Stress Corrosion Cracking In PHR 
Sys. " Svc lilt end 

JORDAN, E U Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 84/03/07 Consolidated Edleon Co of New 

York, Inc U8pp 22384 • I B6 24X Fiche 30-000,84/03/07,8402090028 


B402090031 IE Dulletln 84-02, "Failures of OE Type UFA Relays In Vse 
Class IE Safety Sys " Svc list end 

DEVOUNO, R C Directar's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison* Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,8402090031 


B403I6000B Forwards IE Imp Rept 50-390/04-17 on 040221-23 No 
violations or deviations Identified 

VERflELLI,D M Division of Project fa Resident Programs 84/03/13 
PAHRIB, H G Tonoessee Valley Authority Spp 22655 171 24X 

Fiche 50-390,04/03/13,0403160003 


— 8403160016 IE Insp Rept 50-390/34-17 on 040221-23 No violations 
noted Major areas inspected implementation status of 
security plan commitments Details withheld (ref 10CFR2 790 
fa 73 21 ) 

raOlM.N Raglan 2. Office of Director MCGUIRE. D R Division of 
Emergency Preparedness fa Materials Safety 04/03/12 tp 
22653 173 24X Fiche 30-390,34/03/13,0403160008 


8403160271 Forwards IE Insp Rpets 30-390/84-03 fa 50-391/84-03 on 
840117-20 fa 24-27 Mo violations or deviations Identified 
VERRELLI,D M Division of Project fa Resident Prngrems 84/03/15 
PARRIS, H 0 Tennessee Valley Authority 2pp 22660 351. 24X 

Fiche 50-390,04/03/15,8403160271 


— 9403160279 IE Insp Repts 50-390/84-03 fa 50-391/04-03 on 040117-20 fa 
24-27 No violations or deviations identified Major areas 
inspected Independent insp effort fa followup an licensee 
identified 1 1 enis, unr e s a 1 vs d Items & IE bulletins 

COLEY, J L Region 2, Office of Director BLAKE, J J Division of 
Engineering fa Operational Programs 64/02/13 Bpp 22660 353 
24X Fieho 30-390,04/03/15,840316027! 


B402O90O43 IE Info Notice 84-19, "Two Events Involving Unauthorlied 
Entries Into PHR Reactor Cavities " Svc list end. 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 630103) 84/03/21 Cansolidated Edison Co of Neu 

York, Inc I23pp 22823 229 24X Fiche 50-000,64/03/21.0402090043 


8402090044 IE Info Notice 04-20. "Svc Life of Relays In 6afe ty-Re lated 
Sys " Svc 1 ist end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post B30103I 84/03/21 Consolidated Edison Co of New 

York. Inc 133pp 22933 001 24X Fiche 30-000,84/03/21.8402090044 


R Periodic operating reports fa related correspondence 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offeite emergency 
p landing 1 ssues 

DIRCKS, W J Office of the Executive Director for Operations 
04/02/21 PALLADINO Commissioners 9pp 22492 003 24X 

Fiche 50-000,84/02/21,0403020443 


S Repcir tab le occurrences, LERs fa related correspondence 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, 01 mpel NPS-4 TfaT valve, to close Enel Itr dtd 840203 
sent to listed utils GE notified of affected units in DHR 
p lants. 

THEROUX, Rfi Terry Corp 84/02/22 HOaDRUFF.fi W Director’s 

Office, Office of inspection and Enforcement 6pp 22706.327 24X 

Fiche 50-000,84/02/22.8403210032 


8403010339 Second interim deficiency rept re environ qual i f 1 cation 
of aiechanclal equipment Initially reported on 031109 
Condiitlan not repoTtable per 10CFR30 83 (b) Next rept to bo 
submitted by 040330 

MILLS. L M Tennessea Valley Authority 84/02/23 Q'REILLY.JP 
Region 2, Office of Director 3pp 22432 321 24X 

Fiche 50-390,04/02/23.0403010339 


8403090050 Final deficiency rept re live loads not considered In 
concrete partition wall design Initially reported on B31213 
Program established to determine walls requiring structural 
restraints Typical support drawings revised 

MILLS, L M Tennessee Valley Authority 04/08/20. 0'REILLY,J P 
Region Si Office of Director 3pp 22375 360 24X 

Fiche. 50-390, 84/02/29, 0403090030 


0403090206 First Interim deficiency rept re Improper design loads for 
base plates fa anchor bolts Initially reported on 840131 Two 
supports under evaluation using flexible plate analysis Next 
rept ui 11 he submitted b y 040416 

MILLB.L M Tennessee Valley Authority 04/02/28 O'HEILLV.JP 
Region 2, Office of Director 2pp 22374 326 24X 

Fiche 50-390.04/02/23,0403090206 
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Q403070174 Second Interim deficiency rept re alteration of fire doors t 
frames w/o engineering design approval Initially reported on 
841114 Altered fire-rated doors replaced or repaired Neit 
rept espected by B40413 

MIULSil. h Tennessee Valley Authority 84/02/8'? O'REILLY. J P 
Region S. Office of Director Spp 22538 349 S4)( 

Fiehe 50-390,84/02/29.0403070174 


B4030703S6 Final deficiency repb re Parsons-Peebles emergency diesel 
generator 20-B rear tearing problem Initially reported on 
830627 Generator repaired to be used as spare Also reported 
per Part 21 

MILLS. L t1 Tennessee Valley Authority 04/02/29 O'REILLY. J P 
Region 2. Office of Director 4pp 22S46 224 24x 

Flche 50-390.84/02/29.8403070266 


8403150127 Final deficiency rept re temp of Class IE medium voltage 
cables in cable trays Initially reported on 840118 
Conditions not reportable per tOCFRSO SSie) 

MIULS.LH Tennessee Valley Authority 84/03/05 O'REILLY, JP 
Region 2, Office of Director Spp 22640 315 24X 

Fiehe 50-390,84/03/05,8403150127 


6403190054 Final deficiency rept re loading on diesel generator for 
LOCA 1, blackout causing unacceptable fre<iuency transient 
Initially reported on 831107. Hods made to all four diesel 
generator load sequences Increasing sequence time 
MILLS. L H Tennessee Valley Authority 84/03/08 O'REILLY, J P 
Region 2, Office of Director 3pp 22666 125 24X 

Fiehe 30-390.84/03/08,8403190054 


8403190099 Suppls info to 83101? final deficiency rept re supports not 
designed or modified as required by engineering change 
notice Initially reported on 830116 Design 6 subsequent 
const uill be completed by 840517 

MILLS.LM Tennessee Valley Authority 84/03/00 O'REILLY, JP 
Region 2, Office of Director. ip 22669 304 24X 

Fiehe 50-390,84/03/08,0403190099 


8403190358 First Interim deficiency rept re Installed supports not in 
agreement u/Uestlnghouse requirements Initially reported on 
840210 Pressurlier surge line support designs updated 
Investigation In progress Neit rept by 840420 

MILLS.L K Tennessee Valley Authority 04/03/08 O'REILLY.J P 
Region 2, Office of Director 2pp 22673 310 24X 

Fiehe 50-390,84/03/08.8403190358 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A Ap p 1 1 ca 1 1 on/t ons tr uc 1 1 on stage documents 6 correspondence 


8403060334 Notification of 040315-16 meetings u/utll in Suieetuator.TN 
to conduct confirmatory site visit per Section 13 6 of BRP 
(NUREO-OBOO) 

KENYON, T J Licensing Branch 4 84/02/28 A DENS AM, E 0 Licensing 

Branch 4 Spp 22552 317 24X Fiehe 50-390. 84/02/20, B403060S34 


8403160247 Informs of 840327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical QA program, per 
840302 telcon 

LEHI0.R C Region 2, Office of Director 84/03/08 PARRIS, H 0 
Tennessee Valley Authority Ip 22660 361 24X 

Fiehe 50-000,84/03/08.8403160247 


8403160373 Notifies of use of A8h£ Nuclear Components Code Case N3S-4 
for hydrostatic testing of Class 3 embedded piping NRC 
position re use of Code Case N32-4 requested 

MILLS.L M Tennessee Valley Authority 84/03/12 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 22660 014 24X 

Flche 50-000.84/03/12.8403160373 


8403200225 Advises that similarity of Unit 162 175-ton polar crane 
verified by noting that cranes purchased under same contract 
ui/same vendor, using identical procurement specs, per NUREO- 
0612 t, 840223 telcon 

MILLS.L M Tennessee Valley Authority 84/03/14 ADEN8AM, E 
Licensing Branch 4 2pp 22699 361 24X Ficht S0-3?0> 84/03/ 14, 

8403200225 


8403260212 Foruards revised Info re monorail paths, updat Ing util 840206 
Itr responding to Oetteric Ltr 81-07 concerning NUREO-0612, 

"Control of Heavy Loads at Nuclear Pouer Plants " Field 
investigation uill be provided 1 month prior to fuel load 
MILLS, L M Tennessee Val ley Authority 84/03/20 ADEN8AM. E 
Licensing Branch 4 2pp 22756 164 24X Flche 50-390,84/03/20. 

8403260212 


B40326021B Foruards shift eiperlence info, In response to Util Oroup on 
Operating Shift Experience request 

MILLS.L M Tennessee Valley Authority 84/03/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 22756 091 
24X Flche 50-390,84/03/20,8403260218 


6403210086 Final deficiency rept re fire damper fusible links Initially 
reported on 040214 All existing fusible links uill be 
replaced u/higher temp fusible links that can uithstand 
temps occurrlns during high tnergy line break 

MILLS, L M Tennessee Valley Authority 84/03/13 O'REILLY, J P 
Region 2, Office of Director 2pp 22705 087 24X 

Fiehe 50-390,84/03/13,8403210036 


8403210037 Final deficlenty rept re operating conditions used in piping 
analysis Initially reported on 820518 Pipe stresses for test 
runs Uithin ASHE Code allouables Flange t, noz z les L supports 
qualified Documentation uill be completed by 660131 
MILLS.L M Tennessee Valley Authority 84/03/15 O'REILLY. U P 
Region 2. Office of Director 6pp 22707 005 24X 

Flche' 50-390,84/03/15,8403210037 


E NRC kiafety Evaluation Report iSER). suppls t< correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App 8 
document entirely withheld (ref FOIA Exemption 31 Review of 
add 1 documents sub j to request continuing 

FELTON. J M Division of Rules and Records 84/02/13 ANDERSON, 8 1 
Oarvey. Schubert. Adams 6 Barer 7pp 22563 226 24X 

Fiehe 50-000.04/02/13,8403080179 


—8005130793 Provides status of 6ER Inputs t< acceptance reviews for OL t< 
CP applications Schedule should be mat 

BURKE, W C Effluent Treatment Systems Branch 80/02/06 
KREOER, W E Assistant Director for Site Analysis ip 22583 239 
24X Fiehe 50-000,04/02/13,8403080179 


8403210066 First interim deficiency rept re Target Rock solenoid valves 
on post-accident sampling facility not meeting backpressure 
requirements Initially reported on 040215 Engineering change 
notices being issued Nezt rept by 840423 

MILLS.L M Tennessee Valley Authority 84/03/15 O'REILLY.J P 
Region 2, Office of Director 2pp 22704 355 24X 

Flche, 50-390,04/03/15,8403210066 


8403120179 Forwards info supporting util 
of addl Insp criteria provides no addl 
per SER (NURE0-0a47> 

MILLS.L H Tennessee Valley Authority 
Licensing Branch 4 3pp 22590 205 
0403120179 


position that implementation 
Increase in safety, 

84/03/07 ADEN8AM, E 
24X Fiehe 50-390,64/03/07, 


8403300109 First Interim deficiency rept re new defects in Barton 
pressure transmitters supplied by Westlnghouse Initially 
reported on 840223 Usitinghouse will define corrective 
action by 840331 Also reportable under Part 21, 

MILLS.L M Tennessee Valley Authority 84/03/22 O'REILLY.J P 
Region 2, Office of Director 2pp 22821 223 24x 

Flche 50-390,84/03/22,0403300109 


V Operator Examinations 


3403260218 Forwards shift experience info, in response to Util Group on 
Operating Shift Experience request 

MILLS.L M Tennessee Valley Authority 84/03/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director app 22756 091 
S4X Flche 50-390,04/03/20,8403260218 


8403300038 Forwards responses to NRC 840214-16 audit findings re util 
aqulpment qualification program, per NUREO-oa47 (8eR> H/84 
oversize drawings Aperture cards are available in PDR 
MILLS.L M Tennessee Valley Authority. 84/03/20 ADEN9AM, E, 
Licensing Branch 4 l3Bpp 22824 146 24X Flche 50-390,84/03/20, 

8403300038 


6403270218 Forwards addl info re qualification of diesel generator 
auxiliary sys piping (SER Open Item 131, in response to NRC 
840112 request Diesel engine auxiliary sys acesptab le, based 
on GDC 1 requirements 

MILLS.L M Tennessee Valley Authority 84/03/21 ADENBAM, E 
Licensing Branch 4 6pp 22770 259 24X Fiehe 50-390,84/03/21. 

6403270218 
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F securitVi meiJicali emergency t fire protection plans 


B^OSOTOO^S Submits second supplemental response to NRC Itr re 
violations noted in IE Insp Repts 50—390/62-20 It 
00-391/02-20 Corrective actions fire protection actions 
lolll be complete by 040131 

RAMMER. D B Tennessee Valley Authority 03/11/29 O'REILLY. JF 
ReClon 2. Office of Director Ip 22541 219 24X 

Fiche 50-370,03/11/29,0403070092 


8402090300 Forwards Rev 2 to Procedure lP-10, "Medical Emergency 
Procedure" 1. Rev 3 to radiological emergency plan 
MIULB.L M Tennessee Valley Authority 64/02/06 ADENSAM, E 
Licensing Branch 4 2pp 22161 136 24X Fiche 50—390. 04/02/06. 

8402090300 


— 8402090304 Rev 2 to Procedure IP-10. "Medical Emergency Procedure " 
MILLER, W A Tennessee Valley Authority 83/11/08 4pp 
22161 130 24X Fiche 50-390,84/02/06,0402090300 


B403060235 Rev 5 to Procedure IP-9, "Muscle Shoals Emergoney Ctr 
Implementing Procedures Document " W/B40213 Itr 

MAXWELL. R Tennesfee Valley Authority 84/02/13 63pp, 22S1B 023 

24X Fiche 50-000. 04/02/13, B403O60235 


8403020334 Forwards response to informal questions re calculation of 
vertical temp gradients, per Radiological Emergency Planning 
Branch request Backup procedures will be limited to times 
when radiological emergency program procedures activated. 
mills, L H Tennessee Valley Authority 64/02/27 ADENBAM. E 
Licensing Drench 4 4pp. 22439 20B 24X Fiche 50-390,84/02/27, 

8403020334 


B403020236 Forwards Rev 4 to physical security plan Rev withheld 
fref 10CFR73 21) 

MILLS, L M Tennessee Valley Authority 04/02/20 DENTON, H R 
Office of Nuclear Reactor Regulation! Director Ip 22440 041 24X 

Fiche- 50-390, 84/02/28,8403020236 


8403060147 Forwards revised effective pages to Knoxville Einirgorcy Ctr, 
Central Emergency Control Ctr, Dlv of Nuclear Power Emergency 
Ctr t< Muscle Shoals Emergency Control Ctr emergency plan 
Implementing procedures M/o Muscle Shoals pages 

MILLS, L M Tennessee Valley Authority 04/02/88 Q'RErLLYiJ F 
Region 2, office of Director Ip 22516 165 24X 

Fiche 50-000,84/02/20,0403060147 


— 8403060163 Revised list of effective pages to KnoiVllle Emergency Ctr 
emergency plan implementing procedures 

e Tennessee Valley Authority 84/02/06 Bpp 22516 166 24X 

Fiche 50-000,04/02/20,0403060147 


—8403060109 Revised list of effective pages to Central Emergency 
control Ctr emergency plan Implementing procedures 
a Tennessee Valley Authority 04/02/06 0pp 22516 174 24X 

Fiche 50-000, 04/02/28, 04030601 47 


— 8403060206 Reviled list of effective pages to Dlv of Nuclear Power 
Emergency Ctr emergency plan Implementing procedures 
e Tennessee Valley Authority 04/02/06 4pp 22516. 102 24X 

Fiche' 50-000, 84/02/20, 8403060147 


840316020? Act receipt of 831230 Itr re emergency escrclsa scheduled 
for June 1904 Scenario will be reviewed 6 any addl comments 
on details of exercise will he made by telephone to B Mart* 
VERRELLI.D M Divlflon of Project h Reeldent Program* 84/03/02 
PARRIB, H 0 Tennessee Valley Authority Ip 22655:232 24X 

Fiche: 50-390, 84/03/02, 8403160209 


8403160345 Extends Invitation to attend region 840316 workshop at 
regional ofc to discuss 10CFR50>App R requirements 6 recant 
results of insp to help resolve misunderstandings associated 
w/r« 4 ul rcments 

LEWIS, R C Division of Project *< Resident Programs 84/03/02 
PARRIB.H 0 Tennessee Valley Authority 2pp 82660 003 24X 

Fiche. 50-000. 04/03/02,0403160345 


8403270145 Rev S to radiological emergency plan updating agraement Itr 
w/DOC, correcting filing error for agreement Itr w/Rhea 
County Ambulance Svc M/B40381 Itr. 

MILLS, L M Tennessee Valley Authority 84/03/21 ADENBAM, E, 
Licensing Branch 4. llpp 82769 122 24X Flehs' 50-390, 84/03/21, 

0403270145 


J Ineurance 6 indamnlty information 


8403060277 Forwards Endorsement 25 to NEUIA Policy NF-256 

DUCK>>I R Marsh fc McLennan, Inc 84/02/20 SALT Z MAN , J Assistant 
Director for State 8. Licensee Relations 2pp 22517 045 24X 

Fiche 30-390.84/02/28,0403060277 


O Inspection reports, IE Dulletlns 6 correspondence 


8403070230 Suppls response to NRC 820707 Itr re violation* noted in 
IE Insp Ropti 50-390/82-18 S, 50-391/02-15 Corrective 
actions operational QA evaluator resources increased by SOX 
MILLS, L M Tennessee Valley Authority 83/09/09 O'REILLY, J P 
Region 2, Office of Director 4pp 22541 304 24X 

Fiche 50-390,03/09/09,8403070230 


8403070235 Suppls response to NRC 020027 Itr re deviations noted In IF 
Insp Repts 30-390/82-29 6 50-391/02-26 Corrective action* 
piping drawings of reactor t, auxiliary bldgs completed 
030901 

MILLS.L M Tennessee Valley Authority 83/10/19 O'REILLY.U P 
Region 2, Office of Director Ip 22341 309 24X 

Fiche 50-390,83/10/19.8403070235 


8403070245 Suppls response to NRC 821109 Itr re violation* noted in 
IE Insp Repts 50-390/B2-05 t, 50-391/02-03 Corrective 
actions will be completed by 031212 for Unit 1 k 340109 for 
Unit 2 

MILLS.L M Tennessee Valley Authority 03/11/01 O'REILLY. J F 

Region 2, Office of Director Ip 22547 295 24X 

Fiche 50-390,03/11/01,8403070245 


8403070092 Submits second supplemental response to NRC Ur re 
violations noted in IE Insp Repts 50-390/82-20 b 
30-391/82-20 Corrective actions fire protection actions 
will he complete by 840131 

HAMMER, D S Tennessee Valley Authority 83/11/29 O'REILLY, J P 
Region 2, Office of Director Ip 22541 219 24X 

Fiche 50-390,03/11/29,8403070092 


8403160201 Forwards IE Insp Repts 50-390/84-04 6 50-391/04-04 on 
840123-25 No violations or deviations identified 

VERRELLI.D M Division of Project li Resident Programs 04/02/14 
PARRIS, H O Tennessee Valley Authority 2pp 22655 342 24X 

Fiche 50-390,04/02/14,3403160201 


— 0403160202 IE Insp Repts 50-390/04-04 ti 50-391/04-04 on 04 0123-25 No 
violations or deviations Identified Major areas inspected 
preep cvatlanal radiological effluent b environ monitoring 
p rogra/ns , program mgt 6 adm inistrative controls 

CUNNINSHAMrA L Region 2, Office of Director MONTGOMERY, D M 
Division af Engineering t. Operational Programs 84/02/10 Spp 
22653 344 24X Fiche 50-390,84/02/14,0403160201 


8403160214 Forward* IE Insp Repts 50-390/03-36 6 50-391/03-44 on 
B31223-B40120 No Violations or deviations identified 
VERRELL1,» M Division of Project fc Resident Program* 84/02/17 
PARRIS, H 0 Tennessee Valley Authority 2pp 22661 067 24X 

Fiche 50-390,04/02/17,8403160214 


— 8403160222 IE Insp Repts 50-390/03-36 fc 50-391/83-44 on 031225-040120 
Ho violation or deviations Identified Major area* inspected 
action on previous enforcement matteru fc insp i terns, fo lloiuup 
on licensee identified item* fc verification of ai-builts 
SHYMLOCK. W B . SWAN, W Q , HOLLAND, W E Region 2. Office of 
Director 04/02/16 9pp 22661 069 24X Fiche 30-390.84/02/17. 

8403160214 


8401190072 IE Info Notice 84-13, “Potential Deficiency in Motor 
Operated Valve Control Circuit* fc Annunciation " Svc list 
oncl 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response iPost 8301031 94/02/20 Consolidated Edison Co of New 

York. Inc 1 ISpf 22909 239 24 X Flc he 50-000, 04/02/28. 0401 190072 


0403290201 Forwards IE Insp Repts 50-390/84-06 fc 50-391/04-06 on 
840130-0203 No vialatians or deviations identified 
VERRELLI.D M Division of Project fc Resident Programs 04/03/01 
PARRIB.H 0 Tennessee Valley Authority 8pp 22803 294 24X 

Fiche 50-390,04/03/01,8403290201 


— B403B90209 IE Insp Repte 50-390/84-06 fc 30-391/04-06 on 840130-0203 No 
violations or deviation* noted Major areas inspected 
preoporatlonal test program, test program implementation & 
licensee action on previous enforcement matter* 

THOMAS, M Region 2, Office of Director JAPE.F Division of 
Engineering fc Operational Program* 04/02/27 Spp S2B03 296 
24X Fiche 50-390,04/03/01,8403290201 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

OBACE, J N Division of OA, Safeguards fc Inspection Programs iPost 
830103) 94/03/02 Consolidated Edison Co of New York, Inc 

130pp 22552 329. 24 X Fiche 50-000,84/03/02,0402090007 


0402090009 IE Info Notice 04-16. "Failure of Automatic Sprinkler Sy* 
Valves to Operate " Bvc list end 

JORDAN, E L Division of Emergency Preparedness fc EnglnefTlng 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc I22pp 22353 098 24X Fiche 50-000,04/03/02,04020900(58 
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0402090009 IE Info Notice 84*“15i **R&porting of Rediologicel Releasee “ 
SVC list end 

JORDAN) E L Division of Emergoncg Preparedness b Engineering 
Response (Post B301O3} 84/03/02 Consolidated Edison Co of Neiu 

Vorii Inc 119pp 22953 217 24X Fiche 30-000.84/03/02.0402090009 


B402090011 IE Info Notice 84-17. "Problems W/Llqoid Nitrogen Cooling 
Components Belotu Nil Ductility Temp ” Svc list end 
JORDAN) E L Division of Emergency Preparedness b Engineering 
Response IPost B301O3) 84/03/05 Consolidated Edison Co of Neui 

York. Inc 117pp 22953 336 24X Fiche 90-000.04/03/09.0402090011 


8403160330 Ack receipt of 840222 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-390/84-01 
t< 30-391/04-01 

VERRELLI.D M Division of Project t> Resident Programs 04/03/09 
PARRIS. H 0 Tennessee Valley Authority ip 22660 166 24X 

Fiche, 90-390. 64/03/03. B403160390 


— 8403160364 Responds to NRC 640123 Itr re violations noted In IE Insp 
Rapts 30-390/84-01 1. 30-391/84-01 Corrective actions 
deficiencies docu)nented In Nonconformance Rept 3307 uhlch 
require rcuort per design drawings b vendor catalogs 
mULB. L M Tennessee Valley Authority 84/02/22 0'REIl.l.Y. J P 
Region 2. Office of Director 3pp. 22660 167 24X 

Fiche 30-390.84/03/03.8403160330 


— 8403160374 Forwards IE Insp Repts 50-390/84-01 b 90-391/84-01 on 
840103-06 b notice of violation 

VERRELLli D II Division of Project b Resident Programs 84/01/23 
PARRIS. H 0 Tennessee Valley Authority 2pp 22660 169 24X 

Fiche 30-390.84/03/05,8403160390 


— B40316037B Notice of violation from Insp on 040103-06 

e Region 2, office of Director 04/01/19 Ip 22660 171 24X 

Fiche 30-390.84/03/05.8403160350 


— 0403160383 IE Insp Repts 30-390/84-01 b 90-391/84-01 on 840103-06 
Violation noted failure to follow procedures for hanger 
insp 

LtU.bl C Region 2, Office of Director BLAKE. J j Division of 
Engineering b Operational Programs 04/01/19 5pp 22660 172 
a4X Fiche 90-390.84/03/05.0403160350 


8402090024 IE Info Notice B4-09»Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 930103) 84/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22633 049 24X Fiche 90-000, 04/03/07. 0402090024 


B4Q2O90O28 IE Info Notice 84-10) "Stress Corrosion Cracking In PUR 
Bys " Svc list end 

JORDAN) E L Division of E)nergcncy Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Hew 

York. Inc tl8pp 22984 106 24X Fiche 90-000. 84/03/07i B40209002B 


8402090031 IE Bulletin 04-02. "Failures of OE Type HFA Relays In Use In 
Class IE Safety Sys " Svc list end 

DEYOUNO, R C Director's Office. Office of Inspection and 
Enforcement 04/03/12 ConsO'l Idated Edison Co of New York, Inc 

I34pp 22023,094 24X Fiche 30-000.04/03/12.8402090031 


8403160271 Forwards IE Insp Rpets 50-390/84-03 b 90-391/84-03 an 
840117-20 b 24-27 No violations or deviations Identified 
VERRELLI.D H Division of Project b Resident Programs 84/03/19 
PARRIS. K 0 Tennessee Valley Authority 2pp 22660 391 24X 

Fiche 30-390.84/03/13,8403160271 


— 0403160279 IE Insp Repts 50-390/04-03 b 90-391/84-03 on 840117-20 b 
24-27 No violations or deviations Identified Major areas 
inspected independent Insp effort b followup on licenses 
Identified Items, unresolved items b IE bulletins 

COLEY. J L Region 2, Office of Director BLAKE. J J Division of 
Engineering b Operational Programs 84/02/13 Bpp 22660’393 
24X Fiche 90-390,84/03/19,8403160271 


B402090043 IE Info Notice 84-19, "-Two Events Involving Unauthoriiid 
Entries into PUR Reactor Cavities '' Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Responie (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fiche. 30-000,84/03/21, 0402090043 


8402090044 IE Info Notice 84-20. "Svc Life of Relays in Safety-Related 
Sys •’ Bvc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 139pp, 22933 001 24X Fiche 90-000, 84/03/21, B402090044 


8 Reportable occurrences, LERs b related correspondence 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines. Olmpel NPS-4 TbT valve, to dose End Itr dtd B40203 
Sent to listed utils CE notified of affected units in BUR 
plants 

THEROUX. R R Terry Corp B4/02/22 WOODRUFF. R U Director's 
Office. Office of Inspection and Enforcement 6pp 22706 327. 24X 

Fiche 50-000.84/02/22,8403210032 


B403010339 Second interim deficiency rept re environ qualification 
of mechanctal equipment Initially reported on 831109 
Condition not reportable per iOCFRSO 39(c) Next rept to be 
submitted by 040330. 

MILLS. L M Tennessee Valley Authority 84/02/23 O'REILLY, J P 
Region 2. Office of Director 3pp 22432 321 24X 

Fiche 30-390.04/02/23,8403010339 


8403090090 Final deficiency rept re live loads not considered In 
concrete partition well design Initially reported on 031213 
Program established to determine walls requiring structural 
restraints Typical support drawings revised. 

MILLS. L M Tenneiiee Valley Authority 04/02/28 O'REILLY. J.P 
Region 2. Office of Director 3pp S2973 360 24X 

Fiche 50-390.04/02/28,8403090030 


8403090206 First Interim deficiency rept re improper design loads for 
base plates b anchor bolts Initially reported on 840131 Two 
supports under evaluation using flexible plate analysis. Next 
rept will be submitted by 840416 

MILLS. L M Tennessee Valley Authority 04/02/28 O'REILLY. J P 
Region 2, Office of Director 2pp 22374 326 24X 

Fiche 90-390,84/02/28.8403090206 


8403070174 Second Interim deficiency rept re alteration of fire doori b 
framei w/o engineering dcelgn approval Initially raportad on 
841114 Altered fire-rated doors replaced or repaired Next 
rept expected by 840413 

MILLS, L M Tennettee Valley Authority 04/02/29 O'REILLY. J P 
Region 2. Office of Director 2pp 22930 349 24X 

Fiche 30-390. 04 /02/29, 8403070 1 74 


8403070286 Pinal deficiency rept re Parsons-Peeb 1 es emergency dleiel 
generator 2D-B rear bearing problem Initially reported on 
830627 Oenorator repaired to be used as spare Also reported 
par Part 21 

MILLS. L H Tennettee Valley Authority 04/02/29 O'REILLY. J P 
Region 2, Office of Director 4pp 22946.224 24X 

Flcha 30-390.04/02/29,8403070206 


6403190127 Final deficiency rept re temp of Class IE medium voltage 
cablet In cable trays Initially reported on 840110 
Conditions not reportable per 10CFR90 99<t) 

MILLS.L M Tennessee Valley Authority 04/03/09. O'REILLY. J P 
Region 2. Office of Director 2pp 22640 319 24X 

Fiche 30-390,84/03/09.8403190127 


8403190094 Pinal deficiency rept re loading on diesel generator for 
LQCA b blackout causing unacceptable frequency transient. 

Initially reported on 831107, Mods made to all four diesel 

generator load sequences increasing sequence time 

MILLS. L M Tennessee Valley Authority 84/03/08 O'REILLY, J P 

Region 2, Office of Director 3pp 22666 123 34X 

Fiche 30-390,84/03/08,8403190094 


B40319O398 First interim deficiency rept re instelled supports not in 
egreement w/Uestlnghousc requirements Initially reported on 
840210 Prsssuriier surge line support designs updated 
Investigation in progress Next rept by 840420 

MILLS.L H Tennessee Valley Authority 84/03/08 O'REILLY. J P 
Region 2, Office of Director 2pp 22673 310, 24X 

Fiche 30-390,04/03/00,8403190398 


8403210006 Pinal deficiency rept re fire damper fusible link* Initially 
reported on 840214 AH existing fusible links will be 
replaced w/higber temp fusible links that can withstand 
temps occurring during high energy line break. 

MlLUe.L M Tennessee Valloy Authority. 04/03/13 O'REILLY, J P. 
Region 2, Office of Director. Bpp 22709 087 24X 

Fiche 30-390.04/03/13,0403210006 


8403210037 Final deficiency rept re operating conditions usod In piping 
analysis Initially reported on 020918, Pipy ftre*te* for te*t 
runs ulthln ASKE Code allowables Flange*, noitlo* b support* 
qualified Documentation will bo completed by 860131 
HILLBiLM Tennessee Valley Authority 84/03/13 O'REILLY, J P 
Region 2. Office of Director 6pp 22707 003. 24X 

Fiche. 30-390, 84/03/ 1 3, 6403210037 
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B403Z10066 Flrit intarlm deficiency rept re Target Rod eolenoid valves 
on post-accident sampling facility not meeting backpressure 
reiiuirements initially reported on B4021S Engineering change 
notices being issued Next rept by 840423 

MILLB.L M Tennessee Valley Authority S4/03/1U O'REILLy, J P 
Region Z> Office of Director 2pp 22704 393 24X 

Flehe 50-390i 84/03/ 19. 8403210066 


8403300109 First Interim deficiency rept re net./ defects in Berton 
pressure transmitters supplied by Uestinghouse Initially 
reported on 840223 Uestinghouse uill define corrective 
action by 840331 Also reportable under Part 21 

niLLBri- H Tennessee Valley Authority 84/03/22 O'REILUVtJ P 
Region 2. Office of Director 2pp 22821 223 24X 

Flehe. SO-390. 84/03/22, 8403300109 


V. Operator Eiamtnatlons 


B4032602i8 Foruards shift experience info. In response to Util Group on 
Operating Shift Experience reciuest 

MILL0. L H Tennessee Valley Authority 84/03/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 8pp 22796 091 
a4X Flehe. 00-390, 84/03/20, 8403260218 


B40306012B Application for amend to License NPF-12i revising Tech Spec 
requirement to rept neu, cracks of sve uater Intake 
structure 

DIXDNiO H South Carolina Electric 6 Gas Co* 84/02/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22918 302 
24X Fiche 90-399,04/02/29.0403060120 


--8403060130 Proposed Tech Sp e c, chang 1 ng monitoring program on stability 
of uest embankment ii effects on Intake structure 
« South Carolina Electric tc Gas Co 04/02/29 ip 22918 304 
24X Fiche 90-399,04/02/29,0403060128 


8403220101 Notification of 840313 meeting ui/utll in Qethesda.MD to 
discuss 840123 spent fuel pool rerack submittal 

HOPKINS, J B Licensing Branch 4 84/03/02 ADENBANiE 0. Licensing 

Branch 4 3pp 22723 299 24X Fiche 90-393,84/03/02.8403220101 


8403090271 Submits addl info re high density spent fuel storage racks, 
per 840217 request Combination of metis in support leg 
highly resistant to galling tc provide desirable matl 
properties for boric acid environs 

DIXON, 0 U South Carolina Electric t< Oas Co 04/03/06 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 3pp 22974 169 
24X Fiche 90-399,04/03/06.0403090271 


DOCKET 90-399 VIRGIL C SUMMER NUCLEAR STATION, UNIT I 


F. Sacurlty, medical, emergency t< fire protection plans 


8403130397 Rev 10 to Emergency Plan Procedure EPP-002, "Communication 
4i Notifications." M/B4030B 1 tr t< revised table of contents 
COUNTS, M , BRADHAM, 0 B , DIXON, 0 U. South Carolina Electric & Gas 
Co. 04/02/03 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 40pp 22616 009 Z4X Fiche 90-399,04/02/03,8403130397 


B403070089 Foruards IE Insp Rept 90-395/84-03 on 840110-13 No 
Violations or deviations noted. 

VERRELLl , 0. M. Division of Project ti Resident Programs, 64/02/07 
DIXON, 0 W South Carolina Electric h Oai Co 2pp 22941 210 Z4X 
Fiche 90-399,84/02/07.8403070089 


— 8403070088 IE Insp Rept 90-379/64-03 on 840110-13 No violations or 
deviations noted Mejor areas inspected operational safety 
verification, malnt S, surveillance ac t Ivit its, physical 
protection, Tech Spec compliance (< LER follouup 
rONATONIS, A. J Region 2, Office of Director CANTRELL, F B 
Division of Project ti Resident Programs 84/02/06 7pp 
22941 212 24X Fiche 90-399,84/02/07,8403070085 


8403270103 ForUards portion of combustible gas control Tech Spec 
surveillance requirement inadvertently omitted from util 
840I1B response to Generic Ltr 63-37, "NUREO-0737 Tech 
Specs " 

DIXON, □ U South Carolina Electric & Oas Co 84/03/32 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22771 123 
24X Fiche 50-399.84/03/22,8403270183 


-8403270108 Proposed change to Tech Spec 4 6 9 I re combustible gat 
control hydrogen monitors 

a South Carolina Electric (t Oas Co B4/03/22 ip 22771 129 
24X Fiche 90-395,84/03/22,8403270183 


8403270223 Application for amend to License NPF-13 requesting rev to 
Tech 6pee Table 3 S-2, "Motor Operated Valves Thermal 
Overload Protection ti/or Bypass Devices " 

DIXON, □ U South Carolina Electric tt Gas Co 84/03/23 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 2pp 22770 269 

24X Fiche 50-399,84/03/22,8403270223 


— 8403270229 Proposed Tech Spec rev to Table 3 8-2. "Motor Operated 
Valves Thermal Overload Protection ti/or Bypass Devices " 
a South Carolina Electric 1, Oas Co, 84/03/22 2pp 22770 267 
24X Fiche 90-399,84/03/82,8403270223 


8403070007 Foruards IE Insp Rept 90-399/84-02 on 840116-20 No 
violations or daviations idantlfied 

VERRELLl, D.M Division of Project t, Resident Programs 84/02/10 
DIXON, U.D South Carolina Electric S< Oas Co 2pp. 22947 337 24X 

Fiche* 50-395, 84/02/10, 8403070007 


— B403070013 IE Insp Rept 
deviations Identified 
preparedness 
STODDART. P 0 , KRENiU 
Director 04/02/09 
B403070007 


90-399/84-02 on 840116-20 No violations or 
Major areas inspected emergency 

L , JEfKINS.O.R Region 2, Office of 

Spp 22547 339 24X Fiche 90-395,84/02/10, 


8403160296 Notifies of 840316 uorkshop to discuss IDCFRSO.App R 
requirements for fire protection results of recent App R 
insp to help resolve eny misunderstandings associated 
u/requtrements, 

LEUISiR C Division of Project & Resident Programs. 84/03/02 
DtXON.O U South Carolina Electric t, Oes Co Ip 22660 079. 24X 

Fiche. 90-399, 84/03/02, 8403160296 


I Insurence t< Indemnity information 


3403140015 Foruards Endorsement 31 to NELIA Policy NF-292 
HOFFMAN, J Marsh h McLennan, Inc 84/03/06 DINITZ, 1 Assistant 

Director for State U Licensee Relations 2pp 22620 167 24X 

Fiche: 50-395, 84/03/06, 8403140015 


. Operating license stage documents i< correspondence 


0, Inspection reports, IE Bulletins (. correspondence 


6403070040 Submits followup rept re violation addressed in IE Insp Rept 
50-399/83-01 , detai 1 ing progress t, completion schedule on 
development of master cross-reference program for 
identification of Tech Spec components 
DIXONiO U South Carolina Electric (t Gas Co 03/09/19 
O'REILLY, J P Region 2, Office of Director 2pp 22941 260 24X 

Fiche' 50-395, 03/09/19, 0403070040 


8403070085 Foruards IE Insp Rept 90-395/84-03 on 840110-13 No 
Violations or deviations noted, 

VERRELLl, D M Division of Project U Resident Programs 84/02/07 
DIXON, 0 U South Carolina Electric tt Oas Co 2pp 22941 210 24X 

Fiche 90-399,84/02/07,0403070009 


—8403070080 IE Insp Rept 90-399/84-03 on 040110-13 No violations or 
deviations noted Major areas inspected operational safety 
verlf Ication, maint V surveillance activi tics, physical 
protec tion, Tech Spec compliance it LER follouup 
lONATONIS, A J Region 2, Office of Director CANTRELL. F 6 
Division of Project tc Resident Programs 84/02/06 7pp 
22541,212 24X Fiche 90-399, 04/02/07, B403070OB9 


8403070007 Forwards IE Insp Rept 90-399/84-02 on 840116-20 No 
violations or deviations idantlfiad 

VERRELLl, D H Dlvtslon of Project ti Resident Programs 64/02/10 
OIXQN.U 0 South Carolina Electric t. Oas Co 2pp 22947 337. 24X 

Fiche 90-399.84/02/10,8403070007 


1403020297 Advise* that util plans to follow general guidelines set 
forth by equipment vendor Technical info program rept, 
providing program description required by Section 2 2 2 of 
Oenoric Ltr 83-26, will be provided by 840430 

DIXON, 0 U. South Carolina Electric 1 . Oat Co. 04/02/29, DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22440:064 
24X Fiche 90-399,84/02/29,8403020297. 


—8403070013 IE Insp Rept 50-399/84-02 on 040116-20 No violations or 
deviations identified Major areas inspected emergency 
preparedness 

STODDART, P G , KREN. J L , JEhtilNS, G, R. Region 2, Office of 
Director 84/02/09 Spp 22947 339 24X Fiche 90-399.84/02/10, 

8403070007 


8403160305 Forwards IE Insp Rept 90-395/84-01 on 840116-19 No 
violations or deviations noted 

VERRELLl, D M Division of Project it Resident Programs 84/02/19 
DIXON, □ U South Carolina Electric it Gas Co 2pp 22660 066. 24X 

Fiche 50-399,84/02/19,8403160309 
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DOCKETED ITEMS 


•a'»031ifr30'? IE Insp Rep I 50-39S/B4-0t on B401 16-19 No violations or 
deviations rioted Major areas Inspected lab QC pragram< 
chemical t< radi ochem jeal procedures, airborne effluent 
sampling netbodology & results of split samples 
KU20. 0 B . TROUP, e L Region S, Office of Director 
MONTOOMEfiV. D M Division of Engineering l< Operational Programs 
34/02/13 ilpp 2S660 063 24X Piche 90-395,84/02/13.3403160303 


3403070123 Act receipt of 340110 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0-393/B3-33 
LEUIS.R C Division of Project & Resident Programs 84/02/24 
DIXONrO H South Carolina Electric & Oas Co ip 22338 214 24X 

Fiehe 50-395.34/02/24.0403070125 < 


--8403070129 Responds to NRC 040111 Itr re violations noted In IE Insp 
Rept 50-395/B3-3B Corrective actions testing satiifee tor 1 Ig 
performed on both diesel generator breakers uhile escalating 
in Mode 2 Valves LCU-IIS 0 t. 0 satisfac tori Ig tested 
DIXON, 0 U South Carolina Electric (< Oas Co 84/01/10 
O'REILUV.J P Region 2. Office of Director 5pp 22538 215 24X 

Fiche 50-395,34/02/24,8403070125 


— 8403070131 Forwards IE Insp Rept 50-395/83-30 on 831212-15 & notice 
of violation 

LEMIS, R C Division of Project 6 Resident Programs 34/01/11 
DIXON, 0 U South Carolina Electric 6 Oas Co 2pp 22538 220 
34X Fiche 50-395.64/02/24.8403070125 


—8403070133 Notice of violation from insp on 831212-15 

* Region 2. Office of Director 84/01/11 Ip 22938 222 24X 

Fiche 50-399.84/02/24,0403070129 


—8403070136 IE Insp Rept 90-395/83-38 on 831212-15 Noncomp I lane B noted 
failure to perform slave re leg to actuated device contlnultg 
tests 4. operational modes changed w/dlesel generators 
inoperable 

BUTCKER.R C . HEHL, C U Region 2, Office of Director 

CANTRELL, F S Division of Project & Resident Programs 84/01/10 

Bpp 22538 223 24X Fiche 50-399,04/02/24,0403070125 


8401190072 IE Info Notice 04-13, "Potential Deficiencg in Kotor 
Operated Valve Control Circuits ti Annunciation ” Sve list 
end 

JORDAN, E L Division of Emergencg Preparedness 6 Engineering 
Response iPost 330103} 04/02/28 Consolidated Edison Co of Neu 

York, Inc JISpp 22909 239 24X Fiche 50-000.04/02/20,0401190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatorg Revs bg DOT (, NRC " Sve list end 

GRACE, J N Division of QA, Safeguards & Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of Neu Yorl, Inc 

I30pp 22552 329 24X Fiche 50-000,04/03/02,8402090007 


8402090008 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sgs 
Valves to Operate ” Sve list end 

JORDAN, E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York. Inc J22pp 22S53 090 24X Fiche 50-000, 04/03/02, 0402090008 


0402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Sve list end 

JORDAN, E L Division of Emergencg Preparedness ti Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22553 217 24X Fiche 50-000, 04/03/02. 0402090009 


8402090011 !E Info Notice 64-17, "Problems U/Lliiuid Nitrogen Cooling 
Components Qelaw Nil Ouctllltg Temp " Sve list end 
JORDAN, E V, Division of Emergencg Preparedness {< Engineering 
Response (Post 030103) 84/03/05 Consolidated Edison Co of New 

York. Inc U7pp 22553 336 24X Fiche 50-000,84/03/05,8402090011 


0402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From insps of 
Fire Protection Safe Sliutdoun Sgs " Sve list end 
JORDAN, E L Division of Emergencg Preparedness U Engineering 
Response (post 830103) 84/03/07 Consolideted Edison Co of New 

York, Inc tlBpp 22635 049 24X Fiche 50-000, 84/03/07, 0402070024 


8402090020 IE Info Notice 04-18, "Stress Corrosion Cracking in PHR 
Sgs " Sve list end 

JORDAN, E L Division of Emergencg Preparedness ti Engineering 
Response (Post 830103) B4/03/07 Consolidated Edison Co of New 

York. Inc tlBpp 22584 106 24X Fiche 50-000,84/03/07,8402090028 


8402090031 IE Bulletin 84-02, "Failures of OE Tgpe HFA Relags in Use in 
Class IE Safety Sgs " Sve list end 

DEYOUNO, R C Director's Office, Office of Inspection end 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,8402090031 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthorized 
Entries into PUR Reactor Cavities " &vc list end 
JORDAN, E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc lB3pp 22823 229 24X Fiche 50-000,04/03/21,8402090043 


8402090044 IE Info Notice 04-20, "Sve Life of Belags in Safetg-Related 
Sgs " Sve list end 

JORDAN, E L Division of Emergencg Preparedness it Engineering 
Response (Post 630103) 84/03/21 Consolidated Edison Co of New 

York, Inc 13Spp 22933 001 24X Fiche 50-000.84/03/21,8402090044 


R Periodic operating reports It related correspondence 


8403020039 Monthlg operating rept for Jan 1904 W/840213 Itr 
LOIONDN.O A I DIXON, 0 U South Carolina Electric (< Oas Co 
64/01/31 5pp 22442 264 84X Fiche 50-395,84/01/31,8403020039 


8403300145 Monthlg operating rept for Feb 1904 H/8403t4 Itr 
L0IGN0N,0 A ■ DlXONiO W South Carolina Electric It Oas Co 
04/02/29 BARRY, L W Office of Resource Management, Director 8pp 
22820 072 24X Fiche 50-395,64/02/29,0403300145 


S Reportable occurrences, LERs ti related correspondence 


8403210032 Part 21 rept re failure of auiiliarg feedwater pump drive 
turbines, Olmpe 1 NPS-4 TlcT valve, to close End Itr dtd 840203 
sent to listed utils G£ notified of affected units in BUR 
p lants 

THEROUX, R R Terrg Corp 04/02/22 WOODRUFF, R U Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 50-000,04/02/22,8403210032 


0403070337 Special Rept SPR 04-002 on 840 13 1 , f i re-ra tad wall in Room 
63-15, control bldg,463-ft e 1 evatl on, degraded bg hole approx 
E-inch in diameter from chair pushed against wall Damaged 
area not repaired until 040216, due to personnel error 
DIXON, 0 U South Carolina Electric t< Oas Co 84/02/29 
O'REILLY.J P Region 2, Office of Director 2pp 22546 307 24X 

Fiche 50-395,04/02/29,0403070337 


8403060242 LER 84-006-00 on 040131, noted that overcurront protection 
devices for plant paging sgs not included in Tech Spec 
384 Rev to Tech Spec will be submitted adding acceptable 
fuses W/040301 itr 

KOQN.A R I DIXON.O W South Carolina Electric & Oas Co 84/03/01 
2pp 22516 155 24X Fiche 50-395,04/03/01,8403060242 


8403060351 LER 84-007-00 on 840227, potent ial bomb threat received via 
telcon Cause unknown Search of 412 ft elevation of control 
bldg conducted w/negative results Plant returned to leeurltg 
condition green U/840302 Itr 

KOON.A R , OlXON.O M South Carolina Electric t< Oas Co 84/03/02 
2pp 22519 082 24X Fiche 50-395,84/03/02,8403060351 


8403080153 LER 84-010-00 on 840209, reactor manullg tripped at 8V. power 
Plant experienced problems w/maln turbine speed control 
Cause unknown Reactor coolant pumps restarted Operating 
procedure revised W/040305 Itr 

KOON, A R , DIXON.O U South Carolina Electric (i Oas Co 84/03/05 
2pp 22559 291 24X Fiche 50-395,84/03/05,8403000153 


8403090052 LER 84-008-00 on 840207, low-low level in steam generator B 
tripped reactor Caused pg electronic card FCV-48B control 
circuitry failure partially closing main feedwater 
regulating valve Post-trip review conducted W/B40305 Itr 
KOON. A R , DIXON.O U South Carolina Electric ti Oas Co 84/03/05 
3pp 22S7S 353 24X Fiche 50-395,84/03/05,8403090052 


8403090249 LER 84-009-00 on 040208, unit tripped on low-low steam 
generator level In steam generator C Caused by low feedwater 
temp Plans made to restart reactor W/8403Q5 Itr 

KOON.A R , DIXONiO U South Carolina Electric t< Oas Co 84/03/05 
2pp 22572 224 24X Fiche 50-395,84/03/05,8403090249 


8403130260 Special Rept SPR 84-003 on 840125, s« 1 smlc instrument 
lVK-i703 removed from sve to verify callbr Caused bg 
damaged integrated circuit chip Mod change, reins tal la ti on <c 
testing in progress 

DIXON, □ U South Carolina Electric ti Gas Co 84/03/05 

O'REILLY, J P Region 2, Office of Director 2pp 22614 176 24X 

Fiche 50-395,04/03/05,0403130260 


8403130371 LER 04-011-00 on 040210, reactor tripped due to turbine trip 
on lou discharge pressure of shaft-driven oil pump Caused 
bg procedural inadeiiuacg in not verifying motor suction pump 
operation prior to restart U/04O3Oa itr 

KOON. A R , DIXON.O U South Carolina Electric tr Oas Co 84/03/08 
3pp 226i3 ISO 24X Fiche 50-395,04/03/08,0403130371 
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3403190848 Supplemental Part 21 rept rs failed engine thrust bearing 
Plugs properly installed in both units Units free of 
potential defect 

MORIARTY.JH Colt Industries. Inc 84/03/08 KEPPLER. J 0 Region 
3. Office of Director Ip 3367S 043 24X Fiche 50-000. 84 /03/OB. 

8403190248 


8403130042 LER 84-012-00 on 840214. leak rate test not performed on 
reactor bldg emergency escape hatch uithln 72 h folloulng 
closure Caused by personnel error Special instruction 
Issued 11/840312 Itr 

KQON. A R . DIXON. 0 M Sooth Carolina Electric «. Oas Co 84/03/12 
2pp. 32f>43 128 24X Fiche 30-393.84/03/13.8403150042 


V Operator Eiaminatlons 


8403290384 Foruards summary of 840202-03 operator tt senior operator 
r equal i f icat ion eiams Requalification program meets 10CFR53. 

App A requirements to maintain continued qualification of 
licensed personnel 

VEBRELLl.D M Division of Project «. Resident Programs 84/03/19 
DIXQN.O U South Carolina Electric ti Oas Co 4pp 32800 OdiO 34X 
Fiche 30-393.84/03/19.8403290284 


DOCKET 30-396 UNtU OF VIRGINIA CAVALIER REACTOR 


R Periodic operating reports h related correspondence 


8403010397 Annual operating rept for 1983 

FARRAR. J P Virginia. Univ of. Charlottesvl 1 le. VA 84/03/16 
Division of Licensing lOpp 23433 093 34X Fiche 30-062.84/02/16. 

8403010397 


DOCKET 30-397 WPPSS NUCLEAR PROJECT. UNIT 2 


A Application/construction stage documents 6 correspondence 


BAOSOIOOSO Third partial response to FOIA request for six categories 
of documents re facility Foruards App A documents App A 
documents also placed In PDR App 0 documents uill be placed 
In FDR upon request Revleu continuing 

FELTON. J M Division of Rules and Records 84/01/17 ANDERSON. S I 
Oarvey. Schubert. Adams ti Barer 4pp 32446 293 24X 

Fiche- 30-000. 84/01/17.8403010050 


— B3081004B3 Discusses status of OL applications Revleu of end UPPS8 
830712 Itr requested in order to determine present status of 
Unit 3 for billing purposes W/o end 

HILLER. U 0 License Fee Hanagement Branch 83/08/03 FONNER. R L 
Regulations Division 2pp 22446 336 24X Fiche 30-000. 

84/01/17.8403010030 


8403080179 Fourth partial response to FOIA request for sit categories 
of documents re facilities Foruards App A documents App B 
document entirely ulthheld (ref FOIA Exemption SI Revleu of 
add! documente subj to request continuing 

FELTON. J H Division of Rules and Records 84/03/ 13 ANDERSON. 8 I 

Oarvey. Schubert. Adams t. Barer 7pp 32383 226 24 X 

Fiche 30-000.84/02/13,8403000179 


— 8009090737 Foruards alruorth inoss alert re corrosive ti abrasive 
characteristics of volcanic ash uhtch has fallen in Pacific 
Northuest Questions re ash amount, chaml s try L site 
distribution ul U be foruarded to licensees U/o end 
JACKSON. R E Oeosdences Branch 80/06/12 VOULMER.R H 
Division of Engineering 2pp 22383 338 24X 

Fiche:30-000,e4/03/i3.8403080179 


— 8101060767 Notifies of findings of possible capable fault near 
facility 

JACKSON. R E Oeosc lancet Branch 80/10/27 ROUSE. L C Advanced 
Fuel b spent Fuel Licensing Branch ip 23583 267 24X 

Fiche 30-000.04/03/13,8403080179 


--S104300030 Responds to S10414 memo re util request for clarification in 
vaa of ASME code casts Util use of code cases u/o prior NRC 
approval is inadvisable due to potential hardship for user 
BOSNAK, R J tiechanleel Engineering Branch 81/04/21 
YaUNODLOOD, B J Licensing Branch 1 Ip 22383 280 S4X 
Fiche 30-000, 84/02/13. 0403080179 


—8111200319 Informs of receipt of telcon from Yakamar Indian Nation 
requesting that tribe be given full rights in facilities 
proceedings 

TEDESCO. R L Assistant Director for Licensing 81/10/31 
KETCHEN.E Hearings Division Ip S3383 310 34X 

Fiche 30-000,84/03/13,8403080179 


—8303100476 Foruards util 830223 submittal in response to telcon during 
uhich remaining Phase I open items of “Control of Heavg 
Loads — Case Revieus.*' uere discussed W/o end 

CLEMEN30N, F Auxiliary Systems Branch NRC-2O-10-3BB 83/03/28 

SriCKLEV. T H EObO. Inc Ip 82383 360 24X 

Fiche 30-000.84/02/13,8403080179 


— 8304060377 Requests search for documents re govt litigation u/util on 
five specific Issues 

QLAGOIE.E L Office of the General Counsel 83/03/23 

DiRCKS. M J Office of the Executive Director for Operations Ip 

22583 361 24X Fiche 30-000.84/03/13,8403080179 


— 8304070113 Recommends that radiation exposure records he retained for 
1 yr prior to disposal Ref Murphy to Varga 801322 
CONOEL.F J Radiological Assessment Branch 83/04/01 
6CHUENCER.A Licensing Branch 2 Ip 33383 337 24X 

Ficha 30-000.84/03/13,8403080179 


8403030280 Fifth partial response to FOIA request for six categories of 
documents re facilities Foruards App A documents App A S. 0 
documents also available in PDR Documents listed on App C & 

D located in Central Files b not available publicly 

FELTON. J f1 Division of Rules and Records 84/02/17 ANDERSON. S I 
Oarvey. Schubert. Adams b Barer 9pp 32301 389 24X 

Fiche 30-397,84/02/17.8403030288 


— 7908010332 Responds to 790403 Region 3 comments re Revision 4 to 
NPPBS-QA-004 j "Operational QA Program Description •' 

Expresses intent to request util to delete Section 336 
entirely 

HAA98, U P Quality Assurance Branch 79/03/01 BRYAN. S E 

Division of Reactor Operations Inspections l^p 22301 303 34X 

Fiche 30-397,84/02/17,8403030288 


— Bl 10190031 Responds to 810923 FOIA 81-378 request for QA documents for 
UPpEB All documents re evaluation of licensee QA programs 
are in PDR 

HAABS. U P Quality Assurance Branch 81/10/03 WILSON. V H 
Kanagement Analysis Branch 2pp 22301 310 24X 

Fiche 50-397,84/02/17,8403050208 


— 8201300336 Foruards data for fee assessment re OA Branch revleu of 
NPRSB-OA-OOd. ''Operational OA Program Description “ 

HAA8S, H P Quality Assurance Branch 83/01/14 bERKOU.h N 
Kanagement Analysis Branch 2pp 23501 314 24X 

Fiche 30-397, 84/02/17, 0403030288 


C Utility Environmental Report (ER). amends b correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Foruards App A documents App B 
document entirely ulthheld (ref FOIA Exemption 3) Review of 
addl documents sUbj to request continuing 

FELTON. J H Division of Rules and Records 84/02/13 ANDERSON. 8 I 
Oarvey, Schubert. Adams b Barer 7pp 22S83 226 24X 

Fiche 30-000, 84/02/13,8403080179 


— 8203100370 Recommends environ rept be accepted Addl questions re 
external appearance, plant layout b socioeconomics of single 
unit operation ui 1 1 be submitted 

REGAN. U H Biting Analysis Branch 82/02/25 ADENSAH. E 0 
Licensing Branch 4 Ip 22583 328 24X Fiche 30-000.84/02/13. 

8403000179 


D NRC Drapt/Final Environmental Statements, suppls b correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents rs facilities Forwards App A documents App D 
document entirely ulthheld (ref FOIA Exemption 31 Review of 
addl documents subj to request continuing 

PELTDN.J M Dlvlsien of Rules and Records 84/02/13 ANDERSON, 6 t 
Oarvey. Bchubert. Adams b Barer 7pp 22383 226 24X 

Fiche' 30-000, 94/02/ 1 3, 8403080179 


--8003290477 Foruards hydrologic engineering questions rs proposed uaste 
treatment sys Response will supply necessary Info re design 
basis for seepage b flooding. Also foruards generic questions 
re floodplains Info ui 1 1 assist NRC environ revleu 
8ELL9. D E, Environmental Projects Branch 2 80/03/07 

HENBEROER, D L Washington Public Pouer Supply System 5pp 
22503 253 24X Fiche 30-000,04/02/13,8403080179 


— 6003270142 Discusses suspension of facility preoperatlonal aquatic 
flionltoring program Suspension approved Operational 
flionltorlng program results should not be affected by 
suspons i on 

SAMMORTH. R B Environmental Specialists Branch aO/02/29 

BELLS, D E Environmental Projects Branch 2 2pp 22383 239 24X 

Fiche 50-000. 84/02/13. B4030B01 79 
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docketed items 


6403140226 Forward* Stat* of HA Dfpt of Flihorla* reipoma to EIS 
Rtipont* rtctlvtd aftor stat* rcipona* forwardad to NRC EncJ 
thould bt attachid to other itate agoney Itri 

S0RL|E< 0 UathinjtOBi Statt of 84/03/14 KNICHTCW NRC ~ No 
Dftaitad Affiliation Olvon 3pp 22440 |21 24X 

FI chi 50-3R7, 64/03/ 1 4 <8403140229 


8403130310 Application for aniond to Lieinft NPP"®! ' ‘ J °* »**<:*'• 

adminlitratlvo ft tacbnleal Tech 8p*i: changoa No algntfleant 
haiarda or unrevtoued lafoty ituottlonc uU t reault from 

SQRENSENi G C Washington Public PoMer SupplV Sgatom 84/03/09 
3CHWENCER. A Llconalng Branch 2 3pp 32407 24B 34X 


E NRC Safety Evaluation Raport ISER)< auppH ft correipondt nc a 


0403030179 Fourth partial raaponai to FOIA retuast for ait catcgorlaa 
of docuiiiant* ra facllHiat Forward* App A doeunenti App B 
decunant intlraly withhold <raf FOlA Eiaaption SI Ravlaw of 
addl docuinonta aubj to rayutit continuing 

FELTDN< J M Divio Ion of Rulaa and Racorda 04/02/13 ANDERSDN< S I 
Garvay< scbubart< Adaoi ft Sarar 7pp 22S@3 324 24X 

Flcha 30-000,64/02/13.0403000179 


"B005130793 Provldai atatua of SEft Inputi ft accaptanca ravldus for OL ft 
CP applicatlona Schadult ahauld ht oat 
BURFE.HC Effluant Traatment Syatroa Branch 00/03/06 
KREOER.U E Acalatant Olracter for Sita Analyaii tp 22503 233 
24X Flcha 30-000,84/02/13.8403080179 


— 0103040032 Foruarda ahort ft long-tarn OL ft CP revitw ichadulaa • In 
raaponta to 801214 naatlng u/USCS Uat of OL plant ravitwt 
for which hMC tantatlvaly plana to aaat USSS afaiatanca la 
providad 

JACKSON, R E Oaoactancaa Branch KRC-03-ao-l 13 01/01/21 

DEVINE. J F Inter I or. Dipt of, Otologleal Survey Spp 
22383 272 24X Fichf 30-000. 04/02/13, 8403080179 


— B403130330 Ppopoaad Tech Spec change* r* fira detection 

inttrumefitatlon 

a Haahlngton Public Power supply Syitam 04/03/09 BOPP 
22607 233 24X Flcha 30-397.84/03/09,8403130310 


0403260004 informp that functional training for perdonnel necea»ary to 
ataff raqulramentt par Table B-1 op NURe0-04S4 ft dtafP key 
antargancy program poaltlofla not Included In Table 8—1 
comp lata, per License Condition 24 ft 8SER 4 

SDRENSSN. G C Haahlngton Public Pouier Supply System. 84/03/19 
BCHUENCER.A Licensing Branch S tp 22747 337 24X 

ttA—ooT /rk*ky I o. 


8403270141 Discusses updated status of> Llcenslnfl Condition (14) re 
emsrgency response capability Transient Data Acquisition 8ys 
ft Oraphics Display Sys computer* nou Functional. 

SORENSENiOC Washington Public Politer Supply System 84/03/22. 
SCHMENCERiA Licsnslng Branch 2 3pPi 22769' 143. 24X 

Flcha 30-397. 84/03/22. 84032701 4 1 . 


0 Adjudicatory correspondence 


8403090121 Advistf that 24 h humidity test of three safety-related 
eompananti far SSER 4 <NUREO-OB92) sat 1 ifactor 1 ly csaplatad 
SORENSEN. 0 C Washington Public Power Supply System 84/03/01 
SCHWENCER.A Lie anting Branch 2 Ip 22574 044 24X 

Flcha 30-397.84/03/01,0403090121 


6403010030 Third partial rasponsa to FOIA request for sis catagorle* 
of documents re facility Forwards App A documents App A 
decumtnts also placed in PDR App B documents will bo placed 
In PDR upon request Review continuing 

FELTON. J N Division of Rules and Records 84/01/17 ANDERSONi S 1 
Qervty. Schubert, Adams ft Bartr 4pp 22444.293 24X 

Flcha 30-000,84/01/17. 0403010030 


6403130227 Forward* info ra shift eiparienca, pa r DP Schnall 840301 
itr ft SER INOREG-OS92) Licensed claasroom training ft aiam 
conducted 

SORENSEN. C C Washington Public Power Supply Systam 84/03/09 
DENTON. H R Qfflci of Nuclear Reactor Raguiation. Director 7pp 
22606 231 24X Flcha 30-397,04/03/09.8403130227 


— 8304060332 Request a search for relevant documents re goVt litigation 
M/utll Response due by 630400 

GR1H3LEY. D H NRC - No Data lied Af PI Hatton Given 03/03/29 
FlTTI.C Atomic Safety and Licensing Board Panel. Ip 22444 914 
24X Flche 30-000,04/01/17.8403010030 


8403260006 Informs that functional training for personnel necessary to 
staff rtqulrfmtnt* par Table B-l of NUREG-06S4 & staff key 
tmargancy program positions not included in Table B-t 
complete, par Licanse Condition 24 ft SSER 4 

SORENSEN. « C Washington Public Pouar Supply Syatam 04/03/19 
SCHWENCER.A Licensing Branch 2 Ip 22747 337 24X 

F i c h a S 0-397 .04/03/19. 0403260006 


J Insurance ft Indemnity information 


0403060377 Forwards Endorsement 8 to HAEL.U Policy HF-110 ft Endorseindnt • 
13 ft 14 to N6LIA Policy NF-270 

ASHSWRM.D J Marsh ft McLennan. Inc 84/02/20 BAUTZMAN. J 
Assistant Director for State ft Llcens»« Relations 4pp. 22911:329 
24X Flche 30-397.94/02/28,8403040377 


6403270220 Advises that equipment qualification program ft RCIC Sys 
reviewed, per NUREG-0S92, SER Outstanding Issue 1 7(9). mods to 
automatic depressur nation sys RCIC valves required for 
containment isolation remain in qual if leation program 
SORENSEN. 6 C Washington Public Power Supply System B4/03/22 
SCHWENCER.A Licensing Branch 2 Ip 22770 249 24X 

Flche 30-397.64/03/22.8403270220 


F Security, medical, taergency ft fire protection plans 


8403080179 Fourth partial response to FOIA request for si* categories 
of documents re facilities Forward* App A documents App B 
document anttrely withheld (rsf FOIA Eiemptton 5) Review of 
addl dotumdnts sub] to request continuing 

FCLTOfI, J M Division of Rules and Records 64/02/13 ANDERSON, 8 I 
Garvey. Schubert. Adam* ft Barer 7pp 22303 224 24X 

Flche 50-000,04/02/13,0403080179 


— 8231190297 Forward* Central File* vertion of '’Description of Early 
Warning Sys for MPPSS Nuclear Plants 1.2 ft 4," in response 
to NRC 810720 Itr re prompt notification In evant of 
emtrgtncy Syi will he In place prior to OL Issuance 
SQUCHEV. Q D Heehtngton Public Power Supply Systam 02/01/11 

TEDESCO, R L Assistant Director for Licensing Ig 22383 321 

24X Fiche 50-000. 84/02/13, 84(J30aOI79 


-0200120240 Forwards Central Files version of revised page to Ravlsion 
of emergency plan adding local fire depts within 20 milts of 
facility to backup fire pretactlon sve» 

B^HBV.C D Washington Public Pouar Supply System 82/08/03 
SCHWENCER.A Licensing Branch 2 2pp 22383 34 s 24X 

FtChe 30-000.84/02/13.0403080179 


—8208120248 Central Flies version of revised page to Rtvltlon a af 
emergency plan re pravltlon of backup fire protection eves 
o Washington Public Power Supply System 02/08/03 Ip 
22383 350 24X Flche 90-000.04/02/13.0403080179 


8403270207 Submits annual rept of Insuratnce coverages for facility 
SORENSEN. 0 C, Washington Public Powot Supply System 04/03/83, 
SCHWENCER.A Licensing Branch 2. Ip S2772 170 a4X 
Fiche 30-397, 04/03/23. 6403270207. 


P Operating license stage documents ft c arretpondence 


0403030292 Notification of 040301 meeting w/uttl In Richland, UA to 
discuss licensee readiness for full-pcnuor operation. Agenda 
end 

AUUUCK, R Licensing Branch 2 94/02/sa SCHWENCER.A Ulcenelng 
Branch 2 4pp 22301 207 24X Flcha s 90-397, 84/02/23, 8403030292. 


8403020330 Forwards operating expartenca survey in responte to Generic 
Ltr 04-02, "Notice of Meeting re Facility Staffing •' 

SaRENBEN,OC Washington Public Power Supply System 64/02/24. 
SCHWENCER.A Licensing Branch 2 Spp 22439' 208. 24X 

Fiche 80-397.04/03/24,8403020330 


8403090236 Application for emend to Lleanee NPF-21, ravielng Llcenee 
Condition 13 re post-accident lampllng* Claci It amend fee 
end 

SORENSEN, 6 C Waehlngton Public Power Supply Syctem 64/03/01. 
SCHWENCER.A Licensing Branch 2 9pp. 22972' 293 24X 

Flcha. 30-397,84/03/01,0403090334 


osujijugBo Advises of effort to determine . -, »..« 4 . 

e (tending into iccondary containment, p ar NOREG-0737. Item 
II B 2 ft util 830914 ltr re environ qv«tl f icatlon of 
safety-related equipment 

SORENSEN, 0 C, Washington Public Power Supply Syetem, 84/03/09. 
SCHWENCER.A Licensing Branch 2 2pp. 82413,214, 24X 

Fiche 50-397,04/03/08.0403130460 
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8403280283 RonmiitB certification that Tech Specs accurately reflect 
p lant< FSARi 8ER analysis b other il oc umen ta 1 1 on ulthin 10 
days Proposed changes should be identified 

EIBENHUT. D 0 Division of Licensing 84/03/08 MAZUR. D W 
Uashlngton Public Power Supply System 2pp 22808 O&l 24X 
Flcha SO-a??. 84/03/08. 8403280283 


8403130318 Application for amend to License NPF-21 . consi sting of listed 
administrative b technical Tech Spec changes No significant 
haiards or unreviewed safety (luestlons will result from 
changes 

SORENSEN. O C Nashington Public Power Supply System B4/03/09 
aCKNENCER. A Licensing Branch 2 5pp 23607 248 24)( 

Fiche 50-397,84/03/09.8403130318 


— 8403130330 Proposed Tech Spec changes re fire detection 
instrumentation 

« Washington Public Power Supply System 84/03/09 30pp 
22607 253 a4X Fiche 50-397,84/03/09,8403130318 


8403200236 Application to amend License NPF-21 , revl sing Tech Specs to 
correct time during which battery capable of supplying b 
maintaining actual emergency loads in operable status from 
B h to 2 h 

SORENSEN, O C Washington Public Power Supply System 84/03/13 
8CHWENCER, A Licensing Branch 2 3pp 22690 201 24X 

Fiche. 50-397, 84/03/13, 8403200236 


— 8403200241 Proposed Tech Specs changing time during which battery 
capable of supplying b maintaining actual emergency loads In 
operable status from 8 h to 2 h 

# Washington Public Power Supply System 84/03/13 3pp, 

22690 204 24X Fi ch i . 50-397, B4/03/ 13, 8403200236 


B403200261 Advises that control equipment for air operators C8P-A0-S, 
CBP-AO-6 b CSP-Aa-9. 1 Istad on Table D of 10CFR50. 49 
justification for interim operation revised to not 
qualified Status to be upgraded by 850331 commitment date 
SORENSEN. 0 C Washington Public Power Supply System 84/03/14 
SCHWENCER.A Licensing Branch 2 2pp 22690 199 24X 

Fiche. 50-397,84/03/14, 8403200261 


B4032200&1 Discusses completion of const mods re pipe supports Plant 
mods physically completed b final as-bullt configuration 
satisfies technical requirements 

SORENSEN. 0 C Washington Public Power Supply System 84/03/16 
SCHWENCER.A Licensing Branch 2 2pp 22718 101 24X 

Fiche. 50-397, 84/03/16, 8403220061 


8403260165 Advises that human engineering deficiencies identified in 
Licensing Condition 16. Attachment 2, Item 2 corrected 
Deficiency D-1 30. ident i f ied In B31004 audit rept.also 
complete 

SORENSEN. 0 C Weshington Public Power Supply System 84/03/19 
SCHWENCER.A Licensing Branch 2 Ip 22750 356 24X 

Fiche; 50-397. 84/03/19, 0403260165, 


8402090007 IE info Notice 84-14. '‘Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list enc 1 

GRACE. J N Division of QA. Safeguards b Inspection Programs (Post 
8301031 84/03/02 Consolidated Edison Co of New York, Inc 

I30pp 22552 329 24X Fiche 50-000. 84/03/02. B402090007 


B4O2O9OOO0 IE Info Notice 04-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc I22pp 22553 098 24X FI che 50-000, 84/03/02, 8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list enci 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response IPost 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc I19pp 22553 217 24X Fiche 50-000,84/03/02.8402070009 


0402090011 IE Info Notice 84-17, "Problems H/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc I17pp 22553 336 24X Fiche 50-000. 84/03/05, 8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc ll8pp 22635 049 24X Fiche 30-000,84/03/07.8402090024 


8402090028 IE Info Notice 84-10, "Stress Corrosion Cracking In PWR 
Sys " Svc list end 

JORDAN, E U Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llQpp 22384 186 24X Fiche 50-000,84/03/07,8402090038 


8402090031 IE Bulletin 84-02, "Failures of QE Type HFA Relays in Use In 
Class IE Safety Sys " 8vc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,04/03/12.8402090031 


8403270118 Requests approval to use portions of later addenda of ASME 
Section XI requirements re selection b s)iam of Class 2 
piping (Category CF only) for Inservice insp program 
Proposed code case end 

90RENBEN, 0 C Washington Public Power Supply System 04/03/20 
SCHWENCER.A Licensing Branch 2 7pp 22774 035 24X 

Fiche 50-397,04/03/20,0403270110 


8402090043 IE Info Notice 84-19. "Two Events Involving Unauthorlied 
Entries Into PHR Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22823 229 24X Fiche 30-000,84/03/21,0402090043 


8403260274 Forwards outline of Tech Spec preparation b review to Insure 
accurate reflection of FSAR b BER analyses 

MAZUR, D W Washington Public Power Supply System 84/03/19 
SCHWENCER.A Licensing Branch 2 5pp 22753 ISO 24X 
Fiche. 50-397.84/03/19, 8403260274 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc 1 i St enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc I33pp 22733 001 24X Fjche 50-000,84/03/21. 0402090044 


8403260292 Retracts 840301 request for amend to License NPF-21i 
deferring demonstration of dissolved gas analysis capability 
for post-accident sample syi Mod can be completed w/o Impact 
on power ascension program 

SORENSEN. G C Washington Public Power Supply System 84/03/19 
aCHWENCER.A Licensing Branch 2 Ip 22751 ‘081 24X 

Fiche: 50-397, 84/03/19, 8403260292 


0 Inspection reports. IE Bulletins b correspondence 


8403080266 Forwards IE Insp Ript 50-397/83-60 on 831205-31 << notice of 
violation W/o notice of violation 

BISHOP, T M Division of Res ident. Reac tor Project b Engineering 
Programs. 84/02/22 SORENSEN. G C Washington Public Power Supply 
System 2pp 22557 121 24X Fiche 50-397,84/02/22.8403060266 


— B4030B0270 IE Inip Rept 30-397/83-60 on 031205-31. Noncomp 1 lance 
identified' failure to complete malnt corrective aettone. per 
leakage surveillance program 

TOTH, A, D , WAITE. R S , D0DD3. R T Region 5, Office of Director 
84/02/08 32pp, 22557,123, 24X Fiche 50-377. B4/02/2S. B403080266 


8401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Clrcuite b Annunciation " Svc list 
end 

JORDAN. E L. Divlelon of Emergency Preparedness b Engineering 
Reeponee (Poet 830103) 84/02/28 Coneolidated Edison Co of New 

York. Inc llSpp 22909 239 24X Fiche 50-000, 84/02/28. 8401190072 


R Periodic operating reports b related correspondence 


8403020097 Monthly operating rept for Jan 19B4 W/S402D? Itr 

COWAN. K D . MARTIN. J D Washington Public Power Supply System 
84/01/31 4pp 22442 331 24X Fiche 50-397.04/01/31,8403020097 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes In FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKSrW J Office of the Executive Director for Operations 
84/02/21 PALLADINO Commissioners 9pp 22492 083, 24X 

Fiche* 50-000, 84/02/21 , 0403020443 


8403300056 Monthly operating rept for Feb 1984 W/S40308 Itr 

COWAN. K D . MARTIN, J D Washington Public Power Supply System 
84/02/29. 4pp 22821.266 24X Fiche 50-397.84/02/29.8403300056 


S Reportable occurrences. LERs b related correspondence 


8403260233 Forwards summary list of deficiencies identified per 
10CFR50 S5(e)<Part 21 b potential generic Itr repts for 
comments 

STAR08TECKI. R Division of Project b Resident Programs 04 / 02/28 
Region 1, Office of Director 7pp 22756 063 24X 

Fiche 50-000,84/02/20,8403260233 
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33070187 UER 04-007-00 on 840207 & 09, itanilfry iJ1»*b 1 seneratoTi I & 2 
lurvBlllanceB pETforired u/o pralube/uarmup Caused bij recent 
:hanges to Tech Specs not relulrlna warmup Tech Specs 
changed U/ot modified ht/Q40229 Itr 

lASBAKAriB, L D . KAHTIN, J D Washington Public Power Supplg Sgetem 
14/02/29 3pp 22347 291 E4X Flche 30-397,84/02/29,8403070187 


33130337 LER 04-010-00 en B40213, four excess flou check valves Palled 
survaillance testing Caused by Installation error Valves 
designed for water tvc but Installed in gas svc line Valves 
removed U replaced W/84O307 Itr 

lASSAKATIS. L D , MARTIN, J D Washington Public Power Supply System 
4/03/07 3pp 22ti4 111 24X Flche 50-397,84/03/07,8403130337 


33200105 t-ER 04-013-00 on 840213, d ur Ing shutdown cond 1 1 Ions, bo th 
lost-LOCA hydrogen recomblner ICAC-HR— lA t< IB) motors 
tripped on electrical overload Caused by diffsrences between 
nameplate date & design Fuses resixed W/0403L2 Itr 

4ASSAKAT1B,L D , KARTIN, J P, Washington Public Power supply System 
14/03/12 3p 22585 3 bO 24X F l ch e, 50-397, B4 /03/ 12, S403B001 05 


33200239 LER 04-014-00 on 040219, reactor protection lys IRPB) trip 
occurred Caused by water rejection, flow from reactor 
iressure vessel Isolated w/o reducing water Injected Power 
to RPS buses A or B will not be transferred W/B40314 Itr 
<A5SAKATIS,L D . MARTIN, J 0 Washington Public Power Supply System 
34/03/14 3pp 22590 154 24X Flche 50-377, B4/03/ 1 4, B403200-239 


33250025 LER 84-012-00 on 040221,24 5 0302, dies* I generator fuel oil 
tank chemistry results not received in required time, 

/lolaitng Tech Spec 4 B 1 1 2 d, 3 Caused by misunderstanding 
letween util 5 lab W/B40319 Itr 

iASBAKATIS,L D , KARTIN, J D Washington Public Power Supply System 
14/03/19 3pp 22751 026 24X Flche 50-397,84/03/19.0403260025 


33280003 LER 04-011-00 on 840302, d ur ing intermediate range monitor 
surveillance test, reactor protection sys (RPS) actuation 
occurred when only 1/2 scram anticipated Caused by loose 
connection li\ RPB trip sys A scram circuitry W/040321 Itr 
iABSAKATIS, L D > KARTIN. J D Washington Public Power Supply System 
14/03/21 4pp 22777 155 24X Flche 50-397.84/03/21,0403280003 


33280007 LER 04-015-00 on 840307, dc Input circuit breaker b fuse 
tripped due to loss of power Caused by Inverter static 
witch transferring to inverter source Fuse replaced b 
inverter returned to svc H/B4032I Itr, 

lASBAKATlS.L D , KARTIN, J D Washington Public Powsr Supply System 
34/03/21 3pp 22777 071 24X Flch* 50-397.84/03/21,8403280007 


Congressional/Eiecut ive Correspondence 


33080179 Fourth partial response to FOIA request for si* categories 
of documents re facilities Forwards App A documents App B 
locument entirely withheld (ref FOIA Exemption 5> Review of 
iddl documents subj to request continuing 

- ELTON, J n Division of Rules and Records 84/(32/13 ANDERSON, 8 1 
Oarvey, Schubert, Adams & Barer 7pp 22SB3 225, 24X 

Flche 50-000, 84/02/13, B4030&0 179 


3009110203 Responds to 000702 Itr re E Borhek concern about ultimate 
responsibility for civil penalities proposed against util 
Civil penalties are imposed as enforcement action State 
agencies should be contacted re responsibility for payment 
DIRCKS, M V Office of the Executive Director for Operations 
00/00/25 JACKBDN.N ft Senate 4pp 22SB3 250 24X 

Flche 50-000,84/02/13,8403080179 


B012150S51 Forwards 800525 Itr from constituent E Borhek for response 
Requests thet duplicate rept bi forwarded to 802 United 
States Courthouse, Sea ttl e, MA 98104 

JACKSON.H K Senate. Energy 5 Natural Resources 80/07/21 
KAHKERER.C C Office of Congressional Affairs 2pp 22583 254 
24X Fiche 50-000.04/02/13,8403000179, 


Operator Examinationi 


>3130227 Forwards info re shift t i per i tnee, p cr DF Schnell 840301 
1 tr 5 5ER (NUREO-0892), Licensed classroom training 5 « i am 
conducted 

SOREN&ENiO C Washington Public Power Supply System 84/03/0? 
DENTON, H R Office of Hucleer Reactor Regulation, Director 7pp 
2250B 231 24X Flche 50-397,84/03/09.8403130227 


DOCKET 50-400 SHEAR ON HARRIS NUCLGAR POWER PLANT, UNIT 1 
A Appllcatlon/conitructlon stage documents * correspondonca 


8402230207 Further response to FDIA request for documents re const 
flaws at facility Forwards documents listed In App A 
Documents also being placed in PDR 8. LPDR Review continuing 
FELTON. J M Division of Rules end Records 83/1E/02 VADEN,T 

News 5 Observer /Ral « l gh Times, Raleigh, NC Opp 22378 299 24X 

Fiche 50-400,83/12/02,8402230207 


— 8402230226 Forwards Ofc of Inspector & Auditor “Inquiry into Alleged 
Dmlislan of Line Inspector Views from CP Hearing “ No 
further distribution should he made outside of qfc Rept 
under Commission review 

OOasiCHiL V Office of the Executive Director for Operation* 
70/ll/lS DENTON Office of Nuclear Raactor Ragulatlon, Director 
SHAPAR Office of the Executive Legal Director DAVIS Office of 
Inspection b Enforcement, Office of the Dlrsctor. Ip 22370 305 
24X Flche 50-400,83/12/02,0402230207 


— 0402230239 Forwards Apps A, B , C 0 to be Included u/questione for Panel 
III r« facility testimony Related info end 

KDRPHV.C.E Region 2. Atlanta, Reactor Conitructlon ti Engineering 
Support Branch 73/11/15 REIS, E J Office a# the Executive 
Legal Director Blpp 22378 308 24X Flche 50-400,83/12/02, 

8402230207 


— 8402230246 Ack 820910 conversation re allegations by facility employee 
D Jarvis. per Regional Ofc Instruction 2251. Rev 2, Paragraph 
2C 13) Case file end 

MAXWELL, 0 Region 2, Office of Director 62/05/10 VORSE. J NRC 
- No Detailed Affiliation Given Bpp 22379 032 24X 

Fiche 50-400,83/12/02,8402230207 


— 8402230240 Requests that Region II civil Insp personnel investigate 
allegatloni by unidentified individual re coatings during 
next routine insp at site Case chronology end 

MAXWELL, 0 F Region 2, Office of Director 02/07/07 VORBE. J 
Nile - No Detailed Affiliation Olven 2pp 22379.034 24X 

Flche 50-400,83/12/02.8402230207 

--0402230251 Natl malnt requirement* for Procedure AP-XIll-O?, 
“In-Storage Imp *i Maint " Equipment purchase order form 
end 

a Carolina Power tc Light Co 03/12/02 9pp 22379 040 24X 

Flche 90-400, 83/12/02. 8402230207 


8403150330 Informs that design & const QA program transmitted by 830509 
Itr acceptable 

LEWIS, R C Division of Project *, Resident Program* 04/02/24 

UTLE9, E E Carolina Power 5 Light Co Ip 22660 102 24X 

Fiche 50-400,84/02/24,8403160330 


8402090017 Board Notification 04-038 forwards RJ Mattson 840123 memo 
to DS Elsanhut providing status updatt of NRC actions re 
Westlnghduse ECC3 actuation logic 

EIEENHUT, D 0 Division of Licensing 04/02/27 PALLADIND 
Commissioners 7pp 22546 007 24X Flch e> 50-000. 84/02/27. 

0402090017 


0403260070 Noti fleatlon of 040321 meeting w/util in Bethesda.MD to 
discuss util qua ILflcation program, Including both environ b 
seismic considerations 

BUCKLEY. 0 C Licensing Branch 3 84/03/01 KNIGHTON, 0 U 

Licensing Branch 3 4pp 22012.314 24X Fiche 50-400,04/03/01, 

8403280070 


0403260122 Summary of 840224 meeting u/West inghouse Owner* Group In 
Bethesda.HD re proposed We it Inghouse steam generator tube 
rupture generic program Attendee list t> agenda enc 1 
NER3E8> V Licensing Branch 3 04/03/07 Licensing Branch 3 

35pp, 22811 131 24X Fiche 30-000,84/03/07,8403280122 


8403210131 Application to amtnd CPPfl-15? to reflect latest date for 
const completion as 850301, per 10CFR30 S5(b) Extenston 
results from, delays in projected Inssrvlce date U 
corresp ondl ng fuel 1 sad date.per util 021014 Itr 

MCDUFFIE. M A Carolina Power t< Light Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 2pp. 22707 264 
24X Fiche 50-400,04/03/16,8403210131 


E NRC Safety Evaluation Report (8ER). supple k correspondence 


8403050061 FOIA request for extent draft* of sections or portion* of 
SER for plant k documents showing dissenting opinions of 
staff reviewer* 

EDDLEHAN.W Eddleman. W 04/01/12 FELTON, J Division of Rwla* 
and Records Ip 22496 346 24X Flche- 50-400, 84/01 /12. 8403050061. 
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B403090064 Partial raspansa to PalA request for eitont drafts of 
sectiant of 9ER for plant & docunienta ahouing diasenting 
opinions of staff rtvieuara Foruards App A documents 
Documente also in PDR Search for addl documents in progress 
FELTON. J M Division of flutes and Records S4/02/07 EDDLEMAN. U 
Eddleman. U 4pp 2249fi 347 S4X Fiche 90-400. B4702/'07. 8403090064 


— 8209120076 Foruards request for addl info re organic matls b spent 
fuel pool cleanup sy* F8AR sections 

SENAROVA. V Chemical Engineering Branch 82/04/27 MJBAGLIA.F 
Licensing Branch 3 4pp 22476 391 24X Fiche 90-400. 84/02/07. 
8403090064 


— B20927D420 Foruards request for addl info re fire protection program 
neadad to complete review Info needed by 821102 

BENAROYA. V Chemical Engineering Branch 82/09/17 MIRACLIA.F 
Llcaneing Branch 3 7pp 22477 015 24X Fiche 90-400. 84/02/07. 
8403090064 


— 8207140072 Bubmits branch input fur draft 8ER Input aesumes that plant 
neats design objective of App 1 

OAKMILLfU P Meteorology b Effluent Treatment Branch 82/06/25 
HtRAOLIA. F J Licensing Drench 3 97pp 22901 007 24X 

Fiche 90-400.84/02/07,8403090064. 


— 8211070008 Forwards draft SER Input re 8RP Sections 2 9 1 on basic 
geology b seiemlc info. 2 5 2 on seismology b 2 9 2 3 on 
BBE, No capable faults siist at or around site BSE b ODE 
adequate 

KNIOHT. J P Assistant Diractor for Comp b Structures Engineering 
<Pre 830201) 82/10/20 NOyAK, T M Assistant Director for 

Operating Reactors 2tpp 22476 399 24X Fiche S0-400> 84/02/07. 

8403090064 


-8211090039 Submits Core Performance Branch input to draft SER 
Confirmatory b open Issues listed 

RUBENSTEIN.L 8 Assistant Diractor for Core b Plant 8ys temi 
82/10/21 NOVAK, T M Assistant Director for Licensing 2pp 
22477 022 24X Ficht 90-400,84/02/07,8403090064 


-8211110461 Advises that applicant has not rssponded to request for Info 
re SER Items concerning oil collection sys for reactor 
coolant pump, al ternata shutdown capabi 1 1 ty, f ire protection 
for safe shutdown b NURE0-080O 

BENAROYAiV. Chemical Engineering Branch S2/10/2B KNIOHTON.O 
Licensing Drench 3 Ip 22477 088 24X Fiche 90-400.84/02/07, 

8403090064. 


-8211160112 Forwards draft SER input re PBAR Sections 294-296 
Request for addl info also end Site visit necassarij before 
end of yr to observe as-bullt conditions b Implenentatton of 
dam safety monitoring plans 

LEAR, 0. E Hydrologic b Oeotechnlcal Engineering Branch Q2/11/07 
KERRIOAN, J D Licensing Branch 3 40pp 22477 260 24X 

Fiche 90-400, 84/02/07, 8403090064 


-8211170247 Forwards draft SED input based on Auilltary 8ys Branch 
review of F8AR Unresolved items listed 

fiUBENBTEINiL 8 Assistant Director for Core b Plant Systems 
82/11/04 NOVAK, T K, Assistant Director for Licensing t69pp 
22497 087 24X Fichf 90-400, 84/02/07, B403050064 


-8211300017 Forwards Chemical Engineering Branch draft SER Input re 
listed fcctloni of F9AR through Amend 2 b B20802 Itr, based 
on BRP (NUREO-OBOO) b NUREO-0737, I tern It B 3 Addl info 
needed to complete review of post-accident sampling sys. 

JOHNSTON, U V. Assistant Dlrsctor for Katls b Dual Engineering 
(Pre 830201) B2/11/17 NOVAK, T As s latent Dlrec tor for 

Licensing 21pp 22477 300 24X Fiche 90-400,84/02/07. 

8403090064. 


■8212160163 Forwards Structural Engineering Branch summary of FSAR 
review b draft BER input. 

KNIOHT, J P Assistant Director for Comp, b Structures Engtnesrlng 
CPre 030201) 82/12/06 NOVAK, T M Assistant Director for 

Licensing 16pp. 22477 346 24X Fiche 90-400.84/02/07. 

8403090064 


8212160220 Forwards rtvlsad Hydrologic Engineering Section SER input 
Revised input suptrscedei previous submittal transmitted 
by 821014 mama, 

LEAR. 0. E, Hydrologic b Oeotichnlcal Engineering Branch B2/12/03 
KNIGHTON. 0. Llcanilng Branch 3 29pp 22477:321 24X 

Flcha. 90-400, 84/02/07, 8403090064. 


8212300403 Forwards draft revised SER input to BRP Sections 291, 

2 9.2 b 2, 9 3 re geology b seismology Revision includes 
applicant commltmsnt to install b operate free-field 
aceelerometarf 

KNIOHT, JF Assistant Director for Comp b Structures Engineering 
(Pre 830201). 82/12/21 LAINAS, O C Atslstant Director far 

Licensing 24pp 22477 362 24X Fiche 30-400,84/02/07, 

8403090064. 


— 8301O602J 1 Foruards draft SER input. Including one open item re 
possible shipments of toiic metis past plant site 
MULLER. D R Assistant Director for Environmental Technology (Pre 
830201) 02/12/22 NOVAK, T H Assistant Director for Licensing 

7pp 22478 024 24X Fiche 90-400,84/02/07,84030 50064 


--8301140474 Forwards Equipment Quel 1 flea tion Branch input for SER Supp) 
3 re environ qualification of mechanical b electrical 
equipment 

JOHNSTON. W V Assistant Director for Metis b 9ual Engineering 

(Pre 830201) 83/01/10 NOVAK. T M Assistant Director for 

Licensing 3pp 22478 033 24X Fiche 90-400.84/02/07,8403030064 


— 8301260036 Forwards Meteorology b Effluent Treatment Branch input to 
draft SER Assumption that draft meets lOCFRSO.App I 
objectives will be verified when fluidize bed dryer 
effluents calculated NUREO-0737, I tent III D 1 1 incomplete 
HDUBTQNi R H Assistant Director for Radiation Protection 
83/01/06 NOVAK, T H Assistant Director for Licensing 9Bp p 
22900 310 24X Fiche 90-400,84/02/07,8403090064 


— 8307060370 Forwards Equipment Qualification Branch SER input for 
environ qualification of equipment Important to safety 
KNIOHT, J P Assistant Director for Comp b Structures Engineering 
IPost 830201). 83/08/26 NOVAK, T M Assletant Director for 

Licensing Spp 22498 036 24X Fiche 90-400,84/02/07,8403090064 


— 8307200478 Forwards Geotechnical Engineering Section input to SER Input 
based on FSAR through Amend 7 Stability of 400-ft long 
retaining wall still open issue 

LEAR, 0 Structural b Geotechnical Engineering Branch 83/07/02 
KNIGHTON. 0 Licensing Branch 3 76pp. 2247B 188 24X 

Fiche 50-400,84/02/07,8403090064 


— 8309210078 Forwards Power Sys Branch SER for Chapters 0—10 of FSAR 
Issues requiring resolution Include containment electrical 
penetrat tons, use of load sequencer w/offslta power b 
frequency of testing of turbine valves 

RUBENSTEIN.L 8 Assistant Director for Core b Plant Systems 
03/08/31 NOVAK. T M Assistant Director for Licensing BOpp 
22478 041 24X Fiche 90-400,94/02/07,8403090064 


— B3072101I6 Foruards SER input for FSAR Sections 4 2,4 3. 4 4. 19 4 1, 
19 4 2, 1 9 4 3, 1 9 4 7 b 19 4 0 Confirmatory b open issues 
identified listed 

RUBENSTEINiL S Assistant Director far Core b Plant Systems 
83/07/01 NOVAK, T M Assistant Director for Licensing 67pp 
22478 117 24X Fiche 90-400,84/02/07,8403090064 


— S3D7220302 Forwards hydrologic onglneering input to SER One open item 
ezlsts re potential for intense local precipitation to flood 
safety-related structures Tech Spec defining entl-sed Imint 
deposit procedure required 

JOHNSTON, W V Assistant Director for Matls, Chem b Environ 
Technology (Past 830201) 83/07/14 NOVAK, T M Assistant 

Director for Licensing 24pp 22477 188 24X 

Fiche 30-400,84/02/07,8403030064 


— 8307260018 Forwards GER Supporting geology b seismology at facility 
KNIOHT, J P Assistant Director for Comp b Structures Engineering 
(Post 830201) 83/07/08 NOVAK, T H Assistant Director for 

Licensing 44pp 22498 264 24X Fiche 90-400,84/02/07, 

8403090064 


— 8307260421 Forwards structural engineering SER sections based on review 
of FSAR through Amend 7 Three open b one confirmatory items 
remain Resolution of open/conf Irma tory items will be 
addressed in subsequent BSER 

KNIGHT, J P Assistant Director for Comp b Struct-uree Engineering 
(Post 830201) 63/09/19 NOVAK, T K Assistant Director for 

Licensing 16pp 22497 212 24X Fiche 90-400,84/02/07, 

8403090064 


— 6307360482 Forwards Auxiliary figs Branch SER Input based on review of 
ail amends to FSAR up to Amend 9 b applicants 830418,0603, 
30,0709,19 b 0812 responses Summary of unresolved issues to 
ba used as basis for meeting w/appllcant also enc 1 
RUBENSTEIN.L 8 Assistant Director for Core b Plant Systems 
83/09/14 NOVAK, T M Assistant Director For Licensing, 25tpp 
22490 300 a4X Fiche 90-400,04/02/07,8403050064 


— 8307290412 Forwards Effluent Treatment Sys Section Input to SER 
reflecting changes In status of open items based on 
830924 meeting 

MULLER, D R Assistant Director for Radiation Protection 
83/07/14 NOVAK, T M Assistant Director for Operating Reactors 
60pp 22S00 170 24X Fiche 50-400,84/02/07,8403050064 
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—0309290474 PoTuards BER on plant personnel training Util training 
programs for ilcansed reactor operators acceptable Util 
Inadeqiratelg addressed training of shi^t technical advisor 
<STA) uhen STA absent from STA duties 

RUSSELLrU Division of Human Pactars Safetg 03/07/21 NOVAK. T 
Assistant Director for Licensing 81PP 22499 220 24X 

Fiche BO-400, B4/02/07. B4030500A4 


— 0310130378 Poriiiards branch SER input re status of unresolved issues, in 
response to ALAB-444 decision Issues A-45 ti A-47 listed as 
confirmatory items rathar than open I terns W/o ends 
KNIEL. K Oeneric Issues Branch 03/LO/O4 KNIGHTON. 0 Licensing 
Branch 3 S6pp 22499~24? 24X Plche SO-^dOO. 04/02/07. 8403090064 


— 031O17OO9S Foruardi Chemical Engineering Branch proposed license 
condition re TMI Item t 1 B 3. "Post-Acc Ident Sampling Sgs ” 
Contents of draft SER should be used for SER 
JOHNSTON. U V Assistant Director for Hatls. Chem St Environ 
Technotogy (Post B30201 I 83/10/06 rfOVAK. T H Assistant 
Director for Licensing 3pp 22499 279 24X 

Fiche 30-400,04/02/07.0403090064 


— 03ID19OD67 Forutards aerial maps as input to 021222 draft SER Item re 
shipment of tozlc matls past plant site net resolved 
JOHNSTON. W V Assistant Director for Mat Is. Chem ti Environ 
Technology IPest 030201) 03/10/11 NOVAK. T H Assistant 

Director for Licensing App 22499 331 24X 

Fiche. 90-400.84/02/07. 8403090064 


— 3310200096 Forwards SER input on pump !< valve operability assurance 
program 4. seismic 8< dynamic qualification of seismic 
Category I mechanical S' electrical equipment Add! info 
needed for TMI Items It E 4 2 & 1 1- D t re reliability 
KNIOHt. J p Assistant Director for Comp ti Structurei Engineering 
(Post 8302011 03/10/06 NOVAK. T M Assistant Director for 

Licensing 4pp, 22499 279 24X Fiche 90-400.84/02/07.8403030064 


— 0310310443 Foruards results of review of Sections 9 2 2. 9 4 7.6 3 it 19 
through Amend lO of FSAR Open issues which will be 
summarized in later SER suppl listed 

HQU9TCM.R W Assistant Director for Reactor Safety 03/10/07 
NOVAK. T M Assistant Director for Licensing 49pp 22499 202 
24X Fiche 50-400,84/02/07,0403090064 


— 0311100049 Informs that applicant Is to submit calculation of ultimate 
strength capacity of containment bldg under internal 
pressure as resolution of BER outstanding confirmatory 
structural Item Harked-up BER Input enc 1 

LEAR.G Structural 8 Geotechnical Engineering Branch 03/10/28 
KNIOHTON. O Licensing Branch 3 3pp 22500 024 24X 

Fiche 90-400.04/02/07.8403050064 


— 8311110263 informs of closeout of listed sections of 830914 SER based 
on new info Updated sections enc 1 Closeout of add! open 
Items, including NUREO-0612 Info. will tatre place as 
acceptable Info made available 

RUBENBTEIN.U 8 Assistant Director for Core 8< Plant Systems 
03/10/20 NOVAK, r M Assistant Director for Licensing 49pp 
22499 337 24X Fiche 50-400.04/02/07,8403090064 


— 0311140004 Advises that. due te need to caurdlnate effort w/Au>illary 
Sys Dranch. revised SER to be submitted on 831127 uilll still 
contain listed fire protection open Items 

JOHNSTON. M V Assistant Director for Matls. Chem fc Environ 
Technology (Post 8302011 83/11/03 NOVAK, T Ass istant Dlrec tor 

for Licensing 2p p 22900 030 24X Fiche 50-400,84/02/07, 

0403090064 


— 0311160233 Forwards revised SER input on confirmatory item re ultimate 
strength capacity of concrete containment bldg Item 
resolved 

LEAR. C Structural L OeotechtticaJ Engineering Branch 63/11/14 
KNIGHTON. G Licensing Dranch 3 3pp 22900 047 24X 

Fiche 90-400.04/02/07.0403050064 


— 0311160367 Informs that draft 0ER Section 17 acceptable except In area 
of items subj to IDCFRSOi App fi. GA program during operations 
phase Info re current status & acceptability of QA program 
enc 1 

PARTUOWi J G Division of OA. Safeguards *i Inspection Programs 
(Post 030103) 83/11/09 ycXJNGBLDDD, 8 J Licensing Branch 1 

3pp S2900 027 24X Fiche 90-400,84/02/07,0403090064 


--83I1290301 Forwards revised Hydrologic Engineering input to SER New 
Tech Spec requirement developed re watertight doors for 
safety-related bldgs 

JOHNSTON. W V Division of Engineering Technology 83/11/10 
NOVAK. T M Assistant Director for Licensing ISpp 22900 032 
34X Fiche 50-400,04/02/07.8403090064 


— 8311290392 Updates SER re stability of retaining wall west of fuel 
handling bldg Based on applicant 830919 submi tta 1 1 , stab i 1 i ty 
cannot be assured due to lack of listed info Final SER 
update end 

LEAR. O E Hydrologic << Geotechnical Engineering Branch 03/11/18 
KNIGHTON. 0 Licensing Branch 3 3pp 22901 049 24X 

Fiche* 90-400, 84/02/07, 8403090064 


— 8312020063 Forwards SSER resolving open item on toxic gas shipments 
past site Concurs w/findlngs & Considers item closed 
JOHNSTON, W V Assistant Director for Matls, Cham 6 Environ 
Technology (Post 830201 ) 83/11/10 NOVAK, T H Assistant 

Director for Licensing 2pp 22901 094 24X 

Fiche 50-400.84/02/07,8403050064 


— ^8312080188 Forwards effluent treatment syt section input to SER Open 
items include method for determining releases of noble gases 
from mechanical vacuum pumps 1, radioactivity monitor on 
discharge from ive water sys 

MULLER, D R Assistant Director for Radiation Protection 
03/11/18 NOVAK, T M Assistant Director for Licensing 91pp 
22900 139. 24X Fiche 90-400.04/02/07,8403090064 


— B312120002 Lists closed out Open Items In SER Forwarded on 030914 I, 
sections ui/remalntng open Items 

RUBENSTEIN, L S Assistant Director For Core 6 Plant Syitomi 
83/11/17 NOVAK, T M Division oF Licensing 88pp 22900 090 
24X Fiche 90-400,04/02/07,0403050064 


— 0312120449 Forwards input to SER, consisting of emergency plan 
evaluation rept 6 responses to NURE0-0737r I terns 
III. A 1 1, III A 1 2 6 III A 2 re emergency prcparednies 
MATTHEWS, D B Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/11/30 KNIGHTON, O Licensing Branch 

3 36pp 22901 090 24X Fiche 90-400,84/02/07,0403090064. 


— 0312140429 Submits review oF draft SER response to Open Item 47 on RCS 
vents Proposed design conforms w/criterla outlined in 
NUHE0~O737 clarification pertaining to electrical power 
supplies to vent valves 

SRINIVA5AN,M Power Systems Branch 03/11/23 SHERON, B Reactor 
Systems Branch 2pp 22901 096 24X Fiche 90-400,84/02/07. 

8403090064 


— 0312230270 Forwards revised SSER re fire protection Listed items 
remain open 

JOHN0TON, U V Assistant Director for Matls, Chem 6 Environ 
Technology (Post 830201 ) 03/12/14 NOVAK. T Assistant Director 

for Licensing 12pp 22901 094 24X Fiche 90-400.04/02/07. 

0403090064 


8403130062 Forwards addl Info re fuel handling bldg retaining wall 
design, in response to BER Open Item 1 from Structural 8, 
Oeotechnical Engineering Branch 

MCDUFFIE, H A Carolina Power «< Light Go 84/03/07 DENTON. H. R 
Office of Nuclear Reactor Regulation. Director 8pp 22601*294 
24X Fiche 90-400,04/03/07.0403130062 


9403140174 Forwards Rev O to Inservlce Insp Procedure I0I-2O1. "A0ME 
Pretervlca Insp Program Plan (Except Reactor Vessel)." In 
response to Matls Engineering Branch SER Open Item 6 
MCDUFFIE.M A Carolina Power 1< Light Co 84/03/07 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director 2pp 22620.090 
24X Fiche 50-400,84/03/07,8403140174 


— 8403140170 Rev 0 to tnservlca Insp Procedure I8I-201, "A8ME Preservie* 
Insp Program Plan (Except Reactor Vessel)." N/49 aperture 
cards Aperture cards are available In PDR 

• Carolina Power t, Light Co 84/02/03 74pp 22620 092 24X 

Fiche 50-400,04/03/07,0403140174 


0403140120 Forwards Rev 2 to emergency plan, per SER Changes reflect 
cancellation of Unit 2, interfaces w/Btate of NC radiological 
emergency response plan i< evacuation time study results, 
MCDUFFIE.M A Carolina Power k Light Co 84/03/00 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 8pp. 22624,271. 
84X Fiche 50-400.04/03/08,0403140120 


— 8403140129 Rev 2 to emergency plan, plant operating manualiVol l,Part 8 
Related info end 

MILLER, J L Carolina Power t, Light Go 84/02/29 173pp. 

22624 873 24X Fiche , 90-400, 04/03/08, 8403140120. 


0403290134 Forwards addl Info re sve watsr sys effluent monl tor ing, In 
response to 8ER Open Item 11 from Meteorology L Effluent 
Treatment Branch, 

MCDUFFIE.M A Carolina Power t> Light Co 64/03/22. DENTON.H R 
Office of Nuclear Reactor Regulation. Director. 6pp 22007* lOt. 
24X Fiche 90-400,04/03/22,0403290134 
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F Sfcurltg> medlcali emsrgencg ti fire protection plans 


Q403t&02B3 Advises of 840316 meeting in Region II ofc to discuss App R 
requirements St results of recent App R insps Attendance 
should be limited to sis utll employees 

l_EMI8i R C Division of Project 8< Resident Programs 84/03/02 

UTLEY. E E Carolina Power St Light Co ip 22660 107 24X 

Fiche 50-000,04/03/02,8403160203 


0403140120 Forwards Rev 2 to emergency plan, per SER Changes reflect 
cancellation of Unit 2, interfaces u/State of NC radiological 
emergency response plan t< evacuation time study results 
HCDUFFIE, M A Carolina Power S< Light Co 84/03/00 DENTON, H R 
□fftce of Nuclear Reactor Regulation, Director 2pp 22624 271 
24X Fiche 50-400,04/03/08,8403140120 


— 8403140125 Rev 2 to emergency plan, plant operating manual, Vol l,Part 2 
Related info end 

MILLER, J L Carolina Power St Light Co 04/02/27 1 73p p 

22624 273 24X Fiche 50-400,84/03/08,0403140120 


-—8403020108 Statement of matl facts as to which there is no genuine 
issue to be heard on -Joint Contention V Related 
correspondence * 

ANDERSON, P H Carolina Power S, Light Co ANDERSON, P H Shaw. 

Pittman, Potts S, Trowbridge 04/02/27 Atomic Safety and 

Licensing Board Panel 3pp 22440 207 24X Fiche 50-400. 

84/02/27, a403020!82 


-—0403020172 Affidavit of HH Uilkle In support of applicant motion for 
summary disposition of Joint Interveners Contention V 
Certificate of Svc end Related correspondence 
WILKIE, W M Carolina Power S< Light Co 04/02/24 !7pp 
22440 210 24X Fiche 50-400.04/02/27,8403020182 


6403010263 Response opposing M Eddleman motion to admit Contention 
SB(2d} on financial qualifications of co-applicants A8L6 
has no basis or authority to reconsider original ruling on 
contention t, motion must be denied Certificate of Svc end 
□ 'NEILL, J H Carolina Power ti Light Co □ 'NEILL, J H Shaw. 
Pittman. Potts & Trowbridge 84/02/28 Atomic Safety and 
Licensing Board Panel 7pp 22432 258 24X Fiche 50-400.04/02/28, 

8403010263 


8403170065 Forwards State of NC t< Cha tham, Harne tt, Lee 
emergency response plan Plan forwarded to ASLAB for 
hearings by separate Itr dtd S4022S 

MCDUFFIE. M A Carolina Power fa Light Co 84/03/12 
□fftce of Nuclear Reactor Regulation. Director Ip 
Fiche 50-400,84/03/12,8403170065 


fa Wake Countl as 
use In 

DENTON. H R 
22663 130 24X 


8403070051 Forwards emergency response plan in support of facility 
Plan encompasses state plan fa plans of Chatham. Harnett. Lee. 
fa Hake Counties W/o end Related correspondence 
HOLLAR, D £ Carolina Power fa Light Co 04/02/20 KELLEY, J L , 
DRtOHTiO 0 , CARPENTER, J H Atomic Safety and Licensing Board Panel 
2pp 22541 276 24X Fiche 50-400,04/02/20.8403070051 


— 8403170067 Emergency response plan 

« North Caroline. State of 84/02/2? 454pp 22663 i31 24X 

Fiche 50-400,04/03/12,0403170065 


0 Adjudicatory correspondence 


0403070055 Motion for summary disposition of Eddleman Contention 15AA 
re capacity factor No genuine issue of matl fact eiists 
Related correspondence 

HOLLAR, D E Carolina Power fa Light Ce 04/02/28 Atomic Safety 
and Licensing Board Panel ISpp 22541 123 24X 

Fiche 50-400,04/02/28,0403070055 


8402230207 Further response to FOIA request for documents re const 
flaws at facility Forwards documents listed in App A 
Documents also being placed in PDR fa LPDR Review continuing 
FELTON, J M Division of Rules and Records 83/12/02 VADEN. T 

Nows fa Observer/Raleigh Times, Raleigh, NC 3pp 22378 277 24X 

Fiche. 50-400, 83/12/02, 8402230207 


— B40307005B Statement of matl facts as to which there is no genuine 
Issue 

HOLLAR, D E Carolina Power fa Light Co 84/02/26 Atomic Safety 
and Licensing Board Panel 3pp 22541 138 24X 

Fiche 50-400,84/02/28.8403070055 


— 0104210125 Discusses implications of Ofc of Inspector fa Auditor 781012 
interview w/fadllty ASLD Ofc of Inspector fa Auditor 
attempted to probe thought processes of fa require 
justification from Board re action taken in adjudication 
YORE. J R Atomic Safety and Licensing Board Panel 78/10/17 
HENDRIE, J. H Commissioners 3pp 22378.302 24X 

Fiche* 50-400, 83/12/02, 8402230207 


—0402230237 Discusses investigation by Ofc of Inspector fa Auditor (OIAl 
re facility proceeding ABLAD unwilling to be interrogated by 
□ lA Many questions Iri DIA interrogation of members of ASLB 
manifestly improper 

ROSENTHAL. A. B Atomic Safety end Licensing Appeal Panel. 

78/10/20 HENDRIE Commissioners 2pp 22378 306 24X 

Fiche 50-400,63/12/02.8402230207 


8402070054 Forwards corrected copy of Page 10 of NRC 840130 response 
In opposition to Eddleman proffered Contentions 167.170. 

171 fa 172 re safety parameter display ays 

MO0RE. J E Hearing Branch 1 84/01/31 KELLEY, J L , 

CARPENTER. vl H . BRIOHT.O, 0 Atomic Safety and Licensing Board Panel 
ip 22102 361 24X Fiche* 50-400, 84/01/31,8402070054 


— 8402070057 Corrected Page 10 of response opposing Eddleman proffered 
Contentions 167.170,171 fa 172 re safety parameter display 
aye 

« Hearing Branch 1 04/01/30 Atomic Safety and Llconslng 

Board Panel Ip 22102 362. 24X Fiche 50-400,04/01/31. 

0402070054 


0402270001 Amended Certificate of Svc for applicant 840224 motion for 
raconsl deration or clarification of ASLD memorandum fa order 
on health effects contentions Certificate of Svc end 
BAXTER. T, A. Carolina Power fa Light Go 84/02/27, 3pp. 22420.101 
24X Fiche 50-400.04/02/27,8402270081 


— 0403070059 Affidavit of RH Koppe in support of applicant motion for 
summary disposition of Eddleman Contention tSAA Certificate 
of Svc one 1 Related correspondence 

KDOPE.R H Carolina Power fa Light Co 84/02/27 24pp 
22341 141 24X Fiche 50-400,84/02/20.8403070055 


B4D3140102 Policy statement on environ qualification of safety-related 
electrical equipment Commission will conduct notice fa 
comment rulemaking proceeding to delete formally 620630 
compliance deadline Certificate of Svc end 

CHILKi 0 J Office of the Secretary of the Commission 84/03/01 
37pp 22624 164 24X Fiche 50-400,04/03/01.0403140102 


8403070134 Amend tP 640113 motion for protective order preventing 
public disclosure of employee info sought by discovery 
request of H Eddleman Order Issued by ASLD appropriate fa 
necessary Certificate of Svc end Related correspondence 
BAXTER. T A Carolina Power fa Light Co BAXTER, T A Shaw. Pittman. 
Potts fa Trowbridge 84/03/02, Atomic Safety and Licensing Board 
Panel llpp, 22538 254 24X F Iche 50-400, 84/03/02. 8403070134 


8403070225 Requests questions re Contention 41 requiring discovery 
responses be filed before 840315 Becond round discovery will 
be given if protective order issue not resolved before 
S4031S U/Cer tl f icate of Svc Related correspondence 
BAXTER. T A Shaw, Pittman. Potts fa Trowbridge BAXTER. T A 
Carolina Power fa Light Co 04/03/02 EDDLEMAN. H Eddleman. U 
4pp 22541 300 24X Fiche 50-400,04/03/02.8403070225 


8403140157 Response opposing H Eddleman 640213 motion for admission of 
Contention SB (2D1 re financial qualifications Eddleman 
argument inaccurate U/NRC 840227 statement of policy 
MOORE. J E Hearing Branch 2 04/03/05 Atomic Safety and 

Licensing Board Panel 5pp 22624 001 24X Fiche 50-400.84/03/05. 

8403140159 


8403020182 Motion for summary disposition of Joint Intervenor 
Contention V re continuous air monitors fa portable air 
lomples.No genuine Issue of matl fact eilsts fa applicant 
entitled to fevorable dec isl on. Related correspondence 
ANDERBONiP H Carolina Power fa Light Co ANDERSON, P H Shaw. 

Pittman. Potts fa Trowbridge 84/02/27 Atomic Safety and 

Licensing Board Panel 14pp 22440 193 S4X Fiche 50-400.84/02/27. 
8403020182 


— 8403140163 Rasponia in support of applicant 
disposition of Eddleman Contention B3/S4B 
there is no genuine issue of matl fact to 
MOORE, J E Hearing Branch 2 84/03/05 

Licensing Board Panel lOpp 22624 006 
Fiche 30-400,04/03/05,0403140159 


840207 motion for summary 
on grounds that 
be litigated 

Atomic Safety and 
24X 


— 8403140168 Affidavit of JC Lehr supporting NF 
motion for summary disposition of Eddleman 
83/040 Applicant assessment consistent w/NF 
FES U/Certlficate of Svc 

LEHR.J C Environmental fa Hydrologic Engin> 
84/03/05 llpp 22624 016 24X Fiche SO-* 
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8403120002 Soppl vmrntd I ansu»r to opplicant Intorrogatori C( h i'(i{uc«ti 
for production of documents on Joint contentimij I t, VI 1 
Cortiftcato OP SvC end flelated correspondence. 

PAYNE. M T Kudiu Alliance PAV«E, ti j EJelsttln & Payne 
PAVNE^H T Joint Intervenor* - Shcaron Harris 04/03/07 4pp 
2S389 298 S4X Flche 50-400. 84/03/07. 0403120003 


8403220270 Joint Intervenor t second suppl to ansuers to applicant 
interrogator 1 es on Joint I re ngt incapability Certificate 
Of Svc end Related correspondences 

EDO LEMAN I U EddlemaO. W EDOUEMAN. M Joint Intervenor* “ Shetroa 

Harris D5B 0S4 04/03/13 Carolina Poioer & Light Co Zpp 

32719 133 24* Flche 30-400.04/03/13,8403220270 


0403130001 Reply to applicant k staff on SER contentions <• notion to 
continue deferral of parts of Eddlenan Contention 107 
Contentions on SER 1, Contention 107 should he admitted 
EDOLEMAN.M Eddloman. N 04/03/07 Atomic Safety and LIcensinj 
Board Panel 9pp 2261S 204 24* Flche 50-400.84/03/07.0403130001 


9403130106 Motion to declare applicant 840220 motion for tumnary 
disposition On Contention 15-AA untlmily Tuienty-day 
eitension should be jrantetf to respond to motion In 
alternative Related correspondence 

EODLEMAN. W Eddleman. M 04/03/07 Atomic BafetU and Cl censing 
Board Panel 4 pp 22634 220 24)C Flche 50-400.04/03/07.0403130106 


•8403130196 Motion to allow filing of affidavit of JO Blackburn re 
W Eddleman 10CFR2 730 petition C affidavits Related 
correspondence 

EDDLEMAN. W Eddleman. H 04/03/07 Atomic Safety and Licensing 
Board Panel ip 22634 224 241 Flche 50-400.04/03/07, 

0403130106 


—0403130207 Affidavit of JO Blackburn in support of U Eddleman 
iOCFR2 730 petition S. affidavits 

BLACKDORNi J O Affiliation Not Assloned 04/03/14 Spo 
22634 223 24* Flche 50-400, 04/03/07, B403I301B6 


0403130220 Answer to staff on summary disposition of Eddleman 
Contention 6S t applicant 840214 answer to Contention 65, 
dumisary disposition lethal weapon not to bo faced unarmed 
Related correspondence 

EDDLEMAN. W Eddleman. N 64/03/07 Atomic Safety and Licensing 
Board Panel 2pp 22634 228 24X Flche 50-400.84/03/07, 

3403130186 


8403190137 Faruards applicant h fRC joint motion to withdraw 
Contentions 2.3 b 6 re security plan Agreement fichanged 
resolving issues 

FLYNN. S F Carolina Power b Light Co 04/03/14 KELUEY, J L . 
BRlcHr. (> O > CARPENTER. J H Atomic Safety and Licensing Board Pinil 
2pp 22666 310 24* Flche 50-400,84/03/14.8403190137 


— 8403190141 Joint motion to withdraw security plan Cantentlons 0. a b b 
Certificate of Svc end 

RUNRLE. J O Joint Intervenors - Shearon Harris FLYNN. 8 F 
Carolina Power b Light Co BARTH. C A Hearing Branch 1 
84/03/14 Atamie Safety and Licensing Board Panel 3pp 
22666 312 S4X Flche 30-400,04/03/14.8403190137 


0403200030 Supplemental responses to W Eddleman general 1 nterrogatcrii i 
Si Interrogatories on Contentions 41 b 65 Certiflcetc of Svc 
end Related correspondence 

BAXTER. T A Carolina Power !■ Light Co BAXTER. T A Shaw. Pltlean. 
Pott* fc Trowbridge 84/03/14 Eddleman. W 7pp 22683.34a 24( 

FUhe 50-400.84/03/14.8403200030 


8403)90025 Memorandum & order reaffirming rulings on response to Bto)}-) 
ardor re health effects 

BRIGHT, 0 O , CARPENTER, J H , KELLEY, J L Atomic Safety and LUeniln| 
Board Panel 64/03/15 Office of the Executive Legal Director 
20pp 22666 08 5 24X Flche 50-400.04/03/15.0403190025. 


6403190053 Interrogatory to Joint Intervenors re Joint Cotitention VII 
Response in writing required by B40403 

BARTH. C A Wearing Branch 1 84/03/19 Joint Intervenors - 

Shearon Harris Ip 22666 IBS 24X Fich® 50-400,04/03/15. 
0403190053 


■0403130230 Response to applicant Interrogatories re Contentions 9,1) k 
I32<C)(2> Related correspondence 

EDDLEMAN* W Eddleman. N 84/03/07 Atomic Safety and Licensing 
Board Panel 20pp 22634 230 a4X Flche 50-400.84/03/07. 
0403130106 


— 0403190050 Interrogatories to U Eddleman re Eddleman Cantentlons llil) 
67 R 116 Response In writing required by 840403 Ccrtiflcet* 
of Eve enc 1 

BARTH.C A Hearing Branch 1 84/03/15 EDDLEMAN, U EddleiMn. R 

Bpp 22666 109 24X Flche 50-400.04/03/15.0403190093 


0403130196 KO'ttnn for summary disposition of Joint Intervenor 
Contention VI re monitoring sys. Mo genuine issue of matl 
fact exists t, applicant entitled to favorable decision 
Related corresp ondenc > 

AMDERSON.P H Caroline Power *i Light Co ANDEB80N.P H Shaw. 
Pittman. Pott# b Trowbridge 04/03/09 Atomic Safety and 

Licensing Board Panel IBpp 22599 003 24X Flche 50-400. 04/03/09. 

B403I3D1S6 


-8403130164 Affidavit of HH WlllclB L rl Shearln in supgort Of applicant 
motion for summary disposition of joint Intervenor 
Contention VI Certificate of Svc end 

NILKIE.W H . SHEAR IN. R V Caroling Power fc Light Co 04/03/00 
133pp 22399 021 24X Flche 50-400.84/03/09.8403131)196 


8403130447 Response to M Eddleman 840307 motion to declare util 840228 
motion untimely Eddleman motion frlveluu*. insulting k 
unfounded Related correspondence 
O'NEILL. J H Carolina Power !■ Light Co 
Pittman. Potts b Trowbridge 3^/00/09 

Licensing Board Panel 5pp 22613 102 

0403130447 


O'NEILL. J H Shaw. 

Atomic Safety end 
24X Flche, 50-400. 84/03/09. 


— 84031304S9 “PPosiRQ W Eddleman 940307 motion to allow filing 

qf affidavit of JO Blackburn Good cause undemonstrated 
Certificate of Svc enci 
O'NEILL. J H Carolina Power t. Light Co 
Pittman. Potts 8. Trowbridge 04/03/09 

Licensing Board Panel, 6pp 22613 in? 

84/03/09, 0403130447 


O'WEILL.J H Bhau, 
Atomic Safety and 
24X Flche: 50-400, 


6403160010 Memorlallxes 040313 tejeon extending t^p,, for discovery 
requests on safety contentions b for response to applicant 
motion For summary dispusition Certificate of 8v* end 
BAXTER. T A Shaw. Pittman. Potts 2, Trowbridge BAXTER. T A 

4oo°* ^2265^310*' ^245V?“h EDDLEMAN, W. EddXnan, U 

4pp 22ho3 J-iO 24X Flcfie ^C)-400f 84/03/134 3403)^0016 


9403220222 Supplemental document listing on discovery ftelatsd 
ci]rri»9p«na«nc« ^ 

L?ohf^cI!*” 04/03/13 Carol (na Power & 

Light Co 2fp 22719 001 24X FI che. 50-400, 04/03/1 3, 8403220223 


84032000S4 Interrogatories to applicant on admitted security 
contention Enel withheld (ref 10CFR73 21) M/Certi f icate of 
Svc Related correspondence 

RUNKLEi J Joint Intervenors - Shearon Harris 84/03/15 Carolina 
Power S. Light Co 3pp 22698 293 24X Fiche 50-400.84/03/15, 

0403200054 


6403200117 Interrogatories b request for production of documents en 
H Eddleman Contention 133C(II> second set Certificate of 
Svc encl Related correspondence 

CARROH. H Carolina Power k Light Co 04/03/13 Eddleman. W 
Bpp 22605 336 24X Flche 90-400,84/03/15,8403200117 


B4D3Z00135 Notice of ER Bleacher <i JR Maples depositions on 040339 th 
Raleigh. NC Certificate of Svc encl Related correspondence 
CARROH. H Carolina Power t. Light Co CARROU. H Shaw. Pittman. 
Potts b Trowbridge 04/03/15 3pp 22699 161 24X 

Flche 50-400.84/03/15,3403200135 


8403210120 informs that part of transcript of 040300 telcon rf 
identification of persons in room at time of call missing 
BARTH.C A Hearing Branch 1 84/03/16 KELLEY, J L , BRIOHT.OO. 

CARPENTER. J H Atomic Safety and Licensing Board Panel If 
22707 179 24 X Flche 90-400,04/03/16,0403210120 


0403300048 Providas corrections to statements of scheduling agreemtati 
per 840313 1 tr Extension to 840403 for Eddleman 41 applies 
only to second round questions not based on welder info 
Related correspondence 

EDDUEMAN.W Eddleman. W 04/03/17 BAXTER, T Shaw, Pittman. Pom 
t, Trowbridge Ip 22699 ISO 24X Flche 50-400, 84/03/17, 6493200040 


8403310051 Order approving joint motion to withdraw security plan 
Contentions 2, 3 i, 6 Cooperatton commended 

KELLEY. J L . CARPENTER, J H, , BRIGHT, 0 □ Atomic Safety and UltlMinl 
Board Panel 84/03/19 Office of the Executive Legal DtrectoT 
2pp 32704 34S 24X Flche 50-400.04/03/19,0403210051 


8403220233 Motion to quash applicant hotice to taka deposition of 
Bleacher ti Map les. Uni 1 kc 1 y applicants can meet even 
threshhold showing of good cause Certificate of Svc encl. 

Related correspondence 

RUnKLE. J Joint Intervenor* - Shearon Harris DSB 049. 84/03/19 

Atomic Safety and Licensing Board Pans! 4pp 22719 003 24X 

Flche 50-400,64/03/19. 0403220223 
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8403S20S87 R««pands to Q40313 response to EtSdlsman 41 Related 
correspondence 

EDDLEhfAN.U Eddleman. U DSQ 091 34/03/19 QAXTER, T Shau, 

Pittman* Potts (< Trowbridge 2pp S3719 OlS S4X 
Fiche 30-400,84/03/19.0403320227 


0403220261 Interrogatories 6 reguest ior productlO'n of documents to 
Joint Intervenors (seventh set) Certificate of Svc end 
Related correspondence 

O'NEILL, J H Carolina Power h Light Co O'NEILL, J H Shau, 
Pittman, Potts 6 Trowbridge DSQ 05B 84/03/19 Joint 

Intarvanors - Shearon Harris 21pp 22719 HO 24X 
Ficha 90-400,84/03/19,8403220261 


0403220269 Joint Intervenor general interrogatories 6 interrogatories 
on Contention 7 (first set) Related correspondence 
EDDLEMANiU Eddlemen, H EDDLEMAN, 14 Joint Intervenors - Sheeron 
Harris 08B 093 84/03/19 Carolina Power h Light Co 24pp 

22719 131 24X Fiche 50-400,84/03/19,0403220265 


8403200361 Clarification of Joint Intervenors position re J Oofman 
Oofman absolutelg unwilling to appear as intervenor witness 
EDDLEMAN, W Joint Intervenors - Shearon Harris EDDLEMAN, W 
Eddlaman, M DSD 179 04/03/20 2pp 227B7 232 24X 

Ficha 90-400,04/03/20,0403200361 


8403260327 Interrogatories & request for production of documents re 
Eddlemen Contentions 9611 (second set) Certificate of 
Bvc end Related correspondence 

SHIOER, M A Carolina Power 6 Light Ce SHIOER,M A Shau, Pittman, 
Potts 6 Trowbridge DSD 104 84/03/23 Eddleman, 14 14pp 

22760 143 24X Fiche 80-400,84/03/23,8403260327 


B4O3260328 Responds to 840317 6 19 Itrs re extension to file discovery 
requaits, welder info confidentiality 6 interrogatory 
answers, Svc list end Related correspondence 
BAXTER, T A shauii Pittman, Potts U Trowbridge BAXTER,? A 

Carolina Power 6 Light Co DSD 103 04/03/23 EDDLEMAN, 14 

Eddleman, (4 4pp 22760 187 24X Fiche 50-400, 84/03/23. B40326032S 


6403260346 Responses to general Interrogatories 6 Interrogatories on 
Contention 69 (seventh set) Related correspondence 

BAXTER,T A Carolina Power 6 Light Co QAXTER, T A Shaw, Pittman, 
Potts it Trowbridge DSD 102 84/03/23 Eddleman, (4 47gp 

22760 190 24X Fiche 90-400,84/03/23,8403260348 


— 8403260394 Response to request for production of documents 
(Contention 69) Certlficato of Svc end 

BAXTER, T A Carolina Power 6 Light Co BAXTER. T A Shau, 
Pittman, Potts 6 Trowbridge 84/03/23 Eddleman, 14 6pp 

22760 237 24X Fiche 90-400,84/03/23,8403260348 


6403270319 Response opposing 14 Eddleman 040307 motion to allow filing 
of affidavit of JO Blackburn Affidavit is untimely suppl to 
petition re need for power 6 alternative energy sources 
Certificate of Svc end 

MOORE, J.E. Hearing Branch 1 D8S 133 84/03/23 9pp 22789 023 

24X Fiche 30-400,84/03/23,8403270319 


8403270321 Clarification of staff response in support op applicant 
notion for summary disposition of Joint Intervenors 
Contention JV re TLDs 

BARTH, C A Hearing Branch 1 D9 b 130 84/03/23 Atomic Safety 

and Licensing Boerd Panel 3pp 22789 020 24X 

FIcht’ 90-400, 04/03/23, 0403270321 


8403270333 Response in support of applicant 840227 motion for summary 
disposition of Joint Intervenors Contention )/ re callbr of 
air monitors Related correspondence 

BARTH, C A Hearing Branch 1 088 129 84/03/23 Atomic Safety 

and Licensing Board Panel. 2pp 22789 006 24X 

Fiche 90-400,84/03/23,8403270333 


— 8403270330 Affidavit of S Block tn support of summary disposition of 
Joint Contintion V. Cert 1 f icate of Svc end 

BLOCK, S Division of Systems Integration (post 811009) 84/03/19 

8pp 827e?;008 24X Fiche 90-400, 84/03/23, 8403270333 


8403200344 Response to applicant interrogatories re Eddleman 116 
Related correspondence, 

EDDLEMAN, U Eddleman, U DSD 177 84/03/23 Carolina Pouar it 

Light Co 6pp 22787.116 24X Fiche 90-400,84/03/23,8403280344 


8403200349 Notifies of inability of copy ebrs to copy new filings dus 
840323. Motion made for extsnston of tima to ensure 
duplication Related correspondence 

EDDLEMAN, U. Eddleman, U D8B 176 84/03/23 KELLEV, J Atomic 

Safety and Licensing Board Panel BAXTER, T Shaw, Plttmen, Potts L 
Trowbridge. 2pp. 22787 144 24X Fiche 90-400,84/03/23, 8403280349 


8403280331 Eddleman general interrogatories t, interrogatories on 
Contentions 9,11,41,45,116 t 132(c)(2) to applicant 
(eighth set) Certificate of Svc end Related correspondence 
EDDLEMAN, U Eddlemen, U DSD 166 84/03/23 * Carolina Power 6 

Light Co 24pp 22787 140 24X Fiche 30-400,84/03/23,8403280331 


6403280360 Response to util motion for summary disposition on 63/84S t 
motion for licensing conditions No Cape Fear River water 
should be used by util for cooling Related correspondence 
EDDLEMAN, il Eddleman, N DSD 174 84/03/23 Atomic Safety and 

Licensing Board Panel Ip 22787 231 34X Fiche 30-400,84/03/23, 

8403280360 


0403270327 Advises that term job eiperience, used in 840314 discovery 
responses, Inc ludes only welding eiperience Related 
correspondence 

BAXTER, T A Shaw, Pittman, Potts 6 Trowbridge BAXTER,! A 

Carolina Power 6 Light Co DSD 144 84/03/26 EDDLEMAN. H 

Eddleman, N 3pp 22789 016 24X Fiche 90-400,84/03/26.8403270327 


8403280347 Eddleman t. Joint Intervenors interrogatories to NRC staff 
(third set) Related correspondence 

EDDLEMAN, H Eddlaman, W D6D 163 84/03/26 Office of the 

Eiecutive Legal Director 16pp 22787 127 24X 

Fiche 30-400,04/03/26,8403280347 


M Antitrust correspondence 


8403020096 Notification of 040224 meeting w/util in Dethesda.HD to 
discuss antitrust matters 

BUCKLEY, B C Licensing Branch 3 84/02/17 KN I OH TON. 8 W 

Licensing Branch 3. 4pp 22491 179 24X Fiche 90-400 , 04 / 02/17. 

0403020096 


8403020084 Notification of change in date tc time for B40302 meeting 
u/utll In Dethesda.MD to discuss antitrust matters 
BUCKLEY, D C Licensing Branch 3 04/02/27 KNIGHTON, 0 N 

Licensing Branch 3 4pp 22491 184 24X Flehe 50-400,34/02/27, 

8403020064 


0403280024 Forwards MA McDuffie 840216 response to B30I19 request far 
addl antitrust Info to continue review of QL app 1 1 cation, p er 
Reg Guide 9 3 Recipient inadvertently omitted from list 
ZIMMERMAN, S R Carolina Power & Light Co 84/03/19 VOOLER, D NRC 
- No Detailed Affiliation Given Ip 22777 007 24X 

Fiche 90-400,84/03/19,0403280024 


0403260009 Forwards responses to questions raised in 840302 meeting re 
antitrust review 

MCDUFFIE. M A Carolina Power it Light Co 04/03/20 TOALSTON. A L 

Biting Analysis Dranch 70pp 22730 153 24X Fiche 90-400, 

04/03/20, 8403260009 


0 Advisory Committee an Reactor Safeguards reports L correspondence 


8403140302 Discusses seismology Issues in OL review Extremely 
conservative values established for DDE 6 SSE Plant site is 
as nearly aseismic as any site in eastern US 

KAXNEUL, J C Maxwell. J C HAXUELU.J C ACR8 - Advisory Committee 
on Reactor Safeguards 84/01/05 KERR.H ACRB - Advisory Committee 

on Reactor Safeguards Ip 22633 317 24X Fiche 30-400, 84/01/05, 

8403140302 


8403160085 Comments on 840103-04 site visit 6 OL hearing In ApeiiNC 
Requests opportunity to view final control room fc new 
s imulator 

PEARgON, R 0 North Carolina State Unlv , Raleigh, Nc PEARSDNiR 0 
ACR8 - Advisory Committee on Reactor Safeguards 84/01/09 KERR, tl 

ACRS - Advisory Committee on Reactor Safeguards MAJOR, R. North 

Carolina State Unlv , Raleigh, NC 3pp 22662 276 24X 

Fiche 50-400,04/01/05,8403160005 


8401300121 Dummariies ACRS 2a5th meeting on 840112-14 re review of OL 
appl lea t Ion, control room design << tube degradation 
Investigation of allegations re OA requested 

EBERBOLE, J C ACRS - Advisory Committee on Reactor Safeguards 
84/01/16 PALLADlNQ, N J Commissioners 3pp 22044 - 023 24X 

Fiche 50-400,04/01/16.8401300121 


Q Inspection reports, IE Bulletins ti correspondence 


8403070179 Ack receipt of B40208 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-400/83-36 
Implementation of corrective actions will be examined during 
future insps 

VERRELLI.D M Division of Project 6 Resident Programs 04/03/22 

UTLEY.E E Carolina Power i Light Co Ip 22547 276 a4X 

Flehe 50-400,84/02/22,8403070179 
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— B4030701B4 Responds to NRC B4O1I0 Itr re violations noted In lE Inap 
Rept 30-<I00/a3-36 Corrective actions transformer replaced 
Full compliance ulll be achieved on 840S20 

PARSDNSiR H Carolina Power & Lljht Co 04/02/09 0'REIl.UYiJ P 
Region 2> Office of Director Bpp 22347 277 24X 

Fiche 30-400,04/02/22.9403070179 


— 8403070193 Forwards IE Insp Repts 50-400/B3~3<> t, 50-401/93-36 On 
831120 !< 1220 t, notice Of violation 

V9RRELLI,0M Division of Project ti Resident Programs 84/01/10 
UTLEY. E E Carolina Power tr Light Co 2pp 22547 279 24X 

Fiche 50-400.84/02/22,8403070179 


— B403070197 Notice of violation from insp on 031120-1220 

* Region 2, Office of Director 84/01/10 ip 22347 281 24X 

Fiche 50-400,84/02/22.8403070179 


— 8403070199 IE ln»P Repts 50-400/83-36 ft 50-401/83-36 on 831120-1220 
Vlotatlon noted failure to protect equipment from rainwater 
entering reactor auxltlarg bldg from roof 
MAXWELL.C F . PREVATTE, R L Region 2. Office of Director 
BEHIS.P R Division of Project 6 Resident Programs 84/01/09 
9pp 22547 282 24X Fiche 50-400.84/02/22,8403070179 


8403070094 Act receipt of B40I18 b 27 Itrs informing NRC of steps taken 
to correct violations noted in IE Insp Rept 50-400/83-35 
VERRELLI.D H Division of Project b Resident Programs 84/02/23 

UTLEY. E E Carolina Power h Light Co ip 2234 5 340 24X 

Ficli* 30-400,94/02/23,8403070094 


— 8403070093 Clarifies response to NRC 831220 Itr re violations noted in 
IE Insp Rept 50-400/83-33 Corrective actions sock-o-l*t 
restampcd w/correct number on fitting on 840111 
PARSONS.R M Carolina Power *■ Light Co 84/01/27 O'REILLY, J P 
Raoinn 2, Office of Director 2pp 22543 349 24X 

Fiche 50-400.84/02/23,8403070094 


--6403070096 Responds to NRC 831220 itr re violations noted in IE Insp 
Rapt 50-400/83-35 Corrective actions sock-o-let restamped 
u/correct number on fitting on B4011I 

PARSONS.R M Carolina Power b Light Co S4/01/1B D'REILLY.J P 
Region 2, Office of Director 2pp 2254 3 331 24X 

Fiche SO-400, 84 /02/23, 8403070094 


—0403070100 Forwards IE Inap Repts 30-400/83-33 b 30-401/83-33 on 
831129-1202 b notice of violation 

VERRELLI.D H Division of Project b Resident Programs 83/12/20 
UTLEY.ee Carolina Power b Light Co 2pp 22343 333 24X 

Fiche 50-400. 04/02/23. 9403070094 


— 8403D70102 Notice of violation from insp on 831129-1202 

* Region 2, Office of Director 83/12/20 Ip 22545 355 24X 

Fi Che 50-400. 84/02/23, B403070Q94 


— 8403070103 IE Insp Repts 50-400/83-35 b 50-401/83-35 on 831129-1202 
Violation noted failure of as-built drawings to reflect 
actual piping configuration 

KLEINSORCE.U P Region 2. Office of Director BLAKE. J J 
Division of Engineering b Operational Programs 83/12/13 9pp 
2254S.336 24X Fiche 50-400.84/02/23,8403070094 


8401190072 IE Info Notice 84-13. ''Potential Deflciencg In Kotor 
Operated Valve Control Circuits b Annunciation “ Svc list 
end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Respense (Post 83OI03) 84/02/20 Consolidated Edison Co of New 

York. Inc llSpp 22909 239 24X Fiche 90-000> 84/02/28. 8401 190072 


8403160194 Acic receipt of 840207 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-400/83-23 
LEUI6. R C Division of Project b Resident Programs 84/03/01 
UTLEY. E E Carolina Power b Light Co ip 22633 359 24X 

Fich* 30-400,84/03/01.8403160194 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Ragulatorg Revs by DOT b NRC." Svc list end 

ORACE. J W Division of OA. Safeguards b Inspection Programs IPost 
8301031 84/03/02 Consolidated Edison Co of New York. Inc 

ISOpp 22352 329 24X Fiche 50-000,84/03/02.8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valvas to Operate." Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 84/03/02 Consolidated Edison Co of New 

Vorkt Inc 122pp 22353 098 24X Fiche 30-000.84/03/02.8402090008 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Reaponso iPost 8301031 84/03/02 Consolidated Edison Co of New 

Yorki Inc I19pp 22333 217 24 X Fiche 30-000.84/03/02.8402090009 


0402090011 IE Info Notice 84-17. ''Problems N/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp '' Svc list one! 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York. Inc 117pp 22533 336 24X Fiche 30-000. 84/03/03, 840209001 1 


B40329019B Forwards IE Insp Rept 50-400/04-04 on 840214-17 No 
vlolatloos noted 

VERRELLI.D M Division of Project b Resident Programs 84/03/06 
UTLEY, E E Carolina Power b Light Co 2pp 22003 314 24X 

Fiche 30-400,84/03/06,8403290198 


— 8403290199 IE Insp Rept 30-400/04-04 on 840214-17 Mo violations noted 
Major areas inspected structural concrete, struc tural 
backfi 11, previously identified enforcement items b 
previously Identified inspector followup items 

HARRIS, J R , CONLON, T E Region 2. Office of Director 04/03/03 
3pp 22003 316 24X Fiche 50-400,84/03/06,8403290190 


8402090024 IE Info Notice 84-09, Rev 1. "Lessons Learned From Imps of 
Fire Protection Safe Shutdown Sys " Svc list enc 1 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc H8pp 22633 049 24X Fiche 50-000,84/03/07.8402090024 


8402090028 IE Info Notice 84-10, "Stress Corrosion Cracking In PHR 
6ys " Svc list end 

JORDAN.E L Division Of Emergency Preperedneii b Engineering 
Response iPost 830103) 84/03/07 Consolidated Edison Co of Now 

York, Inc liepp 22384 186 24X Fiche 30-000,84/03/07,8402090028 


B403140I74 Forwards Rev 0 to Inservlce Insp Procedure 181-201, "AflME 
Prescrvlce Insp Pregrara Plan (Except Reactor Vessel)." In 
response to Metis Engineering Branch SER Open Item 6 
MCDUFFIE.M A Carolina Power b Light Co 04/03/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22620 090 
24X Fiche 30-400,04/03/07.8403140174 


--840314017B Rev 0 to Inservice Insp Procedure 181-201. "ASHE Preservice 
Insp Program Plan (Except Reactor Vessel) " W/45 aperture 
cards Aperture cards are available in POR 

• Carolina power b Light Co 84/02/03 74pp 22620 092 24X 

Fiche 50-400,84/03/07.8403140174 


8403160267 Forwards IE Enforcement Conference Repts 30-261/84-08 b 
30-400/84-08 on 840223 

D'REILLY.J P Region 2. Office of Director 84/03/09 UTLEY, E E 

Carolina Power b Light Co 2pp 22660 273 24X 

Fiche 50-000. 84 /03/09, 8403 1 60267 


—8403160274 IE Enforcement Conference Repts 30-261/84-08 b 50-400/84-08 
on 840223 Major areas discussed unauthorlied entry into 
facility reactor cavity b QA programs re procurement of 
sves b mat Is 

VERRELLI.D K Division of Project b Resident Programs 84/03/06 
3pp 22660 277 24X Fiche 30-000,84/03/09,8403160267 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use In 
Class IE Safety Sys " Svc list end 

DEYDUNO, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of Nau York. Inc 

134pp 22823 094 24X FI c )< e ' 30-000, 84/03/ 12, 8402090031 


8403290163 Ack receipt of 840309 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-400/84-03 
Implementation of corrective actions will be examined during 
future Insp 

VERRELLI.D, H Division of Project b Resident Programs 84/03/20 
UTLEY.E E Carolina Power b Light Co Ip 22003 329. 24X 

Fiche 30-400.84/03/20,8403290163 


— 8403290166 Responds to NRC 040213 Itr re violations noted in IE Insp 
Rept 50-400/84-03 Corrective actions Held Joint 
l-SI-130-FW-33^ documentation clianged to show correct Heat 
Number M 2945 for welded end of Spool l-RC-i34-l 
PARBQNS.R M Carolina Power b Light Co 84/03/09 D'REILLY.J. P 
Region 2, Office of Director 2pp 22803 330 24X 

Fiche 30-400. 84/03/20. 8403290163 


—8403290169 Forwards IE Insp Rept 30-400/84-03 on 840124-27 b notice of 
violation 

VERRELLI.D M Division of Project b Resident Programs. 84/02/13 
UTLEY.E E Carolina Power b Light Co 2pp 22803-332. 24X 

Fiche 00-400,04/03/20,8403290163 


--8403290171 Notice of violation from Insp on 840124-27 

s Region 2, Office of Director 84/02/13 Ip 22803.334 24X 

Fiche 30-400,04/03/20,8403290163 
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— 0403390173 IE Jnsp Bept 90-400/84-03 on 040124-37 
falluro to p^ovlde adequate procedures for heat 
varif Icatlon 

KLEINaOBOE. W P Region 2. Office of Director 
Dlvielon of Engineering S< Operational Programs 
23003 335 a4X Flch* 90-400.84/03/20,0403290163 


Violation noted 
number 

Bi/IKE, J J 
84/02/08 13pp 


8403010210 Foriuards task descriptions for 16 knoun problems re 
Transamarica Oelaval.Inc emergencg diesel generators 
flUSELEBiU J TOI I Tran e ame r i ca Delaval, Inc. ) Ouners Oroup 
04/02/28 DENTON.H B Office of Nuclear Realtor Regulation. 

Director 42pp 22435 177 24X Flche 50-000. 04/O2/2B. 8403010218 


8402090043 IE Info Notice 84—19, "Tuo Events Involving Unauthorized 
Entries into PUR Reactor Cavities " Svc list enc 1 
JORDAN. E L Division Of Emergencg Preparedness & Engineering 
Raeponse iPost 830103) 84/03/21 Consolidated Edison Co of Netu 

Vorki tnc 123pp 22823 229 24X Flche 50-000,84/03/31.8402090043 


8402090044 IE Info Notice 84—20. "Bvc Life of Relags In Safe tg-Related 
Sge. ” Bvc list end 

JORDAN. E L Division of Emergencg Preparedness S> Engineering 
Responee (Post 830103) 04/03/21 Consolidated Edison Co of Neu 

York. Inc 139pp 22933 001 24X Flche 50-000,84/03/31.8402090044 


F) Periodic operating reports I< related correspondence 


8403070285 Fifth Interim deficiencg I, Part 21 repts.Item 117 re ueldlng 
defects on Class IE 6 9 IcV circuit breakers Inltiallg 
reported on 830211 All Class IE breakers at site returned to 
Siemens-AI I 1 s Final rept expected bg 840331 

PARSONS, R M Carolina Pouer 6 Light Co 04/02/29 O'REILLY. J P 

Region 2. Office of Director 4pp 22547 075 24X 

Ficha- 50-400. 04/02/29,8403070285 


0403130398 Fifth Interim deficiencg rept. Item 53 re potential for 
Wes t inghous e mfg gate valves failing to fullg close/open 
under design conditions Also reportable per Part 21 
Harduare changes completed Pinal rept expected bg 840415 
PAR3DNB,R.N Carolina Poiuer 6 Light Co 04/03/01 Q'REILLY.JP 
Region 2. Office of Director lOpp 22616 283 24X 

Flche 90-400.84/03/01,0403130398 


8403020443 Foruards aionthlg status rept of offsite emergencg 
preparedness for OL reviews for Jan 1984 Changes In FEMA 
finding dates not caused bg delag due to offsite emergencg 
planning issues 

OIRCKSr U J Office of the Executive Director for Operations 
04/02/21 PALLADINQ Commissioners 9pp 22492 083 24X 

Flche 90-000,84/02/21,8403020443 


8403130337 Interim deficiencg & Part 21 repts.Item 159 re flexible 
coupling drive shaft in overspeed governor & fuel transfer 
pump drive of standbg diesel generator Inltiallg reported on 
S40206 Final rept uill be submitted bg 840416 

PARSONS, R M Carolina Poiuer & Light Co 84/03/02 O'REILLY. J P 
Reglczn 2, Office of Director Ip 22617 277 24X 

Fiche 90-400,64/03/02,8403130237 


8 Reportable occurrences, LERs related correspo.ndence 


8403010491 Informs Commission of problems w/emergencg diesel generators 
mfg by Transamerlca Delaval, Inc 

DIRCK8, M, J Office of the Executive Director for Operations 
aECY-B3-034 84/01/25 4pp 22438 347 24X Fiche 50-000,84/01/25. 

B4030104S1 


8402270274 Third Interim deficiency rept, Item 111 re seismic 
qua! 1 f icatlon test failure of Transamerlca Delaval, Inc 
starting air check for emergencg diesel engine generator 
sets Also reportable per Part 21 Next rept by 840525 
PARBDNa.R M Carolina Power ti Light Co 84/02/19 Q'REILLV. J P 
Region 2, Office of Director 4pp 22391 304 24X 

Fiche 90-400,84/02/15,8402270274 


8403010390 Interim deficiency rept, Item 158 re Pullman Const 
Industr les/Ebasco design Interface KVAC ductwork Differences 
impacting seismic qualification mag exist betwean design b 
fabrication documents Also reportable per Part 21 
PARB0N8, R H Carolina Power t< Light Co 84/02/17 O'REILLY, 0 P 
Region 2, Office of Director Ip 22432 326 24X 

Fiche- 90-400, 84/02/17, 8403010350 


8403010394 Deficiency >< Part 21 repts.Item 187 re Buskin Mfg Co 
supplied actuators falling to meet functional test 
requirements of OH Bettis Co Initially reported on 631221 
Next rept will be submitted bg 040323 

PARBQNB, R M Carolina Power fc Light Co 84/02/17 O'REILLY, vl P 
Region 2, Office of Director Ip. 22434 046 24X 

Fiche 90-400.84/02/17,8403010394 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Olmpel •NP8-4 T&T valve, to close Enel Itr dtd 840203 
sent to listed utils CE notified of affected units In BUR 
plants. 

THEROUX. R R Terry Carp 04/02/22 UQODRUFF.R.W Director's 
□fflcei Office of Inspection and Enforcement 6pp 22706.327 24X 

Fiche. 90-000,84/02/22, 8403210032 


8403070290 Fourth interim deficiency rept, Item 77 re seismic Class I 
cable tray, conduit t. HVAC hangers supplied by Peden Steel 
Initially reported on 820802 Component relnsp in progress 
Next rapt by 840701. Also reported per Part 21 

PARBONS, R M Carolina Power «< Light Co 84/02/24 O'REILLY, J P 
Region 2, Office of Director 4pp 22547 067 24X 

Fiche- 90-400, 84/02/24, 8403070290 


8403090062 Fourth Interim t< Part 21 repts.Item iOi ra defective 
governor drive coupling eupplisd by Transamerlca Delaval. 
Initially reported on 820909 Couplings to be replaced, Pina 1 
rapt by 840525. 

PARBONS, R.K Carolina Power 6 Light Co 84/02/24 O'REILLY, 0 P 
Region 2, Office of Director 4pp 22979 299 24X 

Fiche. 90-400, B4/02/24, 0403090082 


8403010207 Forwards "Investigation of Types AF s< AE Piston Skirts," per 
Trancamerlca Delaval, Inc Ownart Oroup program commitments 
Rept evaluates cracks In AF piston skirts in Shoreham 6 
Orand Oulf Nuclear Power Stations 

MUSELER.W J. TDI (Transamerlca Dalaval, Inc ) Owners Croup 
64/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 3pp 22434 090 24X Fiche. 90-000, B4/02/27, 8403010207 


8403140048 Forwards "Grand Oulf Component Tracking Sgs. " “Bhoreham 
Component Tracking Sgs" t, "Transamer lea Dslaval, Inc 
Diesel Oenarators Owners Group Program Plan," to resolvs 
concerns u/emergeneg diesel generators 

HUSELERiU J Long Island Lighting Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22626 062 
R4X riche 30-000,04/03/02,0403140048 


— 8403140099 ''Transamerlca Delaval, Inc Diesel Oeneratort Owners Oroup 
Program Plan " 

s TDI (Transamerlca Delaval, Inc ) Owners Group 64/03/02 
261 pp 2262B 223 24X Fiche 90-000,84/03/02,0403140048 


8403120084 Interim deficiency rept. Item 140 re nondeterminate quality 
characteristics of 99 of 235 pipe hangers Hanger program 
revised it 99 hangers reinspected Next rept will be submitted 
bg 840507 ' 

PARSONBiR M Carolina Power t. Light Co B4/03/0S O'REILLV.dP 
Region 2, Office of Director Ip 22986 163 24X 

Flche 90-400,84/03/09,6403120084 


6403200203 Interim deficiencg rept. Item 101 I, Part 21 rept re 
defective governor drive coupling Correct Itr date is 
B40224, not 630224 

PARSDNB.R M Carolina Power t, Light Co 04/03/09 O'REILLV, JP 
Region 2, Office of Director Ip 22699 347 841 

Flche 90-400,64/03/09,6403200203 


8402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 b 16 meetings between NRC b 
Transamerlca Delaval, Inc (TDI) Owners Group Distribution 
list enc 1 

EISENHUr, D Q Division of Licensing 04/03/12 PALLADINO 
Commissioners 5pp 2270B 001 24X Fiche 50-000,84/03/12, 

8402090039 


— S403060S36 Forwards summary of 840210 meeting w/Transamer i ca Delaval, 
Inc Owners Oroup in DethesdaiHD re problems w/«mergency 
diesel generators 

CARUao, R Licensing Branch 2 04/02/27 O'REILLV.dP NRC - No 

Detailed Affiliation Given 6pp 22706 006 24X 

Fiche 90-000,04/03/12,8402090039 


— 0403060594 Transcript of 640210 meeting w/Traniamer Ice Delaval, Inc 
Owners Group in BethesdaiMD re problems w/emergency diatel 
generators 

* NRC - No Detailed Affiliation Given 84/02/10 I47pp 
67301 000 24X Flche 90-000,64/03/12,6402090039 


--0403070409 Summary of 840216 mooting w/Transamer lea Delaval, Inc Owners 
Group In Hading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript b 
attendance list end 

MILLER, N A Licensing Branch 4 84/02/27 Licensing Branch 4 

app 22700 161 24 X Flche SO-000, 84/03/12, 6402090039 


--04O3O7O423 Transcript of 040216 conference in Mading Hlver.’NY re 
Transamerlca Delaval, Inc diesel generators Pp 1-82 
« Commissioners 04/02/16 e4pp 22706 169 24X 

Flche 90-000,04/03/12.8402090039 
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0403140030 Forwards "Oesigr^ Reviaio of Coorvectlng Rod Bearing Shells tor 
Transaoieriica Delava.1 Enterprise Engines" for Shorehaoi I 
Orand Oul# diesel generators 

MUSBLER.H J Long Island Lighting Co 34/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22*32 074 
24X FUhe 30-000,84/03/12,0403140050 


B403150133 Forwards “Transamer i ca Delavablnc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines Sr svc conditions 

KUSELER.W J TDI ( Tran $ a mer 1 c a Oelaval, Inc ) Oianers Group 
84/03/13 DENTCNrH R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Fiche 30-000,84/03/13,8403130133 


6403200222 Responds to 640214 Requests for Info I 8> 2 re 8-4 series 
engines List indicating engine number, modal I, svc number, 
customer name s, address, rat 1 ng, da te shipped tc date started 
end 

MATHEWS, C S Transamerlca Delaval, Inc 84/03/1* EISENHUT.DC 
Division of Licensing 20pp 22*91 179 24X Fiche ao-OOO, 84/03/l£>, 

6403200222 


840327009i Interim deficiency rapt re seismic HVAC ductujork by Pullman 
Const Industries not meeting design specs Initially reported 
on 640120 To date, 63V. of suspected ductwork evaluated !, 
determined acceptable Nett rept by 840*20 

PARSONS, R M Carolina Paiuer S< Light Co 84/03/20 O'REILLT, J P 
Region 2, Office of Director Ip 22766 332 24X 

Fiche 30-400,84/03/20.0403270091 


8403300043 Third Interim deficiency rept. Item 93 re shop welding 
defects in Seismic I pipe hangers supplied by Bergen- 
Patterson X, Item 72 re undarsiied skewed tee fillet weld on 
hangers Final rept by 041201 Also reported per Part 81 
PARSONS, R H Carolina Power b Light Co 04/03/21 O'REILLY, J P 
Region 2, Office of Oirector Spp 22619 313 24X 

Fiche 30-400.84/03/21,6403300043 


6403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension t, Stress Analysis, “ prepared by St,W for 
Transamerica Oelavaliinc <TDI 1 Diesel Generator Owners 
Group 

MUSELER,W 0 TDI 1 Transamer 1 ca Delaval, Inc > Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22774 001 24X Fiche 30-000,84/03/83,8403270132 


8403270134 Requests meeting on 840418 to discuss short-term t< long- 
term corrective actions t< Investigations re Transamerlca 
Delaval diesel generators List of suggested meeting topics 
enc 1 

MCOAUOKY, J P TDI ITransamer ica Delaval, Inc > Duners Group 
64/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 50-000,84/03/83,8403270134 


6403300034 Interim deficiency rept. Item 157 re OH Bettis operators on 
Ruskln-suppt 1 ed HVAC dampers failing to meet functional test 
requirements Initially reported on 83)221 Required info 
unavailable Next rept by 840321 Also reported per Part 21 
PAREONS.R H Carolina Pouter L Light Co 84/03/23 D'REILLY, J P 
Region 2, Office of Director Ip 22821 311 24X 

Fiche 30-400.84/03/23,6403300034 


T Hearing transcripts on non-antltrust matters 


6403120121 Transcript of 840308 telephone conference In Dethesda,M0 
Pp 751-807 

« Commissioners 64/03/06 S8pp 22586 119 24X 

Fiche 50-400,84/03/06,840312012) 


6402090039 Board Notification 84-058 forwards meeting summaries 
containing transcripts of 640210 tt I* meetings between NRC b 
Transamerica OclavaLInc ITDIl Owners Group Distribution 
list end 

E18ENHUT, D 0 Division of Licensing 64/03/12 PALLADINO 
Commissioners 5pp 22706 001 24X Fiche 50-000,04/03/12. 

B40209Q039 


— 84030*0536 Forwards summary of 840210 meeting w/Transamerlca Delaval, 
Inc Owners Group in Dethesda,MD re problems w/emergeney 
diesel generators 

CARUSO. R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

FUhe 50-000,84/03/12,8402090039 


“8403060554 Transcript of 840210 meeting w/Transamer lea Delaval, Inc 
Owners Group in Bethesda, MD re problems u/emergencu diesel 
generetors 

• NRC - Ne Detailed Affiliation Given 64/02/10 I47pp 
67201 000 24X Fiche 50-000,04/03/12.6402090039 


— 6403070409 Summary of 840216 meeting u/Transamer i ca Delaval, Inc Owners 
Group in Hading River, NY re program plan to establish 
reliability of diesel generators Agenda, meet Ing transcript b 
attendance list end 

MILLER, M A Licensing Branch 4 04/02/27 Licensing Branch 4 

8pp 22709 161 24X Fiche 50-000,84/03/12,8402090039 


— 8403070423 Transcript of 840216 conference In Wading Rivar.NY ra 
Transamerica Delaval, Inc diesel generators Pp 1-82 
» Commissioners 64/02/16 04p p 22708 169 84X 

Fiche 50-000,64/03/12,8402090039 


V Operator Eiaminatlons 


6403120076 Forwards tables listing nuclear plant operating experience 
Tables detail experience as of 840305 b experience expected 
by fuel load Shift advisors, if utl I i ted, wi 1 1 he from within 
utl 1 

UTLEY, E E Carolina Power b Light Co 84/03/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 19pp 22590 208 
24X Fiche 50-400,84/03/06,8403120076 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


A App 1 Icat lon/cons true tl on stage documents L correspondence 


0402230207 Further response to FOIA request for documents re const 
flaws at facility Forwards documents listed in App A 
Documents also being placed In PDR b LPDR Review continuing 
FELTON, JM Division of Rules and Records 63/12/02 VADEN, T 

News b Observer/Ralelgh Times, Raleigh, NC 3pp 22376 299 24X 

Fiche 50-400,83/12/02,8402230207 


— 8402230226 Forwards Ote of Inspector b Auditor "Inquiry into Alleged 
Omission of Line Inspector Views from CP Hearing " No 
further distribution should be made outside of ofc Rept 
under Commission review 

OOSBICK.L V Office of the Executive Director for Operations 
78/H/lS DENTON Office of Nuclear Reactor Regulation, Director 
SMAPAft Office of the Executive Legal Director DAVIS Office of 
Inspection b Enforcement, Office of the Director Ip 22378 305 
24X Fiche 50-400,63/12/02,6402230207 


--9402230239 Fpruards Apps A, B, C b D to be included lu/questlons for Panel 
in re facility testimony Related Info enc 1 

HURPHYiC E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 78/11/16 REIS, E J Office of the Executive 
Legal Director Olpp 22378309 24X Fiche 50-400,83/12/02, 

0402230207 


—8402230246 Ack 820510 conversation re allegations by facility employee 
D Jarvis, per Regional Ofc Instruction 2231, Rev 2, Paragraph 
2 C (31 Case file end 

MAXWELLiO Region 2, Office of Director 82/05/10 VORSE.J NRC 
- No Detailed Affiliation Olven 2pp 22379 039 24X 

Fiche 50-400,03/12/02,8402230207 


— 0402230240 Requests that Region II civil insp personnel Investigate 
allegations by unidentified Individual ra coatings during 
nest routine Insp at site Case chronology end 

MAXWELL, 0 F Region 2, Office of Director 82/07/07 VORSE.J 
NRC - No Detailed Affiliation Given 2pp 22379 034 24X 

Fiche 50-400.03/12/02,8402230207 


— 0402230251 Mstl maint requirements for Procedure AP-XIH-07, 

" In-St orage Insp b Maint " Equipment purchase order form 
enc 1 

» Carolina Power b Light Co 03/12/02 9pp 2237?’040 24X 

Fiche 50-400.63/12/02,0402230207 


6403160330 Informs that design b const QA program transmitted by 830509 
1 tr accep tab le 

LEWIS, R C Division of Project b Resident Programs 04/02/24 

UTLEY, E E Carolina Power b Light Co Ip 22660 102 24X 

Fiche 50-400,04/02/24,84031*0330 


0402090017 Board Notification 64-030 forwards RJ Mattson 840123 msmo 
to DO Eisenhut providing status update of NRC actions re 
WestlnghousG eccS actuation logic 

EISENHUT, 0 0 Division of Licensing 04/02/27 PALLADINO 
Commissioners 7pp 22546:007 24X Fiche . 50-000. 84/02/27, 

8402090017 


E NRC Safety Evaluation Report (SERI, suppls b correspondence 


0403050061 FOIA request for extant drafts of sections or portions of 
8ER for plant b documents showing dissenting opinions of 
staff reviewers 

EDDLEMAN.W Eddleman, W 84/01/12 FELTON, J Division of Rules 
and Records ip 22496 346 24X Fiche. 50-400, 84/01 / 12. 84030500*1 
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8403090064 Partial responie to FOIA req,oe9t for eitant drafts of 
•actions of BER for plant & documents shouilng dissenting 
opinions of staff rovleoiers Foruiards App A documents 
Documents also in PDR Search for addl documents in progress 
FELTONrvI M Division of Rules and Records 84/02/07 EDDLEmaN, H 
Eddlemani M 4pp 22496 347 B4X Fiche 30-400,84/02/07,0403030064 


— B20S120076 Forteards request for addl Info re organic metis !< spent 
fuel pool cleanup sgs FBAR sections 

BENAROYA, V Chemical Engineering Branch 82/04/27 MIRAOLIA, F 
Licensing Branch 3 4pp 22496 391 24X Fiche 50-400,84/02/07, 
8403090064 


— 8209270420 Forwards request for addl info re fire protection program 
needed to complete review Info needed bg 821102 

BENAROYA, V Chemical Engineering Branch 82/05/17 MIRAOlia, F 
Licensing Branch 3 7pp 22497 015 24x Fiche 50-400.84/02/07, 
8403090064 


— 8207140072 Submits branch input for draft SER Input assumes that plant 
miati design objective of App I 

OAHHILLiW P Meteorology L Effluent Treatment Branch 82/06/29 
MIRAOLIA, F J Licensing Branch 3 g7pp 22901 007 24X 

Fiche. 90-400, 84/02/07, 8403030064 


— 8211090008 Forwards draft SER input re SRP Sections 2 3 1 on basic 
gaologg S, seiifflic info, S 9 2 on seismology t< 2 5 2 3 on 
BBE No capable faults exist at or around site 88E b DBE 

adequate 

KNIOHTtJ P Assistant Director for Comp b Structures Engineering 
(Pro 830201) 82/10/20 NOVAK, T M Assistant Director for 

Operating Reactors 21 pp 22496 335 24X Fiche 90-400,84/02/07, 

8403090064 


— 8211090039 Submits Core Performance Branch input to draft SER 
Confirmatory b open issues listed 

RUBENSTEIN.L 8 Assistant Director for Core b Plant Systems 
82/10/21 NOVAK. T M Assistant Director for Licensing 2pp 
22497,022 24X Fiche 90-400.84/02/07,8403090064 


— 8211110461 Advises that applicant has not responded to request for info 
re BER items concerning oil collection sys for reactor 
coolant pump, al ternate shutdown capab 1 1 1 ty. f ire protection 
for safe shutdown b NUREO-OBOO 

BENAROYA, V Chemical Engineering Branch 82/10/28 KNIGHTON, O 
Licensing Branch 3 Ip 22497 088 24X Fiche 90-400,84/02/07, 

8403090064 


— 8211160112 Forwerds draft BER Input re FBAR Sections 254-256 
Request for addl info also and Site visit necessary before 
end of yr to observe as-built conditions b implementation of 
dan eafety monitoring plans 

LEAR a 0 E Hydrologic b Geotechnical Engineering Branch 82/11/09 

KERRIGAN, J D Licensing Branch 3 40pp 22497 260 24X 

Flcha 90-400,84/02/07,8403030064 


— 8211170249 Forwards draft SER input based on Auxiliary Bys Branch 
review of FBAR Unresolved items listed 

RUBENBTEIN, L 6 Assistant Director for Core b Plant Systems. 
82/11/04 NOVAK, T M Assistant Director for Licensing 165pp 
22497 089 24X Flcha 90-400,84/02/07,8403030064 


— 8211300017 Foripards Chemical Engineering Branch draft 8ER input re 
listed sections of FBAR through Amend 2 b 820802 Itr, based 
on 8RP <NUREG-OBOO> b NURE6-D737r I t em 11.8 3 Addl info 
needed to complete review of post-accident sampling sys 
JOHNSTON, W V Assistant Director for Matls b Qual Engineering 
(Pre B30201> B2/il/17 NDVAK, T Assistant Director for 

Licensing Slpp 22497300. 24X Fiche 30-400,84/02/07, 

8403090064 


— 8212160163 Forwards Structural Engineering Branch summary of FBAR 
review b draft SER input 

KNIQHT, J P Assistant Director for Comp b Btructures Engineering 
(Pre 830201) 82/12/06. NDVAK, T M Assistant Director for 

Licensing 16pp 22497 346. 24X Fiche 80-400,84/02/07, 

8403090064 


— 8212160220 Forwards revised Hydrologic Engineering Section SER input 
Reviead input tuperscedes previous submittal transmitted 
by 321014 memo 

LEAR) 0 E Hydrologic b Geotechnical Engineering Branch 82/12/03 
KNISKTON. G Licaniing Branch 3. 2Spp 22497,321 24X 

Flch#' 90-400, 04/02/07. 8403030064, 


—8212300403 Forwards draft revised SER input to SRP Sections 291, 
232b293re geology b set smology. Revision includes 
applicant commitment to install b operate free-fleld 
eccelerometire 

KNIOHT, J P Aisletant Director for Comp b Structures Engineering 
(Pre 830201) 82/12/21 LAINAS, 0 C Assistant Director for 

Licensing. 24pp 22497 362, 24X Fiche 90-400,84/02/07, 

8403090064 


—8301140474 Forwards Equipment Qualification Branch input for SER Suppl 
9 re environ qua 1 i f i ca t ion of mechanical b electrical 
equ Ipment 

JOHNSTON, W V Assistant Director far Matls b Qual Engineering 

iPre 830201) 83/01/10 NOVAK, T M Assistant Director far 

Licensing 3pp 22498 033 24 X Fiche 30-400,84/02/07.8403030064 


— 8301260036 Forwards Meteorology b Effluent Treatment Branch Input to 
draft SER Assumption that draft meets lOCFfiSO.App 1 
objectives will be verified when fluidlie bed dryer 
effluents calculated NUREO-0737. Item III D 1 1 Incomplete 
HOUSTON. R W Assistant Director for Radiation Protection 
83/01/06 NOVAK, T M Assistant Director for Licensing 9Bpp 
22500 310 24X Fiche 50-400,84/02/07,8403050064 


— 8309060390 Forwards Equipment Qual if icatlon Branch SER input for 
environ qualification of equipment important to safety 
KNIOHT, J P Assistant Director for Comp b Structures Engineering 
(Post 830201) 83/08/26 NOVAK. T M Assistant Director for 

Licensing 5pp 22498 036 24X Fiche 50-400,84/02/07,0403090064 


— 8309200478 Forwards Geotechnical Engineering Section input to SER Input 
based on FSAR through Amend 9 Stability of 400-ft long 
retaining wall still open issue 

LEAR, 0 Structural b Geotechnical Engineering Branch 83/09/02 
KNIGHTON, G Licensing Branch 3 76pp 22498 IBB 24X 
Fiche 50-400,84/02/07.8403050064 


— 8309210098 Forwards Power Sys Branch SER far Chapters 8-10 of FSAR 
Issues requiring resolution Include containment electrical 
pens tra tl one, use of load sequencer w/offsite power b 
frequency of testing of turbine valves 

RUBENSTEIN.L 6 Assistant Director for Core b Plant Systems 
83/08/31 NOVAK, T M Assistant Director for Licensing aOpp 
22498 041 24X Fiche 50-400,84/02/07,8403090064 


— 8309210116 Forwards SER input for FSAR Sections 4 2,4 3.4 4,13 4 1, 
19 4 2, 15 4 3, 15 4 7 b 13 4 8 Confirmatory b open Issues 
Ident 1 fled 11 sted 

RUBENSTEIN.L S Assistant Director for Core b Plant Systems 
83/09/01 NOVAK, T M Assistant Director for Licensing 69pp 
22498 119 24X Fiche 50-400,84/02/07,8403090064 


— 8309220302 Forwards hydrologic engineering input to BER One open item 
exists re potential far Intense local precipitation to flood 
safety-related structures Tech Spec defining anti-sediment 
deposit procedure required 

JOHNSTON. W V Assistant Director for Matls, Chem b Environ 
Technology (Post 030201 1 83/09/14 NOVAK, T M Assistant 

Director for Licensing 24pp 22499 108 24X 

Fiche 50-400,84/02/07,8403090064 


— 8309260018 Forwards SER supporting geology b seismology at facility 
KNIGHT, J P Assistant Director for Comp b Structures Engineering 
(Post 030201) 83/09/08 NOVAK, T M Assistant Director for 

Licensing 44pp 22498 264 24X Fiche 90-400.84/02/07. 

B4Q309Q064 


— 8309260421 Forwards structural engineering BER sections based on review 
of FBAR through Amend 9. Three open b one confirmatory items 
remain Resolution of op en/conf irma tory items will he 
addressed in subsequent 85ER 

KNIOHT, J P Assistant Director for Comp b Structures Engineering 
(Post 830201) 83/09/] 9 NOVAK, T H Assistant Dirac tor for 

Licensing t6pp 22499 212 24X Fiche 90-400,84/02/07, 

8403090064 


— 8309260482 Forwards Auxiliary Sys Branch SER input based on review of 
all amends to FSAR up to Amend 9 b applicants 830418,0603, 
30,0709,15 b 0812 responses Summary of unresolved issues to 
be used as basis for meeting w/appllcant also end 
RUBENSTEIN.L S Assistant Director for Core b Plant Bystems 
83/09/14 NOVAK, T H Assistant Director for Licensing 291pp 
22490 308 24X Fiche 50-400,84/02/07,8403090064 


— '8309290412 Forwards Effluent Treatment Sys Section input to SER 
reflecting changes In status of open items based on 
830824 maeting 

MULLER, D R Assistant Director for Radiation Protection 
83/09/14. NOVAK. T M Assistant Director for Operating Reactors 
60pp 22500 190 24X Fiche 50-400,84/02/07,8403050064 


--8309290474 Forwards SER on plant personnel training Util training 
programs for licensed reactor operators acceptable Util 
inadequately addressed training of shift technical adviser 
(8TA) when STA absent from STA duties 

RUSSELL, W Division of Human Factors Safety 83/09/21. NOVAK. T 
Assistant Director for Licensing 21pp 22499 228 24X 

Fiche 50-400,84/02/07,8403090064 
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— B31013037B Foruards branch 5EF) input re status of unreiulved issues^ in 
response to ALA0-‘14e rfetislon Issues A-45 ti A-47 listed as 
cpnFirmatory items rather than open items U7o encls 

KNtEL>K Seheric Issues Branch B3/10/04 KNIGHTON) 0 Licensing 
Drench 3 26pp 32497 247 24)C Fiche 50-400. 84/027 07. B4O3OS0Ob4 


--8310170079 Foruards Chemical Engineering Branch proposed license 
condition re TMI Item 1 1 B 3. ‘'Post-Accident Sampling Sg s " 
Contents af draft SER should he used for SEtt 

JOHNSTON. U V Assistant Director for Mat Is. Chem & Environ 
Technologi; {Post 830201 1 83/10/06 NOWAK. T M Assistant 

Director for Licensing 3pp 22479 279 24X 

Fiche 50-400.84/02/07.8403050064 


--□310310445 Forwards results of rovlBD of Boctioni 5 2 2 . 5 4 7. 6 3 (. 15 
through Amend 10 of FSAR Open Issues uhlch (Jill be 
summariied in later SER suppl listed 

HOUSTON. R U Assistant Director for Reactor Safety 63/10/07 
NOVAK. T M Assistant Director far Licensing 47pp 22499 282 
24X Fiche 50-400.84/02/07,8403050064 


— 9311100047 Informs that applicant is to submit calculation of ultimate 
strength capacity of containment bldg under Internal 
pressure as resolution of SER outstanding confirmatory 
structural item Narked-up SER input end 

LEAR. 0 Structural I. Geotechnical Engineering Branch 83/10/28 
KNIGHTON, 0 Licensing Branch 3 3pp 22500 024 24X 

Fiche 50-400.84/02/07,8403050064 


— 8311110263 Informs of closeout of listed sections of 830914 SEF? based 
on neu info Updated sections enc 1 Closeout of addl open 
i terns, inc 1 ud Ing NUREG-D612 info, util take place as 
acceptable Info made available 

RUfiENSTEIN.L B Assistant Director for Core & Plant Systems 
03/1O/2B NOWAK, T M Assistant Director for Licensing 49pp 
22499 337 24X Fiche 50-4 00, B4/02/07, 8403050064 


— B311140004 Advises that, due to need to coordinate effort u/Auciliary 
Sys Branch. revised SER to be submitted on 631127 ui i 1 still 
contain listed fire protection open Items 

JOHNSTON. U V Assistant Director for Matls. Chem & Environ 
Technology (Post B30201 > 83/11/03 NOWAK, T Assistant Director 

for Licensing 2pp 22500 030 24X Flcho 50-400,84/02/07, 

8403050064 


— 6311160283 For(jards revised SER input on confirmatory item re ultimate 
strength capacity of concrete cantainment bldg Item 
resolved 

LEAR.G Structural S. Geotechnical Engineering Branch 83/11/14 
KNIGHTON. O Licensing Rranch 3 3pp 22300 047 24X 

Fiche 50-400, 84/02/07. B4030 50064 


— B311160367 Informs that draft SER Section 17 acceptable eicept in area 
of Items subj to 10CFR50.App BrOA program during operations 
phase Info re current status t* acceptability nf QA program 
end 

PARTLQM. J 0 Division of QA. Safeguards & Inspection Programs 
(Post 830103) 83/11/09 YOUNGDUOaD. B J Licensing Branch 1 

3pp 22500 027 24X Fiche 50-400,84/02/07.8403050064 


— 6311270'301 Forijards revised Hydrologic Engineering input to SER Neu 
Tech Spec requirement developed re uatertlght doers for 
safety-related bldgs 

JOHNSTON.H V Division of Engineering Technology 83/11/10 
N8WAK. T M Assistant Director for Licensing ISpp 22S0O 032 
24X Fiche 50-400.94/02/07.6403050064 


--8311290352 Updates SER re stability of retaining uia 1 1 (jest of fuel 
handling bldg Based on applicant 630919 subinl ttals. s tabl 1 1 ty 
cannot be assured due to lack of listed Info Final SER 
update end 

LEAR, G E Hydrologic & Geotechnical Engineering Branch 83/11/16 
KNIGHTON. G Licensing Branch 3 Spp 22501 049 24X 

Fiche 50-400. 84/02/07, 6403050064 


— 63120601BB Foruards effluent treatment sys section input to SER Dper 
Items include method for determining releases of noble gases 
from mechanical vacuum pumps li radioactivity moniter on 
discharge from ive water sys. 

MULLER. D R Assistant Director for Radiation Protection 
93/11/18 HDVAK. T M Assistant Director for Licensing Slpp 
22500 139 24X Fiche 50-400.64/02/07.8403050064 


'0312120002 Lists closed out open items in SER forwarded on 830914 t< 
sections u/remaining open items 

nUDENSTEIN.L S Assistant Director for Core & Plant Byetemi 
83/11/17 NOVAK. T H Divtaion of Licensing aBpp 22500 050 
a4X Fiche 50-400,84/02/07,8403050064 


— 8312120445 Foruards input to SER. c one I stl ng Of emergency plan 
evaluation rept U responses to NUnEO-0737. Items 
III All, III A 1 2 «c III A 2 re emergency preparedness 
NAT THEN 5. D 0 Division af Emergency Preparedness tt Engineering 

Response (Past 630103) 83/11/30 KNIGHTON. 0 Licensing Drench 

3 36pp 22501 058 24X Fiche 50-400.64/02/07.6403050064 


— 8312140429 Submits review of draft SER response to Open Item 47 on RC8 
vents Proposed design conforms w/crlterla outlined In 
NUREO-0737 clarification pertaining to electrical poiuer 
supplies to vent valves 

8RINIVASAN,N Power Systems Branch 63/11/23 SHERON. B Reactor 
Systems Branch 2pp 22501 056 24X Fiche 50-400.84/02/07, 

6403050064 


— 8312230278 Forwards revised S6ER re fire protection Listed items 
remain open 

JOHNSTON, W V Assistant Director for Matls. Chem 4. Environ 
Technology (Post 630201) 83/12/14 NOVAK. T Assistant Director 

for Licensing ISpp 22501 094 24X Fiche 50-400.84/02/07. 

6403030064 


F Security, medical, emergency ti fire protection plans 


8403160263 Advises of 640316 meeting In Region II ofc to discuss App R 
requirements S. results of recent App R insps Attendance 
should be limited to sli util employees 

LEWia.fi C Division of Project 6 Resident Programs 84/03/02 
UTLEY, E E Carolina Power L Light Co Ip 22660 109 24X 

Fiche: 50-000. 84/03/02, 6403160283 


O Adjudicatory correspondence 


6402230207 Further response to FOIA request for documents re const 
flaws at facility Foruiards documents listed in App A 
Documents also being placed in POR it LPDR Revleia continuing 
FELTON. J M Division of Rules and Records 63/12/02 VADEN. T 

MskJs Sc abler Ver/Ra lelgh Times. Raleigh. NC 3pp 22378 299 24X 

Fiche 90-400.03/12/02.8402230207 


— 8104210129 Discusses implications of Ofc of Inspector Si Auditor 7G1013 
Interview w/facllity ASLB Ofc of Inspector Si Auditor 
attempted to probe thought processes of Si require 
justification from 9oard re action taken in adjudication 
YORE. J fi Atomic Safety and Licensing Board Panel 78/10/19 
MENDRIE. J N Commissioners 3pp 22378 302 24X 

Fiche 30-400,83/12/02,8402230207 


— B402930237 Discusses Investigation by Ofc of Inspector 8i Auditor (OlAl 
re facility proceeding A6LAD unwilling to be Interrogated by 
OIA Many questions In OtA interrogation of members of A8LB 
manifestly Improper 

ROSENTHAL. A 8 Atomic Safety and Licensing Appeal Panel 
78/10/20 MENDRIE Commi s s t oner s 2pp 22378 306 24X 

Fiche 50-400,83/12/02.8402230207 


8402070094 Forwards corrected copy of Page 10 of NRC B40130 response 
In opposition to Eddleman proffered Contentions 169.170. 

171 I. 172 re safety parameter dlsplaij sys 

MOORE, J E Hearing Branch 1 84/01/31 KELLEY, J L , 

CARPENTER. J H . BRIGHT. G 0 Atomic Safety and Licensing Board Panel 
Ip 22102 361 24X Fiche 90-400,84/01/31,8402070094 


— 8402070097 Corrected Page lO of response apposing Eddleman proffered 
Contentions 169. 170. 171 ti 172 re safety parameter display 
sys 

e Hearing Branch 1 84/01/30 Atomic Safety and Licensing 

Board Panel Ip 22102 362 24X Fiche 90-400,84/01/31. 

6402070054 


B40229C061 Amended Certificate of Sve for applicant 640224 motion for 
reconsideration or clarification of ASLB memorandum li order 
on health effects contentions Certificate of Sve end 
BAXTER, T A Carolina Power ti Light Co 64/02/27 3pp 22426 101 
24X Fiche 50-400, 84/02/27, 6402290081 


6403020162 Motion for summary disposition of Joint Intervenor 
Contention V re continuous air monitors & portable air 
samples No genuine issue of mstl fact eilits l< applicant 
entitled to favorable decision Related correspondence 
ANDERBONi P H Carolina Power Si Light Co ANDERSON, P H Shaw. 
Pittman. Potts Si Trowbridge 84/02/27 Atomic Safety and 

Llcinilng Board Panel 14pp. 22440 193 24X Fiche 50-400.84/02/27. 

6403020162 


— B40302016B Statement of matl facts as to which there Is no genuine 
issue to be heard on Joint Contention V Related 
correspondence 

ANDERSON. P H Carolina Power t. Light Co ANDER80N. P H. Shaw. 

Pittman, Potts li Trowbridge 84/02/27 Atomic Safety and 

Licensing Board Panel 3pp 22440 207 24X Fiche 80-400, 

04/02/27, 8403020162 
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— 84O30BOJ9Z Affidavit of UH WlUie in support of applicant motion for 
sufflinary disposition of Joint Intervenors Contention V 
Certificate of 8vc end Reloted correspondence 
WrUKIE. W H Carolina Power «c Ulght Co 04/03/24 i9pp 
ZZ440 210 Z4X Fietie 50-400,84/02/27.0403020102 


84030102A3 Response opposing M Eddleman motion to admit Contention 
38<2il} on financial qualifications of co-applicants A8LB 
has no basis or authority to reconsitfer original ruling on 
contention h motion must be denied Certificate of Svc end 
O'NEILL, JH Carolina Power fc Light Co O'NEILL, JH Shaui, 
Pittman, Potts it Trowbridge 04/02/20 Atomic Safety and 
Licensing Board Panel 7pp 22432 250 24X Flche 50-400,04/02/28. 

3403010253 


0403070091 Forwards emergency response plan in support of facility 
Plan encompasses state plan b plans of Chatham. Harnett, Lee , 

(i Mata Counties U/o end Related correspondence 
HOLLAR. D E Carolina Power *c Light Co 04/02/30 KELLEY, J L , 
BRIOHT. 0 0 , CARPENTER, J H Atomic Safety and Licensing Board Panel 
2pp 2354 i 276 24X Flche 30-400,04/03/28,0403070031 


0403070093 Motion for summary disposition of Eddleman Contention ISAA 
re capacity factor No genuine issue o-f matt fact exists 
Related correspondence 

HOLLAR. D E Carolina Power h Light Co 84/03/20 Atomic Safety 
and Licensing Board Panel ISpP 22341 123 24X 

Flche 90-400,04/02/28,8403070055 


— 8403070038 Statement of matl facts as to which there is no genuine 

issue 

HOLLAR, D E Carolina Power t. Light Co 84/02/28 Atomic Safety 
and Licensing Board Panel 3pp 22341 i38 24X 

Flcho 30-400,84/02/30.0403070033 


— 0403070059 Affidavit of RH Koppe in support of applicant motion for 
sUiminary disposition of Eddlemen Contention 15AA Certificate 
of Svc end Related correspondence 

KOOPE, R H Carolina Power «< Light Co 04/02/37 34pp 
22341 141 24X Fiche 30-400,04/02/20.0403070035 


0403140102 Policy statement on environ qualification of safety-related 
electrical equipment Commission will conduct notice t< 
comment rulemaking proceeding to delete Formally BZ0630 
compliance deadline Certificate of Svc end 

CHILK, B J Office of the Secretary of the Commission 04/03/01 
37pp. 22624 164 24X Flche 50-400,84/03/01,8403140102 


8403070134 Amend to 840113 motion For protective order preventing 
public disclosure of employee info sought by discovery 
request of H Eddleman Order issued by AGLB appropriate & 
necBS sary, Cert 1 fl cat e of Svc end Related correspondence 
BAXTER, T A Carolina Power «< Light Co BAXTER, T A Shaw, Pittman, 
IPotts b Trowbridge 84/03/03 Atomic Safety and Licensing Board 
Panel llpp 23330 334 34X Flche 50-400,04/03/0318403070134 


0403070223 Requests questions re Contention 41 requiring discovery 
recponaes be filed before 040319 Second round discovery will 
be given If protective order issue not resolved before 
040319 W/Certif Icate of Svc Related correspondence 
BAXTER, T A Shaw, Pittman, Potts b Trowbridge BAXTER, T A 
Carolina Power t. Light Co 04/03/02 EDDLEMANi W Eddleman, N 
4pp 23341 300 34X Flche 30-400,84/03/02,8403070225 


0403140199 Response opposing U Eddleman 040313 motion for admission of 
Contention 38 <20> re financial qualifications Eddleman 
argument Inaccurate N/NRC 040327 statement of policy 
MOORE, J E Hearing Branch 2 84/03/05 Atomic Safety and 

Licensing Board Panel 3pp 23634 001 34X Flche 50-400,04/03/09, 

8403140139 


8403130136 Motion for summary disposition of Joint tntervsnor 
Contention Vt re monitoring sys No genuine issue of matl 
Fact exists b applicant entitled to favorable ‘decision 
Related correspondence 

ANDEB8SN. P H Carolina Power b Light Co ANDERSON, P H Shaw. 
Pittman, Potts b Trowbridge 84/03/09 Atomic Sa.fety and 

Licensing Board Panel IBpp 23599 003 34X Fiche 50-400,84/03/09. 

0403130196 


—8403130164 Affidavit of HH Hilkie b RL Shearln in support of applicant 
motion For summary disposition of Joint Intervenor 
Contention VI Certificate of Svc end 

NTUME, H H . SHEAR IN. R V Carolina Power b Light Co 84/03/00 
122pp 22599 021 34X Flche 50-400,84/03/09,8403130136 


8403130447 Response to H Eddleman 040307 motion to dec tare util 640238 
motion untimely Eddleman motion fr ivolous, Insul ting b 
unfounded Related c o-rr espondence 

□ 'NEILL, J H Carolina Power b Light Co O'NEILL, J H Shaw, 
Pittman, Potts b Trowbridge 64/03/09 Atomic Safety and 
Licensing Board Panel 5pp 32613 !82 24X Fiche 50-400,04/03/09, 

0403130447 


— B4031304S9 Response apposing W Eddleman S40307 motion to allow filing 
of affidavit oF JO Blackburn Oood cause undamonsbrated 
Certificate of Svc end 

□ 'NEILL, J H Carolina Power b Light Co O'NEILL. J H Shaw. 
Pittman, Potts b Trowbridge 84/03/09 Atomic Safety and 
Licensing Board Panel 6pp 23613 187 B4X Flche 50-400, 
B4/03/09. 0403130447 


B4O316'OO10 Memorializes 840313 telcon extending time for discovery 
requests on safety contentions b for response to applicant 
motion for summary disposition Certificate of Svc end 
BAXTER, T A Shaw, Pittman. Potts b Trowbridge BAXTER, T A 
Carolina Power b Light Co 84/03/13 EDDLEMAN, N Eddleman, U 
4pp 23653 360 a4X Flche 50-400. 04/03/13,0403160018 


8403190137 Forwards applicant b NRC joint motion to withdraw 
Contentions 3, 3 b 6 re security plan Agreement exchanged 
resolving issues 

FLYNN, 8 F Carolina Power b Light Co 04/03/14 KELLEY. J L , 
BRIOKT, 0 O 1 CARPENTER, J H Atomic Safety and Licensing Board Pano) 
3pp. 32666 310 Z4X Flche 30-400,04/03/14,8403190137 


— 8403190141 Joint motion to withdraw security plan Contentions 2,3 b 6 
Certificate of Svc enc 1 

RUNKLE, J D Joint Intervenors - Shearon Harris FLYNN, S F 
Carolina Power b Light Co BARTH, C A Hearing Branch I 
04/03/14 Atomic Safety and Licensing Board Panel 3pp 
22666 312 24X Fiche 50-400,84/03/14,0403190137 


B40330D030 Supplementa] responses to W Eddleman general interrogatories 
b interrogatories on Contentions 4i b 63 Certificate of Svc 
encl. Related correspondence 

BAXTER, T A Carolina Power b Light Co BAXTER, T A Shaw, Pittman, 
Potts b Trowbridge 84/03/14 Eddleman, N 7pp 22603*343 24X 

Flcho 30-400,04/03/14,0403200030 


04O3t9OO25 Memorandum b order reaffirming rulings on response to 840137 
order re health effects 

BRIOKT, G O . CARPENTER. J H , KELLEY, J L Atomic Safety and Licensing 
Board Panel 04/03/19 Office of the Executive Legal Director 
20pp 22666 003 24X Fiche 30-400.84/03/13.8403190023 


8403190033 Interrogatory to Joint Intervenors re Joint Contention VII 
Response in writing required by 840403 

BARTH, C A Hearing Branch 1 04/03/15 Joint Interveners — 

Shearon Harris Ip 33666 188 24X Flche 50-400,04/03/15, 

0403190033 


— 0403140163 Response in support of applicant 
dlspailtion of Eddleman Contention 03/84B 
there is no genuine issue of matl fact to 
MOORE, J E Hearing Branch 2 84/03/05 

Licensing Board Panel lOpp 22624 006 
Fiche 50-400,04/03/05,8403140159 


040207 motion for summary 
on grounds that 
be litigated 

Atomic Safety and 
24X 


— 8403190050 Interrogatories to W Eddleman re Eddleman Contantions 11.43, 
67 b il6 Response in writing required by 840403 Certificate 
of Svc encl 

BARTH, C A Hearing Branch 1 04/03/19 EDDLEMAN, W Eddleman, M 

8pp 22666 1S9 24X Flche 50-400,84/03/13,8403190053 


— 0403140168 Affidavit of JC Lehr supporting NRC response to applicant 
motion for summary disposition of Eddleman Contention 
e3/B4S Applicant assessment consistent w/NRC conclusion In 
FES. M/Certlf teats of Svc 

LEHR, J C Environmental b Hydrologic Engineering Branch 
84/03/05 llpp 22624 016 24X Flche S0-40Di 84/03/03, 84031 401 99 


B403120002 Supplemental answer to applicant interrogatories b requests 
for production of documents on Joint Contentions I b VII 
Certificate of Svc encl Related correspondence 
PAYNE. M T Kudiu Alliance PAYNEi M T Edelstein b Payne 
PAYNE.M T. Joint Intervenors - Shearon Harris 84/03/07 4pp 
22989:298 24X Fiche 90-400,84/03/07.8403120002 


0403200054 Interrogatories to applicant on admitted security 
contention Encl withheld (ref 10CFR73 31) M/Cert 1 fi cate of 
Svc Related correep ondence 

RUNKLE, J Joint Intervenors - Shearon Harris 84/03/15 Carolina 

Power b Light Co 3pp 33690 393 24X Flche 30-400,04/03/15, 

8403300054 


8403200117 Interrogatories b request for production of documents on 
W Eddleman Contention 132C(I1) second sat Certificate of 
Svc encl Related correspondence 

CARR0M, H Carolina Power b Light Co 84/03/15 Eddleman, W 
8pp 236BS 336 24X Fiche 30-400,84/03/15,8403200117 
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l4O'3S0013S Notice of ER Dleoeliar & JR Hoples depositions on B403S9 in 
Ralelgh<NC Certificate of Svc enc 1 Related corretpordence 
CARROUi H Carolina Pouer & Light Co CARROUi H Shau. Pittman> 
Potts t, Trowbridge 64/03/ 15 3pp 2269“? 161 24X 

Flche 50-400> 84/03/ 1 Si 6403200135 


'4033101S0 informs that part of transcript of 640308 telcon re 
identification of persons in room at time of call etissing 
BARTH. C A Hearing Branch 1 84/03/16 KELLEY. J L . BftlOHr. 0 0 . 

CARPENTER. J H Atomic Safety and Licensing Board Panel. ip 
2S707 179 24X Fiche 50-400.84/03/16.6403210120 


403210031 Order approving joint notion to uilthdrau security plan 
Contentions 2. 3 b 6 Cooperation conmended 

KELLEY.^ L . CARPENTER. J H . DRlCHT.O 0 Atomic Safety and Licensing 
Beard Panel. 84/03/19 Office of the Erecutlve Legal Director. 

2pp 22704 342 24X Flche 50-400.84/03/19,8403210051 


403220223 Notion to quash applicant notice to tate deposition of 
Bleacher U Maples UnlUcelg applicants can meet even 
threshhold shoulng of good cause Certificate of Sve and 
Related correspondence 

RUNXLE. J Joint Interveners - Shearon Harris OSQ 045 84/03/19. 

Atomic Safety and Licensing Beard Panel 4pp 22719 003 24X 

Flche 50-400.04/03/19.8403220223 


403220261 Interrogatories & request for production of doeumetite to 
Joint Intervenors {seventh letl Certificate of Sve end 
Related correspondence 

O'NEILL. J H Carolina Pouer b Light Co O'NEILL, J H Shau, 
Pittman, Potts & Troubrldge. OSB OSS B4/03/19 Joint 
Interveners - Shearon Harris Slpp 22719 110 24X 

Flche 50-400,84/03/19.6403220261 


103260327 Interrogatories L request for production of documents re 
Eddlcman Contentions 9 t> 11 (second set) Certificate of 
Svc end Related correspondence 

SHIOER.M A Carolina Pourer it Light Co SHICER, M A Shaw. Pittman, 
Potts b Trouhi-ldge DSO 104 84/03/23 Eddleman, H 14pp 

22760.143 24X Flche 50-400.84/03/23,8403260327 


03260326 Raspands to 640317 & 1? Itrs re ectenslon to file discovery 
requests. ueldcr info confidentiality t. Interrogatory 
ansuers Svc list end Related correspondence. 

BAXTER. T A Shau, Pittman, Potts b Troubrldge BAXTER. T. A 

Carolina Pouer b Light Co DS8 103 84/03/23 EDDLEMAN. W 

Eddleman. W 4pp 22760 157 24X Flche 50-400,64/03/23.8403260328 


03260348 Responses to general in terr ogator 1 es b Interrogatories on 
Contention 65 Isevanth set) Related correspondence 
BAXTER, T A Carolina Pouer b Light Co BAXTER, T A Shau, Pittman, 
>otts b Troubrldge DSB 102 84/03/23 Eddleman, U 47pp. 

22760 190 24X Flche 50-400,64/03/23,8403260348 


94032603S4 Response to request for production of documents 
iContention 65) Certificate of Svc end 

BAXTER.! A Carolina Pouar b Light Co BAXTER,! A Shaw, 
Pittman. Potts b Troubrldge 84/03/23 Eddleman, W 6pp 
22760 237 24X Flche 50-400.64/03/23,8403260340 


>3270319 Response opposing H Eddleman 64030? notion to sllou filing 
f affidavit of JO Blackburn Affidavit Is untimely supp 1 to 
letltlon re need for pover b alternative energy sources 
Certificate of Svc enel 

iODRE. JE Hearing Branch I DSB 133 84/03/23 Spp 22789-023 

4X Flche 50-400.64/03/23,640327031? 


J3270321 Clar 1 fleet 1 on of staff response in support of applicant 
notion for summary disposition of Joint Intervenors 
lontentlon IV re TLDs 

lARTH.C A Hearing Branch 1 D6B 130 84/03/23 Atomic Safety 

nd Licensing Board Panel Spp 22769.020 24X 

•1 Che: 50-400. 84/03/23, 6403270321 


>3270333 Response in support of applicant 840227 motion for summary 
Isposltlon of Joint Intervenors Contention V re calibr of 
Ir monitors Related correspondence 

ARTHiC A Hearing Branch t S8B 12? 84/03/23 Atonic Safety 

nd Licensing Ooerd Panel 2pp. 22789 006 24X 

iche 80-400.64/03/23.8403270333 


1403270338 Affidavit of 8 Block in support of summary disposition of 
Joint Contention V Certificate of Svc end 

BLOCK. S Division of Systems Integration (post 61I00S) 84/03/15 

epp 22789 008 24X Flche 50-400,84/03/23. 8403270333, 


3270327 Advises that term job operlence, used In 840314 discovery 
esponsasi includes only ueldlng experience Related 
orrespondencB 

AXTER, T A Shau, Pittman, Potts b Trowbridge BAXTER, T A. 

arollna Power b Light Co DSB 144 84/03/26 EOXEtlAM, H, 

ddleman, Wi 3pp 22789 016 24X Flche 50-400,84/03/26,8403970327 


a Advisory Committee on Reactor Bafeguardt reports b correspondence 


6403140302 Discusses leismetogy Issues In OL review Eitremely 
conservative values cstablishad for OBE b BSE, Plant sits is 
as nearly aseismlc as any sits In eestern (18. 

MAXWELL, J C. Maiwell, J C MAXWELL, J C ACRS - Advisory Commltte* 
on Reactor Safaguards 84/Oi/OS, KERR, W ACRB - Advisory Conalttee 

on Reactor Safeguards Ip. 22635 317. 24X Fich a- 50-400, 84/01/05, 

84{>3140302. 


8401300121 Summariies ACRS 26Sth meating on 640112-14 re review of OL 
app llcatlon, control room design b tuba degradation 
Investigation of allegatiens re QA requested 

EBERBOLE, J C ACRS - Advisory Committee on Reactor Safeguards 
64/01/16 PALLADINO,N J. Commissioners 3pp. 22044 023 24X 

Flche 50-400,84/01/16,8401300121 


Q Inspection reports. IE Bulletins b correspondence 


8403070179 Act receipt of 84020S Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-400/83-36, 

Imp lementatien of corrective actions will be enamined during 
future imps 

VERRELLI.D H Division of Project b Resident Programs 84/02/22 
VTLEY, E E Carolina Power b Light Co Ip. S2347-276, 24X 

Flche 50-400,84/02/22,8403070179. 


—8403070193 Forwards IE Inep Repts 80-400/83-36 b 50-401/83-36 on 
831120 b 1220 b notice of violation 

VEBRELLI.D M. Division of Project b Resident Programs 84/01/10. 
UTLEY, E E Carolina Power b Light Co 2pp 22547' 279 24X 

Flche 50-400,64/02/22,8403070179 


— 8403070199 IB Insp Repts SO-400/83-36 b 50-401/83-36 on 831120-1220 
Violation noted: fe 1 lure to protect equipment from rainweter 
entering reactor auxiliary bldg from roof 
MAXblELL.O F , PREVATTC, R. L Region 2, Office of Director 
BEHISiP R Division of Project b Resident Programs 84/01/09. 
9pp 22547 282 24X Flche 50-400,84/02/22,8403070179. 


8403070094 Ac k receipt of 840118 b 27 Itrs informing ffiC of steps taken 
to correct violations noted in IE Insp Rept 50-400/83-35 
VERRELLl.D H Division of Project b Resident Programs 84/02/23. 
UTLEY, E E. Carolina Power b Light Co. Ip. 22545 348. 24X 

Flche 50-400,84/02/23,8403070094. 


— 8403070100 Forwards IE Insp Repts 50-400/83-35 b 50-401/83-35 on 
831129-1202 b notice of violation 

VERRELLI, D M Divlilon of Project b Resident Programs 63/12/20. 
UTLEY, E E Carolina Power b Light Co. 2pp 22545.353. 24X 

Flche’ 50-400, 04/02/23, 8403070094. 


— 8403070105 IE Iiisp Repte 50-400/83-35 b 50-401/83-35 on 831129-1202 
Violation noted failure of as-built drawings to reflect 
actual piping configuration 

KLEINBOROE.W P Ragion 2, Office of Director BLAKE,J J. 
Division of Ertginsering b Operational Programs. 83/12/13. 9pp 
22545 356 24X Flche 50-400,84/02/23,8403070094 


8 Reportable occurrences, LERs b related correspondence 


8403210032 Part 21 rapt re failure of euxlltary feedwater pump drive 
turbines, Oimpt 1 NP8-4 TbT Valve, to close Enel Itr dtd 840203 
sent to listed utils OE notified of affected units In BHR 
p lants 

THEROUX, R R Terry Corp. 84/02/22 WOODRUFF, RW. Director's 
Office, Office of Inspection and Enforcemant 6pp. 22706:327 24X 

Flche; 50-000, 64/02/22.8403210032 


8403010207 Forwards "Investigation of Types AP b AE Piston Skirts," per 
Transamerica Delaval.lne Ownere Oroup program commitments. 

Rapt evaluates cracks In AF piston skirts In Shoreham b 
Orand Oulf Nuclear Power Stations 

MUBELER.W J TDI {Trantamir Ica Delavel, Inc. > Owners Oroup 
84/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Spp 22434.090 24X Flche 50-000, 84/02/27, 8403010207. 


6403010218 Forwards task doserlptione far 16 known probltAs ra 
Transamerica Oalaval, Inc emergency diesel genaretors. 

HUBELERiW J TDl {Transamerica Deleval, Inc, > Owners Oroup 
84/02/28 DENTON, H.R Office af Nuclear Reactor Regulation, 
Dlrectar. 42pp. 22435.177. S4X Flch e: 50-000, 84/02/28, 8403010218 


8403140048 Forwards "Grand (3ulf Companent Tracking 8ys, " "Shoreham 
Component Tracking 8ys" b "Transamerica Oelaval, Inc 
Diesel Oenerators Owners Group Program Plan," to resolve 
concerns w/anargency diesel generators 

HUBELER.W J. Long Island Lighting Co. 84/03/02 DENTON, H. R. 
Offlcs of Nuclear Reactor Rigulatian, Director. 2pp 22686:063 
aax Flcht 50-000,84/03/02,8403140048 
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— S4031-4009S "Transaflicrlca D»lav«l< Inc Dietsl Oensrator* Ouinari Group 
Program Plan " 

* TDl (Trancamer lea Dalavali Inc ) Ouners Group 84/03/02 
261pp 22638 223 24)1 PI Ch a 90-000. 84/03/02, 84031 4O04B 


84020'?0039 Board Notification B4-092 foruardi meeting tummarie* 
containing tranicrlpti of 840210 i. 16 meetlnge betueen NBC it 
Tranaamari ca Dalavaltlnc (TDl) Ouners Group Distribution 
list encl. 

EIBENHUT, D. 0. Division of Licensing 84/03/12 PALLADINO 
Cemmisa loners 9pp 22708 OOl 24)! Piche 90-000,84/03/12. 
8402090039 


— 8403060936 Forwards lummarg of 840210 meeting w/Transamer lea Dalaval. 
Inc Owners Group in Bathesda.MD re problems w/emergency 
dlaael generatori 

CARUSO. R. Licensing Branch 2 84/02/27 O'REILLY. J P NRC - No 

Data! lad Affiliation Given 6pp 22708 006 24X 

FIcha: 90-000. 84/03/12, 8402090039 


— S403060994 Traneerlpt of 840210 meeting u/Transamerica Delaval, Inc 
Ownera Group in Bethasda.KD ra probtema w/emargancy dltsel 
generators 

a NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201. OOB 24X FI Che 90-000,84/03/12,8402090039 


— 6403070409 Summary of 840216 meeting w/Transamer ica Delavalrlnc Owners 
Group to Wading River, NV re program plan to astabllsh 
rallabillty of dlasel genarators Agenda, meat ing transcript & 
attandaoee list and 

KILLER, H A Licensing Branch 4 84/02/27 Licensing Branch 4 

8pp. 2270B 161 24X Flche* 90-000, 84/03/12. 8402090039 


— 0403070423 Transcript of 840216 conference In Wading River, NY re 
Trantamerica Delaval, Inc diasel ganarators Pp 1-82 
• Commisslonars 04/02/16. 84pp 22708 169 24X 

FIcha. 90-000, 84/03/12, 8402090039. 


8403140090 ppruards "Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Shoreham li 
Grand Gulf diesel generators. 

HUSELER.W.U. Long Island Lighting Co 84/03/12 DENTON/ H R. 

Office of Nuclear Reactor Regulation, Director 2pp 22632,074 
24X Flche: 90-000, 84/03/12, 0403140090. 


B4O3190133 Forwards "Transamerica Delaval, Inc Diesel Generator Rocker 
Arm Capscrew stress Analysis Rspt " Capscrew design adeRuate 
for applicable engines fc sve conditions 

KUSELER, W. J. TDl (Transe/eerlca Delaval, Inc.) Owners Group 
84/03/13, DENTON, H R Off let of Nuclear Raactor Regulation, 
Director 2pp 22639' 270 24X Fiche 90-000,84/03/13,8403190133 


8403200222 Heeponds to 840214 Reiiuests for Info I l< 2 re R-4 series 
engine* Ll*b indicating engina number, model b sve number, 
customer name h address, rating, date shipped b date started 
end 

MATHEWB.C 8. Transamerica Delaval, Inc 84/03/16 ElSENHUTtDO 
Dlvl«lon of Licensing 20pp. 22691:179 24X Flche' 90-000, 84/03/ 16, 

0403200222 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension It Strsss Analysts." prepared by S1<W for 
Traneamerlca Delaval, Inc (TDD Diesel Generator Owners 
Group, 

KUSELERtW j TDl (Transamerica Dalaval. Inc. J Owners Group. 
04/03/23. DENTON, H R Office of Nuclear Reactor Regulation, 
Director. 2pp. 22774,001. 24X Fiche' 90-000, 84/03/23, 8403270132 


8403270134 Requests meeting on 840418 to discus* short-term h long- 
term corrsctlvB actions l< invistigations re Transamerica 
Dalaval diesel genarators List of suggested masting topic* 
and. 

MCGAUGNY, J. P. TDl (Transafflsri ca Delaval, Inc > Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769' 133. 24X Flche 90-000,84/03/23,8403270134 


T. Hearing transcript* on non-antitrust matter* 


8403120121 Transcript of 840308 tdsphone conference In Bathesda.MD 
Pp 791-807 

* Commissioners 84/03/08 9epp 22986:119 24X 

rich S' 90-400. 84/03/08, 8403120121 


0402090039 Board Notification 84-092. forward* meeting summaria* 
containing transcript* of 840210 it 16 meetings between NRC 6 
Transamerica Delaval, Inc (TOD Owners Group Distribution 
liet end 

EIBENHUT, DG. Division of Licensing 84/03/12 PALLADINO 
Commitsloner*. 9pp 22708.001 24X Flche: 90-000, 84/03/12, 

8402090039 


— 8403060936 Forwards summary of 040210 meeting w/Transanerica Delaval, 
Inc Owners Group in Bethesda.MD re problems w/tmergency 
diesel generators . 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLY.JP NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 
Flche 90-000, 84/03/12, 0402090039 


— 8403060994 Transcript of 840210 meeting w/Transemerlca Delaval, Inc 
Owners Group in Bethesda.MD re problems w/emergency diesel 
g enerators 

* NRC - No Detailed Affilletlon Given 84/02/10 147pp 

67201 008 24X Flche 90-000,84/03/12,8402090039 


— 8403070409 Summary of 840216 meeting w/Transamerlca Delaval, Inc Owners 
Group in Hading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript & 
attendance list enct 

MIILLER. M A Licensing Branch 4 84/02/27 Licensing Branch 4 

8pp. 22708 161. 24X Flche 90-000,84/03/12,8402090039 


— 8403070423 Transcript of 840216 conPerencs in Hading RiveriNY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
♦ Commissioner* 84/02/16 84pp 22708 169 24X 

Flche 90-000,84/03/12,8402090039 


DOCKET 90-402 SHE ARON HARRIS NUCLEAR POWER PLANT. UNIT 3 


A App 1 ication/consbruc tl on stage documents b carrespondenc s 


8402230207 Further response to FOIA request for documenti re const 
flaws at fac 1 1 i ty. Forward* documents listed in App A 
Docuinents also being placed in FDR it LPDR Review continuing 
FELTON, U ri Division of Rules and Records 83/12/02 VADEN, T 

News t> Observer/Ralelgh Times, Raleigh, NC 9pp 22378 299 24X 

Flche 90-400.83/12/02,8402230207 


— 8402230226 Forwards OPc of tnapector (■ Auditor "Inquiry into Alleged 
□mission of Line Inspector Views from CP Hearing " No 
further distribution should be made outside of ofe Rept 
under Cammisiion review 

GQSSICKiL V Office of the Executive Director for Operations 
78/11/19 DENTON Office of Nuclear Reactor Regulation. Director 
Ip. 22378 309 24X Flche 90-400,83/12/02.8402230207 


— 8402230239 Forwards Apps A, B, C (t D to be included u/questions for Panel 
III re facility testimony Related Info encl 

MURPHY, C E Region 2 . Atlanta, Reactor Construction & Engineering 
Support Branch. 78/11/16 REIS, E J Office of the Executive 

Legal Director. 8ipp 22378 308 24X Flche 90-400.83/12/02. 

8402230207 


— 0402830291 Matl malnt requirements for Procedure AP-XIIl-07. 
"In-Storage Insp & Maint " Equipment purchase order form 
end 

» Carolina Power it Light Co 83/12/02 9pp 22379 040 24X 

Flche 90-400, 03/12/02, 0402230207. 


E NRC Safety Evaluation Report (6ER), suppls it corretpondence 


8209270420 Forward* request for addl info re fire protection program 
neaded to c omp Iste review Info needed by 821 102 
BENARQYAiV Chemical Engineering Branch 82/09/17 MIRAGLIA.F 
Licensing Branch 3 7pp 22497 019 24X Flche 90-402,84/02/07, 

8403090064. 


0 Ad jud 1 eatery correspondence 


8402230207 Further response to FOIA request for documents r* const 
flaws at facllity.Forwards documents listed In App A 
Documents also being placed in PDR S, LPDR Review continuing 
FELTON. J M Division of Rule* and Racord* 83/12/02 VADEN, T 

Naws «< Obierver/Ralalgh Timas, Raleigh, NC 3pp 22378 299 24X 

Fiche 90-400,83/12/02,8402230207 


— 8104210129 Discusses implications of Ofe of Inspector ti Auditor 781012 
Interview w/#acllity A9LB Ofe of Inspector it Auditor 
attempted to proba thought processes of h require 
justi f icatlon Prom Board re action taken In adjudication. 

YORE. J. R. Atomic Safety and Ltcaniing Board Panel 78/10/19 
HENORIE. J M Commits loners Spp 22378 302. 24X 

Flche 90-400.83/12/02,8402230207. 


— 8402230237 Discusses invseti gatlon by Ofe of Inspector St Auditor (OIA) 
r* facility proceeding A8LAB unwilling to be interrogated by 
OIA Many questions In OIA interrogation of membere of A8LB 
manifestly improper 

ROSENTHAL, A B. Atomic Safety and Licensing Appsal Panel 
7S/i0/20 HEMDRIE Commissioner* 2pp 22378 306 24X 

Flche 90-400.83/12/02.8402230207 
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0 Advisory CDovnittre on Rtoctgr Safeguard* report* & eorrei pond euc* 


8401300131 Sumnarties ACRS SSSth meeting on S40113-14 re review of OL 
app 1 Icat 1 oni control room deelgn b tute degradation 
Invectlgation of allegations re OA rei^uBStid 

EBERSQLEi ^ C ACRB Advisory Committee on Reactor Safeguards. 
S4/01/1A PALLADINO.N J Comml ts loners 3pp 2S044 023 S4X 
Ftche 30-400. 84/01 /I &. 8401300131. 


DOCKET JO-403 SHEAROM HARRIS NUCLEAR POWER PLANT. UNIT 4 


A Appl Icatlon/constructlon stage documents & correspondence 


B40S23O2O7 Further response to FQIA request for documents re const 
flaui at facility Foruards documents listed in App A 
Documents also being placed In PDR U LPDR Revlcu continuing 
FELTON. J H Division of Rules and Records 83/12/02 VADEN. T 

Neus 1. Qbserver/Ral eigh Times. Raleigh. tlC 3pp 2237B 29? 24X 

FI Che 30-400. 83/12/02. 840223020? 


DOCKET SO-407 UNIV OF UTAH RESEARCH REACTOR 
F Security, medical, emergency 1. fire protection plans 


8403140143 Forwards Rev I to physical security plan Rev withheld 

8 ANDQUI 8 T 1 O Utah. Unlv of. Salt LaKc City. UT 84/03/12 NRC - 
No Detailed Affiliation Oiven Ip 226S0 331 24X 

FI Che. 90-407. 84/03/12,8403140143 


840320D2B1 Forwards revised emergency plan, addl financial Info I. 1983 
financial statement for univ 

SANOQUIST.O H Utah, Univ of, Salt Lake City, UT 84/03/14 
THOMAS. C 0 Standardljatiop t. Special Projects Branch Ip 
23A96 Sfil 24X Flehe 30-072,84/03/14,8403200281 


— 8403200293 Revised “Unlv of Utah Emergency Plan for Training t. Research 
Reactors '* 

BANOOUIST, 0 M Utah, Univ. of. Salt Lake City, UT UTEC ME 
84-0205 84/03/14 2 app 22A9& 282 34X Flehe 30-072,84/03/14, 

S4032002B1. 


—8402230226 Forwards Ofc of Inspector it Auditor '^Inquiry Into Alleged 
□mission of Line Inspector Views from CP Hearing " No 
further distribution should be made outside of ofc Rept 
under Commission revtau 

CDSSICK.L. V Office of the Eiecutlve Director for Operations 
78/11/tS DENTON Office of Nuclear Reactor Regulation, Director 
Ip 22378-303 24X Flehe 30-400,83/12/02.8402230207 


— 8402230239 Forwards Apps AiQrC tc D to be included u/questlons for Panel 
in re facility testimony Related info end. 

HURPKY.C E Region 2, Atlanta, Reactor Construction (< Engineering 
Support Branch 78/11/16 REIS, E J Office of the Eiecutlve 
Legal Director SIpp 22378 308 24X Fiche. SO-400. 83/12/02, 

B4 02230207 


I Financial Information 


8403200281 Forwards revised emergency plan, addl financial info it 1983 
financial statement for unlv 

SANOQUIST.O. M Utah. Unlv of. Salt Lake City, UT 84/03/14 
THOMAS. C 0 Standardl jatlon & Special Projects Branch ip 
22696 281 24X Flehe. 30-072, 84/03/14, B4O32002B1 


— B403200296 Unlv of Utah operating budget 19B3-84 

e Utah, unlv Of, Salt Lake City, UT 84/03/14 37pp 
22696 310 24X Flehe 30-072,94/03/14,8403200281, 


— 8402330251 Matl malnt requirements for Procedure AP-XIII-07, 
“In-Storago Imp 6 Malnt “ Equipment purchase order form 
end 

a Carolina Power l< Light Co 83/12/02 9pp 22379 040 24X 

Flehe 90-400.83/12/02,8402230207 


E NRC Safety Evaluation Report CSER), suppls & correspondence 


0209370420 Forwards request for addl info re fire protection program 
needed to complete review info needed by 821102 

DEMAROYA.V. Chemical Engineering Draneh 62/05/17 MIRAGLIA.F 
Licensing Branch 3 7pp 22497-019 24X Fiche 30-402.84/02/07. 

B 403030064 


0 Adjudicatory correspandance 


B402230307 Further response to FOIA request for documents re const 
flaws at facility Forwards documents listed in App A. 

Documents also being placed In PDR & LPDR Review continuing 
FELTONtJ M Division of Rules and Records 83/12/02 VADEN.T 
News b Observer/Halelgh Times, Raleigh. NC 3pp 22378 299. 24X 

Fiche 50-400, 83/12/02. 0402230207, 


•6104210125 Discusses implications of Ofc of Inspector L Auditor 781012 
Interview w/faclllty ASLB Ofc of Inspector b Auditor 
attempted to probe thought processes of & require 
justification from Board re action taken in adjudication 
yoRE, J R Atomic Safety and Licensing Beard Panel 70/10/19 
HENDRIE.J M Cemniss loners 3pp 22378 302 24X 

Fiche 50-400, 83 /1 2/02 , 8402 230207 


8402230237 Discusses Investigation by Ofc of Inspector b Auditor (OIA) 
re facility proceeding A 6 LAB unwilling to he Interrogated by 
OIA Many questions in OIA interrogation of members of A0LB 
manifestly improper 

ROSENTHAL. A 8 Atomic Safety and Licensing Appeal Panel 
76/10/20 HENDRIE Commissioners 2pp 22378 306 24X 

Fiche 90-400, 83/12/02, B402230207. 


Q Advisory Committee on Reactor Safeguards reports b correspondence 


DOCKET 30-409 LA CROSSE BOILING MATER REACTOR 
F security, medical, emergency b fire protection plans 


8403180074 Ectends Invitation to attend B40323 regional workshop in 
Rosemant, IL re 10CFR30, App R safe shutdown requirements 
Morkshof will cover subjs descTifaed In IE info Notice 84—09 
b provide addl guidance in safe shutdown analyses 
SPEBSARD.R L Division of Engineering. 84/03/06 LINDER, F U 
Dairy land Power Cooperative. 3pp 22580:240 84X 

Fiche- 30-409. 84/03/06. 0403120074 


8403160047 Revs to emergency plan implementing procedures, including 
Procedures EPP-2, "Organl latlon b Operations During 
Emergencies." EPP-3, “Communications Sys, b EPP-3, 

"Eetlmate of Offsite Dote ” M/a40310 Itr 

LINDER. F Dalryland Power Cooperative. 84/03/10 CRUTCHFIELD, D 
Operating Reactors Branch 3 79pp 22633-006 24X 

Flehe- 30-409. B4/03/10, 8403160047. 


8403200109 AcK receipt of 840309 request for attendance at 840322 
meeting In LaCroste.UI to discuss scope b objectives of 
840619 emergency preparedness exercise NRC unable to attend 
meeting. 

PAPERIELLO, C J Region 3. Office of Director 84/03/16 
LINDER, F-M Dalryland Pouiar Cooperative Ip 22683 323 24X 

Fiche 90-409,04/03/16,8403200109 


— 8403200112 Requests attendance at B40322 meeting in LaCroise,Ml to 
discuss scope b objectives for 840619 emergency preparedness 
exercise Objectives must be submitted for review by 040406 
MARaSE.n. Dalryland Power Cooperative 84/03/09 PHILLIPS, M 
Region 3, Office of Director Ip 22683:326. 24X 

Fiche 30-409,84/03/16,8403200109 


p Operating license stage docunont* b correspondence 


6403090009 Forwards request for addl info re NOREO-0737, Item 11, B. 3, 
"Post-Accident Sampling 8 ys, ■' to complete review. Requests 
response within 45 days of Itr receipt c- 

CRUTCHFIELD, 0 Operating Reactors Branch 5 84/02/29. LINDER, F. 

Dalryland Power Cooperative 3pp. 22490 187 24X 

Fiche- 30-409, 04/02/29, B403090009. 


8401300121 Summarliet ACRB 2Q9th meeting on 840112-14 rt review of OL 
appl ica 1 1 on. con trol roam design b tube degradation 
Investigation of allegations re QA requested. 

EBERSOLE, J C. ACRS - Advisory Committee on Reactor Bafegiiards 
84/01/16 PALLADINO. M J Commissioners 3pp. 22044 023. 24X 

Fiche 30-400,84/01/16, 8401300121. 


403130290 Forwards response to Section 4 4 of NUREO-Oe27, BEP Topic 
1 1-3 C, "Safety-Related Mater Supply (UHS) " Submittal of 
applicable Tech Spec changes rescheduled for 840401. ........ 

LINDER, F. Dalryland Power Cooperative. 04/03/00 CRUTCHFIELD, D 
Operating Reacturs Branch 9 9pp. 22608:034 84X 

PI .1. BA 


8403190273 Otneric Ltr 84-07 to all llcensaos of BWRs ro procedural 
guidance for pipe replacement eh BMHs. Sve list end 
eiSENHUT, DO. Division of Licensing 84/03/14 Commonwealth 
Edison Co 20PP 22823 354 24X Fiche, 90 - 000 , B4/03/1 4, 8403130275 
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8403i&0(}74 Foriiiard* aceilaration tlm* hlstori** for Nodfs i3 t< 19 of 
EOtiQ •■laitlic analgalt of contalnmont bldg Tina htatoriii 
provtdad Irv all thrat modal global dlraotlona 
0RIM£8<C. t Oporatlng Raactora Ataafimant Branch 84/03/14 
LINDER^ F Dairyland Pouar Cooparatlva 14pp 23699 089 34X 

Flcha' 90-409^ 84/03/14, 8403160074 


B4033000B9 Application to amend Uicanaa DPR— 49, changing Tech Spec* to 
ravlae reporting raqulramanti to improve acceaetb 1 1 ity 
LINJ>CR«F. Dairy land Pouer Cooperative 84/03/20 CRUTCHFIELD, D 
aperatlng Reactor* Branch 9 4pp 22031 187 24X 

Flche' 90-409, 84/03/30, 8403300089 


— 8403300093 Fropoied Tech Spec change*, mod 1 fylng reporting requirement* 
to improve acce«*lb 11 ity 

e Dairyland Pouer Cooperative. 84/03/20, 21pp 22821 191 24X 

Fiche' 50-409, B4/03/SO, 8403300089 


B403S90283 Application for amend to Llcenia DPR-49, reviling Tech 8pect 
re min requirement* for alternate cooling uater louree to 
be ueed dluring loei of UH8 event 

LINDER. F. Dairyland Pouar Cooperative 84/03/21 CRUTCHFIELD, D. 
Operating Reactore Branch 9. 3pp> 22800:079, 24X 

Flcha- 90-409, 84/03/21, B4D32902B3 


— 8403290387 Propoeed Tech Space re min requirement! for alternate 
cooling water lource to be ueed during toie of UH8 event, 

• Dairyland Pouer Cooperative 84/03/21 tp 22800' 082 24X 

Ficha: 90-409, 84/03/21, 8403290283 


8403380066 For ward* eafety evaluation re NUREO-0737, THI Action Item 
II K. 3. 44, ‘'Evaluation of Anticipated Trantient* H/8ing la 
Falluraa. " Facility In conformance u/NUREO-0737 poiltlon b 
evaluation acceptable. 

CRUTCHFIELD. D. Operating Reactore Branch 9. 84/03/26 LINDER, F 

Dairyland Power Cooperative 9pp. 22776.349 24X 

Fiche. 90-409, 84/03/26, 8403280066 


Q. Inopection reporte. IE Bulletini it cor reepondence 


8403130083 Reeponde to IE Bulletin 76-26, Rev I, Item 4 6 re ratulte of 
eddy currant axami of abeorber tubae.Enci liiti abeorbar 
tuba lagnent* unfit for eddy currant Incp due to bending. 

Ulet ihoulng major Indlcatlone alio end 

LINDER, F. Dairyland Power Cooperative 84/02/24 KEPPLER, J 0 
Region 3. Office of Director 4pp 22988’ 189 24X 

Ficha: 90-409. 84/02/24, 8403120083 


B401L90072 IE Info Notice 84-13, "Potential Deficiency In Motor 
□paratad Valve Control Clrculti h Annunciation." Svc lilt 
and 

JORDAN. E.L Dlvlelon of Emergency Preparadneee h Engineering 
Raaponea (Poet 830103). 84/02/38 Coneolidated Edieon Co of New 

York. Inc. It8pp. 22909:239 34X Fiche. 90-000, 84/02/28, 8401190072 


8408090007 IE Info Notice 84-14, "Hlghllghtt of Recent Trancport 
Regulatory Rave by DDT b NRC. " Bvc lilt and. 

ORACE.J N Divltion of QA, Safaguarde & Inipectlon Program* (Poit 
830103) 84/03/03. Coniolidated Edieon Co, of Niu York, Inc 

»30pp. 33993:329. 24X Ft che: 90-000, 84/03/02. 8402090007 


—8403130339 Reipond* to NRC 840129 t br re violation* noted in IE In*p 
Rept 90-409/83-22 Corrective action* »tatlq trip device te*t 
let eatl* factorl ly teited & placed on instrument caibr 
equipment liit for scheduled periodic retesting 
LINDER. F Dairyland Pouar Cooperative B4/02/82 KEPPLER. J 0 
Region 3, Office of Director 2pp 22607 144 24X 

Fiche 90-409.84/03/09.8403130326 


6402090034 IE Info Notice 84-09. Rev I, "Lesion* Learned From Intpi of 
Fire Protection Bafe Shutdown Syi " Svc list end 
JORDAN, E L Division of Emergency Preparedness (i Enginaerlng 
Response IPost 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22639 049 24XFlch* 90-000,84/03/07,8402090024 


B4020900S8 IE Info Notice 84-18, "Btrtis Corrosion Cracking In PMR 
Sys ” Bvc 1 ist end 

JORDAN, E L Division Of Emergtncy Preparednes* h Enginaerlng 
Response (Post 830103) 84/03/07 Cansolldeted Edieon Co of Ncu 

York, Inc tlBpp 22984 186 24X Fiche 30-000,84/03/07.8402090028 


8403270233 Forwards IE Insp Rept 90-409/04-03 on 040206-10 «< notice 
of violation 

HIND, J A Dlvition of Radiological 6 Matarlal* Safety Programs 
B4/03/09 LINDER, F H Dairyland Power Cooperative 2pp 
22771.339 24X Ficha 50-409,84/03/09,0403270233, 


— 840327O33B Notice of violation from Inep on 840206-10 

HIND, J, A Division of Radiological Matarlals Safety Programs 
04/03/09 2pp 22771 337 24X Fiche 90-409.84/03/09,6403270233 


—8403270342 IE tnsp Rept 90-409/04-03 on 840206-10 Noncompl ianca noted 
failure to adhere to radiological control procedures >< 
to properly control high radiation area 

PAUL, R A . GREOERiL H. Region 3, Office of Director 84/03/09 
Bpp 22771 339 24X Fiche 90-409,84/03/09,8403270233 


8402090031 IE Bulletin 84-03, "Failures of OE Type HFA Relays In Use in 
Claes IE Safety Sys " Svc list end 

DEYOUNiJ.R C Director's Office, Office of inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 90-000,84/03/12,8402090031 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthoritetf 
Entrlee Into PUR Reactor Cavities," Svc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Poet 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22823 229 24X Fiche 90-000,84/03/21,8402090043 


S402090044 IE Info Notice 04-20, "Svc Life of Relays In Saf aty-Re latad 
Sys " Bvc list and 

JORDAN, E L Division of Emargancy Preparadnes* t. Engineering 
Response (Post 830103) 94/03/21 Consolidated Edison Co. of New 

York, Inc 133pp. 22933 001 24X Fiche. 90-000, 84/03/21, 8402090044 


R Periodic operating reports it related correspondence 


8403080031 "Parionnel Whole Body Exposures for CY83 " M/040227 Itr 
LINDER, F Dairyland Power Cooperative 83/12/31. 2pp 22999 227 
24X Fiche 90-409183/12/31,8403080031 


8402090008 IE Info Ndtlce 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operete " Svc list end. 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 84/03/02. Consolidated Edison Co of Neu 

York. Inc. 182pp. 22993:098 24X Fiche' 90-000, 84/03/02, 8402090008 


B4030BD236 "Radioactive Effluent Rept k Radiological Environ Monitoring 
Rept, 1983 " W/B40227 Itr 

LINDER, F Dairyland Power Cooperative 83/12/31 KEPPLER, J O 
Region 3, Office of Director 99pp 22960:029 24X 

Fiche 90-409,83/12/31,8403000236 


6402090009 IE Info Notice 84-19, "Reporting of Radiological Releases " 
Bvc list sncl. 

JORDAN, E, L, Division of Emergency Preparedness It Engineering 
Reeponea (Poat 830103) 84/03/02 Consalldated Edison Co of Neu 

York. Inc. 119pp. 22993:217. 24X Fiche 50-000, 84/03/02, 8402090009 


8403230002 "Radioactive Effluent Rept k Radiological Environ Monitoring 
Rept far 1983 " M/640227 Itr 

LINDER, F Dairyland Power Cooperative 83/12/31 KEPPLER, J. O 
Region 3, Office of Director. 99pp. 22728 ill 24X 

Fiche' 50-409, 83/12/31,8403230002 


G4020900I1 IE Info Notice 84-17, "Problems U/Liquid Nitrogen Cooling 
Components Below Nil Ductility Tamp." Svc list end. 

JORDAN. E L Divielon of Emergency Preparadneee k Engineering 
Respones iPoet B30103), 84/03/09 Coneolidated Edison Co of Neu 

York. Inc. 117pp. 22993,336 24X Fiche 90-000,84/03/09.0402090011 


6403130326 Ac k receipt of 640222 Itr Informing NRC of steps taken to 
corroct violationi noted in IE Insp Rept 90-409/83-22. Addl 
raaponse required by 840320 ra stop watch callbr k static 
trip device test set. per commitment. 

8)dAFER,W. D. Region 3< Office of Director 84/03/09 LINDER, F W 
Dairyland Pouar Cooparatlva. Ip 22607: 143. 24X 

FlehO! 90-409, 84/03/09, B403130326. 


8403020161 Monthly operating rept for Jan 1984 W/840207 Itr, 

GOODMAN. L 8., LINDER, F Dairyland Power Cooperative 84/01/31 
llpp 22442' 017 24X Fi che. 50-409, 04/01/31, 0403020161. 


8403300131 Monthly operating rapt for Feb 1904 H/040306 Itr 

GOODMAN. L. 8, , LINDER Dairyland Power Cooperative 84/02/29 9pp 
22820. 014 24X Fiche; 50-409, 84/02/29, 8403300131 


S Reportable occurrences. LERe fc related correspondence 


8403200163 LER 84-003-00 on 840220, arroneou* high contslnment bldg 
pressure alarm reeilved. Caused by fuse failure Fuse 
replaced, clearing high pressur* signal Sys restored to 
normal M/B40312 Ur 

GOODMAN. L 8 , LINDER, F Dairyland Power Cooperative 04/03/12 
Spp 22697 134. 24X Fiche, 50-409. 84/03/12, 8403200163 
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docket 90-410 MIiNE MILE POINT NUCLEAR STATION, UNIT 2 
A Ap p 1 1 CA tion/c onstruc t ion itag« dacuaiints It correspond e nc « 


B4030102^a Notification of 040326,27 t, 2B meeting* w/utll In Serlba.NV 
to revteu const progreii I> obtain info for assessing 
projected foe] toad date Supporting documentation encl 
HAUCHEf, MF Licensing Srancha 04/02/17 SCHWENCERj A Licensing 
BrancA 2 Spp 22479 174 24X Flche 30-410,84/02/17.8403010290 


0403280236 Forwards lift of Issues 
Engineering 8EF1 review during uk 
Cherry Hill.NJ 

SCHHENCERiA Licensing Branch 3 
Mohawk Power Corp ISpp 22709 
0403280236 


to be discussed at Mechanical 
of 040604 at 8&M ofcs In 

84/03/12 RHODE. 0 K. Niagara 
326 24X Flche 50-410.04/03/12. 


F Security, medical, emergency b Fire protection plant 


0403050370 Requests rtvlew of documentation submitted in 
Instrumentation k control area b confirmation that 
d Qcunen tatlon reflects actual plant design Changes should be 
submitted as amtnds to FSAR In. timely manner 

SCHUENCER, A Licensing Branch 2 84/02/29 RHODE, O K Niagara 

Mohawl Power Corp 2pp 22527 261 24X Flche 50-410,84/02/29. 

8403050370 


6403190243 Notification of 040418 Workshop In King of Prussla.PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown Insp b topics described In IE Info Notice 
04-09 Agenda for workshop encl 

HURLEY, T.E Region 1, Office of Director 84/03/09 O '’TOOLE. J D 
Consolidated Edison Co of New York. Inc 3Spp 22672 , 062. a4X 
Flche 50-000,84/03/09.0403190243 


— 8403050 3 71 Summary of 840110 b 0207-08 meetings w/utll in Bethesda.MD b 
Cherry HI 11, NJ, respectively, re instrumentation b controls 
List of discrepancies within b between licensing documents 
•nel 

HAUSHEV.M F Licensing Branch 2 04/02/27 Licensing Branch 2 

20pp 22527 263 24X Flche 50-410,04/02/29,8403050370 


8403060539 Summary of 040118 b 0207-00 meetings U/utlliGE b SbH in 
Bathesda.MO re instrumentation b controls Supporting 
dacumerstatlon end 

HAUOHEY. K F Licensing Branch 2 04/02/29 Licensing Branch 2 

22pp 22552 295 24X Flche 50-410,84/02/29,0403060539. 


04O3O9O24-Q Summary of 040216 meeting u/Northeast Nuclear Energy Co. 
Boston Edison Co, Vermont Yankee Nuclear Power Co b Teledyne 
Englnemring Svcs In Waltham. MA re addi Mark I torus 
structural analysis List of attendees encl 

SHEA, J J Operating Reactors Branch 5 84/03/07 CRUTCHFIELD, D 

Operating Reactors Branch 5 4pp 22572 298 24X 

Flche 50-000,84/03/07,0403090240 


8403290394 Notification of 840404 b 05 meetings W/util,0E St SbW In 
Ban Jos*., CA to discuss Instrumentation b control 

HAUGHEV. MF Licensing Branch 2 04/03/00 SCHWENCER, A Licensing 

Branch 2 3pp 22822 291 24X Flche 50-410.84/03/08,8403290394 


0 Adjudicatory correspondence 


8403080136 Resolution submitted by Legislature of Erie County 
requesting FERC b NRC Intovene to halt util withdrawal from 
project b Stete of NY Public 8vc Commission investigate 
util actions 

SMARTS. D J Buffalo. NY 84/03/01 2pp 22561 150 24X 

Flche 50-410,84/03/01,0403080136 


I Flnancl a I information 


0403290177 Annual Financial Rept 1983 W/B40322 Itr 

flAEHL. J O J DCNLON. M U . LEMPOE0. T £ Niagara Mohauk Power Corp. 
83/12/31. 41pp 22000 319 24X Flche 50-220.03/12/31.0403270177, 


0 Inspection reports. IE Bulletins b correspondence 


84030i0006''NDtlf icatlon of Significant Licensee Meeting 04—10 on 040222 
in King of Prussla.PA to discuss const appraisal team b BALP 
findings 

COLLINS. 8 0 Division of Project b Resident Programs 04/02/17 
Division of Project b Resident Programs ip 22479 339 24X 

Flche 30-410,84/02/17.0403010006 


840320023C Forwards "Evaluation of Angled Screen Ftih Diversion Sus 
at Oswego Steam Statlon.UnIt 6, “ "Mine Mile 2 - Volney 
345 kV Transmission Facility" b "Environ Mgt b Const Plan 
Ntne Mile 2 - Volney 343 kV Transmission Facility " 

MANOAN, C V Niagara Mohawk Power Corp 04/03/15 EISEMHUT.D 8 
Division of Licensing Ip 22694 221 24X Flche 50-4 1 0,84/03/15, 


o..uii,uu/.i la info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuit* b Annunciation " 8vc list 
ertc 1 

JGRDAN.E L Division of Emergency Preparadness St Englneertno 
Hosponse IPost B30103) 84/02/20 Consolidated Edison Co of New 

York, Inc llSpp 22909 239 24X Flche 30-000,84/02/20,8401190072 


-8403200240 "Evaluation of Angled Screen Fish Diversion Sy i at Osweoo 
Sl04m Station Unit 6 ** 

* LavKeri Matuilc^j ti Sltelly Engineers 84701/31 IIS&d 
B 23 24X Flche 50-4 lOi 64/03/13, 8403200S32 


rorwaros IE insp Rapt 3O'"41O/03- 


■h/ uri NO 


violatloTtB observed 

Division of Project * Resident Programs. 
RHODE. Q K Niagara Mohawk Power Corp 2ap 22643 146 
Flche 30-410,84/03/01,0403130096 


84/03/01 
24 X 


8403200243 "Environ Mgt fc Const Plan Nine Mile 2 - Volneu 345 kV 
Trans n 1 ss Ion Facility " ' 

* Niagara Mohawk Power Corp 83/09/30 146pd 22694 341 saY 

Flche 50-410,84/03/13.8403200232 


24 X 


Mile 2 - Volney 345 kV Transmission Facility 
W/three ovirili* maps Aperturs cards are available In PDR 
* Niagara Mohawk Power Corp 02/04/30 350pp 32695 - 127 

Flche 50-410.84/03/15,8403200232 

^ERl^^suppi, b correspondence 



'"“’•werds request for addl Info to complete review of draff 
SER re pr„s„re-temp limit curves to comply w/exDl!cir 

riqutremsnts of lOCFR. App 0 Info 

Mohawk P«Lt, Co “"22 ;b9“246®''2«°f. 

B403i2703]4 ^ 22789 246 24X FI ehe' 50-410, 04/03/06, 

RHODE. OK Niagara 

0403220301 ^ 22720 001 24X Flch* 50-410.04/03/00, 


L.,7 . . — " ..w .T.u.wu ,, uM uuifKuu-wHuiica NO Violations 

identified Major areas Inspected work actlvl ties. proc idu res 
b records re reactor pressure vessel storage b hydraulic 
control unit Installation 

CRAMM.R. A , LAZARUS, H J , COLLIHB, 8 J Region I, Office of 
8453?5S596 ‘'PP •'•B- 24X Fiche 50-4 1 or^/OO/Ol. 

''HlShlights of Recent Transport 
Regulatory Revs by DOT b NRC " 8vc list end .ranapurc 

aaoion^ b Inspection Programs IPost 



a,rinn., a„ 

JORDAN, E L Division of Emergency Preparedness b Engineer Ino 
Response IPost 0301031 84/03/02 Consolidated Edl^oJI cS of New 

nc aapp 22553 098 24X Fi c he • 50-000. 04/03/02, 0402090000 

8402090009 lEJnfs Notice 84-15, "Reporting of Radiological Releases. » 

York, Inc 119pp, 22553 217 24X Fiche; 50-000, B4%3/02, B« 209 oSo 9 

8402090011 IE Info Notice 84-17. "Problems W/Hquld Nitroaen Coollno 
JOflSSH 1 * Temp >' Svc list encl. ® Cooling 

CSn;^ ir/oiToi^ a „ 

York, Inc ll7pp 22S53. 336 24X Flche, 50-000. 04/03 B^mS^OoIT 
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a40S09O024 IE Info Notice 04“O9< Rev !• "Lessons Learned From Insps of 
FlV 0 Protection Safe Shutdoun Sys " Svc list end 
JORDAN) E L Division of Emergency Preparedness << Engineering 
Response (Post S30103) B4/03/07 Consolidated Edison Co of Neu 

Vork. Inc llBpp 33633 049 24X Flcho 50-000i B4/03/07. 0403090034 


€-403090028 IE Info Notice 04-16. "Stress Corrosion Cracking In PUR 
8ys '* Svc list end 

JORDAN. E L Division of Emergency Preparedness ti Engineering 
Rosponse (Post 030103) B4/(>3/07 Consolidated Edison Co of Nesi 

York. Inc tlBpp 32584 186 34X Fiche 50-000.64703/07.8402090038 


8402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays in Use In 
Class IE Safety 0yB " Svc list end 

DEYQUNO.R. C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of Neu York. Inc 

134pp 22023 094 24X Flche 50-000.04/03/12.0402090031 


64020900-43 IE Info Notice 04-19. "Tuq Events Involving Unauthorized 
Entries into PUR Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103). 04/03/21 Consolidated Edison Co. of Nsui 

Vorki Inc 123pp. 22023 229 24X Flche 50-000.04/03/21.8402090043 


8402090044 IE Info Notice 04-20. "Svc Life of Relays In Safaty-Rclatad 
Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of Neui 

Vork. Inc 135pp 22933 001 24X Fiche 50-000. 84/03/21. 8402090044 


ft Periodic operating reports t. related correspondence 


8403020443 Forwards monthly status rapt of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning Issues, 

DIftCKS. U J. Office of ths Executive Director for Operations 
84/02/21 PALLADINO Commissioners 9pp 22492 083 24X 

Flche 50-000.04/02/21.0403020443 


8. Reportable occurrences. LERs t< related correspondence 


B403090078 Deficiency rapt re items supplied by Tube-Line Corp Final 
rapt delayed until 840430 par 840213 telcon 

RHODE. a K Niagara Mohawk Pouar Corp 84/02/15 8TAR0BTECK 1 . R 
Division of Project & Resident Programs ip 22576 068 24X 

Flche. 30-410.84/02/15, B40309007B 


8403210136 Interim deficiency rept re Anchor Darling IF’CE sys valve 
vibration loosening anti-rotational set screws Initially 
reported an 840127 Ik reported by OE per Part 21 
Invaetlgation In progress Final rept by 840723 

MANOAN. C V Niagara Mohawk Power Corp 84/02/27 STAROSTECKI, R 
Division of Project & Resident Programs 2pp 22707 272 24X 

Fiche 50-410,84/02/27,8403210136 


8403260233 Forwards summary list of deficiencies Identified per 
lOCFflSO. 55(0 ). Part 21 6 potential generic Itr repts for 
comments 

STARQSTECKI.R Division of Project (< Reeident Programs 04/02/28 
Region 1. Office of Director. 7pp 22756.065 24X 

Flche 30-000,84/02/28,8403260233 


8403130363 Interim deficiency rept re hydrostatic uplift pressure not 
considered In reactor bldg mat design Initially reported on 
840130. Final rept will be submitted by 840518 

HANOAN, C. V Niagara Mohawk Power Corp 84/02/29 8TAR08TECKI, R 
Olvielon of Project 6 Resident Programs 2pp 22616 24B 24X 

F I e h a • 30- 4 1 0i 84 /02/2<?, 8403 1 30363 


8403140122 Part 21 rapt re status update concerning abnormal wear on 
linear converters, Test program underway Rasults of 
InVeetigation Indicate excasiiva wear caused by hunting of 
control circuitry. 

DODaON, J P Pacific Air Products Co, 84/03/0? Director's 
□fflca. Office of Inspection and Enforcamant 7pp 22624 063 24X 

Flcho. 50-000, 04/03/09. 0403140122. 


8403190135 PNS-I-84-002 on 840312, bomb threat received from 
unldantlflod caller 81te emergency i< safeguards contingency 
plan pegulramante Implemented, public areas t, site protected 
area searched u/negativc findings 

MADDENiB., JOVNER.J. Region 1, Office of Director 84/03/12 Ip 
22674' 352 24X Flcho 80-220,84/03/1218403190133. 


8403220073 EN*‘84-015 on 040320, not 1 ca of violation ti proposed 
Imposition of civil penalties in amount of •180,000 will be 
Iseued to licensee Action based on failure to maintain 
containment integrity E failure to conduct surveillance 
CRAIO, J. , AXELRAD,J. Director't Office, Office of Inspection and 
Enforcement. 84/03/15. 2pp 22712 30 b. 24X Flche. 50-220, 84/03/15, 

8403220073 


V Operator Examinations 


B403130124 Forwards nuclear power plant experience for operating shift 
positions. as requested in 840301 Itr 

LEKPOE3. T E Niagara Mohawk Power Corp 04/03/05 DENTON.H 
Office of Nuclear Reactor Regulation. Director Spp 22603 237 
24X Flcho 50-410.04/03/05.8403130124 


DOCKET 30-412 BEAVER VALLEV POWER STATION. UNIT 2 
A Ap p 1 icat lon/c onstruc t Ion stage documents t, correspondence 


6403010030 Third partial response to FOIA request for sii categories 
of documents re facility Forwards App A documents App A 
documents also placed in PDR App B documents will be placed 
in PDR upon request Review contlnul-ng 

FELTON, J M Division of Rules and Records 84/01/17 ANDERSON, S I 
Oarvey. Schubert. Adams fc Barer 4pp 22446 293 24X 

Fiche 30-000,84/01/17,0403010030 


— 8112020204 Forwards neu format for nuclear power plants - const status 
rep t. MURE0-OO3O (yellow bool) New format should be used to 
provide next update info for planned Nov 1901 publication 
(data as of sept 30.1981) due 011120 U/o end 
HARTFIELD.R A Office of Management and Program Analysis 
Sl/10/30 DUNN.C N Duquesne Light Co 9pp 22446 303 24X 

Flcho 50-000,04/01/17,8403010050 


B4030103B7 Requests delay in submitting addl Info per Accident 
Evaluation Branch 031202 request Response to Questions 
E450 1 t< 2 will be submitted on 840323 

UDQLEVER.E J Duquesne Light Co 84/02/24 KNIGHTON. 0 U. 
Licensing Branch 3 Ip 22434 067 24X Flche 50-412,84/02/24, 

B4030 10387 


B40327O369 Notification of 840403-03 meetings W/86U h util In Beston.MA 
to discuss NRC questions re mechanical engineering portions 
of FBAR & perform detailed design documentation audit on 
facility 

LAZO. L Licensing Branch 3 04/03/01 KNIGHTON, 0 U Licensing 

Branch 3 4pp 22787 333 24X Fiche 30-412,04/03/01,0403270369 


8403280056 Notification of 840321 meeting w/util in Dethesda.MD to 
discuss Environ, b Hydrological Engineering Branch Questions 
240 01 b 840 08 

LAZa.L Licensing Branch 3 04/03/02 KNIOHTON.O U Licensing 

Branch 3 4pp 22012 330 24X Flche 50-412,64/03/02,8403280036. 


0403190152 Responds to 840123 Itr re use of Rockbestos Co cable at 
facility Vendor stated In writing that cable fully 
suitable for safety-related use 

UOOLEVEB. E J Duquesne Light Co 04/03/06 POTAPOVS, U Region 4. 
Office of Director. 2pp 22668 343 24X Flche. 30-412, 84/03/06, 

8403190132 


0403260067 Notification of 040313 meeting w/utll In Dethesda.MD to 
discuss Chemical Engineering Branch. Chemical Technology 
Section, questions ti open items 

LAZD.L Licensing Branch 3 84/03/07 KNIOHTON.O U Licensing 

Branch 3 4pp 22312 331 24X Flche 50-412,04/03/07,0403280067 


8403280122 Summery at 040224 meeting w/Uestinghoi)se Owners Oroup In 
Dethesda.MD re proposed Westinghouse steam generator tube 
rupture generic program Attendee list t, agenda end 
NERSES. V Licensing Branch 3 84/03/07 Licensing Branch 3 

3 Spp 32811 131. 24 X Flche 50-000,84/03/07.8403280122 


0403200060 Notification of 840403 mooting w/uttl In Shipp Ingport. PA to 
visit specific points of Interest within branch environ 
review scope 

LAZO. L Licensing Branch 3 84/03/08 KNIOHTON.O U Licensing 

Branch 3 Spp 22812.338 24X Flche 50-412.04/03/08.8403280060 


0403160090 Forwards BHECO 7703, “Missile-Barrier Interaction," 
submitted per 040227 response to Action Item 18 of 
structural design audit 

WOQLEVER, E J Duquesne Light Ca 84/03/09 KNIOHTON.O M 
Licensing Branch 3 Ip 22633 001 24X Flche 30-412,04/03/09, 

8403160090 


. — 8403160096 "Missi 1 e-Oerr 1 er Interaction “ 

JANKOV. Z D , SHANAHAN, J A . WHITE. M P. Stone b Webster Engineering 
Carp. 8WEC0 7703 77/09/30 223pp 22653 002 24X 

Flcho 50-412,04/03/09,8403160090 
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B403t601'?C> Foriiiaris minute* From 031205-08 meetlnj u/ Ins trumentat Ion t 
Contnol Siji Branch re discuBSlnn of 930919 request for addl 
Info Iteffis lilted as closed implq that Info requested bu NRC 
has been, provided 

WOOLEVER.E J Duqoeine Lipht Co 84/03/09 JiNIOHTON, O H 
Licensing Branch 3 atpp 23655 246 a4X Flche SO-412. 84/03/09. 
8403160190 


0403200234 Foruards reiponsei to Procedures U Sgs Review Branch 
questions re nuclear engineering dept organiratlon & 
adm i nls tr a 1 1 ve proceduresj forwarded In 040106 Itr Responises 
uillt be included In F9AR Amend 6 

WOOLEVEB.E J Duquesne Light Co 04/03/16 KNlBHTDNi O W 
Licensing Branch 3 13pp 22691 009 84X Fiche 50^41 2. 04/03/16. 

0403200234 


8403300062 Forward* aperating shift experience tables Util doe* not 
plan to use shift advisors 

CAREY. J J Duquesne Light Co 04/03/26 DENTON. H Office of 
Nuclear Reactor Regulation. Director 6pp 22821 167 24X 

Fiche 30-412. 04/03/26. 8403300062 


C Utllltg Environmental Report (EB). amends t correspondence 


0403270372 Requests addl info re environ site visit scheduled for uk 
of 030926 to review environ rept - DL stage 
KNIGHTON. O U Licensing Branch 3 04/03/02 WaOLEVER. E J 

Duquesne Light Co 4pp 22787 326 24X Fiche 50-412.84/03/02, 

B 4 03270372 


8403190095 Forwards Affidavits of Svc certifying distribution of Amend 
4 to environ rapt t Amend S to F5AR 

WOOLE'/ER.E J Duquesne Light Co. 04/03/09 DENTON HR Office of 
Nuclear Reactor Regulation. Director 9pp 2264J 164 24X 

Fiche 30-412,84/03/09.0403150095 


8403290145 Forwards Amend 5 to environ rapt - DL stage Amend consists 
of responses to Questluns E451 5.E450 1 6 E450 2. per 
OU Knighton 031020 It 1202 Itrs it various technical h 
editorial changes. 

HDOLEVER. E J Duquesne Light Co 04/03/19 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 9pp 22301 244 24X 

Fiche: 50-412, 84/03/19. 0403290145 


— 8403290146 Amend 9 to environ rapt ^ OL stage 

» Duquesne Light Co 84/03/31 79pp 22801 250 24X 

Fiche 50-412,84/03/19,0403290143 


3403260059 Forwards responses to Accident Evaluation Branch B31202 
questions re environ rept Revised environ rep t. Sec t ion 7 1 
Also end 

HDOLEVER. E 0 Duquesne Light Co 84/03/22 KNIOHTON, 0 H 
Licensing Branch 3 23pp 22751 003 24X Fiche 50-412.34/03/22. 

0403260059 


E NRC Safety Evaluation Report C9ER), suppls 8< correspondence 


B403I4D197 Forwards draft BER (Nl4)E0-1037) re operation Proposed 
schedule for submittal of written response to open Items 
should be provided by 040330 

KNIOHTON, 0 W Licensing Branch 3 04/03/01 WODLEVER.E J. 

Duquesne Light Co 311pp 22636 001 24 X FI C he, SO-4 1 2, 84/03/01 , 

8403140197 


F Eecurtty, medical, emergency L fire protection plans 


0403270357 Advises that NBC will not review emergency plans to delate 
privacy or proprietary info unless specifically requested by 
licensee. per 81070? Generic Ltr 81-27 U/a request. entire 
plan will be placed in PDR 

KNIOHTON. OH Licensing Qranch 3 84/03/01 HOOLEVER.E J 

Duquesne Light Co 4pp 22787 348 24X Fiche 90-412. B4/03/01, 

8403270397 


8403200040 Emergency Preparedness Plan EPP/IP 1 2. Attachment s 6 L 7 
HILLER. D J Duquesne Light Co 84/03/02. 6pp 22698:316 24X 

Flche 50-334,04/03/02,8403200040 


0403190243 Notification of 840418 workshop in King of Prussia. PA to 
discuss lesion* learnsd from recent App R fire protection 
safe shutdown map 6 topics described In IE Info Notice 
84-09 Agenda for uiqrlshop end 

HlfHLEY. T E Region 1. Office of Director 84/03/09 O'TOOLE, J D 
Consolidated Edison Co of New Vori, Inc 35pp 22672 062, 24X 

Flche 50-000,84/03/09.8403190243 


K Utility Final Safety Analysis Report IFBAR) Ji amend* 


0403190096 Forwards Affidavit* of Svc certifying distribution of Amend 
4 to environ rept it Amend 9 to F3AR 

HDOLEVER, E J Duquesne Light Co 04/03/09 DENTON H R Office /if 
Nuclear Reactor Regulation, Director 5pp 22641 164 24X 

FI Che- 50-412, 84/03/09, 84031 50095 


0 Inspection reporti, IE Bulletins (, correipondence 


8401190072 IE Info Notice 84-13. "Potential Daflcianey In Motor 
Operated Valve Control Circuits t> Annunciation ” Svc Hat 
end 

JORDAN, E L Division of Emergtncy Preparedness (i Engineering 
Response (Post 830103). 04/02/28 Coniolidatad Edison Co. of New 

Vorl, Inc llSpp 22909 239 24X Flche 50-000,84/02/28.8401190072 


8403070303 Ac It receipt of 840112 ltr informing NRC of steps takon to 
correct violation* noted In IE Insp Rept 30-412/83-15 
STAR08TECK1 , R Division Of Project *. Resident Programe 84/02/28 
HDOLEVER, E J Duquesne Light Co 2pp 22546 282 24X 

Flche 50-412,84/02/28,0403070303 


--8403070306 Responds to NRC 831212 ltr re violations notsd in IE Insp 
Rept 50-412/03-15 Corrective actions engineering in process 
of analytlng all KH applications to confirm acceptability of 
judgmsnt made in response to Request for Info RI-0aB3-QC 
HDOLEVER, E J Duquesne Light Co 84/01/12. BTAROSTECKI, R 
Division of Project L Resident Programs 4pp 22546' 284 24X 

Flche 50-412,84/02/28,8403070303 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Rivi by DDT N NRC “ Svc list end 

GRACE, J N, Division of QA, Safeguards & Inspection Programs <Po*t 
830103) 84/03/02 Consolidated Edison Co of New York, Inc. 

130pp 23552 329 24X Flche 50-000,84/03/02,8402090007 


0402090003 IE Info Notice 04-16, "Failure of Automatic Sprinkler 8yi 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparsdnees L Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co. of New 

Vork, Inc 122pp 22553 098 S4X Flche 50-000,84/03/02,0402090008 


8402090009 IE info Notice 84-15. "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Enginesrlng 
Response (Post 830103) 84/03/02 Goneolldated Edison Co of Niw 

York, Inc tl9pp 22353:217 24X Fiche; 30-000, 84/03/02, 8402090009 


8402090011 IE Info Notice 84-17, “Problems H/Llquld Nitrogen Coaling 
Components Oelou Nil Ductility Temp " Svc list and. 

JORDAN. E L Division of Emergejficy Preparedness it Engineering 
Response (Post 030103) 84/03/09 Consolidated Edison Co of New 

York, Inc. 117pp 22553-336 24X Flche 50-000,84/03/05,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lesson* Learned From Insp* of 
Fire Protection Safa Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Praparednet* (i Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpP 22635 049 24X Fiche. 50-000. 84/03/07, 8402090024 


0402090020 IE Info Notice S4~i0, "Stress Corrosion Cracking In PHR 
Syi '' Svc list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 04/03/07. Censolldated Edison Co of New 

York, Inc llBpp 22SB4 186 24X Fiche 50-000,84/03/07,8402090026 


0403220131 Forwards IE Insp Rept 50-412/84-01 on 840117-0221 No 
violations observed 

STAROSTECKIrR Division of Project i Resident Programs 84/03/08 
HOOLEVER.E J Duquesne Light Co 2 pp 22716 019 24X 

Flche 90-412, 84/03/00. 8403220131 


—8403220139 IE Insp Rapt 90-412/84-01 on 840117-0221 No Vlolatlone 
observed Major areas inspsc ted . previous 1 y identified items, 

F8AR descriptions, post-wel d heat treatment, storage 
requirements it procedure review of piping installation. 

WALTON. G A Region 1, Offics of Director TRIPP, L.E. Division of 
project Si Resident Programs. 84/03/07 6pp. 22716 021. 24X 

Flche 50-412,84/03/08,6403220131 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys '' Svc list end. 

OEVOUNO.R C. Director's Office, Office of Inspection and 
Enforcement. 84/03/12 Consolidated Edison Co of New York, Inc 
I34pp 22023.094 24X Flche' 90-000, 84/03/ 12, B40209003I. 
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8402070'043 IE Info Notice a4-l?< "Tu/o Events Involving Unaot horl J ed 
Entrlee Into PUR Reactor Cavities “ Svc list end 
•JORDfHNi E L Division of Emergency Preparedness Engineering 
Response (Post B30103) B4/03/S1 Consolidated Edison Co of Neu 

Yorkj Inc I23pp 22B23 22<7 24XFicha 50-000. 64/03/21 . B4020Y0043 


8402090044 IE Info Notice 04-20. "Svc Ulfe of Relays in Safety-Related 
8ys '* Svc list end 

JORDAN. E L Division of Emergency Preparedness *i Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neui 

York. Inc 135pp 22933 001 24X Fiche 50-000,84/03/21,8402090044 


DOCKET 50-413 CATAWBA NUCLEAR STATION. UNIT 1 


A App 1 lea t lon/cons true t ion stage documents & correspondence 


0403000196 FDIA request for documents re HR McAfee allegations 
involving facility from Mar 1977 — Mar t979iNRC open 
conference at site in Nev 1979 ti revieu of util topical QA 
manual 

OAROE. B P . ANSELL, E Government Accountability Project 83/11/21 
Office of Administration 2pp 22584 162 24X 

Fiche 30-413, 83/11/21. 8403080196 


8403290200 Ack receipt of 840302 1 tr Informing NHC of steps taken to 
correct violations noted In IE Insp Rept 50-412/03-13 
Corrective actions ulll be examined during future insp 
BTARO&TECKI, R Division of Project tt Resident Programs 84/03/22 
UDOLEVER.E J Duquesne Light Co Ip 22803 293 24X 

Fiche: 30-412.84/03/22. 8403290200 


8403060477 Nntifleatlon of 040313 meeting u/utll In York County. 8C to 
conduct confirmatory site visit per Section 13 6 of SRP 
(NUREO-0800> 

JABBOUR. K N Licensing Branch 4 04/02/24 ADEN 5 AM, E 0 Licensing 

Branch 4 3pp 22549 340 24X Fiche 50-413.04/02/24,8403060477 


— 8403290204 Responds to NRC 031110 Itr re violations noted In !E Insp 
Rept 50-412/03-13 Engineering evaluation confirmed AT8M A32S 
bolts maintain required min bolt preload No addl action 
required 

HOOLEVER. EU Duquesn# Light Co 84/03/02 STAROSTECK I , R 

Division of Project 1. Resident Programs 4pp 22803 301 24X 

Fiche ■ 50-412. 84/03/22, 8403290200 


8403300200 Foriuards summary of actions taken, per IE Bulletin 83-07. 
“Apparently Freudulent Products Bold by Ray Miller. Inc " 
Pittsburgh-Dis Moines Steel t< Joseph Oat Corp received matls 
from Ray Miller, Inc Matls not fraudulent 

WDOLEVER.E J Duquesne Light Co 84/03/22 MURCEY, T E Region I, 
Office of Director 3pp 22B19 321 24X Fiche 50-412,84/03/22, 

8403300200. 


8 Reportable occurrences, LERs tt related correspondence 


8403070298 Interim significant Deficiency Rept 84-01 re clamp anchor 
aeiemblies u/undert i led uelds Vendor surveillance group will 
perform sample insp to establish effectiveness of vendor OC 
Nest rept by 840601 

UOOLEVER, E J Duquesne Light Co 84/02/16 MURLEY, T E Region 1, 
Office of Director 4pp 22S41 292 24X Fiche SO-4 12, 84 /02/1 6, 

8403070298 


8403130374 Interim Significant Deficiency Rept 84-02 re poor wiring 
iiforkmanshlp on two Ooutd 480-volt motor control ctri Random 
Inspe conducted Evaluation underiuay Next rept will be 
submitted by 850701 

MDOUEVER.E J Duquesne Light Co 84/02/21 MURLEY, T E Region 1, 
Office of Director. Spp 22616 278 24X Fiche 50-412,84/02/21, 

8403130374. 


8402090017 Board Notification 84-038 forwards RJ Mattson 840123 memo 
to DO Elsenhut providing status update of NRC actions ra 
Uestinghouse ECCS actuation logic 

EI5ENHUT, DO Division of Licensing 84/02/27 PALLADIKO 
Commissioners 7pp 22546 007 24X Fiche 50-000,84/02/27, 

8402090017 


8403020230 Notifies that Class II fee appropriate for review of 840123 
appLlcatian requesting extension of const completion date to 
841 101 

DIOOS, R M License Fee Management Branch 64/02/27 TUCKER, H B 
Duke Power Co ip 22494 319 24X Fiche 50-413,84/02/27, 

8403020230 


8403070183 Forwards equipment data sheets for SORT & pump t< valve 
operability review team onsite audits Qualification of 
components complete U/five overslie drawings Aperture cards 
are available in PDR 

TUCKER, H B Duke Power Co 04/02/28 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ABENSAM, E 0 Licensing Branch 
4 601 pp 22536 201 24X Fiche 50-413,84/02/28,8403070186 


“8403070202 Rev 10 to Procedure CNS-1390 Oi-00-0073, "Insta llation Spec 
Manual Mechanical Installation Procedure for Electrical 
Penetration Types 0. C, D, F, G, H, J, K. L 6 M " 

« Duke Power Co 03/08/24 36pp 22537 087 24X 

Fiche 50-413,84/02/28,8403070165 


—8403070219 Rev B to Procedure CNB-I390 01-00-0071, “Procedure for 
Installation of Type A (6,900 Volt) Electric Penetration 
Assemb lies " 

DDVER.R P Duke Power Co 83/03/07 3S0pp 22537 167 24X 

Fiche 50-413,04/02/28,0403070185 


8403210130 Interim Blgnlficant Deficiency Rept 84-03 re OE Type HEA 
lock-out relays Initially reported on 840127 Field test 
procedure developed to test relays Defective relays will be 
replaced Next rept by 840615 

UOOLEVER, E J Duquesne Light Co, 84/02/28 MURLEY, T E Region 1, 
Office of Director 4pp 22707.266 24X Fiche 50-412,84/02/28, 

8403210130 


8402090016 Board Notification 84-031 Informs that Commission received 
affidavit from former util employee alleging that util 
dBllberately undermined QA program at facilities 
Investigation In progress 

NOVAK, T M Assistant Director for Licensing. 04/02/29. KELLY, J , 
PURDOM, P , FOSTER, R Atomic Safety and Licensing Board Panel 3pp 
67217 043 24X Fiche 50-413,04/02/29,8402090016 


8403260233 Forwards summary list of deficiencies identified per 
1OCFR30 S5(e>iPart 2i t< potential generic Itr repts for 
comments 

STAROaTECKI, R. Division of Project b Resident Programs 84/02/28 
Raglan I, Office of Director 7pp 22756 065 24X 

Flcha, 50-000,84/02/28. 8403260233 


8403190394 Forwards nonproprietary 6 proprietary “Technical Basis for 
Eliminating Pressurlisr Burge Line Ruptures as Structural 
Design Basis for Catawba, Uni ts 1 t. 2 “ Revised FSAR pages 
also encl Proprietary rept withheld (ref 10CFR2 790) 

TUCKER, H D Duke Power Co 84/02/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAH, E 0 Licensing Branch 
4 3pp 22674 089 24X Fiche 50-413,84/02/29,8403190394 


8403210058 Final Significant Deficiency Rept 83-02 re QC acceptance of 
nonconforming cable pulling conditions Initially reported on 
840229. QC section reorganiied Continued sampling of QC 
inspector activities implemented 

WDOLEVER.E J Duquesne Light Co 84/02/29 MURLEY, T E Region I, 
Office of Director. 4pp 22704 346 24X Fiche 50-412,84/02/29, 

0403210058. 


8403270219 Part 21 rept ra broken contact carrier in control device of 
7 5 kV-tS kV, 500-750 HVA, 5 kV 350-3,000 t, all HKV circuit 
breaker! Initially reported on 830223 Addenda to 
installation I, malnt procedures sent to affected units 
DUVALLt D D Brown Boveri Corp. (subs of Brown Bovsri Ic Co , Ltd ) 
84/03/19 Record Services Branch (Document Control Desk), Spp 
22772:114. 24X Fiche 50-000,84/03/19,8403270219 


V Operator Examinations 


8403300062 Forwards operating shift experience tables Util does not 
plan to use shift advisors, 

CAREV, J. d Duquesne Light Co 04/03/26 DENTON, H Office of 
Nuclear Reactor Regulation, Director. 6pp 22021 167 24X 

Fiche: 90-412, 04/03/26, 8403300062 


— 8403190399 Application for withholding proprietary rept HCAP-104Q7i 
"Technical Oasis for Eliminating Pressuriier Surge Line 
Ruptures as Structural Design Basis " 

WIEBEMANN.R A Uestlnghouse Electric Carp 84/02/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 22674:092 
24X Fiche, 50-413, 84/02/29, 0403190394 


— 8403190404 Nonpr opr 1 o tary “Technical Basis for Eliminating Pressuriier 
Surge Lins Ruptures as Structural Design Basis for Catawba 
Unite I «, 2 ■' 

SUAMY, 8 A , YANG, C Y , SANE, A D Westinghouse Electric Corp 
WCAP-104ae (NP> 84/02/10 i07pp 22674 101 24X 

Fiche 50-413.84/02/29,8403190394 


8403060422 Provides second suppl to 631118 submittal ti addl Info on 
positive aspects of elimination of arbitrary intermediate 
pipe breaks from facilities 

TUCKER, H B Duke Power Co 84/03/01 DENTON. H R Office of 
Nuclear Reactor Rtgulation, Director ADENSAM.E G. Licensing Branch 
4 2pp. 22511 359 24X FI ch». 50-413, 04/03/01, 8403060422 
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B403iaa0B& Forward* fee for review of B40123 request for eetenston of 
const completion date to SdllOl 

TUCKEFI.H e Duke Power Co B4/03/’0S OIGOSpR H License Fes 
Hanaaement Branch Ip 23il4 270 g4X Fiehe 90-413,04/03/02. 
a4031300B£> 


B4O31A002Q Advises that ail refs to three (N-l) loop operation should 
he deleted In proof review Tech Specs issued 840302 Plant 
liilll operate only w/four loops in operation during at-pouer 
medes^in response to FSAR Question 440 SB 

TUCKER. H B Duka Power Co 04/03/07 DENTON. H H Office of 
Nuclear Reactor Regulation. Director ADEN SAM. E O Licensing Branch 
4. spp 22654 347 24X Fiche 50-413.34/03/07-8403160028 


8403170237 Forwards "Steam Pressure Suppression Characteristics of 
Uater-'Soluble Plastic Membrane Shielded Ice for Ice 
Condenser Containment Hitclear Power Plants " 

TUCKER. H 8 Duke Power Co 84/03/07 DENTON, H R Office of 

Nuclear Reactor Regulation. Director ADEN 5 AM, E fi Licensing Branch 

4 7pp 22672 102 24X Fiche 50-000 . B4/03/07, 8403190297. 


B4&3280122 Summary of 840224 meeting w/Wes t i nghouse Owners Oroup in 
Bethesda-HD re proposed lies t Inghouse steam generator tube 
rupture generic program Attendee list t agenda end 
NERSES. V Licensing Branch 3 84/03/07 Licensing Branch 3 

33pp 22811 131 24X Ftchc SO-000. 84/03/07. 84032801 22 


8403130104 Provides clarification of third paragraph of 840229 1 tr re 
possibility cf welded piping attachments being located in 
close projcifflltg to eliminated arbitrary intermediate breaki 
TUCKER.M D Duke Power Co 04/03/08 DENTON.N R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E 0 Licensing Branch 
4 2pp. 22600 256 24X Fiche 50-413.84/03/08,8403130104 


B403160197 Forwards responses to 80 Adensam BS0401 request for 
qua 1 1 f lea t ion documentation re operability of containment 
purge U vent valves in Modes 1-4 per Tech Spec 3619 
TUCKER, H B Duke Power Co 04/03/12 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAM, E O Licensing Branch 
4 333pp 22658 189 24X F1 ch e* 90-4 ) 3, 84/03/12, 84031601 77 


8402090041 Board Notification 84-050 provides Commltslon policy 
statement & proposed rulemaking on environ qua 1 1 fleet t oins 
EI6ENHUT, D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Duard Panel lOpp 34X Fiche 50-000,84/03/14,8402070041 


B40320016S Forwards summary of experience for operations personnel to 
be licensed On Unit l.per 840114 b 0226 commitments Based on 
operating shift experience requl rements, suf f 1 c lent 
experience available tn startup b operate Unit 1 
TUCKER, H a Duke Power Co 84/03/14 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAM, E 0 Licensing Branch 
4 12pp. 22677 001 24X Ficfie 90-413, a4/03/«4, B403S001 65 


8403220074 Requests that snubber Tech Specs be written bo reflect insp 
on unit basis instead of current sys basis Conclusions from 
revieui of J Sapir 740301 Itr re Tech Specs for snubber 
operabtlity b surveillance listed 

TUCKER.M B Duke Power Co 84/03/ IS DENTON. H R Office of 
Nuclear Reactor Regulation, Director A DENS AM, E 0 Licensing Branch 

4 2pp 22712306 24X Fiche 50-413,84/03/15,8403220074 


0403260034 Forwards proposed amends for proof b review Tech Specs 
Amends change surveillance requirements for diesel fuel oil 
Supporting justification b analysis end 

TUCKER.M B Duke Power Co 84/03/15 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 8 Licensing Branch 
4 2pp 22750 260 24X Fiche 50-413,84/03/15.8403260034 


— 840326013? Proposed amends to proof b review Tech Epees. Chang ing diesel 
fuel oil surveillance requirements 

h Duke Power Co 84/03/15 9pp 22750 262 24X 

Fiche 60-413.84/03/15,8403260034 


8403270213 Forwards response to followup questions from 940209 meeting 
re environ qualification of DO Obrlan electrical 
penetrations Tests verify adequacy of Type K module for 
plant applications 

TUCKER, H B Duke Power Co 84/03/16 DENTON. K R Office of 

Nuclear Reactor Regulation, Director, ADENSAM.E S Licensing Branch 
4 4pp 22770 273 S4X Fleh* 50-413,84/03/16.8403270213 


8403260073 Forwards proposed amends to proof fc review Tech Specs re 
verification of position of Inaccessible fire suppression & 
sprinkler sys valves, high radiation area b radiological 
environ mbnitertng program 

TODKER.H, B Duke Power Co. 84/03/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E 0. Licensing Branch 
4, Ip 22746284 24X Fiche 50-413,84/03/20,8403260073 


— ^8403360080 Proposed amends to proof b review Tech Specs re Action 
Statements 6 b b 19 b on position verification of 
inaccessible fire suppression b sjirinkler sys valves, high 
radiation area b radiological environ monitoring program 
• Duke Power Do 84/03/20 3Bpp 22746 289 24X 

Fiche 90-413,04/03/20.0403260073 


8403270103 Forwards test exemptions required to perform NUREO-0737, 

Item 101. "Natural Circulation Testing " Exemptions need 
to be included In Tech Specs 

TUCKER, H B Duke Power Co 84/03/21 DENTON, H R Office of 
Noclear Reactor Regulation, Director ADENSAM.E O Licensing Branch 
4 Spp 22766 341 24X Fiche 50-413,84/03/21,8403270103 


8403300188 Provide* plant-specific Info b generic Info omitted from 
Ifestinghouse Duners Group 831201 b 840312 Itri, In response 
Co Generic Ltr 83-lOC Issues re reactor coolant pump trip 
reso Ived 

TUCKER, H B Duke Power Co 84/03/26 DENTON, H R Office of 
Nuclear Reactor Regulation, Director EISENHUT.O 0 Division of 
Licensing 3pp 22819 292 24X Fiche 50-413,84/03/26,8403300168 


8403300107 Forwards proprietary b nonproprietary versions of. 
"Methodology for Addressing Superheated Steam Releases to 
Ice Condenser Containments " Proprietary version withheld 
Iref 10CFR2 7901 

TUCKER.M D Duke Power CO 84/03/28 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 2pp 22817 001 24X Fiche 50-413,84/03/28,0403300107 


— 0403300116 Requests proprietary "Methodology for Addressing Superheatsd 
Steam Releases to Ice Condenser Containments," be withheld 
from public disclosure per 10CFR2 790 

HIEaEMANN.R A Nestlnghouse Electric Carp 84/03/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 8pp 22619 003 
24X Fiche 50-413,04/03/28,0403300107 


— 84033001 19'Nonprop rle tary, "Methoddlogy for Addressing Superheated 
Steam Releases to Ice Condenser Containments " 

# Mestinghouse Electric Corp 84/03/28 240pp 22819 011 34X 

Fithd 50-413,84/03/28,8403300107 


E NRC Safety Evaluation Report ISER), suppls b correspondence 


840312D153 Forwards revised Procedures 80-0P-003, "Process Control 
Program ," BD-0P-048i "Assembly b Disassembly 
Procedure " b aD-OP-39, "Operating Procedure for Mobile 
Cement " per FSAR Question 460 11 b SER Section 1141 
TUCKER.M B Duke Power Co 83/10/28 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E 0 Licensing Branch 
4 2pp 22586 185 24X Fiche 90-413,83/10/28,0403120153 


— 9403120156 Rev M to Procedure 3D-DP-003, "Process Control for_ 
Chem-Nuclear Sys, Inc Cement Solidification Units " 
a Chem-Nuclear Systems, Inc 83/05/20 20pp 22586 187 24X 

Fiche 90-413,83/10/28,8403120153 


— 6403120158 Rev A to Procedure 8D-0P'042, "Assembly b Disassembly 
Procedure for Mobile Cement Solidification Unit 121 (HSU-C~ 

121 ) " 

* Chem-Nuclear Systems. Inc 82/10/22 14pp 22566. 207 24X 

Fiche 50-413,83/10/28.8403120153 


— 8403120161 Rev D to Procedure SO-OP-039. “Operating Procedure for 
Habile Cement Solidification Unit 121 (HSU-C-121) " 
e Chem-Nuclear Systems, Inc S3/11/17 27pp 22506 221 24X 

Fiche 50-413.83/10/28,0403120153 


8403010335 Discusses mods to emergency response guidelines In response 
to SER b NUREO-0737, Suppl 1 

TUCKER, H D Duke Power Co 84/02/22 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E 0 Licensing Branch 
4 2pp 22432 324 S4X Fiche 50-413,04/02/22,8403010335, 


8403090377 Notification of 840306-08 site visit b meeting w/utll in 
Charlotte, NC b York County, SC to audit equipment environ 
qualification <8ER Outstanding Issue 4b) 

JABBDUR.K N Licensing Branch 4. 84/02/24. ADENSAM.E 0 Licensing 

Branch 4 3pp 22527 258 B4X Fiche 50-413,84/02/24,8403050377 


8403070422 Notification of 840312 meeting u/util b Westinghousa in 
Bethesda.MD to discuss resolution of main steam line 
break analysis <SER Confirmatory Issue 12) 

UADBOUR.K N Licensing Branch 4 84/02/24 ADENSAM, E. 0 Licensing 

Branch 4 Spp 22566 300. 24X FI c he . 50-41 3 , 84/02/24, 8403070422 


0403020317 Forwards Rev 10 to "Analysis of Hydrogen Control Measures at 
MeOulre Nuclear Station," per 89ER 7 (NURE0-O422>. 

TUCKER, H B Duke Power Co 04/02/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E 0. Licensing Branch 
4 2pp. 22441' 216 24X Fiche. 50-000, 84/02/29, 8403020317 
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— 84030S03S1 Rev 10 to "Analysis of Hydrogen Control rleasurss at McGuire 
Nuclear Station " 

• Duke Pouer Co 84/02/2? 30pp 22441 218 24X 

Flche 30-000.04/02/29.0403020317 


840320007S Advises that all essential equipment cooled by nuclear svc 
uater sys requallfied for 100 Piper 631013 Itr re S£R 
Open Item 2 

TUCKER. H B Duke Power Co 84/03/13 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Branch 
4, Ip 22699 133 SdX Flche 50-413.84/03/13.8403200070 


8403200221 Requests NRC approval of proposed fire brigade organliatlon 
In BBER 

TUCKER. H B Duke Power Co 84/03/14 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E O Licensing Branch 
4 Spp 22700 022 24X FUho. 30-413. 04/03/14, 8403200221 


8403300079 Discusses redundant emergency lighting per 8ER Open Item 13 
Lighting unnecessary In areas not manned during transient or 
accident conditions. Lighting available for malnt In listed 
areas 

TUCKER. H B. Duke Power Co 84/03/23 DENTON, H R Office Of 
Nuclear Reactor Rogulatlon. Director ADENSAM, E O Licensing Branch 
4. 2pp 22621 173. 24X Fiche 30-413,84/03/23.8403300079 


F. Security, medical, emergency & fire protection plans 


8403090254 Public version of revised crisis mgt plan implementing 
procedures. including Procedures S 3. 4 ra scheduling/planning 
support group. 3 3.6 re radiological support group b 8 3. 7 re 
technical support group, U/831 107 ttr b UM Felton memo 
TUCKER. H B. Duke Power Co. 83/10/31 271pp 22393 033 24X 

Flche. 30-000, 83/10/31 r 8403090254 


6403060336 Revised emergency Implamanting procedures. inc ludl ng 
Procedures RP/O/A/3000/01 re classification of emergency. 
RP/O/A/3000/02 re notification of unusual event b 
RP/O/A/SOOO/03 re alert N/840227 Itr 

TUCKER. H B Duke Power Co 83/ 12/OS DENTON. H R Office of 

Nuclear Reactor Regulation, Director ADENSAM. E 0 Licensing Branch 
4. 19app 82313 122 24X Fiche 30-413,83/12/08,8403060336 


B40306022S Rev 11 to crisis mgt plan M/840224 Itr b public info 
pamph let. 

VAUOHN. T E Duke Power Co 84/02/02 66pp 22316 189 84X 

Flche 30-000. 84/02/02. 8403060223 


8403280102 Public version of revised emergency plan implementing 
procedures. Inc lud ing Procedure RP/O/A/SOOO/02 re 
notificetlon of unusual event b RP/O/A/ 8000/03 re alert 
M/li40312 Itr b UM Felton 640321 release memo 
BOCQH.N.E. , COX.J H . TUCKER, H.B Duke Power Co 84/02/06. 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
ADENSAM, e 0. Licensing Branch 4 267pp 22812 021 24X 

Fiche: 30-413, 84/02/06, 8403280102 


8403010333 Discusses mods to emergency response guidelines in response 
to 8ER b NUHEO-0737. Buppl 1 

TUCKER. H B. Duke Pouer Co 84/02/22 DENTON. H. R Office of 
Nucleer Reactor Regulation. Director ADENSAM. E 0 Licensing Branch 
4. app. 22432*324 24X Fiche 50-413.84/02/22.0403010333. 


8402090006 Board Notification 84-034. forwards R Vollmar 840206 memo to 
D Etsenhut re fire research results concerning fires In 
electrical cabinets lit control room. 

EISENHUT, 0 0 Division of Licensing 84/02/23 PALLADINQ 
Commissioners. Ip 22376 203 24X Flche 30-000,84/02/23, 

0402090006. 


— 0403080316 Recommends that Info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board notification, per NRR Ofc Ltr 19, dtd S21001 Further 
evaluation of test data required. 

VOLLMER.R, H. Division of Engineering 84/02/06. EI8ENMUT,D0 
Division of Licensing. 10pp. 22376 204 24X 

Flcha; 80-000, 84/02/23. 8402090006. 


8403160086 Forwards IE Insp Repts 30-413/84-11 b 50-414/84-07 on 
840131-0203, No violations or deviations identified 
DANCE. H C, Division of Project b Resident Programs, 84/02/27 
TUCKER, H.B. Duke Power Co 2pp 22633:103 24X 

Flche: 30-413, 84/02/27, 8403160086. 


— 8403160092 IE Insp Rspts 30-413/84-11 b 50-414/04-07 on 840131-0203 No 
violations or deviations Identl fled. Major areas Inspected 
fire protectlon/preventlon. 

mLL£R,W.H. Region 2, Office of Director CDNLDN. T E. Division 
of Englnsering b Operational Programs. 84/02/21 ?pp 22633 103 
24X Flche! 30-4 1 3, 84/02 /27, 0403 1 60086, 


8403060419 Responds to EO Adensam 840120 ltr transmitting summary of 
fire protection site audit on 831101^04 Fire protection sys 
valves will be lacked in appropriate position since related 
circuitry not supervised per NFPA 72D 

TUCKER, H D Duke Power Co 84/02/2? DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E O Licensing Branch 
4 2pp 22318 l?0 24X Fiche 30-413.84/02/29,8403060419 


8403030177 Forwards IE Insp Rept 30-413/84-24 on 840221-24 No 
Violations or deviations identified 

DANCE, H C Division of Project b Resident Programs 84/03/01 
TUCKER. H fi Duke Power Co 2pp 2248? 062 24X 

FichO 30-413.04/03/01,0403030177 


— 8403030178 IE Insp Rept 30-413/84-24 on 840221-24 No violations or 
deviations Identified Major areas Inspected review of 
preoperational activities re protected b vital area physical 
barriers Details withheld (ref 10CFR73 21} 

Moore. 0 E Region 2. Office of Director MCGUIRE. D R Division 
of Emergency Preparedness b Materials Safety 84/03/01 ip 
2248? 064 24X Flche 30-4 13. 84/03/01 ■ 8403030177 


8403160278 Extends invitation to attend 840316 workshop to discuss 
lOCFRSO.App R requirements b results of recent insp to help 
resolve misunderstanding associated w/requirements 
LEUI6. R C Division of Project b Resident Programs 84/03/02 
TUCKER. H B Duke Power Co ip 22660 274 24X 

Flche 30-000.84/03/02.8403160278 


8403200221 Requests NRC approval of proposed fire brigade organliation 
in 68ER 

TUCKER. H B Duke Power Co 84/03/14 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Branch 
4 3pp 22700 022 24X Fiche 30-413,84/03/14.8403200221 


8403260073 Forwards proposed amends to proof b review Tech Specs re 
verification of position of inaccessible fire suppression b 
sprinkler sys valves. high radiation area b radiolaglcal 
environ monitoring program 

TUCKER. H B Duka Power Co 04/03/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAH.E 0 Licensing Branch 
4 Ip 22746 284 24X Flche 50-413,84/03/20,8403260073 


—8403260080 Proposed amends to proof b review Tech Specs rs Action 
Statements 6 b b 1? b on position verification of 
inaccessible fire suppression b sprinkler sys valves, high 
radiation area b radiological environ monitoring program 
« Duke Power Co 84/03/20 38pp 22746 283 24X 

Flche 30-413,84/03/20.8403260073 


0 Adjudicatory correspondence 


840301020? Motion for extension of time until 840323 to submit views on 
A8LB referral to A8LAS re rejection of Palmetto Alliance 
contention on reliability of Transamer tea Oelaval diesel 
generators 

JOHNSON,© E Hearing Branch 4 84/02/29 Atomic Safety and 

Licensing Appeal Panel Spp 22436 004 24X Flche 30-413.84/02/29, 

840301020? 


8403070033 Forwards joint proposed findings of fact b conclusions of 
law on Contentions PA44/CES018 re reactor embrittlement b 
joint Contention DES17 re adverse weather 

RILEY, J Carolina Environmental Study Oroup RILEY, J Palmetto 
Alliance 84/02/2? KELLEY, J , FOSTER. R . PURDOM.P Atomic Safety 
and Licensing Board Panel Ip 22541 163 24X 

Fiche 30-413,84/02/29,8403070033 


— 8403070037 Proposed findings of fact b conclusions of law in form of 
partial Initial decision on Contentions PA44/CE80 18 re 
reactor embrittlement b Contention DES17 re adverse weather 
Certificate of Svc end. 

RILEY, J L Carolina Environmental study Group GUILD. R. Palmetto 
Alliance OUILD, R Guild, R 84/02/27 34pp 22341 166 24X 

Flche 30-413,84/02/29,0403070033 


8403140123 Forwards NRC insp repts b accompanying violation notices re 
facility QA End repts b notices issued after dose of 
Dec 1983 hearings Palmetto Alliance served w/notices b 
util responses 

JOHNSON, O E Hearing Branch 4 84/02/29 KELLEY, J L , PURDOM.P H , 

FOSTER, R F Atomic Safety and Licensing Board Pane! 2Bpp 
22624.040 24X Flche 30-413,84/02/29,0403140123 


0403070030 Order granting staff request for extension to b including 
840323 of time within which to submit views re ASLB 830223 
referral order In proceeding 

BHQEMAKER. C J Atomic Safety and Licensing Appeal Panel 84/03/01 
Office of tha Executive Legal Director 2pp 22341 274. 24X 

Fiche 30-413,04/03/01,8403070030 
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a4030'ii0340 Foruiardt exercise evalirafear document used in conjunctlan 
lu/940315— 16 emergency mgt e I ercl ser NUREC-0634i R e V 1 & 
poTtlan of cornnilinlty issues survey dealing w/emergeneg 
planning W/o ends 

EHEA!tIN>R V Oute Pouer Co 84/03/0S OlilLDi R Palmatta Alliance 
RICEVr J 1. AfPlliation Not Assigned Spp 33316 197 34X 

Flche 90-413.84/03702.8403060340 


6403I70174 Foruards "NRC Staff Supplemental Proposed Findings of Fact 
In Form of Partial Initial DsclslQr| on In Camera Issues re 
Contention 6 IQAli" per 840307 telcon W/o end 

JOHNSON, O.E Hearing Branch 4 84/03/19 KELLEY, J L > FOSTER, R F 

PUROOK, P H. Atomic Safstg and Licensing Board Panel Ip 
22671:162 34X Flche 90-4 13, 84/03/ 1 3, 84031 Y0174 


340307004B Response opposing Carolina Environ Btudg Group 840214 offer 
of proof re reactor vessel t echnologg, fat ig ue at high temp, 
strain gauge technology ^ structural Integrity or Llffl 
components Certificate of Sve enc 1 

HCOARRV.J n Duke PDiirer Co MCQARRY.J M Bishop. Liberman, Cook. 
Purcell ti Reynolds 84/03/02 Atomic Safety and Licensing Board 
Panel 14pp 22341 233 24K Fiche 30-413,84/03/02,8403070048 


8403140043 Foruiards J Smercak affidavit of nondisclosure for assistance 
In preparation of staff proposed findings tf/o end 
JOHNSON. G E Hearing Branch 4. 84/03/02 KELLEY. J L Atomic 

Safety and Licensing Board Panel tp 22633 119 E4X 
Fiche 90-413.84/03/02.8403140043 


B4032D004S Memorandum (t order denying motion to defer further action 
on tuo pending OL diesel generator contentions until after 
BSER Issuance 

FOSTER, R F. , PURDOM, P H , KELLEY, J L Atomic Safety and Licensing 
Board Panel 84/03/16 Palmetto Alliance 3pp 22699 162 24X 

Fiche 90-413,84/03/16,8403200042 


8403200007 Interrog a to r tei Ii requests to produce documents to Carolina 
Environ Study Group b Palmetto Alliance on ASLB contention 
re diesel generator reliability Certificate of Sve encl 
R e lated correspondence 

CARR, A V Duke Pouer Co CARR, A V Bishop, Liberman. Cook. Purcell 
& Reynolds 64/03/19 Carolina Environmental Study Group 21pp 
22699 202. 24X Fiche 80-413. 84/03/ 1 9, B403200007. 


8403090112 Foruards suppl to Palmetto Alliance proposed findings of 
fact b conclusions of lau in form of partial initial 
decision Part V on honeycombing omitted due to In camera 
mat 1 

OUILD.R Guild. R GUILD, R Palmetto Alliance 84/03/06 
KELLEY. J.L . FOSTER, R F . PURDAW, P W Atomic Safety and Licensing 
Board Panel GBpp 22575 218 24X Flche 30-413,64/03/06, 

8403090112 


— 8403090113 Suppl to proposed findings of fact & conclusions of lau 
in form of partial initial decision Certificate of Sve end 
OUILD.R Palmetto Alliance GUILD, R Guild. R 84/03/06, 36pp. 

22573 256 24X Flche 90-413.84/03/06,8403090112 


6403220337 Supplemental Interr ogetor 1 a s to util ri emergency diesel 
contentions admitted by A8LB Certificate of Sve encl Related 
correspondence 

RILEY. J L Carolina Environmental Study Group DBB 047 84/03/19 

Duke Pouer Co 9pp 22719.034 24X Flche 30-413,84/03/19. 

8403220237 


B403220233 Interrogatories t, requests to produce documents re diesel 
generator contentions to applicant b NRC staff Certtflcats 
of Syc end. Related correspondence 

OUlLOtR Palmetto Alliance OUILD.R Carolina Environmental Study 
Group. GUILD, R Guild, R DSB 049 84/03/22 Duke Pouer Co 

2Dpp, 22719 014 24X FI c h e 90-413, 84/03/22, 8403220233 


8403140124 Response opposing Carolina Environ Study Group 840216 motion 
to reopeti record on reactor embrittlement Offer of proof as 
to metis acceptable Certificate of Sve encl 

JOHNSON. 0 E Hearing Branch 4. 84/03/07. Atomic Safety and 

Licensing Board Panel 9pp 226S0 288 34X FI che; 90-413. 84/03/07. 

8403140124 


8403140190 Notifies of 84D313 enforcement conference in Atlanta, OA 
to Inform licensee of welder B issue so corrective action 
may be commenced Meeting summary will be forwarded to ABLB 
it parties to proceeding 

JOKNSQN.C £ Hearing Branch 4 84/03/07 KELLEY, J L , FOSTER, R F . 

PURDDM, P N Atomic Safety and Licensing Board Panel Ip 
22620 33B 24X Flche 50-4 1 3, 84/03/07. 8403 1401 9D 


8403140169 Informs of improper sve of Carolina Environ Study Group/ 
Palmetto Alliance proposed findings of fact b conclusions of 
lau re adverse weather it nonreccipt of proposed findings on 
Contention 16 

JOHNSON.OE Hearing Branch 4. 84/03/07 KELLEY, J L , FOSTER. R F . 

PURDOn, P U Atomic Safety and Licensing Board Panel Ip 
22620 333 24X Flche 90-413,84/03/07.8403140169 


8403140046 Proposed findings of fact it conclusions of lau In form of 
partial initial decision on Contention 6, Palmetto Alliance 
Contentions 16 It 44 b DEB Contention 17 Certificate of Sve 
enc 1 

JOHNSON. G. E Hearing Branch 4 84/03/08 210pp 22633.309 24X 

Flche 50-413,84/03/08.8403140046 


8403270011 Notifies that sve list amended to reflect appointment of 
separate board for emergency planning Shiarin B40302 Itr to 
Guild b Riley, 840312 Itr to Guild b supplemental ansuers to 
interrogatories encl U/o encl Related correspondence 
SHEAR IN, R V Duke Pouer Co DSB 114 64/03/22 MARGULIES.M B , 

LAZO, R H r HOOPER, F F Atonic Safety and Licensing Board Panel tp 
22769 355 24X Flche 30-413,84/03/22,8403270011 


8403260367 Response to ASLB questions re whether memorandum referred to 
cancernlng diesel generators should be accepted b hou A8LB 
should decide posed Issues Referral request fails to 
satisfy interlocutory review test. Cert i ficate of Sve encl. 

MCOARRY, J H Duke Pouer Co MCOARRY, J M Bishop, Liberman, Cook, 
Purcell b Reynold! 080 083 84/03/23 SSpp 22760 079 24X 

Flche 30-413,84/03/23,6403260367 


8403270322 Views on ASLB B40223 referral of 640217 rejection of 
generic aspects of Interveners diesel generator 
contention Certificate of 8vc end 

JOHNSON. 0 E Hearing Branch 4. DSD 132 64/03/23 B4pp 

227B9 069 24X Flche 90-413,84/03/23,6403270322 


6403290362 Motion to amend b suppl diesel generator contentl ons, or 
in alternetive, motion for admieslon of new diesel generetor 
contention ASLB urged to grant matlon b admit recasted 
contention 

OUILD.R Palmetto Alliance DSB 192 B4/03/23 Atomic Safaty 

and Licenalng Board Panel llpp 22814 193 24X 

Flche 90-413,64/03/23,8403290362 


8403130071 Forwards applicant Interrogatories b request to product 
documents re diesel generator contention, per 840223 order 
Related corrospondence 

CARR, A V, Duke Power Co 84/03/11 RILEY. J L Carolina 
Environmental Study Group GUILD, R Ouild. R ip 22602 169 24X 

Flche 50-413,84/03/11.8403130071 


8403290368 Memorandum on emergency diesel generator questions referred 
per 10CFR2. 730 Acceptance of referral urged Certificate of 
SVC encl 

OUILD.R Palmetto Alliance OUILD.R Carolina Environmental Study 
Group OUILD.R Guild, R, DBB 194 84/03/23 29pp. 22814 283 

24X Fiche 50-413,84/03/23,8403290380. 


— B403130077 Interrogatories b requests to produce documents on diesel 
generator contention to Carolina Environ Study Group b 
Palmetto Alliance Certificate of Sve encl Related 
corr BspeT)denc-ff 

CARR, A V. Duke Pouer Co 64/03/11 Carolina Environmental 
Study Group 27pp. 22602 170 24X Flche: 90-413, 84/03/1 1, 

B403130071 


8403290379 Responses to util interrogatories b request 
documents on diesel generator contention Certificate 
end Related c orrecpondance 

OUILD.R Palmetto Alliance OUILD.R Ouild, R a 
Environmental Study Group DSB 191 84/03/29 9pp 

24X Fiche. 50-413, 84/03/29, 8403290379. 


to produce 
of Sve 

Carolina 
22614* 144 


8403160029 Reply to intarvvnori b NRC staff proposed findings of fact 
b conclusions of law Certificate of Sve and. 

MCOARRY, J.M Duke Pouer Co MCOARRY, L.M Bishop, Liberman, Cook, 
Purcell & Reynolds 84/03/13 197pp 22654 123 24X 

Flche; 50-413, 84/03/15,6403160029. 


8403190073 Forwards questions for FEMA witneisei to assist li» 
preparation of testimony on offsite emergency planning 
contentions All teittmony will be required to be filed 
on 640406 b 09 Hearing will commence on 640424. H/o encl 
MCOURREN, H J Hearing Branch 3 64/03/13 PERRY, S Federal 

Emergency Management Agency, ip 22666:139 24X 

Flche. 90-413, 64/03/19, 6403190073 


J Insurance b indemnity information 


8403140037 Forwards Endorsement 9 to NELIA Policy NF-281. 
ROBBINS, U.Q Marsh b McLennan, Inc 84/03/09 DINITZ, I 
Director for State b Licansea Relations. 2pp 22633*122. 
Fiche 90-413,84/03/09,8403140037 


Aeslstant 

24X 
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J1 Antltruit carre«pond«nce 


B40308O276 Forward* notice of finding of no signtflcatli antitrust 
ctiangaa & time for filing requests for reevaluatl on for 
transmittal to Ofc of FR for filing (t publication 

REOAN. M » Site Analgsls Branch S4/03/29 STUCKY. S U Docteting 
fa Services Branch Ip 229B4 062 24X Flchs 90-413,04/02/29. 

0403090278 


— 84030Q0283 Notice of finding of no significant antitrust changes fa time 
for filing requests for reevaluatlon 

REOAN.M H alt* Analgsls Branch 84/02/29 3pp 22984 063 24X 

Flcho- 90-413. B4/02/29. 84030B0278 


Q Inspection reports. IE Bulletins fa correspondence 


B4030B02O3 Responds to FOIA request for documents from Mar 1977 - Mar 
1979 re HR McAfee allegations Forwards App A documents Info 
also available In POR 

FELTON. J.M Division of Boles and Records B4/0I/24 OARDE. B P 
Oovernment Accountabtlltg Project 2pp 229S4 164 24X 

FI Che* 30-413. 04/01/24, 8403080203 


— 0403090212 Dlscuescs 791113-16 interviews w/craftsmsn Interviewees 
selected bg principal inspector, per TI 2912/4 criteria 
Related info end. 

MURPHV.C E Region 3. Chicago. Reactor Construction fa Enginetring 
Support Branch 79/12/04 IMORNBURO, H D Director's Office. 
Office of Inspection and Enforcement 9pp 22984 166 24X 

Flche. 90-413. 04/01/24, 8403080203 


8403070012 Forwards IE Insp Rept 90-413/84-09 on 840109-13 Mo 
violations or deviations noted 

DANCE, H C Division of Project fa Resident Programs 84/02/13 
TUCKER, H.B Duke Power Co 2pp 22929,001 24X 

Flche 90-413.84/02/13,8403070012 


— 8403070017 IE Insp Rept 90-413/84-09 on 840109-13 No violations or 
deviations noted Major areas Inspected containment 
structural Intergrltg test fa containment integrated leak 
rat* test 

LENAHAN.J J. , WHITENER. H L , JAPE, F Region 2. Office of Director 
84/02/07. 7pp 22929 003 24X Fiche* 90-413, 84/02/13, 8403070012 


0403160343 Forwards IE Insp Repts 90-413/84-03 fa 90-414/84-03 on 
840103-06 fa 11-13 No Violations or deviations noted 
DANCE, H C Division of Project fa Resident Program* 84/02/17 
TUCKER, H B Duke Power Co 2pp 22660 177 24X 

Flche: 90-413, 84/02/17. 8403160343 


— 0403160396 Foruerds IE Insp Repts 90-413/84-03 & 90-414/84-03 on 
840103-06 fa 11-13 No vloletlons or deviations noted 
Proprlotarg review of document waived bg util to assure 
distribution to parties in licensing proceeding 
DANCE, H C. Division of Project fa Resident Programs 04/01/20 
CARR, A V Duke Power Co Ip 22660 179 24X 

Flche 90-413,84/02/17,8403160343 


— B403I603A3 IE Insp Repts 90-413/84-03 fa 90-414/84-03 on 840103-06 fa 
11-13 No violations or deviations noted Major areas 
Inspected containment sprag-weldlng, welding matl control fa 
radiographic exam 

ECONOM08, N. Region 2, Office of Director. BLAKE, J J Division of 
Engineering fa Operational Program* 84/01/20 9pp 22660 180 
24X Flche* 90-413, 84/02/17, 8403160343 


8403070327 Ack receipt Of 840120 Ur Informing NRC of steps taken to 
correct deviation* noted In IE Insp Rept 90-413/83-49 
DANCE, K C. Division of Project fa Resident Program*. 84/02/22 
TUCKER, H D Duke Power Co ip 22946.319 24X 

Flche: 90-413, 84/02/22, 8403070327 


—8403070331 Responds to NRC 831222 Itr re deviation* noted In IE Insp 
Rept 90-413/83-49 Corrective action* completo retest of 
A8ME Code piping thermal expansion will be performed during 
preerltlcal heatup of plant sg* 

THIEB.AC Duke Power Co 84/01/20 O'REILLY. J P Region 2, 
Office of Director 3pp 22946:316 24X Flche 90-413,84/02/22, 

8403070327 


—8403070334 Forwards IE Insp Rept 90-413/83-49 on 831119-18 fa notice 
of devletlon 

DANCE, K. C Dlvielon of Project fa Reildent Programc 83/12/22 
TUCKER, H.B Duke Power Co. 2pp, 22946 319 24X 

Flche ■ 90-413, 84/02/22, 8403070327 


— 0403070339 Notice of deviation from Inep on 831119-18 

« Region 2, Office of Director. 83/12/22 Ip 22946*321 24X 

Flche* 90-413, 84/02/22, 8403070327 


— 8403070330 IE Insp Rept 50-413/83-49 on 831119-18 Deviation Identified 
failure to comply u/FBAR commitments for thermal expansion 
preoperational testing 

NHITENER, H L Region 2, Office of Director JAPE, F Division of 
Engineering fa Operational Programs 83/12/20 6pp 22946*322 
24X Flche 90-413.84/02/22,8403070327 


8403070209 Ack receipt of 840123 Ur supplementing 830908 response 
Informing NRC of step* taken to correct violations noted in 
IE Insp Repts 30-413/83-17 & 90-414/63-16 

DANCE, H C Division of Project & Resident Programs 84/02/24 
TUCKER. H B Duke Power Co Ip 22538 399 24X 

Flche 90-413. 84/02/24, 8403070209 


— 8403070210 Forwards revised response to NRC Itr re violations noted in 
IE Insp Repts 50-413/03-17 fa 90-414/83-16 Corrective 
actions QA Procedure QA-140, “Inspector Certification,'* will 
be revised 

TUCKER. HO Duke Power Co 84/01/23 O'REILLY.Jp Region 2, 
Office of Director 2pp 22938 360 24X Flche 50-413.84/02/24, 

0403070209 


8403160293 Informs that no circuit breakers w/undcrvoltage trip 
attachments in use in sa f etg-rela ted application other 
than reactor trip sgs.In response to IE Bulletin 83-08 
tucker, H D Duke Power Co 84/02/24 O'REILLY, J P Region 2. 
Office of Director Ip 22660 142 24X Flche 50-413,84/02/24. 

8403160293 


8403160360 Forwards IE Insp Rept 90-413/84-16 on 840206-10. No 
violations or deviations noted 

DANCE. H C Division of Project & Resident Program* 84/02/24 
TUCKER, H B Duke Power Co 2pp 22660 193 24X 

Flcho* 50-413.84/02/24,8403160360 


— 8403160370 IE Insp Rept 90-413/84-16 on 840206-10 Mo violations o.r 
deviations noted Major areas Inspected preoperatlonal test 
results eva luatton, reac tor protection sgs functional test 
procedure fa engineered safeguard functional test 
TAYLOR. P A Region 2, Office of Director JAPE.F Division of 
Engineering fa Operational Programs. 84/02/23 4pp 22660 195 
24 X Flche 90-413. 84/02/24. 8403160360 


8403160086 Forwards IE Insp Repts 50-413/84-11 & 50-414/84-07 on 
840131-0203 No violations or deviations Identified 
DANCE, H C Division of Project & Resident Programs 84/02/27 
TUCKER. H B Duke Power Co 2pp. 22695 103 24X 

Flche. 90-413, 84/02/27,8403160086 


—8403160092 IE Insp Repts 90-413/84-11 fa 50-414/84-07 on 840131-0203 No 
violations or deviations Identified Major areas Inspected 
fire protectlon/prevent ion 

KILLER, U H Region 2, Office of Director CONLOH, T E Division 
of Engineering fa Operational Programs 84/02/21 9pp 22699 lOS 
24X Flche 90-413,84/02/27,8403160086 


8401190072 IE Info Notice 04-13, "Potential Deflcioncg In Motor 
Operated Valve Control Circuits fa Annunciation *' Sve list 
enc 1 

JORDAN, E L Division of Emergencg Preparedness fa Engineering 
Response (Post 830103} 04/02/20 Consolidated Edison Co of New 

York, Inc llSpp 22909 239 24X Flche 90-000.84/02/28.8401190072 


8403290143 Forward* IE Insp Rept 50-413/84-14 on 840206-09 No 
violations or deviations noted. 

DANCE, H C Division of Project fa Resident Programs 84/02/28 
TUCKER. H B. Duke Power Co 2pp 22806*079 24X 

Flche 90-413,84/02/28,8403290143 


— 8403290147 IE Insp R»pt 90-413/84-14 on 840206-09 No violations or 
deviation* noted, Major area* inspected QC for chemistry fa 
rad iochemlstrg, including QC programs, cbeml strg lab fa 
counting room facilities 

KUZO, 0 B Region 2, Office of Director. MOMTOOMERv, 0 M Division 
of Engineering fa Operational Program* 84/02/24 4pp 22806 081 
24 X Flcho 90-413,04/02/28.8403290143 


8403140123 Forward* NRC Insp repts fa accompanying violation notices rr 
facility OA Enel repts fa notice* Issued after close of 
Dec 1983 hearings Palmetto Alliance served u/notices fa 
util responses 

JOHNSON, 0 E Hearing Branch 4. 84/02/29 KELLEY, J L , PURDOM, P U > 

FOSTER, R, F Atomic Safety and Licensing Board Panel 2Bpp 
22624*040 24X Flche 90-413,84/02/29.8403140123 


8403160143 Forward* flhal response to IE Bulletin 79-14, Rev liSuppl 2 
re QA program for seismic analysis of Seismic Category 1 
piping sys 

TUCKER, K B Duka Power Co 84/02/2? O'REILLY.JP Region 2, 
Office of Director 4pp 22699 321 24X Flche 50-413,84/02/29. 

8403160143 
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0403030177 Forwartfs IE Insp Rept 30-413/84-24 on 840221-24 No 
violation! or de-viations Identified 

DAKCEi H C Division of Project & Resident Programs B4/03/O1 
TUCKER. H 0 Duke Pouer Co 2pp 224 89 062 24X 

Flche 30-413,04/03/01,8403050177 


— 8403090178 tE Insp Rept 50-413/84-24 on 640221-24 Ha violationi or 
devtatlonG Identified Major areas Inspected revieu of 
preoperatlona 1 activities re protected t< vital area physical 
barriers Details withheld (ref 10CFR73 21) 

MOORE, D E Region 2, Office of Director tlCOUIRE.D R Division 
ot Emergency Preparednesa Materials Safety 64/03/01 Ip 
224B9 064 24X Flche 30-413,04/03/01,8403030177 


8402090007 IE Info Notice 84-14, "Hlyhllghts of Recent Transport 
Regulatory Revs by DOT & NRC " Svc list end 

ORACEi J N Division of QA, Safeguards & Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of Neu Yort, Inc 

I30pp 22952 329 24X Flche 50-000,84/03/02,0402090007 


8402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN.E U Division of Emergency Preparednese li Engineering 
Response fPost a30i03) 84/03/02 Conselldated Edison Co of Nau 

York. Inc i22pp, 225S3 098 24X Fiche 30-000.64/03/02, 6402090008 


6402090007 IE Info Notice 94-19, "Reporting of Radiologlcat Releases " 
Svc list anc 1 

JGRDANjE L Division of Emergency Preparedness 6 Engineering 
Response fPost 830103) 84/03/02 Consolidated Edison Co of Meiii 

York. Inc 117pp 22533 217 24X Flche 90-000,84/03/02.6402090009 


8402090011 IE Info Notice 84-17, ‘'Problems H/LUoid Nitrogen Cooling 
Components 6elau Nil Oectility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Respanee IPost B30I03) 84/03/05 Consolidated Edison Co of New 

York. Inc HTpp 22393 336 24X Flche S0-000> 84/03/09, 84020900 1 1 


8403160211 Act receipt of 840127 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-413/83-48 
LEM13,n C Division of Project & Resident Prograras 84/03/03 
TUCKER, H D Dulte Power Co ip 22661 078 24X 

Flche 90-4t3, B4/03/05, 8403160211 


— 8403160216 Responds to NRC 831230 ttr re violations noted in IE Insp 
Rept 50-413/83-48 Violations denied Revleuj of acceptance 
criteria statements in preop erat i onal test procedures ulll 
be conducted 

TUCKER, H B Duke Power Co 84/01/27 O'REILLY, J p Region 2, 
Office of Director 3pp 22661 079 24X Flche 50-413,84/03/09, 

8403160211 


— 6403160220 Forwards IE Insp Rept 50-413/03-48 on 831116-21 tc notice of 
violation 

LEWIS, H C Division of Project & Resident Programs B3/12/30 
TUCKER. H D Dulce Power Co 2pp 22661 082 24X 

Flche 30-413,84/03/03,8403160211 


— 8403160221 Notice of violation from Insp on 831116-21 

* Region 2, Office of Director B3/12/30 Ip 22661,084 24X 

Flche 30-413,84/03/09,8403160211 


-8403160224 IE Insp Rapt 50-413/B3-4B on 831116-21 Violation noted 
failure to provide adequate acceptance criteria for 
preoperational pressurlieir dynamic response functional 
tast 

TAYLOR, P A Region 2, Office of Director, JAPE, F Division of 
Engineering & Operational Programs 83/12/19 6pp 22661 089 
24X Flche 90-413,04/03/03,8403160211 


8402090024 IE Info Notice 84-09, Rev 1, "Lessans Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22635 049 24X Fiche 50-000,64/03/07,8402090024 


S40209D02B IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Bvc list end 

JORDAN, E L Division Of Emergency Preparedness & Engineering 
Response (Post 830103) 64/03/07 Consolidated Edison Co of New 

Yorlt. Inc llBpp 225B4 IB6. 24X Fiche 90-000,84/03/07,8402090023 


8403160293 Act receipt of B402I9 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-413/83-92 L 
50-414/83-39 

LEUIStR c Division of Project L Resident Programs 84/03/08 
TUCKER, H 8 Duke Power Co Ip, B2660' 124 24X 

Fiche. 90-413,84/03/08. 8403160293 


— 8403160299 Responds to NRC 840117 Itr re violations noted In IE Insp 
Repts 50-413/03-52 L 90-414/83-39 Corrective actions QA 
Procedure OA-130 revised to ass\jre that util written 
qualifications for auditors in full compliance u/codes 
TUCKER. H B Duke Power Co 84/02/19 O'REILLY, JP Region 2, 
Office of Director 2pp 22660 125 24X Fiche 90-413,84/03/08, 

8403160293 


— 8403160307 Forwards IE Imp Repts 50-413/83-92 h 50-414/83-39 on 
831212-16 (< notice of violation 

LEWIS, R C Division of Project b Resident Programs 84/01/17 
TUCKER, H B Dulte Power Co 2pp 22660 127 24X 

Ficho 30-413.84/03/08,8403160293 


— 8403160314 Notice of violation from Insp on 831212-16 

a Region 2, Office of Director 84/01/17 tp 22660 129 24X 

Fiche 50-413,84/03/00,8403160293 


—8403160319 IE Insp Repts 50-413/63-52 b 90-414/83-39 on 831212-16 
Vloletlon noted failure to eitabllih personnel 
qualifications for auditors 

DELISLE, 0 A , FOSTER, L , SMITH, C Region 2, Office of Director 
84/01/13 12pp 22660 130 24X Flche 90-413,84/03/08,8403160293. 


9402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " 8vc list end 

DEYOUNO.R C Director's Office, Office of Inepectton and 

Enforcement 84/03/12 Consolidated Edleon Co of New York, Inc 

134pp, 22823 094 24X Flche 50-000,84/03/12,8402090031 


8403290270 Ack receipt of 840305 Itr informing NRC of etepi taken to 
correct violations noted in IE Insp Repts 50-413/83-21 It 
50-414/83-22 

LEWIS, R. C Division of Project (< Resident Progratne 84/03/15 
TUCKER, H 8 Duke Power Co Ip 22800 020 24X 

Fiche 50-413,84/03/19,8403290270 


— 8403290276 Responds to NRC 830912 Itr re violations noted in IE Insp 
Repts 50-413/83-21 b SO-4 1 4/83-22. Correc t ive actions OG insp 
criteria for cable pulling revised to clarify insps of cable 
bending radius & unsupported length during routing 
TUCKER, H 0 Duke Power Co 84/03/09 O'REILLY, J P Region 2, 
Office of Director 3pp 2280 0 021 24X Flche 90-413,84/03/19, 

8403290270 


B402Q90043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PNR Reactor Cavities." Svc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103} 84/03/21 Consolidated Edison Co of Niu 

York, Inc 123pp 22023 229 24X Fiche 50-000,84/03/21.8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc 1 ist enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 139pp 22933 001 84X Fiche 50-000,84/03/21,8402090044 


R Periodic operating reports b related correipondance 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jen 1984 Changes In FENA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKSjW j Office of the Executive Director for aperations 
84/02/21 PALLADINO Comml ss loners 9pp. 22492- 083 24X 

Fiche 90-000,84/02/21,8403020443. 


8. Reportable occurrences, LERs & related correspondence 


B403010491 Informs Commission of problems u/emergency diesel generators 
mfg by Trsnsanerlca DetavaUInc 

DIRCK8, W J Office of the Executive Director for Operations 
eECY-e3-D34 84/01/29 4pp 22438 347 24X Flche. 90-000, 84/01/29, 

8403010491 


8403010140 Significant Deficiency Rapt 8D 413-414/04-02 re 
unconildered effects of superheated steam possibly 
resulting in increased lower containment temp Meeting on 
84Q31S requested 

TUCKER, H 8 Duke Power Co. 84/02/17 O'REILLY, J. P. Region 2, 
Office of Director. 2pp 22439 322 24X Fiche; 90-413, 84/02/17, 

8403010140 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Qlmpel NPB-4 TbT valve, to close, Enel Itr dtd 840203 
sent to listed utils OE notified of affected units in DkfR 
p lants 

THEROUX, RR Terry Corp 34/02/22. WOODRUFF, R.M Director'* 
Office, Office of inspection and Enforcement 6pp 22706; 327. 
Flche 90-000,84/02/22,8403210032 
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8403090226 Significant Defitlsnci/ Rapt 413-414/82-04 amending 
corrective actions to previously submitted rapt Relnsp of 
Inaccassible deficient supports may be uaived If documented 
evaluation of design analysis provided 

TUCKER. H 0 Duke Pouer Co 84/02/24 O 'REILLY. J P Region 2. 
Office of Director 2pp 22973 261 24X Ficbe 50-413.84/02/24. 

8403090226 


□403010207 Foruards "Investigation of Types AF ii aE Piston Skirts." per 
Traneaner lea Delaval.Inc Ouners Group program commitments 
Rept evaluates cracks in AF piston skirts in Bhoreham & 

Orand Oulf Nuclear Power Stations 

MlfSELER. W J TDI ( Transamer lea Delaval. Inc ) Quners Group 
84/02/27 DENTON. H R Office of Nuclear Reactor Regulation. 

Director 3pp 28434 090 24X Fiche 30-000.84/02/27,8403010207 


B403090241 Interim Significant Deficiency Repts BD-413/02-27 Ei 
80-414/82-27 re cracked cell containers Six cracked cells 
returned to Nife for Investigation tc resolution Bite 
personnel ulll conduct weekly battery Insp 

TVCKERj H B Duke Power Co 84/08/27 O'REILLY, J P Region 2, 
Office of Director 2 pp 82372 302 24X Fiche 30-413,84/08/27, 

8403090241 


8402090021 Board Notification 04-039 discusses NRC 84D210 & 16 meetings 
w/Transamer lea Delaval.Inc Emergency Diesel Senerators 
Owner* Group Meeting scheduled on 840308 for finaliiatton of 
generic program plan prior to NRC review 

EISENHUT.D.O Division of Licensing 84/02/28 PALLADINO 
Commits 1 oners 3pp 22346 003 24X Fiche 30-000.84/02/28. 

8402090021 


8403010218 Forwards task descriptions for 16 known problems re 
Transamerica Delaval. Inc emergency diesel generators 
HUSELERtU J TDI 1 Transamer 1 ca Delaval. Inc > Owners Group 
B4/02/8B DENTON. H R Office of Nuclear Reactor Regulation. 

Director 42pp 22433 i77 24X Fiche 30-000.84/02/28.8403010218 


B402090020 Board Notification 84-044 forwards Part 21 rept re 
Transamerica Delaval. Inc turbocharger thrust bearing 
lubrication defect resulting In engine nonavailability 
EI 8 ENHUT.D O Division of Licensing 04/02/29 PALLADINO. 
0ILIN3KY, ROBERTS Cctiml ssloners 4pp 22541' 263 24X 

Fiche 30-000. 04/02/29, 8402090020 


8403140048 Forwards "Grand Gulf Component Tracking Sys, *’ "Shoreham 
Component Tracking Sys" & "Transamerica Delaval.Inc 
Diesel Generators Owners Group Program Plan." to resolve 
concerns w/amergency diesel generators 

iKUBELER.W J Long island Lighting Co 84/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22626 062 
24X Flcha 30-000,84/03/02.0403140048 


—8403140095 "Transa merlca Delaval.Inc Diesel Oeneratorn Owners Group 
Program Plan " 

e TDI ITransamer 1 ca Delaval, Inc ) Owners Group, 84/03/02 
261pp 22628 223 24X Fiche 30-000,84/03/02.8403140048 


8403190128 Update of Significant Deficiency Rept 414/82-23 Item 
ehould be renumbered 413-414/82—23 All necessary actions 
completed 

TUCKER. H B Duke Power Co 84/03/02 D 'REILLY, J P Region 2, 
Office of Director Ip 22639.332. 24X Fiche 30-413.64/03/02, 

8403130128 


8403130063 Final Significant Deficiency Rept BD 413/83-07 re vent/ 
drain valve Installation t< tnsp QA inspector* retrained 
Vant/dralns inspected prior to 830913 relnspected to 
verlfv that Intent of Design Drawing CN-1680-47 met 
TUCKER. H B Duke Power Co. 84/03/05 O'REILLY, J P Region 2, 
Office of Director Spp 22646 019 24X Fiche 30-413,84/03/03, 

B4031S006B 


8402090033 Board Notification B4-047 forwards Transamerica Delaval.Inc 
Owner* Group piston skirt rept task descriptions. 

EIBENHUT. D O Division of Licensing. 84/03/07 PALLADINO 
Cammlssloneri 4pp 22674 221 24X Fiche 30-000.84/03/07, 

Q 402090033 


8403140122 Part 21 rept re etatus update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation Indlcats excessive wear caused by hunting of 
control circuitry 

DOD 8 OK 1 J P Pacific Air Products Co 84/03/09, Director's 
Office. Office of Inspection and Enforcement 7pp 22624 068 24X 

Fiche 90-000.84/03/09.8403140122, 


840S09003B Board Notification 84-031 forwards "Transamerica Delaval.Inc 
CTDII Diesel Osnsretors Owners Group Program Plan " 

ElSENHUTrDG Division of Licensing 84/03/12 PALLADINO 
Commissioner* Spp, 22688214 24X Fiche 30-000,84/03/12. 
8402090038, 


8402090039 Board Notification 04-032 forwards meeting summaries 
containing transcripts of B40210 ?< 16 meetings between NRC 
Transamerica Delaval.Inc <TDI) Owners Group Distribution 
list one 1 

EIBENHUT, O 0 Division of Licensing 84/03/12 PALLADINO 
Corami B a loners Spp 22708 001 24X Fiche 30-000,64/03/12, 

8402090039 


— 8403060336 Forwards summary of B40210 meeting w/Transamer ica Delaval, 
Inc Owners Group In Bethosda.MD re problems w/emergoncy 
dissel generators 

CARUSO, R Licensing Branch 2 04/02/27 O'REILLY. 3 P NRC - No 

Detailed Affiliation Given 6 pp 22708 006 24X 

Fiche 30-000,84/03/12,0402090039 


— 0403060354 Transcript of B40210 meeting w/Transamer lea Delaval.Inc 
OwnOTB Group In Bothesda.MD re prnbleifB w/emergency diesel 
g ener a tor s 

* NRC — No Detailed Affiliation Given 04/02/10 t47pp 
67BOi 008 24X Fiche 30-000.04/03/12,8402090039 


— 8403070409 Summary of 840216 meeting w/Transamer lea Delaval.Inc Owners 
Group in Uadlng River. NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript t» 
attendance list end, 

MILLER. M A Licensing Branch 4 04/02/27 Licensing Branch 4 

0pp 22700 161 24X Fiche 50-000,04/03/12,8402090039 


— B403070423 Transcript of 840216 conference In Uading River. NY re 
Transamerica Delaval.Inc diesel generators Pp 1-82 
» Commissioners 84/02/16 04pp 22708 169 24X 

Fiche 50-000,04/03/12,0402090039 


8403140090 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Shoreham 2, 

Grand Qulf diesel generators 

HUSELER.U J Long Island Lighting Co 04/03/12 DENTON, M R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Fiche SO-DOO. 84/03/ 12, 8403140030 


0403150133 Forwards "Transamerica Delaval. Inq Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adegua te 
for applicable engines t. sve conditions 

HUSELER. N J TDI C Transamer 1 ca Delaval. Inc ) Owners Group 
84/03/13 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 2pp 22639 270 24X Fiche 30-000,84/03/13.0403130133 


8403290244 Final Significant Deficiency Rept SD 413-414/83-14 re seal 
conduit connection to safety-related eq,ulpment located in 
harsh environs Initially reported on 831102 Util continuing 
to evdluata alternative sealing methods 

TUCKER, H B Duke Power Co 04/03/13 O'REILLY, J P Region 2 . 
Office of Director 3pp 22000 224 24X Fiche 30-413,04/03/13, 

8403290244 


04O33OD2S2 Responds to 040214 Requests for Info 1 t< 2 re R-4 series 
engines List indicating engine number, model b sve numbsr. 
customer name U ad dress, ra ting, da te shipped & date started 
end 

MATHEWS, C S Transamerica Delaval. Inc 04/03/16 EIBENHUT, D O 
Division of Licensing 20pp 22691 179 24X Fiche 30-000,84/03/16, 

8403200222 


8403300126 Final Significant Deficiency Rept 413/82-07 re overtorqulng 
□f ITT-Philllps concrete expansion anchors to dose 
axcesslve plate to concrete gaps on pipe support Initially 
reported on 820210 Anchors will be retorqued 

TUCKER, H B. Duke Pouer Co 84/03/16 O'REILLY.d P Region 2. 
Office of Director. Spp 22819 337 24X Fiche 50-413,04/03/16. 

3403300126 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension & Stress Analysis," prepared by 8 &W far 
Transamerica Delaval.Inc (TDD Diesel Generator Owners 
Group 

MUSELER.N J TDI I Tran samer 1 ca Delaval. Inc ) Owners Group 
84/03/23 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 2pp 22774 OOl 24X Fiche 30-000.84/03/23,8403270132 


8403270134 Requests meeting on 840418 to discuss short-term & long- 
term corrective actions b Investigations ro Transamerica 
Delaval diesel generators List of suggested meeting topics 
end, 

MCOAUOHY. J. P TDI ITransamer lea Delaval. Inc.) Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche' 50-000, 84/03/23, 0403270134 
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r H*4ring transcripts on non-antitrost mattari 


0402090039 Ooord Notification B4-09'3 foruardi locating lummaTlci 
containing transcripts of B40210 b ib mscttngs bctuecn NRC & 
Transamcr ica Oslavali Inc (TOU Duinars Croup Dlstrlbotlon 
list incl. 

EISENHtiTrD O Oivlsion of Llcanslng 84/03/13 PPLLAOINO 
Coinnitsslonars Spp S270B 001. 24X Fichc 90-000. 84/03/ 12> 

8402090039 


— B40306093ii Foruardi suniniarg of 840210 meeting w/Transamcrlca Dclaval. 
Inc Owners Croup In B« thes da. HD re pToblamt w/eiocrgenc y 
diesel generators 

CARUSO. R Licensing BrancA S 34/02/27 O'REILLV. J P NRC - No 
Detailed Affuietian Given 6pp 22708 OOb 24X 
Flche 50-000,84/03/12.3402090039 


— 6403060994 Irenscript of 840210 meeting ui/Tpans amer ica Delaval. Inc 
Owners Croup in Bctnesda.HD re problems w/cmergeneg diesel 
genera tors 

• NRC - No OetalUil Affiliation Given 84/02/10 147pp 

67201.008 24K Ftclie 90-000,84/03/12.8402090039 


— 8403070407 Sumnarg of 840216 meeting iif/Transemerlca Delaval, Inc Owners 
Croup in Uadlng River, NY re program plan to establish 
rellabllltg of diesel generators Agenda, meeting transcript I, 
attendance list end 

KILLER.H A Licensing Branch 4 64/02/27 Licensing Branch 4 

Bpp 22708 161 24X Fiche 50-000.64/03/12,8402090039 


— S403070423 Transcript of 840216 conference in Wading niv#r«NY re 
Transemerica Delaval. Inc diesel generators Pp 1-82 
• Commissioners 84/02/16 64 pp 22706 169 24X 

Flche 90-000,84/03/12,8402090039 


8403160236 Transcript of 040314 telcon. re facility Pp 12,380-12,624 
e Atomic Safety and Licensing Doard Panel 84/03/14, 49pp. 

22660 208 24X Flcbe 30-413.84/03/14,8403160236 


8403260291 Transcript of 640321 tslspbone conference In DetJiesda, HD 
Pp 1-24 

• Atomic Safety and Licensing Board Panel 84/03/21 26pp 
22794 SB3 24X Fiche 90-413,84/03/21,8403260291 


DOCKET 90-414 CATAU8A NUCLEAR STATION. UNIT 2 


A Applicatlon/constructlon stage documents b correspondence 


6403080196 FOIA request for documents re WR HcAfee allegations 
Involving facility from Nar 1977 - Har 1979,NRC open 
conference at site in Nov 1979 b revieui of util topical OA 
manual 

GARDE. B P . ANSELt.E Government Accountability Project 63/11/21 
Office of Administration 2pp 22384 162 24X 

Fiche 30-413.83/11/21.6403080196 


8403060477 Notification of 840313 meeting u/utll in York County. SC to 
conduct confirmatory site visit per Section 13 6 of SRP 
iNUREo-oaaoi 

JASBOUR.K N Licensing Branch 4 84/02/24 ADENSAH. E 0 Licensing 

Branch 4 3pp 22949 340 24X Fiche 90-413.64/02/24.8403060477 


8402090017 Board Notification 84-038 forwards RJ Mattson 840123 animo 
to GO Elsenhut providing status update of NRC actions re 
Uestlnghouie ECCS actuetlon logic 

EIQENHUr.G 0 Division of Licensing 84/02/27 PALLAOINO 
Commissioners 7pp 22946 007. 24X Fiche 90-000184/02/27, 

8402090017 


6403070189 Foruardi equipment data sheets for SORT b pump b valve 
operebllity revieu teem onsite audits QvaKf Ication of 
components complete W/flve overslee drauiingi Aperture cards 
are available In PDA 

TtrCKER.H B Duka Psuer Co 84/02/28 DENTON, H R Offlca of 
Nuclear Reactor Regulation, Director ADENSAM, E G, Licensing Branch 
4 601pp 22536 281 24X Flcha 50-413. 84/02/28, 84030701 85. 


— 8403070202 Rev 10 to Procedure CN8-1390 01-00-0073, ■'Installation Spec 
Manual Mechanical Installation Procedure for Electrical 
penetration Tgpes B. C, 0. F, OrH. J, K, L b M " 

• Duke Power Co 03/08/24 36pp 22537 087 24X 

Fiche 50-413,84/02/28,8403070189 


— 8403070219 Rev 8 to Procedure CNS-i390 01-00-0071. “Procedure for 
Installition of Type A C6. 900 V/olt> Electric Penetration 
Aeeambllee '■ 

DOVER. R P Duke Power Co. 03/03/07 390pp 22937M67. 24X 

Fiche: 90-413, 04/02/28. 8403070139 


8402090016 Board Hotlfleatloni 84-031 informs that Commission received 
affidavit from former util anplaOe* alleging that util 
deliberately undermined OA progrem et fecllltles 
tnvestlgetion In progress. 

NOVAK, T M Assistant Director for Licensing 84/02/29 KELLY, V , 
PURDOH. P , FOSTER, R Atomic 8efetg end Llcsnting BoerdI Penal 3pp 
67217 043 24X Fiche 90-413,84/02/29,8402090016 


8403190394 Fori/ards nonproprletary b proprietary "Technical Basis for 
Eliminating Prsssurlzer Surge Lina Ruptures es Structural 
Design Basis for Catawbe, Uni ts 1 & 2 " Revised F8AR pages 
also end Proprietary rept withheld iref 10CFR2 790) 

TUCKER, H B Duke Power Co 84/02/29 DENTON, H R Office of 
ffucleer Reector Regulation, Director ADENSAM, E 0 Licensing Brench 
4 Spp 22674 089 24X Flche 90-413,84/02/29,8403190394 


— 840319D399 Application for uil thhO’ldlng proprietary rapt I4CAP-I04fl7i 
"Technical Basis for Eliminating Prctsurliar Surge Line 
Ruptures as Structural Design Basis " 

WIEBEMANN, R A tfestlnghouse Electric Carp 84/02/19. DEMTCIN.N R ' 
Office of Nuclear Reactor Regulation, Director. 9pp 22674:092 
24X Flche 90-413.84/02/29,8403190394 


— 8403190404 Nonproprletary "Technical Basis for Elimlnetlng Prassurliir 
Surge Lint Ruptures es Structural Design Basts for Catawba 
Units I & 2 ■■ 

SUAHY, 9 A , VANG.C V.. SAME. A D. Uestlnghouss Electric Corp 
gCAP-104BB tNP) 04/02/10 I07pp 22674.101. 24X 

Fiche 90-413.04/02/29,0403190394 


6403060422 Provides Second suppl to 631118 submittal b eddl info on 
positive aspects of a 1 Iml na t i on of arbitrary Interasdlate 
pipe breaks from facilities 

TUCKER. H.B Duke Power Co 04/03/01. DENTON, H R Office of 
Nuclear Reactor Regulation, Director AOENSAM.E O. Licensing Branch 
4 2pp 22911 399 24X Fi cho' 90-413, 04/03/01, 0403060422 


0403190297 Forwards "Steam Pressure Suppression Characteristics of 
Uatsr-Solub Is Plastic Kembrane Shielded Ice for Ice 
Condenser Containment Nuclear Power Plants " 

TUCKER. H B. Duke Power Co 84/03/07 DENTON. H R Office of 

Nuclear Reector Regulation, Director 7pp. 22672 102 24X 

Fiche 90-000,84/03/07,8403190297 


0403280122 Summary of 940224 meeting w/Uestlnghouse Owners Group In 
Bethasda.MD re proposed Wastlnghousc steam generator tube 
rupture generic progre/s Attendee list b agenda end 
NER8ES, V Licensing Branch 3. 84/03/07 Licanslng Branch 3 

39pp 22011 131 24X Flche 90-000,84/03/07,0403200122. 


0403130104 Provides clarification of third paragraph of 840229 Itr rs 
possibility of welded piping attachments being locetad in 
close proiimlty to eliminated arbitrary Intcrmedlete breaks 
TUCKER, H B Duke Power Co 04/03/08^ DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0. Licensing Branch 
4 Spp 22600 296 24X Fiche 90-413,04/03/00,0403130104 


0403160197 Forwards responses to EG Adenssm 820401 request for 
qualification docunentation re operability of containment 
purge b vent valves In Modes 1-4 per Tech Spec 3 6. 1 9 
TUCKER, H e Duke Power Co. 84/03/12 DENTON, H. R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E. 0 Licensing Branch 
4 333pp 226S8 189 24X Flche 90-413,84/03/12,8403160197 


0402090041 Board Notification 84-090 provides CoiRmlesion policy 
ttatipient b proposed rulemaking on environ qua I if Icettons 
EI8ENHUT.0 0 Division of Licensing 84/03/14 Atomic Bafsty ani 
Liesnsing Board Panel lOpp 24X Flche 90-000,84/03/14,0402090041. 


0403200169 Forwards summary of eipsr lanes for opsratlons psrsonnsl to 
be licensed on Unit l,psr 040114 b 0226 conmltmsnts Bated on 
operating shift experience requirements, sufficient 
eipsrience available to startup b operate Unit 1 
TUCKER, H. 8. Duke Power Co. 84/03/14. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director ADEN8AM.E. 0, Licensing Branch 
4 ISpp 22697 001. 24X Flche. 30-413,84/03/14, 8403200169 


8403220074 Requests that snubber Tech Specs be written to reflect insp 
un unit basis Instead of current sys baeie, Concluslone from 
review of Sepir 740301 Itr re Tech Specs for enubbtr 
operability b surveillance listed 

TUCKER, H B Duke Power Co 94/03/19 DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director ADENSAM, E O. Licensing Branch 
4 2pp 22712-306 24X FI c h s: 90-413, 84/03/19, 0403220074. 


8403270213 Forwards response to followup questions from 040209 msttlng 
re snvlron quel If tcatton of DG Obrlan electrical 
penetrations Tests verify adequacy of Type K module for 
plant applications. 

TUCKER, H B Duke Power Co. 64/03/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing 176)1^ 
4 4pp. 22770:273 24X Fi ch s' 90-413, 94/03/16, 8403270213. 
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B403300188 Providii pl^nt-tpic If ic Info b gpntric info omitted from 
Meitinghauie Owners Oroup 831201 b 840312 ltri> in response 
to Generic Ltr 83-100 Issues re reactor coolant pump trip 
resolved 

TUCKER. H 8 Duke Power Co 84/03/26 DENTON. H R. Office of 
Nuclear Reactor Regulation. Director EISENHUT.D O Division of 
Licensing 3pp 2281<? 2?2 24X Flche 90-413.84/03/26.0403300188 


8403300107 Forwards proprietary b nonproprietary versions of. 
"Hethadology for Addressing 8uperhiatsd Steam Releases to 
Ica Condenser Containments " Proprietary version uithhald 
iraf 10CFR2 790) 

TUCKER, H.B Duke Power Co 84/03/28 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADEN8AH. E O Licensing Branch 
4 2pp. 22819 001 24X Flclis 80-413.84/03/28.8403300107 


— B403300116 Reiiussts proprletery "Methodology for Addressing Superhsated 
Steam Rtlcasss to Ice Condenser Conteinments. " be withheld 
from public disclosure per tOCFR2 790 

WIE8EMANN. R. A. Meetinghouse Electric Corp 84/03/26. DENTON. H R 
Office of Nueleer Reactor Regulation. Director Bpp 22019 003 
24X Fiche* 90-413. 84/03/28, 8403300107 


— 8403300119 Nonpropr letary. "Methodology for Addressing Superheated 
Staam Ralaases to Ica Condenser Containmente " 

« Westlnghouse Electric Corp 84/03/28 240pp 22819.011. 24X 

Flche, 90-413, 84/03/28,8403300107 


E NRC Safety Evaluation Report (SER). supple b correspondence 


8403120193 Forwards revised Procedures SD-DP-003. "Pracest Control 
Program BD-DP-043. "Assembly b Disasiembly 

Procedure " b BD-OP-39. "Operating Procedure for Mobile 
Cement. . “ par FSAR Question 460 11 b BER Section 11,4 1. 

TUCKER.H.B. Duke Power Co 83/10/20, DENTON, H R. Office of 
Nuclear Reector Regulation. Director ADEN8AM. E 0. Licensing Branch 
4 2pp. 22986 IBS. 24X Flche 90-413, 83/10/28. B40312O193 


B4O3O1033S Discusses mods to emergency response guidelines in response 
to 8ER b NUREO-0737. Suppl 1 

TUCKER.H.B. Duke Power Co 64/02/22 DENTON.HR, Office of 
Nuclear Raactor Regulation. Director 2pp 22432 324. 24X 

Flche; 90-413. 84/02/22, 8403010339 


0403090377 Notification of 840306-08 site visit b meeting w/util In 
Chari otte. NC b York County. SC to audit equipment environ 
qualification (SER Outstanding Issue 4b I 

JABBOiM.K N. Licensing Branch 4. 84/02/24 ADENBAH. E 0. Licensing 

Branch 4. 3pp. 22927,298 24X Flche 50-413,84/02/24.0403080377 


8403070432 Notification of 840312 meeting w/utll b Ueatlnghouse In 
Bathasda.MD to discuss resolution of main steam line 
break analysis (SER Confirmatory Issui 12^ 

JABBDUR.K.N Licensing Branch 4 84/02/24. A DENS AH, E O Licensing 

Branch 4. 3pp. 22966:300 24X Ftchs* 90-413, 84/02/24, 8403070422 


8403020317 Forwards Rev 10 to "Analysis of Hydrogen Control Measures at 
McOulre Nuclear Station," per 8SER 7 (NOREO-0422) 

TUCKER. H B Duke Power Co, 84/02/29 DENTON, H R Off tee of 

Nuclear Raactor Regulation, Director 2pp, 22441 216 24X 

Fleha: 90-000, 84/02/29, 8403020317 


— 8403020321 Rev 10 to "Analysis of Hydrogen Control Measures at McOulre 
Nuclear Station. " 

a Duka Power Co. 84/02/29. 90pp 22441.218 24X 

Flche' 90-000,84/02/29, 8403020317 


G40320007B Advises that all issentlal equlpmsnt cooled by nuclear sve 
uatar sya raquallfied for 100 F, per 831013 ltr re SER 
□pen Item 2, 

TUCKER.H.B, Duke Power Co, 84/03/13 DENTON.HR Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4. Ip. 22699.199. 24X Flche- 90-413, 84/03/13, 0403200078 


B403S00221 Requests NRC approval of proposed fire brigade organiiatlon 
In SBGR. 

TUCKER, H a. Duke Power Co. 84/03/14. DENTON, H R. Office of 
Nuclear Raactor Regulation, Director 2pp 22700,022. 24X 

Flche. 90-413,84/03/14,8403200221. 


8403300079 Discusses rsdundant emergency lighting par SER Open Itam 19 
Lighting unnecessary In areas not manned during transient or 
accident conditions Lighting available for malnt In listed 

areas. 

TUCKER, H.B. Duka Power Co. 84/03/23 DENTON, H.R Of flea of 
Nuclear Reactor Regulation, Director ADENSAM, E. o Licensing Branch 
4. app 22621:173 24X Flche 90-413, 84/03/23, 8403300079 


F Security, medical, emergency b fire protection plans 


8403090294 Public version of revised crisis mgt plan implementing 
procedures. Including Procedures 9 3 4 re ichedul Ing/plannlng 
support group, 9 3 6 re radiological support group b 5 3 7 re 
technical support group H/a31107 ltr b JM Felton memo 
TUCKER, H B Duke Power Co 83/10/31 271 pp 22999 0 99 24X 

Flche 90-000,83/10/31,8403090294 


8403060336 Revised emergency implementing procedures, Inc ludtng 
Procedures RP/O/A/90O0/0i re classification of emergency, 

RP/O/A/ 5000/02 re notification of unusual event & 

RP/O/A/gOOQ/OO re alert W/a 40227 ltr 

TUCKER. H B Duke Power Co 83/12/08 DENTON, H R Office of 
Nuclear Reactor Regulation, Olrector ADEN B AM, E O Licensing Branch 

4 198pp. 22913 122 24 X F I cho' 50-4 13, 83/ 12/08, 8403060336 


0403060229 Rev 11 to crisis mgt plan U/B40224 ltr b public Info 
pamphlet 

VAUGHN, T E Duke Power Co 84/02/02 66pp 22916 189. 24X 

Flche 90-000,84/02/02,8403060229 


0403200102 Public version of revised emergency plan implementing 
procedures, including Procedure RP/O/A/9000/02 re 
notification of unusual event & RP/O/A/9000/03 re alert, 
U/04O312 ltr b JM Felton 040321 release memo 
BDLCK, M. E , CQX.J M , TUCKER.H.B Duke Power Co 84/02/06 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
ADENSAM, E 0. Licensing Branch 4 267pp 22812 021 24X 

Fiche 90-413,04/02/06,0403280102 


8403010339 Discusses mods to emergency response guidelines in response 
t« SER b NURE0-0737, Suppl 1 

TUCKER, H B Duke Power Co 84/02/22 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 2pp. 22432:324 24X Flche 90-413,84/02/22,8403010339 


S40209O0O6 Board Notification 84-034 forwards R Vollmir 840206 nemo to 
D Elsenhut re fire research results concerning fires in 
electrical cabinets in control room 

EISENHUT.D S. Division Of Licensing 84/02/23 PALLADINO 
Commissioners Ip 22576 203 24X Fiche 90-000,84/02/23, 

8402090006 


— 0403080316 Rocomnends that Info re fire research results concerning 
fires in electrical cabinets In control room be submitted 
for board notif 1 cat Ion, p er NRR Ofc Ltr 19idtd 821001 Further 
evaluation op test data required 

VOLLMERj R H Division of Engineering 84/02/06 EISENHUT.D 0 
Division of Licensing lOpp 22976 204 24X 

Flche’ SO-000, 04/02/23, 0402090006 


8403160006 Forwards IE Insp Repts 90-4,13/04-11 b 30-414/04-07 on 
840131-0203 No violations or deviations identified 
DANCE, H C Division of Project b Resident Programs 04/02/27 
TUCKER, H B Duke Power Co 2pp 22695 103 24X 

Flche- 30-413, 84/02/27,8403160006 


— 0403160092 IE Insp Repts 90-413/84-11 b 90-414/84-07 on 840131-0203 No 
violations or deviations identified Major areas inspected 
fire protect ion/pre vent 1 on 

HILLER, M.H Region 2, Office of Director 84/02/21 9pp 
22699-105 24X Flche 90-413,84/02/27,8403160086 


8403060419 Responds to EO Adensam 840120 ltr transmitting summary of 
fire protection site audit on 831 101-04 Fire protection sys 
valves ulll be locked In appropriate position since related 
circuitry not supervised per NFPA 720 

TUCKER.H.B, Duka Power Co 84/02/29 DENTON, H R Office of 
Nuclear Raac tor Regulation, Director ADENSAM, E fi Licensing Branch 
4 2pp 22918-190 24X Flche 90-413,04/02/29,8403060419 


8403160278 Extends invitation to attend 040316 workshop to discuti 
lOCFROOiApp R requirements b results of recent Insp to help 
resolve mlsunders tending associated w/ requirements 
LEHia, R.C Division of Project b Resident Programs 84/03/02 
TUCKER, H B. Duka Power Co. Ip 22660 274 24X 

Flche- 90-000, 84/03/02,8403160278 


8403200221 Requests NRC approval of proposed fire brigade organisation 
In eSER. 

TUCKER, K B. Duka Power Co 84/03/14 DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director ADENBAMiE O Licensing Branch 
4 2pp. 22700-022 24 X FI che: 90-413, 84/03/14, 8403200221 


I 
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Q Adjudlcatorg corrg spoTii)?nc« 


B403010S09 Motion for Bjtsnslon af time until 640323 to submit wiBU* on 
ASLB r«fBrral to ASLAD re rejection of Palmetto Alliance 
contention on rellabilltg of Transamer I ca Oelaval diesel 
g enera t ars 

JOHNSON* 0 E Hearing Sranch 4 64/02/29 Atomic Safety and 

Licensing Appeal Panel 3pp 2343i 004 24X Flche 30-413.64/02/29. 

6403010209 


B403070033 Formards Joint proposed findings of fact & conclusioni of 
lau on Contentions PA44/CE3Q1B re reactor embrittlement & 
joint Contention 0E617 re adverse ueather 

HILEV. J Carolina Environmental Study Group Rlt-EV. J Palmetto 
Alliance 84/02/27 KELLEY, J , FOSTER. R , PURDOM. P Atomic Safety 

and Licensing Board Panel Ip 22S41 l&S 24X 
Flche 30-413, B4/02/29, 8403070033 


— 0403070037 Proposed findings of fact tc conclusions of lau In form of 
partial Initial decision on Contentions PA44/CES0 IB re 
reactor embrittlement ti Contention DE317 re adverse creather 
Certificate of Svc end 

RILEY. J L Carolina Environmental Study Group GUILD. R Palmetto 

Alliance GUILO, R Guild, R 84/02/29 34pp 22B41 166 24X 

Fiche BO-413. B4/02/2?, B40307C033 


8403140123 Foruards NRC insp repts U accompanying violation notices re 
facility QA End repts 6 notices issued after close of 
Dec 1963 hearings Palmetto Alliance served u/notlces & 
utti responses 

JOHNSON. O E Hearing Branch 4 04/02/29 KELLEY, J L . PURDDM.P U . 

FOSTER.!) F Atomic Safety and Licensing Board Panel BBpp, 

22624 040 24)iC Fiche 50-413,84/02/27.6403140123 


0403070030 Order granting staff request for eitenslon to & including 
840323 of time within which to submit views re ASLfl 8302Z3 
referral order in proceeding 

BHOEHAKER. C J Atomic Safety and Licensing Appeal Panel 64/03/01 
Office of the Executive Legal Director 2pp 22B41 274 24X 

Flche 50-413.84/03/01.8403070030 


8403060240 Forwards exercise evaluator document used in conjunction 
UI/B4021S-16 emergency mg t eierc 1 se. NUREO-0654, Rev 1 i 
portion of community issues survey dealing u/emergency 
planning Vi/o ends 

SHEARIN.R V Dute Power Co 84/03/02 GUILD. R Palmetto Alliance 
RILEY.J L Affiliation Not Assigned Epp 22916 157 24X 

Flche 30-413.84/03/02,8403060240 


6403070048 Response opposing Carolina Environ Study Group 040214 offer 
of proof re reactor vessel technel ogy, fat igue at high temp, 
strain gauge technology & structural integrity or LNR 
components Certificate of Svc enc I 

MCOARflV, J M Duke Power Co MCGAUBV. J M Bishop, Liberman, Cook. 
Purcell ti Reynolds 64/03/02 Atomic Safety and Licensing Board 
Panel 14pp 22541 235 24X Fiche 50-413,64/03/02,8403070048 


8403140043 Forwards J Smercat affidavit of nondisclosure for assistance 
in preparation of staff proposed findings H/o enc 1 
JDHNBON.OE Hearing Branch 4 64/03/02 KELLEY. J L Atomic 

Safety and Licensing Board Panel Ip 22633 117 24X 

Fiche 30-413,84/03/02,8403140043 


8403070112 Forwards suppl to PalmettP Alliance proposed findings of 
fact ft conclusions of law in form of partial initial 
declslan Part Y on honeycombing omitted due to In camera 
na tl 

CUILD.R Guild, R GUILD, R. Palme tto A1 1 lance 64/03/06 
KELLEY, J L . FOSTER, R F , PUR DAM, P U Atomic Safety and Licensing 
Board Panel 38pp 2S97S 216 24X Fiche 50-413,84/03/06, 

8403090112 


— 8403090113 Suppl to proposed findings of fact ft conclusions of law 
In form of partial initial decision Certificate of Svc end, 

GUILD, R Palmetto Alliance GUILD, R Guild, R 84/03/06 36pp 
22575 aS6 24X Fjcho 90-413,64/03/06,8403090112 


0403140124 Response opposing Carolina Environ Study Group 640216 nation 
to reopen record on reactor embrittlement Offer of proof as 
to hiatls acceptable Certificate of Svc end 

JOHNSON. 0 E Hearing Branch 4 84/03/07 Atonic Safety and 

Licensing Board Panel 9pp 22620 26 6 24)f Flc he, 30-413, 04/03/07, 

B403140124 


8403140130 Notiflis of 840313 enforcement conference In Atlenta.OA 
to Inform licensee of welder 6 Issue to corrective action 
may be commenced Meeting summary will be forwarded to ASLB 
ft parties to proceeding 

JOHNSON, O.E Hearing Branch 4 64/03/07 KELLEY, J L , FOSTER, R F , 

PURDON, P U Atomic Safety and Licensing Board Panel Ip 
22620,330 a4X Flche 50-413,84/03/07,8403140150 


B403140169 Inf-orms Of Improper svc of Carolina Environ Study Group/ 
Palmetto Alliance proposed findings of fact ft conclusions of 
law re advene weather ft nonrecelpt of proposed findings on 
Contention 16 

JOHNSON. 0 E Hearing Branch 4 84/03/07 KELLEY, J L , FOBTER.R F . 

PURDDM.P M Atomic Safety and Licensing Board Panel ip 
22620 333 Z4X Flche 50-413,64/03/07.8403140169 


6403140046 Proposed findings of fact ft conclusions of law in forai of 
partial Initial decision on Contention 6>Palmetto Alliance 
Contentions 16 ft 44 ft DE8 Contention 17 Certificate of Svc 
end 

JOHNSON, 0 E Hearing Branch 4 B4/03/0a 310pp. 22633' 309 24X 

Fiche 30-413,84/03/08,8403140046 


B403130071 Forwards applicant interrogatories ft request to produce 
documents re diesel generator contention, per 040223 order 
Related correspondence 

CARR, A V Duke Power Co S4/03/11 RILEY.J L Caroline 
Environmental Study Group. GUILD, R Guild, R Ip 22603 167. 24X 

Fiche 50-413,84/03/11,0403130071 


— B403130077 Interrogatories ft requests to produce documents on diesel 
generator contention to Carolina Environ Study Group ft 
Palmetto Alliance Certificate of Svc end Related 
correspondonc e 

CARR, A V Duke Power Co 84/03/11 Carolina Environmental 
Study Group 27pp 22602 170 24X Flche 90-413,84/03/11, 

B4031 30071 


640316002? Reply to Intervanors ft NRC staff proposed findings of fact 
ft conclusions of law Certificate of Svc end 

MCOARRY.JH Duke Power Co MCOARRY, L. H Bishop, Liberman, Cook, 
Purcell ft Reynolds 84/03/13 l?7pp 22654 123 24X 

Flche 30-413,84/03/15,84031*0029 


8403190073 Forwards questions for FEMA witnesses to assist In 
preparatiori of testimony on offsite emergency planning 
contentions All testimony will be required to be filed 
on 040406 ft 0? Hearing will commence on 840424 W/o end 
HCCURREN, M J Hearing Branch 3 84/03/13 PERRY, 8 Federal 

Emergency Management Agency Ip 22666 133 24X 

Flche 90-413,84/03/15,8403190073 


0403170174 Forwards "NRC Staff Supplemental Propoeed Flndlnge of Fact 
in Form of Partial Initial Decision on In Camera Issues re 
Contention 6 IQAl," per 840307 talcon U/o end 

JOHNBaN.O.E Hearing Branch 4 B4/03/1S KELLEY, J L, , FOBTER, R F > 

PURDON, P If Atomic Safety and Licensing Board Panel Ip 
22671 162 24X Flche 50-413, 84/03/13,8403170174 


8403200042 Memnrandum ft order denying motion to defer further action 
on two pending tX. diesel generator contentions until after 
SSER issuance 

FOSTER, R F , PURDDM.P W , KELLEY, J L Atomic Safety and Licensing 
Board Panel 84/03/16 Palmetto Alliance 3pp 22677.162. 241 

Fiche 50-413,84/03/16.8403200042 


8403200007 Interrogatories ft requests to produce documents to Carottna 
Environ Study Group ft Palmetto Alliance on ASLB contention 
re diesel generator reliability Certificate of Svc encl 
Related correspondence 

CARR, A 7 Dube Power Co CARR, A V Bishop, Liberman, Cook, Purcell 
ft Reynolds 04/03/19 Carolina Environmental Study Group 21pf 

22699.202 24X Fiche 50-413,84/03/19,8403200007 


8403220237 Supplemental Interrogatories to util re emergency diesel 
contentions admitted by ASLB Certificate of Svc encl Related 
correspondence 

RILEY.J L Carolina Environmental Study Group DSB 047. 64/03/17 

Duke Power Co Spp 227 1 9 034 S4X Flche 30-413,64/03/19, 
6403220237 


8403220233 Interrogatories ft requests to produce documents rt diete] 
generator contentions to applicant ft NRC staff Certificate 
of 8VC encl Related correspondence 

guild, R Palmetto Alliance GUILD.R Carolina Environmental Study 
Group guild, R Guild, R DSB 047 84/03/22 Duka Power Co. 

20pp 22719 014 24X Flche 50-413,84/03/22,8403220233. 


8403270011 Notifies that ivc list amended bo reflect appointment of 
separate board for emergency planning Shearln 840302 Itr to 
Guild ft Riley, 840312 Itr to Suild ft supplemental answers to 
interroga tor ies end W/o encl. Related correspondence 
SHEARIN.R V Duke Power Co DSB 114 84/03/22. MAROULIEBiH B < 

LAID, R N . HOOPER, F F Atomic Safety and Licensing Board Panel. If, 
22767 355 24X Flche 50 -4 1 3 , 64/03/22,8403270011 
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S403560367 Rtipantr to A8LB quettlons r« whether memorendURi referred to 
concerning diesel gtneretors should be accepted b hou A6LB 
should decide posed Issues Referral request fails to 
satlafii tnterlocutori; review test Certificate of Svc end 
HCOARRVi J M Duke Power Co nCOARRyr J M Bishopi Llbernani CooIcp 

Purcell ti Regnolds DSB 0S3 94/03/S3 SSpp 22760 07? 24X 

Flche 90-413. B4/03/23,84032&D367 


B403S70322 Views on ASLB 840223 referral of 840217 rejection of 
generic aspects of intervenors diesel generator 
contention Certificate of Svc end 

JOHNSON. 0 E Hearing Branch 4 DSB 132 04/03/23 04pp 

2270? 06? 24X Flche 50-413. 84/03/23, 0403270322 


B4032?O3B8 Motion to amend & suppl diesel generator content! ons. or 
In alternatlvcmotion for admitsion of new diesel generator 
contention ASLB urged to grant motion t< admit recasted 
c ontentl on 

OUtLD. R Palmetto Alliance DSB 192 84/03/23 Atomic Safety 

and Licensing Boerd Panel Itpp 22014 193 24X 

Flche* 90-413, 84/03/23, 8403290302 


B4032903BB Memorandum on emirgencv diesel generator questions referred 
per lOCFRB 730 Acceptance of referral urged Certificate of 
svc end. 

OUrUD, R Palmetto Alliance GilILD, R Carolina Environmental Study 
Oroup. GUILD, R, Guild, R DSB 1?4 04/03/23 29pp 22014*383, 

24X Flche* 90-413, B4/03/23, 0403290388 


8403290379 Responses to util interrogatories 1. request to produce 
documente on diesel generator contention Certificate of Svc 
enc 1 Related correspondence 

OUILO.R Palmetto Alliance CUILD.R Guild, R e Cerolina 
Envlronmantal Study Oroup OSS 191 B4/03/29 9pp 22814 144 

24X Flche 90-413,84/03/29,0403290 379 


J Insurance 1< indemnity information 


0403140037 Forwards Endorsement 9 to NELIA Policy NF-291 

ROBBtNB, JO Marsh 1< McLennan, Inc 04/03/09 DINITZ, I Assistant 
Director for State k Licensee Relations 2pp 22633 122 24X 

FUha; 90-413, 04/03/09, 0403140037 


0 Inspection reports, IE Bulletins 4, correspondence 


B4030B0203 Responds to FOIA request for documents from Mar 1977 - Mar 
1979 re UR McAfee allegations Foruardi App A documents Info 
also available in PDR, 

FELTON, J H Diviilun of Rules and Records, 04/01/24 GARDE, G. P 
Government Accountebl 1 1 ty Project. 2pp 22904 164 24X 

Flche: 90-413, 04/01/24, 0403000203 


— 8403080212 Discusses 791113-16 Interviews w/craftsmen Interviewees 
selected by principal InspectDr, per TI 2912/4 criteria 
Related info and 

MURPHY. C E Region 3, Chicago, Reactor Construction li Enginierlng 
Support Branch 79/12/04 THORNBURG, H D Director's Office. 
Office of Inspection and Enforcement 9pp 22904 166 24X 

Flche- 90-413, 84/01/24, 8403000203 


0403160343 Forwards IE Insp Repts 90-413/04-03 ti 90-414/84-03 on 
840103-06 (. 11-13 No violations or deviations noted 
DANCE. H. C Division of Project Ic Resident Programs 84/02/17 
TUCKER. H B Duke Power Co. 2pp 22660 177 24X 

Flche: 90-413, 04/02/17,0403160343 


— B403160396 Forwards IE Insp Repts 90-413/84-03 t< 90-414/04-03 on 
840103-06 ic 11-13, No violations or deviations notsd 
Proprietary review of document waived by util to assure 
distribution to parties in licensing proceeding 
DANCE, H. C. Division of Project Sc Resident Programs 84/01/20. 
CARR, A. V Duke Powtr Co. Ip 22660 179 24X 

Flche 90-413.04/02/17.8403160343 


— 8403160363 IE Insp Repts 90-413/84-03 Ic 90-414/84-03 on 840103-06 U 
11-13, No violations or deviations noted Major areas 
Inspactad containment spray-wel d Ing, welding matt control 6 
radiographic aiam 

ECONOMOB.N Region 2, Office of Director BLAKE, J,J Divitior of 
Engineering li Dperatlonel Programs. 84/01/20 9pp 22660 180. 

24X Flche: 90-413, 84/02/17, 8403160343 


6403070209 Ack receipt of 840123 Itr supplementing 830908 response 
informing NRC of steps taken to correct violations noted in 
IE Insp Repts 90-413/83-17 t< 90-414/83-16 

DANCE, H. C Division of Project l< Resident Programs 04/02/24 
TUCKER. H B, Duke Power Co Ip 22930.399. 24X 

Flche: 90-413, 84/02/24, 8403070209 


— 6403070210 Forwards revised response to NRC Itr re violatlans noted in 
IE Insp Repts 50-413/03-17 & 90-414/03-16 Corrective 
actions OA Procedure 3A-140, "Inspector Certification." will 
be revised 

TUCKER, H D Duke Power Co 84/01/23 O'REILLY. J P Region 2. 
Office of Director 2pp 22530 360 24X Fiche 50-413,84/02/24, 

B40307020S 


8403160263 Informs that no circuit breakers w/undorvoltage trip 
attachments In use In safety-related application other 
than reactor trip ays, in response to IE Bulletin 83-06 
TUCKER, H 0 Duke Power Co 84/02/24 O'HEILLV, J P Region 2, 
Office of Director Ip 22660 142 24X Fiche 90-413i 84/02/24, 

0403160293 


0403160086 Forwards IE Insp Repts 30-413/04-11 ti 50-414/84-07 On 
840131-0203 No violations or deviations Identified 
DANCE. H C Division of Project & Resident Programs 84/02/27 
TUCKER, H D Duke Power Co 2pp 22653 103 24X 

Fi Che: 30-413, 84/02/27, 64031600B6 


— 8403160092 IE Insp Repts 90-413/84-11 l< 30-414/04-07 on 840131-0203 No 
Violations or deviations identified Major areas inspected 
fire protectl on/prevent i on 

MILLERrW H Region 2, Office of Director CONLON.T E Division 
of Engineering I, Operatianal Programs 64/02/21 9p p 22699 105 
a4X Fiche 50-413,84/02/27,8403160006 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation " Bvc list 
enc 1 

JORDAN, E L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc llBpp 22909 239 a4X Fiche 50-000,84/02/28,8401190072 


8403140123 Forwards NRC insp repts Zi accompanying violation notices re 
facility OA Enc I repts ft notices Issued after close of 
Dec 1983 hearings Palmetto Alliance served w/notlces li 
util respons ee. 

JOHNSON, Q E Hearing Branch 4 84/02/29. KELLEY. J L Atomic 

Safety and Licensing Board Panel 2Bpp 22624 040 24X 

Fiche 90-413,84/02/29,8403140123 


B403160143 Forwards final response to IE Bulletin 79-14, Rev 1, Suppl 2 
re QA program for seismic analysis of Seismic Category 1 
piping sys 

TUCKER, H G Duke Power Co 84/02/29 O'REILLY. J P Region 2. 
Office of Director 4pp 22699 321 84X Fiche SO-4 13. 04/02/29. 

8403160143 


B40209DOD7 IE Info Notice 04—14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " Svc list end 

GRACE, J,N Division of QA, Safeguards li Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22952 329 24X Flche 90-000,04/03/02,0402090007 


8402090D08 IE Info Notice 84-16, "Failure of Automatic Sprinkler 8yt 
Valves to Operate " Svc list enc 1 

JORDAN, E. L Division of Emergency Preparedness It Engineering 
Response iPnst 830103) 84/03/02 Consolidated Edison Go of New 

York, Inc i22pp 22593 098 24X Fiche 50-000.84/03/08,8402090008 


8402090009 IE Info Notice 84-lS. "Reporting of Radiological Releases " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co. of New 

York. Inc il9pp 22593 217 24X Fiche 50-000,84/03/02,0402090009 


8402090011 IE Info Notice 84-17, '''Problems U/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list end. 

JORDAN, E L Division of Emergency Preparedness I. Engitiesring 
Response (Post 830103) 04/03/05 Consolidated Edison Co of Nsw 

York, tne ll7pp. 22SS3 336 24X Flche 50-000,84/03/05,0402090011 


8402090024 IE Info Notice 84-09, Rev 1. "Lessons Learned From Intps of 
Fire Protection Safe Shutdown Sys " Svc list end, 

JORDAN, E L Division of Emergency Preparedneis It EnglnesTlng 
Response (Post 830103) 84/03/07 Consolidated Edison Co. of New 

York, Inc. llapp 22639 049 24X Flche 90-000,84/03/07.0402090024 


8402090028 IE Info Notice 04-18. "Stress Corrosion Cracking in PWB 
Sys '' Bvc list and 

JORDAN. E L Divltlon of Emergency Preparedness I. Engineering 
Responee <Pott 830103) 04/03/07. Consolidated Edison Co of New 

York, Inc. 118pp 22584 186 24 X Flche 90-000,84/03/07,0402090028 


8403160293 Ack receipt of 040215 Itr informing NRC Oif etept taken to 
correct violations noted In IE Imp Repts 90-413/83-52 I. 
50-414/83-39 

LEUIS.R C Division of Project 1. Resident Programs 84/03/08 
TUCKER, H B Duke Power Co Ip 22660 124 24X 

Flche, 90-413, 84/03/00.8403160293 
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— 8403160299 Rctpontfis to NRC B401I7 Ifer r* violatipn* nottO in IE Imp 
Acpti 30-413/63-92 & 30-414/03-39 Cornet oetlont OA 
Proco4ure OA-130 rovlted to acsure that util uritton 
4uall f 1 cat 1 ont i^or auditor* in ^ull conpllanca u/cod*t 
TUCKERiH B Ooka Poutr Co 84/02/ 19 O'REtLLVi J P Rvgion 2< 
QPPies oP Dlractor 2pp 23660 IBS 24X Flche 90-413< 34/03/0S> 
6403160293 


— 0403160307 Foruards IE ln»p R»pt* 90-413/83-52 & S0-414/B3-39 on 
831212-16 & nottcf of violation 

LEMIB<R C Olvlalon of Project b Rasltfent Program 34/01/17 
TUCKER. H B. Duke Power Co. 8pp 22660 127 24X 

Ficha 90-413,84/03/00.8403160293 


— 8403160314 Notlca of Vtolatloi) Prem imp on 831212-16 

« Rag ion 2. Off ice Of Dlractor 84/01/17 Ip. 22660 129 24X 

Ficha 50-413,04/03/00.0403160293. 


—0403160319 IE Imp Bspt» 90-413/83-52 & 90-414/03-39 on 031212-16 
Violation noted failure to eetatliih peraonnel 
qualif 1 cation* for auditor* 

DELISLE, 0 A , FOSTER, L , BlilTH, C. Re] inn 2, Office of Director 
84/01/13 IBpp 22660 130. 24X Flche. 30-413. 84/03/00, 8403160293 


8402090031 IE Bulletin 04-02, "Fallorei of CE Tgpe HFA Rclayi In Uie in 
Class IE Safetg Sga " Sve list end 

DEVOUNO.R C Director'* Office. Office of Impaction and 

Enforcement 84/03/12 Copfolldatcd Edison Co of New Vork, Inc 

134pp 22823 094 B4X Fic he. 90-000, 84/03/12. B40209003t 


8403290270 Ack receipt eP 840305 Itr informing NRC of step* taken to 
correct violation* noted In IE Imp Rept* S0-4I3/B3-2I t> 
50-414/83-22 

UEMIS. R C Division of Project * Reel dent Program* 84/03/19 
TUCKER. H S Duke Pouer Co Ip 2SB00 020 24X 

Flche 30-413.84/03/19.8403290270 


— 8403290276 Rcsponil* to NRC 030912 Itr re violation* noted in IE Insp 
Rapts 90-413/83-21 6 50-414/83-22 Corrective actions QC in*p 
criteria for cable pulling revised to clarify insp* of cable 
banding radlu* 6 unsupported length during routing. 

TUCKER. H B Duke Power Co 84/03/09 0'REILUy,UP Region 2, 
Office of Director 3pp 28800 021 24X Fiche 50-413.04/03/19. 

8403290270 


8402090043 IE Info Notice 84-1 9, "Two Events Involving Unauthor lied 
Entries Into PHR Reactor Cavities. “ Svc list end 
UOROANi E L Division of Emargoncy Preparedntst It Engineering 
Retponse (Post 8301031. 04/03/21 Consolidated Edison Co of Nau 

York, Inc 123pp. 22623 229 24X Flche 80-000. B4/03/21. 8402090043 


6402090044 IE Info Notice B4-20, “Svc Life nf Relay* in Sefetg-Relatad 
Sys " Bvc list end 

JORDAN. E L. Division of Emergency Preparedness 6 Engineering 
Response CPost B30103> 04/03/21 Consol Ideted Edison Co of New 

York. Inc I38pp 22933 001 24X Flche 50-000. 84/03/21, 84OS09OO44 


8 Reportable occurrences. LERs b related correspondence 


8403010491 informs Coffimlsslon of problem* w/atner g ancy diesel generators 
mfg by Transamerlca Delaval, Inc 

OIRCKStU J Office of the Esecutlve Director for Operations 
8£CY-e3-034 04/01/29 4pp 22438 347 24X Fiche 90-000,04/01/29, 

0403010491 


B403010140 Significant Deficiency Rept SO 413-414/04-02 re 
unconstdered effects of superheated steam possibly 
resulting In increased lower containment temp ffeetlng on 
040312 re dues ted 

TUCKER. M D Duke Power Co 84/02/17 0 'REILLY, J P Region 2, 

Office of Director 2pp 22439 322 a4X Flche 80-413.04/02/17. 
8403010140 


8403210032 Part 21 rept re failure of auilllary feedwater pump drive 
turbines. Oifflpcl NPS-4 TbT valve, to close End Itr dtd 640203 
sent to listed utils CE notified of affected units in 8HR 
plants 

THEROUX. R B Terry Corp B4/02/22 WOODRUFF. R M Director's 
Office. Office «f Inspection and Enforcement 6pp. 22706 327 24X 

Flche 80-000,84/02/22.8 4032 1 0032. 


8403090226 Significant Deficiency Rept 413-414/82-04 amending 
corrective actions to previously submitted rept. Reinsp of 
inaccessible deficient support* may be waived if documented 
evaluation of design analysis provided, 

TUCKER, H B. Duke Power Co 84/02/24 O'REILLY, J P Region 2. 
Office of Director 2pp 22973.261 24X Flche 90-413,04/02/24. 

8403090226 


8403010207 Foruards "Investigation of Type* AF ti AE Piston Bklrts." per 
Traniamarica Delaval. Inc Ouner* Oi^oup program commitments. 

Rept evaluates creeks in AF piston skirt* in Bhoreham I, 

Orand Oulf Nuelsar Fouer Station* 

KUSELERrU J TOI ( Tran saner 1 ca Delaval, Inc 1 Owneri Oroup. 

84/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 3pp 22434 090 24X Flche. 90-000, 04/02/27, 8403010807 


8403090241 Inter Im Sign If leant Deficiency Rept* 80-413/82-27 ti 
8D-414/82-87 re cracked cell contalnere St« cracked cell* 
returned to Nlfe for investigation 6 resolution Bite 
personnel will conduct weekly battery insp 

TUCKER, H B Duke Power Co 04/02/27 O'REILLY, J P Region 2. 
Office of Dlractor 8pp 22972 302 24X Flche. 90-413, 04/02/87. 

S403090241. 


6402090081 Board Notification 84-039 discusses NRC 040210 li 16 aeatlngs 
u/Transameriea Delaval. Inc Emergency Diesel Oanerators 
Ouners Oroup Meeting scheduled on B4030B for finalisation of 
generic program plan prior to NRC review 

EIBENHUT. D 0 Division of Licensing S4/02/28 PALLADINO 
Commissionere. Spp 22946 003 24X Flche: 90-000. B4/02/8B, 

6402090021. 


8403010218 Forwards task descriptions for 16 known probloa* re 
Transamerica Delaval, Inc emergency diesel generators 
HUBELERiUJ TDl iTraniamar lea Delaval. tne > Owners Oroup. 
64/02/28 DENTON, H R Office Of Nucloar Reactor Regulation, 
Director. 42pp. 22435 177 24X Flche* 50-000, 84/02/26. 8403010216 


8402090020 Board Notification 84-044 forwards Part 21 ropt ra 
Trentamtrlca Delaval, Inc turbocharger thrust bearing 
lubrication defect resulting in engine nonavallahlltty 
E16ENHUT, D. 0 Division of Licensing 04/02/29 PALLADINO 
CofflmlBS lonars 4pp 22541 263 24X Flche- 50-000, 84/02/29, 

6402090020 


8403140040 ppruardt "orand Oulf Component Tracking Bys. ■ "Shoreha* 
Component Tracking Bys” It "Transamor lea Oolaval, Inc 
Dtesol Oonerator* Owners Oroup Program Plan," to resolve 
concern* w/em»rg*ney dieiel generators 

HUSELER.M J Long island Lighting Co B4/03/02 DENTON. H R 
Office of Nuclear Raactor Ragulatlon, Director. 3pp. 22626 062 
24X Flche 90-000,04/03/02,0403140048 


— 8403140095 "Trantamar ica Delaval. Inc Diesel Oenerators Owner* Oroup 
Program Plan. " 

• TOI (Transamer ica Oeleval. Inc ) Owner* Croup 84/03/02. 

261pp 22628 223. 24X Flch* 50-000,84/03/02,0403140048. 


S40319O123 Update of significant Deficiency Rapt 414/82-25. Item 
should be renumbered 413-414/02-25 All necessary actions 
completed 

TUCKER, H 6 Duke Powor Co. 04/03/02 O'REILLY. J..P , Region 2, 
Office of Director Ip 22639-332 24X Ft cho. 50-413, 84/03/02, 

6403150128 


8402090033 Board Notification 84-047. foruards Transantrlca Delaval, Inc 
Owners Oroup piston skirt rept 6 task descriptions 
EI3ENHUT, D 0 Division of Licensing 84/03/07 PALLADINO 
Commissioner* 4pp 22674 221 24X Flche- 50-000. 84/03/07, 

6402090033 


0403140122 Part 21 rept re statu* update concerning abnormal wear on 
linear converters. Test program underway Results of 
investigation indicate oxcessive wear caused by hunting of 
control circuitry. 

DODSON, J P. Pacific Air Product* Co. 84/03/09 Director '* 
Office. Office of Inspect inn and Enforcement. 7pp 22624:068. 24X 

Fiche: SO-000, 84/03/09. 8403140122. 


8402090038 Board Notification forward* "Transamerica Dtlaval.lnc 
(TOI) Diesel Oenerators Owners Oroup Program Plan " 

EI8ENHUT, D. « Division of Licensing 84/03/12. PALLADINO 
CemmlsB loners Spp 22660.214 24X Fiche. 50-000.84/03/12, 
8402090030 


8402090039 Board Notification 84-052- forwards mooting summaries 
containing transcript* of 840210 It 16 meeting* between NRC li 
Transamerica Delaval, Inc (TOI) Owner* Oroup. Distribution 
list end. 

EISENHUT, 0. 0. Division Of Licensing 84/03/12 PALLADINO 
Commissioners. Spp. 22708.001. 24X Fiche- 50-000, 84/03/12, 

B4O209OO39 


— 8403060536 Forwards summary of B40210 meeting w/Transamorlca Delaval. 
Inc Owner* Oroup in Bethosda.MD ri problems w/omorgency 
diesel generators. 

CARUaO.R Lleenslns Branch 2 84/02/87. O'REILLY, J. P. NRC - No 

Dotal ltd Affiliation Oiven. 6pp 22708-006. 24X 

Fiche: 50-000, 64/03/12, B40209<»39. 
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— B403040a!54 Transcript of 040210 moetlng u/Transamer lea Dalaval< Inc 
Ounars Group In Bathasda<MO r( problems w/eirergencg diesel 
ganarators 

e NRC - No Datalled Affiliation Given 04/02/10 147pp 

A7201 000 24X Flche SO-000, 04/03/ 12, B402070039 


— 0403070409 Bummarg of 840216 meeting ut/Transamer ice Delavaltlnc Oiuners 
Oraup In Wading River, NY re program plan to establish 
rallabllity of diesel generators Agenda, meeting transcript & 
attendance list end 

MILLER, M A Licensing Branch 4 04/02/27 Licensing Branch 4 

Epp 22708 Ibl 24X Flche 90-000,84/03/12,0402090039 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Tranaamerlca Delaval, Inc diesel gancrators Pp 1-02 
a Conmisslonart 84/02/16. B4pp 22708 169 24X 

Flcha, 90-000, 84/03/12, 8402090039 


04O314ODSO Foruards "Design Revleuj of Connecting Rod Bearing Shells for 
Tranaamerlca Delaval Enterprise Engines" for Shoreham S< 

Orand Oulf diesel generators 

MUBELER, W d Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Flche* 90-000,84/03/12, 8403140090 


8403190133 Poruards "Transamerlea Delaval, Inc Diesel Oenerator Rocker 
Arm Capscreu Stress Analgtls Rept " Capscreui design adequate 
for applicable engines li sve conditions 

KUBELER, W J TDl (Transamerlea Delaval, Inc ) Owners Group 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Dlrocbor 2pp 22639.270 24X Flche. 90-000, 84/03/13, B4031S0133 


B403290244 Final Significant Daflcieneg Rapt BD 413-414/83-14 re seal 
conduit connection to taf etg-related equipment located In 
harsh anvlrons. Ini tia tig reported on 831102 Util continuing 
to evaluate alternative sealing methods 

TUCKER, HI B Duke Power Co 04/03/19 O'REILLY, d P Region 2, 
Office of Director 3pp 22000.224 24X Fiche 90-413,84/03/19, 

8403290244 


8403200222 Raiponds to 840214 Requeste for Info 1 & 2 re R-4 series 
anglnea. List Indicating engine number, model t, sve number, 
customer name I, address, rating, da te shlppad t< date etarted 
and. 

MATHEWS, CS. Transamer 1 ca Dslava 1, Inc 84/03/16 EI8ENHUT, D 0 
Division of Licensing 20pp. 22691.17? 24X Flche. 90-000, 34/03/16, 

8403200222. 


8403270132 Forwards "Emsrgsncg Diesel Generator Air Start Valve 
Captcrau Olmenelon b Stress Analgtls," prepared bg StiM for 
Transamerlea Delaval, Inc (TDIl Diesel Generator Owners 
Group 

MUSELER, M. d. TDl (Trensamer Ica Delaval, Inc ) Owners Group 
84/03/23, DENTON, H R. Office of Nuclear Reactor Regulation, 
Dlractor. 2pp 22774.001 24X FlcTje 90-000, 84/03/23, 8403270132 


8403270134 Requeets meeting on 840418 to discuss short-term b long- 
term corTtetlva actions b Investigations re Transamerlea 
Delaval diesel generetors Lilt of suggested meeting topics 
end. 

M:COAUOHY,d. P. TDl (Trantemer lea Delaval. Inc ) Owners Group. 
84/03/23. DENTQN.H R Office of Nuclear Reactor Regulation, 
Dlractor. 4pp 22769*133. 24X Flche 90-000,84/03/23,8403270134 


T. Hearing transcripts on non-antttrus t matters 


8402090039 Board Notification 84-092* forwards meeting summaries 
containing transcripts of 840210 b 16 meetings bstween NRC b 
Treneemirice Deleval, Inc (TOIl Owners Group Distribution 
list end 

EIBENHUT, D 0. Division of Licensing. B4/03/12 PALLADINO 
Comislss toners. 9pp. 2270B;001. 24X Flchs 90-000,84/03/18, 

840209003? 


— 8403060936 Forwards summarg of 840210 msetlng w/Transamerl ca Dslava I, 
Inc Owners Group in 8ethetda,MD re problems u/amtrgencg 
diesel generators 

CARUao, R, Llcaneing Branch 2 84/02/27 0 'REILLY, J. P. NRC - No 

Datalled Affiliation Given. 6pp 22708*006. 24X 

Fiche. 90-000, 84/03/12, B4020?003? 


—0403060994 Transcript of 840210 meeting (J/Trantarnsr ica Delaval, Inc 
Owners Group in BethesdatHD re problems w/emergeneg ditsel 
generators, 

* NAC - No Dotallad Affll lotion Given 84/02/10 147pp 

67201 iOOe, 24X Flche. 90-000, B4/03/12,a4020?0039 


—8403070409 Summarg of 840216 meeting w/Transamer lea Dalaval,lnc Owners 
Group In Wading River, NY re program plan to establish 
rellabllltg of diesel generators, Agenda, meeting transcript b 
attendance list end, 

MILLER, M A. Licensing Branch 4. 84/02/27. Licensing Branch 4, 

8pp. 22708: 161 24X Flche* 90-000, 84/03/12, 840209003? 


— 8403070423 Transcript of 840216 conference In Wading River, NY re 
Transamerlea Delaval, Inc diesel generators Pp 1-82 
• Commissi onars 84/02/16 84pp 22700 169 24X 

Fiche 90-000,84/03/12,0402070039 


8403160236 Transcript of 040314 tel con re facilitg Fp 12.980-12,624 
» Atomic Safety and Licensing Board Panel 84/03/14 49pp 
22660 208 24X Flche 90-413.84/03/14,8403160236 


0403260291 Transcript of 840321 telephone conference In Bethesda, HD 
Pp 1-24 

s Atomic Safetg and Licensing Board Panel 04/03/21 2Bpp 
22794 203 24X Fiche 90-413.04/03/21,0403260291 


DOCKET 90-416 GRAND OULF NUCLEAR STATION. UNIT I 


E NRC Bafetg Evaluation Report <8ER), suppls b correspondence 


8403080179 Fourth partial response to FOIA request for si* categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld <ref FOIA Elemption 9) Review of 
addl documents subj to request continuing 

FELTON, J H Division of Rules and Records 84/02/13 ANDERSON, S 1 
Oarvag, Schubert, Adams b Barer 7pp 22903 226 24X 

Fiche 90-000,84/02/13,040303017? 


— 0003130793 Provides status of 8ER inputs b acceptance reviews for OL b 
CP applications Schedule should be met 

BURKE, W C Effluent Treatment Egstems Branch 00/02/06 
KREOER, W E Assistant Director for Site Analgsts Ip 22983 233 
24X Flche 90-000,84/02/13.8403080179 


8403210140 Forwards confirmation of Lonergan safetg relief valve 
quail f 1 cation b operabilttg testing of raclastlfied valves, 
per util 821108 & 10 itrs b 8BER 4 

DALE.L F Mississippi Power b Light Co 04/03/13 DENTQN.H R 
Office of Nuclear Reactor Regulation, Director 4pp 22707 276 
24X Flche 90-416,84/03/13,8403210140 


F Seeuritg, medical, emergency b fire protection plans 


0403210115 Forwards SALP flepts 90-416/83-99 b 90-417/03-09 for 
Sep t 1982 - Sept 1903 

LEWIS, R C Division .of Project b Resident Progrems 64/01/11 
RICHARD, J B Mississippi Power b Light Ca 2p p 22707 144 24X 

Flcha; 90-416, 84/01/11.8403210113 


—8403210122 8ALP Rapts 90-416/63-39 b 90-417/83-07 for Sept 1982 - 
Sept 1983 

* Region 2, Office of Director 84/01/11 32pp 22707 146 24X 

Fiche S0-416>e4/0]/ll. 8403210119 


8403160281 Notifies of 640316 uiorhehop to discuss lOCFRSO.App R 
requirements b insp results to resolve misunderstandings re 
fire protection Attendees should be limited to six due to 
sixe of conference room 

LEWIS, R C Division of Project b Resident Programs 84/03/02 
RICHARD, J B tliesisslppi Power b Light Co Ip 22660 39 0 24X 

Fiche; 90-416, 84/03/02, 6403160281. 


8403160336 Discusses util 840224 Itr re 1984 emergeneg exercise 
Exercise objectives revlswsd b comments provided to 
P Bienod 1 c t, corporate emergenc g praparsdness coordinator 
VERRELLI.D M Division of Project b Resident Programs 84/03/09 
RICHARD, J B Mlesisslppi Power b Light Co Ip 22660*031 24X 

Flche- 90-416, 84/03/09, 8403160336 


B403190092 Forward* Stats of LA 831227 request for exemption from full 
pertlc Ipatton at 840410 annual radiological emergeneg 
preparedness exercise. FEMA supports exemption, based on State 
of LA full participation In Waterford exercise 
KRIMM, R W. Federal Emergency Management Agencg. 84/03/09 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 3pp. 22641 399 24X Flche 90-416,84/03/09, 

B4031S00S2 


G Adjudicatorg correspondenca 


6403060102 Drdsr allowing NRC b applicant until 840319 to respond to 
petitioner rsnumbertd Contentions 1,2 b 3 b allowing 
petltionar 10 days after sve for response 

OROBSMAN. H Atomic Safety and Licensing Board Panel 84/03/02 
2pp, 22917,01? 24X Flche 90-416,84/03/02.8403060102 


84a31?0219 Forwards emergency planning contentions as modified b 
forwarded to A8LP 

GODDARD, R.J Hearing Branch 3 84/03/16 SNELL, U Regions, 

Office of Director Ip 22674:1?? 24X Flcha 90-416,84/03/16, 

840319021? 
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— a4O31'702Z0 SunmjrlKi 940220-2? meting* u/ut 1 1 • Pre Ir i e Ailienct b FEtiA 
In Cheoipaigni 1<- re mod & deletion of portion* of 
Contention 1 on energencg planning Propoted nod* end 
Sutinit* iciiedule for pirtie* to further fettle liiue* 

GODDARD. R J Hearing Branch 3 94/03/03 CLARK, H K , PARIS, □ H , 

FERGUSON. C A Atonic Safctg and Licensing Board Panel Spp 

22674 200 24X Fiche 50-416, B4/03/i6. 9403190219 


9403200018 R**pon«* to flrct order following prehearing conference 
modifying briefing cchedule ASLB ihould deng admission of 
Paragraphs 6,7 !> 6 at uell as Contentions 1,2 6 3 6 dismiss 
proceeding Certificate of Svc end 

CONfCR.T B Hisslsfippl Poucr 6 Light Co CONNER,? B Conner & 
Wetterhahn 84/03/16 Atomic Safety and Licensing Board Panel 

22pp 2269? OOl 24X Fiche 50-416,84/03/16,8403200018 


B40321016S Response to Jacksonlans United for Livable Energy Policies 
rcnuBbsred Contentions 1, 2 St 3 Admission of renumbered 
contentions acceptable Certificate of Svc end 

UACNER,K E Hearing Branch 4 DSB 016 84/03/19 Atomic Safety 

and Licensing Board Panel 7pp 22718 217 24X 

Fiche 50-416,84/03/19,8403210163 


8403270318 Foruardi staff 830319 response to petitioner renumbered 
Contentions 1, 2 tc 3, per request H/o end 

UACNER.K E Hearing Branch 4 DSB 131 84/03/22 8TEHART, C 

Affiliation Not Assigned Ip 22789 028 24X Fiche 30-416, 

84/03/22, 8403270318 


0403070334 Requests review of amended Tech Spec* 8< certification that 
Tech Specs reflect plant FSAR << 9ER analytat, within 10 days 
of Ur receipt 

EI8ENHUT, D 0 Division of Licensing S4/02/24 RICHARD, J B 
Nlfsisslppi Power I, Light Co 2pp 22S64 132 84X 

Fiche 30-416,84/02/24,8403070354 


8403080367 Responds to FOIA request for documents re DMR Integranular 
Stress Corrosion Cracking Owners Group meeting on or about 
811028 Forwards App A documents Records also in PDR. 

FELTON, vi H Division of Rules and Records 84/02/28 HAFNER, D 
Suffolk Nuclear Study Group 2pp 22983 008 24X 

Fiche 30-000,84/02/28,8403080367 


— 8309210434 Requests evaluetion of Grand Gulf tc Shoreham 830817 t< 23 
responses, respectively re Intergranular stress corrosion 
cracking in 0141 p ip Ing. Response requested by 630916 M/o 
end 

E18ENHUT,D 0 Division of Licensing 83/09/06. VOLLMEH, R 
Division of Engineering Ip 22983:010 24X 

Fiche 50-000,04/02/28,8403080367 


8403030236 Forwards detailed breakdown of approx 200 Tach Spec changas 
requested by licensee t, categorited in Dlrcki 840202 memo 
DIRCK8,M J Office of the Executive Director for Dperatlons. 
84/02/29 PALLAOINO, OILINSKV, ROBERTS Commissioners 36pp. 

22327 213 24X Fiche 30-416,84/02/29,8403030236 


H Oenerel correspondence 


B403270211 Expresses concern on safety of facility NRC should not allow 
operation before plant meets safety criteria 
UIENER.UL Affiliation Not Assigned 84/03/22 DENTON, H fi 
Office of Nuclear Reactor Regulation, Director 2pp 22772 144 
24X Fiche 30-416,84/03/22.8403270211 


J Insurance 6 indemnity Information 


8403230273 Notification of 840309 meeting u/util In DethesdatMD to 
review program for Tech Specs, 

HOUSTON. t1 D Llcenelng Branch 2 84/03/03 8CHHENCER,A. Licensing 

Branch 2. 3pp 22799 282 24X Fiche’ 30-416, 84/03/03, 8403230273 


8403300231 Summary of 840221 meeting w/utll In Bethesda,liD re datalle 
of util proposed oniite/of f s ita alectrlcal power reliability 
program for Transamarlca Delaval, Inc diesel generators 
Attendance list h viewgraphi end, 

HOUSTON, M D Licensing Branch 2 84/03/06. Licensing Branch 2 

21pp 22845 001 24X Fiche 90-416,84/03/06,8403300231 


0403140121 Forwards Endorsement 29 to NELIA Policy NF-257 t. Endorsement 
11 to MAELU Policy MF-I06 

DALE, L F Hlsslsslppi Power & Light Co 84/03/02 KERR, 0 U 
Office of State Programs, Director 4pp 22620 284 24X 

Fiche 30-416.84/03/02,8403140121 


P Operating license stage document* t< correspondence 


8403070329 Forwards info re shift advisors, including job 
nCGAUOKy, J P Mississippi Power 1, Light Co 84/02/20 
Office of Nuclear Reactor Regulation, Director 6pp 
24X Fiche 30-416.84/02/20,8403070325 


del cription 
DENTON, H R 
22346 198 


0403010136 Forward* Amend 12 to License NPF-13 U safety evaluation 
Amend corrects administrative t, technical deficiencies in 
Tech Specs re low-low set function, source range monitors t< 

Oiv 2 battorlcs 

SCHMENCER.A Licensing Branch 2 84/02/21 MCCAUCHY, J P 

Mississippi Power t< Light Co 4pp 22479 257 sqx 
Fiche 90-416.84/02/21,8403010136 


-8403010143 Amend 12 to License NPF-13, correcting administrative t, 
technical deficiencies in Tech Specs re low-low sit 
function, source range monitors & Div 2 batteries 
SCHMENCER.A Operating Reactors Branch 2 84/02/21 1200 

22479 261 24X Fiche 30-416,84/02/21,8403010136 


-84030^147 Safety eviluation supporting Amend 12 to License NPF-13 
• NRC No Dotallfd Affiliation Olvin 84/02/Sl 4do 
22479273 24X Fiche 30-416,84/02/21,8403010136 


8403090215 Forwards results of analysis performed showing relationship 
between ECCB reliability It Agastat relay beet Intervals. 

Analysis withheld (ref lOCFBa, 790). 

DALE, L F Mississippi Power I, Light Co 84/03/07 DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 6pp. 2297P’2a6 
24X Fiche 30-416,84/03/07,8403090213 


8403120037 Forwards requested info re experience levels of util 
operating shift personnel t, expresses support of position 
taken by Industry Marking Group on Operating Shift 
experience on 840224 

DALE, L F Mississippi Power t. Light Co 84/03/08, DENTON, H R 
Office of Nuclear Reactor Regulation, Dlractor 13pp 22990*304 
24X Fiche 30-416,84/03/08,8403120037 


8403210109 Submits interim response to 840224 Itr requesting 
certification re Tech Specs tt FSAR Review k certification 
program in progress Meeting scheduled for 840309 to discuss 
program scope, ravlew criteria I, ichadula 

DALE.L F Mississippi Powir ti Light Co 84/03/08 DENTQN, H R. 
Office of Nuclter Reactor Regulation, Dlractor Sao 22704*360 
24X Fiche 30-416,84/03/08,8403210109 




response to NRC 831200 request for addl Info re Hydrogen’" 
Control Owners Group (HCDG) test program Outstlons to be 
answered by HCOO k ut 1 1, respectively, 1 isted 

04^03/09 DENTON, H.R. 
Nuclear Reactor Regulation, Dlractor 2do 22704*344 
24X Fiche 50-416. 84/03/09,8403210053 “PP 22704.344 


Forwards new problem sheets, prob lem sheets w/supporting 
documents I, uncontrolled Tech Specs w/punehllst numbers on “ 
tops of pages where inconsistencies identified 

Mississippi Power k Light Co 84/02/21 KINTNEH, L 
NRC - No Detailed Affiliation Given 1.453pp 227® 349 MX 

Fiche 30-416,84/02/21,8403280009 ^ ^ 

-8403280014 Proposed Tech Specs w/incons Ist.ncies Identified 

iv*’ ‘PP* Fowee k Light Co 84/02/21 573pD 22783 033 

a4X Fiche 30-416.84/02/21.0403280009 «7B3 033 


ou danr. to all llcenieet of bMRs r# proc.dural 

I I P^P* '••pUciment at BHRi Svc list and 

Division of Llcanslng. 84/03/14, Commonwaalth 
0 20 pp 22823 384 24X Fiche. 90-000, 84 / 03 / 14 , 8403190279 . 

8403290094 Forwards updated info on operating shift axocrlenca to 
superssde previous submittal . inc ludlng chart of axSi?IInc^ 

V proposed operating shift, •«P*ri»nc. 

n»#Tr. L Power t< Light Co. 84/03/16, DENTON. H R 

Nuclear Reactor Regulation, Director Sao 22806*341 

24X Fiche 30-416,84/03/16,8403290094 apP 22806.341. 


"Offsite Dose Calculation Manual > 
Mississippi Power t, Light Co 82/08/31 
22786 268 24X Fiche 50-416,84/02/21,8403280009 


35pp 


"OPPhlte Dos* Calculation Manual " 

SMITH, Q 0 , MCKAY, L fi Klisisslppi Power k Light Co 83 / 07/31 
33pp 22786 327 24X Fiche 30-416,04/02/21,8403280009 






24X Fiche 30-416,84/03/18,8403210037 22708.021 


—8403210062 ‘'Tech Spec Review Program Description " 

Fl chi’ 50*1 04/03/31, 20d 

Fich# 90^416184/03/10,8403510057 ” 


20pp 55709:053 S4X 
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S4O3300309 Nut 1 f i cat 1 on of 8403S2< S0> 0404 tt 11 mattings u/utll in 
BtthttdaiHD to rsvltui program for practising Ttch Sptc 
changt rtiiutsts 

KINTNER.L L Lietnslng Branch 1 84/03/17 ADEN9AM, E 0 Lletnsing 

Branch 4 3pp 22844 303 24X Flcht 50-4 lii B4/03/17i B403300303 


8403230084 Foruards application for amtnd to Lictnst hPF-13i changing 
Ttch Bptci rt automatic dtprtssur 1 iatlon sgs valvt 
Qparability rtqulramants to achltvt conslsttncg bttuittn 
Ttch Sptcs ti dttlgn ti accldtnt analgsts 

MC0AU0HY< J P Missis si ppi Poutr h Light Co 84/03/20 DENTONr H 
Offlct of Nucltar Rtactor Regulatloni Oirtctor 2pp 22726 279 
24X Flcht SO-4I61 84/03/20. 8403230084 


■8403160108 IE Insp Rspt 30-416/84-04 on 840130-0202 No violations or 
dtvlatlons idintifitd Major artas Iniptcttd rtvleui of 
startup test proctdurts. review of completed startup tists 
6 closeout of outstanding Items 

BURNETTiP T Region 2. Office of Director JAPE.F Division of 

Engineering t. Operational Programs 64/02/10 spp 22632 336 

24X Fiche 30-416,84/02/15.8403160100 


8403070168 Ac k receipt of 840213 Itr informing NRC of steps taken to 
correct violations k deviations noted In IE Insp Rept 
30-416/83-30 

VERRELLIiD M Division of Project ti Resident Programs 84/02/22 
filCHARDiJ 8 Mississippi Power (• Light Co Ip 22336 173 24X 

Flcht 30-416,84/02/22,8403070168 


— 8403230087 Application for amend to License NPF-13, Chang Ing Tech Specs 
ra automatic depressuri lat ion syt valva operabllitg 
requirements to achieve conslstancg between Tech Bpecs b 
design l< accident analgsli 

HCOAI/OHy. J. P Mississippi Power ti Light Co 84/03/20 ip 
22726301 24X Flcha. 30-416, 84/03/20, 8403230084 


'B403230072 Proposed Tech Specs changing automatic depressuri tatlon sgs 
valve operability requirements h min operable channels per 
trip sys to one for standby liquid control sys Initiation 
raactor water cleanup isolation function 

• Hlsilsslppl Power i< Light Co 84/03/20 llpp 22726 302 24X 

Flcht 30-416, 84/03/20, 8403230084 


8403300097 Transaiits fee for proposed amend to License NPF-13. 
DALEiL F. Hieslsslppl Power ti Light Co 04/03/27 DENTON, H R, 
Office of Nuclear Reactor Regulation, Director 2pp, 22821 212 
S4X Flcha: 30-416, 84/03/27, 8403300077 


8403260333 "Brand Oulf Nuclear Power Plant Audit of Nuclear Plant Tech 
Spact. " 

FEHAINBER, J M. I ROCKHOLD, H. C. , COOK, T. L EObO, Inc FlNA-6816 
Eee-EA-6S42. 84/03/31 DONOHEM, J K , MEYER, 0 C Division of 
Licensing. IBpp 22773:863, 24X Flcha 30-416,84/03/31,8403260333 


Q. Inspection reporti, IE Bulletins b correspondence 


8403070037 Forwerdf rept describing generic problems discovered during 
surveillance program review effort b corrective actions 
implamanted to correct surveillance def Ic lenc las, par IE Insp 
Rapt 30-416/82-67 

DALE, L. F. Mliiistippl Power b Light Co, 83/12/01, D'REILLY, J.P 
Region 2, Office of Director 2?pp 22347 348 24X 

Flcht- 90-416, 83/12/01,8403070037 


8403070268 Responds to questions raised during special safety insp on 
830328-29 re IE Bulletin 80-11 that three mortar cube 
compratelon tests did not meet min compresslva strength 
raqulrameRts. Structural Integrity unimpaired 

DALE,L. F, Mittisslppi Power b Light Co 83/12/30 O'REILLY, J P 
Raglan 2, Office of Director. 6pp 22346 086. 24X 

Flcht: 90-416, 83/18/30, 8403070268 


-8403070173 Responds to NRC 040112 Ur re violations b deviations noted 
in IE Insp Rept 90-416/83-90 Corrective eetloni training 
superintendent given written reprimand b Importance of 
attention to detail stressed 

DALE, L F Mississippi Power b Light Co 84/02/13 O'REILLYiJ P 
Region 2, Office of Director 3pp 82336 174 24X 

Flcht 30-416,04/02/22,0403070168 


— 8403070176 Responds to NRC 831119 Ur re violations noted In IE Insp 
Rapt 90-416/83-90 Requests compliance due date be eitinded 
until 840120 

DALE, L F Mississippi Power b Light Co 84/01/13 O'REILLY, J P 
Region 2, Office of Director Ip 22936 177 24X 

Fiche 30-416,84/02/22,0403070168 


■8403070180 Responds to NRC 831119 Itr re violations noted In IE Insp 
Rept 90-416/83-30 Corrective actions change to Tech Specs 
prepared, balanc ing degree of detail portrayed in table 
DALE, L F Mississippi Power b Light Co 03/12/13 O'REILLY, J P 
Region 2, Office of Director 2pp 22336-170 24X 

Fiche 30-416,84/02/23,0403070168 


— 8403070186 Ack receipt of 831219 b 21 Itri informing NRC of steps taken 
to correct violations b deviations notsd In IE Insp Rept 
30-416/83-30 Specific programmatic controls to be 
implemented should be provided 

VERRELLI,D ti Division of Project b Resident Programs 04/01/12 
RICHARD, J B, Mississippi Power b Light Co 2pp 32336 200 24X 

Fiche 30-416,84/02/22,0403070168 


— 84030701B7 Responds to NRC 831113 Itr re deviation noted In IE Insp 
Rept 90-416/83-30 Corrective actions addl 19 design changes 
being reviewed to determine If training required 
DALEiL.F Hlsslistppi Power b Light Co 83/12/21 Q'REILLY, J P 
Region 2, Office of Director 2pp 22936 202 24X 

Fiche- 30-416, 04/02/22, 8403070168 


•8403070206 Forwards IE Insp Rept 30-416/83-30 on 830726-1014 b notices 
of violation b deviation 

VERRELLlrD M Division of Project b Resident Programs 83/11/13 
RICHARD, J B Mississippi Power b Light Co 2pp 22936 206 24X 
Fiche- 30-416, 84/02/22, 8403070168 


8403210119 Forwards 8ALP Repts 30-416/83-33 b 50-417/03-09 for 
Bept 1902 - Sept 1983. 

LEHI8,R.C Division of Project b Resident Programs 84/01/11. 
RICHARD, J B Klislttlppi Power b Light Co. 2pp. 22707 144 24X 

Fiche, 90-416, 04/01/1 1, 0403210119 


— 8403210122 BALP Repts 90-416/83-99 b 90-417/83-09 for Sept 1982 - 
Bept 1983. 

a Region 2, office of Director. 84/01/11, 32pp 22707-146. 24X 

Flcha 90-416,84/01/11,8403210119. 


8403070247 Forwarde IE Insp Rept 30-416/84-03 on 840116-19 No 
violations or davlatlons Idantified 

VERRELLItD M. Division of Project b Resident Programs 84/02/0? 
RICHARD, J.B, Mississippi Power b Light Co 2pp, 22936-081. 24X 
Fiche: 90-416, 84/02/09, 8403070247. 


— 8403070208 Notice of violation from insp on 830926-1014. 

e Region 2, Office of Director. 83/11/19 tp 22936 208 24X 

Fiche 30-416,84/02/22,8403070169 


■8403070207 Notice of deviation from Insp on 830726-1014 

* Region 2, Office of Director 03/11/13 Ip 22336 207 24X 

Fiche 30-416,04/02/22,6403070160 


— 8403070216 IE Insp Rept 30-416/83-30 on 030926-1014 Violation noted 
failure to meet Tech Spec organization chart, Deviation 
noted failure to provide operator training on design 
changss to plant 

WAONER, A S Region 2, Office of Director JULIAN. C A, Division 
of Project b Resident Programs 83/11/13 7pp 22336 210 24X 
Flcha 90-416,84/02/22,8403070160 


— 0403070248 IE Insp Rept 90-416/84-03 on 840116-19. No violations or 
deviations Identi ft ed. Major areas Inspec ted, rad loactl ve 
gaeaoue b liquid effluents, raduaste organl lat ion, mods, 
procedureti audits b solidification 

KAHLE, J. B Region 2, Office of Director BARRiK P. Division of 
Engineering b Operational Programs. 84/02/02 6pp 22936:083 
S4X Flcha- 90-416, 84/02/09, 8403070247, 


8403160100 Forwards IE Insp Rept 90-416/84-04 on 840130-0202 No 
violatione or deviations idantifiad, 

VERRELLliO, M Division of Project b Resident Programs 84/02/13 
RICHARD, J, a. Mleslfslppl Power b Light Co. 2pp 22692-334, 24X 
Fiche; 90-416, 84/02/19, 8403160100 


6401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness b Englnatring 
Response (Post 8301031 84/02/28 Consolidated Edison Co. of New 

York, Inc il9pp, 22909 239 24X Fiche. 30-000, 84/02/20, 8401 190072 


B40209D007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

GRACE, J N Division of QA, Safeguards b Inspection Programs IPost 
830103) 84/03/02 Consolidated Edison Co of New York. Inc 

130pp 22992.329 24X F 1 ch e- 30-000, 04/03/02, 0402070007 


8402070008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Qpirate " Svc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp. 22993-078 24X Fiche 90-000,84/03/02,8402090000 
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8402090009 IE Info Notict B4 15i “Reporting of Radiological Rtliaioi ■' 
Svc lift oncl 

JORDAN.E L Dlvlllon of Emotgancw Pr»par»fln»*i fc Enginooring 
Roipons* (Poet 830103) 34/03/02 Consolidated Edison Co of Nou 

Yqrkt Inc 119pp 22353 217 24X Ficho 50-000i 84/03/02. 8402090009 


B403120034 Staff requirsntnts momo r* 840229 briefing In Washington, DC 
re SACP revieiM of areas prior to Issuance of full-pouer 
racofflmendatlon b document interpreting LER rept 
CKlLKiS J Office of the Secretarg of the Commission 84/03/02 
D1RCK5. W J Office of the Eiecutive Director for Operations Ip 
22619 346 24X Flche 30-416,84/03/02,0403120034 


8402090011 IE Info Notice 84-17, “Problems M/Liiluid Nitrogen Cooling 
Components Belov Nil Ductilitg Temp “ Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response <Post 830103) 84/03/05 Consolidated Edison Co of Nev 

York, Inc U7pp 22553 336 24X Flche 30-000, 04/03/03, 840209001 1 


8403290131 Forwards IE Insp Rept 30-416/04-02 on 840116-20 No 
violations or deviations noted 

VERRELLI,DM Division of Project tt Resident Programs 84/03/03. 
RICHARD. J 5 Klsslsslppl Power b Light Co 2pp 22806 001 24X 
Flche 30-416,04/03/05,8403290131 


8403220147 Monthly operating rept for Fab 1984 W/84031& Itr 

CEBARE, J 0 , dale, L F Mississippi Powar b Light Co B4/02/29 
DEYOUNO, R C Director's Office, Office of Inspection and 
Enforcement 6pp 22716 031 24X Flche 50-416/ 84/02/29, 8403220147 


9 Reportable occurrences, LERs tc related correspondence 


8403230148 Forwards Technical Ravleu Rept AE0D/T332, “Reactor Veseal 
Drainage " 

SALAH, 8 Reactor Operations Analysis Branch 63/10/07 
SEYFRITrK V Reactor Operations Analysis Branch Ip 22743 358. 
24X Flche 50-416.83/10/07,8403230148. 


“-B403230150 "Reactor Veseol Drainage," technical revlau rept. No further 
evaluation necessary 

8ALAH.8 Director's Office 83/10/07. 3pp 22743-359 24X 

Flche 90-416,83/10/07,8403230148 


8403010451 Informs Commission of problems w/emergeneg diesel generators 
mfg by Transamerlca Delaval, Inc 

DIRCKB, U J Office of the Executive Director for Operations, 
8ECY-B3-034 84/01/29 4pp 22430 347 24X Flche- 90-000, 84/01/89. 

8403010491 


—8403290156 IE Insp Rept 50-416/84-02 on 8401 16-20 No violations or 
deviations noted Major areas Inspected electrical preventive 
b corrective maint activl ties, malnt records b training of 
malnt personnel 

OIBBONS.T D Region 2, Office of Director CONLON, T E Division 
of Engineering b Operational Programs 84/02/22 3pp 22806 003 
24X Flche 30-416.94/03/05,8403290151 


8402090024 IE Info Notice 84-09, Rev 1, “Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys ” Svc list oncl 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22633 049 24X Fiche 50-000.84/03/07,8402090024 


B40209002B IE Info Notice 84-lB, “Stress Corrosion Cracking in PUR 
Sys “ Svc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22584 186 24X Flche 50-000,84/03/07,8402090028 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys “ Svc list end 

DEVOUNO.R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,8402090031 


8403290030 Provides Interim response to IE Bulletin 83-07, “Apparently 
Fraudulent Products Sold by Ray Millar, Inc " Results of 
Investigation to date indicate no Ray Millar products 
supplied to facilities Final response expected by B4032S 
MCOAUOHY.J P Mississippi Power b Light Co 84/03/13 

O'REILLY. J P Region 2, Office of Director 3pp 22806 224 24X 

Flche 50-416,84/03/13,8403290030 


8403290306 Requests addl delay In submittal of tnservlce imp program 
until 840801 Justification provided 

OALE.L F Mississippi Power b Light Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22802 172 
24X Flche 50-416.84/03/16,8403290306 


8403010121 Updated LER B3-1B1/03X-1. on 831 1 10, channel C ae-found 
satpolnts for undervoltage trip were 116 2-volt ac Cause 
unknown Voltage adjusted within desired range. M/a40221 Itr 
PARKER. J , DALE.L F Mississippi Power b Light Co. B4/02/S1 
□ 'REILLY, J P Region 2, Office of Director. 3pp. 22436:039. 24X 

Flche 90-416,84/02/21.6403010121 


8403020406 Advises that draft "Final Rapt on Div I b 11 Transamarlca 
Delaval, Inc Dlasal Oanaratori, " forwarded to NRC on 840216 
will be submitted In final form on 640221, 

HOUSTON. M D Licensing Branch 2 84/02/21. Licensing Brench 2 

3pp 22492 104 24X Flche 90-416,84/02/21,8403020406 


— 8403020410 Draft “Final Rapt on Div I b It Transamarlca Delaval, Inc 
Diesel Oeneratore " 

s Mississippi Power b Light Co 84/02/19 74pp. 22492.107. 24X 

Flche 50-416,84/02/21,8403020406 


8403060453 Discusses deficiencies discovered in Delaval amergency 
diesel generators Written submittal requested giving details 
of enhancement program to justify Interim operation 
EISENHUT, D 0 Division of Licensing 84/02/24. RICHARD, J B. 
HUslssippi Power b Light Co 4pp 22550.003. 24X 

Flche 50-416,84/02/24,8403060493. 


0403080011 Forwards response to Commissioner (Pillniky request for info 
on frequency of personnel errors at selected operating 
plants. Summary of tabulated events re operator errors, 
personnel arrore or procedural errors provided' for CV'03 
DIRCKS, U J Office of the Executive Director for Operations. 
04/02/24 PALLADINO Commissioners 17pp 22984.142. 24X 

Fiche 90-000, 84/02/24, 8403080011. 


8403090091 LER 94-006-00 on 840120, during drywcll high pressure 
channel A functional test, ind Icator light fallsd to 
Illuminate Caused by failure of test procedure to properly 
Instruct technicians Procadure being revised, W/840224 Itr. 

BYRD, R. U > DALE.L F Mississippi Power b Light Co 84/02/24 3pp 
22376.039 24X Flche 90-416,04/02/24,8403090091. 


8402090043 IE Info Notice 84—19, "Two Events Involving Unauthorixed 
Entries into PWR Reactor Cavities “ Svc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consol iilated Edison Co of New 

Vort. Inc I23pp 22823 229 24X Fiche 90-000.84/03/21.0402090043 


0403090192 Final RO 04-006/0 on 8401 10, Fire Doors 1A318. 0C41 4, 0C1O3 b 
1A314 taken out of svc for malnt Caused by damage as result 
of heavy use Fire watches established until doors restored, 

DALE.L F Missicslppi Power b Light Co 04/02/24 Q'REILLY.U. P 
Region 2. Office of Director. 2pp 22973 307. 24X 

Flche. 90-416. 84/02/24, 8403090192 


8402090044 IE Info Notice 84-20, “Svc Life of Relays In Safety-Related 
Sys " Svc list and 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Conso 1 idated Edison Co of New 

York, Inc 139pp 22933 001 24X Flche 90-000,84/03/21.0402090044 


R Periodic operating reports b related carrespondenca 


8403020047 Monthly operating rept for Jan 1904 U/8402i9 Itr 

CESARE. J Q , DALE. L. F Mississippi Power b Light Co 84/01/31 
DEYOUNO. R C Director's Office, Office of Inspection and 

Enforcement japp. 22441 179 24X Flche 90-416,04/01/31, 

8403020047 


8403010207 Forwards "Invastlgatlon of Typas AF b AE Piston Bklrts, " par 
Transamarlca Delaval, Inc Owners Group program commitments. 

Rept evaluates cracks in AF piston skirts in Bhoreham b 
Grand Oulf Nudaar Power Stations. 

MU8ELER, W. J. TDI (Transamar lea Dtlaval, Inc ) Owners Oroup, 

MII8EUER,W J Long Island Lighting Co. 84/02/27 DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director 3pp, 22434*090 
24X Flche: 30-000, 84/02/27, 8403010207 


—8403010446 "Investigation of Types AF b AE Piston Skirts. " 
* Failure Analyeli Associates FAAA-S4-8-14. 84/02/27, 

22434 093. 24X Flche 30-000,84/02/27,8403010207 


B3pp. 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1904 Changes In FEMA 
finding dates net caustd by delay due to offsite emergency 
planning issues 

DIRCKS, VI J Office of the Executive Director for Operation 
84/02/21 PALLADINO Commit si oners 9pp 22492 003 24 X 
Fleha 90-000,84/02/21,8403020443 


8403140203 Forwards "Operating History Overview for Diesel Oenerators 
in Nuclear Svc," comparing Tronsamorlca Delavol, Inc 
generators w/genorators mfg by othar vendors 

HEBPOM.F J Program Technology Branch. 84/02/27. BERLINOER, C. H. 
NRC - No Detatlod Affiliation Oivon, Ip 22638:319, 24X 

Flche 90-000,84/02/27,0403140203. 
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“-3403140809 “Operating Hlstarg Overview for Diesel Oenerators In Nuclear 
Bvc " 

• Director's Office B4/0S/37 69pp 8Sli3<? 001 24X 

riche- BO-000. 84/02/27. B403 140203 


B40301021B roruards task discriptions for 16 known problems re 
Transamer lea Delaval. Inc emergency diesel generators 
IIUSELER.W J TOI (Transamer lea Delaval. Inc ) Owners Group 
HUSELER.M J Long Island Lighting Co B4/02/2B DENTON, H R 
□fftce of Nuclear Reactor Regulation. Director 42pp 22439 177 
24X Fiche 30-000,04/02/26.8403010218 


8403260233 Forwards summary list of deficiencies Identified per 
lOCFRBO 93(e>,Part 21 *< potential genaric 1 tr repts for 
e aniAtants 

BTAROSTECKI, R Division of Project & Resident Programs 64/02/28 
Region 1, Office of Director 7pp 22796 063 24X 

Fiche 90-000. 84/D2/2B, S403260233 


B4020?0020 Board Notification 84-044 forwards Part 21 rept re 
Transamerlca Dslaval.Inc turbocharger thrust bearing 
lubrication defect resulting in engine nonavai lab 1 1 1 ty 
EI8ENH0T, 0 a. Division of Licensing B4/02/29 PALLADINO, 
(}ILINSKY, ROBERTS Commissioners 4pp 22941 263 24X 

Fiche 30-000.84/02/29.0402090020 


B403090269 Final Deficiency Rept PRO B3/08 re inability to maintain 
pressurited water supply to RMR pumps h discharge piping 
supplied by Bechtel Initially reported on B30419 Herdware 
mode Implemented Also reportable per Part 21 
MCQAUOHy, J P. Mississippi Power h Light Co 04/03/02 

□ 'REILLy, J. P Region 2. Office of Director 4pp 22972 144 24X 

Fiche. 90-416. 84/03/02. B403090269. 


84O312014B LER 84-007-00 on B40128. d Iscovered Halon sys control panel 
for computer l> control panel room w/mlsstng fuses Cause 
unknown Fuses replaced W/B40302 Itr 

PARKER. J . DALE. L F Htsfisslppi Power «< Light Co 84/03/02 3pp 
22989:297 24X Fiche- 90-416. B4/03/02. 8403120148 


8403120199 Special Rapt 84-007/0 on 840131 l< 0210. bolts securing Dlv I 
standby diesel generator left bank turbocharger failed 
duping too h test runt No noticeable effect on engine 
parfornance noted LER 83-107 will be updated 

DALE.L F Mississippi Powsr l< Light Co, 84/03/02 O'REILLY. J P 
Region 2, Office of Director 2pp 22986’ 293 24X 

Fiche. 90-416,84/03/02. 8403120199 


8403130099 Updated RO 83-088/1 on 830904. control room temp reached 
80 F.exccedlng limit of 77 F No immediate d i sgual 1 f Icat Ion 
of affected equipment occurred Norst case effect Is 
reduction of Kiuipment <iualiflad Ufa, 

□ALE.L F Mississippi Power l< Ulght Co 84/03/02 O'REILLY. J P 
Region 2. Office of Director Spo 22999.001, 24X 

Fiche 90-416.84/03/02.8403130099 


8403130192 Updated LER 83~ie9/03X''l- on 031201, while in cold shutdown, 
breaker 992-2109 tr Ipped, caus ing toss of power to Dlv t EBF 
bus l< all balance of plant loads Caused by two shorted 
wires in breaker hand switch Hires altered H/S4O302 Itr 
BYRO,R. , DALE, L. F Mississippi Power «< Light Co 84/03/02 
D'REILLY,J P Region 2, office of Director, 3pp 22617.299 24X 

Fiche. 90-416, 84/03/02,8403130192. 


8403130274 Updated LER 83-1 96/03X-1 : on 831003, capscrew securing 
starting air manifold to support plate on left bank cylinder 
a found broken Inside plate Cause undetermined Capscrew 
replaced H/840302 Itr. 

BYRD,R. , DALEiL F. Mississippi Power t< Light Co 84/03/02 
O'REILLY, vl P. Region 2, Office of Director 3pp. 22617-130 24X 

Fiche 90-416, 84/03/02,8403130274. 


8403140048 Forwards "Orand Oulf Component Tracking ays," "Shoreham 
Componant Tracking Syi” ti "Transamerlca Delaval, Inc 
Olaael Seneratort Owners Oroup Program Plan, " to resolve 
concerns w/emergency diesel generators 

MU8ELER, U J. Long Island Lighting Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 8pp 22626 062 
24X Fiche; 90-000. 84/03/02. 8403140048 


—8403140080 "Orand Oulf Componant Tracking Sys " 

* Long Island Lighting Co. 84/02/29 B79pp 22626.064. 24X 

Fiche, 90-000. 84/03/02, 8403140048. 


—8403140099 "Transamerlca Delaval, Inc Diesel Generators Ounart Oroup 
Program Plan. " 

a TDI (Transamerlca Delaval, Inc. ) Owners Oroup 84/03/02 
a61pp 22628:223. 24X FI ehe: 90-000, 84/03/02, B40314004B 


0403130248 RO 84-008/0 on 840124. fire barriers located In U720 control 
room floor modules LA99-L01 t. LA99-L04 opened to Implement 
design change package Fire watch established Hark task will 
be completed by 840416 

DALE.L F Mississippi Power «< Light Co 84/03/09 D'REILLY.U P 
Region 2, Office of Director 2pp 22617 237 24X 

Fiche 90-416,84/03/09,8403130248 


0403130293 Bpecial Rept 04-009/0 on 840121, smoke detector in Zone 2-4 
covered for planned malnt activities Caused by welding in 
piping room Fire watch established Zone reset S< restored to 
operability on 840206 

DALE,L F Mississippi Power 6 Light Co 04/03/09 0'REILLY,J P 
Region 2, Office of Director 2pp 22617 139 24X 

Fiche 90-416,84/03/09,0403130293 


8403190099 LER 84-008-00 on 840202, d ur 1 ng cold shutdown, control power 
to HPC9 pump lost Caused by Incorrect Info on electrical 
lineup sheet of sys operating Instruction Instructions 
changed to correct breaker Info H/B40309 Itr 

PARKER, J , DALE.L F Mississippi Power << Light Co 84/03/09 3pp 
22666 197 24X Fiche 90-416,04/03/05,8403190039 


8403190119 Bpecial Rept B4-009/0 on 040201, KPCS diesel generator 
tripped on low lube oil pressure during routine 
surveillance Caused by failed relay Agastat relay replaced 
w/identlcal component ti similar type relays callbr 
DALE.L F Mississippi Powsr Light Co 84/03/09. D'REILLY.U P 

Region 2, Office of Director 2pp 22666 266 24X 

Fiche 90-416.84/03/09,8403190119 


8403300291 Summary of 840221 meeting w/util In Bcthssda.MD re details 
of util proposed onsl te/off s 1 t« electrical power reliability 
program for Transamerlca Delaval, Inc diesel generators 
Attendance list & vleugraphs end 

KOUBTQN, M D Licensing Branch 2 04/03/06 Licensing Branch 2 

21 pp 22043 001 24X Fichs 90-416,04/03/06.8403300291 


8403120136 Part 21 rept re Heitlnghouse Type SA-1 D6R or DSRV standby 
diesel generator differential relay defect Relay problem 
reported in 840215 Suppl 1 to IE Info Notice 83-63 RTE Delta 
reiiuested to review defect ti recommend correction 
BDYERiR E Transamerlca Delaval. Inc 04/03/07 Director's 
Office. Office of Inspection and Enforcement 2pp 22905 219 24X 

Fiche 90-416,84/03/07,0403120136 


0403130464 LER 04-003-00 on 840210. while power removed from control 
room fresh air unit chlorine detector B.per malnt work 
order.unlt started up automatically In isolation mode Caused 
by personnel error Personnel counseled U/040300 Itr 
PARKER. U , DALE.L F Mississippi Power «< Light Co 04/03/08 3pp 
22613 24? 24X Fiche 50-416,84/03/08,0403130464 


8403190033 Updated LER 03-126/OlX-l on B309O4. Dlv 1 diesel gsneretor 
fuel line ruptured, causing firs near left bank turbocharger 
Caused by fatigue crack propagation Fuel line support added 
to Dlv 1 & 2 dlessl generators U/B4O3O0 Itr 
BVRD.R , DALE.L F Mississippi Power ti Light Co 84/03/08 
D'REILLY.U P Region 2. Office of Director 7pp 22666 115 24X 

Fiche 30-416.04/03/08,8403190033 


8403200064 Updated LER 03-179/O3X-1 . on 831105, Dlv II diesel generator 
shut down upon discovery of fuel oil return lint leak After 
repair during restart. genera tor tripped due to Isolation of 
fuel supply valve F016B W/840308 Itr, 

BYRD. R H . DALE.L F Mlstiselppi Power It Light Co 84/03/08 
D'REILLY.U P Region 2. Office of Director 4pp 22684 357 24X 

Fichs 50-416. 84/03/00, 0403200064. 


8403190043 Bpecial Rept 84-013/0 on 040127. smoke detectors In Zone 2-10 
alarmed t, would not reset Firs watches establishad per Tech 
Spec 3. 3 7 9. Caused by accumulation of dust particles on 
ionliatlon detector Detectors cleaned L reset 

DALE.L F Mlsslselppl Power b Light Co, 84/03/09 O'REILLY. U P 
Region 2, Office of Director 2pp. 22666 246 24X 

Fiche' 50-416. 04/03/09. 8403190043 


0403190331 Special Rept 84-012/0 on 840201. epee lal fire door Insp 
revealed 147 doorc in auklllary b control bldgs not In 
compliance w/spec requirements Updated rept expected by 
840931. 

DALE.L F Mississippi Power b Light Co 84/03/09 D'REILLY.U P 
Region 2. Office of Director 2pp 22673,280 24X 

Fiche 90-416,84/03/09,8403190331 


8402090039 Board Notification 04-092 forwards meeting summaries 
containing transcripts of 840210 b 16 meetings between NRC b 
Transamerlca Dslaval.Inc (TDIl Ownars Oroup Distribution 
list and 

EISENHUT.DO Division of Licensing 84/03/12 PALLADINO 
Commissioners 9pp 22700; OOl 24X Fiche 90-000,84/03/12, 
0402090039 
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3060336 rorwai'i)< tuAnariJ at a^OSlD meatlng u/TransantSTl ca Dalavali 
nc Quners Smup in Dpthaida.HO re pnobltm* w/'em»r 9 »nev 
ieatl gsneratort 

AROSD, R Llcansing Branch S BA/Oa/S? □ ’REILLY. J P NHC - No 
atalled AffiHaHon Olven 6pp 82708 006 a4X 
Iche 30-000.04/03/18,8408090039 


3060934 Tranicript of 840810 meeting oi/Transamerica Oelaval.Inc 
liners Group in Setfiesda.MD re problems u/amcrgencv diesel 
enaraborf 

NRC - No Detailed ArfiliatloTl Given 84/08/10. 1 47p p 

'201 008 84X Flche 50-000,84/03/18.8402090039 


3070409 Summarij of 840216 meeting ui/Trans«mer ice Oelaval.Inc Ouners 
roup in Uading Rivsr.NY re program plan to establish 
ttlabilltij of diesel generators Agenda. meeting transcript & 
ttendance list end 

fLLEB.MA Licensing Branch 4 B4/02/27 Licensing Branch 4 

)p 32700 161. 84X Flche 90-000,84/03/18,8402090039 


3070423 Transcript o# B40816 eonferenee in Mading River, NY re 
■ansamerica Delaval, Inc diesel generators Pp 1-83 
Commissioners 84/02/16 e4p p 8270B 169. 24X 

Che 90-000, B4/03/I2. 8403090039 


10030 Foruiards "Design Revlay of Connecting Rod Bearing Shells for 
isanerlca Delaval Enterprise Engines" For Shoreham it 
,d Oulf diesel generators 

LER.H J Long Island Lighting Co 84/03/12. DENTON. H ft 
ce of Nuclear Reactor Regulation, Director 8pp 88632 074 
Flche 50-000. 84/03/18, 9403140050 


1140086 "Design Revleu of Connecting Rod Bearing Shells for 
ansamerica Deleval Enterprise Engines " 

Failure Analysis Associates PAO 7396 84/03/18 51pp 

632 076 84X Flche 90-000494/03/12.8403140050 


'0216 Special Rept 84-010/0 on 840210. d lese I generator 12 Failed 
tart on manual Initiation signal from control room 
ed by erroneous step in procedure, resulting In improper 
stment of lifters during pushrod replacement 

.L F Niisissippi Power 6 Light Co 84/03/12 O'ftEILLY, J P 
on 2, office of Director 8pp 22670 246 24X 

e 90-416,84/03/12.8403190216 


0292 Special Rept 84-014/0. on 840204. 1 ( eted Fire doors blocked 
to support planned malnt ac t ivl t i es. Fire watches 
tiished per Tech Spec 3, 7 7 until doors restored 
,L F Mississippi Fouer 6 Light Co 84/03/18 a'REILLY, J P 
on 2, Office of Director 2pp 22674 339 84X 

e 30-416,84/03/12,8403190892 


1017 Updated LER 83-1S9/03X-1 on 831807 b 840201, break er 198-1704 
iv 3 E6F bus tripped Caused by broken current limiter 
star socket for breaker position indicating light 
tat relay 7012 replaced U/B40318 Itr 

■ R , OALE.L F Mississippi Power R. Light Co 84/03/18 

ILLY, 0 P Region 8. Office of Director 4pp 8869B 346 24X 

e 30-416.84/03/12.8403800017 


1133 Forwards " Transamer 1 ca Delaval, Inc Diesel Oenerator Rocker 
Capserey Stress Analysis Rept " Capscrew design adequate 
applicable engines t. svc conditions 

-ER.U J TDI (Transamer lea Delaval, Inc 1 Owners Group 
3/13 DENTON.K R Office of Nuclear Reactor Regulation, 
ctop 2pp 22639.270 24X Fic be: 30-000, 84/03/13, 0403130133 


1014 Special Rept B4-01S/0 on 840289,04 identified failure to 
arm monthly verification per Item 2 CfSB) requiring 
fuel pool coolers to be isolated from standby svc 
ays Temporary change notice initiated 
L F Mississippi Power b Light Co. 04/03/13. O'REILLY, U P 
m 2. Office of Director 3pp 28603 333 84X 

> 50-416,04/03/13,8403200014 


>192 Final deficiency rept re anti-rotational setscrcys in Anchor 
ng glove valves Initially reported on B402I3. Setscrew 
ened b stem collar threads staked using ctr punch 
reported per Part 21 for Unit 1, 

(DHY. J P. Hlssiislppl Power b Light Co 84/03/14 

LLY.J p Region 2, Office of Director 3pp. 22707.837 34X 

30-416, 04/03/14. 6403810198. 


222 Responds to 840214 Requests for Info i b S re R-4 series 
es List indicating engine number. mode 1 b svc number, 
mar name b eddrest, reti ng. date ehlpped b data started 


8403260244 Updated LER B3-171/03X-i on 831028, fuel oil leek b broken 
connector pushrod discovered Ceueed by crack In oil tubing b 
difficulty in welding pushrod Tubing b pushrod replaced 
hl/e40316 Itr 

BYRD.R . DALE.L F Mississippi Pouer b Light Co 84/03/16 
O'REILLV.J P Region 2, Office of Director 4pp 28734,359 24X 

Flche 50-416.84/03/1610403260244 


8403300114 Special Rept 84-011/0 breadlsaf vegetation samples 
unavailable for collection In Feb 1984 due to unseasonahla 
ueather conditions Required sampling ulll resume yhen 
vegetation recovarad from harsh ueathar conditions 
DALE, L F Mississippi Power b Light Co 84/03/20 O'REILLY, J P 
Region 2, Office of Director Ip. 22821 236 24X 

Flche 90-416,64/03/20,8403300114 


8403300007 Updated Special Rept B4-003/1 on 8401 12, standby diesel 
generator 12 tripped on reverse poyer while running parallel 
y/offsite power Caused by faulty control rectifier diode 
Reactifler replaced 

DALE.L F Mississippi Power b Light Co 84/03/21 O'REILLV.J P 
Region 2, Office of Director 2pp 22828 189 24X 

Flche 50-416,94/03/81,8403300007 


8403300087 Updated LER e3-123/01X-l on 830908, valve P64F467 which 
supplies operating pressure to COB fire protection master 
selector valve found closed Cause unknown Valve now lacked 
open 14/840381 Itr 

BYRP.R , DALE.L P Histlstippl Power b Light Ce 84/03/81 

O'REILLV.J P Region 8, Office of Director 4pp 82822 184 24X 

Flche 90-416,84/03/21,8403300087 


8403300037 Updated LER a3-169/03X-l on 831023. nitrogen pretsure In 
control rod scram accumulators 40-93 b 84-29 felt below 
1,9S0 psig Caused by normal leakage Pressure switch & gauge 
tested U/B4032t Itr 

BYRD, R ,, DALE,L F Mlssietippi Pouer b Light Co 84/03/81 
O'REILLV.J P Region 2, Office of Director 3pp 82821 837 24X 

Flche 50-416,04/03/21.8403300037 


6403300088 Updated Special Rept 84-111/1 on 630328, Fire penetration 
CE-919D In computer room opened under rraini work order 
<MW0> to install c ondui ts Caused by design closure detail 
being omitted from MUD Programmatic control impltmented, 

OALE.L F Mississippi Power b Light Co 84/03/21 O'REILLV.J P 
Region 2, OFFice of Director 2pp 22022 076 a4X 
Flche 90-416,84/03/21,8403300082 


8403300113 Update LER 88-OaO/01X-4 on 021004, capscrew on Dlv 8 standby 
diesel generator securing rear crankcase cover to engine 
block cracked Caused by Fatigue due to engine operetlon 
Capscrews rep laced. U/840321 Itr 

BYRD.R > DALE.L P Mlislistppi Power b Light Co 84/03/81 
O'REILLV.J P Region 8, Office oF Director 9pp 828S1‘831 84X 

Flche 50-416,64/03/21,8403300113 


8403300117 Updated LER 63-ieB/03X-l on 831201, reactor protactton sys 
Bus B b shutdown cooling lost whan power supply breaker 
tripped Caused by Isolation valve on suction oF pump 
closing Time delay setting increased to 3 9 s W/840321 Itr 
BVR0,R , DALE.L F Mississippi Power b Light Co 84/03/81. 

□ 'REILLY, JP Region 2, Office of Director 3pp 22820:892, 24X 

Flche 90-416,84/03/21.8403300117 


8403300118 Updated LER a3~190/03X-t on e31214<Dlv 2 itoilation occurred, 
causing loss of shutdown coaling when pump suction valve 
F009 isolated Caused by temporary outage restoration 
procedure error. Procedure retired W/840321 Itr 
PARKER, J , DALE.L F Mississippi Power b Light Co 84/03/81 

O'REILLV.J P Region 8, Office of Director 3pp. 28820:310 S4X 

Flche 50-416,84/03/31,0403300118 


8403300124 Updated Special Rept 84-110/1 on 831213, Fire Ddor 1A320 
blocked open to support planned malnt b testing activities 
Fire watches established until door restored on 840306 
DALE.L F Misiisslppl Pouer b Light Co 84/03/21 O'REILLV.J P 
Region 2, Office of Director Ip 22881 101. 24X 

Flche 90-416,84/03/21,0403300124 


6403270132 Forwards "Emergency Diesel Genera tor Air Start Valve 
Capscrew Dimension b Stress Analysis," prepared by SbM for 
Transamerica Delaval, Inc (TDI) Ditsel Generator Ownere 
Group 

MUSELER, LI J TDI < Transamer ica Delaval, Inc.) Owntrs Group. 
MUSELER.NJ Long Island Lighting Co 04/03/83 DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director 8pp, 22774'001 
24X Fiche 90-000,84/03/23,8403270132 


WS, C 8 Transamer lea Delaval, Inc 64/03/16 EISENHUT.D 0 
ion of Licensing 2app. 22691 17? 24X FI ch e, 90-000. 84/03/16, 

00222 
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B403270134 Requests meeting on B404I8 to discuss short-term & long- 
term corrective actions & investigations re Transairer ice 
Oelaval diesel generators List of suggested meeting topics 
• ncl 

MCOADOHV< P TDl (Transamer 1 ca Delavali Inc > Ouiners Group 

MCOAlfOHYivI P nlsiisslppl Pouer ti Light Co 84/03/33 DENTONi H R 

□fPlce 0 # Nuclear Reactor Regulation* Director 4pp 33767 133 
aqJC Fiche 90-000.04/03/33(8403270134 


T Hearing transcripts on non-anti tros t matters 


B403070335 Forwards info re shift advisors, including job description 
MCOAUOHV, J P Mississippi Power b Light Co 84/03/30 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 6pp 33946 176 
24X Fiche 30-416.04/03/20.8403070335 


8403080367 Responds to FOIA request for documents re BUR Integranular 
Stress Corrosion Cracking Owners Group meeting on or about 
S11038 Forwards App A documents Records also in PDR 
FELTON, J M Division of Rules and Records 84/02/38 HAFNER. D 
Suffolk Nuclear Studg Group 3pp 32983 008 24X 

Fiche 90-000.84/02/28.8403080367 


B4O3D6OO0B Transcript of 840237 hearing In Vicksburg. MS Pp 1-75 
* Atomic Safety and Licensing Board Panel 84/02/29 103pp 

22006.001 24X Fiche 90-416,84/02/27,8403060088 


8403070378 Transcript of Commission 840227 briefing in Wash i ng ton, DC 
re etatus of util progress toward obtaining full power OL 
Pp 1-73 Supporting documentation and 
» Commistloners 84/02/29 lOlpp 32567 070 24X 

Fiche 90-416,84/02/27,8403070378 


0402070037 Board Notification 04-052 forwards meeting summaries 
containing transcripts of 840210 b 16 meetings between NRC b 
TraneaineFlca Delaval.tnc (TDD Owners Group Distribution 
Hat and 

EI6ENHLIT. 0 0 Division of Licensing 84/03/13 PALLADtNO 
Comnil sal oners Spp 32708 001 24X Fiche 50-000.84/03/12. 

8 <102090037 


— 8403060536 Forwards summary of 840210 meeting w/Transamer 1 ca Delaval. 
Inc Owners <}raup in Bethesda.MD re problems w/emergency 

dtaeel generators 

CARUSO. R Licensing Branch 2 84/03/27 O'REILLY. J P NRC - No 

Datailed Affiliation Given 6pp 22708 006 34X 

Fiche 50-000,84/03/12,8402070037 


— 0403060554 Transcript of 840210 meeting w/Transamer lea Delaval. Inc 
Owner* Group in Bethesda.MD re problems w/emergency diesel 
generators 

* NRC - No Datailed Affiliation Given 04/02/10 I47pp 
67201 008 24X Fiche 50-000.84/03/12,6403070037 


— 8307210434 Requests evaluation of Grand Gulf b Shoroham 830817 b 33 
responses, respect ivel y re Intergranular stress corrosion 
cracking In BUR piping Response requested by 830916 W/o 
end 

EISENHUT, D G Division of Licensing 83/07/06 VOLLMEfi. H 
Division of Engineering Ip 32583 010 24X 

Fiche 50-000,84/02/28,0403080367 


8403050236 Forwards detailed breakdown of approi 200 Tech Spec changes 
requested by licensee b categonied in Dlrcks 640302 memo 
DIRCKSi W J Office of the Executive Director for Operations 
04/02/27 PALLADIND. GILINSKY, ROBERTS Commissioners 36pp 
22527 215 24X Fiche 50-416.84/02/29,8403050236 


8403210109 Submits Interim response to 840224 Itr requesting 
certification re Tech Specs b FSAR Review b certification 
program in progress Meeting scheduled for 840309 to discuss 
program scope. review criteria b schedule 

DALE.L F Mississippi Power b Light Co 84/03/08 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 2pp 22704 360 
24X Fiche 50-416,84/03/08,8403310109 


8403210053 Endorses 5H Hobbs Feb 1784 Ltr HGN-OIS to HR Denton In 
response to NRC 831308 request for addl info re Hydrogen 
Control Owners Group (HCOG) test program Questions to be 
answered by HCDG b utl 1. respec tl vely, 1 1 sted 

DALE.L F Mississippi Power b Light Co 84/03/09 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 2pp 22704 344 
24X Fiche 50-416.84/03/07.8403210053 


--S403070407 Summary of 840216 meeting w/Transamer 1 ca Delaval. Inc Owners 
Group in Hading Rlver.NY re program plan to establish 
roliability of diesel generators Agenda, meeting transcript b 
attendance list end, 

MILLER, M A Licensing Branch 4 84/03/27 Licensing Branch 4 

Bpp 22708 161. 24X Fiche 90-000,84/03/12,8402070037 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerlca Delaval. Inc diesel generators Pp 1-82 
w Commlssloneri 84/02/16 84pp 22708 167 24X 

Fiche 90-000.84/03/12,8402070039 


8403230199 Transcript of 840320 briefing in Hash Ing ton, DC re Tech Spec 
roquirementi Pp 1-74 Supporting documentation end 
e Commistloners 84/03/20, 85pp 22759 170 24X 

Fiche. 50-416, 84/03/20. 8403230199 


V Operator Examinatloni 


8403290094 ForwaTds updated info on oparating shift experience to 
Bupereeda previous subml t tal. including chart of experience 
levels of five proposed operating shifts, 

DALEiL F Kisslstlppl Power b Light Co, 84/03/16 DENTON.H B 
Office of Nuclear Reactor Regulation. Director Bpp 22806 341 
24X Fiche- 50-416, 84/03/16, 0403290094. 


8403210097 Forwards description of Tech Spec review program, per 840224 
request Program estimated to end on 840406 Formal response 
expected by 840409 

MCOAUOHY, J P Mississippi Power b Light Co 84/03/18 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 3pp 22705 031 
24X Fiche 90-416,84/03/18.8403210057 


— 0403310062 “Tech BpeC Review Program Description " 

a Mississippi Power b Light Co 84/03/31 30pp 22705 033 24X 

Fiche 90-416,84/03/18.8403210097 


E NRC Safety Evaluation Report (SERI, suppls b correspondence 


8403080177 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App 0 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON. J M Division of Rules and Records 84/02/13 ANDERSON. S I 
Garvey, Schubert, Adams b Barer 7pp 335B3 326 34X 

Fiche 50-000,84/02/13,8403080179 


— 8005130773 Provides stetus of SER inputs b acceptance reviews for OL b 
CP applications Schedule should be met 

BURKE. H C Effluent Treatment Systems Branch 00/02/06 
KREGER.H E Assistant Director for Site Analysis Ip 22583 335 
24X Fiche 50-000.84/02/13,6403080177 


X Onclte Storage Of Lou Level Haste 


84032Z01S6 Informs of plans for meeting clast 1 f icatl on b waste form 
requirements of 10CFR61. Contractor currently dewatering 
raelna U/approvad proceduras to ensure no free standing 
uatar axlsts 

DALE.L F. MlteUtlppl Power b Light Co 84/03/16 DENTON.H R 
Office of Nuclear Reactor Regulation. Director Spp 22715 335 
24X Fiche: 50-416, 84/03/16, 84033201 56 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. App 1 Icatlon/constructton stag* documents b correspondence 


8403160252 Forwards raqueet for addl info re const QA program to 
eompleta tvaluation of changes to program 

UEMIB.R, C Dlvltion of Project b Resident Programs 84/03/13 
RICHARD, U B Mletisilppi Power b Light Co 3pp 22660 115 24X 

Fiche- 50-417, 84/02/13, 8403160352 


0403310140 Forwards confirmation of Lonergan safety relief valve 
qualification b Operability testing of reclassified valves, 
per util 821108 b 18 Itrs b 8SER 4 

DALEiL F Mississippi Power b Light Co 04/03/13 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 4pp 22707 276 
34X Fiche 50-416,84/03/13.8403310140 


F Security, medical, emergency b fire protection plans 


8403310115 Forwards SALP Repts 90-416/83-55 b 90-417/83-09 for 
Sept 1783 - Sept 1703 

LEHia.R C Division of Project b Resident Program* 84/01/11 
RICHARD, U Q Mississippi Pouer b Light Co 2pp 23707 144 24X 

Fiche 50-416,04/01/11,0403210115 


— 0403210132 0ALP Repts 50-416/03-55 b 50-417/03-09 for Bept 1982 - 
Sept 1983 

* Region 2, Office of Director 84/01/11 32pp 22707 146 24X 

Fiche 50-416,84/01/11,8403210115 
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a4O31£>0Sai NoClfld of B40Gtf> uol'lshop to difCUSt 10CFR50>App R 
ToqulTement« & Insp rotul ts to reoDlvc mlsuitdcrttandlngt ro 
firs protsotion Attendees should be United to sli due to 
si2S of conference room 

LEWISiR C Division of Project fc Resident Programs B4/03/0a 
RrCHAROi J B Mississippi Poieer h Light Co Ip 22660 330 24X 

Fleho 50-416.04/03/02,8403160201 


8403160336 Discusses util 840224 Itr re 1984 energencg eiercisc 
Ererctse objectives revieued (< comments provided to 
P Boned set. corporate emergency preparedness coordinator 
VEHRELLIiD M Division of Project ti Resident Programs 84/03/03 
RICHARD, J 0 Mississippi Pouer b Light Co ip 22660 031 24X 

Flche 50-416,84/03/05.8403160336 


840.31S0052 Forwards State of UA B31227 request for exemption from full 
participation at 040410 annual radiological emergency 
preparedness exercise FEMA supports exemption, based on State 
of LA full participation in Waterford exercise 

W Federal Eimeryency Management Agency 84/03/09 
J’ORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 3pp 22641 355 24X Flche 50-416,84/03/09, 

8403130052 


0 Adjudicatory correspondence 


0403210165 Response to Jachsoplans United for Livable Energy policies 
renumbered Contentions 1,2 b 3 Admission of renumbered 
contentions acceptable Certificate of Sve end 

UAONER, K E Hearing Branch 4 DSB 016 04/03/19 Atomic Safety 

and Licensing Board Panel 7pp 22710 217 24X 

FI Choi 30-416, 84/03/19.8403210163 


0403270318 Forwards staff 030319 response to petitioner renumbered 
Contentions 1,2 b O.psr request W/o end 

MACMER, (IE Hearing Branch 4 DSB 131 84/03/22 STEWART, C 

Affiliation Mot Assigned ip 22789 028 24X Fiche 30-416, 

84/03/22, 0403270318 


H Oensral correspondence 


8403270211 Expresses concern on safety of facility NRC should not allow 
operation before plant meets safety criteria 

WIENER. J L Affiliation Not Assigned 84/03/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22772 i44 
24X Flche 30-416.84/03/22,0403270211 


J Insurance b indemnity information 


0403140121 Forwards Endorsement 29 to NELIA Polity NF-257 b Endorsement 
ii to MAELO Policy MF-106 

DALE.LF Mississippi Power b Light Co 04/03/02 KERR, 0. W 
Office of State Programs, Director 4pp 22620 284 24X 

Flche 5D-4t6i 84/03/02. 8403140121 


0 Inspection reports, IE Bulletins b correspondence 


8403070268 Responds to questions raised during special safety insp on 
830322-25 rs IE Bulletin 80-11 that three mortar cube 
compression tests did not meet min compressive strength 
requirements Structural integrity unimpaired, 

DALE.L F Mississippi Power b Light Co 83/12/30 O'REILLY, J P 
Region 2. Offlct of Director 6pp. 22346 006 24X 

Ftcha 30-416,83/12/30,8403070260 


0403210115 Forwards SALP Repts 30-416/83-33 b 30-417/83-09 for 
Sept 1982 - Sept 1983 

LEWIS, R.C Division of Project b Resident Programs 84/01/11 
RtCHARD.UB Mississippi Power b Light Co 2pp 22707'144 24X 

Flche 30-416,84/01/11,8403210115 


— B403210122 SALP Repts 50-416/83-35 b 50-417/83-09 for Sept 1982 - 
Sept 1963 

• Region 2> Office of Director B4/01/tl 32pp 22707 146 24X 

Flche: SO-416. 84/01/11,8403210115 


1I90D72 tE Info Notice 04-13. “Potential Deficiency in Motor 
peratod Valve Control Circuits b Annunciation " 8vc list 
ncl. 

J(3RDAN, E L Division of Ensrgsncy Preparedness b Engintering 
Response (Post 830t03) 84/02/20 Consolidated Edison Co, of New 

York. Inc llSpp 22909 239 24X Fiche 30-000, 04/02/28, 04OH9OO72 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Sve list ond 

0RACE.3 N Division of OAi flaftguards b Inspoction Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp. 22352 329 24X FiehO 30-000,84/03/02,8402090007 


8402090008 IE Ipfo Notice 04-16, “Failure of Automatic Sprinkler Sye 
Valves to Operate “ Sve list end 

OQROAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Now 

York, Inc 122pp 22333 098. 24X Fiche 30-000,04/03/02,8402090000 


8402090009 IE Info Notice 84-13. "Reporting of Radiological Relaaiei “ 
8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02. Consolidated Edison Co of New 

York, Inc, 119pp 22333.217 24X Flche 30-000, 04/03/02, 8402090009 


8403120034 Staff requirements memo re 840229 briefing in Washington, DC 
re BALP review of areas prior to Issuance of full-power 
recommeniiation b document interpreting LER rept 

CHILK.S J Office of the Secretary of the Comrniseion 04/03/02 
OIRCKS, W J Office of the Executive Director for Operations ip 
22619 346 24X Flche- 50-416, 84/03/02, 8403120034 


8402090011 IE Info Notice 84-17, "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list end 
JORDAN, £ L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/03 Consolidated Edison Co of New 

York, Inc U7pp 22333 336 24X Fiche 30-000, S4/03/03, 840209001 1 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Intps of 
Fire Protection Safe Shutdown Bys " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co. of New 

York, Inc llBpp 22633 049 24X Flche 30-000. 84/03/07, 0402090024 


B402090028 IE Info Notice 04-18, "Stress Corrosion Cracking in PWR 
Bys " Bve list end 

JORDAN, E L Division of Emargtncy Preparednsss b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc uapp 22384 186 a4X Flche- 30-000, 84/03/07, 8402090028 


8402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys “ Sve list end 

DEYOUNO.R C Director's Office, Office of Inspection and 

EnForcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fichu 50-000. 84/03/12, B402090031. 


8403290030 Provldas interim response to IE Bulletin 83-07, "Apparently 
Fraudulent Products Bold by Ray Miller, Inc “ Results of 
Investigation to date indicate no Ray Miller products 
suppllsd to faclHtiss Final response expected by 840523 
HCOAUOHV.J P Mississippi Power b Light Co 84/03/13. 

O'REILLY, J P Region 2, Office of Director, 3pp 22806 224, 24X 

Flche 30-416,64/03/13,8403290030. 


B402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlxed 
Entries into PWR Reactor Cavities ” 8vc list end, 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response {Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22823 229 24X Flclie 30-000,64/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Bve Life of Relays in Safaty-Related 
Sys “ Bve list end 

JORDAN, E L Division of Emergency Praperednass b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 133pp 22933 001. 24X Flche 30-000,84/03/21,8402090044 


R Periodic operating reports b related correspondence 


8403020443 Forwards monthly status rapt of offsite emergency 
prsperadnets for OL reviews for Jan 1984 Changes In FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKB, W J Office of the Executive Director for Operations 
84/02/21 PALLADINO Commissioners 9pp 22492.083 24X 

Flche 30-000,04/02/21.6403020443 


8 Reportable occurrences, LERs b relatsd correspondence 


B403010431 Informs Commission of problems u/emergency diesel generators 
mfg by Transamer Ua Dalaval, Inc 

DIRCKB, W J Office of the Executive Director for Oparatlans. 
SECY-83-034 84/01/23, 4pp, 22438 347. 24X Flche 30-000,84/01/23, 

0403010431 


8403010207 Forwards "Investigation of Types AF b AE Piston Skirts," per 
Transamcrica Dalaval. Inc Owners Oroup program commitments. 

Rept evaluates cracks in AF piston skirts in Shorehan b 
Grand Oulf Nuclear Powar Stations 

MUSELER.W J TDI (Transamer tea Dalaval, Inc.) Owners Oroup. 

84/02/27 CENTON.H. R Office of Nuclaer Reactor Hegulation, 

Director 3pp 22434.090 24X Flche 30-000, 84/02/27, 0403010207 
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--8403010446 “ Inv»sti gafcion af Types AF 8< AE Piston Skirts *' 

e Failure Analysis Associates FAAA-a4-2-14 84/03/27 OOpp 

22434 093 B4X Flctte 30-000.84/02/27.8403010307 


8403140203 Foruards "Operating History Overvleu for Diesel Generators 
In Nuclear Svc> " comparing Transamerica Delaval. Inc 
generators lu/generators mfg by other vendors 

HEBDDN. F J Program Technology Branch 84/02/27 DERLINOER. C H 
NRC - No Detailed Affiliation Given Ip 22638 319 24X 

Fithe 30-000.84/02/27.8403140203 


8403070423 Transcript of 840216 conference in Uading River. NT re 
Transamerica Delaval. Inc diesel generators Pp 1-82 
e Commissioners 84/02/16 84pp 22708 169 24x 

Flche 30-000. 84/03/12. 8402090039 


8403140030 Forwards "Design Rsvleui of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Shoreham t. 

Grand Gulf dieseJ generators 

mJSELER.W J Long Island Lighting Co 84/03/12 DGNTQN. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22632 074 
24X Flche 30-000.84/03/12.8403140050 


— B403140205 ‘'Operating History Overview for Diesel Generators In Nuclear 
Bvc. '* 

* Director's Office 84/02/29 63pp 22639 001 24X 

Flche 30-000, 84/02/27, 8403140203 


8403010218 Forwards task descriptions for 16 known problems re 
Transamerica Delaval. Inc emergency diesel generators 
HUSELERi U J TDI (Transamerica Delaval. Inc > Owners Group 
HUSELERi H J Long Island Lighting Co 84/02/28 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 42 pp 22435 177 
24X Flche 30-000,84/02/28,0403010218 


8403260233 Forwards summary list of deficiencies identified per 
lOCFRBO 03(e), Part 21 b potential generic 1 tr repts for 
comments 

8TAR08TECK1 > R Division of Project h Resident Programs. Q4/02/28 
Region 1, Office of Director. 7pp 22736 063 24X 

Fiche, 30-000, 84/02/28, 8403260233. 


B403090263 Final Deficiency Rept PRD 83/08 re inability to maintain 
pressurized water supply to RHR pumps h discharge piping 
supplied by Bechtel Initially reported on 830413 Hardware 
modi implsmented Also reportable per Part 21 
tiCOAUGHV, J. P Klssisflppi Power & Light Co 84/03/02 

Q'HEILLY.J.P Region 2, Office of Director 4pp 22372 144 24X 

Fiche. 30-416, 04/03/02, 8403090263 


840314004B Forward! "Grand Gulf Component Tracking Sys, " "Shoreham 
Component Tracking Bye" i. "Transamerica Delaval. Inc 
Diesel Generators Owners Group Program Plan. " to resolve 
concerns w/tmergency diesel generators 

KUSELER.W J Long Island Lighting Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 22626 062 
24X Flche 30-000.84/03/02.8403140048 


— 8403140060 “Grand Gulf Component Tracking 8ys " 

» Long Island Lighting Co. 84/02/29 B79pp 22626 064 24X 

Flche: 30-000, 84/03/02, 8403140048 


— 8403140093 “Transamerica Delaval, Inc Diesel Generators Duinert Group 
Program Plan. " 

» TDI (Transamerica Delaval, Inc ) Owners Group, 84/03/02 
261pp 22628' 223. 24X Fiche 30-000.84/03/02.8403140048 


8403120136 Part 21 rapt re Mestlnghouee Type 8A-1 DsR or D8RV standby 
diesel generator differential relay defect Relay problem 
reported In B4021S 8uppl 1 to lE Info Notice 83-63 RTE Delta 
requested to review defect h recommend correction, 

SOYERi R E Transamarice Delaval, Inc 84/03/07 Director's 
Office, Office of Inspection and Enforcement. 2pp 22383:219 24X 

Flche- 30-416, 84/03/07, 8403120136 


8402090039 Board Notification 84-032 forward! meeting summaries 
containing transcripts of 840210 6 16 meetings between NRC t« 
Transamerica Delaval, inc (TDI) Owners Group Distribution 
list end 

EISENHUT, D. 0. Division of Licensing 84/03/12 PALLADIND 
Commissioners. 3pp. 22708,001 24X Fiche’ SO-OOO, 84/03/18, 

8402090039 


"8403060336 Forward! summary of 840210 meeting u/Transamert ca Delaval, 
Inc Owners Group in Dethesda,MD re problems w/emergtncy 
diesel generator! 

CARUSO, R. Licensing Branch 2 84/02/27 O'REILLY, J P. NRC - No 

Detailed Affiliation Given. 6pp 22708' 006 24X 

Fiche. 30-000. 84/03/12, 8402090039 


— 8403060334 Tranecript of 840210 meeting w/Traniamer lea Delaval, Inc 
Owntrs Group In BetheedaiND r* problems w/emergancy diesel 
ganaratore 

« NRC - No Oetailad Affiliation Given. 84/02/10 147pp 

67201 008. 24X Flche- 30-000, 84/03/12, 840209003?, 


— 8403070409 Summary of 840216 meeting w/Transamer 1 ea Del«Yal,Inc Owner* 
Group in Mading Rlvar.NY ra program plan to establish 
rallablllty of diesel generators, Agenda, meeting transcript t< 
attendance liet end, 

MILLER, H. A. Licensing Branch 4. 84/02/27 Licensing Branch 4 

Bpp 22708-161 a4X Fiche 30-000.84/03/12,8402090039 


— 8403140086 "Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines " 

* Failure Analysis Associates PAQ 7396 84/03/12 Slpp 

22632 076 24X Fiche 30-000,84/03/12,8403140050 


8403130133 Forwards "Transamerica Delaval. Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines t. sve conditions 

NUSELER. 11 J TDI (Transamerica Delaval, Ine ) Owners Group 
84/03/13, DENTON. H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Flche 30-000.84/03/13,8403130133 


8403210192 Final deficiency rapt re anti-rotational setscrews In Anchor 
Darling glove valves Initially reported on 840213 Setscrew 
tightened tt stem collar threads staked using ctr punch 
Also reported per Part 21 for Unit 1 

MCOAUOHY.J P Mississippi Power ti Light Co 84/03/14 

O'REILLY, J P Region 2, Office of Director 5pp 22707 257 24X 

Flche 30-416,04/03/14,8403210192 


8403210041 Final deficiency rept re Incorrect operation of Dlv I 6 II 
diesel generator load shedding sequencing sys panels 
Initially reported on 830921 Circuit cards it card racks 
returned for mod Re Instal lation expected by 840427 
MCGAUOHY.J P Mississippi Power <t Light Co 04/03/13 

O'REILLY, UP Region 2. Office of Director 5pp 22707032 24X 

Fiche 30-417.04/03/13,8403210041 


8403200222 Responds to 840214 Requests for Info 1 6 2 re R-4 series 
engines List indicating engine number, mode 1 h sve number, 
customer name ti address, rating, date shipped it date started 
end 

MATHEN3. C 8 Transamerica Delaval. Inc 84/03/16 EISENHUT, D 0 
Division of Licensing 20pp 22691 179 24X Fiche SO-000, 84/03/16, 

8403200222 


8403270132 Forwards “Emergency Diesel Generator Air Start Valve 
Capscrew Dimension L Stress Analysis. “ prepared by S6U for 
Transamerica Delaval, Ine (TDD Diesel Generator Owners 
Group 

MUSELER.U J TDI (Transamerica Delaval. Inc ) Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 2pp 22774 001 24X Fiche 30-000.84/03/23,8403270132 


8403270134 Requests meeting on B4041B to discuss short-term t< long- 
term corrective actions ti investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
end 

MCOAUGHV, J P TDI ITransamerlca Delaval. Inc ) Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 B4X Flche 50-000,84/03/23.8403270134 


T Hearing transcripts on non-antl trust matters 


8403070376 Transcript of Commission 840229 briefing In Nash Ington, DC 
re status of util progress toward obtaining full power OL 
Pp 1-93 Supporting documentation end 
a Comm! f lioners 84/02/29 lOlpp 22367 090 24X 

Flche 30-416,84/02/29,8403070378 


8402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 6 16 meetings between NRC It 
Transamerica Delaval. Inc (TDD Owners Group Distribution 
list end 

EISENHUT, DO. Division of Licensing 84/03/12 PALLADINO 
Commlss toners 3pp 22708,001, 24X Flche- 30-000. 84/03/12, 

8402090039, 


— 8403060336 Forwards summary of 840210 meeting w/Transamei i ca Delaval, 
Inc Owners Group in Bethesda.MD re problems ui/emergeney 
diesel pensrators 

CARUSO, R Licensing Branch 2. 04/02/27 O'REILLY, d P NRC - No 

Detailed Affiliation Given 6pp 22708-006 24X 

Flche 50-000.84/03/12,8402090039 


— 8403060SS4 Tranecript of 840210 meeting u/Transamerlca Delaval. Inc 
Owners Group in Bethesda.MD ra problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given. 84/02/10 I47pp 
67201:000 24X Fiche 30-000,84/03/12,8402090039 
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— 840307040? Sununarg of 8402t6 meeting w/Traniamerica Delavali Inc Cuinect 
Croup in Wading River<MY re program plan to ettablieh 
rellabilitg of diesel generators Agenda. meeting transcript t< 
attendance list end 

HILLER. H A Licensing Branch 4 84/03/27 Licensing Branch 4 

Bpp 22703 Ihl 24X Flche SO-OOO. 84/03/12. 8402090039 


— 8403070423 Transcript of 840216 conference in Wading River. NY re 
Transamerica Delaval.lnc diesel generators Pp 1-82 
a Commissioners B4/D2/16 B4pp 23708 169 24X 

F i c h c 90-000. 84 /03 / 1 2. S 40209 0039 


DOCKET SO-423 MILLSTONE NUCLEAR POWER STATION. UNIT 3 


A Appllcation/constructlon stage documents 6 correspondence 


8401120495 Notification of B40tl7-19 meetings u/utll in Bethesda. 

HD to discuss applicant responses to Mechanical Enginearing 
Branch safetg revieu Questions 210 8 to 210 43 
DOOLITTLE. E L Licensing Branch 1 04/01/05 VOUNOBUDOD. B J 

Licensing Branch I 3pp 21004 104 24X Flche 30-423- 04/01/05. 

B401 120435 


8403070299 Forwards proprietarg response to Question 492 4 re 
measurement of RC9 flaw Response withheld (ref 10CFR2 790) 
COUNSIL. U Q Northeast Nuclear Energy Co (tubs of Northeast 
Utilities) C0UN8IL.W 0 Northeast Utilities 84/02/16 
YOUNOBLOOD. B U Licensing Branch t 2pp 22347 054 24X 

Flche 90-423.84/02/16.8403070299 


— 0403070302 Requests withholding proprietary info re response to 
Question 492 4 concerning RGB flow measurement uncertainty 
(ref 10CFR2 790) 

UIESEMANN.R A Uestlnghouse Electric Corp 83/08/10 
YaUNODLOOD.B J Licensing Branch 1 8pp 22347036 24X 

Flche 50-423.84/02/16.8403070299 


8403020138 Forwards requests for add) info to complete evaluation of 
environ t safety portions of application for OL Response 
requested by 840313 

YaUNODLOOD. D J Licensing Branch 1 B4/02/17 COUNBlL. W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 7pp 
22491 142 24X Flche 30-423> 84/02/17. 8403020138 


B403070304 Provides responses to three open items from NRC/BNL Yantee 
Atomic Electric Co 6 consultants Kart 1 containment program 
plant-unique analysis rept 040216 review meeting 

CELIA. N S Teledyne Engineering Services 84/02/28 SIEOEL. B NRC 
- No Detailed Affiliation Oiven 4pp 22346 171 24X 

Flche 90-000. 84/02/28. 8403070304 


8403120320 Responds to 831228 Itr advising that rept. "Seismology 
6 Oeophysical Studies Miramlchi Area. New Brunswick V Central 
NHi ” Vols I (< 1 1, no longer proprietary 

YOUNOBLOOD. 0 U Licensing Branch 1 84/03/01 COUNSIL. M 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 2pp 
22596 399 24X Flche 30-423.84/03/01.8403120320 


8403200182 Forwards Topical RePt 7703 on missile barrier interaction 
U/o rept 

EMERSON. W F Stone ti Webster Engineering Corp 64/03/06 
DOOLITTLE. E L Licensing Branch I Ip 22686 340 24X 
Fiche 00-423. 84/03/06. B4O33OOI02. 


8403280122 Summary of 840224 meeting w/Uestlnghouse Owners Group In 
Bethesda. MD re proposed Wvstlnghouse steam generator tube 
rupture generic program Attendee list & agenda end 
NERSES. V Licensing Branch 3 84/03/07 Licensing Branch 3 

39pp 22811 131 24X Fiche- 90-000. 04/03/07. 8403280122 


6403260299 Forwards request foT add 1 info to complete evaluation of 
safety portion of OL application resulting from 840105 
meeting re util response to Question 230 6 Response by 
840913 requested 

YOUNOBLOODiB J Licensing Branch 1 84/03/09 COUNCILiW 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) Spp 
22799 396 24X Flche 50-423.04/03/09.8403260299 


B403260200 Comments on Issue 3 of NUREO-OB89. "NRC Policy tt Planning 
Ouldancs. 1984 " Seven themes identified represent Important 
objectives for Industry 

CDUNaiL.W C Northeast Utilities 84/03/12 DIRCKS.WJ Office of 
the Etocutive Director for Operations 4pp 22796 204 24X 

Flche 90-000.84/03/12.8403260200, 


8403200149 Forwards “Seismic Fragilities of Structures b Components at 
Millstone 3 Nuclear Power Station." per 840306 meeting 
commi tment 

COUNSIL. M 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL. W.C Northeast Utilities 84/03/13 
YOUNOBLOOD. 8 J Licensing Branch 1 Ip 22689 320 24X 

F i c h e 90-423. 84/03/ 1 3. 0403200 149. 


— 8403200132 "Seismic Fragilities of Structures (< Components at Mllletone 
3 Nuclear Power Station " 

WESLEY. D A . CAMPBELL. R D . HASHIMOTO. P 8 Structural Mechanics 

Associates SKA 20601 Ol-Rl-O 84/03/31 IGSpp 2268? 321 24X 

Flche 30-423.84/03/13.8403200149 


6403260181 Forwards six marked-up oversited PlilPe showing RCB pressure 
Isolation valves. In response to Mechanical Engineering 
Branch Question 210 42 Aperture cards arc available In FOR 
COUNSIL. W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL. W 0 Northeast Utilities 84/03/13. 

YOUNQBLOOD. B J Licensing Branch 1 2pp 22796.048 24X 

Flche 30-423.84/03/13.8403260181 


8403290112 Forwards completed operating shift esperlenca survey 
Survey reflects shift experience base at present ti projected 
sJilft experience base at time of fuel load Shift advisors 
will not be used Proposal enct 

COUNSIL. W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUNSILiW 0 Northeast Utilities 84/03/19 
THOMPSON.HL Division of Human Factors Safety Bpp 22806 303 
24X Flche 90-423.84/03/19.8403290112 


8403300187 Forwards proposed agenda for second corporate IE mgt 
meeting on 840403 to discuss const phase to praoperatlonal 
h startup test phases t. fire protection it security programs 
BTAROSTECKIt R Division of Project it Resident Programs 84/03/27 
COUNSIL. W 0 Northeast Nuclear Energy Co (suhs of Northeast 
Utilities) Spp 22819 281 24X Flche 90-423> B4/03/27> 8403300187 


C Utility Environmental Report <ER). amends it correspondence 


8403130360 Forwards “Effluent Toxicity Testing at Millstone Nuclear 
Power Station Using Shespthead Minnow During 1981-82" 
ta “Development of Long-Term Effluent Toxicity Teetlng 
Procedure . “ in responte to environ rept queitlon 
COUNSIL. W 0 Northeast Utilities Service Co (eubs of Northeast 
Utilities) COUNSIL. W 0 Northeast Utilities 84/02/03 
YOUNOBLOOD. B J Licensing Branch 1 2pp 22617 023 24X 

Fiche 90-423.84/02/03,8403130360 


— 8403130367 "Effluent Toxicity Testing at Millstone Nuciaar Power 
Station Using Sheepsbead Minnow (Cyprlnodon Variegatus) 

During 1931-92 " 

e Northeast Utilities 83/07/31 Slpp 22617 029 24X 

Flche 50-423,84/02/03,8403130360 


— B403130376 "Development of Long-Term Effluent Toxicity Testing 
Procedure W/Bay Mysld (Kysidopsls bahia) it Preliminary 
Teetlng Results at Millstone Nuclear Power Station " 
e Northeast Utilities 83/07/31 24pp 22617 036 24X 

Flche 30-423.84/02/03.8403130360 


8403070273 Forwards Amend 6 to environ rept - OL stage, revie ing seismic 
risk assessment curves Transmittal ts< receipt forms end 
COUNSIL. W 0 Northeast Nuclear Energy Co (tubs of Northeast 
Utilities) COUNSIL. WO . SEARS. C F Nor thcas t Ut i 1 1 1 1 et 
84/03/01 YOUNOBLOOD, B J Licensing Branch 1 4pp 22946 293 
24X Flche 90-423,84/03/01,8403070273 


— 8403070279 Amend 6 to environ rept - OL stage 

« Northeast Nuclear Energy Co (subs of Northeast Utilities) 
04/03/31 Spp 22946 297 24X Fiche 90-483.84/03/01.8403070273 


D NRC Draft/Final Environmental Statements, suppls fa correspondence 


8403090001 Discusses issuance of DES on 840417 Revised seismic 
fragilities data developed fa effect on overall risk curves 
will be completed shortly Expresses concern that NRC unable 
to support issuance of DES on time 

COUNSIL. U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, W 0 Northeast Utilities 84/02/21 
YOUNOBLOOD, B d Licensing Branch 1 2pp 22490 063 24X 

Flche 50-423.84/02/21,8403090001 


E NRC Safety Evaluation Raport (8ER)> suppls & correspondence 


8403070130 Forwards sections of draft 8ER not transmitted In 831230 
Itr Requests review of Info fa written responee to open Items 
prior to 840919 in order to accommodate schedule for 
issuance of final SER on 840716 

YOUNOBLOOD. B J Licanslng Branch 1 84/02/24 COUNSIL, W 0 

Northeast Nuclear Energy Co (subt of Northcaat Utilities). 120pp. 
22964-001 84X Flche 50-423.84/02/24.8403070130 


8403160292 Forwards response to SER questions contoined in NRC 831209 
Itr fa discussed at Mechanical Engineering Branch 840117-19 
meetings 

COUNSIL. W 0 . SEARS. C F Northeast Nuclear Energy Co (tubs, of 
Northeast Utilities) COUNSIL.M 0 Northeast Utllittai. 84/03/01 
YOUNOBLOOD. B J Licensing Branch 1 lOOpp 22661,119, 24X 

Flcho 90-423. 84/03/01 , 8403160292 


DOCKETED ITEMS 


3 ‘ 


04D3S20148 Forward* itatui of draft SEF open Itaioi r< Plra p rotPC ti onr 
par B402I6 mvetlng ui/Chemica 1 Englnesring Branch All 
ventilation syi penetrating fire barriers verifled<per 
Branch Technical Position CMEB f 9-1 

COUNBILiW 0 < SEARBiC F Northeast Nuclear Energij Co Isubs of 
Northeast Utllltleil COUNSILiU 0 Northeast Utilities B4/03/O? 
YOUNOBLCODiD J Licensing Branch 1 23pp 3371b 098 24X 

Fiche 90-423,64/03/09,0403820148 


6403280286 Notiftcatton of Instrumentation ti Contol Sgs Branch (ICSB) 
B40313 meeting u/util in 6ethesda,MD to discuss applicant 
responses to ICBB unresolved Items re draft SER, Section 7 
DOGLITTUE, E L Licensing Branch 1 04/03/13 VOUNOllLOOD, B J 

Lleenelng Branch 1 3pp 22808 OBB 24X Fiche 90-423.84/03/13, 
0403280886 


8403260149 Foruards response to Core Performance Branch draft BER Open 
Item 228 re rod bou analysis 

C0UN3IL, W 0 , SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) CDUNBIL, M 0 Northeast Utilities 84/03/16 
YQUNOBLOOD, B J Licensing Branch 1 3pp S2790. 332 24X 

Fiche 90-423,84/03/16,8403260149 


F aecurlty, medical, emergency t, fire protection plans 


8403190243 Notification of 840418 uorkshop in King Df Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdpun inip & topics described In t£ Info Notice 
84-09 Agenda for iforkshop enci 

HURLEY. T E Region I, Office of Director 84/03/09 O'TOOLE. J D 
Consolidated Edison Co of Neu York, Inc 39pp 22672 062 24X 

Flcht 90-000,04/03/09,0403190243 


B403220148 Forwards status of draft BER open items re fire protection, 
per 840216 meeting u/Chomical Engineering Branch All 
ventilation sys penetrating fire barriers verified, per 
Branch Technical Position CHEB 9 9-t 

CDUN8IL, U 0 I 5EAR8, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) C0UN91L, M 0 Northeast Utilities. 64/03/09 
YOUNOBLOOD, B J Licensing Branch 1 23pp 22716 098 24X 

Ficha- SO-423. 84/03/09. 8403220140 


8403270000 Informs that util will provide info re planned deviations 
from 6uppl 1 to NUREO-0737 by 840901 Delay has no effect on 
schedules for implementation of Supp I 1 to NURE0~O737 
COUNSIL, N O Connecticut Yankee Atomic Power Co SEARS. C F 
Northeast Nuclear Energy Co. (subs of Northeast Utilities) 

COUNSIL, W 0 Northeast Utilities 04/03/16 EIBEM4UT, D Q 

Division of Licensing 2pp 22770 011 24X Fiche 90-000,84/03/16, 

8403270000 


0403300187 Forwards proposed agenda for second corporate IE mgt 
meeting on 040403 to discuss const phase to preoperational 
Si startup test phases h fire protection & security programs 
6TAR0STECKI, R Division of Project b Resident Frograme 84/03/27 
COUNBIL.W 0 Northeast Nuclear Energy Co Csubs of Northeast 
Utilities) 3pp, 22019 201 24X Fiche 30-423, 84/03/27, 8403300187 


K Utility Final Bafety Analysis Report IFBAR) it amends 


8403140101 Forwards Amend 7 to FBAR List of responses to NRC requests 
for addl Info ti transmittal b receipt form dtd 840309 enc 1 
COUNSIL, N. 0 Northeast Nuclear Energy Co (subs of Northeast 
Utllitlss) COUNSIL, W 0 Northeast Utilities 84/03/0? 
YOUNOBLOOD, B J . Licensing Branch 2 Spp S2622 001 24X 

Fiche: 30-423, B4/03/09, 0403140101 


— 8403140109 Amend 7 to F8AR 

• Northeast Nuclear Energy Co. (subs of Northeast Utilities) 
84/03/31 926pp 22622'009 24X Fiche 90-423,84/03/09, 

8403140101 


Q Inspection reports, IE Bulletins t< correspondence 


8403010427 Forwerds IE Insp Rept 90-423/84-01 on 840116-20 No 
Violations observed 

FARTLOM. J 0. Division of QA, Safeguards & Inspection Programs (Post 
830103) 84/02/02 COUNSIL, N.O Northeast Nuclear Energy Co 

(subs of Northeast Utilities) 2pp. 22449 323 24X 

Ficha. 90-423,84/02/02, 8403010427 


— 8403010430 IE Insp Ript 90-423/84-01 on B40t 16-20 No violations 
identified Major areas inspected Implementation of QA 
program u/rtspect to Bahnion C«, implementa t i on of QA program 
for sample of matl suppliers ti HYAC equipment. 

MERSCHOFF.E U , NORMAN, 0 Region 4. Office of Dirsetor BAKER, E 
Director's Office, Office of Inspection and Enforcement 64/01/31 
Spp. 22449 329 24X Ft c h »’ 30-423, 84/02/02, 8403010487 


8401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits 6 Annunciation ” Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc llSpp 22909 239 24X Fiche 30-000. B4/02/2B, B401 190072 


8403070333 Ack receipt of 840209 1 tr informing NRC of steps taken to 
correct devlattons noted in IE Insp Rept 50-423/83-10 
MARTIN. T T Division of Engineering 6 Technical Programs 64/02/28 
COUNSIL, M 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 22946 309 24X Ficlie 90-423.84/02/28,8403070333 


— 0403070336 Responds to NRC 840110 1 tr re deviation noted in IE lr>sp 
Rept 30-423/83-18 Util will continue to allow use of cable 
splices when justified by analysts Rev to FSAR util be 
submitted by B409t9 to clarify position 

COUNSIL, M 0 , BEARS, C F Northeast Nuclear Energy Co. (subs of 
Northeast Utl it tl es) COUNSIL. MG Northeast Utilities 
84/02/09 MARTIN, T T Division of Engineering & Technical 
Programs 2pp 22346 311 24X Fiche 30-423,04/02/26.8403070333 


8403210011 Requests eitension until 040401 to respond to IE Bulletin 
83-06. "Nonconforming Matls Supplied by Tube-Line Corp *’ 

Evaluation by ShM incomplete 

COUNSIL, M G , 8EAR0.C F Northeast Nuclear Energy Co (subs of 
Northeast UttlUie#) COUNSIL.M 0 Northeast Utilities 84/02/29 
HURLEY, T 6 Region 1, Office of Director Spp 22706 341. 24X 

Ficha 30-423.84/02/29,8403210011 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " 8vc list end 

GRACE. J N Division of QA, Safeguards 6 Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22SS2 32? 24X Fiche 30-000,84/03/02,0402090007 


0402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler 3ya 
Valves to Operate " 8vc list enc 1 

JORDAN, E L Division nf Emergency Preparedness t, Engineering 
Response (Post 830103) 84/03/02 ConsoUdated Edison Co of New 

York, Inc 122pp 225S3 098 24X Fiche 50-000.84/03/02.8402090008 


8402090009 IE Infe Notice 64-15, "Reporting of Radiological Releases 
Sve list one 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc ll9pp 22953 217 24X Fiche 30-000,84/03/02.0402090009 


8402090011 IE Info Notice 84-17, "PTObleins M/HqUld Nitrogen Cooling 
Campnnents Below Nil Ductility Temp " Bve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/03 Consolidated Edison Co of New 

York, Inc Ii7pp 22993 336 24X Fiche 30-000.84/03/09,8402090011 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned Fro'm Imps of 
Fire Protection Safe Bhutdown Sys " Sve list end 
JORDAN. E L Division ef Emergency Preparedness 6 Engineering 
Responee (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22639 049 24X Fiche 90-000,84/03/07,0402090024 


8402090028 IE Info Notice 04-18. "Stress Corrosion Cracking In PMR 
Sys " Sve list end 

JORDAN. E L Division of Emergency Preparedness V Engineering 
RospiinsB (Post 030103), 84/03/07 Consolidated Edison Co of New 

York, Inc ilBpp 22584 186 24X Fiche 90-000.84/03/07,0402090028 


8402090031 IE Bulletin 04-02. "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys " Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023’ 094 24X Fiche 30-000.64/03/12,8402090031. 


8403220136 Provides results of reevaluatlon of performance assessment, 
per util 631219 Itr addressing topics discussed at 831129 
SALP mgt meeting Category 1 rating will be assigned to 
refueling area for Millstone 2 Eiplalns Category 2 ratings 
HURLEY, T E Region 1, Office of Director 94/03/16 COUNBIL.W O 
Northeast Nuclear Energy Co Csubs of Northeast Utilities) 4pp 
2S716’047 24X Fiche 30-000, 84/03/16, 8403220136 


8403230033 Forwards revised Class i b Class 2 portions of Rev 2 to P8I 
2,01, "PreservlcB Insp Manual " 

COUNSIL, N 0 , SEARS, C.F Northeast Nuclear Energy Co (subs, of 
Northeast Utilities) CQUNSIL.M 0 Northeast Utilities 84/D3/S0 
YOUNOBLOOD, B J Licensing Branch 1 2pp 22744 001 24X 

Fiche 50-423,84/03/20,8403230033 


— 8403230037 Revised Class 1 Si Class 2 portions of Rev 2 to PSI 2 Oii 
"Preservlce Insp Manual " 

» Northeast Nuclear Energy Co (subs of Northeast Utilities) 
84/03/20 716pp 22744 003 24X Fiche 90-423,84/03/20, 

8403230033 
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B4OZO‘7O043 IE Info Notite "Two Event* Involvlnj Unauthorl jed 

Entries into PHR Reactor Cavities *’ Sve list end 
JORDAMp E L Division of EmersBlicv Preparedness & Enjlneerlng 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

Yorlc, Inc t23pp 22623 229 24X Flche 30-0D0i 64/03/21 < G402090043 


6402090044 IE Info Notice B4~20p "Svc Life of Relai/s In 8af e tg~Rc lated 
Sys " Bve list end 

>IORDAN< E L Division of Emergency Preparedness V Engineering 
Rasponse IPost 630103) B4/D3/21 Consolidated Edison Co of Neu 

Yorlij Inc 135pp 22933.001 24X Fiche SO-ODO# 64/03/21 r 8402090044 


B403300144 Responds to IE Bulletin BS-OB# "Electrical Circuit Breakers 
U/Undervoltage Trip Feature In Ooe In Safety-Related 
Applications Other Than Reactor Trip Bys " Haddam Neck 
facility uses 31 Nes t Inghouse-ty po DB breakers 
COUNSrUi U O Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 64/03/21. MURLEVi T E Region 1. Office of Director 
4pp 22620 06B 24X Fiche 50-000.84/03/21,6403300144 


R Periodic operating reports ti related correspondence 


B403020443 Forieards monthiv status rept of offsite emergency 
preparedness for OL revieus for Jan 1984 Changes in FEHA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKS. U O Office of the Executive Director for Operations 
84/02/21 PALLADINQ Commissioners 9pp 22492 083 24X 

Fiche 30-000,04/02/21,8403020443 


6 Reportable occurrences, LERs b related correspondence 


840321007S Part 21 rept re nonconformance of metal hose assemblies 
for A6KE«Bectlon lII,Clasa 2 h 3 svc Status of nonconforming 
Items shipped encl All customers notified 

LALIKQS.O M Titeflei Corp B3/12/16 Director's Office, Office 
of Inspection and Enforcement 4pp 22704 324 24X 

Fiche- 50-000, 63/ 12/ 1 i, 8403210095 


6403210032 Part 21 rept re failure of auxiliary feeduater pump drive 
turbines, Oleipel NP8-4 ThT valve, to close Encl Itr dtd 840203 
sent to lilted utils OE notified of affected units In BWR 
P lanti 

THEROUX, R R Terry Corp 84/02/28 WOODRUFF, R W Director's 
Office, Office of inspection and Enforcement bpp 22706 327 24X 

Fiche SO-000. B4/02/22. 8403210032 


8403070856 Follouup Part 21 rept re defective mechanical snubber 
capstan springs supplied by Pacific Scientific Affected 
utils listed Purchasers have been notified l< advised to work 
directly u/Paclflc Bcientlfic in disposition 

HDVl.l. NFS Induitrlesi Inc 64/02/24 DEYOUNO.R C Director's 
Office, Office of Inspection and Enforcement 2pp 22336 279 24X 

Fiche 50-000,04/02/24.8403070256, 


8403260233 Foruiards summary list of deficiencies identified per 
iOCFRSO 5S(e),PaTt SI t, potential generic Itr repts for 
commen t s 

BTAROSTECKI. R Division of Project 6 Resident Programs 64/02/28 
Region 1. Office of Director 7pp 22756 065 24X 

Fiche- 50-000,64/02/88.6403260233 


6403130213 Potential Significant Deficiency Rept 60-51 re design it 
const of NAMCD Model EA-ISO limit switches provided as 
accessories on valves supplied by Pacific Valves Initially 
reported on 640131 Discussions u/vendor initiated 
COUNSIL.UO . SEARS, C.F Nor them S t Utl 1 1 ti cs 84/03/01 
MURLEY. T E Region 1, Office of Director 2pp 22617 320 24X 

Fiche 50-423, 84/03/01,8403130213. 


6403210161 Significant Deficiency Rept BD-46 re defective design It 
const of main control board lug wires supplied by Reliance 
Electric Co Initially reportad on 631110 Insp ti repair 
program Initiated. Next rept by Nov 1984 
COUNBIL.UO,. SEARS, C,F Northeast Utilities 64/03/01 
HURLEY, T E. Region 1, Office of Director 2pp 22707.110 24X 

Fiche 90-423. 84/03/01 ,6403210161. 


U Operator Examinations 


8403270118 Forwards completed operating shift experience survey 
Survey riflacts shift eiperlenca base at present I, projected 
shift eiperlance base at time of fuel load Shift advisors 
will not be used Proposal encl 

COUNSIL. W, 0 Northeast Nuclear Energy Co (subs of Northeast 
Utlllttas) CDUNBIL.MO Northeast Utilltlai 64/03/19 
THOMPSON, H L Division of Human Factors Safaty 8pp. 22806-303, 
S4X Fiche 50-483,64/03/19,8403290112 


DOCKET 50-424 VOOTLE ELECTRIC OEMERATINO PLANT 


A Appl icatlon/constructlon stage documents & correspondence 


B4030S0311 Notification of 640306-09 meatlngs u/utll in Waynasboro, OA 
to facilitate NRC review through site visits 

MILLER, M A Licensing Branch 4 84/02/23 A DENS AH, E 0 Licensing 

Branch 4 3pp 22501 272 24X Fiche 90-424,84/02/23,8403050311. 


8403010319 Amend 4 to application for OLs, consisting of Amend 4 to 
FBAR 

FOSTER. D □ Oaorgla Power Co 64/02/24 DENTON, H R Office of 
Nuclear Reactor Regulation, Dlractor 2pp 22433.111 24X 

Fiche 50-424,84/02/24,8403010319 


C Utility Environmental Report <ER>, amends 4, correspondence 


B4030901B9 Comments on environ rept - OL stage, per Ofc of Environ 
Project Review Dec 1963 memo Two unresolved aquatic Issues 
should be addressed as special study conditions of OL 
KCBAY.L 0 Interior, Dept of. Fish h Wildlife Service 64/01/20 
FARLEY, J O Southern Co. 8ervlees, Inc. 3pp 22973 304. 24X 

Fiche 90-424,84/01/20,8403090169. 


E NRC Safety Evaluation Report (8ER), supple (i correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of docunents re facilities Forwards App A documents, App B 
document entirely withheld (ref FOIA Exemption 9) Review of 
addl documents lubj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13. ANDERSON, 8 1 
Oarvey, Schubert, Adams N Barer. 7pp 22983-226. 24X 

Fiche 50-000,84/02/13,8403080179. 


— 8103040092 Forwards short t. long-tarm OL 1, CP review schedules, in 
response to 801216 meeting w/USOS List of OL plant reviews 
for which NRC tentatively plans to laik USOB assistance It 
provided. 

JACKSON, R E Oeosciences Branch NRC-03-80-t 13 81/01/21 

DEVINE, J F Interior, Dept, of, Oeologlcal Survey, 9pp. 

22583 272 24X Fiche 50-000,84/02/13,0^03080179 


0 Adjudicatory correspondence 


8403020126 Response opposing applicant answer to petltione for leave 
to intervene t, requests for hearing Request for hearings to 
be held in Atlanta, OA reiterated Certificate of 8vc encl. 

TEPER.D C Georgians Against Nuclaar Energy 64/02/24 Atomic 
Safety and Licanilng Board Panel 4pp 22442:147, 24X 

Fiche 90-424,64/02/24, B4D30201S6, 


8403140114 Reiterates staff B4021S rasponse to Campaign for Prosperous 
Qeorgia B40224 request that hearings be held in Atlanta.OA 
Site of hearings question does not need resolutton at 
present 

BORDENICK.B K Hearing Branch 3. 84/02/29. HAROULIES.H B , 
LINENBEROER, 0 , PARIS, 0 H Atomic Safety and Licensing Board Panel 
2pp 22623 397 24X Fiche 90-424,84/02/27,8403140114. 


8403060090 Applicant rasponse to Campaign for Prosperous Oeorgla <CPO) 
840224 mamorandum re location of hearing GPO has no reason 
for departing from NRC policy It Ignores fact that project 
ofc moved from Atlanta to site W/Cartlf Icate of Svc 
TROWBRIDGE, O.F Georgia Power Co TROWBRIDGE, 0 F. Shaw, Pittman, 
Potts b Trowbridge 64/03/01 Bpp 22916:301 24X 

Fiche 90-424164/03/01.8403060070 


8403130497 Requests that hearings on OL application be hold In State 
of OA to afford state officials It constituents opportunity 
to attend It monitor proceedings. 

LOVETT. B Georgia, state of 84/03/07 Office of the Secretary 
of the Commission Ip 22613-348 24X Fiche; 90-424, 84/03/07, 

8403130497 


6403130394 Memorandum I, order scheduling 840930 special prehearing 
conference in Augusta, 6A to Identify key Issues. to eonsldar 
alt intervention petitions It to establish schedule for 
further action 

MAROULIES.M B , LINENBEROER. 0 , PARIS, 0 H Atomic Safaty and 
Licensing Board Panel 84/03/09, lOpp 22616-081. 24X 

Fiche, 50-424, 84/03/09,8403130394 


B403230279 Raquests that hearings be located in Weyneibor o, OA, 

PARRISH, S 0 Waynesboro, OA. DSB 078 S4/03/19. Office of the 

Secretary of the Commission Ip 22743-093 24X 

Fiche. 90-424,84/03/19, 6403230279 
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329 


H General corre*pondence 


B4O3190023 Advises of qhange to correspondence d 1 strlbutloni adding JE 
-Joiner & RE Contiiai|> deleting DE Dutton & changing addresses 
of DO Foster Si RA Thomas 

FGBTERi D O Georgia Pouer Co 04/03/08 ADENSAK, E 0 Licensing 
Branch 4 Spp S2&41 S0O 24X Fiche 90-424.04/03/00.8403150023 


K Utility Final Safety Analysis Report (FSAR) & amends 


B4030103i? Amend 4 to application for OLs. consist ing of Amend 4 to 
FBAR 

FOSTER. D O Georgia Pouer Co 04/02/24 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp 22433 111 24X 

Fiche 90-424.04/02/24.8403010319 


— 0403010329 Amend 4 to FSAR 

* Georgia Pouer Co 84/02/24 ie4pp 22433 113 24X 

Fiche 90-424.84/02/24.8403010319 


0 Inepection reports. IE Bulletins ti correspondence 


0403000370 Appeals denial of FDIA request for draft IE Insp Repts 
90-424/B3-13 b 90-429/B3-I3 

DOMBYiA H Troutman. Sanders. Locterman b Ashmore 83/11/14 
Office of the Eiecutive Director for Operations 2pp 22976 244 
24X Fiche’ 50-424. 03/11/14. 0403000370 


B4030S0372 Responds to appeal re denial of FDIA request for draft IE 
Insp Repts 90-424/03-13 b 90-425/03-13 Forwards documents 
FELTON. J H Division of Rules and Records 04/01/31 DOMBY. A H 

Troutman. Sanders. Lockerman b Ashmore Ip 22976 246 24X 

Fiche 90-424. 04/01/31. 84030B0372 


— 0403000377 Foruards IE Insp Repts 90-424/03-13 b 50-425/03-13 on 
830621-0720 b notlcs of violation 

LEWtB.R C Division of Project b Resident Programs B3/10/14 
KELLEY. R J Georgia Pouer Co 2pp 22576 247 24X 

Fiche 50-424.84/01/31,8403080372 


— 0403000381 Notice of violation from Insp on 830621-0720 

e Rsgion 2, Offlca of Diractor 03/10/14 3pp 22976 249 24X 

Fiche 90-424.84/01/31,0403080372 


— 0403080384 IE Insp Repts 50-424/03-13 b 90-429/03-13 on 830621-0720 
Violations nottd, failure to Implement pipe support control 
documsnts b provide appropriate concrete expansion anchor b 
structural stael acceptance criteria 

BROWNLEE, V L. , SANDERS. W F , JACKSON. L H Region 2, Office of 
Director 03/10/11 36pp. 22976 292 24X Fiche 50-424.04/01/31. 

0403000372 


0403070010 Forwards IE Imp Repts 90-424/03-23 b 90-429/83-23 on 
031111-0401 i6 No violations or doviatlons noted. 

DANCE. H. C Division of Project b Resident Programs 84/02/tO 
KELLY.R.J Caorgia Pouer Co. Spp 22547.327, 24X 

Fiche’ 90-424, 84/02/10, 0403070010, 


— 0403070024 IE Imp Repts 90-424/83-23 b 90-429/03-23 on 831111-040116 
Np violations or davlatloni noted Major areas Inspected 
Installation of alectrtcal cab tnets, raac tor vessel closure 
head cladding repair, ueld matl control b rebar b forms 
banders, M F. Region 2. Office of Director PANCIERA.V Division 
of Project b Resident Programs 04/02/09 4pp 22947 328 24X 

Flcha. 90-424, 04/02/10, 8403070010 


0403160207 Foruards IE Insp Repts 50-424/84-02 b 90-429/04-08 on 
040130-0203 No violations or davtattoni identified 
DANCE, H C Division of Project b Resident Programs 04/02/23 
KELLY.R.J Georgia Pouer Co. 2pp 22653.221 24X 

Fiche: 90-484. 04/02/23, 0403160207. 


— 84 03160212 IE Insp Repts 90-424/84-08 b 90-429/04-02 on 040130-0203 
No violations or deviations identifed Major areas inspected 
electrical cable tnstel lat ion, cah le termination. OA 
proceduras. insulation raslstance tasting b training 
HERRIWEATHER.N . CONLON, T E Region 2. Office of Director 
04/02/21. 8pp. 22699.223. 24X Flcha 90-424,04/02/23,0403160207 


B401190072 IE Info Notice 04-13, "Potential Daflclency in Motor 
Operatad Valve Control Circuits & Annunciation " 8vc list 
end. 

JORDAN, E. L Division of Emergancy Preparidnats b Engineer ing 
Response (Post 0301031 84/02/28 Consoltdatari Edison Co of Neu 

York, Inc, 119pp 22909 239. 24X Fiche' 90-000, 84/02/28, 9401190072 


8408090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

GRACE. J N Division of OA. Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of Neu York. Inc 

130pp 22992 329 24X Fiche 50-000.84/03/02.0402090007 


0402090000 IE Info Notice 84-16. "Failure of Automatic Sprinkler Bys 
Valves to Operate " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 84/03/02 Consolidated Edison Co of Neu 

York, Inc 122pp 22993 098 24X Fiche 50-000.04/03/02.8402090008 


0402090009 IE Info Notice 04-19. "Reporting of Radiological Releases " 
0vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consol idated Edison Co of Neu 

York, Inc 119pp 22553 217 24X Fiche 90-000,84/03/02,0402090009 


8402090011 IE Info Notice 04-17, "Problems W/Llquid Nitrogen Cooling 
Components Belou Nil Ductility Temp " Eve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 84/03/05 Consolidated Edison Co of Neu 

York, Inc, 117pp 22953 336 24X Fiche 90-000,04/03/09.0402090011 


0402090024 IE Info Notice 04-09, Rev I, "Lessons Learned From Insps of 
Fire Protection Safe Shutdoun Sys " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Neu 

York, Inc IlBpp 22639 049 24X Fiche 50-000. 04/03/07. 0402090024 


0402090028 IE Info Notice 04-18, "Stress Corrosion Cracking in PUR 
Bys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 04/03/07 Consolidated Edison Co of Neu 

York, Inc llSpp 22304 186 24X Fiche- 50-000, 04/03/07, 0402090020 


0402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays In Use In 
Class IE Safety Sys " Svc list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 04/03/18 Consolidated Edison Co of Neu York, Inc 

134pp 22023 094 24X Fiche 90-000.04/03/12.8402090031 


8403290037 Provides interim response to IE Bulletin 03-07. "Apparently 
Fraudulent Prpducts Sold by Ray Hiller. Inc “ Hatls supplied 
by primary suppliers listed Investigation of subtler 
suppliers in progress Final rept expected by 840624 
FOSTER, D □ Georgia Pouer Co 84/03/12 O'REILLY. J P Region 2. 
Office of Director 9pp 22806 232 34X Fiche 50-424,84/03/12, 

0403290037 


0402090043 IE Info Notice 84-19. "Two Events Involving Unauthortied 
Entries into PUR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of Neu 

York, Inc 123pp 22023 229 24X Fiche 50-000,84/03/21,0402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN. E L Division of Emergancy Preparedness b Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of Neu 

York, Inc 135pp 22933 001 24X Fiche 50-000,84/03/21,8402090044 


S Reportable occurrances. LERs b related correspondence 


8403010491 Informs Commission of problems u/emergency diesel generators 
fflfg by Transamerlca Delaval. Inc 

DIRCK3. W J. Office of the Executive Director for Operations 
8ECY-33~034, 84/01/25 4pp 22438 347 24X Fiche 50-000.84/01/25. 

0403010451 


8403210032 Part 21 rept re failure of auxiliary feeduater pump drive 
turbines. Oimpel NP8-4 TbT valve, to close End Itr dtd 840203 
sent to listed utils CE notified of affected units In BUR 
plants 

THEROUX. R R Terry Carp 84/02/22 WOODRUFF, R W Director's 
Office. Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche, 90-000, 04/02/22, 0403210032 


8403010394 Interim deficiency rept re broken capstan spring tangs on 
Pacific-Scientific shock arrestors Initially reported on 
840126, Metal lurglcal analysis indicates cracking due to 
stress induced by spring forming Next rept by 04O91B 
FOSTER, D 0 Georgia Pouer Co 84/02/23 O'REILLY, J P Region 2, 
Office of Director 2pp 22433 003 24X Fiche 90-424,04/02/23, 

8403010394 
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&4030V00?? Final deflcltncv rcpt T9 Pullman Canit Industrie* underslied 
shop filet welds on corner details of stiffener anjles for 
HVAC ducts Condition not reportable per ICCPRSO 53(e) or 

iocFnai 

FOSTER. D O Cforjl* Power Co 04/02/24 O'REILLY.JP Region 2. 
Office of Director ip 2257f> D04 24X Fiche 30-424.84/02/24. 

0403090097 


--8403070409 Summarg of 040216 meeting u/TrAnsemerlce Deleveltlnc Outteet 
Oroup in Wading River. NY re program plan to eetabllsh 
reliabilltg of diesel generators Agenda, meeting transcript (i 
attendance list end 

MILLER. ri A Llcenilng Branch 4 04/02/27 Llcanslng Branch 4 

8pp 22708 161 24)( Fiche 90-000.84/03/12.8402090039 


B4030I0207 Forwards 'Investigation of Tgpes AF t. AE Piston Skirts. “ per 
Transancrica Oelaval. Inc Owners Oroup program commitments 
Rept evaluates cracks In AF piston skirts In Shoreham & 

Orand Gulf Nuclear Power Stations 

nUSELERiW J TDl (Transaraer lea Delava 1. Inc ) Owners Oroup 
84/02/27 DENTON. H R Office of Nuclear Reactor Regulation. 

Director 3pp 22434 090 24X Fiche 50-000.04/02/27.8403010207 


8403010218 Forwards task descriptions for 16 known problems re 
Trantamerica Delaval. Inc emergency diesel generators 
MUSELER.M J TDI < Transamer i ca Delaval. Inc ) Owners Group 
04/02/28 DENTON. H H Office of Nuclear Reactor Regulation. 

Director 42pp 22435 177 24X Fiche 50-000.84/02/20.8403010218 


8403260233 Forwards summary list of deficiencies identified per 
10CFR30 S3(e).Part 21 t. potential generic 1 tr rept* for 
comments 

5TAR05TECKI. R Division of Project l> Resident Programs 84/02/28 
Region 1. Office of Director 7pp 22756 065 24X 

Fiche 50-000.84/02/20.8403260233 


8403120146 Interim deficiency rept re HVAC duct support weld defect* 
found during reinsp program Initially reported on 840131 
AddI investlgatlnn underway Interim rept will be submitted 
by 840910 

FOSTER. D 0 Georgia Power Co 84/03/02 O'REILLY. J P Region 2. 
Of rice of Director 2pp 22585 252 24X Fiche 50-424,04/03/02. 

8403120146 


8403140048 Forwards "Grand Gulf Component Tracking Sys, " “Shoreham 
Component Tracking Sys" t. "Transamerica Delaval. Inc 
Diesel Generators Owners Croup Program Plan. " to resolve 
concerns w/cmergency diesel generators 

MUSELER.H J Long Island Lighting Co 84/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22626 062 
24X Fiche 50-000.84/03/02.8403140048 


—8403140095 "Transaner 1 ca Delaval. Inc Diesel Generators Owner* Orouo 
Program Plan “ 

e TDI (Transamerica Delaval. Inc 1 Owners Group 84/03/02 
261pp 22628 223 24X Fiche 50-000.84/03/02.8403140048 


8403150043 Interim deficiency rept re crack* in containment penetration 
welds Initially reported on 840209 All welds repaired per 
ASME Code. Section 111. Subsection NC 

FOSTER, D O Georgia Power Co 84/03/07 O'REILLY, J P Region 2, 
B403I50043 /03/07, 


^^of'n^n%«dw ‘ "'‘'‘I ’’n computer code in design 

of main feedwater pipe supports Review t evaluation ^ 

complete Event not reportable per 10CFR30 S51e> 6 Part 21 
'"i'" computer subroutine replaced by Bechtel 
Qf#i« Of n.„ 3^^03/07 O'REILLY, J P Region 2, 

22643 182 24X Fi ch , 30-424, 84/03/07, 


8403190105 Deficiency rept re 
spool piece welds Initially 
containing reported defects 
in acceptable condition 
FOSTER, D D Georgia Power 
Office of Director 7 pd 
8403190105 


Pullman Power Products fabrication sh 
reported on 831021 Spools 
reworked or repaired t< presently 


Co 84/03/09 O'REILLY.J P Regioi 
22669 312 24 X Fiche 50-424,84/03/0' 


op 


2, 


8402090039 Board Notification 84-052 forwards meetlno summaries 
containing transcripts of 840210 L 16 meetings between NRC & 
" '>*»‘val.lnc (TDD Owners Group DistrJbStJon 

EI8EWUT. D C Division of Llcsnsing 84/03/12 PALLAOINn 
CgAWlll$liontrK San 227Ca Ofil aav crfa-t mj\ W-LADINO 

8402090039 ^ 22/00 001 24 X FI the 50 - 000 , 84 / 03 / 1 2, 





^'‘•”«Tipt of 840210 meeting w/Trans.n 
>■* (-’■oblems w/.merg 

Affiliation Given 84/02/ 
67201 009 24X Fiche 50-000,84/03/13,840209002 


Delaval, Inc 
diesel 

147pp 


— 8403070423 Transcript of B40216 conference In Uading River, NY re 
Transamerice Oelaval, Inc dleiel generators Pp 1-82, 

« Commissioners 84/02/16 84pp 22708 169 24X 

Fiche 30-000,84/03/12,8402090039 


8403140050 Forwards "Design Review of Connecting Rod Bearing Bhalle for 
Transamerica Oelaval Enterpriea Engines" for Bhoreham t< 

Grand Gulf diesel generator* 

MUSELER, M J Long Iiland Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Ragulatlon, Director 2pp 22632 074 
24X Fiche 90-000,84/03/12,8403140090 


8403190133 Forward* "Transamerica Delaval, Ine Olaeel Oenarator Rocker 
Arm Capscrew Stress Anelyti* Rept “ Capscrew design ade<iuate 
far applicable engines !< sve conditions 

MUSELERiH J TDI (Transamerica Delaval, Inc > Ownare Group 
84/03/13 DENTON,H R Office of Nuclear Raaetor Regulation, 
Diractor 2pp 22639,270 24X Fiche 90-000,84/03/13,8403190133 


8403200222 Respond* to 840214 Requests for Info 1 (t 2 re R~4 series 
• nglnat List Indicating engine number, model t, eve number, 
customer name (< address, rating, date shipped (i date started 
encl 

MATHEWS, C 8 Transamerica Oelaval, Inc. 04/03/16. EIBENHUTiD 0 
Division of Licensing 20pp 22691 179. 24X Fiche 90-000,84/03/16, 




7 9 kV-19 >V, 900-790 MV A, 9 kV 390-3,000 I, all HKV circuit 
breakers Initially reported on 830223. Addenda to 
Installation S, maint procedures sent to affected units 

^ Brown Boverl Corp (subs qf Broun Boveri *, Co., Ltd, I, 
fl'cord Services Branch (Oocumsnt Control Desk). Sop 
22772 114 24X Fi che ■ 90-000, 84/03/ 19, 8403270219. 


8403270132 Foruariii "Emergency Diesel Oeneretor Air Start Valva 
Capscrew Dimension tt Stress Analysis, " prepared by BbW for 
Transamerica Delaval. Inc (TDU Diesal Oenerator Ownars 
Group 

(Transamerica Oelaval, ine ) Owner* Oroup 
0yO3/23 DENTON, H R Office of Nuclear Reactor Ragulatlon, 
Director 2 pp 22774,001 24X Fiche, 90-000, 84/03/23, 8403270132. 


Requests meeting on 840418 to discus* short-term b long- 
term eorrectlvi actions t, investigation* re Transamerica 
Delaval diesel generators List of suggested meeting topic* 

MCOAUOHY, J P TDI (Transamerica Oelaval, Inc, ) Owners Orouo 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation^ 
Diractor 4pp 22769 133 24X Fiche 90-000,84/03/23.8403270134 


I_ transcripts on non-antl trust matters 


contalnT r" Notification 84-092, forwards meeting summerle* 
containing transcript* of 840210 b 16 meetings between NRC b 
Transamerica Delaval, Inc (TDD Owner* Group Distribution 
lift sncl 

r division of Licensing 84/03/12 PALLADINO 

e«So90035*'‘‘ 00* S-iX Fiche. 90-000,84/03/12, 




Fiche 90-000, 84/03/12, B40209(X}39 




NRC - No 


-8403060994 Transcript of 840210 meeting w/Transemer lee Delaval, inr 
Ditailed Affiliation Given. 84/02/10. 147 ob 

67201 008 24X Fiche. 90-000, 84/03/12, 8402090039 



aUendinl.\nt inc" " Agenda, meeting transcript b 
8;i:'"i2708 ^ 

* Commissioner* 04/02/16 84od 22708 169, 24X 


r, k 04/02/16 S4pp 

Fiche- 90-000, 84/03/12, 8402090039 
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V 0pir4tor Etaininatlons 


8403190038 Forwards operating shift oiperlence tables for shift 
supervisors) senior reactor opera torsi rose tor operator 4i 
shift technical advisor Licensed classroom training & e>am 
conducted 

FQSTER.D 0 Oeorgla Power Co 04/03/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 14pp 22643 060 24X 

Ficho 30-424,04/03/09,0403190038 


DOCKET 30-429 VOOTLE ELECTRIC OENERATINO PLANT 


A Appllcatlon/construc tlon stage documents it correspondence 


K Utilltg Final Safety Analysis Report <FSAR) I, amends 


0403010319 Amend 4 to application for DLs, consl sting of Amend 4 to 
FBAR 

FOSTER, D O Georgia Power Co 04/02/24 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22433 111 24X 

Ficha 30-424,04/02/24,0403010319 


— 0403010323 Amend 4 to FSAR 

* Georgia Power Co 04/02/24 la4pp 22433 113 24X 

Flche 30-424,04/02/24.0403010319 


Q Inspection reports, IE Dulletins t< correspondence 


B403030311 Notiflcatton of 040306-09 meetings w/util in Uaynesboro, GA 
to facilitate NRC review through site visits 

HILLER, H A Licensing Branch 4 04/02/23 A DENS A N, E 0 Licensing 

Branch 4 3pp 22301 272 24X Fiche 90-424,04/02/23,0403050311 


8403010319 Amend 4 to application for OLs, consisting of Amend 4 to 
FSAR 

FOOTER, D 0 Georgia Power Co 04/02/24 DENTON, H R Office of 
Nuclear Raactor Regulation, Director 2pp 22433 111 24X 

Flche. 30-424, 04/02/24, 8403010319 


C Utility Environmental Report (ER>> amends t< correspondence 


8403090109 Comments on environ rept - OL stage, per Ofc of Environ 
Project Review Dec 1903 memo. Two unresolved aquatic Issues 
should be addressed as special study conditions of OL 
KCSAYiL 0 Interior, Dept of. Fish St Wildlife Service B4/01/20 

FARLEY, J 0. Southern Co Services. Inc 3pp 22573,304, 24X 

Fiche. 30-424, 84/01/20, 04O3O9OIB9 


0 Adjudicatory correspondence 


8403020126 Response opposing applicant answer to petitions for leave 
to intervane St requests for hearing Request for hearings to 
ba held in Atlanta>OA reiterated Certificate of 8vc end 
TEPER. 0, C Georgians Against Nuclear Energy 84/02/24 Atomic 
Safety and Licensing Board Panel 4pp 22442 147 24X 

Flche, 30-424,04/02/24, 8403020126 


8403000370 Appeals denial of FDIA request for draft IE Insp Repts 
30-424/03-13 S< 30-425/03-13 

EOMDY. A H Troutman, Sanders, Locterman t, Ashmore 83/11/14 
Office of the Ciecutive Director for Operations 2pp 22376 244 
24X Fiche 50-425,03/11/14,0403080370 


0403000372 Responds to appeal re denial of FOIA request for draft IE 
Insp Repts 50-424/03-13 6 50-423/03-13 Forwards documents 
FELTON, J M Division of Roles and Records 84/01/31 DOMBY, A H 
Troutman. Sanders. Lockerman 6 Ashmore Ip 22376 246 24X 

Flche 30-424.84/01/31.8403000372 


■0403000377 Forwards IE Insp Repts 50-424/03-13 b 30-423/03-13 on 
030621-0720 it notice of violation 

LEWIS, R C Division of Project t. Resident Programs 83/10/14 
KELLEY, R J Oeorgla Power Co 2pp 22376 247 24X 

Fiche 30-424.04/01/31,0403000372 


— 8403000301 Notice of violation from Insp on 830621-0720 

e Region 2, Office of Director 03/10/14 3pp 22376 249 24X 

Fiche 30-424,04/01/31,0403080372 


—8403000384 IE Insp Repts 90-424/03-13 b 30-423/83-13 on 030621-0720 
Violations noted failure to implement pipe support control 
documents U provide appropriate concrete opansion anchor t, 
s true tura 1 steel acceptance criteria 

BROWNLEE, V L , LIU, W , RUFF, A 0 Region 2, Office of Director 
83/10/11 36pp 22576 232 24X Flche 90-424.04/01/31,0403000372 


8403140114 Reiterates staff B40215 response to Campaign for Prosperous 
Georgia 840224 request that hearings be held In Atlanta.OA 
Site of hearings question does not need resolution at 
prasent 

BORDENICK, B H Hearing Branch 3 04/02/29 MARGULIES, M B , 

LINENBEROER. 0 . PARIS, O H Atomic Safety and Licensing Board Panel 
2pp 22623 337. 24X Flche 90-424,84/02/29,8403140114 


8403060090 Applicant response to Campaign for Prosperous Georgia (CPG) 
040224 mamorandum re location of hearing CPG has no reason 
for departing from NRC policy b Ignores fact that project 
ofc moved from Atlanta to site W/Certl f icate of Sve 
TRDWBRIDOE, G. F Georgia Power Co TRGWBRIDOE, G F Shaw, Pittman, 
Potts a, Trowbridge 84/03/01 8pp 22916,301 24X 

Flche: 30-424, B4/03/01, 0403060090 


8403130437 Requests that hearings on OL application be held in State 
of OA to afford stata officials & constituents opportunity 
to attend b monitor proceedings 

LOVETT, B. Oeorgla, State of 04/03/07 Office of the Secretary 
of the Commission Ip. 22613 34B 24X Fiche 30-424,84/03/07, 

0403130437 


B4O3130394 Himorandum b order schtdullng 840330 special prehearing 
conference In Augusta,OA to Identify key issues, to consider 
all Intervention petitions b to establish schedule for 
further action 

MAROULIEB.N B , LINENBEROER, 0 , PARIS, 0 H Atomic Safety and 
l.lcansing Board Panel 84/03/0? tOpp 22616:081 249( 

Fiche 30-424, 84/03/09,8403130394. 


8403230279 Requests that hearings be 
PARRISH, 8 0. Waynesboro, GA DSB 
Secretary of the Commission Ip. 
Flche. 30-424,84/03/19.8403230279. 


located In Waynesboro, OA, 

078 04/03/19 Office of the 

22743 093 24 X 


H. General correspondence 


8403070018 Forwards IE Insp Repts 30-424/03-23 b 50-423/83-23 on 
031111-840116 No violations or deviations noted 
DANCE, H C Division of Project b Resident Programs 84/02/10 

KELLY, R J Georgia Power Co 2pp 22347 327 24X 

Fiche 30-424,84/02/10.0403070018 


—8403070024 IE Insp Repts 30-424/83-23 b 50-423/03-23 on 831111-040116 
No violations or deviations noted Najor areas Inspected 
installation of electrical cab ine t s, reac tor vessel closure 
head cladding repair, weld matl control b rebar b forms 
SANDERSiW F Region 2, Office of Director PANCIERAiV Division 
of Project b Resident Programs 84/02/09 4pp 22547 320 24X 

Flche 30-424,04/02/10,0403070018 


0403160207 Forwards IE Insp Repts 50-424/84-02 b 90-425/04-02 on 
B40130-0203 No violations or deviations identified 
DANCE, H C Division of Project b Resident Progrems 04/02/23 

KELLY, R J Georgia Power Co 2pp 22659 221 24X 

Fiche 50-424,04/02/23,0403160207 


—0403160212 IE Insp Repts 30-424/04-02 b 30-425/04-02 on 040130-0203 
No violations or deviations identlfed Najor areas Inspected 
electrical cable Instal lat ion, cab 1 e termlnati on, OA 
pr Dcedures, i nsula t Ion resistance testing b training 
NERRIUEATHER.N , CONLON. T E Raglan 2, Office of Director 
04/02/21 Bpp 22659 223 24X Fiche 30-424,04/02/23,8403160207 


0401190072 IE Info Notice 04-13, "Potential Deficiency In Notor 
Operated Valve Control Circuits b Annunciation " Sve list 
anc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/02/28 Consolidated Edison Co of New 

York, Ine lISpp 22909 239 24X Flche 30-000,04/02/20,0401190072 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Sve list end 

GRACE, J N Division of OA, Safeguards b Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

ISOpp 22392 329 24X Flche 30-000,84/03/02,8402090007 


8403190023 Advises of change to correspondence distribution, adding JE 
Joiner b RE Conway, deleting OE Dutton b changing addresses 
af DO Foster b RA Thomas. 

FOSTER, D. 0. Oeorgla Power Co 84/03/08 ADENSAN, E 0 Licensing 
Branch 4 2pp. 22641 280 24X FI che. 90-424, 04/03/00, 0403130023 


8402090008 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co, of New 

York, Inc 122pp 22333090 24X Fiche 50-000,84/03/02,8402090000 
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8402090007 ]£ Info Notice S4-tSi "Roporting of Radiological Relaasot ” 
SvC list sncl 

JORDAN) E L Division at Emarg-encg Preparedness (< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York) Inc 119pp 22393 217 24X Fiche S0-000> 84/03/02) 6402070009 


8402070011 IE Info Notice B4-|7i "Problems U/Lliiuld Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list end 
JORDAN) E L Division of Emergency Preparedness i Engineering 
Response (Post B30103> 84/03/03 Consolidated Edison Co of New 

York) Inc 117pp 22333 336 24X Fiche 30-000)84/03/05.8402090011 


0402090024 IE Info Notice 04-07. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sgs ” Sve list end 
JORDAN) E L Division of Emergoneg Preparedness & Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York. Inc llOpp 22633 047 24X Fiche 30-000.84/03/07.0403090024 


8402090028 IE Info Notice 84-16. "Stress Corrosion Cracking in PUR 
Sgs " Sve list end 

JORDAN. E L Division of Emergancg Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc 110pp 22584 106 24X Fiche 30-000.84/03/07.0402090026 


8402090031 IE Bulletin 84-02. "Failures of os Tgpe HFARalags in Ute in 
Class IE Safetg Sgs " 5vc list encl 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York. Inc 

i34pp 32023 094 24X Fiche 30-000.04/03/12.8402090031 


0403390037 Provides interim response to IE Bulletin 63-07. "Apparentlg 
Fraudulent Products Sold bg Rag Nllleriinc " Katls supplied 
bg primarg suppliers listed Investigation of subtler 
suppliers in progress Final rept espectad bg 840624 
FOSTER. D 0 Georgia Pouar Co 04/03/12 O'flEILLY.J P Region 2. 
Office of Director Spp 22S06 232 24X Fiche 30-424.84/03/12. 

0403290037 


6402090043 IE Info Notice 64-17. "Two Events Involving Unauthorized 
Entries into PUR Reactor Cavities " Sve list end 
JORDAN) E U Division of Emergencg Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22823 227 24X Fiche 30-000, 04/03/2! , 8402070043 


0402070044 IE Info Notice 04-20. "Sve Life of Relags in 8af e tg-Related 
Sgs " Sve list end 

JORDAN) E L Division of Emergencg Preparedness b Engineering 
Response (Post 830103) e4/0'3/21 Consolidated Edison Co of New 

York, Inc i38pp 22733 00 ) 24X Fiche 50-000,84/03/21,8402090044 


S Reportable occurrences. LERs b related correspondence 


8403010451 Informs Commission of problems u/emergeneg diesel generators 
mfg bg Transamerlca Delaval, inc 

DIRCKS, U J Office of the Executive Director for Operations 
8ECV-a3-034 84/01/23 4pp 22430 347 24X Fiche 50-000.84/01/83. 

B403010431 


0403210032 Part 81 rept re failure of ouzlliarg feedwater pump drive 
turbines, Oimpel NP8~4 TbT valve, to dose End Itr dtd 840203 
sent to listed utils GE notified of affected units in BUR 
plants 

THEROUX, R R Terrg Corp 64/02/22 UOODRUFF, R H Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 50-000,84/02/22.8403210032 


8403010334 Interim deficlencg rept re broken capstan spring tangs on 
Pacific-Scientific shock arrestors Inltlallg reported on 
840126 Metallurgical analysis indicates cracking due to 
stress induced bg spring forming Next rept bg 840316 
FOSTER. D 0 Georgia Power Co 04/02/23, O'REILLY. J P Region 2. 
Office of Director 2pp 22433 003 24X Fiche 50-424.84/02/23, 

0403010354 


6403090097 Final deficieneg rept re Pullman Const Industries undersized 
shop filet welds on corner details of stiffener angles for 
HVAC ducts Condition not reportable per I0CFR30 33(e) or 
lOCFRBt 

FOSTER, D 0 Georgia Pouar Co 84/02/24 O'REILLY, J P Region 2. 
Office of Director ip 22 376 004 24X Fiche 30-424,84/02/24. 

8403070097 


0403010207 Forwards "Investigation of Type* AF b AE Piston Skirts, " per 
Transamerlca Delaval, tnc Owners Croup program commitments 
Rept evaluates cracks In AF piston skirts in Shoreham b 
Grand Gulf Nuclear Power Stations. 

HUSELER, U J TDI (Transamerlca Delaval, Inc ) Owners Group 
64/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 3pp 22434 090 24X Fiche 30-000,04/02/27,6403010207 


8403010210 Forwards task descriptions for 16 known problems re 
Transamerlca Delaval, Inc emergencg diesel generators 
HUSELER, U J TOI (Transamerlca Delaval. Inc > Owners Group 
04/02/28 DEntONiH R Office of Nudear Reactor Regulation. 

Director 42pp 22433 177 24X Fiche 30-000.84/02/28,0403010218 

0403260233 Forwards summary list of deficiencies Identified per 
lOCFRSO 33(e), Part 21 b potential generic Itr repts for 
comments 

STAROBTECKl , R Dlvtslon of Project b Resident Programs 04/03/28 
Region 1. Office of Director 7pp 23736 063 24X 

Fiche 30-000,84/02/28,8403260233 


8403120146 Interim deficlencg rept re HVAC duct support weld defects 
found during rclnsp program Inltlallg reported on 640131 
AddI investigation underway Interim rept will bo submitted 
bg 840910 

FOSTER, D 0 Georgia Power Co 64/03/02 O'REILLY, J P Region 2, 
Office of Director 2pp 22385 232 24X Fiche 30-424,84/03/02, 

0403120146 


0403140040 Forwards "Grand Gulf Component Tracking Sgs," "Shoreham 
Component Tracking Sgs" b "Transamerlca Delaval, Inc 
Diesel Generators Owners Group Program Plan," to rosolvo 
concerns w/emergeneg diesel generators 

MUBELER.U J Long Island Lighting Co 04/03/02. DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 22626 062 
a4X Fiche 30-000,84/03/02,0403140048 


— 0403140093 “Transamerlca Delaval, Inc Diesel Generators Owners Group 
Program Plan " 

* TOI (Transamerlca Oolaval, Inc ) Owners Group B4/03/02 
261pp 22620 223 24X Fiche 50-000,84/03/02,8403140040 


8403130043 tntsrlm deficiency rept re cracks In containment penetration 
welds Initially reported on 840209 All welds repaired per 
A8HE Code, Section 1 1 1, Sub sec t Ion NC 

FOSTER, D a Georgia Power Co 84/03/07 0 'REILLY, J, P. Region 2. 

Office of Director 4pp 22641 OiO 24X Fiche 30-424,04/03/07. 
6403130043 


0403150069 Final deficiency rept re unverified computer code in design 
of main feedwater pipe supports Review b evaluation 
complete Event not reportable per lOCPRSO, 99(c ) b Part 21 
Unverified valve computer subroutine replaced bg Bechtel 
FOSTER, D 0 Oeorgia Power Co 04/03/07 O'REILLY, J P Region 2, 
Office of Director Ip 22643 102 24X Fiche 90-424. 04/03/07, 

8403150069 


0403190105 Deficiency rept re Pullman Power Products fabrication ihop 
(pool piece Welds Initially reported on B31021 Spools 
containing reported defects reworked or repaired b presently 
in acceptable condition 

FOSTER, D 0 Oeorgia Power Co 64/03/09 O'flEILLY.J P Region 2, 
Office of Director 7pp 22669 3!2 24X Fiche 90-424,84/03/09, 

8403190103 


S402090039 Board Notification 04-092 forwards meeting summarlei 
containing transcripts of 840210 b 16 msttlngs between NRC b 
Transamerlca Delaval, Inc (TDI) Owners Group. Distribution 
list and 

EISENHUT.D G Division of Licensing 84/03/12 PALLAOINO 
Commissioners Spp 22700.001 24X Flcho 90-000,84/03/12, 

8402090039 


— 8403060336 Forwards summary of 640210 meeting w/Transamar 1 ca Delaval, 
Inc Owners Group in Dethosda.MD re problems w/amargency 
diesel generatore 

CARUSO, R Licensing Branch 2 04/02/27 O'REILLY, J P NRc - No 

Detailed Affiliation Given 6pp S270B. 006 24X 

Fiche 30-000,84/03/12,0402090039 


— 8403060934 Transcript of 640210 meeting w/Traneamer lea Delaval, Inc 
Owners Group in Bethesda.ND re problems w/tmargency diesel 
generators 

« NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 008 a4X Fiche 90-000,84/03/12,0402090037 


—6403070409 Summary of 840216 meeting w/Trantamer lea Delaval, Inc Owners 
Group in Uading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript b 
attendants list and 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Spp 22700.161 24X Fiche, 30-000, 84/03/12.8402070039. 


— 8403070423 Transcript of 840216 conference In Hading River, MY re 
Transamerlca Delaval. Inc diesel generators Pp 1-82 
« Commissioners 64/02/16 84pp 22708:169 24X 

Fiche 80-000, 84 /03 / 12, 8 402090037 
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8403140090 Foruards "Design Review of Connecting Rod Bearing Shells for 
Transamerlca Delaval Entarprlie Engine*" for Shoreham ti 
Grand Oulf diesel generators 

MUSELER.W d Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
Flehe 50-000,84/03/12,8403140050 


8403150133 Forwards "Traniamer lea Oelaval, Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engine* & sve conditions 

HUSELER, M J TDI < Transamer 1 ca Oelaval, Inc > Owners Group 
04/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Dlractor 2pp 22637 270 24X Ficha 90-000,84/03/13,8403190133 


8403200282 Responds to 840214 Request* for Info 1 & 2 re R-4 series 
engines List Indicating engine number, model Si sve number, 
customer name li address, rati ng, date shipped date started 
end. 

MATHEMSiC 8 Transamer lea Del aval, Inc 84/03/16 EISENHUT, D O 
Division of Licanslng 20pp 22671 177 24X Fiche 50-000,84/03/16, 

8403200822 


8403270219 Part 21 rept re broken contact carrier In control device of 
7.3 kV-lS kV. 300-730 MVA, 3 kV 330-3,000 t< all HKV circuit 
breakere Initially reported on 830223 Addenda to 
Inetallation ti maint proceduree eant to affected units 
DUVALL, D, D. Broun Boveri Carp (subs of Broun Bovsrl ti Co , Ltd } 
B4/03/1? Record Servlcee Drench {Document Control Desk) 3pp 
22772-114 24X Fiche 30-000,84/03/17,8403270217 


8403270132 Forwards "Emergency Dleiel Generator Air Start Valve 
Captcreu Olmenelon 6 Strei* Analysis," prepared by B&N for 
Transamerica Delavaliinc (TDD Diesel Generator Owner* 

Group. 

MU8ELER,W J TDI (Transamerica Delaval, Inc } Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22774 001. 24X Fiche 50-000, 84/03/23, 8403270132 


8403270134 Requeeti meeting on 840418 to discuss short-term 6 long- 
term corrective actions Ii Investigations re Transamerica 
Delaval dieeel generator* List of suggested meeting toplce 
end 

NCOAUGHV, J P TDI (Traniamerica Delaval, Inc ) Owners Group 
84/03/23 DENTDN,H R Office of Nuclear Reactor Regulation, 
Director 4pp 22767 133 24X Fiche 30-000,84/03/23,8403270134 


T. Hearing transcripts on non-antl trust matter* 


8402070037 Board Notification 64-052- forwards meeting summaries 
containing transcripts of 840210 & 16 meeting* between NRC & 
Transamerica Delavaliinc (TOD Owners Group Distribution 
list end 

EISENHUT, 0 0 Division of Licensing 84/03/12 PALLADINO 
Commteaionere Spp 22708 001 24X Fiche 30-000,84/03/12, 

8402070037 


— 8403060336 Forwards summary of B4D21D meeting w/Trensamer I ca Delaval, 
Inc Owners Oroup In BethasdaiMD re problems w/amergency 
dlasal generators 

CARUSO. R Licensing Branch 2 84/02/2? O'REILLV.U P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche- 80-000, 84/03/ 12, 0402070037 


—8403060354 Tranfcrlpt of 840210 meeting w/Traneamer lea Delavaliinc 
Owners Group in BathssdeiHD re problem* w/emsrgency diesel 
generator* 

» NRC - No Detailed Affiliation Given 84/02/10 147pp. 

67201-008 24X Fiche- 30-000, 84/03/12, 8402070037 


—8403070407 Summary of 840216 meeting w/Tran*amer lea Delavaliinc Owners 
Group In Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript ti 
attendance list end, 

HILLER. H A Licensing Branch 4 84/02/27, Licensing Branch 4 

Bpp. 22708:161 24X Fiche- 90-000, 84/03/12, 8402070037 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerica Delavaliinc diesel generators Pp 1-B2 
* Commissioners 84/02/16 B4pp 2270B- 169. 24X 

Fiche. 90-000, 84/03/12, 8402070037. 


V. Operator Examinations 


8403180038 Forwards operating shift experience tiblee for shift 
supervisors, senior reector operator*, reac tor operator t, 
shift technical advisor Lieenied deteroom training 6 exam 
conducted 

FOBTER, D. 0 Georgia Power Co 84/03/09 DENTON, H R Office of 
Nuclear Raactor Ragulatlon, Director i4pp 22643-068, 24X 

Fiche- 90-424, 84/03/09, 8403190038 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


O Inspection reports, IE Bulletins t< correspondence 


8401190072 IE Info Notice 04-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits 6 Annunciation " 8vc list 
enc I 

JORDAN, E L Division Of Emergency Preparedness fc Engineering 
Response (Post B30103) B4/02/2S Consolidated Edison Co of New 

York, Inc llSpp 22709237 24X Fiche 30-000,84/02/28,0401190072 


0402070007 IE Info Notice 04-14, "Highlight* of Recent Trensport 
Regulatory Revs by DOT 6 NRC " Sve list encl 

GRACE, J N Division of QA, Safeguard* & Inspection Programs (Post 
8301031 04/03/02 Consolidated Edison Co of New York, Inc 

130pp 22332 327 24X Fiche 50-000,84/03/02,8402090007 


8402090008 IE Info Notice 64-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list encl 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 8301031 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 098 24X Fiche 50-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness (i Engineering 
Response (Post 8301031 84/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22553 217 24X Fiche 30-000.84/03/02,8402070007 


B402070011 IE Info Notice 84—17, "Problem* W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " 8vc list encl 
JORDAN, E L Division of Emergency Preparedness li Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc llTpp 22SS3 336 24X Fiche 30-000,84/03/03,8402070011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown 8ye " Sve list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of New 

York, Inc llGpp 22633 047 24X Fiche 50-000,84/03/07,8402070024 


8402070028 IE Info Notice 84-18, "Stress Corrosion Cracking In PWR 
Sys " Sve list encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 630103) 84/03/07 Contol Idatcd Edison Co of New 

York, Inc llBpp 22584 186 24X Fiche 30-000, 84/03/07, e402d70028 


8402070031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use In 
Class IE Safety By* " Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Coniolidated Edison Co of New York, Inc 

134pp. 22823 074 24X Fiche 30-000,84/03/12,840207003! 


8402070043 IE Info Notice 84-17, "Two Events Involving Unauthorlied 
Entriee Into PUR Reactor Cavities " Sve list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 227 24X Fiche 30-000,84/03/21,8402090043 


8402070044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
ays " Bve lilt end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 84/03/21. Consolideted Edison Co of New 

York, Inc ISSpp 22933 001 24X Fiche 80-000,84/03/21,8402070044 


DOCKET 90-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A App llcatlan/construc tlon stage documents L correspondence 


8403160247 Informs of 840327 meeting to discuei proposed responses 
to NRC questions on Rev 7 to topical QA program, per 
840302 telcon 

LEWISiR C Region 2, Office of Director 84/03/08 PARRIS, H O 
Tenneseee Valley Authority Ip 22660 361 24X 

Fiche 90-000,84/03/08,8403160247 


8403160373 Notifies of use of A8ME Nuclear Components Code Cass N32-4 
for hydrostatic testing of Class 3 embedded piping MIC 
position re use of Cod* Case N32-4 requested. 

MILLS, L.M Tennessee Valley Authority 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 22660 014 24X 

Fiche. 90-000,84/03/12,8403160373 
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F 8ecurlty< medicdli energency & fire protection plons 


0403160343 Citends invitdtion to attend region 040316 biortshop at 
regional a(c to discuss iOCFRSOi App R req.ulremBnt s & recent 
results of insp to help resolve misundere tand i nge associated 
u/regul rements 

LEWISi R C Division of Project & Resident Programs 84/03/02 
PARRI8>H 0 Tennessee Valley Authority Spp 22660 063 24X 

Fiche 50-000.84/03/02.6403160343 


J Insurance ti indemnity information 


B403060413 Forwards Endorsement 23 to MELIA Policy NF-2SB 

DUCK.J R Marsh h McLennan. Inc 64/02/20 BALT Z MAN. J Assistant 

Director for State t Licensee Relations 2 pp 22S1B 269 24X 

Fiche 30-438.84/02/28.8403060413 


B Inspection reports. IE Bulletins correspondence 


8403070241 8uppls response to NRC Itr re violations noted in IE Insp 
Repts 50-438/83-20 6 30-439/63-20 No actions by vendor 
necessary to prevent recurrence of abrasion of condensate 
pot pip ing 

MILLS.L M Tennessee Valley Authority 63/12/05 O'REILLY. J P 
Region 2. Office of Director 2pp 22347 323 24X 

Fiche 50-438,03/12/05.6403070241 


3403070066 Responds to NRC 611208 Itr re violations noted in IE Insp 
Repts 50-438/81-29 U SO-439/01-29 Corrective actions repair 
plan for letdown cooler supports revised Completion dates 
eipected by 840601 for Unit 1 6 850131 for Unit 2 
MILLa.LM Tennessee Val ley Authority 83/12/07 O'REILLV.JP 
Region 2. Office of Director ip 22345 340 24X 

Fiche 50-430, 03/12/O7. 6403070066 


8403070089 Revises 831103 response to MHC 831009 Itr re violations 
noted In IE Insp Rept 30-438/03-23 Corrective actions craft 
DA training revised to include training for ironworkers on 
HVAC ductwork supports Training complete 

MILLS.L H Tennessee Valley Authority 33/12/13 O'REILUY, J P 
Region 2. Office of Director 2pp 2S94 1 281 24X 

Fiche 50-438.83/12/13,3403070089 


8403070218 AcV receipt of 340125 supplemental Itr Informing NRC of 
steps taken to correct violations noted in IE Insp Repts 
50-433/61-33 & 50-439/31—33 Concurs ui/denlal of violation 
VERRELLI.D M Division of Project 6 Resident Programs 34/02/23 
PARRIS. H 6 Tennessee Valley Authority Ip 22S41 296 24X 

Fiche 50-438.84/02/23,3403070218 


--B403070224 Submits second revised response to NRC 820126 Itr re 
violations noted in IE Insp Repts 50-433/01-33 $i 
50-439/01-31 Violation re piping being cold sprung due to 
installation of seismic supports denied 

MILLS.L H Tennessee Valley Authority 84/01/25 O’REILLY.J P 
Region 2, Office of Director 3pp 22341 29 7 24X 

Fiche 50-433. 04/02/23. 8403070216 


0401190072 IE Info Notice 04-13. “Potential Deficiency tn Motor 
Operated Valve Control Circuits S< Annunciation ” Svc list 
enc 1 

JOROAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 6301031 34/02/26 Consolidated Edison Co of Mouj 

York. Inc llSpp 22909 239 24X Fiche 30-000. 64/02/28, B401 190072 


8402090007 IE Info Notice 84—14. “Highlights of Recent Transport 
Regulatory Revs by DOT & NRC “ Svc list end 

ORACE. J. N Division of OA, Safeguards 4. Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New Vorlc. Inc 

t30pp 22552 329 24X Fiche 50-000,64/03/02,0402070007 


3402090008 IE Info Notice 64-16. “Failure of Automatic Sprinkler Sys 
Valves to Operate ” Svc list end 

dORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 34/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22533 096 24X Fiche 50-000,64/03/02.8402090008 


8402090009 lE Info Notice 64-15. “Reporting of Radio 1 o-g lea 1 Releases " 
Svc list end 

JORDAN, £ L Division of Emergency Preparedness h Engineering 
Response (Post 630103) 04/03/02 Consolidated Edison Co of New 

York, Inc 119pp 223S3 217 24X Fiche 50-000,84/03/02, B40209D009 


0403160140 Ack receipt of 831103 S< 1S13 itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-438/03-23 & 90-439/33-23 Concurs w/denial of Factors 
2 t< 3 of Item B 

LEUIS.R C Division of Project & Resident Programs 84/03/02 
PARRIBi H 6 Tennessee Valley Authority 2pp 22659 333 24X 

Fiche 50-438,04/03/02,8403160143 


8402090011 IE Info Notice 04-17. "Problems U/Llgutd Nitrogen Cooling 
Companents Delow Nil Ductility Temp “ Svc list end 
JORDAN. E L Division of Emergency Preparedness 1» Engineering 
Response (Post 830103) 04/03/05 Consolidated Edison Co of New 

York. Inc ll7pp 22953 336 24X Fiche 90-000.04/03/05,6402090011 


0402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fire Protactlon Safe Shutdown Sys *' Bve list end 
JORDAN, C L Division of Emergency Preparedness t< Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of Now 

York. Inc 116pp 22635 049 24X FlChe 00-000.84/03/07,8402090024 


6402090028 IE Info Notice 84-16. "Stress Corrosion Cracking In PHR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 64/03/07 Consolidated Edison Co of New 

York. Inc 1 IBpp 22584 166 24X Fiche 50-000.84/03/07,6402070028 


8402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

OEYOUNO, R c Director's Office. Office of Inspection and 

Enforcement 64/03/12 Consolidated Edison Co of New York. Inc 

i34pp 22823 094 24X F1 che . 50-000, B4/03/ 12, 6402090031 


8402090043 IE Info Notice 04—19. "Two Events Involving Unauthorised 
Entries Into PWR Reactor Cavities " Svc Hit end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22023.229 24X Fiche 50-000.84/03/21,6402090043 


8402090044 IE Info Notice 04-20, "Svc Life of Relays In Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 84/03/21 Consolidated Edison Co. of New 

York. Inc 135pp 22933 001 24X Fiche 50-000.84/03/21,8408090044 


S Rspurtable occurrences. LERs !. related correspondence 


B4O301O4S1 Informs Commission of problems w/emergency diesel generators 
mfg by Transamerica Delaval.Inc 

DIRCK8.U J Office of the Executive Director for Operations 
SECV-83-034 04/01/25 4pp 22438 347 24X Flcha* 50-000, 84/01/29, 

0403010451 


6403010376 Final deficiency rept re welds on assemblies supplied by 
Transamerica Delaval It HE Imperial not meeting OA 
requirements Initially reported on B30615 Condition not 
reportable per 10CFR50 95 (b) 

(IILLS.L M Tennessee Valley Authority 04/02/22 O'REILLV.J P 
Region 2. Office of Director 2pp 22434 057 24X 

Fiche 9&-430, 04/02/22. 6403010376 


8403010075 Third Interim deficiency rept ro manual adjustment of diesel 
generator setpoints Initially reported on 030309 Util will 
Install automatic voltage regulator reset package Next rept 
will be submitted by 840824 

MILLS.L M Tennessee Valley Authority 34/02/23 O'REILLV.J P 
Region 2, Office of Director app 22435 361 24X 

Fiche 90-433,84/02/23.8403010093 


6403010207 Forwards "Investigation of Types AF 8. AE Piston Skirts," per 
Transamerica Delaval.Inc Owners Croup program commitments 
Rept evaluates cracks In AF piston skirts in Shorcham t< 

Orand Oulf Nuclear Power Stations 

KU8ELER.M J TDI ( Transaaier i ca Delaval. Inc ) Owners Oroup 
84/02/27 DENTON, H R Office Of Nuclear Reactor Regulation. 

Director 3pp 22434 090 24X Fiche 50-000,84/02/27,6403010207 


0403090163 First interim deficiency rept re carbon steel pipe supports 
top coated w/Carboline 309 paint in contact w/stalnless 
steel piping Instructions issued to remove paint from 
surfaces where contact exceeds 140 F Next rept by 840822. 

MILLS.L H Tennessee Valley Authority 04/02/27 O'REILLV.J P 
Region 2, Office of Director Spp 22S75 133 24X 

Fiche 90-430.84/02/27,6403090163 


8403090181 Twelfth interim daficloncy rept re main steam line failure 
due to main feedwater overfill Inttially reported on 600319. 

Field change package submitted by BhU Nast rapt by 840622. 

Also reportable per Part SI 

MILLS.L M Tennessee Valley Authority 84/02/27 O'REILLV.J P. 
Region S, Office of Dirsetor. 3pp 22573.272. 24X 

Fiche 50-430.84/02/27,6403090161 


04O3O1O21Q Forwards task dsscripttons for 16 known problems re 
Transamerica Delaval.Inc emergency diesel generators 
MUSELER. H J TDI ( Transamer ica Delaval. Inc.) Owners Oroup 
64/02/26 DENTON. H R. Office of Nuclear Reactor Regulation, 

Director 42pp 22435 177 24X Fiche 50-000,64/02/28,8403010218. 
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8403090024 Revised final deflclencg rapt re defective attachments of 
pipe supports to 6''inch strip plates Initiallg reported on 
811231 Engineering Change Notice 197S uritten to accomplish 
required mods 

HILLB.L M Tennessee Valleg Authoritg 84/02/28 O'REIULY.J P 
Region 2» Office of Director 2pp 22376 029 24X 

Fiche 30-438,84/02/28.8403090024 


0403070297 First interim deficiencg rept re numerous deficiencies on 
E— mas panels Initiallg reported on 540131 Incorrect 
connected mires mill be repaired Neit rept bg 840607 Also 
reportable per Part 21 

HILi-S, L M Tennessee Valleg Authoritg 84/02/29 O'REILLY. J P 
Region 2. Office of Director 2pp 23346 337 24X 

Fiche 50-438.84/02/29.8403070297 


6403070329 First interim deflclencg rept re adaptor keguag on 0-lnch 
Borg-Warner globe valves Initiallg reported on 840131 Vendor 
(Jill provide corrective action !• Identlfg addi valves 
requiring mods Also reportable per Part 21 

MtLLS.L M Tennessee Valleg Authoritg 84/02/29 O'REILLY.J P 
Region 2. Office of Director 2pp 22346 313 24X 

Fiche 30-438,84/02/99.8403070329 


0403070294 Second interim deficiencg rept re carbon steel douel pin 
found In HPI pump Initiallg reported on 831109 Pin removed ii 
met cloth test performed to verifg no residual rust remains 
Next rept expected bg 840822 

MILLS.L M Tennessee Valleg Authoritg 84/03/01 O'REILLY.J P 
Region 2, Office of Director 2pp 22341 290 24X 

Fiche 50-439,84/03/01.8403070294 


0403120103 First interim deflclencg rept re loose drive hubs on 
overspecd governor drive shaft on Transamerica Delaval.Inc 
diesels Initiallg reported on 840203 Svc info memo being 
revieusd for approval Also reportable per Part 2t 
MILLB.L M Tennessee Valleg Authoritg 84/03/01 O'REILLY.J P 
Region 2, Office of Director 2pp 22983 229 24X 

Fiche 30-000,84/03/01,8403120103 


04O312O1A3 First interim deficiencg rept re setting of shutdoun voltage 
for vital inverters bg Inti Pomer Machines Initiallg 
reported on 840209 Corrective action requested from vendor 
Next rept bg B40S22 Also reported per Part 21 

MILLB.L M Tennessee Valleg Authoritg 84/03/01 O'REILLY.J P 
Region 2. Office of Director 2pp 22389 207 24X 

Fiche 30-438.84/03/01. 5403120163 


0403140048 Foruards "Orand Oulf Component Tracking Sgs. ” "Shoreham 
Component Tracking Sgs" t. "Transamerica Delaval.Inc 
Diesel Oenerators Omners Group Program Plan." to resolve 
concerns u/emergencg diesel generators 

KUBELER.M J Long Island Lighting Co 84/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22626 062 
a4X Fiche . 30-000. 84/03/02. 8403140048 


— 8403140093 "Transamerica Delaval.Inc Diesel Oenerators Omners Group 
Program Plan “ 

* TDl ITransamer 1 ca Delaval. Inc > Oulners Croup 84/03/02 
26lpp 22628223 24X Fiche 30-000.54/03/02,8403140048 


0403190039 Revised final Deflclencg Rept NCR 2053 re cable bend radii 
for diesel generator control cabinets Initiallg reported on 
821206 Bubj not Considered nonconforming condition Record* 
amended deleting nonconformance as 10CFR90 3 S(b) Item 
MILLB.L It Tennessee Valleg Authoritg 84/03/03 O'REILLY.J P 
Region 2. Office of Director 2pp 22641 023 24X 

Fiche 30-438,84/03/05,8403150059 


8403160042 First interim deflclencg rept re ITT Ortnnel pipe supports 
designed sl/suag struts instead of required gaps Initiallg 
reported on 840108 Alternate analgsls load tables letll be 
revised Also reportable per Part 21 Next rept bg 840828 
MILLS.L M Tennessee Valleg Authoritg 04/03/06 O'REILLY.J P 
Region 2, Office of Director 2pp 22655 126 24X 

Fiche. 30-438, 84/03/06. 8403160042 


8402090039 Board Notification 84-052 foruiards meeting summaries 
containing transcripts of 840210 & 16 meetings betucen NRC t< 
Transamerica Delaval. Inc (TDD Otsners Group Distribution 
list encl 

EISENNUT, D 0. Division of Licensing 84/03/12 PALLADINO 
Commissioners 5pp 22708 001 a4X Ficho. 50-000. 84/03/1 2, 
8402090039 


— 8403060536 Foruards summarg of 840210 meeting si/Transameri ca Delaval. 
Inc Qiiiners Group In Dethesda.MD re problems u/emergcncg 
diesel generators 

CARUSO, R Licensing Grant h 2 84/02/27 O'REILLY.J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 50-000,84/03/12.0402090039 


—8403060334 transcript of 040210 meeting u/Transamer ica Delaval. tne 
Ouners Croup in Dethesda.MD re problems u/emergencg diesel 
generators 

* NRC - No Detailed Affiliation Given 04/02/10 147pp 

67201 008 24X Fiche 50-000,04/03/12.5402090039 


—0403070409 Summarg of 940216 meeting w/Transamerica Delaval.Inc Ouncrs 
Group in Uadlng River. NY re program plan to establish 
rellabilltg of diesel generators Agenda, meeting transcript (< 
attendance list end 

MILLER. M A Licensing Branch 4 54/02/27 Licensing Branch 4 

Bpp 22700 161 24X Fiche 50-000.84/03/12,8402090039 


— 6403070423 Transcript of 840216 conference In Wading River. NY ro 
Transamerica Delaval.Inc diesel generators Pp 1-82 
» Commissioners 84/02/16 B4pp 22700 169 24X 

Fiche 30-000.84/03/12,8402090039 


6403140030 Foruards "Design Revieu of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Shoroham i 
Grand Oulf diesel generators 

MU5ELER.U J Long Island Lighting Co 04/03/12 DENTON. H fl 
Office of Nuclear Reactor Regulation. Director 2pp 22632 074 
24X Fiche 50-000.84/03/12.8403140030 


8403190287 Third interim Deficiencg Rept NCR 2393 re Ding ham-Ul 1 lamette 
makeup/HPI pump vibration Initiallg reported on 830622 Next 
rept expected bg 040723 Item also reportable under Part 21 
MILLS. L M Tennessee Valleg Authoritg 04/03/12 O'REILLY.J P 
Region 2. Office of Director 3pp 22672 275 24X 

Fiche 30-435,84/03/12,8403190207 


8403130133 Foruards "Transamerica Delaval.Inc Diesel Generator Rocker 
Arm Capscreui Stress Analgsls Rept " Capscreu design adequate 
for applicable engines C. svc conditions 

MUSELER.U J TDI (Transamerica Delaval, Inc 1 Owners Group 
04/03/13 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 2pp 22639 270 24X Fiche 30-000.94/03/13.8403150133 


8403210046 First interim deficiencg rept re ITT Orinnel pipe supports 
designed u/suag struts instead of required caps Initiallg 
reported on 040216 Next rept bg 050213 Also reportable per 
Part 21 

MILLS. L M Tennessee Valleg Authoritg 84/03/13 O'REILLY.J P 
Region 3. Office of Director 2pp 22704 326 24X 

Fiche 30-435, 84/03/ 13. 8403210046 


B403210042 First interim deficiencg rept re incorrect insulation 
weights for intake pumping station piping Initiallg reparsed 
on 840221 Util ul 1 1 perform document Insulation weight 
calculations for ERCW sgs 

MILLS.L K Tennessee Valleg Authoritg 64/03/14 O'REILLY.J P 
Region 2. Office of Director 2pp 22707 037 24X 

Fiche 30-435,84/03/14,8403210042 


8403210132 First interim deficiencg rept re defects in reactor pressure 
vessel (RPV) stud holes Initiallg reported on 840216 for 
Unit I Maint Insp requirements revised to include vendor 
requirements for insp of RPV stud bolt holes 

MILLS.L M Tennessee Valleg Authoritg 84/03/14 O'REILLY.J P 
Region 2, Office of Director 2pp 22707 270 24X 

Fiche 30-438,04/03/14.8403210132 


8403200222 Responds to 840214 Requests for Info I b 2 re R-4 series 
engines List indicating engine number, model b svc number, 
customer name b address. rating, date shipped b date started 
encl 

MATHEWS.es Transamerica Delaval. Inc 84/03/16 EI6ENHUT.D0 
Division of Licensing 20pp 22691 179 24X Fiche 30-000.04/03/16. 

8403200222 


8403300021 Supplemental deficiencg rept re incorrect Insulation weights 
for intake pumping station piping Initially reported on 
840221 First interim rept dtd 840314 inadvertentlg omitted 
fact that next rept uould be submitted on 641130 
MILLS.L M Tennessee Valleg Authoritg 84/03/21 O'REILLY.J P 
Region 2. Office of Director ip 22822 178 24X 

Fiche 30-438,04/03/91,8403300021 


0403300039 Supplemental deficiencg rept re defects In reactor pressure 
vessel stud holes Initiallg reported on 040216 for Unit 1 
Next rept will be submitted bg 040716 

MILLS.L M Tennessee Valleg Authoritg 04/03/21 O'REILLY.J P 
Region 2. Office of Director Ip 22821 339 24X 

Fiche 30-438.84/03/21,8403300039 


0403300004 Final deficiencg rept re Incorrect modeling of problems in 
TPIPE program Initiallg reported on 830801 Item not 
considered reportable under lOCFRSO 33(e) Records amended 
to delete subj nonconformance 

MILCSiL M Tennessee Valleg Authoritg 04/03/22 O'REILLY.J P 
Region 2, Office of Director 2pp 22819 293 24X 

Fiche 30-430,84/03/22,8403300004 
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B403300094 Fifth IntsTlm tieflcltncg rept t« defects in raw coollnj 
ikiattr chiller unit f 1 ou control velvet infy bg Metrec Valve 
Carp Initially reported on 8S112b Invei 1 1 pa 1 1 on in propreis 
Ne>t rept bg 8S04S1 Also reportable per Part 21 

MILLBi L H Te-nnessee Valley Authority 84/03/23 O'ReiLLYpJ P 
Region 2< Office of Director 2pp 33821 264 34X 

FIche 90-438.84/03/33.8403300034 


B403270132 Foruartfs “Emergency Diesel Oenerator Air Start Valve 
Captcraiu Dlmenilan & Stress Analyslsi” prepared by 5S.M for 
Trantamerica Delaval.lnc (TDll Diesel Oenerator Owners 
Group 

mSELER. H J TDl ITransamer I ca Delaval. Inc I Owners Group 
84/03/33 DENTON. H R Office of Nuclear Reactor Regulatlonj 
Director 3pp 2B774 001 24X Ftche 50-000.84/03/23.0403370132 


B403270134 Requests meeting on 840410 to discuss short-term b long- 
term corrective actions h investigations re Trensamirlca 
Delaval diesel generators List of suggested meeting topics 
enc 1 

HCGAUGHY. J P TDI < Traniamer lea Delaval. Inc. ) Ouiners Group 
84/03/33 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 4pp 3376'?' 133 34X Flche 50-000.84/03/23.0403370134 


T Hearing transcripts an non-anti trus t matters 


B403090039 Board Notification 04-052 forwards meeting iummariei 
containing transcripts of 840210 t< 16 meetings betuien NBC ti 
Transamer lea Delaval.lnc (TDI) Oianers Group Distribution 
list enc 1 

E I SEN HUT. D 0 Division of Licensing 84/03/12 PALLADIND 
Commissioners Spp 22708 001 24X FIche 50-000.04/03/12. 

8402070039 


— 8403060536 Forwards summary of B4021O meeting u/Transamcrl ca Delaval. 
Inc Owners Group in Dethesda.MD re problems u/emergency 
diesel generators 

CABUaO.R Licensing Branch 2 04/02/27 O'REILLY. J P NRC - No 

Detailed Affiliation Olven 6p p 22700 0(76 24X 

FIche 50-000. 84/03/12, 0402070039 


— 8403060554 Transcript of 840210 itieatlng w/Transamerica Dalaval.lnd 
Owners Group in Dethesda.KD re problems (u/emerg ency diesel 
generators 

* NRC - No Detailed Affiliation Olven 84/02/10 147pp 

67201 OOD 34X Flcho 50-000.04/03/12,8402070039 


— 8403070407 Summary of 840216 meeting u/Transanerl ca Delaval, Inc Owners 
Group in tJadlng River. NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript & 
attendance list end 

HILLER, HA Licensing Dranch 4 84/02/27 Licensing Branch 4 

8pp 32708 161 24X Fiche 50-000. 84 /03/ 12. 8402070039 


— 8403070423 Transcript of B40216 conference In Hading River. NY re 
Transanerica Delaval.lnc diesel generators Pp 1-82 
* Commissioners 84/03/16 B4pp 22708 167 34X 

Ftche 50-000. 84/03/13, 8402 090037 


DOCKET 50-437 DELLEFDNTE NUCLEAR PLANT, UNIT 2 


A Appllcatlon/construction stage documents fc correspondence 


8403160247 Informs of 840327 meeting to discuss proposed responies 
to NRC questions on Rev 7 to topical QA program, per 
040302 telcon 

LEUtS.R C Region 2, Office of Director 04/03/08 PARRIB.H G 
Tennessee Valley Authority tp 22660 361. 24X 

Fiche 50-000,84/03/08,0403160247 


6403160373 Notifies of use Of A&HE Nuclear Components Code Cast N32-4 
for hydrostatic tasting of Class 3 embedded piping NRC 
position re use of Code Case N32-4 requested. 

HILLS. L H Tennessee Valley Authority 84/03/12 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 23660 014 24X 

Fiche 50-000.04/03/12,8403160073 


F Becurity. medical, emergency h fire protection plans 


8403160345 Eitends invitation to attend region 040316 uorkshop at 
regional ofc to discuss 10CFR5O.App R requirements t. recent 
results of Insp to help resolve nlsunders t and ing s associated 
w/requirementi 

LEHIS, R C Division of Project 1. Resident Programs 84/03/02 
PARRIB.H G Tennessee Valley Authority 2 pp 32660 083 24X 

FUhe 50-000.84/03/02,8403160345 


G Inspection reports, IE Bulletins tc correspondence 


8403070241 Buppli response to NRC 1 tr re violations noted In IE Insp 
Rspts 50-430/83-20 J. 50-439/83-20 No actions by vendor 
necessary to prevent recurrence of abrasion of condensate 
pot piping 

MILLB.L H Tennessee Valley Authority 63/12/05 O'REILLYiJP 
Region 2. afflce of Director 2p p 22547 325 24X 

Fiche 50-438,83/12/05,6403070241 


8403070066 Responds to NRC 811208 1 tr re violations noted In IE Insp 
Repts SO-43B/B1-29 b 90-439/81-29 Corrective actions repair 
plan for letdown cooler supports revised Completion dates 
eipscted by 840601 for Unit 1 tc 850131 for Unit 2 
MILLS, L H Tennessee Valley Authority 83/12/07 O'REILLY. V P 

Region 2, Office of Director Ip 22545 340 24X 

Fiche 50-430.83/12/07,8403070066 


84D307021S Act receipt of 840125 supplemental 1 tr informing NRC of 
steps taten to correct violations noted in IE Insp Repts 
30-43B/B1-33 b 50-437/01-33 Concurs w/denlal of violation. 
VERRELLI.D H Division of Project b Resident Programs 84/02/23 
PARRIB.H G Tenneiiet Valley Authority. Ip 22541 296 24X 

Fiche 30-436.84/02/23,0403070210 


— 8403070224 Submits second revised response to NRC 020126 Itr re 
violations noted In IE Insp Repts 50-438/01-33 b 
50-437/81-31 Violation re piping being cold sprung due to 
Installation of seismic supports denied 

MILLB.L M Tennessee Valley Authority 84/01/25 Q'REILLY.JP 
Region 2. Office of Director Spp 22541 277 24X 

Fiche 50-430,04/02/23.8403070210 


0401170072 le Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation.” Bve list 
enc 1 , 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/26 Consolidated Edison Co of New 

York. Inc 115pp 22709 239 24X Fiche 50-000, 84/02/26, 0401 170072 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC ” Eve list end 

GRACE, J N Division of QA, Safeguards b Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22352 329 24X Fiche 50-000,84/03/02,8402090007. 


8402070008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " 8vc list end 

JORDAN. E L Dlvislion of Emergency Preparednese b Engineering 
Response tPost B30103) 04/03/02 Consolidated Edison Co of Ntu 

York, Inc 122pp 22553 09S 24 X Fiche 50-000,04/03/02.8402070006 


8402090009 IE Info Notice B4-1S. "Reporting of Radiological Rtlaasts " 
Sve lls t enc 1 

JORDAN, E L Division of Emergency Preparedness b Engintsrlng 
Response (Post 030103) 04/03/02 Consolidated Edison Co of Neu 

York, Inc ll9pp 22953 217 24X Fiche 50-000,04/03/02.8402090007 


8402090011 IE Info Notice 84-17, "Problems U/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp '' 3vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/05 Consolidated Edison CO of New 

York, Inc I17pp 22953 336 24 X Fiche 50-000,84/03/05,6402090011 


0402090024 IE Info Notice BA-O?, Rev 1, "Lessons Learned Prom Insps of 
Fire Protection Safe Shutdoun 8ys " Sve list end 
JORDANrE L Division of Emargancy Preparedness b Engineering 
Response (Post 030103) B4/03/07 Consolidated Edison Co of New 

York, Inc 1 lepp 2263 5 049 24 X Fiche 50-000,64/03/07,8402090024 


0402070026 IE Info Notice 84-10, "Stress Corrosion Cracking In PUR 
Sys " Bve lilt anc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Responie (Post 030103) 84/03707 Consol idated Edison Co of Ntw 

York, Inc llBpp 22504.106 24X Fi c he. 50-000, 04/03/07, 0402090026 


0402070031 IE Bulletin 84-02, "Failures of OE Type HFA Rilayi in Use in 
Class IE Safety Bys " Sve list enc 1 

DEVOl/NOiR C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Nsu York, Inc 

134pp 22823 094 24X Fiche 90-000, 84/03/ 1 2, 640209003 1 


0402070043 IE Info Notice 84-19, "Two Events Involving Unauthorliad 
Entries Into PUR Reactor Cavities " 8vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response iPost 830103) 84/03/21, Consolidated Edison Co of New 

York, Inc I23pp 22823 229 24X Fiche 50-000,04/03/21,6402070043 
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B402090044 IE Info Notice B4-20< "Svc Life of Relays in Safety-Related 
Bys “ Svc list end 

vIORDANiE L Divlilon of Emergency Preparedness It Engineering 
Response (Post B3D103> B‘i/03/31 Consolidated Edison Co of Neui 

Ifork. Inc tsspp 22933 001 24X Fictie 50-000.04/03/21. 0402090044 


S Reportable occurrences. leRs S< related correspondence 


8403010207 Porujards "Investigation of Types AF t. AE Piston Skirts." per 
Tran saner ica Delaval. Inc Owners Group program commitments 
Rept evaluates cracks in AF piston skirts in Shorehatn &. 

Orand Oulf Nuclear Power Stations 

HUSELERi M J TDI ( Tran Saner i ca Delaval. Inc ) Owners Group 
84/02/27 DENTON. H fi Office of Nuclear Reactor Regulation. 

Director 3pp 22434 090 24X Flche 50-000.84/02/27.0403010207 


84030104S1 Informs Commission of problems w/emergency diesel generators 
mfg by Transamerica Delaval. Inc 

OIRCKS.N J Office of the Executive Director for Operations 
8ECY-83-034 04/01/23 4pp 22430 347 24X Flche 50-000,04/01/25. 

8403010451 


8403010376 Final deficiency rept re welds on assemblies supplied by 
Transamerica Delaval S. HE Imperial not meeting OA 
reRuirements Initially reported on Q3061S Condition not 
reportable per 10CFR50 S5(e) 

niLLS.L M Tennessee Valley Authority 84/02/22 O'REILUV.J P 
Region 2. Offica of Director 2pp 22434 057 24X 

flche 30-438.84/02/22,8403010376 


B403D10093 Third Interim deficiency rept re manual adjustment of diesel 
generator setpoints Initially reported on 83030? Util will 
Install automatic voltage regulator reset package Nest rept 
will be submitted by 840824 

MILLS. L H Tennessee Valley Authority 84/02/23 O'REILLY, 

Region 2, Office of Director 2pp 22433 361 24!( 

Flche 30-430,84/02/23,8403010095 


8403090163 First interim deficiency rapt re carbon steel pipe supports 
top coated w/Carbollne 303 paint in contact w/stainless 
steel piping Instructions issued to remove paint from 
surfaces where contact eiceeds 140 F Next rept by 840822 
MILLS, L H Tennessee Valley Authority 04/02/27 O'REILLY, JP 
Region 2 , Office of Director 2pp 22373 133 24X 

Flche. 30-438. 84/02/27.8403090163 


0403090'lBl Twelfth Interim deficiency rept re main steam line failure 
due to main feedwater overfill Initially reported on 000319 
Field change package submitted by Qt<M Next rept by 840622 
Also reportable per Part 21 

HILLB.L M. Tennessee Valley Authority 04/02/27 O'REILLY.J P 
Region 2. Office of Director 3pp 22373 272, 24X 

Ftche: 30-430. 04/02/27. 0403090101 


8403010218 Forwards task descriptions for 16 known problems re 
Transamerica Delaval. Inc emergency diesel generators 
MUSELER, M, J. TDI (Transamerica Delaval. Inc ) Owners Group 
B4/02/2B DENTON. H R Office of Nuclear Reactor Regulation. 

Dirac tor 42pp 22433 177 24X Flche 30-000.84/02/28.8403010218 


8403090024 Revised final deficiency rapt re defective attachments of 
plpa supports to 6-lnch strip plates Initially reported on 
811231 Engineering Change Notice 1372 written to accomplish 
required mods 

MILLB.L M Tennessee Valley Authority 84/02/28 O'REILLY. J P 
Region 2, Office of Director 2pp 22376 029 24X 

Fleha* 30-438. 84/02/28, 8403090024 


8403070297 First interim deficiency rapt re numerous dePic lenc t ■ s on 
E-max panels, Initial ly reported on 840131 Incorrect 
connected wires will be repaired Next rept by 840607 Also 
reportable per Part 21 

MILLB.L. M Tennessee Valley Authority 84/02/29 O'REILLY, JP 
Region 2, Office of Director 2pp 22546 337. 24X 

Ficha; 30-438, 84/02/29. 8403070297 


8403070329 First interim deficiency rapt re adaptor keyway on B-lnch 
Borg-Uarner globa valvai Initially reported on 840131 Vendor 
will provide corrective action Ii identify addl valves 
requiring mods. Also reportable per Part 21 

MILLB.L M. Tennaisea Valley Authority 84/02/29 O'REILLY, J P 
Region 2, Office of Director 2pp 22346 313 24X 

Flche 30-430,84/02/29,8403070329 


8403070294 Becond interim deficiency rept re carbon steel dowel pin' 
found in HP! pump Initially reported on 831109, Pin removed li 
wet cloth test performed to verify no residual rust remains. 

Next rept expected by 840822 

MILLS. L M Tennessee Valley Authority 84/03/01 O'REILLY, JP 
Region 2, Office of Director 2pp 22341.290 24X 

Flche: 30-438, 84/03/0 1 , 8403070294 


8403120105 First interim deficiency rept re loose drive hubs on 
overspeed governor drive shaft on Transamerica Delaval. Inc 
diesels Initially reported on 840203 Svc info memo being 
reviewed for approval Also reportable per Part 21 
MILLS.U H Tennessee Valley Authority 84/03/01 O’REILLV.JP 
Region 2. Office of Director 2pp 22505 229 24X 

Flche 50-000.04/03/01,8403120105 


8403140040 Forwards "Grand Oulf Component Tracking Sys, " “Bhorsharo 
Component Tracking Sys" & "Transamerica Delaval. Inc 
Diesel Generators Owners Oroup Program Plan." to resolve 
concerns lu/emergency diesel generators 

NUSELER.U J Long island Lighting Co 84/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22626 062 
24X Fiche 30-000.84/03/02.8403140040 


— 04O314OO9S "Transaroer ica Delaval, Inc Diesel Generetors Owners Oroup 
Program Plan " 

e TDI (Transamerica Delaval, Inc 1 Owners Oroup 04/03/02 
26tpp 22620 223 24X Flche 50-000,84/03/02.8403140048 


0403130007 First interim deficiency rept re failure of dc isolation 
amplifiers in safety-related panels mfg by EI-Te x. resulting 
in erroneous control room indications on 125-volt dc sys 
Initially reported on 040214 Next rept by 840706 
MILL0. L M Tennessee Valley Authority 84/03/03 O'REILLY. J P 
Region 2. Office of Director 2pp 22643 293 24X 

Flche 30-439.84/03/03,0403150007 


8403160042 First interim deficiency rept re ITT Orlnnel pipe supports 
designed w/sway struts instead of required gaps Initially 
reported on 840108 Alternate analysis load tables will he 
revised Also reportable per Part 21 Next rept by 040828 
MILLB.L M Tennessee Valley Authority 04/03/06 O'REILLY, V P 
Region 2. Office of Director 2pp 22653 126 24X 

Flche 30-430,84/03/06,0403160042 


8402090039 Qoard Notification 84-052 forwards meeting summaries 
containing transcripts of 040210 1< 16 meetings between NRC & 
Transamerica Delaval. Inc (TDIl Owners Group Distribution 
list enc 1 

E13ENHIFT. D O Division of Licensing 04/03/12 PALLADINO 
Commissioners 5pp 22700 001 24X Fiche 30-000,84/03/12, 

8402090039 


— 8403060536 Forwards summary of B40210 meeting w/Transamerlca Delaval. 
Inc Owners Group in 0ethcsda>f1O re problems w/amergency 
diesel generators 

CAHUaO, R Licensing Branch 2 84/02/27 O'REILLY. J P NRC - No 

Detailed Affiliation Given 6pp 22708,006 24X 

Flche 30-000,04/03/12.0402090039 


— 6403060334 Transcript of S40210 meeting w/Transamerlca Delaval, Inc 
Owners Qroup in Dethesda.MD re problems w/etnergency diesel 
g eneratars. 

* NRC - No Detailed Affiliation Given 04/02/10 I47pp 
67201 000 84X Flche 30-000.84/03/12,8408090039 


— 8403070409 Summary of 640216 meeting w/Transamcrica Delaval. tnc Owners 
Oroup in Uading River. NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript it 
attendance list end 

MILLER. M A Licensing Dranch 4 84/02/87 Licensing Blanch 4 

Bpp 22708 161 24 X Flche 30-000,84/03/12.8402090039 


— 8403070423 Transcript of 040216 conference in Wading River, NV re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
« Commissioners. 84/02/16 84pp 22708 169 24X 

Fiche 50-000,04/03/12,8402090039 


0403140050 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Bhoreham 6 
Grand Oulf diesel generators 

MUBELER.W J Long Island Lighting Co 84/03/12 DENTON, H R. 

Office of Nuclear Reactor Regulation. Director 2pg 22632'074 
24X Flche 30-000. 04/03/12. 04O314OOSO 


B403130133 Forwards "Transamerica Delaval. Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept “ Capscrew design adequate 
for applicable engines 1< svc conditions 

MUBELER.W J TDt (Transamerica Delaval. Inc, ) Owners Group 
84/03/13 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 2pp 22639 270 24X Fiche 50-000,84/03/13,8403150133 


0403210046 First interim deficiency rept re ITT Grinnel pipe supports 
designed ui/sway struts instead of required ceps Initially 
reported on 640216 Next rept by 650213 Also reportable per 
Part 21 

MILLS, L M Tennessee Valley Authority 04/03/13 O'REIULY.U P 
Region 3, Office of Director 2pp 22704-32a 24X 

Flche 30-438,04/03/13.0403210046 
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64O3Z1O04Z First intersm tJeficieney rept re incorrect Insulation 
lueijhts For intake pumping station piping Jnitiallii reported 
on 040221 Util ui 1 1 perform document Insolation luelght 
calculations For ERCW sgs 

MILLS/L M Tennessee Vallei; Authority a4/03/'14 fl'PEILLY, J P 
Region 2. Office ef Director 2pp 22707 037 24X 

Fiche 5t>-'43B< B4/03/i4< B403210042 


8403210132 First interim deficiency rept re defects in reactor pressure 
vessel (RPV) stud holes Initially reported on 840216 For 
Wnl e 1 fiatnt iasp requirements revised to Include vendor 
requirements For Insp of RFt/ stud bolt holes 

MILLSrL K Tennessee Valley Authority B4/D3/14 O'REILLY* J P 
Region 2. Office at Director 2pp 22707 270 24X 

Fiche 50-433. B4/03/14< 3403210132 


0403200222 Responds to 640214 Requests for Info 1 & 2 re R“4 series 
engines List Indicating engine number, mode 1 U svc number, 
customer name & address, rat 1 ng. da te shipped i< date started 
end 

MATHEWS, C S Tra n s ame r 1 c a Delava 1, Inc 04 703/1 A EISENKUT, 0 O 
Dlvlslen of Licensing 20pp 226'?1 179 24X Flcfie 30-000,64/03/16. 

B403200222 


9403300021 Sup p 1 emen ta i deficiency rept re incorrect insulation uielghts 
For Intake pumping station piping Initially reported on 
B403S1 First Interim rept dtd 840314 inadvertently omitted 
fact that next rept <Jou 1 d be submitted on 841130 

MILLS.L M Tennessee Valley Authority 84/03/21 O'REILLY, J P 
Region 2. Office of Director Ip 22B22 17B 24X 

Fiche 50-430. B4/03/21. S4D330D021 


8403300039 Supplemental deficiency rept re defects in reactor pressure 
vessel stud holes Initially reported on B40216 for Unit 1 
Neit rapt will be submitted by 640716 

MILLS.L t1 Tennessee Valley Authority 84/03/21 O'REILLY, J P 
Region 2. Office of Director Ip 22B21 33? 24X 

Fiche 50-436,84/03/21.640330003? 


8403300004 Final deficiency rept re Incorrect modeling of problems In 
TFIPE program Initially reported on 630801 I tern not 
considered reportable under lOCFRSO OSlel Recorde amended 
to delete subj nenc onformanc e 

MILLS.L « Tennessee Valley Authority 64/03/22 O 'REILLY, J P 
Region 2, Office of Director 2pp 2261? 2?S 24)( 

Fiche* 30-436. 64/03/22. 6403300004 


6403270132 Forwards “’Emergency Diesel Generator Air Start Valve 
Capscrew Dimension & Stress Analysis," prepared by 6i.w for 
Transamerica Delaval.tnc ITOl) Diesel Generator Oujnrrs 
Croup 

MUSELER. if J TDI (Transamerica Delaval. Inc } □wners Orotip 
64/03/23 DENTON. H B Office of Nuclear Reactor Regulation. 
Director 2pp 22774 001 24X Fiche 50-000.04/03/23,8403270132 


6403270134 Requests meeting on 640410 to discuss short-term J< long- 
term corrective actions & Investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
end 

MCOAUGHY, J P TDI CTransame rlca Delaval, Inc 1 Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 50-000,94/03/23.6403270134 


T Hearing transcripts on non-antltrust matters 


B403060413 Forwards Endorsement 23 to NELIA Policy NF-S5B 
DUCK.J R Marsh & McLennan. Inc B4/02/26 SALTZMAN, J Assistant 
Director for 8tate 6 Licensee Relations 2pp 22510 26? 24X 

Fiche 30-436.84/02/28.3403060413 


8402090039 Board Notification 04-052 forwards meeting summaries 
containing transcripts of 640210 h 16 meetings bsteueen NRC 6 
Transamerica Delaval. Inc ITDl) Owners Group Distribution 
list end 

EI8ENHVT. D 0 Division of Licensing 64/03/12 PALLADINO 
Commissioners 5pp 22706 001 24X Fiche 90-000. 64/03/ 12, 

04D2O7OO39 


-8403060536 Forwards summary of 640210 meeting w/Transam-irlca Delaval, 
Inc Cwners Group in Oethesda.MD re problems w/emergency 
diesel generators 

CARUSO. R Licensing Dranch 2 84/02/27 O'REILLY. J P NRC - No 

Detailed Affiliation Given 6pp. 22700 006 24X 

Fiche 50-000,64/03/12,0402090039 


640306D3S4 Transcript of 840210 meeting u/Transamer ica Dtlavalilnc 
Owners Croup In eethesdaiHS rr problems u/emergency diesel 
generators 

a NBC - No Detailed Affiliation Given 04/02/10 147pp 

67201 OOB 24X Fiche 90-000, 84/03/1 2, B402090039 


-'8403070409 Bummary of B402I6 meeting lu/Transamer 1 ca Dtlavalilnc Owners 
Group im Wading RtvenNY re program plan to establish 
reliability of diesel generators Agenda, meet Ing transcript t, 
attendance list end 

MILLER. M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Bpp 22708 161 24X Fiche 50-000,64/03/12,040209003? 


— 6403070423 Transcript of 640216 conference in Wading River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
» Commissioners 84/02/16 a4pp 22706 169 24X 

Fiche 50-000,04/03/12,840209003? 


DOCKET 30-440 PERRY NUCLEAR POWER PLANT, UNIT I 


A Appl lea t lon/cons true tl on stage documents L correspondence 


8403070213 FOIA request for documents re 830919 meeting to discuss 
steam erosion Issue In facility proceeding i< TM Novak 630623 
memo on steam eroilon issue 

MIATT.S L Ohio Cltliens for Responsible Energy 83/12/00 
FELTON, J M Division of Rules and Records Ip 22963 219 24X 

Fiche 50-440.63/12/08,0403070213 


8403070215 Responds to FOIA request for documents re B30919 meeting 
to discuss steam erosion Issue In Facility proceeding & TM 
Novak 030625 memo on subj Foruards App A documents Documents 
4 & 5 withheld (ref FOIA Exemption 9) 

FELTON. U M Division of Rules and Records 64/01/23 HIATT. 8 

Ohio Cltliens for Responsible Energy 3pp 22563 220 24X 

Fiche 90-440,64/01/23,8403070215 


— 8306220210 Forwards draft staff position on Contention 19 re steam 
erosion Applicant has not demonstrated capability to prevent 
or discover effects of steam erosion Comments requested 
PARR, O ri Auxiliary Systems Branch 83/06/14 LtAW. 6 
Mechanical Engineering Dranch Ip 22963 226 24X 

Fiche 50-440,84/01/23,0403070215 


— 840307(}221 Requests confirmation on lead responsib i 1 i 1 1 at for 
Final lilng NRC position re steam erosion contention Issue 
Responsibility should be shared by Mechanical Engineering 
Branch ti Meteorology ti Effluent Treatment Branch 
NOVAK, T M Assistant Director for Licensing 63/00/25 
KNIOHTiJ P Assistant Director for Comp L Structures Engineering 
(Post B30201 ) JOHNSTON, W V Assistant Director for Metis, Chem 
ti Environ Technology (Post 830201) 2pp 22963 224 2 4X 

Fiche 50-440.84/01/23,0403070215 


6403010246 Notification of 640417 meeting w/util,GNL «< Gilbert Assoc in 
HethesdaiMD to discuss NRC preliminary findings re 
LOCA-re lated pool dynamic loads 

BTEFANPiJJ Licensing Dranch 1 84/02/17 YOUNODLOOD, B. J 

Licensing Branch 1 3pp 22449 339 24X Fiche 50-440,84/02/17. 

B4D3010246 


6403020037 Notification of contract execution "Dresden L Perry 
Simulator Leasing, " awarded to GE 

JESSUP, B Technical Assistance Contracts Dranch FIN D-8713 
04/02/17 HAVINS, 0 H Director's Office, Office of Inspection and 
Enforcement Ip 22491 04S 24X Fiche 50-000,04/02/17,0403020037 


— 8403020043 Contract "Dresden (b Perry Simulator Leasing." awarded to 
OE 

PlERCE.fi L General Electric Co FIN 0-6713 84/02/17 SSpp 

22491 046 24X Fiche 50-000.84/02/17,0403020037 


0403020433 Further response to FQIA request for documents re const 
assessment team visit to plant in Aug L Sept 1983 Forwards 
listed documents 

FELTON, J M Division of Rules and Records 04/02/22 HIATT, 8.L 
Ohio Cttiiens for Responsible Energy Ip 22491 203 24X 

Fiche 50-440,84/02/22,0403020435 


— 8403020441 Submits outline re const assessment team visit Rslatsd info 
anc i 

» NRC - No Detailed Affiliation Given 83/09/29 ROHRBACHER, R 
Director's Office, Office of Inspection and Enforcement. S3pp 
22491 204 24X Fiche 50-440,04/02/22,8403020435 


6403060101 Responds to Generic Utr 04-01 re use of terms Important to 
safsty t< safety-related Further discussion w/Util 
Classification Group (> AIF Subcommittes on Safsty 
Classification recommended 

EDELMAN, M R Cleveland Electric Illuminating Co 64/02/29, 

TAYLOR, J.M Director's Office, Office of Inspection and Enforcamant 
Ip 22919 851 24X Fiche 50-440. 64/02/89. B403060181, 
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9403130092 Foru/arda reiponses to NHC B40214 1 tr re environ Bqoipment 
quallFlcatlon audit Response to exception taken tg NRC in 
generic evaluation of Rev 1 to NEDC-24326-P ulll be 
eubfpitted by 640423 

EDEUMANi M R Cleveland Electric Illuminating Co 84/03/07 
VOUMOBL66D/ D J Licensing Branch 1 374pp 22602 22S 24X 

Ficlie 30-440,84/03/07,8403130092 


— 0403130106 Rev 0 to "Sys Component Evaluation Worksheet for Class IE 
Equipment in Harsh Environ " 

OOSCH, C , THOMAS, E B . MATHENY, K A Cleveland Electric 
Illuminating Co CC-74-133 flOO 04/02/06 6pp 22603 192 24X 

Flchfi 50-440,04/03/07,8403130092 


8403070363 Foruiards FEMA comments on Draft 2 of public info brochure, 
for review 8< consideration 

YOUNGBLOOD, B J Licensing Branch 1 84/02/29 EOELMAN, M R 

Cleveland Electric Illuminating Co 3pp 22S67 20S 24X 

Fiche 50-440,84/02/29,8403070363 


8403130194 Responds to NRC comments on detailed control room design 
review program plan, per 831223 Itr Control room Inventory 
requirements will be satisfied, per Suppl 1 to NIJREG-0737 
Oencrlc Ltr 83-18 during Apr 1984 task analysis review 
EDELMAN.KR Cleveland Electric Illuminating Co 84/02/29 
VnONOBLOaO, B U Licensing Branch 1 /pp 22617 300 24X 

Fiche 30-440,84/02/29,8403130194 


3403130118 Rev B to "Sys Component Evaluation Worksheet for Class IE 
Equipment in Harsh Environ " 

OOSCH, C , THOMAS, E D , MATHENY, K A Cleveland Electric 
Illuminating Co ES-tOOO RB 84/02/06 6pp 22603 198 24X 

Fiche 30-440,84/03/07,8403130092 


'B4O3130128 Rev A to "Sys Component Evaluation Worksheet for Class IE 
Equipment in Harsh Environ " 

OOSCH, C , THOMAS, E B , MATHENY, K A Cleveland Electric 
Illuminating Co 108025 RA 84/02/06 20pp 22603 204 24X 

Fiche 30-440.84/03/07,8403130092 


8403030128 Forwards "Perry Nuclear Power Station Offsite Radiological 
Emergency Planning," interim rept Exercise to test plans 
scheduled for B4H2B 

HRIMM,R W Federal Emergency Management Agency 04/03/01 
UORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 ip 224BB 223 24X Fiche 50-440.04/03/01, 

B 403050 128 


— B4030S0131 "Perry Nuclear Power Station Radiological Emergency 
Planning," interim rept 

« Federal Emergency Management Agency S4/01/tO 192pp 

22468 224 24X Fiche 30-440.84/03/01.8403030126 


— 8403130138 Rev B to "Bys Component Evaluation Workshop For Class IE 
Equipment in Harsh Environ " 

OOSCH, C , THDMAB, E B , MATHENY. K A Cleveland Electric 
Illuminating Co 548-8034-2 RB 84/02/06 13pp 22603 224 24X 

Fiche 30-440,84/03/07,0403130092 


0403190373 Informs that QA plan for operations phase, per Chapter 17 2 
□ f FSAR, approved to expedite development of procedures & 
instructions during preop erat 1 ona 1 testing phase 
EDELHAN, M R Cleveland Electric Illuminating Co 84/03/00 
KEPPUER.J 0 Region 3, Office of Director Ip 22673 217 24X 

Fichu 30-440,04/03/08,8403190375 


8403190391 Forwards tables reflecting nuclear power plant experience 
For operating shiFt pos i t i one, inc lud t ng current staFfing 
experience levels (i level projected at time of Fuel load 
EDELMAN, M R Cleveland Electric Illuminating Co 84/03/09 
DENTON, H R Office of Nuclear Reactor Regulation, Director 13pp 
22675 202 24X Fiche 50-440,84/03/09,8403190391 


8403120112 Forwards agenda for 040323 regional workshop in Rosemont, IL 
w/all Region III licensees to discuss fire protection safe 
shutdown requirements of lOCFRSO, App R Workshop will provide 
guidance to licensees 

8FESGARD, R L Division of Engineering 64/03/06 EDELMAN. M R 
Cleveland Electric Illuminating Co 3pp 22SB3 232 24X 

Fiche 30-440,04/03/06.8403120112 


0 Adjudicatory corresp ondence 


8403020106 Answer to Sunflower Alliance, Inc 640214 motion to readmit 
Issue 2 re financial qualifications contention Motion should 
be denied based on 1962 financial qualifications rule 
Certificate of Bve enc I 

SILQERO.d E Cleveland Electric Illuminating Co SILBERC.d E Shaw, 
Pittman, Potts t, Trowbridge 64/02/29 Atomic Safety and 
Licensing Board Panel 7pp 22442 101 24X Fiche SO-440, 84/02/29, 

0403020106 


8402090041 Board Notification 64-050 provides Commission policy 
statement t> proposed rulemaking on environ qualifications 
EI6ENHUT, D 0 Division of Licensing 84/03/14 Atomic Safety and 

Cleansing Board Panel lOpp 24X Fiche 30-000,84/03/14,8402090041 


0403230047 Advises that completion of final field wiring for diesel 
generator extended to B40S15 

EDELKANiM R. Cleveland Electric Illuminating Co 84/03/19 
KEPPLER, J 0 Region 3, Office of Director Ip 22720 330 24X 

Fiche. 30-440, 04/03/ 1 3, 8403230047 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


0403010017 Forwards 8SER 4 (NURED-06B7> re operation of facilities 
W/o end 

YOUNOBLOOD, B J Licensing Branch 1 84/02/17. EDELMAN, M P 

Cleveland Electric Illuminating Co 3pp 2247? 341 24X 

Fiche. 30-440, 04/02/17,8403010017 


8403290337 Requests addl copies of proposed tnservice testing program 
for pumps b valves submitted In response to SER Outitanding 
Issue 5 Relief requests should be gran ted, pend Ing 
completion of steff review 

VOUNOeUDQD, B J Licensing Branch 1 84/03/14 EDELMAN, M R 

Cleveland Electric Illuminating Co 3pp 22B22 263 S4X 
Fiche: 90-440, 84/03/14, 0403290337 


F. Security, medical, emergency b fire protection plans 


0402090006 Board Notification 84-034 forwards ft Vollmer 040206 memo to 
0 Elsenhut re fire research results concerning Fires in 
electrical cabinets in control room 

EI8EMHUT. D O Division of Licensing 84/02/23 PALLADINQ 
Comnleelonsrs Ip 22376.203 24X Fiche 30-000, 84/02/S3< 

0402090006. 


--0403000316 Recommends that Info re Fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board no 1 1 f 1 cat Ion, per Nfift Dfc Ltr I9,dtd 821001, Fur ther 
evaluation of test data required. 

VQLLHER, ft, H. Division of Engineering 84/02/06 EieENHUT, D. O 
Division of Licensing lOpp 22376,204 24X 

Fiche. 30-000, 84/02/23, 8402090006 


8403060275 Forwards lupplemcntal answers to interrogatories on Issues 
6,8 b 19 bJ/o affidavits Related correspondence 

GLASBFIEGEL, H Shaw, Pittman. Potts V Trowbridge QLASSP lEGEL, H 
Cleveland Electric Illuminating Co 84/02/29 HIATT, S Ohio 
Cltliens for Responsible Energy 2pp 22919 040 24X 

Fiche 90-440,64/02/29,8403060273 


— 8403060280 Sup p I amenta J answers to interrogatories on Issues 6,8 b 13 
Certificate of Sve encl Related correspondence 
GLASSPIECEL, H Cleveland Electric Illuminating Co 84/02/29 
24pp 22319 042 24X Fiche 50-440,84/02/29,8403060279 


0403060297 Forwards affidavits to accompany applicant supplemental 
answers to interrogatories on Issues 6.0 b 15 Certificate of 
Sve end Related correspondence 

0LAS6PIEGEL, H Shaw, Pittman. Pettsb Trowbridge GLASSP lEGEL. H 
Cleveland Electric Illuminating Co 84/03/01 HIATT, 8 Ohio 
Cltiions for Responsible Enetgy 5pp 22916 233 24X 

Fiche 90-440.84/03/01,0403060297 


0403140176 Response to Sunflower Alliance 640214 motion to readmit 
Contention 2 re applicant financial qualifications ASLD 
should hold in abeyance motion until further guidance 
provided by NRC Certificate of Sve encl 

NOODHEAD.C P Hearing Branch 4 84/03/05 Atomic Safety and 

Licensing Board Panel 7pp 22624 104 24X Fiche 50-440,04/03/05. 

0403140176 


B40313D010 Answer to Ohio Citizens for Responsible Energy eleventh set 
of Interrogatories to applicant re Issue 16 Certificate Uf 
8vc encl Related correspondence 

SWIQER.M A Cleveland Electric Illuminating Co BWIGER, M A Shaw, 
Pittman, Potts b Trowbridge 04/03/00 17pp 22614 327 24X 

Fiche 90-440.84/03/08,0403130010 


040313013? 1 ntorroga ten es b request for production of documents to 
Ohio Citizens for Responsible Energy re reliability of 
Transamerica Delaval standby diesel generators M/Certi f ica te 
of Sve Related corresp ondenc e 

SMIQERi M A Cleveland Electric Illuminating Co BUIOER.M A Shaw, 
Pittman, Potts b Trowbridge 04/03/09 Ohio Citizens for 
Responsible Energy 2app 22601 024 24X Fiche 50-440,04/03/09, 

0403130139 
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S40ai304D3 Updates applicaTit 84050B response to Ohio Cltliens For 
Responsible Energy Interrogatory 10-2 re consultants used on 
Issue 16 concerning reliability of standby dlesel 
generators Related correspondence 

SUIOER.H A ShaU< PlttiTian> Potts U Troubrldge SUIOER.M A 
Cleveland Electric Illuminating Co B4/03/09 HIATT. S L Ohio 
Citizens for Responsible Energy 3pp SZ616 04S 24X 

Fiche 90-4.40. B4/^03/0 9. 6403130403 


8403190007 Response to A8LB 830330 order for affidavit supporting 
contention that polymer degradation leould not create unsafe 
conditions Electrical eguipment In Zone 014-8 acceptable 
Related correspondenc e 

SWICER.M A Cleveland Electric lUomlnatlng Co SHIOER.M A 8hau, 
Pittman. Potts & Troubrldge 84/03/07 5pp 28642 318 24X 

Flche 50-440, B4/03/09 j 8403150007 


— 9403150014 Affidavit of s Kasturi in response to ASLB 830330 order re 
summary disposition of Issue 7 Certificate of Bvc encl 
KA8TURI,8 Impel 1 Corp 84/03/08 ?pp S2648 317 24X 

Flcbe 30-440,84/03/07,8403190007 


B4'03t90001 Forwards original affidavit of EJ Christiansen to replace 
photocopy attached to applicant 840308 ansuers to Ohio 
Citizens for Responsible Energy eleventh set uf 
interrogator 1 rs Related c oi r espondence 

SWICER-M A Shaui. Pittman, Pptts i Trowbridge SWIOER, M A 

Cleveland Electric Illumlneting Co 84/03/18 Office of the 

Secretary of the Comnvssion 3pp 88641 291 84X 

Ficha 90-440.84/03/18,8403150001 


8403170066 Forwards recent Insp repts re facilities to ABLB !< parties 
UOODHEAD. C P Hearing Branch 4 84/03/14, BLOCH. P 11 , KLINE, J R , 

BRIGHT, 0 □ Atonic Safety and Licensing Board Panel 77pp 
28664 285 84 X Flche 50-440,84/03/14,8403190066 


8403370079 Brief in support of exceptions to partial initial decision 
re QA issue Certificate of Svc end 

LODGE, rJ Sunflower Alliance OSB 107 84/03/20 Atomic Safety 

and Licensing Appeal Panel 21pp 22766 224 84X 

Flche 90-440. 84/03/20, 8403370075 


8403300862 Order denying Ohio Cltiiens for Responsible Energy 831014 
motion to reconsider summary disposition re turbine missile 
Served on 840330 

BLOCH.P D . KLINE.vf R , BRIGHT, 0 D Atomic Safety and Licensing 
Board Panel DSB 886 84/03/29 Ohio Citizens for Responsible 

Energy Spp 88884 014 24X Flche 50-440,84/03/89,8403300268 


H General correspondence 


8403050390 Ack receipt of 840210 Itr ra HRC actions On use of stiff 
pipe clamps IE Info Hotice 83-BO Issued Identifying 
potential problem Evaluation of addl Info will be documented 
In future 5ER 

STEFANO.O J Licensing Branch 1 84/08/87 HIATT.S Ohio Citiiens 

for Responsible Energy Spp 28901 383 84X Fiche 50-440,84/08/27. 

B403050350 


H Antitrust correspondence 


B4O309O174 Responds to Antitrust Div request for NRC imposition of 
civil penalties re alleged willful failure to comply fully 
w/Antltrust License Condition 3 Commission believes 
Imposition of civil penalties Inappropriate 

PALLADINOiN J Commissioners B4/01/31 CUTLER, H 9 . MCGRATH, J P 
^fustlce, Dept of. Attorney General, Office of Spp 28988 187 
SAX Fiche. 90-000. 84/01/31, 8403090194 


6403080140 Responds to City of Cleveland 840806 notion for 
clarification & correction of finding of Director of NRR re 
OL antitrust review hJRR should reaffirm findings of no 
significant change deny City of Cleveland motion. 

ZAHLERiR E Shaw, Pittman, Potts li Trowbridge 2AH.ER,R. E 
Cleveland Electric Illuminating Co 84,^03/06 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 4Spp. 28999 387, S4X 
Flche 90-440.84/03/06,8403080140 


» Inspection reports, IE Bulletins & correspondence 


B40H9007S IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits it Annunciation " Svc list 
end 

JORDAN', E L Division of Emergency Preparedness & Engineering 
Response IPost 830103). 84/08/88 Consolidated Edison Co of New 

YorKt Inc. llSpp. 22909 839 84X Fiche 90-000, 84/08/28, 0401 190078 


3403190348 Forwards IE Intp Repts 90-440/84-01 *< 90-441/84-01 on. 
840130-0803 No noncompl lance noted 

LITTLE, U S Region 3, Office of Director, 84/02/28 EDELMAN, M R 
Cleveland Electric Illuminating Co Spp 82673,386 24X 

Fiche: 9Q-440,a4/02,'SB, 8403190348 


— 0403190354 IE Insp Repts 90-440/04-01 & 90-441/84-01 on 640130-0803 Mo 
noheomp 1 lance or deviations noted Major areas inspected 
procedures, work activities & quality records review for 
safety -related piping 

CILIMDERO, R L , KAUFMAN, P D , DANIEL80N, D H Region 3, Office. of 
Director 84/08/27 7pp 23673 808 84X Flche 90-440,04/02/88. 

84 03190340 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by ODT 4, NRC " Svc list enct 

GRACE, J N Division of GA, Safeguards & Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York. Inc 

130pp 22558327 24X Flche 50-000.64/03/08,8408090007 


B4020900oa IE info Notice 84—16, "Failure of Automatic Sprinklar 8yt 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response {Post 030103) 84/03/02 Consolldatsd Edison Co of Ntw 

York, Inc 188pp 22993 078 24X Fiche 90-000,84/03/08,8402090008 


8402070009 IE Info Notice 84-19, "Reporting of Radiological Releases " 
0VC list enc I 

JORDAN. E L Division Of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/08 Consolidated Edison Co of Nsw 

York, Inc I19pp 82553 817 24X Flche 50-000.84/03/08,8402090009. 


0402070011 IE Info Notice 84-17, "Problems N/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness 4i Engineering 
Response (Post 830103) 84/03/09, Consolidated Edison Co of New 

York, Inc 117pp 82553 336 84X Flche 50-000,84/03/09,8402090011 


8403120122 Ack receipt of 840284 Ur Informing NRC of steps taken to 
correct noncomp 1 lance noted In IE Insp Repts 90-440/83-37 <> 
50-441/03-35 

LITTLE, W 8 Region 3, Office of Director 84/03/06 EDELMAN, M R 
Cleveland Electric 1 1 lutnlna t Ing Co Ip 22967 281, 24X 

Flche, 50-440, 04/03/06, 04O31SD182 


— 6403120186 Responds to NRC 840127 Itr re violations noted in IE Inep 
Repts 90-440/83-37 S, 90-441/83-39 Corrective actions 
training 6 resvaluatlon of candidate performed per LK 
Cometock Procedure 4 14 

EDELMAN, M R Cleveland Electric I llumlna t Ing Co 04/03/24 
LITTLE, N 6 Division of Engineering 7pp 82989 222 24X 

Fiche 50-440,84/03/06,8403180182 


8408090084 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Eve list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Poet 630103) 84/03/07. Consolidated Edison Co of New 

York. Inc llSpp 38639 049 24X Flche 90-000,84/03/07,0402090024 


0402090020 IE Info Notice 84-18, "Stress Corrosion Cradling in PHR 
Sys " Bve 1 1 St enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolldatsd Edison Co of New 

York. Inc 118pp 88904 106 24X Flche 90-000,84/03/07,0402090028 


8403130204 Confirms 040410 meeting In Region III ofc in Glen Ellyn, IL 
to discuss SALP 

NDRELIUS, C E Division of Project 6 Resident Programs B4/03/09 
EDELMAN, M R Cleveland Electric tllumlnatlng Co tp 22617.319 
a4X Fiche 50-440.84/03/09,8403130204 


8402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays In Use In 
Class IE Safety Sys " Svc list end 

DEV’01IN0,R C Director's Office, Office of Inspection end 

Enforcement 04/03/18 Consolidated Edison Co of New York, tnc 

t34pp 28083 094 24X Fiche 90-000,84/03/18,8402090031 


8403190066 Forwards recent insp repts re facilities to ABLB Si parties 
WDODHEAD.C P, Hearing Branch 4 04/03/14 BLOCH, P. B , KLINE, JR , 

ORlOlfT, 0 □ Atomic Safety and Licensing Board Panel. 77pp 
88664 829 24X Fiche 90-440,04/03/14,8403190066 


S403270824 Responds to Suppls 1 Si 2 to IE Bulletin 83-07 re apparently 
fraudulent Ray Miller, Inc products Initial contact u/vandort 
indicates one application of product in nontaf ety-ralatad 
tys Completion of investigation expected by Dec 1984 
EDELMAN, H R Cleveland Electric Illuminating Co, 84/03/16 
KEPPLERiJ, O Region 3, Office of Director Ip 88772.089 24X 

Flche: 50-440, 64/03/16, 0403870884. 


6402090043 IE Info Notice 04-19, "Two Events Involving Unauthorized 
Entries into PHR Reactor Cavities " Svc list encl 
JORDAN, E L. Division of Emergency Preparedness 8i Engineering 
Responee (Post 030103) 04/03/21 Consolidated Edison Co of Naw 

York, Inc t23pp 22823 889 SAX Flche 90-000,84/03/21,0402070043 
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840ZO?0044 IE Info Notice B4-20, "Svc Life oF Relays in Safety-Related 
Sys “ Svc Jilt end 

JORDAN) E L Division of Emergency Preparedness Engineering 
Raiponse (Post B3D103> B4/03/21 Consolidated Edison Co of Neu 

York. Inc laSpp 32933 001 24X Flche 30-000. 04/03/21 1 8402090044 


R Periodic operating reports t< related correspondence 


8403020443 Feruiards monthly status fept of offsite emergency 
preparedness for DL reviews for Jan 1784 Changes In FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCK8.M J Office of the Executive Director for Operations 
84/02/21 PALLADINO Cofnmis s loners 9pp 22492 003 24 X 

Flche 30-000,84/02/21.8403030443 


e Reportable occurrences, LEBs b related correspondence 


B403010451 informs Commission of problems u/emergency diesel generators 
nfg by Transamerica Delaval, Inc 

DIRCK8, H J Office of the Executive Director for Operations 
SECV-B3-034 84/01/23 4pp 2243S 347 24 X Flche 30-000,04/01/25, 

8403010431. 


8403290274 Interim deficiency rept re loose flexible coupling drive 
hubs on components supplied by Transamerica Delaval, Inc 
Initially reported on S40120 Next rept by S40331 Also 
reported per Part 21 

EDELNAN.H R Cleveland Electric Illuminating Co, 84/02/17 
KEPPLER, J 0 Region 3, Office of Director 2pp 22426 299 24X 

Flche- 30-440, B4/02/ 1 7, 8402390274 


8403010207 Forwards "Investigation of Types AF & AE Piston Skirts," per 
Transamerica Delaval, Ipc Owners Group program commitments 
Rept evaluates cracks In AF piston skirts in Shoreham b 
Orand Outf Nuclear Power Stations, 

MUBELERiW J TDI (Transamerlc a Delaval, tnc ) Owners Group 
B4/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 3pp 22434:090 34X Flche 30-000, 84/02/27, B403010207 


8402090021 Board Notification 84-039 discusses MRC 840210 b 16 meetings 
u/Traniamer lea Delaval, Inc Emergency Diesel Oenerators 
Owners Group Meeting scheduled on 040308 for Pinalliatton of 
generic program plan prior to NRC review 

EI8ENHUT, 0 0 Division of Licensing 04/O2/2S PALLADINO 
Commissioners Spp, 22546 003 24X Flche 30-000,84/02/38, 

8403090021 


S40301021B Forwards task descriptions for 16 known problems re 
Transamerica Delaval, Inc emergency diesel generators 
HUSELER.W J TDI (Transamer Ica Delaval, Inc ) Owners Group 
84/02/28 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 42pp, 22433 177, 34X Flche 30-000, B4/02/2B, 840301021 B 


B403360233 Forwards summary list of deflcisncies identified per 
10CFR30 551e>,Part 2t b potential generic 1 tr repti for 
comments 

STAROSTECRl.R, Division of Project b Resident Programs 84/02/28 
Region 1, Office of Director, 7pp, 22756 063 24X 

Flche. 30-000, 84/02/28. B403260333 


8403070020 Board Notification 84-044 forwards Part 21 rept ra 
Transamerica Delaval, Inc turbpcherger thrust bearing 
lubrication defect resulting in engine nonavel lab 1 1 1 ty 
EIBENHUT.DO Division of Licensing 84/03/29 PALLADINO 
Comnletloners 4pp 22341.263, 24X Flche 30-000,84/03/29, 

8402090020 


8403130096 Supplemental final daftctency rept re Bailey 720 station 
devicee supplied by OE in Power Generation control complex 
panale (RDC 32(811) Due to repair delays, three stations not 
returned Corrective action will ba completed by 840301 
EDELMAN.M R. Cleveland Electric Illuminating Co 84/03/01 
HEFPLERiJ.O. Raglon 3, Office of Director Ip 22308,189 24X 

Flche; 30-440,04/03/01, 8403120096 


8403120032 Interim deficiency rept re cracks on actuator mounting 
brackets for motor operated exhaust louvari (RDC ?3<04) K 
Initially raportad on 840303. Nonconformance rept* litued by 
H, C C, Power*. Final rapt will bo submitted by B40437 
CDELMANiH R. Cleveland Electric Illuminating Co 84/03/03 

KEFFLER.O 0. Region 3, Office of Director 2pp 22306.279 24X 

Flche- 30-440, 04/03/03, 0403130033 


6403140048 Forwarde "Grand Gulf Component Tracking Sys, " "Shoreham 
Component Tracking By*" * "Traneemer lea Delaval,Inc 
Dleeal Generator* Owner* Group Program Plan, " to resolve 
concern* w/emergeney diesel generators. 

MDSELERiW J Long Island Lighting Co, 04/03/02 DENTON, H R 
Office of Nuclear RoaetOT Regulation, Director 2pp, 32636 062 
S4X Flche 30-000,04/03/02,0403140040 


— 04D314OO9S "Transamerica Delaval'Inc Diesel Generators Owners Group 
Program Plan '' 

• TDI (Transamerica Delaval, Inc 1 Owners Group 04/03/02 
261pp 226S0 223 24X Flche 30-000.04/03/02,0403140048 


8402090033 Board Notification B4-047 forwards Transamerica Delaval, Inc 
Owners Group piston skirt rept b task descriptions 
EI8ENHUT. D O Division of Licensing 84/03/07 PALLADINO 
Commissioners 4pp 22674 221 24X Flche 30-000.04/03/07, 

0402090033 


B403140122 Part 31 rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation indicate excessive wear caused by hunting of 
control c ircul try 

DODSON, J P Pacific Air Products Co 84/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 32624:068 24X 

Flche 50-000,04/03/09,0403140122 


B4031900S1 Interim deficiency rept re failure of linear converters on 
multi-blade dampers supplied by pacific Air Products, Co 
utilised in safety-related MVAC sys Initially reported on 
040216 Final rept by 840710 Also reported per Part 21 
EDELMAN.M R Cleveland Electric Illuminating Co 04/03/09 

KEPPLER, J O Region 3, Office of Director 2pp 22666 186 24X 

Flche 30-440,04/03/09,0403190051 


8402090038 Board Notification 84-031 forwards "Transamerl ca Delaval, Inc 
(TDI) Diesel Generators Owners Group Program Plan ’■ 

EISENHUT, D 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners Spp 226B8 214 24X Flche 30-000, B4/03/1 2, 
8402090038 


8402090039 Board Notification 84-032 forwards meeting summaries 
containing transcripts of 040210 & 16 meetings between NRC b 
Transamerica Delaval, Inc (TDI) Owners Group Distribution, 
list encl 

EI8ENHUT, D G D1 Vl s 1 On o f Ll C ins Ing 04/03/12 PALLADINO 
Commissioners 3pp 22708 001 24X Flche 30-000.84/03/12. 

8402090039 


— 8403060336 Forwards suirmary of 640210 maetlng w/Transamerica Delaval. 
Inc Owners Group in Dethesda.MD re problems w/emergency 
diesel generators 

CARIISD, B Licensing Branch 2 84/02/27 Q'REILLY.JP NRC - No 

Detailed Affiliation Given 6pp 22703 006, 24X 

Flche 30-000,84/03/12,8402090039 


— 8403060554 Transcript of B40210 meeting w/Transamerica Delaval, Inc 
owners Group in Dethesda.MO re problems w/emergency diesel 
g aneratnr s 

a NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 000. 24X Flche 30-000,84/03/12.0402090039 


— 8403070409 Summary of B40216 meeting w/Transamorlc a Delaval, Inc Owners 
Group In Wading River, NY re program plan to establish 
reliability of dlesdl generators Agenda, meeting transcript b 
attendance list encl 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Spp 23708 161 24X Flche 50-000,04/03/12,8402090039 


— 8403070423 Transcript of 840216 conference in Hading River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
« Commissioners. 04/02/16 04pp 2S708. 169 24X 

Flche 50-000,84/03/12,8402090039 


8403140030 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Shoreham b 
Orand Gulf diesel generators 

MU8ELER,U J Long Island Lighting Go 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Flche 50-000,64/03/12,8403140050 


8403150133 Forwards "Transamerica Delaval, Inc Diesel Generator Rocker 
Arm Capscrew stress Analysis Rept " Capsertw design adeiiuate 
for applicable engines b svc conditions 

MUSELER.H J TDI (Transamerica Delaval, Inc I Owners Group 
84/03/13 DENTON, H fi Office of Nuclear Reactor Regulation, 
Director 2pp 826391270 24X Flche 30-000,84/03/13, 8403130133 


0403200222 Respond* to 040214 Request* for Info 1 b 2 re fi-4 «arls* 
englrte* List Indicating engine number, model b svc number, 
customer name b address, rating, date shipped b date started 
enc 1 

WATHEWB.C 8 Transamerica Delaval, Inc 04/03/16 E18ENHUT, D G 
Division of Licensing 80pp 22691 179 24X Flche; 50-000, 04/03/16, 

8403200222 
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S40323001 1 IntffMni de-f ic ienci^ rept ra ay n( hron i lat ion betuisan standby 
diesel generator tt alternate preferred pouer source 
Initially reported on 6402ii& Evaluation of as-deelgned 
condition underuay Neit rept by 840430 

EDELnAM>M R Cleveland Electric Illuminating Co B4/03/1& 

KEPPLER.J 0 Region 3, Offlco of Director 2pp SS727 359 Z4X 

Flche 50-440. e4/03/’16, 6403530011 


8403230045 Interim deficiency rept re design Of diesel generator logic 
inconsistent u7F8AR Initially reported an 840314i Oilbert 
Assoc. Inc investigating possible safety implications of 
identified discrepancies Next rept expected by 840430 
EDECMARiM R Cleveland Electric I 1 lunl ha t 1 ng Co B4/03/16 

REPPLER.J 0 Region 3, Office of Director Spp 28727 3Al 24X 

Flche 30-440,84/03/16-0403230045 


8403230083 Interim deficiency rept re defects In design of HPC8 
interfaces to suppression pool cleanup sys Oilbert Assoc. Inc 
evaluating as-designed condition i. associated logic to 
determine if design change necessary Next rept by 840430 
EDELMAN.M R Cleveland Electric Illuminating Co 84/03/16 KEPPLER 
Region 3. Office of Director Spp 22726 291 24X 

Flche 50-440.84/03/16.8403230083 


8403230101 Interim deficiency rept re design of valve coordination for 
HPC3 sgs initially reported on 840216 AE currently 
Investigating as— designed condition of valves 1. associated 
logic Next rept expected by B40430 

EDELMANiH R Cleveland Electric Illuminating Co 84/03/16 

KEPPLER.J 0 Region 3, Office of Director app 23726 341 24X 

Fiche 50-440.84/03/16.8403230101 


8403260247 Final deficiency rept re lack of pntiier monitor daunstream 
of fuses in HpcS safety-related control circuits Oilbert 
Assoc. Inc evaluating as-designed condition of sys tO' make 
appropriate design changes Changes expected by 84DSD1 
EDELMAN.n R Cleveland Electric Illuminating Co 34/03/16 

KEPPLER.J 0 Raglan 3. Office of Director Spp 22756 063 24X 

Fiche 50-440.84/03/16.8403260247 


8403270132 Foruards "Emergency Diesel Generator Air Start Valve 
Capscreij) Dimension Stress Analysis." prepared by S6U for 
Transamerica Detaval.Inc (TDI) Diesel Oenerator Ouners 
Group 

HUBELER.U J TDI (Transamerica Del aval. Inc ) Ouners Oroup 
84/03/23 DEnTON.H R Office of Nuclear Reactor ftegolatlon. 
Director 2pp 22774 001 24X Flche 50-000. 84/03/23. B403270132 


6403270134 Requests meeting on 840413 to discuss sbart-term It long- 
term corrective actions U investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
enc i 

HCOAUOHY.jp TDI (Transamerica Delaval, Inc. 1 Owners Group 
84/03/23 DEntdN.M R Office of Nuclear Reactor Regulation. 
Director 4pp 22769 133 24X Flche 50-000.04/03/23,8403270134 


V Operator Examinations 


8403190391 Forwards tables reflecting nuclear power plant experience 
for operating shift post tions, inc luding current staffing 
experience levels 1. level projected at time of fuel load 
EDELHANi M R Cleveland Electric Illuminating Co S4/03/09 
DENTON.H R Office of Nuclear Reactor Regulation. Director I3pp 
22675 282 24X Flche 50-440.04/03/09.8403190391 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A Appllcation/constructlon stage documents & correspondence 


8403070213 FOIA request for documents re 830919 meeting to discuss 
steam erosion issue in facility proceeding 6 Tti Novak S30B2S 
niffnio on strain nrosion tsftue 

HIATT.B L Ohio Citizens for Responsible Energy 83/12/08 
FELTON. J M Division of Rules and Records Ip 25563 219 24X 

Fiche 50-440.83/12/08.8403070213 


8403070215 Responds to FOIA request for documents re 830919 meeting 
to discuss steam erosion issue tn facility proceeding h TH 
Novak 830625 memo on subj Foruards App A docufflents Documents 
4 Sc 5 withheld (ref FOIA Exemption 5) 

FELTON. J M Division of Rules and Records 84/01/53, HIATT. 8 

□hie Citizens for Responsible Energy 3pp S2S63 220 24X 

Flche 50-440,04/01/23,8403070215 


position on Contention 15 re steam 
snetrated capability to prevent 
irosion Comments requested 
Jranch 83/06/14 LIAW.B 

Ip 22563-226 S4X 


— B403D70221 Requests confirmation on lead responsibilities for 
finalizing NRC position re steam erosion contention issue 
Responsibility should be shared by Mechanical Engineering 
Branch t< Meteorology t. Effluent Treatment Branch 
NDVAKi T M Assistant Director for Licensing 83/08/25. 

KNIGHT. J P Assistant Director for Comp Sc Structures Engineering 
(Post 830201) JOHNSTON.M V Assistant Director for Hatls. Chem 
1< Environ Technology (Post 830201) 2pp 22563 224 24X 

Flche 50-440,84/01/23.8403070215 


6403010246 Notification of 040417 meeting u/util.BNL Sc Gilbert Aetoc in 
Bethesda.HD to discuss NRC preliminary findings re 
LOCA-related pool dynamic loads 

STEFANO. J J Licensing Branch 1 04/02/17 YOUNGBLOOD. B J 

Licensing Branch 1 3pp 22449 359 24X Flche 50-440.84/02/17. 

B403010246 


B403020037 Notification of contract execution "Dresden Sc Parry 
Simulator Leasing." awarded to OE 

JESSUP, B Technical Assistance Contracts Branch FIN B-0713 
84/02/17 HAviNQ. 0 H Director's Office. Office of Inspection and 
Enforcement ip 22491 045 24X Flche 50-000,84/02/17.8403020037 


— 0403020043 Contract "Dresden & Perry Simulator Leasing." awarded to 
GE 

PIERCE. RL General Electric Co FIN 0-8713 84/02/17. SBpg 

22471 046 24X Flcho 50-000.84/02/17.8403020037 


6403020435 Further response to FOIA request for documents re const 
assessment team visit to plant In Aug t. Sept 1983 Forwards 
listed documents 

FELTON, J M Division of Rules and Records 84/02/22 HIATT. 8 L 
Ohio Citizens for Responsible Energy Ip 22491 203 24X 

Flche- 50-440. 84/02/22. B40302043S 


— 8403020441 Submits outline re const assessment team visit Related Info 
end ' 

» NRC - No Detailed Affiliation Given, 83/09/29 RDHHDACHER.R 
Director's Office. Office of Inspection and Enforcement 5Spp 
22491 204 24X Fiche 50-440.84/02/22.8403020435 


8403060181 Responds to Generic Ltr 84-01 re use of terms Important to 
safety 6 safety-relotad Further discussion u/Util 
Classification Oroup 6 AIF Subcommittee on Safety 
Classification recommended 

EDELMAN.M R Cleveland Electric Illuminating Co 84/02/29 
TAYLOR. J M Director's Office. Office of Inspection and Enforcement 
Ip 22918 251 24X Flche 50-440.84/02/29.8403060181 


8403130092 Forwards responses to NRC 840214 ltr re environ equipment 
qualif Ication audit Response to exception taken by MIC in 
generic evaluation of Rev 1 to NEDE-24326-P will be 
submitted by 840423 

EDELMAN.M R Cleveland Electric Illuminating Co 84/Q3/07 
YOUNODLOOD. B J Licensing Branch 1 374 pp 22602 225 24 X 

Flche 50-440. B4./03/O7J 8403130092 


— 8403130106 Rev 0 to “Sys Component Evaluation Worksheet for Class IE 
Equipment In Harsh Environ ” 

OOSCH. C . THOMAS. E B . HATHENY, K A Clevalend Electric 
Illuminating Co CC-74~133 ROO 84/02/06 6pp. 22603 192 24X 

Fiche 50-440,84/03/07.8403130092 


— 8403130118 Rev B to "Sys Component Evaluation Uorkshiet for Class IE 
Equipment in Harsh Environ " 

OOSCH. C , THOMAS. E B , MATHENY, K A Cleveland Electric 
Illuminating Co ES-1000 RB 84/02/06 6pp. 22603-198 24X 

Flche 50-440. 84/03/07. 8403130092 


—8403130128 Rev A to "Sys Component Evaluation Worksheet for Class IE 
Equipment in Harsh Environ “ 

OOSCH. C . THOMAB.E B . HATHENY, K A Claveland Electric 
Illuminating Co 108025 RA 84/02/06 20pp. 22603:204 24X 

Flche- 50-440.84/03/07, 8403130092 


—0403130138 Rev B to "Sys Component Evaluation Workshop for Class IE 
Equipment in Harsh Environ " 

OOSCH. C , THOMAS. E B . MATHENY, K A Cleveland Electric 
tlLumlnattng Co 548-8854-2 RB B4/02/06 13pp 22603:224. 24X 

Fiche 50-440.84/03/07,8403130092 


6403190379 Informs that GA plan for operations phase. per Chapter 17 2 
of F8AR. app roved to eipedlbe development of procedures ti 
instructions during preoperatiotial testing phase, 

EDELMAN.M R Cleveland Electric Illuminating Co 84/03/08, 
KEPPLER. J 0 Region 3, Office of Director. Ip. 22679:217 24X 

Flche 90-44 0, 84 703/ 08, 0403 1 70375 


J15 
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8403190391 Foruardi tablet reflecting nuclear pouer plant etperience 
for operating shift pos 1 1 1 on t > inc lud Ing current staffing 
eiparience levels Si level projected at time of fuel load 
EDELMANiMR Cleveland Electric Illuminating Co 64/03/09 
DEhITONt H R Office of Nuclear Reactor Regulation. Director 13pp 
SS&TS'SeS 24X Flche 50-440.84/03/09.8403190391 


8408090041 Board Notification B4-0B0 provides Commission policg 
statement b proposed rulemaking on environ iiual i f icat ions 
EISENHOT. D 0 Division of Licensing 94/03/14 Atomic Bafetg and 
Licensing Board Panel lOpp 24X Flche 30-000.84/03/14.8402090041 


94032:30047 Advises that completion of final field ulring for diesel 
generator extended to B4031S 

EDELHAN.hr Cleveland Electric Illuminating Co 64/03/15 
KEPPLER. J 0 Region 3. Office of Director ip 22728 330 24X 

Flche: 50-440, 64/03/15, 9403230047 


E NRG Safety Eveluation Report <6ER>i suppls b correspondence 


84030B0179 Fourth partial response to FOIA request for six categories 
of documents re facilities Foruards App A documents App B 
document entirely withheld iref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records. 94/02/13 ANDERBON. 9 I 
Oarvey. Schubert. Adams b Barer 7pp 22593 226 24X 

Flche 30-000.94/02/13,6403080179 


— 8103040052 Forwards short b long-term OL b CP review schedules. in 
raeponse to 801216 meeting w/0808 List of OL plant reviews 
for which NRC tentatively plans to seek USDS assistance is 
provided, 

JACKSON. R E Oeosc lances Branch NRC-03-80-1 13 61/01/21 

DEVINE. J F Interior. Dspt of. Oeologlcal Survey Spp 
22983.272 24X Flche 50-000.64/02/13.6403090179 


— 8403050131 "Perry Nuclear Power Station Radiological Emergency 
Planning," Interim rept 

* Federal Emergency Management Agency 64/01/10 192pp 

22466 224 24X Flche 50-440.64/03/01.8403050126 


6403120112 Forwards agenda for 040323 regional workshop in Rosemont. IL 
w/all Region III licensees to discuss fire protection safe 
shutdown requirements of lOCFRSO.App R Workshop will provide 
guidance to licensees 

SPESSARD. R L Division of Engineering 84/03/06 EDELMAN. M R 
Cleveland Electric Illuminating Co 3pp 22586 232 24X 

Flche 50-440,84/03/06,0403120112 


0 Adjudicatory correspondence 


6403020106 Answer to Sunflower Alliance, Inc 940214 motion to readmit 
Issue 2 re financial qualifications contention Motion should 
be denied based on 1982 financial qualifications rule 
Certificate of Svc end 

SILBERO.JE Cleveland Electric Illuminating Co SILBERO. J E Shaw. 
Pittman. Potts b Trowbridge 84/02/29 Atomic Safety and 
Licensing Board Panel 7pp 22442 101 24X Fiche S0-44Q. 84/02/29. 

9403020106 


6403060275 Forwards supplemental answers to interrogatories on Issues 
6.9 b IS W/o affidavits Related correspondence 

OLASSPIEOEL, H Shaw, Pittman. Potts b Trowbridge GLASSP lEGEL. H 
Cleveland Electric Illuminating Co 64/02/29 HIATr.S Ohio 
Cltiiens for Responsible Energy 2pp 22519 040 24X 

Flche 50-440.84/02/29.6403060275 


— 8403060280 Supplemental answers to interrogatoriss on Issues 6, 6 b IS 
Certificate of Svc end Related correspondence 
0LAS8PIEGEL, H Cleveland Electric Illuminating Co 84/02/2? 

24pp 22519 048 24X Fiche 50-440,64/02/29,8403060273 


8403010017 Forwards BBER 4 {NUREO-OB971 re operation of facilities 
H/o eticl. 

VOUNOBLDDD.B J. Licensing Branch 1 64/02/17 EDELMAN. M P 

Claveland Electric Illuminating Co 3pp 22479 341 24X 

Flcho, 30-440, 64/02/17, 6403010017 


8403290357 Requests addl copies of proposed inservlce testing program 
for pumps b valves submitted in response to 9ER Outstanding 
Issue 3 Rsllsf requests should be granted. pend Ing 
completion of staff review 

YOUNOBLOOD, B J Licensing Branch 1 84/03/14 EDELMAN, H R 

Cleveland Electric lUuminatlng Co 3pp 22022,263 94X 

Flche: 50-440. B4/03/14, 8403290357 


F Becurlty. medlcel, emergency b fire protection plans 


8402090006 Board Notification 84-034 forwards R Vollmer 840206 memo to 
D Eleenhut re fire research results concerning fires in 
electrical cabinets in control room 

EIBENHUT. D 0 Division of Licensing 84/02/23 PALLADINO 
Conwilsslontrs ip 22576 203 24X Flche 50-000,94/02/23, 

84 OSD 90006 


— 9403080316 Recommends that info re fire research results concerning 
fires In electrical cabinets in control room be submitted 
for board notification. per NRR Ofc Ltr 19. dtd 821001 Further 
evaluation of test data required 

VOLLMER, R H Division of Engineering 84/02/06 EIBENHUT, D Q 
Division of Licensing lOpp. 22576 204 24X 

Flche’ 50-000, 84/02/23. 6402090006 


6403060297 Forwards affidavits to accompany applicant supplemental 
answers to interrogatories an Issues 6.6 b 15 Certificate of 
9vc end Related correspondence 

OLASSPIEQEL. H 8haw. Pittman. Potts b Trowbridge GLASSP lEGEL. H 
Cleveland Electric Illuminating Co 04/03/01 HIATT.S Ohio 
Cltiiens for Responsible Energy Spp 22516 255 24X 

Flcho 50-440,04/03/01,6403060257 


6403140176 Response to Sunflower Alliance 640214 motion to readmit 
Contention 2 re applicant financial qualifications ASLB 
should hold in abeyance motion until further guidance 
provided by NRC Certificate of Svc end 

W06DHEAD, C P Hearing Branch 4 04/03/05 Atomic Safety and 

Licensing Board Panel 7pp 22624 104 24X Flcho 50-440.04/03/05, 

6403140176 


6403130010 Answer to Ohio Cltiiens for Responsible Energy eleventh set 
of interrogatories to applicant re Issue 16 Certificate of 
Svc end Related correspondence 

BWIOER.M A Cleveland Electric Illuminating Co 9WIGER.M A Shaw. 
Pittman. Potts b Trowbridge 04/03/08 17pp 22614 327 24X 

Flche 50-440.64/03/08,0403130010 


6403130139 Interrogatories b request for production of documents to 
Ohio Citiiens for Responsible Energy re reliability of 
Transamerica Delaval standby diesel generators W/Certl f ica te 
of Svc Related correspondence 

BWIOER.M A Cleveland Electric Illuminating Co SWIOER.M A Shaw. 
Pittman, Potts b Trowbridge 04/03/09 Ohio Cltiiens for 
Responsible Energy 2Bpp 22601 024 24X Fiche 60-440,04/03/09, 

9403130139 


8403070363 Forwards FEHA comments on Draft 2 of public info brochure, 
for review b consideration, 

YOUNOBLOOD. B J, Llcinsing Branch 1 04/02/29 EDELMAN. M, R, 

Clavaland Electric Illuminating Co 3pp 22567 205 24X 

FI ch« . 50-440. 64/02/29, 6403070363 


8403130194 Responds to NRC comments on dotailad control room design 
rtvlaw program plan. per 831223 ltr Control room Inventory 
requirements will be sati sf led. per Suppl i to NUREO-0737 b 
Oenmrle Ltr 83-18 during Apr 1984 task analysis review 
EDELMAN, M.R. Cleveland Electric Illuminating Co 64/02/29 
YOUNGBLOOD, 8. J, Licensing Branch 1 7pp 22617 300 24X 

FI cha: 50-440, 84/02/29, 8403130194 


8403050128 Forwards "Perry Nuclear Power Btatlon Offsite Radiological 
Emargency Planning.'' interim rept Exercise to test plans 
Bchaduled for 841128. 

KRIMM.R, W. Federal Emergency Management Agency 84/03/01 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Reeponee (Post 830103}. ip 22486’ 223 24X Fiche 50-440,84/03/01. 

8403050128 


6403130403 Updates applicant 040208 response to Ohio Cltiisns for 
Responsible Energy Interrogatory 10-2 re consultants used on 
Issue 16 concerning reliability of standby diesel 
generators Related correspondence 

SWIOER.M A Shaw. Pittman. Potts b Trowbridgs SWIGER.M A 
Cleveland Electric Illuminating Co 04/03/09 HIATT.S L Ohio 
Cltiiens for Responsible Energy 3pp 22616 045 24X 

Flche 50-440.64/03/09.6403130403 


8403150009 Response to ASLB 030330 order for affidavit supporting 
contention that polymer degradation would not create unsafe 
conditions Electrical equipment in Zone DW-2 acceptable 
Related correspondence 

BWIOER.M, A Cleveland Electric Illuminating Co SHIOER.M.A 
Pittman. Potts b Trowbridge, 04/03/09 9pp 22642 312 24X 

Flche: 50-440,04/03/09. 0403150009 


Shaw. 


— 9403150014 Affidavit of S Kasturi in response to ASLB 030330 order re 
summary disposition of Issue 9 Certificate of Svc end 
KASTURl.S ImpoU Corp 64/03/00 9pp 22642 317 24X 

Fiche 50-440.64/03/09.8403150009 
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8403130001 Forward* original affidavit of EJ Chrlstlan»«n to rsplace 
p^otocapy attachad to applicant B4030B ansueri to Ohio 
Cltitan* for R**pori»lble Energy eleventh let of 
interrogatories Related correspondence 

BUrOERtK A Bhau. Plttmani Pott* It Trowtrldge SWIQER>M A 

Cleveland Electric Illuminating Co 84/03/12 Office of the 

Becretary of the Commission 3pp 22A41 271 ?4X 

Flche S0-440>B4/D3/ 12. 6403190001 


8403170066 Forwards recent Insp repts re facilities to ABLB b parties 
HOODHEAD.C P Hearing Branch 4 84/03/14 DLQCH. P B . KLINE* J R > 

BRIOHT. 0 Q Atomic Safety and Liconsitig Doard Panel 97pp 
22664 223 24X Flche 30-440.84/03/14.8403170066 


9403270073 Brief in support of siceptions to partial Initial decision 
re QA issue Certificate of 5vc end 

LOOGE.T J Sunflower Alliance DSB 107 64/03/20 Atomic Safety 

and Licensing Appeal Panel 21pp 22766 224 24X 

Flche 90-440.64/03/20.6403270073 


8403300262 Order denying Ohio Citiiens for Responsible Energy B31014 
motion to reconsider summary disposition re turbine missile 
Served on 640330 

BLOCH. P B . KLINE. J ft , DRIOHT.O 0 Atomic Safety and Licensing 
Board Panel. DSB 226 84/03/27 Ohio Citiiens For Responsible 

Energy 2pp 22824 014 24X Flche 30-440. 64/03/27. B403300262 


6402090007 IE Info Notice 04-19. “Reporting of Radiological Releases " 
8vc list end 

vIORDAN. E L Division of Emergency Preparedness & Engineering 
Response IPost 630103) 84/03/02 Consolidated Edison Co. of Nsw 

York. Inc 117pp 22993 217 24X Ftche 90-000.04/03/02.8402070007 


8402070011 IE Info Notice 04-17. “Problems M/Lmuld Nitrogen Cooling 
Components Belou Nil Ductility Temp “ 8vc list enc 1 
JORDAN. E L Division of Emergency Preparedness *i Engineering 
Response (Post 830103) 84/03/09 Consolidated Edison Co of Nau 

York. Inc I17pp 22993 336 24X Flche 90 - 000 . 84/03/09. 840207001 1 


8403120122 Ac k receipt of 840224 Itr Informing NRC of steps taken to 
correct noncompliance noted In IE Insp Repts 90-440/83-37 It 
90-441/83-39 

LITTLE. H S Region 3. Office of Director 04/03/06 EDELMAN. H R: 
Cleveland Electric Illuminating Co Ip 22987*221 24X 

Flche 90-440.84/03/06.0403120122, 


— 0403120126 Responds to NRC 840127 Itr re violations noted in IE Insp 
Repts 90-440/83-37 & 50-441/03-33 Corrective actions 
training b reevaluation of candidate performed per LK 
Comstock Procedure 4 14, 

EDELMAN. M R Clevsland Electric Illuminating Co 84/02/24. 

LITTLE, M S Division of Engineering 7pp 22909 222. 24X 

Flche 90-440, 84/03/06. 0403120122. 


H General correspondence 


6403090390 Ack receipt of 840210 Ur re NRC actions on use of stiff 
pipe damps IE Info Notice 63-60 Issued identifying 
potential problem Evaluation of addl info ulll be documented 
In future SER 

BTEFANO. J J Licensing Branch 1 64/02/27 HIATT. 8 Ohio Citiiens 

for Responsible Energy 3pp 22901 323 24X Flche 90-440,84/02/27. 

6403090390 


M Antitrust correspondence 


8403090174 Responds to Antitrust Div request for NRC imposition of 
civil penalties re alleged willful failure to comply fully 
u/Antitrust License Condition 3 Commission believes 
Imposition of civil penalties Inappropriate 

PALLADIND.N J Commissioner* 84/01/31 CUTLER. M 8 , MCQRATH.J P 
Justice. Dept of. Attorney Qeneral, Office of 2pp 22926 187 
B4X Flche 90-000,64/01/31,8403090174 


6403080140 Responds to City of Cleveland 640206 matton for 
clarlficatlan b correction of finding of Director of NRR re 
OL antitrust review NRR should reaffirm findings of no 
significant change b deny City of Cleveland motion 
ZAHLER.R E Shaw. Pittman. Potts b Trowbridge. ZAH.ERrR E 
Cleveland Electric Illuminating Co 84/03/06 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 42pp. 2299? 327 84X 

Flche 50-440.84/03/06,8403080140 


8402070024 IE Info Notice 04-09. Rev 1. “Loitons Learned From Ineps of 
Fire Protection Safe Shutdown Sys " 8vc list encl. 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07. Consolldatad Edison Co of Hau 

York. Inc 118pp 22639 047 24X Fiche 90-000.84/03/07.8402070024 


8402070028 IE Info Notice 04-10, "Stress Corrosion Cracking in PUR 
Sys " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Neu 

York, Inc 118pp 22984 106 24X Flche 90-000,04/03/07,8402070020 


8403130204 Confirms 840410 meeting In Region III ofc in Glen Ellyn. tL 
to discuss 8ALP 

NORELIUS, C E Division of Project b Resident Programs 84/03/07 
EOELHAN.H R Cleveland Electric Illuminating Co Ip 22617 31? 
24X Fiche 90-440.84/03/07,8403130204 


8402090031 IE Bulletin 04-02. “Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys " 8vc list encl. 

DEYDUNQ, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co. of Nsu York, tnc 

i34pp 22823 094 24X Flche 90-000,84/03/12.0402090031 


8403170066 Forwards recent insp repts re facilities to A3L8 b parties. 
WODDHEAD, C P Hearing Branch 4 04/03/14 DLOCH, P B Atomic 

Safety and Licensing Board Panel ‘ZTpp 22664. 229 24X 

Flche 30-440,84/03/14,8403190066 


0 Inspection reports, IE Bulletins b correspondence 


8401170072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 84/02/28 Consolidated Edison Co of New 

York, Inc llBpp 22709 239 24X Ftche 90-000,04/02/28,8401190072 


8403170348 Forward* IE Insp Repts 90-440/84-01 b 30-44J/B4-0I on 
840130-0203 No noncomp 1 1 anc e noted 

LITTLE.HS Region 3, Office of Director 84/02/28 EDELMAN, M R 
Cleveland Electric Illuminating Co 2pp 22673 286 24X 

Flche 90-440,84/02/28,8403170348 


--8403190354 IE Insp Repts 50-440/64-01 b 90-441/04-01 on 840130-0203 No 
noncomp I lance or deviations noted Major areas inspected 
procedures. work activities b quality records review for 
safety-related piping 

CILIMBERO.R L . KAUFMAN, P D , DANIELSON, D H Region 3. Office of 
Director 84/02/27. 7pp. 22673 280 24X Flche 30-440,84/02/20, 


B403S70S24 Responds to Suppls 1 b 2 to IE Bulletin 83-07 re apparently 
fraudulent Ray Miller, Inc products Initial contact ui/vendort 
indicates one application of product in nonsafe by-related 
sys Completion of Investigation enpected by Dec 1734 
EDELMAN, M fi Cleveland Electric Illuminating Co. B4/03/16 
KEPPLER.JO Region 3, Office of Director ip 2a772'O09 24X 

Flche 90-440,84/03/16,8403270224 


8402070043 IE Info Notice 04—19, “Two Events Involving Unauthorised 
Entries into PUR Reactor Cavities " Sve list end 
JORDAN, £ L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co. of Nau 

York, Inc 123pp 22823 227 24X Flche. 90-000, 84/03/21, 8402090043. 


8402090044 IE Info Notice 64-20, "Sve Life of Relays In Bafety-Retated 
Sys '* Sve list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103} B4/03/21 Consolidated Edison Co, of Neu 

York, Inc 139pp. 22933 001 24X Fiche 90-000,84/03/21,8402070044. 


8 Reportable occurrences, LERs b related correi p and ence 


8402090007 IE Info Notice 04-14. "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC “ Bve list encl 

b Inspection Program* (Pi 
830103) 84/03/02 Consolidated Edison Co of Neu York, Inc 
130pp 32SS2 329 24X Ftche 90-000,84/03/02,8402090007 


8403010491 Informs Commission of prob 1 ima u/emergancy ditsel ganaratora 
mfg by Transamerlca Oelaval, Inc. 

DIRCKSiU J Office of the Executive Director for □peratlona 
8ECY-83-034 84/01/29 4pp 22438*347. 84X Fic ha. 50-000, ©4/01 /aS. 

8403010491 


6402090008 IE Infn Notice 04-16, "Failure of Automatic Bpr Inkier By 
Valves to Opirats " Sve list end 

JORDAN,EL Division of Efflergsney Preparedness & Englntaring 

B4/03/02 Consolidated Edison Co of I 
York, Inc IDSpp 22953 096 34X Fiche 90-000,84/03/02,64020701 


8402290274 Interim deficiency rept re loose flexible coupling drive 
hubs on components supplied by Transamarlce Delavalrine. 

Initially reported on 840120 Next rept by 840531. Mao 
reported per Part 21 

EDELMAN, MR Cleveland Electric Illuminating Co B4/02/17 

KEPPLER, J 0 Region 3, Office of Director 2pp 8S4S6;297 a4X 

Flche 90-440,84/02/17.8402290274 
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B4Oa0i0S07 Foruiard* •' Inveit 1 gatlon of Type* AF Ii AE Piston Skirt*)" per 
TranpJinier lea Delavalilne Duner* Croup program commitments 
Rapt avaluates cracks in AF piston skirts in Shoreham t< 

Orand Oulf Nuclear Power Stations 

MU 8 ELER 1 N J TOl ( Tran Samar 1 ca Delavalj Inc ) Owners Croup 
BA/OZ/'a? DENTDNt H R Office of Nuclear Reactor Regulation) 
Director 3pp 88434 070 S4X Flche 30-000) 84/08)'27) 8403010207 


B402070021 Board Notification 84-03? discusses NRC 840210 & 16 meetings 
cif/Transamerlca Oslaval) Inc Emergency Diesel Oenerators 
Ounera Oroup Heating scheduled on 840308 for finaliiation of 
generic program plan prior to NRC review 

EI 8 CNHUT 1 D Q Division of Licensing 84/02/28 PM.LAD 1 N 0 
Conunleslonars Spp 28346 003 a4X Flche 30-000)84/08/88) 
8402070021 


B403D10Z1B Forwards task descriptions for 16 known problems re 
Transamerica Delaval)Inc emergency diesel generators 
MUSEL-ERtU J TDI (Transamerica Delaval) Inc 1 Owners Oroup, 
B4/02/2B DENTON) H R Office of Nuclear Reactor Regulation) 

Director 42pp 22433 177 24X Fiche 30-000)84/08/28)8403010218 


8403260233 Forwards summary list of deficiencies identified per 
lOCFRSO, 33(e). Part 21 «< potential generic Itr rcpts for 
c ommenti. 

BTARO 8 TECKI 1 R, Division of Project Resident Programs 84/02/28 
Region 1. Office of Director 7pp 28756 063 24X 

Flche. 30-000) 84/02/88) 8403260233 


8402090020 Board Notification 84-044 forwards Part 21 rept re 
Traneamerlca Delavalilne turbocharger thrust bearing 
lubrication defect resulting in engine nonavai labl 1 1 ty 
CiaENHUTiD 0 Division of Licensing. 84/08/8? PALLADINO 
Commlesionsrs. 4pp 22341 263 24X Flche so-OOOi 84/08/2?. 

8402090020. 


8403120096 Supplemental final deficiency rept re Bailey 720 station 
devices supplied by OE in Power Oeneration control complex 
panelB (RDC 32(811) Due to repair delays, three stations not 
returned Corrective ection will be completed by 840301 
EDELKANiH. R Clevelend Electric Illuminating Co 84/03/01 
KEPPLER.J 0 Region 3. Office of Director Ip 22368 tB? 24X 
Flche 30-440.84/03/01,8403120096 


84D31Z0032 Interim deficiency rept re cracks on actuator mounting 
brackets for motor operated exhaust louvers (RDC 93(84)). 

Initially reported on 840803 Nonconformance repts issued by 
M C C. Powers Final rept will be submitted by 840427. 

EDELHANiH. R Cleveland Electric Illuminating Co 84/03/02 

KEPPLER.J 0. Region 3, Office of Director 2pp 22386 27? a4X 

Flche- 00-440. 84/03/02. 8403120032. 


8403140046 Forwards "Orand Oulf Component Tracking Sys." "Shoreham 
Component Tracking Bys" b "Transamerica Delaval. Inc 
Diesel (ieneretors Owners Oroup Program Plan. " to resolve 
concerns w/emergency diesel generators 

HUBELER.H J Long Island Lighting Co 84/03/08 DENTON, H R 
OPflce of Nuclear Reactor Regulation. Director 2pp 28626 068 
24X Flche- 30-000, B4/03/02i B40314004B 


— B403140073 "Transamerica Delaval. Inc Diesel Oenerators Owners Oroup 
Program Plan " 

» TDI (Transamer lea Delaval, Inc, ) Owners Oroup 84/03/08 
261ep 82680^823 24X Fi che 30-000, 84/03/02, 8403140048 


840a0?0033 Board Notification 84-047- forwards Transamerica Delaval. Inc 
Ounere Oroup piston skirt rept b task descriptions 
ErSENHUT. D. 0. Division of Licensing 84/03/07, PALLADINO 
‘ Coaimlea loners 4pp. 22674 881 84X Fiche. 30-000, 84/03/07, 

8402090033 


8403140122 Part 21 rapt re status updata concarnlng abnormal wear on 
linear eonvertars Test program underway Results of 
investigation indicate axcassiva wear caused by hunting of 
control circuitry 

DODSON. J.P pBclflc Air Products Co 84/03/09 Director's 
Office. Office of Inspection and Enforcamant 7pp 22624,068 a4X 
Flche: 90-000, 84/03/09, 8403140122. 


8403190031 Interim daflclancy rapt re failure of linear converters on 
nultl-blada dampers supplied by Pacific Air Products, Co 
utllixed in safaty-ralatad HVAC sys Initially reported on 
840216. Final rapt by 840710 Also raportad par Part 21 
EDELMAN.H.R, Claveland Electric Illuminating Co 84/03/0? 

KEPPLER.J.O. Region 3, Office of Director 2pp 22666-186 24X 

Flche: 90-440. 84/03/09, 8403190031 


8402090038 Board Notification 84-OSi forwards "Transamarlca Delaval. Inc 
(TOD Diesel Oenerators Owners Oroup Program Plan." 

EISENHUT, D 0. Division of Licensing 84/03/12 PALLADINO 
Cammtsaionirs Spp. 22688 214. Z4X Fichs 30-000,84/03/12, 
8402090038. 


8402090039 Board Notification 04-032 forwards meeting summaries 
containing transcripts of 840810 b 16 meetings between NRC b 
Transamerica Delavalilne (TDD Owners Group Distribution 
list end 

EISENHUT, D 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners 5pp 22708 001 24X Fiche 50-000.84/03/12, 

8402090039 


-8403060336 Forwards summary of 840210 meeting w/Transamer I ca Delaval. 
Inc Owners Oroup in Dethesda,HO re problems w/emergeney 
diesel generators 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6 pp 22708 006 24X 

Flche 30-000,84/03/12,8402090039 


— 8403060334 Transcript of 840210 meeting w/Transamer lea Delavalilne 
Owners Group in Bethesda,HD re problems w/tmtrgency diesel 
generators 

* NRC - No Detailed Affiliation Given 04/02/10 i47pp 
67201 008 24X Fiche 50-000.84/03/12.8408090039 


— 8403070409 Summary of 840216 meeting w/Transamerlca Delaval, Inc Owners 
Group in Hading River, NY re program plan to establish 
reliability of diesel generators Agenda, misting transcript b 
attendance list end 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Bpp 22708 161 24X Flche 30-000,84/03/12,6402090039 


— 8403070423 Transcript of 840216 conference in Hading River, NY re 
Transamerica Delaval. Inc diesel generators Pp 1-82 
* Commissioners 84/02/16 04pp 22708 169 24X 

Flche 50-000,84/03/12,8402090039 


8403140030 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Shoreham & 

Orand Oulf diesel generators 

MUSELERiH J Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Flche 30-000,84/03/12,8403140030 


8403130133 Forwards "Transamerica Delavalilne Diesel Oeneratar Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adeguate 
for applicable engines b sve conditions 

MUSELER.W J TDI (Transamerica Delaval. Inc ) Owner* Oroup 
84/03/13 DENTON, H R. Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Flche 30-000,84/03/13,8403130133 


8403200222 Responds to 840214 Rrguests for Info 1 b 2 re R~4 series 
engines List Indicating engine number, model b sve number, 
customer name b address, rating, date shipped b date started 
end 

MATHEWS, C 9 Transamerica Delaval, Inc 04/03/16 EISENHUT, D 0 
Division of Licensing 20pp 22691 179 24X Flche 30-000,84/03/16. 

8403200222 


8403230011 Interim deficiency rept re synchroni latlon between standby 
diesel generator b alternate preferred power source 
Initially reported on 840216 Evaluation of at-deslgned 
condition underway Next rept by 840430 

EDELMAN.M R Cleveland Electric Illuminating Co 84/03/16 

KEPPLER.J 0 Region 3, Office of Director 2pp 22727-339 24X 

Flche 30-440,84/03/16,8403230011 


8403230045 Interim deficiency rept re design of diesel generetor logit 
inconsistent w/FBAR Initially reported on 840216 Gilbert 
Assoc, Inc investigating possible safety Implications of 
Identified d Iscripane let Next rept expected by 640430 
EDELHANiHR Cleveland Electric Illuminating Co 84/03/16 

KEPPLER.J O Region 3, Office of Director 2 pp 22727 361 24X 

Flche 30-440,04/03/16,8403230043 


8403230083 Interim deficiency rept re defects in design of MFCS 
interfaces to suppression pool cleanup sys Oilbert Assoc, Inc 
evaluating as-designed condition b associated logic to 
determine if design change necessary Next rept by 840430 
EDELMAN.M R Cleveland Electric Illuminating Co 84/03/16 KEPPLER 
Ragion 3, Office of Director 2pp, 22726 291 24X 

Fiche. 30-440,84/03/16,8403230083 


8403230101 Interim deficiency rept re design of valve coordination for 
HPCS sys Initially rsported on 840216 AE currently 
investigating as-designed condition of valve* b associated 
logic Next rept expected by 840430 

EDELMAN.M R Cleveland Electric Illuminating Co 84/03/16 

KEPPLER.J 0. Ragion 3i Office of Director 2pp 22726 341 24X 

Flche 30-440,84/03/16,8403230101 


8403260247 Final deficiency rept re lack of power monitor downstream 
of fuse* in HPCS safety-related control circuit* Oilbert 
Assoc. Inc evaluating as-designed condition of *y* to make 
appropriate design changes, Changes expected by 840501 
EDELMAN.M R Cleveland Electric Illuminating Co 84/03/16 

KEPPLER.J 0 Region 3, Office of Director 2pp 22756.063 24X 

Fiche 30-440,84/03/16,8403260247 
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B403370132 Fornrarda "EraergBnqy Diesel Oensrator Air Start Valve 
Capscreu Dimension ft Stress ArialgslSi'' prepared by s&M far 
Transaeier lea DslavaLi Inc ITOI) Diesel Cenerator Ouners 
Oroup 

nUSELERiUV TDI 1 Traneamer 1 ea Oelavalp Inc I Duners Group 
fl4/OS/23 DENTDNiH R Office at Nuclear Reactor Regulation! 
Director 2pp 22774 OOl 24X Fiche 50-000, 84/03/33! 0403270 132 


B403270134 Requests meetlTij on B404JB to discuss Short-term & lonp- 
term corrective actions ti Investigations re Transamerica 
Dalaval diesel generators List of suggested meeting topics 
end 

rtCQAUGHV, J P TDI ITransamer 1 ca Del aval, Inc > Ouners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 32769 133 24K Flche 50-000,84/03/23,8403370134 


T Hearing transcripts on non-anti trust matters 


8402090039 Soard Notification B4-052 foriuards meeting 5um.maries 
containing transcripts of 640210 U 16 meetings between NRC ti 
Transamerica Delavalrlnc (TDI)' Ouners Group Distribution 
list end 

EISENHlfT,Da Division of Licensing 64/03/12 PALLADINO 
Corarais 8 loners 5pp 22708 OOl 24X Flche 30-000,84/03/12, 
8403090039 


--B4O3O60S36 Forwards summarg of B4031O meeting u/Transamer 1 ca Delaval, 
Inc Oiuners Group in BethesdaiMD re problems w/tmtrgencg 
diesel generators 

CARUSQ,R Licensing Branch 2 84/02/27 O'fiEILLYiJ P NRC - No 

Detailed Affiliation Given 6pp 22708 006 34X 

Fiche 30-000.64/03/12,8402090039 


— 8403060334 Transcript of B40210 meeting w/Transamerlta Delaval, Inc 
Owners Group in Dethesda, MO re problems u/emergency diesel 
generators 

a NRC - No Detailed Affiliation Given 84/02/10 I47pp 
67201 OOa 24 X Flche 50-000, 84/03/ 1 2, 8402090039 


— 8403070409 Summary of B40216 meeting u/Transamer lea Delaval, Inc Duners 
Croup in Mariing RlveriNY re program plan bo establish 
reliability of diesel generators Agenda, meet 1 ng transcript 
attendance list enc 1 

HILLER, ti A Licensing Branch 4 64/02/27 Licensing Branch 4 

8pp 22708 161 24X F I c h 6' BO-000, 84/03/ 12, 8402090039 


— 8403070423 Transcript of 640216 conference in Madlng River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-62 
• Commissioners 84/02/16 a4pp 22708 169 24X 

Fiche 50-000,84/03/12,8 402090039 


V Operator Examinations. 


8403190391 Forwards tables reflecting nuclear pouer plant experience 
for operating shift post t Ions, Indud ing current staffing 
experience levels & level projected at time of fuel load 
EDELMAN,« R Cl eve 1 and £ 1 ec tr Ic I ] I umina ting Co 84/03/09 
DENTON, H R Office of Nuclear Reactor Regulation, Director 13pp 
22673 262 24X Flche 30-440, 84/03/09, 8403190391 


DOCKET 30-443 SEABROOK NUCLEAR STATION, UNIT 1 


A Appl Ic atlan/cons true t Ion stage documents 6 c errespondsne ■ 


8402090003 Responds to F01A request for const completion dates for 
nuclear plants currently under const 6 analyses containing 
estimates based on induilon of Caseload Forecast Panel 
meetings Forwards App A, B tt C documents. 

FELTON, J 14 Division of Rules and Records 83/10/31 
ROaENBAUHiD II Technical Analysis Corp i9pp 22193 292 34X 

Fiche 90-000.83/10/31,8402090003 


— 8402090166 Handwritten calculations i, graphs re const activities t, 
preop erationat t« acceptance testing Related info end 
• NRc -No Detailed Affiliation Given 81/09/16 6pp 
22196,191 24X Fiche 50-000,63/10/31,8402090003 


8402090017 Board Notification 64-038 forwards R-J Hattson 840123 memo 
to DO Eisenhut providing status update of NRC actions re 
Uestinghouse ECC8 actuation logic 

EISENHUT, D.O Division of Licensing 84/02/27 PALLADIMO 
Commissioners 7pp 22546*007 24X FI che: 90-000, 84/02/27, 

8402090017- 


8403190080 Requests correction to Amend 5 to CPPH- 13 S CPPR-136 to 
indicate that Washington Electric C o-operatlve* Inc never 
became joint owner or licensee of project 

BITBHE«,J,A Ropet & Gray RIT6HER, J A Public Service Co of Mew 
Hampshire 84/03/07 Division of Licensing 2pp 22641 091. 
a4X Flche' 50-443, 84/03/07, 8403130060 


8403260122 Summary of 840224 meeting W/We St Ing h ouse Owners Group in 
Betnesda.MD re proposed Wes t 1 nghouse steam generator tube 
rupture generic program Attendee list 6 agenda encl 
NERSES, V Licensing Branch 3 84/03/07 Licensing Branch 3 

aSpp 22811 131 24X Fi c ho . 90-000, 84/03/07, 8403200122 


B4D2090D41 Board Notification 84-050 provides Commission policy 
statement proposed rulemaking on environ qualifications 
EISENHUT, D G Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 90-000.84/03/14,6402090041 


8403210099 Forwards nows release re joint owners 640301 meeting, 
notification of A8LB 6 sve list Estimated date for Initial 
operation of Unit 1 is Jul 1966 

DEVINCENT18, J Yankee Atomic Electric Co DEVINCENTI8, J Public 
Service Co of New Hampshire 84/03/14 KNIGHTON, O U Licensing 
Branch 3 9pp 22706 090 24X Flche 30-443,64/03/14.6403210099 


— 8403210101 Advises Of Dew Interim schedule for fuel load at facility 
Estimated fuel load date for Units t (< 2 are 891231 6 
900731, respectively 

GAD, R K Ropes & Gray GAD.R K Public Service Co of New 
Hampshire 84/03/01 HOYT.H , HARBOUR, J , LUEBKE, E A Atomic 
Safety and Licensing Board Panel Ip 22706 099 24X 

Flche 30-443,84/03/14,6403210099 


8403210142 Requests approval ta Implement Paragraphs fF-3324 9,1983 
edition & NF~ 4437, 1960 edition through Winter 1982 of AShE 
Section III Code for linear-type piping supports 

DEVINCENTIS. Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire G4/03/1S KNIOHTONiO H Licensing 
Branch 3 14pp 22707 112 24X Flche 30-443,84/03/13.0403210142 


8403270121 Forwards operator shift experience tebles, per OF Schnell 
request First set of tables Identifies experience levels as 
of 840430 ^econd set projects experience levels to Dec 1983, 
scheduled fuel load date Shift advisors will not be used 
DEVINCENTIS, U Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 84/03/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 16pp 22773 139. 24X 

Fiche 90-443,84/03/20,9403270121 


6403230061 Forwards Caseload Forecast Panel data package presented to 
Panel representatives during 840313 (t 14 visit to plant 
Data pacicage prepared In response to encl panel agenda 
DEVINCENTIS. J Yankee At om I c El ec tr 1 r Co DEVINCENTIS. J Public 
Service Co of New Hampshire 84/03/21 KNIGHTON.G U Licensing 
Branch 3 139pp 22726 041 24X Fiche 50-443, 84/03/21, 8403230061 


F Security, medical, emergency U fire protection plans 


8403060959 Advises that NRC will not review emergency plans to delete 
privacy or proprietary Info wnless specifically requested by 
licensee, per 810709 Generic Ltr 01-27 W/o request, entire 
plan will he placed In PDR 

KNIGHTON, OW Licensing Branch 3 84/02/20 HARRISON, R d Public 

Service Co of New Hampshire 4pp 22552 272 24X 

Fiche 50-443,84/02/20,8403060539 


6402090006 Hoard Notlflcetien 84-034 forwards R Vollmer 640206 memo to 
0 Eisenhut re fire research results concerning fires in 
electrical cabinets In control room 

EISENHUT, DO Division of Licensing 04/02/23 PALLADINO 
Commissioners Ip 22576 203 24X Fiche 50-000,84/02/23, 

8402090006 


— B4030B03I6 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board no tlf i ca 1 1 on, per NRR Ofe Ltr l?<dtd 621001. Fur ther 
evaluation of test data required 

VOLLHER.R H Division of Engineering 84/02/06 EISENHUT, D Q 
Division of Licensing lOpp 22576 204 24X 

Flche 50-000,84/02/23,8402090006 


8403090143 fiummarlies 831219 meeting w/util at Region I efc re 
emergency telecommunications at facility Summary end 
Locations for emergency notification sys adequate for NRC 
emergency response 

MARTIN, T,T Division of Engineering k Technical Programs. 84/03/02 
KARRlSDNiR U Public Service Co of New Hampshire 4pp 
22579 062 24X Flche 50-443,84/03/02,8403090143. 


6403190243 Notification of 840418 workshop In King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown inep t, topics described in IE Info Notice 
84-09 Agenda for uiorkihop end 

MURLEV.T E Region 1, Office of Director. B4/O3/09 O'TDDLE.UD, 
Cansolldated Edison Co of New York, Inc. 3Spp 22672*062 SAX 
Flche 50-000,84/03/09,8403190243 
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S40316C)S96 Foruard* final Ited updated App A to radiological emergencg 
plan deecribing emergency c lattlf icatl on & action Rev uill 
be included in future amend to OU application 

DEVINCENTIS. J Vankee Atomic Electric Co DEVtNCEbfTISi J Public 
Service Co of Meu Hampehlre 34/03/14 KNIOHTON. O M Llceneing 
Branch 3 ip 32661 010 24X Fiche 50-443.84/03/14.8403160296 


—0403160263 Updated App A to radiological emergency p Ian. coneis ting of 
emergency clan if icat ion eye t< emergency action levels 
a Public Service Co of Neu Hampshire B3/03/31 19pp 
22661 011 24X Flehe 50-443.84/03/14.8403160296 


0 Adjudicatory correspondence 


8403070042 Suppl to 840224 answer to Seacoast Ant l-Pol lot Ion League 
CSAPL) 840210 motion for reconsideration of denial of SAPL 
supplemental Contention 9 Certificate of Svc end 
OADi R K Public Service Co of New Hampshire OAD. R K Ropes tt 
Sray S4/02/2S Atomic Safety and Licensing Board Panel 9pp, 
22541 259 24X Flehe 90-443,84/02/28.8403070042 


8403020173 Netii England Coalition on Nuclear Pollution Contention Vll 
re financial qualifications of util to operate tt 
decommission facility Certificate of Svc end 

CURRAN. D New England Coalition on Nudaar Pollution CURRAN. D . 
JORDAN, U B Harmon & Neiss 84/02/2? Atomic Safety and 

Licensing Beard Panel 19pp 22443 229 24X Flehe 90-443,84/02/29, 

B403020173 


8403070020 Forwards supplemental responses to Atty General Bellotl 
interrogator les. Related correspondence 

CA88IDY, B P Federal Emergency Management Agency B4/02/2? 
Docketing L Services Branch 2pp 22545 32? 24X 

Fiche 90-443. 84/02/2?, 8403070020 


--8403070022 Supplemental response to Atty Oeneral Qelloti 

interrogatories re number of persons for which State of NH 
muet assure medical svesiper 10CFR80 47 W/Certi f Icate of 
Svc. Related correspondence 

SMIREN, B J Federal Emergency Management Agency 84/02/2? ?pp 
22949 331 24X Fiche 90-443. 04/02/2?, 8403070020 


8403140091 Response to Seacoest Anti-Pollution League (SAPL) 840210 
motion for reeonslderatlan of denial of SAPL 830913 
Bupplemintal Contention 9 re util financial qualifications, 

Motion should be denied U/Certlf icate of Svc 

PERLIB, R 0 Heerlng Branch 3 84/03/01 Atomic Safety and 

Licenelng Board Panel 7pp 22633 112 24X Fiche 90-443,84/03/01. 

8403140091 


8403070232 Informs that as result of correspondence discussion u/ 
covneel for appl leant, New England Coalition on Nuclear 
Pollution will withdraw Contention III 3 w/ASLQ approval 
CURRAN, D Harmon tt Helss 'cURRAN. D New England Coalition on 
Nuclear Pollution 84/03/05 HOYT, H F , LUESKE. E A , HARBOUR, J. 
Atomic Safety and Licensing Board Pane 1 Ip 22938 362 24 X 

FIcha: 90-443, 84/03/09, 0403070232 


8403080142 Responsa to Saacoast Anti-Pollution League (SAPL) 840217 
appeal of denial of motion to dismiss application for Unit 
2. A8LAB decision not erroneous ti should be affirmed SAPL 
motion should be denied (.i/Certif icate of Svc 
DIONAN, T 0 , GAD. R K Public Service Co of New Hampshire 
DIGNAN.T 0 Ropes tt Gray 84/03/09 Atomic Safety and Licensing 
Appeal Panel ilpp 2299?. 207 24X Fiche 90-443,84/03/09. 

8403080142. 


8403090093 Response to New England Coalition on Nuclear Pollution 
CNECNP) Contention VII re financial qualification of util 
t« operate li decommission facility NECNP Contention VII 
should be excluded Certificate of Svc end 

DlOhlAN.T 0 Public Service Co of New Hampshire DIGNAN.T O Ropes 
L Cray 84/03/09, Atomic Safety and Licenelng Board Panel 4pp 
22376:031 24X Fiche 90-443. 84/03/09, 8403090093 


6403090124 Forwards util response to Seacoast Anti-Pollution League 
appeal of denial of motion to dismiss application for Unit 
2 M /0 end Related corespondence 

DIONAN, T 0 Ropes Oray DIGNAN.T 0 Public Service Co of New 
Hampshire 84/03/09 Public Document Branch Ip 22376 063. 
84X Ftcha, 90-443. 84/03/09, 8403090124 


8403140029 Notice of withdrawal of appearance in proceeding 

ZIT8ER,B.S Connecticut, State of 84/03/06 2pp 22633219 24X 

Fiche: 50-443, 84/03/06, B403140029 


8403090107 Order accepting New England Coalition on Nuclear Pollution 
840309 decision to withdraw Contention III 3 re training of 
unit shift supervisors 

HDYTi H F Atomic Safety and Licensing Board Panel 84/03/07 Ip 
22976 080, 24X Fiche 90-443,84/03/07,8403090107 


8403090062 Advises that time for Commission to review ALAB-758 
expired Commission declined review Decision became final 
agency action on 040305 

CHILK, a J Office of the Secretary of the Commission 84/03/00 
Atomic Safety and Licensing Appeal Panel Ip 22S76 049 24X 

FIcha 90-443.84/03/00.0403090062 


8403140092 Response in opposition to Seacoast Anti-Pollution League 
appeal of denial of motion to dismiss application Appeal 
failed to meet requirements for directed certification 
Certificate of Svc end 

PATTERSON. W F Hearing Branch 3 84/03/00 Atomic Safety and 

Licensing Appeal Panel 20pp 22633 093 24X Fiche 90-443. 

84/03/08, 0403140092 


8403190129 Memorandum & order denying motion for directed certification 
of A0LB 840113 memorandum tt order 

SHOEMAKER, C J Atomic 0afety and Licensing Appeal Panel 04/03/16 
Seacoast Anti -Pollution League 9pp 22669 191 24 X 

Fiche 50-443.84/03/16,8403190129 


0403210196 Response opposing New England Coalition on Nuclear Pollution 
(NECNP) Contention VII re financial qualifications of util 
to operate t. decommission facility Certificate of Svc end 
PERLlBrR 0 Hearing Branch 3 09B 013 04/03/20 Atomic Safety 

and Licensing Board Panel 5pp 22710 079 24X 

Fiche 90-443.84/03/20.0403210196 


8403230180 Response opposing New England Coalition Against Nuclear 
Power motion to file supplementel contention on state & 
local emergency response plans Probabilistic safety 
assessment summary rept end H/Certl f icate of Svc 
OAD. R K Public Service Co of New Hampshire OAD.R K Ropes L 
Gray DSB 075 84/03/20 Atomic Safety and Licensing Board 

Panel 36pp 22743 029 24X Fiche 50-443.04/03/20,6403230100 


8403270002 Second petition For leave to intervene in proceedings 
Certificate of Svc enc 1 

DDHERtV.J F Doherty, J F DSB 1 1 1 04/03/22 Atomic Safety and 

Licensing Board Panel Bpp 22770 001 24x Fiche 90-443.84/03/22. 

8403270002 


8403260343 Order denying t> rejecting Seacoast Anti-Pollution League 
motion for reconsideration t. New England Coalition on 
Nuclear Pollution proffered Contention 5. respectively Served 
on 040326 

HOYT. H F Office of the Secretary of the Commission DSB 087. 
84/03/23 Seacoast Anti-Pollution League 5pp 22760 179 24X 

Fiche 90-443,84/03/23,8403260343 


840330026? Response apposing JF Doherty 840320 second petition for 
leave to Intervene Petition falls to show good cause for 
late filing Certificate of Svc end 

OAD.R K . DIGNAN.T G Public Service Co of Neu Hampshire OAD.R K 
Ropes & Gray DSD 213 B4/03/23 Atomic Safety and Licensing 

Board Panel 9pp 22824 059 24X Fiche 90-443,84/03/20.8403300269 


8403300263 Notice of change in address in svc list Certificate of 
Svc end 

CURRAN. 0 Harmon t< Meisq DSD 227 84/03/30 3pp 22824 068 

24X Fiche 50-443,84/03/30,8403300263 


Q Inspection reports, IE Bulletins it correspondence 


0403020282 Foriuards IE Insp Repts 90-443/03-22 S< 50-444/03-15 on 
831206-040120 L notice of violation 

STARQBTECKI, R Division of Project L Resident Programs 84/02/17 
HARRISON, R J Public Service Co of Neu Hampshire 2pp 22439 17? 
24X Fiche 90-443.84/02/17,8403020282 


— 8403020301 Notice ep violation from insp on 831206-840120 

a Region 1. Office of Director 84/02/1? 2pp 22439:174 24X 

Fiche 90-443,04/02/17,8403020282 


— 8403020308 IE Insp Repts 90-443/83-22 & 90-444/83-19 on 831206-840120 
Violations noted recurrent electrical const violation which 
may be Indicative of Interface problem between AE b 
electrical contractor 

CERNE, A C , WE8C0TT,H M Region 1, Office of Director OALLO.fi M 
Division of Project L Resident Programs 84/02/09 12pp 
22439 176 24X Fiche 50-443,04/02/17,0403020282 


8403190100 Final deficiency rept b final response to IE Bulletin 83-06 
"Nonconforming Made Supplied by Tube-Line Corp “ Addl 
testing performed Tube-Line metl acceptable Item not 
reportable per 10CFR90 39 <b) 

DEVINCENTIS, J Yankee Atomic Electric Co OEVINCENTIS, J. Public 
Service Co of Neu Hampshire 64/02/22 MURLEY, T C Region 1, 
Office of Director 3pp 22643 199 24X Fiche 90-443,84/02/22, 

0403190100 
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0401190073 IE InfQ Notice 84-l3< "Potential Deficient^ In Motor 
□peratfid Valve Control Circulte & Annunciation " 8vc lilt 
end 

JORDANfE L Division of Ernergenc^ Preparedness & Engineering 
Reiponse (Post 8301031 84/03/38 Consolidated Edison Co of Ntu 

VOTk. Inc llSpp 3S909 339 34K Fiche 90-000i B4/02/33> 8401 190072 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulator^ Revs bg DDT & NRC. " Sve list end 

□RACE, J. M Division of QA, Safeguards & Inspection Programs (Post 
0301033. 04/03/03 Consolidated Edison Co Of Neu York, Inc 

IGOpp aSSSS 339 34)( Fiche 50-000,04/03/03,8402090007 


8403090008 IE Info Notice 04-fd>, "Failure of Automatic Sprlnklsr Sgs 
Valves to Operate " Svc list end 

JORDAN, E L DWisien of Emergency Preparedness St Eoginesrlng 
Response {Post 0301033 84/03/02 Consolidated Edison Co of Nim 

York, Inc laapp. 23553 098 24X Fiche 50-000,84/03/02,0402090008 


8403090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
8vc list ene 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response {Post 0301033 84/03/02. Consolidated Edison Co of Neu 

York, Inc I19pp 22353 217 a4X Fiche 50-000,84/03/02,0402090009 


0402090011 IE Info Notice 04-17, "Problems M/Liituld Nitrogen Cooling 
Components Bslou Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301033 84/03/05. Consolidated Edison Co of Ntu 

York, Inc 117pp 22553 336. 24X Fiche 50-000,04/03/05,0402090011. 


0403090024 IE Info Notice 04-09, Rev 1, "Lessons Learned Fran Insps of 
Fire Protection Bafe Shutdoun Sgs. *’ Svc list end 
JDRDAN.E L Division of Emergency Preparedness ti Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc IlSpp 22£>39 049. 24X Fiche 50-000,04/03/07,8402090024 


0403090020 IE -Info Notice 04-iB, "Stress Corrosion Cricking In PMR 
0ys ” 8vc list end. 

JORDAN,E L Division of Emergency Preparedness & Engineering 
Response {Post 030103), 84/03/07 Consolidated Edison Co of Ntu 

York, Inc liepp 22504 106. 24X Fiche 50-000,04/03/07,8402090020 


B4D3O90D31 IE Bulletin 04-02, "Failures of OE Type HFA Relays in Use In 
Class IE Safety Sys ■' Svc list end 

DEVaUNO,R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Ettison Co af Meu York, Inc 

134pp 22023-094 24X Fiche 50-000,04/03/12,8402090031 


8403090043 IE Info Notice 04-19, "Two Events Involving Unau t hori led 
Entries into PUR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedneii b Eng Ineer Ing 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22033 229 24X Fiche 50-000,84/03/21,0402090043 


8402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN,E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc 13Spp 23933 001. S4X Fiche 50-000,04/03/21,0402090044 


R Periodic operating reports b related correspondence 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984. Changes In FEHA 
finding dates not caused by delay due to offelte emergency 
planning isiues 

D1RCH8, U J Office of the Executive Director for Qperattoni 
84/02/21 PALLADINO Comml s s 1 oner i. 9pp 22492 083 24X 

Fiche 50-000,84/03/21,8403020443 


84031S0100 Final deficiency rept b final responee to IE Bulletin 03-06 
"Nonconforming Matle Supplied by Tubs-Llne Corp " Addl 
testing performed Tube-Line metl acceptable Item not 
reportable per lOCFRSO. 581 e) 

OEVINCENTtS, J Yankee Atomic Electric Co. DEVINCENTIS, J Public 
Service Co of Ntu Hampshire 84/02/22 MURLEV, T. C Region 1, > 
Office of Director 3pp 22643 159. 24X Fiche 50-443,84/02/22, 

8403150100 


0403210032 Part 21 rept re failure of auxiliary feedwater pueip drive 
turbines, Olmpel NP8-4 TbT valve, to close End Itr dtd 040203 
sent to Iteted utils OE notified of affected units In BUR 
p lante. 

THEROUX. R R Terry Corp 84/02/22 UOODRUFF, R U Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24)C 

Fiche 50-000,84/02/22,0403210032 


8403060311 Part 21 final design rept re InadiiiuBeg of svc water b 
circulating water pump house structure Analysis complatsd, 

Repair const activities in progress, 

KREIDERiH 0 United Engineers b Constructors, Inc (subs, of 
Raytheon Co ) 04/02/28 Director's Office, Office of Inspection 

and Enforcement 3pp 22515-335 24X Fiche- 50-443. 84/02/28, 

8403060311 


0403220150 Interim deficiency rept re cracked eiechanteal shock arrestor 
capstan springe supplied by Pacific Sc lentl f Ic, Ini tlal ly 
reported on 831024, All 40 arrestors returned to vendor for 
exam b will be replaced IP necessary. Next rapt by 840530. 

DEVINCENTI8, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co of New Hampshire 04/02/28. eTAROSTECKI, R. Division of 
Project b Resident Programs. 2pp, 22715.361. 24X 

Fiche. 50-443, 84/02/28,0403220150 


0403260233 Forwards summary Hat of defleiancias Identified per 
lOCFRSO SS(a),Part 21 b potential genarle Itr rapts for 
comments. 

STAROBTECKI, R Division of Project b Resident Pragreme 04/02/28. 

Region 1, Office of Director. 7pp 22756-065 24X 

Fiche- 50-000, 04/02/28,8403260233 


0403220005 Interim deficiency rapt re leolatad incident of violation of 
spec for assembly b erection of piping b nschenlcel 
equipment Initially reported on 821 1 10. Investigation 
underway. Uork. wilt be completed by 040601. 

DEVINCENTIS, J Yankee Atomic Electric Co, DEVINCENTIS, J Public 
Service Co. of New Hempehlre. 04/03/02, STAROBTECKI, R. Dlvleton of 
Project b Resident Programe 3pp. 22712' 361. 24X 

Fiche: 50-443, 64/03/02,0403220005. 


8403220164 Interim deficiency rept re poeilble jamming of Oould 
combination reverting motor eterters. Initial ly reported on 
840210. Oould replacing all defective combination reversing 
motor stertere. Next rept will be provided by 840430 
DEVINCENTIS, J. Yankee Atomic Electric Co DEVINCENTIB, J. Public 
Service Co, of New Hampshire. e4/03>0S STAROBTECKI, R Division of 
Project b Resident Programs 3pp. 22716 054 S4X 
Fiche 50-443,84/03/05,0403220164. 


B40319024B Supplemental Part 21 rapt re failed engine thrust bearing. 
Plugs properly installed In both units, Units free of 
potential defect. 

MORIARTY, J H Colt Industries, Inc, 04/03/08 KEPPLERiJ.O. Region 
3, Office of Director tp 22678-045 24X Fiche. 50-000, 04/03/08, 

0403190249 


0403190374 Pert 21 rapt re failed engine thrust beering. Initially 
reported on 800502 Field Insp of Col t-Pleletlc k Type PC-2 
diesel generator sets completed using revised drawings Unit 
In compliance w/tnep procedure b free of potential defect 
HORIARTY, J H. Colt Industries, Inc 84/03/00 KEPPLERtJ.O. Region 
3, Office of Director Ip. 22674.353. 24X Fiche; 50-443, 04/03/08, 

6403190374 


B Reportable occurrences, LERf b related correspondence 


8403210095 Part 21 rept re nonconformance of metal hose eesembllee 
for AEKE, Section HI, Class 2 b 3 svc Statue of nonconforming 
Items shipped end All customers notified 

LALIKOB.J M Titeflix Corp B3/12/I6, Director's Office, Office 
of Inspection and Enforcement. 4pp. 22704 324 24X 

Fiche 50-000,83/12/16, 0403210095. 


0403270219 Part 21 rapt re broken contact carrier In control device of 
7 5 hV-15 kV, 500-750 HVA, 5 kV 350-3,000 b ell HKV circuit 
breakore Initially reported on 030223 Addenda to 
Installation b melnt procedures sent to affected unite. 

DUVALL, D D Brown Boverl Corp. (sube, of Brown Boverl b Co,, Ltd,). 
B4/03/19 Record Servlcee Branch (Document Control Desk). 3pp. 
22772; 114 24X Fiche- 50-000, 84/03/19, 0403270219. 


V. Operator Examinations 


B403130466 Interim deficiency rapt re cracked b broken puffer piston 
rods in Drawn Davsrl Type 5HK breakers Initially reported on 
04O119 .au Unit 1 breakers will be Inspected during next 
scheduled malnt In Mar 1984, 

DEVINCENTIS, J Public Service Co of New Hampshire. 84/02/14 
STAROBTECKI, R Division of Project b Resident Programs 3pp. 
22613 216 24X Fiche 50-443,04/02/14,8403130460 


8403270121 Forwards operator shift experience tables, per DF Schnell 
request First set of tablet Identifies experience levels at 
of 840430 Second sat projects experience levels to Dec 1985, 
scheduled fuel load data. Shift advisors will not be used. 
DEVINCENTIS, J Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co, of New Hampshire. 04/03/20 DENTONtH.R. Office of 
Nuclear Reactor Regulation, Dlroctor. IBpp 22775:139, 24X 

Fiche: 50-443, 84/03/20, 8403270121 
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DOCKET 30-444 SEABROPK NUCLEAR STATIONr UNIT Z 


A Appllcation/canitructtoTi stags documents h correspondence 


8402070003 Responds to FDIA request for const completion dates for 
nuclear plants currently under const l< analyses containing 
estimates based on Inclusion of Caseload Forecast Panel 
mssttngs Foruards App A< B & C documents 
FELTON* J K Division of Rules and Records B3/tO/Ot 
RDBENBAUNiD.l1 Technical Analysis Carp 17pp ZZ 193 2?2 Z4X 
Flche 30-000.83/10/31,0402070003 


— 9402070186 Handurltten calculations £< graphs re const activities tc 
preoperational & acceptance testing Related info end 
* NRC - No Detailed Affiliation Oiven Bl/07/16 6pp 
22196 171 24X Ficha 30-000,83/10/31,8402070003 


8402070017 Board Notification B4-036 foruards RJ Mattson 840123 memo 
to DO Eleenhut providing status update of NRC actions re 
Uestlnghousc ECCS actuation logic 

E18ENHUT, D 0 Division of Licensing B4/0Z/27, PALLADINO 
Commissi oners 7pp 22346 007 Z4X Flche 30-000,84/02/27, 
8402090017 


8403130080 Requests correction to Amend S to CPPR-133 t< CPPR-136 to 
indicate that Washington Electric Cooperative, Inc never 
bscams joint ouner or licensee of project 

RITBHER, si A Ropes & Gray RITSHERiJ A Public Service Co of New 
Hampshire 84/03/07 Division of Licensing 2pp 22641,031 
24X Flche 30-443,84/03/07,8403130080 


64032B0122 Summery of 640224 meeting w/WestingJhcuse Owners Group In 
SethesdaiNO re proposed Meetinghouse steam ^nerator tube 
rupture generic program Attendee list S> agenda end 
NER8E8, V Licensing Branch 3 84/03/07 Licensing Branch 3 

3Spp. ZZBll 131 Z4X Flche 50-000,84/03/07.0403280122 


8402070041 Board Notification 04-080* provides Commission policy 
statement 6 proposed rulemaking on environ qualifications 
CISENHUTtO 0 Division of Llcansing 84/03/14, Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 30-000, 84/03/14, 840207004 1 


8403210099 Forwards news release re joint oi/ners 040301 meeting, 
natl f Icatlon of ASLB 6 svc list Estimated date for initial 
operation of Unit 1 Is Jul 1706 

DEVlNCENTia, J. yankes Atomic Electric Co DEVINCEntis. J Public 
Service Co of New Hampshire 04/03/14 KNIOHTON, 0 W Licensing 
Branch 3 9pp 22706070 24X Flche 30-443,84/03/14,8403210077 


— 8403210101 Advises of neu Interim schedule for fuel load at facility 
Estimated fuel load data for Units 1 2 are 831231 h 

900731, respectively 

BAD, R K Ropes & Gray, GAD, R K Public Service Co of New 
Hampshire. 84/03/01 HOYT, H , HARBOUR, J . LUEBKE.E A Atomic 
Safety and Llcansing Board Panel ip, 22706:079 24X 

Flche* 30-443, 84/03/14, 8403210077 


8403210142 Requests approval to implamant Paragraphs NF-3324 3,1703 
edition Ic NF-4427, 1780 adttlon through Wlntar 1982 of ASHE 
Section III Code for linear-type piping supports 

DEVINCENTIB.U, Yankee Atomic Electric Co DEVINCENtiS, J Public 
Service Go of Neu Hampshire 84/03/13 KNIGHTON, G W Licensing 
Branch 3 14pp 22707 112 24X Flche 30-443,94/03/13,3403210142. 


8403270121 Forwards operator shift experience tables, par OF Schnelt 
raiiuast. First sat of tables idantifles exparlance levels as 
of 840430 Second set projects experience levels to Dec 1783, 
scheduled fuel load data. Shift advisors will not bo usid 
DEVINCENTIB. J, Yankee Atomic Electric Co DEV1NCENTI8, J Public 
Service Co. of New Hampshire 84/03/20 DENTON, H R Office of 
Nvclaar Raactor Regulation, Director tSpp 22779 t37 24X 

Flche. SO-443, 84/03/20, 8403270121 


8403230061 Forwards Caseload Forecast Pansl data package presented to 
Panel representatives during 840313 t, 14 visit to plant 
Data package prepared In response to end panel agenda 
DEVINCENTI8, J. Yankee Atomic Electric Co, DEVINCENTIB, J. Public 
Sarvlca Co of New Hampihlrt, 84/03/21. KNIGHTON, 0 W Licensing 
Branch 3 137pp 22726: 041, 24X Flche. 30-443, 84/03/21, 8403230061 


F Becurity, medical, emergency ti fire protection plans 


8403060939 Advises that NRC will not review emergency plans to delate 
privacy or proprietary info unless specifically requested by 
llcanseatpar 810707 Oanarlc Ltr 81-27 M/o raquaet, entire 
plan uill ha placed In PDR. 

KNIOHTON. 0 H. Licensing Branch 3 84/02/20. HARR18aN,R J Public 

Service Co, of New Hampshire. 4pp 22332*272 24X 

Ficha. 30-443, 84/02/20, 8403060397 


8402070006 Board Notification 84-034 forwards R Vollrasr B40206 memo to 
D Els en hut re fir* research results concerning fires in 
electrical cabinets in control room 

EIBENHUTiD O Division of Licensing 84/02/23 PALLADINO 
Commissioners ip 22376 203 24X Flche 30-000.84/02/23, 

0402070006 


——0403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board no t if ic at ion. per NRR Ofc Ltr 17.dtd 82100-1 Further 
evaluation of test data required 

VOLLHER.H H Division of Engineering 84/02/06 EISENHUT.D G 
Division of Licensing lOpp 22976 204 24X 

Fiche 50-000. 84/02/23, 0402070006 


B403070143 Summarlies 831217 meeting u/util at Region 1 ofc re 
emergency telecommunications at facility Summary encl 
Locations for emergency notification sys adequate far NRC 
emerg ency response 

MARTIN, T T Division of Engineering t Technical Programs 04/03/02 
HARRISON, R U Public Service Co of Neu Hampshire. 4pp 
2257S 062 24X Flche 50-443.04/03/02,8403090143 


B403170243 Not i f t cati on of 840418 workshop in King of Prussla.PA to 
discuss lessons learned front recent App R fire protection 
safe shutdown tnsp t. topics described in IE Info Notice 
04-09 Agenda for workshop end 

HURLEY, T E Region 1. Office of Director 04/03/07 O'TOOLE. JD 
Consolidated Edison Co of New York, Inc 3Spp 22672 062 24X 

Fiche 90-000,04/03/07,8403190243 


8403160296 Faruards finalized updated App A to radialogtcal emergency 
plan descrlbi-ng emergency classification 6 action Rev will 
be included in future amend to OL application 

DEYINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of New Hampshire 04/03/14 KNIOHTON. G M Licensing 
Branch 3 Ip 22661 OlO 24X Flche 90-443,84/03/14,8403160236 


— 0403160263 Updated App A to radiological emergency p 1 an. cons! sting of 
emergency classification sys 1, emergency action levels 
* Public Service Co of Neu Hampshire 83/05/31 ISpp 
22661 Oil 24X Fiche 30-443,04/03/14,0403160296 


G Adjudicatory correspondence 


B40307D042 Suppl to B40224 answer to Seacoast Anti-Pollution League 
(EAPL) 040210 motlun far reconsideration of denial of SAPL 
supplemental Gontentlon 5 Certificate of Svc end 
OADiR.K Public Service Go of New Hampshire OAD.R K Ropes t, 
Oray 84/02/26 Atomic Safety and Licensing Board Panel 9pp 
22341 255 24X Fiche 30-443.04/02/20,0403070042 


840302D173 New England Coallti-on on Nuclear Pollution Contention VII 
rr financial qual IFlcatlans -of util to operate b 
d ecommlss iaxi facility Certificate of Svc end 

CURRAN, D New England Coalition on Nuclear Pollution CURRAN, D , 
JORDAN, W 8 Harmon t< Mei ss 84/02/27 Atomic Safety and 
Licensing Board Panel tSpp 22443 223 24X Fiche 30-443.84/02/27. 

B403020173 


8403070020 Forwards supplemental responses to Atty General Bel loti 
l-nterrogatorles Related c orr e spend ence 

CASSIDY, D P Federal Emergency Management Agency 84/02/27 
Docketing & Services Branch. 2pp 22349 327 24X. 

Fiche 30-443,84/02/27,0403070020 


— 8403070022 Supplemental response to Atty General Belkoti 

interrogatories re number of persons for which State of NH 
must assure medical svcs.per 10CPR30 47 U/Certif i cate of 
Svc Related egrres pond e nee 

BN IREN, D J Federal Emergency Management Agency 84/02/29 9pp 

22»43!331 24X Fiche 30-443,84/02/27.8403070020 


8403140031 Response to Beacoast Ant l-Pol lut t on League (SAPLl 840210 
motion for reconsideration of denial of 8APL 030713 
supplemental Contention 9 re util financial qualifications 
Motlo-n should be denied U/Certlf i cate of Svc. 

PERL 10, R G. Hearing Branch 3 84/03/01 Atomic Safety and 

Licensing Board Panel 7pp 22633 112 24X Flche: 30-443, 04/03/01. 

8403140031. 


8403070232 Informs that as result of correspondence U discussion w/ 
counsel for app 1 leant. Neu England Coalition on Nuclear 
Pollution will withdraw Contention III 3 w/ASLB approval 
CURRAN. D Harmon & VJeiss CURRAN. D New England Coalition on 
Nuclear Pollution 04/03/09 HOYT.HF . LUEBKE.e, A , HARBOUR. J 
Atomic Safety and Licensing Board Panel. ip 22938 362 24X 

Fiche* 90-443, 84/03/05,9403070232 



J 


DOCKETED ITEMS 


)'08C}143 Response to Seacoast Anti -Po 1 1 u t i on League (SAPL> B40Z17 
>peal of denial of aiotien to dismiss application for Unit 
A5LAB decision not erroneous b should be affirmed BAPL 
tion should be denied M/Cer t If Icate of Sve 
lOIIANr T Q . GADiR K Public Service Co of Neu Hampshire 
QiNANi T 0 Ropes It GraV 64/03/03 Atomic Safety and Licensing 

ipeal Panel llpp 22&S9 a07 24X Fiche 50-443.64/03/05. 

I030Q0142 


1090093 Response to Htu England Coalition on Ruclear Pollution 
(ECNP) Contention vrt re financial nualif 1 cat 1 o.n of util 
operate b decominl sslon facility RECNP Contention Vtl 
uuld be eicluded Certificate of Sve encl 

ONAR. r O Public Service CD Of Neui Hampshire PIGNAH. T O Ropes 
Gray 84/03/05 Atomic Safety and Licencing Board Panel 4pp 

'376 OJl 24X Fiche 50-443.04/03/05,3403090093 


090124 Foruards util response to Seacoast An t i-PolIo 1 1 on League 
peal of denial of motion to dismiss application For Unit 
U/o end Related corespondence 

ORAN, T O Ropes b Gray DIGNAN, T 0 Public Servlca Co of New 
mpshlre B4/G3/D5 Public Document Branch Ip 22376 063 
X FlcHe 50-443.84/03/03.8403090124 


140025 Notice Of ulthdraual of appearance In proceeding, 

rSER. 5 3 Connecticut. State of B4/03/06 Zpp 22633 213. 24X 

Che 50-443.04/03/06.0403140025 


390107 Order accepting New England Coalition on Nuclear Pollution 
3303 decision to withdrsu Contention III 3 re training of 
t shift supervisors 

'T.H F Atomic Safety and Licensing Board Panel B4/03/07 Ip 
576 OBO 24)1 FlcJie 50-4 43,94/03/07.8403090107 


>90062 Advises tbat time for Commission to review ALAB-7S8 
ilred Commission declined review Decision became final 
ncy action on B40303 

LH> S J Office of the Secretary of the Commission 04/03/08 
iffllc Safety and Licensing Appeal Panel ip 22376 049 24X 

he' 30-443. B4/03/08. B403070062 


40052 Response In opposition to Seacoast Ant 1— Pollu 1 1 on League 
•al of denial of motion to dismiss application Appeal 
led to meet requirements for directed certification 
tiflcate of Sve end 

rERSDN. MF Nearing Branch 3 B4/03/0B Atomic Safety and 

ensing Appeal Panel 20pp 22633 093 24X Ftche 50-443, 

03/0B. 8403140052 


70129 Kemorandum. b order denying motion for directed certification 
4SLQ B40113 memorandum b order 

INAKER. C J Atomic Safety and Licensing Appeal Panel 84/03/16 
eacoast Anti-Pollution League 9pp 22669 191 24X 

le 30-443.84/03/16,8403190129 


10196 Response opposing New England Coalition on Nuclear Pollution 
NP> Contention Vtl re financial qualifications of util 
iperate b decommission facility Certificate of Eve anc I 
IS. R 0 Hearing Branch 3 OBB 013 B4/03/20 Atomic Safety 

Licensing Board Panel Spp 22710 079 24X 

>B 50-443. 64/03/20, B40321 0196 


OISD Response opposing New England Caalitlon Against Nuclear 
1 motion to file supplemental contention on state b 
1 emergency response plans Probab 1 1 is t i c safety 
ssmant summary rept end H/Certif 1 cate of Sve 

\ K Public Service Co of New Hampshire GAD.R. K Ropes b 
DBD 075 B4/03/20 Atomic Safety and Licensing Board 

i 36PP 22743 025 24X Fiche 50-443,84/03/20,6403230180. 


>002 Second petition for leave to intervene in proceedings. 
Iflcate of Bve encl 

TV.d.F Doherty. 0 F DBB 111 04/03/22 Atomic Safety and 

islng Board Panel Bpp 22770 OOl S4X Fiche 50-443.84/03/22, 
370 002 


)343 Order denying b rejecting Seacoast Anti-Pollution League 
<n For reconsideration b New England Coalition on 
■ar Pollution proffered Contention S, re spec t Ive ly Served 
,0326 

H F Office of the Secretary of the Commission DSB 0B7 
1/23, Seacoast Ant 1 -Po 1 lut ion League bpp 22760' 179 S4X 
. 50-443. 84/03/23, 8403260343 


>269 Response opposing 3F Doherty 840328 second petition for 
to intervene Petition falls to show good cause for 
filing GertlPicate of Sve encl. 

K. r DIGNANi T 0 Public Service Co of New Hampshire GAD, R K 
s b Gray D8B 213 B4/03/2B Atomic Safety and L icons ing 

Panel 9pp 22824 059 24X Fieho- 58-443, 84/03/23, 8403300269 


8403300019 Order denying State of CT Div of Consumer Counsel petition 
to Intervene in CP renewal proceeding b declaring Seacoast 
Anti-Pollution League motion for joinder moot Served 
un B40329 

CHILN.8 w> Office of the Secretary of the Commission DSB 208 , 
64/03/29 Seacoast Ant i-Pol lut ion League 6pp 22882.165 24X 

Fiche 50-444,84/03/29.6403300019 


8403300263 Notice of change in address in sve list Ccrtlflcati of 
8vc encl 

CURRAN. D Harmon b Reiss DSB 827 84/03/30 Spp 28884' 068 

24X Fiche 50-443,84/03/30,8403300263 


G Inspection reports, IE Bulletins b correspondence 


8403020282 Forwards IE Insp Repti 50-443/83-22 b 50-444/83-15 on 
031206-840180 b notice of violation 

STAROSTECKl, R Division of Project b Restdant Programs 84/08/17. 
HARRISON, R J Public Service Co of New Hampshire. Spp 88439 172 
a4X Flchs 50-443,84/02/17,8403080282 


--8403020308 IE Imp Repts 50-443/83-22 b 50-444/83-15 on 831806-840120 
Vlolatiani noted recurrent electrical const violation which 
may be Indicative of interface problem between AE b 
electrical contractor 

CERNE.A C , HESCQTT, H K Region 1. Office of Director. GALLO. R.H 
Division of Project b Resident Programs 64/08/09 ISpp 
88439 176 24X Fiche 50-443,84/02/17,8403080888 


8403150100 Final deficiency rept b final response to IE Bulletin 83-06 
"Nonconforming Metis Supplied by Tube-Line Corp, “ Addl 
testing performed Tubt-Llni mitl acceptable Item not 
reporteble per iOCFRBO 53{e) 

DEVINCENTIS, J Yankee Atomic Electric Co 84/08/28. HURLEY, T C 
Region 1. Office of Director 3pp 28643 159 24X 

Fiche 50-443,84/02/22,8403150100 


8401190078 IE Info Notice 84-13, “Potential Deficiency In Motor 
Opirated Valve Control Circuits b Annunciation “ Sve list 
encl 

JORDAN/ E L Division of Emergency Preparedness b Engineering 
Response IPost 8301031 84/08/28 Consolidated Edison Co of New 

York. Inc llSpp 22909'239 84X Fiche 50-000,84/02/88,8401190072 


8402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC '' 8vc list encl 

GRACE. J N Division of QA, Safeguards b Inspection Programs ipost 
830103] B4/03/DS Consolidated Edison Co of New York. Inc 

130pp 22552 329 84X Fi c h e ’ 30-000, 84/03/02, 0408090007. 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list end 

JORDAN. E L Division of Emergency Prejiaredniis b Engineering 
Responee CPost 830103) 84/03/02 Consdlidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fiche 30-000,84/03/02,8402090006. 


0402090009 IE Info Notice 84-15. "Reporting of Radlolaglcel Releoses “ 
Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/08 Consolidated Edison Co of New 

York, Inc 119pp 22353 217 84X Fiche 50-000,84/03/02,8408090009. 


0402090011 IE Info Notice 64-17, "Problems H/Llquid Nitrogen Coaling 
Co/nponents Below Nil Ductility Temp " Sve list end, 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) B4/03/03 Consolidated Edison Co of New 

York, Inc ii7pp. 22553 336 84X Fiche 50-000,04/03/05,8408090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Leerntd From Imps of 
Fire Protection Safe Shutdown Sys. " Sve list end 
JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103) 64/03/07 Consolidated Edison Co of New 

York, Inc tlSpp 28635 049 24X Fiche; 50-000, 04/03/07, 8402090084 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PHR 
Sys " Gve list end 

JORDAN. £ L Division of Emergency Preparedness b Engineering 
Response (Post S30103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 82384 186 84XFlchi 50-000.84/03/07,8402090020 


0402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays in Uat In 
Class IE Sefsfcy Sys " Sve list end, 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consol ideted Edison Co. of New York, Inc 

t34pp 22823:094 24X Fiche 50-000,84/03/12,8402090031 


8402090043 IE Info Notice 64-19, “Two Events Involving Unauthorised 
Entries into PHR Reactor Cavities " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Responee (Post 830103) 84/03/21 Consolidated Edison Co, of New 

York, Inc 123pp 58823 229 24X Fiche. 50-000, 84/03/21, 8402090043 



DOCKETED ITEMS 


351 


8402090044 IE Info Notice B4-20, "Svc Life af Ralav* In 8af b t g-Ra )a tad 
Bv. '* Bvc lilt and 

JORDAN> E L Dlvldon of Ernargancg Praparadnat* t> Enginaaring 
Raaponaa CPoit 830100) 84/03/31 Conaol 1 da t Bd Edlton Co of Neu 

York, me ISSpp 22933 001 241 Flche 50-000,84/03/21.0402090044 


B Rapart,abla oceurraneai, L.ER> << ralatad corraspondanct 


B4031304&S Intarlm dafieieneg rapt ra crackad b broken puffar platon 
rods in Drotun Bovarl Tgpa SHK braakera Initlallg rapartad on 
840119 All Unit 1 braakari ulll ba Impacted during nait 
schadulad malnt In Mar 1984 

DEVXNCENT18, J Public Sarvica Co of Meu Hampab Ira 84/02/14 
aTAROBTECKI, R Oiviaion of Project Sc Raaidant Progratna, 3pp 
82613 816 24X Ficha 50-443,84/02/14,8403130468 


V Operator Eitaninations 


8403270121 Fortuards operator Jhlft anparienca tables, par OF 3chnell 
raqueat Flret «at of tables Identifies aiparlance levels as 
of 840430 second sat projects eiperience levels to Dec 1985, 
scheduled fuel toad data Shift advisors ulll not be used 
OEUINCENTIB, J Yankee Atomic Electric Co 84/03/20 DENTON, H R 
Offlca of Nuclear Reactor Regulation, Director ispp 22775 139 
24X Fiche 80-443,04/03/20,0403270121 


DOCKET 30-449 COMANCHE PEAK STEAM ELECTRIC 5TA , UNIT 1 


A App 1 Icatlon/cons true t ion stage documents 4< correspondence 


8403190100 Final deficlancg rapt t< final rasponsa to IE Bulletin 83-06 
"Noncon f orailng Metis Supplitd bg Tube-Line Corp “ Add] 
testing performid Tuba-Line matl acceptable Item not 
rapnrtable par lOCFRSO 55(a> 

□EVINCENTIS, J Yankee Atomic Electric Co DEUINCENTIB, J Public 
Barvlce Co. of Neu Kampshtra 84/02/23 MUR LEY, T C Region 1, 

Office of Director 3pp 22643 159 24X Flche 50-443,84/02/22, 

B4031S0100 


8403210032 Part 21 rtpt re failure of autlllarg feedwater pump drive 
turbines* Olmpel NP8-4 T&T valve, to close End Itr dtd 840203 
lent to listed ubili OE notified of affected units in EUR 
plants. 

THEROUX* HR Terrg Corp 04/02/82 UDODRUFF, R. W Director's 
Office* Office of Inspection and Enforcement 6pp 22706 327 24X 

Ftclie 30-000,04/02/22,0403210032 


8401 120425 Forwards Amend 7 to CPPR-126 6 CPPR-I27i safetg evaluation 6 
notice of Issuance 6 availabllltg Amend reflects chenge In 
ouinership of facilities 

EISENHUTiD 0 Division of Licensing 03/12/30 GARY. R J Teias 
Utilities Electric Co (formerlg Texas Utilities Generating Co ) 

3pp 22210 343 24X Flche 50-445, 33/12/30, 0401 120425 


—8401120428 Amend 7 to CPPR-126 «< CPPR-187. ref lee t Ing change in 
ounersh ip of facilities 

EISENHUT, D <0 Division of Licensing 03/12/30 4pp 21004 341 
24X Flche 50-445,03/12/30,0401120425 


— 8401120433 Safetg evaluation supporting Amend 7 to CPPR-126 & CPPR-127 
» Office of Nuclear Reactor Regulation, Director 03/12/2? 3pp 
21804 330 24X Flche 50-445,03/12/30,0401120425 


8403060311 Part 21 final design rapt re inadeciuacg of svc water I, 
circulating water pump house structure Analgsis completed 
Repair const activities in progress 

KREIDERtH 0 United Engineers t. Constructors, Inc (subt of 
Raytheon Co ) 84/02/28 Director's Office, Office of Inspection 

and Enforcement 3pp 22515 335 24X Flche 50-443,84/02/28, 

8403060311. 


9403220190 Interim deftclencg rapt re cracked mechanical ehock arrestor 
capetan springs supplied bg Pacific Scientific Initlallg 
reported on 031024 All 48 arrestors returned to vendor for 
esain & ulll be replaced If nscessarg Nest rept by 840530 
DEYINCENTIS, J Yankee Atomic Electric Co DEUIMCENTIS.J Public 
Service Co of New Hampshire 04/02/89 BTAROSTECM,R Division of 
Project J< Resident Programs 2pp 22715 361 24X 

Flche- 90-443, 04/02/20, 8403220150 


1403260233 Forwardi summarg list of deficiencies Identified per 
lOCFRSO 99<a)iPsrt 21 (< potential generic Itr repts for 
comments 

STAROBTECKl, R Division of Project (i Resident Programs. 84/02/28 
Region I* Office of Director. 7pp 22756.065 24X 

Flche- 90-000, 04/02/20, 8403260233 


— B40H8O437 Notice of issuance L availabllltg of Amend 7 to CPPR-126 6 
CPPR-127 

YOUNODLOOO, D J Licensing Drench 1 03/12/29 Spp 21004 343 

24X Fiche 50-445,03/12/30,0401120425 


8403060195 Requests esemptian from provisions of ODC 4 requiring 
protection O'f s true ture, s gs t< components against certain 
dynamic effects associated u/postulated breaks in RCS 
primary loop, per Oeneric Ltr 84-04 

OARV.R J Texas Utilities Electric Co (formerly Teias Utilities 
Oenerating Co } B4/02/17 YOUNGOLDOD, B J Licensing Branch 1 

4pp 22513 331 24X Flche 50-449,34/02/17,0403060155 


0403020146 Foruardsi for review, draft environ protection plan proposed 
for App B to plant OLs 

YOUNOOLOOD, D J Licensing Branch 1 04/02/21 GARY, R U Texas 

Utilities Electric Co iformerlg Texas Utilities Oeneratlng Co ) 
8pp. 22491 157 24X Flche 50-449,84/02/21,8403020140 


— B403020152 Environ protection plan (nonrad I olog leal I for faellitg.App B 
to OLs, draft 

« NRC - NO Detailed Affiliation Given 84/02/21 19pp 
22491 159 24X Fiche. 50-445.84/02/21,0403020148 


1403220009 Interim deflclencg rept re Isolated incident of violation of 
spac For oesembly b erection of piping b mechanical 
equipment Initially reported on B21110 Investigation 
underway Uork ulll be completed by 840601 

DEUINCENTIS* J Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of New Hampshire. 84/03/02 8TAR08TECKI, R. Division of 
Project 6 Resident Programs 2pp 22712'361 24X 

Flch e 50-443, 04/03/02, 8403220005 


403220164 Interim deflclencg rept re possible jamming of Gould 
combination reversing motor startsrs Initlallg reported on 
840210 Gould replacing all defective combination reversing 
motor etartare Next rept wilt be provided bg 840430 
DEVINCENTIS, J Yanhae Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Kampihlre 84/03/os 0TARO8TECKI, R Division of 
Project & Resident Programs. Spp 22710 054 24X 

Flehei 90-443, 84/03/05, 0403220164 


403870219 Pert 21 rept re broken contact carrier In control device of 
7.9 kV-19 kV, 500-750 MV A, 5 kV 350-3,000 fc all HKV circuit 
breakers, initially reported on 830223 Addends to 
inetsllatlon 6 malnt procedures sent to affected units 
DUVALL* 0, 0. Brown Boveri Corp (subs of Broun Oovsrl S> Co , Ltd ) 
84/03/19 Record Services Drench (Document Control Desk) 5pp 
32772:114. 24X Flche 50-000.84/03/19,8403270219 


Hearing transcripts on non-antl trust matters 


103270335 Transcript of Commission 840323 a f f Irmatl on/dl scut tlon & 
YOts In Mash Ington, PC re request for denial of renewal of 
Baabraok Unit 2 CP fc aECY-84-40 concerning review of ALA8- 
724 In matter of Met Ed Pp 1-3 

a Commie elonere. 04/03/23 6pp. 22787-356 24X 

Flche. 90-000. 84/03/23, B403270335 


8402090017 Board Notification 84-038 forwards RJ Mattson 840123 memo 
to 00 Elsenhut providing status update of NRC actions re 
Hastlnghouse ECC0 actuation logic 

EISENHUT.D G Division of Licensing 84/02/27 PALLADINO 
Commltsionars 7pp 22546 007 24X Flche 90-000,84/02/27. 

8402090017 


8403090273 Requests provision of alternative surveillance to replace 
requirement presently In Tech Specs re turbine overspeed 
protection Proposed alternative maint.calibr (i testing 
program should assure that protection sgs operable 
YOONOBLQDD, 8 J Licensing Branch 1 84/02/29 GARY.R d Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
4pp. 22501 to? 24X Fiche 90-449,84/02/29,8403050273 


8403060299 Informs NRC that Nuclear Util Task Action Committee 
completed final draft of rept defining appropriate vendor 
interface program discussed in Generic Ltr 83-28 Final rept 
scheduled to be released bg Apr 1984 

SCHMIDT, H C Texas Utilities Electric Co (formerly Texas Utilities 
Oeneratlng Co. > 84/02/29 EtSENHUT, D 0 Office of Nuclear Reactor 

Regulation, Director Ip 22515 362 24X Flche 50-449,84/02/29, 

8403060299 


8403090308 Forwards request for addl info re leak-before-brcak analgsis 
t< fracture toughness of piping matls under therm a I aging 
conditions Submittal date requested within 5 dags of ltr 
receipt 

YOUNOBLOOO, 0 J Licensing Branch 1 84/03/02 GARY.r J Texas 

Ubllittes Electric Co. (formerlg Texas Utilities Generating Co I 
4pp. 22984 338. 24X Flche 50-445,84/03/02 * 84030 90308 


0403160079 Forwards 0uppl 1 to “Human Factors Control Room Design 
Review, " final rept 

GARY, R J Texas Utilities Electric Co (formerly Texas Utilities 
Generating Ce ) 04/03/08 YOUNGBLOOD, B J Licensing Branch 1 

Ip 22694 001 24X Fiche 50-445,84/03/00,8403160079 
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—8^03160033 SuppI 1 to Fsctors Control Room Boslgn Rovleu. “ final 

rept 

» Teia* UCllitlot Electric Co (formerly Teia* Utilities 
Ceneratina Co 1 84/03/31 lZ2pp 22654.002 24X 

Flche 30-445-34/03/03.0403160079 


— 3403130126 PrapoteiJ guidelines for 
exercise scheduled for 031214 
• Texas Utilities Electric Co ( 
Oenerating Co I 83/09/13 3pp 
FUhe 30-445,03/09/13,8403130116 


1983 emergency preparedness 

formerly Texas Utllltle* 
22601 303 24 X 


field 


6402090041 Board Notification 04-030 provides CommlislO'n policy 
statement i proposed rulemaking on environ qualifications 
ElEENHUT, D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 50—000/04/03/14,0402090041 


0403300249 notification of Caseload Forecast Team 840319-21 meetings i> 
site visit u/utll in Arlington & Olen Rose, TX to discuss 
const completion schedule Agenda encl 

BURUELL. S B Licensing Branch 1 04/03/15 YOUNCBLOOD, 8 J 

Licensing Branch 1 9pp 22045 022 24X Fiche 50-443,04/03/15, 

0403300249 


E NRC Safety Evaluation Report (5ER), suppls tc correspondence 


— 0403130136 Rev 1 to proposed objectives for 1903 emergency preperailness 
field exercise 

« Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co ) 83/04/12 I4pp 22601 306 a4X 

Fiche 50-445, 03/09/13, 8403130116 


0403130313 Foruards "NRC Emergency Preparedness Appraisal Items Btatsis 
Tracking Rept," to aid NRC In preparations for upcoming 
appraisal Emergency preparedness planning project 
organization chart (, list of responsibilities also end 
JONES, R A Texas Utilities Electric Co (formerly Texas Utllitias 
Oenerating Co 1 03/09/13 MADSEN, 0 L Region 4. Office of 

Director 6pp 22605 095 24X Fiche S0-44S, 83/09/13, 8403130313 


0403060179 Fourth partial response to FOIA request for six categories 
of documents re facilities Foruards App A documents App B 
document entirely uithheld (ref FOIA Exemption 51 Revleu of 
addl documents subj to request continuing 

FELTON, JH Division of Rules and Records 84/02/13 ANDERSON, 5 I 
(•arvey, Schubert, Adams & Barer 7pp 22SB3 226 24X 

Fiche 50-000.04/02/13,0403080179 


— 0005130793 Provides status of EER inputs It acceptance rfvieus for DL I, 
CP applications Schedule should be met 

BURKE.N C Effluent Treatment Systems Branch 00/02/06 
KRECER.W E Assistant Director for Site Analysis tp 22583 235 
24X Fiche 50-000,04/02/13,0403080179 


0403020289 Foruards resolution of 8ER Confirmatory Issue it re util 
830210 h 0316 submittals concerning TMI Action Items I C 2 t, 
ICS 

YOUNCBLQOD. B J Licensing Branch 1 04/02/21 OARV, R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co 1 
Spp 22492 241 24X Fiche 50-445,04/02/21,6403020289 


8403260069 Foruards evaluation of B3071B request for deletion of 
steam electric station license condition re lou-pressura 
turbine disc Insp NRC maintains posltton in SER (NUREC-0797> 
that insp must be conducted 

YOUNOBLDOD, B J Licensing Branch 1 84/02/28 GARY, R. J Texas 

Utxlltles Electric Co (formerly Texas Utilities Generating Co J 
2pp 22763 235 84X Fiche 50-445,84/02/20,8403260069 


0403140200 Foruards 5SER re TMI Action Plan Items ICl&tCBof SER 
Confirmatory Issue S concerning guidance for evaluation & 
development of procedures for transients b accidents 
YOUNOBLDOD, B J Licensing Branch I 04/03/06 GARY, R- J Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 

6pp 22636 312 24X Fiche 50-445.84/03/06,8403140298 


0403140293 Provides c lar t f 1 cat ion of NRC favorable findings re SER 
Confirmatory Issue 11 for TMI Action Plan Item I Q 1 Util 
should either commit to perform natural circulation boron 
mixing test or ref boron mixing test at Diablo Canyon 
YOUNGBLOOD, B J Licensing Branch 1 04/03/06. GARY, H J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
3pp 22635 333 24X Fiche 50-445,84/03/06,9403140293 


0403150103 Forwards vibration Ini Irumentatl on plan Plan closes out 88ER 
3 Confirmatory issue C6 re pressure of flou Induced tube 
failure in Model D-4 b D-5 steam generators 

5CHMI0T,HC Texas Utilities Electric Co (formerly Texes Utilities 
Generating Co 1 04/03/12. YOUNGBLOOD, B J Licensing Branch 1 

4pp 22643 162 24X Fiche 30-445,84/03/12,8403150103 


0403270345 Requests schedule for responding to SER Outstanding Issue 3 
re environ qualification of safety-related mechanical 
equipment xn harsh environs b Issue 4 re alternate safe 
s hutdown 

VOONGBLDOO. B J Licensing Branch I 84/03/13. GARY, R J Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 

4pp 22707 352 24X Fiche 50-445,84/03/13,8403270345 


F Security, medical, emergency b fire protection plans 


PTopo***! guidelines b Rev i to proposed objectives 
for 1903 emergency preparedness field exercise, for review 
Comments requested by 830923 

JONES, R A Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co » 03/09/13 MADSEN, G L Region 4, Office of 

Director 2pp 22601-301. 24X Fiche 50-445.93/09/13, 8403130116 


— 8403130319 "NRC Emergency Preparedness Appraisal Item Status Treetins 
Rept " 

* Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 03/09/11 79pp S260S 101 SAX 

Fiche 50-445,83/09/13.8403130313 


8403260206 Forwards IE Insp Rept 80-445/93-43 on 831114-10 No 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director 84/02/03 GARY, R. vf 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 22756223 24X Fiche 50-445.84/02/03,8403260206 


— 8403260214 IE Insp Rept 50-445/83-43 on 831114-18 No violations 
or deviations noted Major areas inspected protected area, 
physical barriers - vital area, testing b malnt b security 
sys pDuer supply Details uithheld (ref 10CFR73 21). 

CALDNHLL, R A , KELLY, J , HUNNICUTT, D M Region 4, Office of 
Director 84/02/02 tp 22756 225 24 X Fiche 50-445,94/02/03, 

8403260206 


8403050146 Submits scenario for providing info re emergency 
preparedness exercise 

COLLINS. J T Region 4. Office of Director 94/02/09 OARY.R U 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 22487 312 24X Fiche 50-445,84/02/09, 8403050 1 46. 


8403130442 Foruards IE Insp Rept 50-445/03-51 on 031201-040131 No 
deviations or violations identified 

JOHNSON. EH Region 4, Office of Director, 04/02/22 OARY.R J 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
■Co I. 2pp 22613 153 24X Fiche 50-445,84/02/22,0403130442 


0403130453 IE Insp Kept 50-445/83-51 on 831201-840131 No violatione x>r 
deviations Identified Major areas inspected initial startup 
procedures revieu, fuel r ice 1 pt, emergency drill b IE bulletin 
fol louup 

KELLEY, 0 L , SMITH, W F , HUNNICUTT. 0 M Region 4, Office of 
Director 04/02/22 6pp 22613 155 24X Fiche 50-445,84/03/23. 

0403130442 


8402090006 Board Notification 04-034 forwards R Vollmer 040206 memo to 
D Eisenhut re fire research results concerning fires in 
electrical cabinets in control room 

EISENHUT. DO Division of Licensing 04/02/23 PALLADINO 
Commissioners Ip 22576 203 24X Fiche 50-000,04/02/23, 

9402090006 


— 9403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board notification, per NRR Ofc Ltr 19, dtd 921001 Further 
evaluation oF test data required 

VOLLMER, R H Division of Engineering 84/02/06. EI8ENKLIT, D 0 
Division of Licensing lOpp 22576 204 24X 

Fiche 50-000,04/02/23,0402090006 


0 Adjudicatory correspondencx 


8403070177 Motion re summary of cross-examination areas supplied 
CYONA on 040222 Applicants have used thin wall pipe b many 
instances of min pipe wall violations exist U/M Ualsh 
affidavit Related corespondence 

ELLIS, J Citizens Association for Sound Energy 34/02729. 
Safety and Licensing Board Panel 4pp 22541-326 24X 

Fiche 50-445.04/02/29,0403070177 


Atonvl c 


0403070181 Affidavit of U Malsh re thin uall pipe Pipe fittings 
than nominal uall thickness assumed by piping designart uflll 
increase thermal expansion loads on piping supports b 


larger 


HALSHiM Citizens Association for Sound Energy 
22S41 330 24X Fiche 50-445,84/02/29,8403070177. 


04/02/20 


4pp 
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— 8403070183 Fortiiardi M Maliti affidavit Certificate of 8vc end 
ELLIS) J Cltlieni Aiiodattan for Sound Energy 04/03/29 
Docketing & Services Branch 3pp 33941 393 34X 

Ficho 90-449.84/03/39,0403070177 


0403070191 Notifies that no conflict of interest exists in dual 
representation of Drouin & Root Sc Hutchinson re investigation 
of CYONA matter 

OHARNOFF. 0 Sham. Pittman, Potts Sc Trowbridge CHARNOFF, 0 Texas 
Utilities Electric Co (formerly Texas Utilities (Generating Co i 
04/09/01 BLOCH, P Atomic Safety and Licensing Board Panel 3pp 
32947 273 24X Flche 90-449,04/03/01,8403070191 


8403090126 Notice of appearance in proceeding Certificate of 8vc end 
PrODTT<D Cygna Energy Services PIOOTTiD Orrick, Herrington tc 
Sutcliffe 84/03/09 4pp 22979 341 24X Flche 90-449,84/03/09, 

8403090126 


840309012B Answer urging rejection of util 840203 plan to respond to 
A8LB namorandum t, order re OA for design A8LB should require 
lOOX retnsp, design verification tc mgt audit Certificate of 
8vc end. 

ELLI8, J Citliens Association for Sound Energy 84/03/09 Atomic 

Safety and Licensing Board Panel. 19pp 22971 021 24X 

Flche. 90-449, 84/03/09, 8403090128. 


8403090099 Memorandum requesting Ofc of Investigations file target 
dates for completion S, release of rapt re facility 
Invaetlgatlons tc policy for filing completed pep Is w/ASLB 
subj to protective order 

BLOCH, P B. Atomic Safety and Licensing Boarif Panel 84/03/08 Ip 
22976.001 24X Flche 90-449,84/03/08,8403090099 


8403140099 Comments on util plan to respond to B40203 memorandum t< 
order re QA for design Plan supported in part Certificate 
of Bvc end 

MIZONO, 0 S Hearing Branch 1 84/03/09. I7pp 22634 169 24X 

Flche 90-449,84/03/09,8403140099 


8403140034 Forwards responsa to 840309 comments on generic problems 
tc cross-examination questions Exhibits 920-929,906 tc 891-901 
end Certificate of Svc end. Related correspo.ndence 
ELLIB>J. Cltixeni Association for Sound Energy 84/03/10 
WILLIAMS, N H Cygna Energy Services 29pp 22633 021 24X 

Flche: 90-449. B4/03/10, 8403140034 


8403140013 Confirms agreement to preserve any matls Informally 
requested on discovery re electrical inspectors Related 
cor re Bp on dene e 

HORINtW A Bishop, Liberman, Cook, Purcell tt Reynolds HORIN.WA 
Texas Utilities Electric Co. (formerly Texas Utilities Oeneratlng 
Co.) 84/03/12 BLOCH, P D , MCCOLLQM, K A , JORDAN, N H. Atomic 
Safety and Licensing Board Panel Ip 22633 229 24X 

Flche: 90-449, 84/03/12, 8403140013 


B403140020 Answer to Citixens Assoc for Bound Energy (CASE) 040229 
motion re cross-examination areas supplied to CYONA CASE 
matters inappropriate ic irrelevant in context of CYONA rept. 

W/Certi f icate of Svc. Related correspondence 

REYNOLDS, N 8., HORIN, U A Texas Utilities Electric Co (formerly 
Texas Utilities Oeneratlng Co.) REYNOLDS, N 8 Bishop, Liberman, 
Cook, Purcell li Reynolds 84/03/12 Atomic Safety and Licensing 
Board Panel 11pp. 22633 290 24X Flche. 90-449, 84/03/13, 

8403140020. 


8403190034 Seventeenth set of Interrogatories tc requests to produce to 
applicants certificate of Svc end Related correspondence 
ELLIBrJ. Citixens Association for Sound Energy, 84/03/13. Texas 
Utilities Electric Co (formerly Texas Utilities (Generating Co I 
9pp. 32666'076 24X FI c h e ’ 90-449, 84/03/ 13, 8403 190024 


G403190032 Motion for discovery re T-shirt Inc i den t, 1 nc Ident falls 
under heading of new h significant info re intimidation 
matters S< deimed discoverable Certificate of 8vc end 
Related correspondence 

ELLIB, J. Citixens Association for Sound Energy 84/03/13 Atomic 
Safety and Licensing Board Pansl 9pp, 22666 067. 24X 

Flche. 90-449, 84/03/12,8403190032 


8403190033 Suppl to applicant 840303 plan to respond to memorandum Ic 
order re QA for design, d 1 scusslng ASLB 840224 comments on 
Walsh/Doyle issues re compliance w/Crlterla t tc XUl. 

Certificate of Bvc end Related correepondenca 

REYNOUDB, N B Texas Utilities Electric Co (formerly Texas Utilities 
Oeneratlng Co.). REYNOLDS, N 8, Bishop, Liberman, Cook, Purcell tc 
Reynolds 84/03/13 12pp 22643 279. 24X Flc he, 90-449, 84/03/13, 

8403190033 


8403190006 Informs that Insp Rept 83-92, part icular ly app.Page 6, Items 
B tc C re allegations of undue pressure I, restriction tc 
threatening ui/firing will be used for cross-examination 
during hearing Certificate of Svc end ' 

ELLISiJ Citixens Association for Sound Energy 84/03/13 
□ LDCH.P B , HCCOLLDH, K A , JORDAN, N H Atomic Safety and Licensing 
Board Panel 9pp 22664 392 24X Fiche 90-445.04/03/13,8403190006 


8403190140 Forwards Investigation Repts 4-03-001 tc 4-03-013 dtd 030924 
tc 1 103, respect ively Complete tc redacted versions end 
TREBV, 8 A Hearing Branch I 04/03/13 BLOCH, P D , JORDAN, W H . 
MCCOLLDMi H. A Atomic Safety and Licensing Board Panel 200pp 
22667-001 24X Fiche 90-449,04/03/13,8403190148 


8403190111 Notice of appearance in proceeding Certificate of Svc and 
BACHMANN, R 0 Hearing Branch 1 B4/03/I4 3pp 2266 6 2 6 3 24X 

Ficho, 90-443, 84/03/14, 0403190111 


8403190110 Forwards NRC Inap Repts 99900930/04-01 8c 90-445/83-33 of 
CYONA Energy 8vcs QA program used during Unit 1 independent 
assessment program No application to withhold rept received 
TREDY, 8 A Hearing Branch I 84/03/14 BLOCH, P B . JORDAN,M H . 
MCCOLLOM, K A Atomic Safety and Licensing Board Panel S3pp 
32666 273 24X Flche 30-445,84/03/14,8403190110 


8403200026 Eighteenth set of interrogatories 6 requests to produce to 
applicants re Issue of in timl dat ion. harassment t< threatening 
of QC inspectors t> other employees Certificate of Svc end- 
Related correspondenc a 

ELLIS, J Citixens Association for Sound Energy 84/03/14 Texas 
Utilities Electric Co (formerly Texas Utilities Ocnerating Co 1 
9pp 22699 220 24 X Ficho 50-443.84/03/14,8403200026 


0403200126 Nineteenth set of Interrogatories & requests to produce to 
applicant Certificate of Svc end Related correspondence 
ELL18, J Citixens Association for Sound Energy 84/03/14. Upp 
33699 067 a4X FI Che 30-445,04/03/14.8403200126 


0403190002 Memorandum clarifying open listed Issues re GA program 
BLOCH, P D , JORDAN, U H , MCCOLLOH.K A Atomic Safety and Licensing 
Board Panel 84/03/19 21pp 22664 326 24X Fiche 30-445, 

84/03/15, 8403190003 


84D319002B Memorandum ordering Ofc of Investigations to filsrhy 
840329, affidavl ts responsive to AGLP concerns re observation 
of Interviewees Applicants should file affidavits stating’ 
results of investigation by 840411 

BLOCH, P D Atomic Safety and Licensing Board Panel 04/03/19 2pp 
32665 360 24X Fiche 30-445,04/03/13,0403190028 


8403200009 Requests to be informed about requested supplementation 
of answers to interrogatories ti requests to produce Related 
c orreapondence 

ELLIB, J Citixens Association for Sound Energy 64/03/13 
REYNOLDS, N S Bishop, Liberman, Cook, Purcell &t Reynolds Ip 
226B9 202 34X Fiche 30-443,84/03/13,8403200009 


8403200012 Advises that listed documents will be used In cross- 
examination of NRC staff witnesses on welding Related 
c orrespondence 

ELLIB, J Citixens Association for Bound Energy 04/03/13 
TREBV, 6 , MIZUND.O B Office of the Executive Legal Director tp 
S36B3 337 24X Flche 90-445,84/03/15,8403200012 


0403200023 Forwards further responses from Walsh ra Cygna 840313 
respo-nses to Citixens Assoc for Sound Energy Certificate of 
Bvc end Related correspondence 

ELLIS, J Citixens Association for Sound Energy 84/03/13 
PIODTT, D R. Prrlck. Herrington 1< Sutcliffe 5pp 22699 223 24X 

Fiche 30-443,84/03/13,0403200023 


0403200049 Requests ASLB advise if motion for admission of end two 
pages re nonconformance repts concerning handwritten/ 
typewritten discrepancies would be entertained at present 
R elated correspondenc e 

ELLIS, J Citixens Association for Sound Energy 34/03/13 

BLOCH, P B , MCCOLLON. K A , JORDAN. W. H Atomic Safety and Licensing 

Board Panel 4pp 22698 287 24 X Fiche 30-449.64/03/13.8403200049 


8403200073 Requests listed documents for IBth h 20th sets of 
Interrogatories Certificate of Svc end Related 
c orre spondence 

ELLIS, J Citizens Association for Sound Energy 84/03/13 
REYNOLDS, NS , KORIN, B Bishop, Liberman, Cook, Purcell h Reynolds 
Ip S2684 362 24X Fiche 30-443,84/03/13,8403200073 


8403200114 Discusses supplementation of answers to Interrogatories U 
requests to produce re T-shirt incident Applicants heva 
history of being uncooperative re discovery matters 
Related correspondence 

ELLIS, J, Citixens Association for Sound Energy B4/03/IS 

BLOCH, P, D , JORDAN, M H , MCCOLLQM, K A Atomic Safety and Licensing 

Board Panel 8pp 22683 327 24X Fiche 50-445,84/03/19,8403200114 
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B403200118 Tuenticth sst of in tarro ga tor i «s k ra<iua>.t to produce 
to applicant Certificate of Svc enc 1 Related cor r atpon d ane e 
ELLISi J CItiians Association for Bound Energy 04/03/15 Taras 

Utilities Electric Co (fornarly Texas Utilities Generating Co > 
app 2Z6B3 344 Z4XFlche 50-44 5. B4/03/tS< B4032001 IB 


B4032OO147 Foruards Citizens Assoc for Sound Energy Exhibit 927i 
"Formulas for Stress k Stralui" omitted from B40313 Jtr 
U/o end Related correspondence 

ELLISiU Cltlieni Association for Sound Energy. B4/03/15 
PICOTT.D R Orrick. Herrington & Sutcliffe Ip B2i97 150 24X 

Flche 50-445,84/03/15.8403200147 


3403310102 Foriuards IE Insp Repts 50-445/B3-47 k 50-446/03-22 W/o 
ends Related correspondence 

TREBY, S A Hearing Branch I 04/03/16 DLDCH.P B . OOR0AN. H H , 
MCCOLLail.H A Atoinic Safety and Licensing Board Panel ip 
22706 117 24X Fiche 50-445,84/03/16.8403210102 


— B4O3OB0333 Notlflcatian of significant llcantea meeting on 031212 u/ 
util in Arlington, TX to discuss potential enforcement action 
re Intimidation of employees by H Uilliams 

• Region 4, Office of Director 83/12/08 Raglan 4. Office of 
Director Ip 22503 193 24X Fiche 50-445,84/01/20,840300033;) 


— B4030B033S Foruards rept re Investigation into allegations made by 
HA Dunham k concerns related to protective coatings Related 
documents end 

GARY, R d Texas Utilities Electric Co (formerly Texas Utllltiet 
Generating Go ) 83/12/13 COLLINS, J Region 4. Office of 

Director 22pp 22SB3 204 24X Fiche 50-445,84/01/20.8403000385 


8403360206 Foruards IE Insp Rept S0-445/B3-43 on 031114-10 No 
violations or deviations noted 

JOHNaON, E H Region 4, Office of Director 04/08/03 OARV, R J 
Texas Utilities Electric Co (formerly Texas Utilities Oensrating 
Co ) 2pp 22756 223 24X Fiche 50-445,84/02/03,8403260206 


8403200065 Notice that evlfentlary hearing scheduled for 840423-27 
rescheduled for 840424-27 in Fort Worth, TX 

DLOCH, P D Atomic Safety and Licensing Board Panel 84/03/19. ip 
22684 361 24X Fiche 50-445,84/03/19.8403200065 


8403270031 Requests that HD Spence be substituted for Rd Gary on svc 
list Related correspondence 

REYNQLDS.N S Bllhap. Llberinanr Cook. Purcell & Reynolds 
REYNDLDS.N S Texas Utilities Electric Co (formerly Texas Utilities 
Oeneratlng Co > DSB 118 84/03/19 CLEMEHTS.HL Docketing U 

Services Branch. Ip 22769 327 24X Fich# 50-445.84/03/19. 

8403270031 


B4032B0339 Responds to ASLB 840308 momorandum re schedule k policy of 
OFc of Investigation Policy re release of repts to A5LB 
includes revleiu of rept k deletions to protect Identity of 
confidential sources 

HAVES, B B Office Of Investigation DSD 157 &4/03/21 

MCCDLLOM.K A . BLOCH, P D , dORDAN.W H Atomic Safety and Licensing 
Board Panel . 2pp 22787 097 24X Fiche 50-445,84/03/21,8403200339 


— 0403260214 IE Insp Rept 50-443/03-43 on 031114-10 No violations 
or deviations noted Major areas Inspected protected area, 
physical barriers - vital area, testing tt malnt (< security 
lys pouer supply Details uithheld (ref 10CFR73. 21) 

CALDWELL, R A , KELLY. J . HUNNICUTT, D. H Region 4. Office of 
Director 84/02/02 Ip 22756 223. 24X Fiche 50-445,84/02/03, 

8403260206 


8403O60I8O Foruards IE Insp Rept 50-445/84-01 on 840123-27 No 
violations or deviations Identified 

dOHNBON. E H Region 4, Office of Director 04/02/17 OARY.R d 
Texas Utllltiet Electric Co (formerly Texas Utilities Oeneratlng 
Co ) 2pp 22519 012 24X Fiche 50-445,04/02/17,8403060180. 


— 8403060104 IE Imp Rept 50-443/04-01 on 040123-27. No violations or 
deviations Identified Major areas Inspected licensee 
chemlstry/radlochemistry program, Includ log primary ehamiitry 
program, cal t br 6 QC 6 corporate OA program. 

NICHOLAS, J B , Wise, R , HURRAY, B Region 4, Office of Director 
84/02/17 20pp 22519.014 24X Fi ch e’ 50-445, 84/02/ 17, 0403060100 


G4D32B0342 Memorandum k order releasing transcript of B40221 In camera 
sessions 6 applicant memo re release of transcript as part 
of public record Of proceeding 

BLOCNiF B Atomic Safety and Licensing Board Panel DSB 150 
04/03/26 Ip 22787 IDO. 24X Fiche 50-445,84/03/26,8403200342 


8403060371 Foruards IE Insp Rept 50-445/83-52 on 031220-840130 No 
violations or deviations noted 

JOHNSON, E H Region 4, Office Of Director 84/02/21 OARY.R J 
Texas Utilities Electric Co (formerly Texas Utilttlei Generating 
Co ) 2pp 22511 315 24X Fiche 50-445,04/02/21,8403060371 


H General correspondence 


8403270173 Requests that name be placed on mailing list for metis 
issued in facility OL 6 IE monitoring process 

OARDE. B P Government Accountability Project 84/03/19 B UR WELL, S 

Office of Nuclear Reactor Regulation, Director Ip 22771 137 
24X Ficho 50-445,84/03/19,8403270173 


B40323DD59 Designates MD Spence as recipient of official correspondence 
pertaining to facilities 

CLEMENTS, B R Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ). 84/03/20 DENTON, H R Office of Nuclear Reactor 

Regulation. Director Ip 22726 229 24X Fiche 50-445,84/03/20, 

0403230059 


Q Inspection reports, IE Bulletins 6 correspondence 


8403080324 FOIA request for documents considered by NRC in preparation 
of notice of violation 6 proposed imposition of civil 
p vnat ty , 831222 Itr transmitting violation k rept of 
investigation re intimidation of QA personnel 

HARTKAN.SL Debtvoise L Liberman 83/12/30 FELTON, J M. Division 
of Rules and Records 2pp 22583 169 24X Fiche 50-445,83/12/30, 

S4030BD324. 


8403080325 Partial response to FOIA request for lioeumenti considered by 
NRC In preparation of three categories of documents 
concerning facilities Foruards documents listed on App A 
FELTON, J M Otvision of Rules and Records 84/01/20 HARTMAN, S L 
Debevolse St Liberman 2pp 22583 171 24X Fiche 50-445,84/01/20, 

0403080325 


0403080327 Rev 27 to Procedure Ql-OP— ll 4—5 re visual defects imp k 
dry film thickness Releted info end 

« Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co 1. 83/11/08. 6pp 22583 173 24X 

Fiche 50-445,84/01/20,8403080325 


“8403000332 Describes commitments made to NRC in RJ Gary 830928 
response to notica of violation & proposed Imposition o-f 
civil penalty 

CLEMENTS. D R Texas Utilities Electric Co (formerly Texas 
Utilities Cansrating Co ) 83/11/29 COLLINB.J T Region 4, 

Qffica of Director llpp 22583 182 84X Fiche 50-443,84/01/20. 

8403000325 


— 0403060373 IE Insp Rept 50-443/83-52 on 831220-840130 Major areas 
inspected alleged poor electrical cable tray clamping 
practices Concerns rs poor const practlcts unsubstantiated, 

OBERO, C R , HUNNICUTT, D M Region 4, Office of Director, 

84/02/17 6pp 22511 317 24X Fiche 50-445,84/02/21,8403060371 


8403130442 Foruards IE Insp Rept 50-445/03-51 on 831201-040131. No 
deviations or violations identified 

JOHNSON, E H Region 4, Office Of Director 64/02/22 OARY.R J 
Texas Utilities Electric Co (formerly Texas Utilities Gsnsratlng 
Co ) 2pp 22613 153 24X Fichs 50-445,84/02/22,8403130442. 


— 8403130453 IE Insp Rept 5O-44S/03-51 on 831201-840131 No Violations or 
deviations Identified Major areas inspectsd initial startup 
procedures revieu, fuel receipt, imtrgsncy drill k IE bulletin 
f ol 1 ouiup 

KELLEY, D L , SMITH. W F . HUNNICUTT, D M Region 4, Office of 
Director 84/02/22 6pp 22613 195 24X Fiche 50-449,84/02/22, 

84031 30442 


0403060431 Requests addl info re ultrasonic exam of cast stainless 
steel piping in RCPB as part of preservlce insp program 
Response requested within 5 days of Itr receipt 

YOUNGBLOOD, B J Licensing Branch 1 84/02/24 GARY, R.J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co.). 
3pp 22992 047 24X Fiche 50-445,84/02/24,8403060431 


8401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits k Annunciation " Svc list 
sncl 

JORDAN, E L Division of Emergency Preparedness It Enginserlng 
Rtsponse (Post 830103) 84/02/28 Consolldatsd Edison Co. of Nsu 

York, Inc llSpp 22909 239 24X Fiche . 50-000, B4/02/2B, B40U90072. 


8403130183 Foruards IE Insp Repts 50-449/83-47 It 90-446/83-22 on 
830801-840117 No violations or deviations noted 
JOHNSON, E H Region 4, Offico Of Director 84/02/28. GARY, R. J. 
Texet Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 22607 129 24 X Fic hsi 90-449, 84/02/28, 8403130183 


— 0403130219 IE Insp Repts 90-449/83-47 S, 90-446/83-22 on 830801-840117 
No violations or deviations notsd Major areas Inspscted* 
issues before A8LB hearing board 

TAYLOR, R 0 , HUNNICUTT. 0 M Region 4, Office of DlrsetBr, 

84/02/20 6pp 22607 131 84X Flehs 90-449,84/02/28,8403130183 
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84032&0069 Foi*wjvd* Rvaluatlon of 83071B requoot for dolotioo of 
otcain •Ifctrlc (tatlon llono condition re lou-prossur* 
torbin# dl*c imp NRC maintain* position in 8ER {NUREG“0797> 
that incp must bt conducted 

YOUNOJJLOOOj 0 J Licensing Dranch 1 B4/02/SB GARY, R J Texas 

Uttlltlai Electric Co (formerly Tesaa Utilities Generating Co ) 
Spp 327*3 235 24X Flclie 50-445.84/02720.8403260069 


——8403260091 Evaluation of util B3O710 request to delete turbine disc 
inep license condition UT Insp* required at first refueling 
6 every subsequent refueling outage 

* NRC - No Detailed Affiliation Given 04/02/28 19pp 
22763 237 24X Fiche 50-445,84/02/28,84032600*9 


0402090007 IE Info Notice 84-14, "Highlight* of Recent Transport 
Regulatory Revi by DOT t< NRC " 8vc list end 

ORACE.J N Division of OA, Safeguard* fc Inspection Programs (Post 
0301031 84/03/02 Consolidated Edison Co of Neu York, Inc 

130pp 22552 329 24X Fiche 50-000,84/03/02,8402090007 


B40209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valvae to Operate " Sve list end 

JORDANt E L Diviiion of Emergency Preparedness tc Engineering 
Reeponee (Post 0301031 84/03/02 Consolidated Edison Co of Netu 

Vori. Inc 122pp 22553 090 24X Fiche 50-000,84/03/02,8402090008 


0402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
8 VC Hat enc 1 

vfORDAN, E L Division of Emergency Preparedness t, Engineering 
Reepence CPost 830103) 84/03/02 Consolidated Edison Co of Neu 

Yorfcx Inc 119pp 22553 217 24X FI c h e. 50-000, 84/03/02, B402090009 


8402090011 IE Info Notice 84-17, "Problems H/Liquld Nitrogen Cooling 
Componants Belou Nil Ductility Temp " 8vc list end 
JORDAN, E. L Division of Emergency Preparedness * Engineering 
Reeponee (Post 630103) 84/03/05 Consolidated Edison Co of New 

Vorkf Inc 117pp 22553 336 24X Fiche 50-000,84/03/05,8402090011 


8402090024 IE Info Notice 84-09, Rev I, "Lessons Learned From Insps of 
Fire Protection Baf# Shutdown Sys " Bve list end 
JORDAN, E L Diviiion of Emergency Preparedness & Engineering 
Response (Post 830103) 64/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22635 049 24X Fiche 50-000,84/03/07,8402090024 


0402090028 IE Info Notice 84—18, "Stress Corrosion Cracking in PNR 
Byt " Bve list end 

JORDAN, E L Division of Emergency Preparedness !, Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp. 22584 186 24X Fiche 50-000,84/03/07,8402090028 


B40319O4O* Informs that no insp repts will be Issued for Repfc Numbers 
50-448/83-41 S, 50-446/83-25 

JOHNSON, E H Region 4, Office of Director 84/03/09 OARY.R J 
Teias Utilities Electric Co (formerly Texas Utillbies Generating 
Co.) ip 22674 337 24X Fiche 50-445,84/03/09,8403190406 


0402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use In 
Claie IE Safety Sys " Bve list enc I 

□EYOUNOiR C. Director's Office, Office of Inspection and 
Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

t34pp 22823 094 24X FlcIie 50-000,84/03/12,8402090031 


8403190118 Forward* NRC Insp Repts 99900530/94-01 I, 50-445/83-52 of 
CYONA Energy Sves OA program used during Unit 1 Independent 
assesament program No application to withhold rept received 
TREOY, B A Hearing Branch 1 64/03/14 BLOCH, P B , JORDAN, M H . 

HCCOiLLaH:, K. A Atomic Safety and Licensing Board Panel 23pp 
22666:273 24X Fiche 50-445,84/03/14,8403190118 


B4032OOI25 Forwards vendor insp repts for info b action Repts Identify 
concerns found by Vendor Program Branch during inapt of 
vendor activities Ack of Itr receipt requested 

JOHNSON, £ H Region 4, Office of Director 84/03/16 OARY.R J 
Texas Utllttlss Electric Co (formerly Texas Utilities Generating 
Co ). 3pp 22699 173 24X Fiche. 50-445, 84/03/16, 8403200125 


S402090043 IE Info Notice B4-19, "Two Events Involving Unauthoriied 
Entries into PHR Reactor Cavities " Sve Hit end 
JORDAN, E L Division of Emergency Preparednase »< Englneuring 
flesponsa (Post B30103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 50-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Sve Life of Relays in Baf # t y-Rela ted 
Byt Sve list end 

JORDAN, E L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc. 135pp 22933001 24X Fiche 50-000,84/03/21,8402090044 


R Periodic operating reports t< related correspondence 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness fur OL reviews for Jan 1984 Changes in FEMA 
Finding dates not caused by delay due to offsite emergency 
p lanning i ssues 

DlRCKB.tJ J Office of the Executive Director for Operations 
84/02/21 PALLADINO Commissioners 9pp 22492 083 24X 

Fiche 50-000.84/02/21,8403020443 


S Reportable occurrences, LERs 6 related correspondence 


8403010451 Informs Commission of problems u/emergency diesel generators 
mfg by Transamerlca Delaval.Inc 

DIRCK8<lr<' J Dfflce of the Eiecutlve Director for Operations 
SECY-03-034 84/01/25 4pp 22438 347 24X Fiche 50-000, 84/01 /25. 

8403010451 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Dlmpel NPS-4 TbT valve, to dose End Itr dtd 840203 
sent to listed utils GE notified of affected units In BUR 
p lants 

THEROUX, fi R Terry Corp 84/02/22 WOODRUFF. H W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 50-000.84/02/22.8403210032 


B40307D256 Followup Part 21 rept re defective mechanical snubber 
capstan springs supplied by Pacific Scientific Affected 
utils listed Purchasers have been notified (, advised to work 
d 1 r ec t ly w/Pacl f ic Scientific in disposition 

KOVI, L NFS Industries, Inc 84/02/24 DEYOUNG, R C Director's 
Dfflce, Office of Inspection and Enforcement 2pp 22536 279 24X 

Fiche 50-000,84/02/24,8403070256 


8403010207 Forwards "Investigation of Types AF 6 AE Piston Skirts," per 
Transamerica Oelaval, Inc Owners Group program commitment* 

Rept evaluates cracks in AF piston skirts in Shoreham t< 

Orand (fulf Nuclear Power Stations 

MLISELERi W J TDI (Transamerlca Delaval, Inc ) Owners Group 
84/02/27 DENTON, H R Dfflce of Nuclear Reactor Regulation, 
Director 3pp 22434 090 24X Fiche 50-000,84/02/27.8403010207 


8402090021 Board Notification 84-039 discusses NRC 840210 (, 16 incetings 
w/Trenaameric a Delaval.Inc Emergency Diesel Generators 
□wners Group Meeting scheduled on 640308 for ftnaliiatien of 
generic program plan prior to NRC review 

E16ENHUT, D O Division Of Licensing 84/02/28 PALLADIHO 
Commissioners 5pp 2254* 003 24X Fiche 50-000,84/02/28, 

8402090021 


8403010218 Forwards task descriptions for 16 known problems re 
Transamerlca Delaval, Inc emergency diesel generators 
tiUSELER, N J TDI ( Transamor lea Delaval, Inc > Owners Croup 
84/02/28 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 42pp 22433 177 24X Fiche 50-000,84/02/28,8403010218 


8402090020 Board Notification 84-044 forwards Part 2i rept re 
Transamerlca Delaval.Inc turbocharger thrust bearing 
lubrication defect resulting in engine nonavailability 
ElSENHUr, D G Division of Licensing 84/02/29 PALLADINO 
Commissioners 4pp 22541 2*3 24X Fiche 50 - 000,04/02/29, 

8402090020 


8403140048 Forwards "Grand Culf Component Tracking Bys, " "Shoraham 
Component Tracking Sys" & "Transamer lea Delaval.Inc 
Diesel Generators Owners O^roup Program Plan," to resolve 
concerns w/emergsney diesel generators 

MUEELER.U J Long Island Lighting Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 2262* 062 
84X Fiche 50-000,84/03/02,8403140048 


— 8403140095 “Transarier 1 ca Delaval.Inc Diesel Generators Owners Oroup 
Pr ogr am Plan " 

a TDI (Transamer lea Delaval, Inc ) Owners Croup 84/03/02 
261pp 22628 223 24X F i c h e , 50-000, 84/03/02, 04031 40048 


8403160213 Interim Deficiency Rept SDAR-t23 re laminations t< 
da 1 ami nations in cable tray support column in cable spread 
roam. Ini tia 1 ly reported on 840111 Evaluation continuing 
Completion expected by 840515 

OARY.R J Texas Utilities Electric Co (formerly Texas Utilities 
Cenerating Co ) 84/03/06 JOHNSON, E H Region 4, Office of 

Director ip 226 55 231 24 X Fiche, 50-445, 84/03/06, 8403160213 


8402090033 Board Notification 84-047 forwards Transamerlca Delaval.Inc 
Owners Group piston skirt rept task descriptions 
EIBENHUT, D 0 Division of Licensing 84/03/07 PALLADINO 
Commissioners 4pp 22674 221, 24X Fiche 50-000,84/03/07. 

8402090033 
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B403090038 Ooard Notification S4-0S1 foruartfs "Transaner 1 ca Dolavaliinc 
(TDIi Diesel Generators Oiunors Group PTogram Plan ” 

EISENHDT. D G Division of Licensing 84/03/12 PALLADINO 
Commissioners 9pp Sf&ea 214 S4)(Flc.he 90-OCO> 84/03/12. 
8402090038 


B40209Q03? Board Notification B4-OS2 foruarda meeting summaries 
containing transcripts of B402I0 ti }6 meetings between NRC (< 
Transanerica Delaval.Inc (TDI) Ounsrs Group Distribution 
list end 

EISENHUr.OG Division of Licensing 84/03/12 PALLAOTNO 
Coaunlss loners 5pp 2270B 001 24 )( Fiche SO— 000. 84/03/1 2. 

0402090039 


— S4030&0536 Foruards summary of 840210 meeting ui/Transamer 1 ca Delaval. 
Inc Guners Group in Bethesda.MD re problems u/emergency 
dleseJ generators 

CARUSDift Licensing Branch 2 B4/02/27 □ 'REILLY, J P NRC - No 

Detailed Affiliation Given ibpp 22706 006 24X 

Fiche 50-000.84/03/12.8402090039 


--S4030605S4 Transcript of 840210 meeting ui/Transamer lea Delaval, Inc 
Ouners Croup iu Oethesda.HD re problems le/amcrgency diesel 
generators 

• NRC - No Detailed Affiliation Given 84/02/10 1 47p p 

67201 008 24X Fiche 30-000,64/03/12,8402090039 


—9403070409 Summary of B40216 meeting u/Transamerl ca Delaval, Int Ouners 
Group in Uadlng River, NV re program plan to establish 
reliability of diesel generators Agenda, meeting transcript ti 
attendance list end 

MILLER, M A Licensing Branch 4 94/02/87 Licensing Branch 4 

app 22708 161 24X Fiche 30-000,84/03/12.8402090039 


— 9403070423 Transcript of B402I6 conference In Hading River, NV re 
Transamerlca Delaval, Inc diesel generators Pp 1-82 
» Commissioners 84/02/16 a4pp 2270B 169 24X 

Fiche 50-000,84/03/12.8402090039 


8403140030 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamerlca Delaval Enterprise Engines" for Bhoreham (, 

Grand Oulf diesel generators 

MUSELER.W J Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
84X Fiche 30-000,84/03/12.8403140030 


8403IS0133 Forwards "Transamer lea Delaval, Inc Diesel Generator Rocker 
Arm Capscreui Stress Analysis Rept " Capscrew design adeciuate 
for applicable engines 6 sve conditions 

HUSELERi H J TDI {Transamerlca Delaval, Inc 1 Owners Group 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 2pp 32639 270 24X Fiche 30-000,04/03/13,8403130133 


8403200222 Responds to 640214 Requests for Info 1 L 2 re R-4 series 
engines List indicating engine number. model t> sve number, 
customer name u add ress, rat i ng, da t e shipped U date started 
■net 

MATHEWS, CB Transamer 1 c a De lava 1 , Inc 84/03/16 EISENHUT.DO 
Division of Licensing 20pp 22691 179 24X Fiche 30-000,84/03/16, 

8403200222 


8403270132 Forwards "Emergsney Diesel Generator Air Btart Valve 
Capscrew Dimension 6 Stress Analysis," prepared by StW for 
Transamerlca Delaval, Inc (TDD Diesel Generator Ouners 
Group 

MUSELER. Id J TDl {Transamerlca Delaval. Inc. 1 Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
DlreetOT 2pp 22774 001 24X Fiche 30-000.84/03/23,0403270132 


8403270134 Requests meeting on 840418 to discuss short-term t< long- 
tern corrective actions I, investigations re Transameriea 
Delaval diesel generators List of suggested meeting topics 
end 

MCOAUOHV. J P tDI ITransamerica Delaval, Inc > Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp. 22769 133 24X Flcha 30-000,84/03/23,0403270134 


T. Hearing transcripts on non-antitrust matters 


8403020143 Transcript of S402S8 telephone conference in Btth»sda,HD Pp 
IG< 350-10, 383 

* Atomic Safety and Licensing Hoard Panel. 84/02/28 3Spp 
22440275 24X Fiche 30-445,84/02/28,8403020145. 


8403090104 Forwards correction to J Doyle B40222 testimony Rsleted 
correspondence 

ELLIS. j Cititens Association for Sound Energy 84/03/03 

BLOCH. P B , JORDON, M H . MCCOLLOM, K A Atomic Saftty and Llcsnslng 

Board Pandl Ip 22376 081. 24X Fiche 50-443, 84/<73/OS, 8403090104 


—8403090108 Affidavit of J Doy lo, eorree t tng 840222 testimony during 
cross-eiami not Ion of CVONA Certificate of Sve encl 
DOVLE, J Cltiiens Association for Sound Energy 84/03/03 7pp 
22576 0S2 24X Fiche 30-445,84/03/05,8403090104 


0402090039 Doard Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 & 16 meetings between NRC ti 
Transamerlca Delaval, Inc <T0I> Owners Group Distribution 
list encl 

EISENH0T,D0 Division of Llcansing 04/03/12 PALLADINO 
Commissioners Spp 22708 001 24X Fiche 30-000.84/03/12, 

8402090039 


— 0403060536 Forwards summary of 840210 meeting w/Transamer Ice Delaval. 
Inc Owners Croup In Dethesda,M0 re problems w/emergancy 
diesel g enerators 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLV, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 30-000,84/03/12,8402090039 


— 9403060534 Transcript of 840210 meeting w/Transemer ice Oalaval. Inc 
Ouners Group in Dethesda,MD re problems u/emergency diesel 
generators 

« NRC - No Detailed Affiliation Given 84/02/10. 147pp 

67201 008 S4X Fiche 50-000,84/03/12.8402090039 


— 8403070409 Summary of 040216 meeting w/Transamer ica Delaval. Inc Owners 
Group in Wading River, NV re program plan to establish 
reliability of diesel generators Agenda, meeting transcript (< 
attendance list encl 

MILLER, H A Licensing Branch 4 04/02/27 Licensing Branch 4 

app 22700 161 24X Fiche 50-000.84/03/12.8402090039 


—0403070423 Transcript of 840216 conference in Wading River,NY r* 
Transamerlca Delaval, Inc diesel generators Pp 1-82 
« Commiasionsrs 04/02/16. B4pp 22700 169 24X 

Fleho SO-000, 04/03/12, 8402090039 


B40326000Q Transcript of 040319 hearing in Fort Worth, TX Pp 10,304- 
10. 713 

» Atomic Safety and Licensing Board Panel 84/03/19 340pp 

22747 001 24X Fiche 50-445,84/03/19.0403260000 


8403270167 Transcript of 840321 hsaring in Fort Worth. TX Pp 11,019- 
11, 318 

s Atonic Safety and Licensing Board Panel B4/03/2t 349pp 

22774 ISO 24X Fiche 50-443.84/03/21,8403270167 


8403270082 Transcript of 040322 hearing in Fort Worth, TX Pp 11,337- 
11, 710. 

* Atomic Safety and Licensing Board Panel 84/03/22 373pp 

22763 009 24X Fiche 50-445.04/03/22,8403270082 


8403200021 Transcript of 840323 hearing in Fort WorthiTX Pp 11,711- 
11, 990 

» Atomic Safety and Licensing Board Panel 84/03/23 300pp 

22777 173 24X Fiche 50-445,84/03/23,8403200021 


V Operator Etamlnatlens 


8403130160 Forwards nuclear plant experience tables for shift advisors, 
shift supervisors, assistant shift supervisors, reactor 
operators t, shift technical advisors Expected OL It fuel load 
dates are 040701 

CLEHENTB, B R Texas Utilities Electric Co (formerly Texas Utititiei 
Oeneratlng Co > 84/03/00 DENTON, H, R Office of Nuclear Reactor 

Regulation, Director Spp 22608 238 24X Fiche 30-443, 84/03/08. 

0403130160 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC 8TA , UNIT 2 


A Application/construction stage documents tc correspondence 


8401120433 Forwards Amend 7 to CPPR-126 tc CPPR-i27. safety evaluation ic 
notice of issuance It availability Amend reflects change In 
ownership of facilities 

EISENKUT, P 0 Division of Licensing 83/12/30 OARV.R.J Texas 
Utilities Elsetrlc Co (formerly Texas Utilities Oeneratlng Go 1. 

Spp 23210 343 24X Fiche 30-445,03/12/30.0401120423 


— 0401120420 Amend 7 to CPPR-126 Ic CPPR-127, ref lec ting change In 
ownership of facilities 

EISENHUT, D 0 Division of Llcsnslng. 03/12/30 4pp. 21804 341 
24X Fiche- 30-445, 83/12/30. 8401120423 


—8401130433 Safety evaluation supporting Amend 7 to CPPR-186 Ic CPPR-187. 
* Office of Nuclear Reactor Regulation, Director 83/12/29. Spp. 
21804 338 24X Fiche 50-445,83/12/30,0401120423 
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— B40112'0437 Notice of issuance fc availability of Amend 7 to CPPR-126 & 
CPPR-127 

YDUN8BL00D, B J Licensing Branch 1 B3/12/S9 3pp 21804 340 

24X Fiche 50-449, 83/12/30« 0401 12043& 


8403060199 Renuests exemption from provisions of ODC 4 renuiring 
protection of s true ture, sy s t< components against certain 
dynamic effects associated u/postulated breaks in RCS 
primary loop, per Oenerlc Ltr 84-04 

OARY, R. J Texas Utilities Electric Co (formerly Texas Utilities 
generating Co ) 84/02/17 YDUNOBLOOD, B U Licensing Branch 1 

4pp 22513 331 24X Fiche 50-445,04/02/17,8403060135 


8403020148 Forwards, for review, draft environ protection plan proposed 
far App B to plant OLs 

YOUNOBLOOD, B J Licensing Branch 1 84/02/21 GARY, R J Texas 

Utilities Electric Co (formerly Texas Utilities Oenerating Co 1 
2pp 22491 iS7 24X Fiche 50-443,84/02/21,0403020140 


— 8403020152 Environ protection plan (nonrad lolog ica 1 ) for facility, App B 
to OLs, draft 

* NRC - No Detailed Affiliation Olvon 84/02/21 i5pp 
22491 199 24X Fiche 50-445,84/02/21,0403020148 


840305027^ Requests provision of alternative surveillance to replace 
requirement presently in Tech Specs re turbine overspeed 
protection Proposed alternative malnticallbr it testing 
program should assure that protection sys operable 
YOUNOBLDOO, D U Licensing Branch 1 84/02/29 GARY, R J Texas 

Utilities Electric Co (formerly Texas Utilities Oenerating Co ) 
4pp. 22501 109 24X Fiche' 50-445, 84/02/29, 8403050273 


8403060299 Informs NRC that Nuclear Util Task Action Committee 
completed final draft of rept defining appropriate vendor 
Interface program discussed in Oeneric Ltr 83-20 Final rept 
scheduled to be released by Apr 1904 

BCHtllDTrHC Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co } 84/02/29 EI8ENHUT, D 0 Office of Nuclear Reactor 

Regulation, Director Ip 22315,362 24X Fiche. 50-445, 84/02/29, 

8403060299 


8403090308 Forwards request fdr addl Info re leak-before-break analysis 
8, fracture toughness of piping matls under thermal aging 
conditions Submittal date requested within 5 days of ltr 
recaipt 

YOUNOBLDDD, B J Licensing Branch 1 84/03/02 GARV,H J Texas 

Utllltlas Electric Co (formerly Texas Utilities Oenaratlng Co ) 

App. 22504 330 24X Fiche' 90-445, 84/03/02, 8403090300 


8403160079 Forwards Suppl 1 to "Kuman Factors Control Room Design 
Review," final rept 

OARY.R, J Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co ) 84/03/08 YOUNGBLOOD, Q J Licensing Branch 1 

Ip. 22694 001 24X Fiche 80-445,64/03/08,0403160079 


— 8403160083 Buppl 1 to "Human Factors Control Room Design Review," final 
rept. 

e Taxes Utilities Electric Co (formerly Texas Utilities 
Generating Co 1. 84/03/31 122pp 22654 002 24X 

Fiche 90-445,84/03/08,8403160079 


B402090041 Board Notification 84-090 provides Commission policy 
statement 6 proposed rulemaking on environ qualifications 
EISENHUTiDO Division of Licensing 84/03/14 Atomic Safety and 
Llceneing Board Panel lOpp 24X Flch e' 50-000, 84/03/14, B402090041 


E NRC Safety Evaluation Report (8ER>, suppl s 6 correspondence 


B4030B0179 Fourth partial response to FOIA request for six categories 
of documents re fecllltles Forwards App A documents. App B 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents lubj to request continuing 

FELTON, U N Division of Rules and Records 84/02/13 ANDERSON, 8 ) 
Oarveyi Schubert, Adams 6 Barer 7pp 22583' 226 24X 

Flchs; 90-000, 84/02/13, 8403080179. 


— 8009130793 Provides status of BER Inputs h acceptance reviews for QL t< 
CP app llcatlons. Schedule should be met, 

BURKE, UC. Effluent Treatmant System Branch 80/02/06 
KREOER.W E Assistant Director for Site Analysis Ip 22583 235 
24X Flcba. 50-000, 84/02/13, 8403080179. 


8403020289 Forwards resolution of 8ER Confirmatory Issue 11 re util 
830218 b 0316 submittals concerning TKI Action Items 1, C. 2 & 

I. C 9. 

yoUNQBLOOD, B. J Licensing Branch 1 84/02/21 OARY.R J Texas 

Utllltlas Elsctrle Co (formerly Texas Utilitlss Generating Co ) 
Spp. 28492 241 84X Fiche 90-445,84/02/21,8403020289 


0403260069 Forwards evaluation of 830718 request for deletion of 
s toam electric station license condition re low-pressure 
turbine disc insp NRC maintains position in SER (NUREG-0797) 
that insp must be conducted 

YOUNGBLOOD, B J Licensing Branch I 84/02/28 GARY. R J Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 
2pp 22763 235 24X Fiche 50-445.64/02/28,0403260069 


8403140280 Forwards S6ER re THl Action Plan Items I C 1 6 1 C 8 of 8ER 
Confirmatory Issue 9 concerning guidance for evaluation 6 
development of procedures for transients accidents 
YOUNGBLOOD, B J Licensing Branch 1 84/03/06 GARY. R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 

6pp 22636 312 24X Fiche 50-445.84/03/06,0403140208 


8403140293 Provides clarification of NRC favorable findings re SER 
Confirmatory Issue 11 for TMI Action Plan Item 1 G 1 Util 
should oither commit to perform natural circulation boron 
mixing test or ref boron mixing test at Diablo Canyon 
YOUNGBLOOD, B J Licensing Branch 1 84/03/06 OARY.R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co } 
3pp 22639 333 24X Fiche 90-445.84/03/06,8403140293 


0403270345 Requests schedule for responding to SER Outstanding Issue 3 
re environ qualification of safety-related mechanical 
equipment in harsh environs & Issue 4 re alternate safe 
shutdown 

YOUNOBLODD, B J Licensing Branch 1 04/03/13 GARY, R U Texas 

Utilities Electric Ca (formerly Texas Utilities Generating Co ) 

4pp 22787 392 24X Fiche 90-449,84/03/13,8403270349 


F Security, medical, emergency 6 fire protection plans 


8403130116 Forwards proposed guidelines 6 Rev 1 to proposed objectives 
for 1983 emergency preparedness field exercise, far review 
Exercise scheduled for 831214 Comments requested by 030923 
JONES, R A Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co 1 03/09/13 MADSEN, G L Region 4, Office of 

Director 2pp 28601.301 24X Fiche 90-445.83/09/13, 8403130116 


— 8403130126 Proposed guidelines for 1903 emergency preparedness field 
exercise scheduled for 831214 

* Texas Utilities Electric Co (formerly Texas Utilities 
Qoneroting Co ) 83/09/13 3pp 22601 303 24X 

Fiche 90-445, 83/09/13,8403130116 


— 8403130136 Rev 1 tD proposed objectives for 1983 emergency preparedness 
field exercise 

• Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 83/04/12 14pp 22601 306 24X 

Fiche 90“44S,63/09/i3, 8403130116 


8403130313 Forwards ''NRC Emergency Preparedness Appraisal Items Status 
Tracking Rept," to aid NRC in preparations for upcoming 
appraisal Emergency preparedness planning project 
organliatlon chart b list of responsibilities also end. 

JONES. R A Texas Utilities Electric Co (formerly Texas Utilities 
Oenaratlng Co ) 03/09/13 MADSEN, G L Region 4, Office of 

Director 6p p 22609,095 a4X Fiche 50-449, 03/09/13. 8403130313 


— 8403130319 "NRC Emergency Preparedness Appraisal Item Stetus Tracking 
Rapt " 

a Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co i 83/09/11 79pp 22605 tOI 24X 
Ficha 50-445,03/09/13,0403130313 


0403050146 Submits scenario for providing info re smergency 
preparedness exercise 

COLLINS, J T Region 4, Office of Director 04/02/09 OARY.R J 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co 1 2pp 22487 312 24X Fiche 50-445,84/02/09,8403050146 


B40B090006 Board Notification 04-034 forwards R Yollmer 840206 memo to 
D Elsenhut re fire research results concerning fires in 
electrical cabinets in control room 

EIBENHUT.DO Division of Licensing 84/02/23 PALLADINQ 
CDinmIsB loners Ip. 22576 203 24X Fiche 90-000,84/02/23, 

8402090006 


— 8403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets In control room be submitted 
for board notification, per NRR Ofc Ltr I9idtd 821001 Further 
evaluation of test data required 

VOLLMER.R H Division of Engineering 04/02/06 ElSENHUT, D. 0 
Division of Licensing lOpp 22576 204 24X 

Fiche 90-000,84/02/23,0402090006 
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0 Adjudicatory corr «opond ence 


S4O3070t77 Motion r« surnirari) of croa s -e>a<ni na 1 1 on araas suppliad to 
€YONA on 640322 Applicants havo used thin ua 1 1 pipe U many 
instances of min pipe uiall vlolatlone eilst.U/M Halsh 
affidavit Related corespondenc e 

CLLISj J Citiiens Association for Sound Enerpij 34/02/39 Atomic 
Safety and Licensing Board Panel 4pp 22941 326 24X 

Fiche: 50-445, 84/02/29, B4O307O1 77 


—6403070131 Affidavit of U UaUh re thin wall plpe.Plpe fittings larger 
than nominal wall thickness assumed by piping designers will 
increase thermal espanslon loads on piping supports h 
noiz 1 es 

MALEH.M Cltliens Association for Sound Energy. B4/02/2B 4pp 
22541 330 24X Fiche 50-445,34/02/29,3403070177 


— B4030701B2 Forwardl M Walsh affidavit Certificate of Svc end 
ELLIB.J Citliens Association for Bound Energy 84/02/29 
Docketing tc Services Dranch 3pp 22541 352 24X 

Fiche 30-445,34/02/29,6403070177 


6403070191 Notifies that no conflict of Interest esists in dual 
representation of Broun & Root b Hutchinson re Investigation 
of eVONA matter 

CHARNOFF, O Shau. Pittman, Potts h Troubridge CHARNOFF, O Teias 
Utilities Electric Co Iformerly Tetas Utilities Generating Co ). 
64/03/01 BLOCH, P Atomic Safety and Licensing Board Panel 3pp 

22347.273 24X Fiche 50-445,34/03/01.8403070191 


8403090126 Notice of appearance in proceeding Certificate of Svc cnc 1 
PIODTffB Cygna Energy Services Pr0OTT,D, Orritk, Herrington b 
Sutcliffe H4/03/05 4pp 22375341 24X Fiche 50-445,84/03/05, 

8403090126 


8403090128 Ansuer urging rejection of util S40203 plan to respond to 
ASLB memorandum b order re QA for design. ASLB should require 
lOOX re Insp, d es Ign verification b mgt audit Certificate of 
Svc enc 1 

ELLIS, J Citiiens Association far Sound Energy 84/03/05 Atomic 
Safety and Licensing Board Panel Ifpp 22371 02t 24X 

Fiche 50-445.84/03/05,3403090128 


B40309D099 Memorandum requesting Qfc of Investigations file target 
dates for completion U release of rept re facility 
investigations b policy for filing completed repts w/ASLB 
subj to protective order 

BLOCH, P B Atomic Safety and Licensing Board Panel 64/03/08 Ip 
22576001 24X Fiche 50-445,84/03/03,8403090099 


8403140035 Comments on util plan to respond to B4D203 memorandum b 
order re OA for design Plan supported in part Certificate 
of Svc end 

MIZUNO. G 8 Hearing Branch 1 84/03/09 17pp 22634 163 24X 

Fiche 50-445.64/03/09,8403140055 


B403140034 Foruards response to B40305 cairmetits on generic problems 
b cross-examination questions Exhibits 920-925,906 b 891-901 
enc I Certificate of Eve end Related correspondence 
ELLIS.J Citixens Association fo-r Sound Energy 84/03/10 
WILLIAMS, N K Cygna Energy Services 2Spp 22633.021 24X 

Fiche 50-445.84/03/10.8403140034 


8403140013 Confirms agreement to preserve any matls Informally 
requested on ditcovery re electrical inspectors Related 
correspondence 

HORIN.W A Bishop. Liberman, Cook, Furcell b Reynolds HORIN, W A 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 34/03/12 BLDCH, P D , MCCOLLOfl, K A . JORDAN. W H Atomic 

Safety and Licensing Board Panel Ip 22633 225 24X 

Fiche 50-445,84/03/12,8403140013 


6403140020 Answer to Citiiens Assoc for Sound Energy (CABEl B40229 
mption re cross-examination areas supplied to CYGNA CAGE 
matters inappropriate b Irrelevant in context of CYGNA rept 
W/Certlficate of Svc Related correspondence 

REYNOLDS. N S . HORIN.W A Texas Utilities Electric Co (formerly 
Texas Utilities Generating Co 1 REYNOLDS, N S Bishop. Liberman. 

It b Reynolds 84/03/12 Atomic Safety and Liceniing 
llpp 22633 290, 24X Fiche 50-445,84/03/12. 


(ventaenth set of interrogatories b requests to produce to 
Certificate of Eve end Reletad correspondence 
itliens Association for Sound Energy 64/03/12 Texes 
lectric Co (formerly Texas Utilities Generating Co >. 

076 24X Fiche' 50-445. 64/03/12, 8403190024 


0403190032 Motion for ditcovery re T-shirt incident Incident falls 
under heading of new b significant info re intimidation 
matters b deemed d 1 scoverab 1 e. Cert 1 f Icate of Svc end 
Related correspondence 

ELLIS, J Citiiens Association for Sound Energy 34/03/12 Atomic 
Safety end Licensing Board Panel 9pp 22666 067 24X 

Fiche 30-445, 84/03/12, B403190032 


8403150032 Suppl to applicant 840203 plan to respond to memorandum b 
order re QA far design, d 1 scusslng ASLB 840224 comments on 
VJalsh/Doyle issues re compliance u/Criteria I b XVI 
Certificate of Svc end Related correspondence 

REYNOLDS, N 8 Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) REYNOLDS. N 8 Bishop. Liberman. Cook. Purcell b 
Reynolds B4/03/13 12pp 22643 275 24X Fiche 90-449.64/03/13. 

□403190032 


8403190006 Informs that Insp Rept 83-92. particularly app.Paga 6. Items 
B b C re allegations of undue pressure b restriction b 
threatening w/firlng ul 1 1 be used for cross-examination 
during hearing Certificate of Svc end 

ELLIS.J Citiiens Association for Sound Energy 64/03/13 

BLOCH, P B , MCCOLLOM. K A . JORDAN. W H Atomic Safety and Licensing 

Board Panel 9pp 22664 392 24X Fiche 90-449.84/03/13.8403190006 


S40319014B Forwards Investigation Repts 4-83-001 b 4-83-013 dtd 830624 
b 1103, respectively Complete b redacted versions and 
TfiEBV,B A Hoaring Branch 1 84/03/13 BLOCH.P B , JORDAN.HH . 

MCCOLLOM. K A Atomic Safety and Licensing Board Panel 200pp 
22667.001 24X Fiche 50-445,04/03/13,3403190148 


6403190111 Notice of appearance in proceeding Certificate of Svc end 
BACHtlANN.R 0 Hearing Branch 1 84/03/14 3pp 22666 263 24X 

Fiche: 50-445, 04/03/14, 6403190111 


6403190118 Foruards NRC Insp Repts 99900530/84-01 b 90-449/83-92 of 
CYGNA Energy Sves QA program used during Unit 1 Independent 
assessment program No application to withhold rept received 
TREBY.S A Hearing Branch 1 64/03/14 BLOCH.P B, , JORDAN, W H , 

MCCOLLOM, K A Atomic Safety and Licensing Board Panel S3pp 
22666 273 24X Fiche 50-449,64/03/14,3403190116 


6403200026 Eighteenth set of Interrogatories b requests to produce to 
applicants re Issue of Intimidation. harassment b threatening 
of QC inspectors b other employsas Certificate of Svc end 
Related correspondence 

ELLIS.J Citiiens Association for Sound Entrgy 84/03/14. Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co 1 
5pp 22699 22B 24X F i c he 90-445, 34/03/ 14, 6403200026 


B4D3200126 Nineteenth set Of interrogatories b requests to produce to 
applicant Certificate of Svc end Related correspondence 
ELLIS.J Citiiens Association for Sound Energy 84/03/14 ttpp 
22699,067 24X Fiche 50-445,04/03/14,8403200126 


8403190002 Memorandum clarifying open listed Issues re GA program 
□L8CHi P B , JORDAN. W H , MCCOLLOM, K A Atomic Safety and Licentlng 
Board Panel 64/03/15 21pp 22664 326 24X Fiche 90-445, 

64/03/ IS. 6403190002 


B40319002B Memorandum ordering Ofc of investigations to file. by 
640329. affidavits responsive to A6LP concerns re observation 
of Intervieuees Applicants should file affidavits stating 
results of investigation by 640411 

BLOCH, P. D Atomic Safety and Licensing Board Panel 64/03/19 2pp 
22669 360 24X FI C he ■ 50-44 5. 34/03/ 19, 6403 190028 


8403200009 Requests to he Informed about requested supplementation 
of answers to interrogatories b requests to produce Related 
correspondence 

ELLIS.J Citiiens Association for Sound Entrgy B4/03/19 
REYNOLDS, N 6 Bishop, Liberman, Cook, Purcell b Reynolds Ip, 
22669 202 24X Fiche 90-449,04/03/15,6403200009 


S403200012 Advises that listed documents will be used in cross- 
examination of NRC staff wltnessas on welding Related 
correspondence 

ELLIS.J Citiiens Association for Sound Energy 64/03/19 
TREBYrS , MIZUNO, 0 S Office of the Executive Legal Director. Ip 
22663' 357 24X Fiche 50-449,04/03/15,6403200012 


0403200025 Forwards further responses from Walsh re Cygna 340313 
responses to Citiiens Assoc for Sound Energy Certificate of 
Svc end Related correspondence 

ELLIS.J Citiiens Association for Sound Energy 04/O3/i9 
PIQOTT, D R Orrlck, Herrington b Sutcliffe. 9pp, 22699.223. 24X 

Fiche 50-449,04/03/19,8403200025 
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Q40320004? Rpiiuesti ASLD advise if notion for admission of end tuo 
pages re nonconformance repts concerning handuritten/ 
typoter 1 tten discrepancies uould be entertained at present 
Related correspondence 

ELL.tB>tf Cltliens Association for Sound Energg S4/0S/19 
BLOCHtP Q > HCCDLLOH. K A . JORDAN< U H Atomic Safety and Licensing 
Board Panel 4pp S369B 2B7 24X Fiche 30-44Si B4/03/ I9r B403200049 


B4O32O0O73 Requests listed documents for 18th b 20th sots of 
interrogatories Certificate of Sve enc 1 Related 
corrcspo-ndence 

ELL I Si J Citizens Association for Sound Energy B4/03/19 

REYiMSLOSi N B . HORlNiD Blshopi Llbermani Cook. Purcell ti Reynolds 
Ip 32A04 362 24X Fiche 90-445i B4/03/ 1 9, B403200073 


8403200114 Discusses supplementation of ansurers to interrogatories S< 
roquests to produce re T-shirt Incident Applicants have 
histeru of being uncooperative re discovery matters 
Related correspondence 

ELLISi J Citizens Association for Sound Energy B4/03/15 

BLOCH. P B . JORDAN. M H . MCCOLLOM, K A Atomic Safety and Licensing 

Board Panel Bpp 22689 327 24X Fiche 50-449. B4/03/1S. 84032001 14 


B4O320O118 Twentieth set of interrogatories b request to produce 
to applicant Certificate of Sve end Related correspondence 
ELLIS. J Citizens Association for Sound Energy B4/03/19 Tesas 

irttlitlef Electric Co (formerly Toes Utilities Ceneratlng Co ) 
epp 22685 344 S4X Fiche 50-445. 84/03/1 5. 84032001 1 B 


B40320D147 Forwards Citizens Assoc for Sound Energy Exhibit ?27> 
'‘Formulas for Stress 8< Strain." omitted from 840313 t tr 
U/o end. Related correspondence 

ELLIS. J Citizens Assodatian for Sound Energy B4/03/15 
PIODTTiD.R Orrickt Herrington t< Sutcliffe Ip 22697 15B 24X 

Fiche 50-449.84/03/15.8403200147 


B403210102 Forwards IE Insp Repts 50-445/83-47 & 50-446/03-22 W /0 
ends. Related correspondence 

TREBY. 8 A. Hearing Branch 1 B4/03/16 BLOCH. P B . JORDAN. 8 H . 

MCCOLLOM. K A Atomic Safety and Licensing Board Panel Ip 
22706-117 24X Fiche 50-445,84/03/16.8403910102 


8403200065 Notice that evidentiary hearing scheduled for 840423-27 
raschaduled for 040424-27 in Fort Worth, TX 

BLOCHtP D Atomic Safety and Licensing Board Panel 84/03/17 Ip 
22684 361 24X Fiche 50-445. 84/03/17. B403200065 


3403270031 Requests that KD Bpence be substituted for RJ Oary on sve 
list Related correspondence 

REYNOLDS. N 8 Bishop. Liberman. Cook. Purcell & Reynolds 
REYNOLDB.N 8 Tisas Utilities Electric Co (formerly Texas Utilities 
(Jeneratlng Co ) DSB 118 84/03/17 CLEMENTS, W L Docketing << 

Services Branch. Ip 2276? 327 24X Fiche 50-445,84/03/17, 

8403270031 


8403280339 Responds to ASLD 840308 memoranduin re schedule 6 policy of 
Ofc of Investigation Policy re release of repts to ASLB 
Includes review of rept & deletions to protect identity of 
confidential sources 

HAYES. B 8 Office of Investigation DBQ 197 84/03/21 

HCCOLLaH, K A . BLOCH. P D . JORDAN. M H Atomic Safety and Licensing 
Board Panel 2pp 22787 077 24X Fiche 50-445.84/03/21.840328033? 


8403280342 Mentor andum b order releasing transcript of 840221 in camera 
sessions ti applicant memo re release of transcript as part 
of public record of proceeding 

BLOCH. P 3 Atomic Safety and Licensing Board Panel D9D 150 
84/03/26 Ip 22787 100 24X Fiche 90-449.84/03/26,8403280342 


H Oeiteral correspondence 


8403270173 Requests that name be placed on mailing list for mails 
Issued in facility OL t< IE monitoring process. 

OARDE, S. P. Oovernment Accountability Project 84/03/19 G UR WELL. S 
Office of Nucleer Reactor Regulation. Director Ip 22771 137 
24X Fiche' 90-449,84/03/17,8403270173 


8403230099 Dasignatas HD Bpence as recipient of official correspondence 
pertaining to facilities 

CLEMCNTStB.R Texes Utilities Electric Co (formerly Texes Utilities 
ficneratlng Co > 84/03/20 DENTON. H R Office of Nuclear Reactor 

Regulation, Director Ip 22726 229 24X Fiche 50-449.84/03/20. 

8403230057. 


Q Inspection reports. IE Bulletins 6 correspondence 


8403080324 FOIA request for documents considered by NRC In preparation 
of notice of violation ?< proposed (mposition of civil 
p ena 1 ty . 031 222 Itr transmitting violation (t rept of 
investigation re intimidation of OA personnel 

HARTMAN, S L Debevolse L Liberman 03/12/30 FELTON, J M Division 
of Rules and Records 2pp 22903 169 24X Fiche 90-445.03/12/30. 

8403080324 


8403080329 Partial response to FOIA request for documents considered by 
NRC in preparation of three categories of documents 
concerning facilities Forwards documents listed on App A 
FELTON, J M Division of Rules and Records 84/01/20 HARTMAN, 9 L 
Debevolse (< Liberman 2p p 22983 171 24X Fiche 50-449.84/01/20. 

8403080329 


— 8403080327 Rev 27 to Procedure QI-QP-li 4—9 re visual defects insp Ir 
dry film thickness Related Info end 

a Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 83/11/00 6pp 22583 173 24X 

Fiche 50-445. 04/01 /20, 8403000325 


— 8403080332 Describes commitments made to NRC In RJ Gary 830920 
response to notice of violation L proposed imposition of 
civil penalty 

CLEMENTS. D R Texas Utilities Electric Co (formerly Texas 
Utilities (Jenerating Co J 83/11/29 COLLINS.J T Region 4. 
Office of Director 1 1 pp 22503 102 24X Fiche 50-445.84/01/20. 

8403080329 


— 8403000335 Forwards rept re Investigation into allegations made by 
WA Dunham L concerns related to protective coatings Related 
documents end 

GARY. R J Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) B3/12/13 COLLINS.J Region 4, Office of 

Director 22pp 22583 204 24X Fiche 50-443,84/01/20,8403000325 


8403060431 Requests add 1 Info re ultrasonic exam of cast stainless 
steel piping in RCPD as port of proserviee insp program 
Response requested within 5 days of Itr receipt 

YOUNGBLDOD. 0 J Licensing Branch t 04/02/24 GARY. R J Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 
3pp 22552 047 24X Fiche 50-445.04/02/24,8403060431 


8401170072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits 6 Annunciation " Bve list 
enc I 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc llSpp 22909 239 24X Fiche 50-000,84/02/28.8401170072 


8403130183 Forwards IE Insp Repts 90-445/03-47 t< 50-446/83-22 on 
830801-840117 No violations or deviations noted 
JOHNSON. E H Region 4, Office of Director 84/02/28 GARY, R J 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 22607 127 24X Fiche 50-445.84/02/20.8403130103 


-8403130219 IE Insp Repts 50-445/03-47 «. 90-446/83-22 on 830001-840117 
Ha violations or deviations noted Major areas inspected 
Issues bepore ASLn hearing hoard 

TAYLOR. R 0 . HUNNICUTT. D M Region 4, Office of Director 
84/02/28 6pp 22607 131 24X Fiche 50-445.84/02/28,8403130183 


8403260069 Forwards evaluation of 830718 request for deletion of 
steam electric station license condition re low-pressure 
turbine disc insp NRC maintains position in 8ER (NURE0-O797> 
that Insp must he conducted 

VOUNOBLaOD, 0 J Licensing Branch 1 84/02/28 OARY, R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
2pp 22763 235 24X Fiche 90-445.84/02/28,8403260069 


— 8403260001 Evaluation of util 830718 request to delete turbine disc 
insp license condition UT Insps required at first refueling 
6 every subsequent refueling outage 

* NRC - No Detailed Affiliation Given 04/02/20 19pp 
22763 237 24X Fiche 50-445,84/02/23,0403260069 


8402070007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DOT U NRC ” Sve list end 

GRACE. J N Division of OA, Safeguards 6 Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York. Inc 

laopp 22552:329 24X Fiche 90-000,84/03/02.0402090007 


8402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler 6ys 
Valves to Operate " Sve list end 

JORDAN. E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc i22pp 225 53 098 24X Fiche 90-000.04/03/02,8402070000 
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&40S070009 IE Info Notice 84~13i "Roportins oP Rsdiolosicel Releases " 
Svc list one) 

JORDAN > E t. Division Of Emergency Preparedness !• Engineering 

Response (Post: S30103) 84/03/08 Consolidated Edison Co of Naui 

york> Inc 119pp S89S3 817 84X Flche 90-000. e4/03/08i 0408090009 


B4080900U IE Info Notice 84-17. "Problems M/Liquid Nitrogen Cooling 
Components Selow Nil Ductility Temp “ Svc list end 
JORDAN. E L Division of Einergency Preparedness A Engineering 
Response (Post 030103) B4/03/0S Consoiidatsd Edison Co of Neu 

York, Inc H7pp 82553 336 SAX Flche 90-000.94/03/05.0402090011 


6408090084 iE Info Notice 84-09. Rev 1. “Lessons Learned From Insps of 
Fire Protection Safe Shutdoien Sy» '' Svc list ent I 
JORDAN. E L Division of EmsTgency Preparedness b Engineering 
Response (Post 930103) 04/03/07 Consolidated Edison Co of Neu 

York. Inc lISpp 38639 049 84X Fiche 50-000.84/03/07.8402090024 


Q40309003B IE Info Notice 84-18. "Btress Corrosion Cracking in PMR 
Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 64/03/07 Consolidated Edison Co of Neu 

York. Inc llBpp 23804 196 24X Flche 50-000.84/03/07.6402090028 


B403190406 Informs that no insp repts ulll be issued for Rept Numbers 
30-445/83-41 6 30-446/83-25 

JOHNSON. E H Region 4. Office of Director 84/03/09 OARY.R J 
Teias Utilities Electric Co (formerly Tetas Utilities Oeneratlng 
Co ) Ip 88674 337 24)( Flche 50-443.84/03/09.8403190406 


8402090031 IE Dulletln 64-02, “Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys ■' Svc list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York. Inc 

I34pp 28023094 34X Flche 50-000.84/03/12,8408090031 


6403190118 Foruards NRC Insp Repts 99900530/84-01 «. 50-4 49/83-52 of 
CYONA Energy SveS QA program used during Unit 1 Independent 
assessment program No application to uithhold rept received 
TREDY, 3 A Hearing Branch 1 Q4/03/14 DLOCH.P 8 Atomic Safety 

and Licensing Beard Panel 23pp 82666 273 24X 

Flche 30-445.84/03/14,8403190118 


0403200123 Foruards vendor Insp repts for mfn (c action Repts identify 
concerns found by Vendor Program Branch during insps of 
vendor activities Ad of Itr receipt reguested 

JOHNSON. E H Region 4, Office of Director 84/03/16 OARY.R J 
Texas Utilities Electric Co (formerly Teias Utilities Oenerating 
Co ) 3pp 88699 173 SAX Flcl.o 50-449,84/03/16,8403200129 


8402090043 IE Info Notice 84-19. “Tuo Events Involving Unauthorited 
Entries into PRR Reactor Cavities '* Svc list end 
JORDAN’S L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consulldated Edison Co. of New 

York. Inc 123pp 22823 289 24X Fiche 30-000,84/03/21.8402090043 


8402090044 IE Info Notice 84-20, “Svc Life of Relays In Saf e ty-Rela ted 
Sys “ Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York. Inc 139pp 22933 001 24X Fiche 30-000.04/03/21.8408090044 


S Reportable occurrence*. LERs b related correspondence 


8403010491 Informs Commission of problems u/emergency diesel generators 
mfg by Transamertca Oelaval.Inc 

DIRCKS.U J Office of the Eiecutive Director for Operations 
SECY-83-034 84/01/29 4pp 22438 347 24X FI the 90-000. 84/01/23. 

8403010431 


0403210032 Part 21 rept re failure of auxiliary feeduater pump drive 
fcurb inesi. Olirpe 1 NPS-4 TbT valve, to close Enel Itr dtd 840303 
sent to listed utils OE notified of affected units in ONR 
plants 

THEROUX. R R Terry Corp 84/02/28. NOaDRUFF, R H Director's 
Office. Office pf Inspection and Enforcement 6pp 22706 327 24X 

Flche 90-000. 84 /02/22 . 04032 1 0032 


8443070296 Followup Part 21 rept re defective mechanical snubber 
capstan springs supplied by Pacific Scientific Affected 
utils listed Purchasers have been notified b advised to work 
directly w/Paclflc Scientific In disposition 

HOVI.L NFS Industries. Inc 04/02/84 DEYOUNO, B C Director's 
Office. Office of Inspection and Enforcement 2pp 22936 879 24X 

Flche- 50-000, 04/02/24, B4030702S6. 


8403010807 Forwards “Investigation of Types AF & AE Piston Skirts." psr 
Transam erica Delaval, Inc Owners Oroup program commitments 
Rept evaluates cracks in AF piston skirts In Shoreham b 
Srand Oulf Nuclear Power Stations 

nUSELER.U J TDI < Transamer ic a Delaval. Inc ) Owners Oroup 
04/02/27 DENTON. H R Office of Nuclear Reactor Regulation. 

Director 3pp 22434 090 24X Fiche 90-000,84/02/27,8403010807. 


8402090021 Board Notification 84-039 discusses NRC 840210 b 16 mostings 
u/Transamer ica Delaval. Inc Emergency Diesel Oenerators 
Ouiners Group Meeting scheduled on 840308 for flnaliiation of 
generic program plan prior to NRC review 

EI8ENHUT, D 0 Division of Licensing 84/02/28 PAL.LADINO 
CdmmtSG loners 9pp 2S946 003 24X Flche 50-000,84/02/28, 

8402090021 


840301081B Forwards task descriptions for 16 known problems re 
Transamar ica Delaval. Inc emergency diesel generators 
KUSELER.U J TDI ( Transamer ica Delaval, Inc ) Owners Oroup 
84/02/20 DENTON. K R Office of- Nuclear Reactor Regulation. 
Director 42pp 22435 177. 24X Flche 90-000,84/02/28,84030102*0 


8403090020 Board Notification 84-044 foruards Part 21 rept re 
Transamer lea Oelaval.Inc turbocharger thrust bearing 
lubrication defect resulting in engine nonavai lab 1 1 ity 
EISENHUT, D Q Division of Licensing 84/02/29 PALLADINO 
Commissioners 4pp 23941:263 24XPlchc 90-000,04/02/29. 
8402090020 


8403140040 Forwards "Grand Gulf Component Tracking Sys. " "Shoreham 
Component Tracking Sys" b "Transamsrica Delaval. Inc 
Diesel Generators Owners Group Program Plan." to resolve 
concerns u/omergency diesel generators 

MUSELER.UJ Long Island Lighting Co 04/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22626.062 
24X Plche 50-000.84/03/02.8403140048 


— 8403140099 "Transamer lea Delaval. Inc Diesel Generators Owners Oroup 
Program Plan " 

* TOI (Transamer ica Delaval. Inc ) Owners Group 84/03/02 
261pp 88628:223 24X Fiche 50-000.84/03/02.8403140048 


0403160213 Interim Deficiency Rept SDAR-12S re laminations & 
delamina tlons In cable tray support column in cable spread 
roam Initially reported on 840111 Evaluation continuing 
Completion expected by B4091S 

OARY.R J Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co > 84/03/06 JOHNSON. E H Region 4, Office of 

Director Ip 22655 231 24X Plche 50-449.84/03/06.8403160213 


6402090033 Board Notification 84-047 forwards Transamer lea Delaval, Inc 
Owners Group piston skirt rept b task descriptions 
EISENHUT. DO Division of Licensing 84/03/07 PALLADINO 
Commissioners 4pp 28674 281. 24X Flche 90-000,84/03/07. 

6403090033 


0402090030 Board Notification 84-OSt forwards “Transamer i ca Delaval. Inc 
ITDI) Diesel Generators Owners Group Program Plan “ 

EISENHUT. D G D1 vl S ion of L 1 cens Ing 84/03/12 PALLADINO 
Commissioners Spp 28688 214 84X Fiche 90-000, 84/03/12. 
6402090038 


8402090039 Board Notification 64-032 forwards meeting •ummarlas 
containing transcripts of 840210 b t6 meetings between NRC b 
Traneamerica Dtl aval. Inc (TDD Owners Oroup Distribution 
list end 

EIBENHUr.OG Division of Licensing 84/03/12. PALLADINO 
Ccmmisiluners Spp 82708 001 24X Fiche 90-000.84/03/12. 

0408090039 


— 8403060936 Forwards summary of 040810 meeting u/Tran*amerlca Delaval. 
Inc Owners Group in Bethesda.HD re problems u/smergency 
diesel generators 

CARUSO, R Licensing Branch 2 04/02/87 O'REILLY. J P hRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 30-000.84/03/12,8408090039 


— 8403060394 Transcript of 840210 meeting w/Trantamer lea Delaval, Inc 
Owners Group in Bethesda.HD r» problems w/amorgancy diasal 
generators 

a NRC - No Detailed Affiliation Given 84/02/10 147pp. 

67201 008 84X Flche. 90-000, 84/03/12, 8402090039 


— 6403070409 Summary of 840216 meeting w/Transamerlca Delaval. Inc Owners 
Group in Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript b 
attendance list end 

KILLER, li A Licensing Branch 4 84/02/27. Licensing Branch 4. 

Spp. 22708-161 24X Fiche 30-000.84/03/12.8402090039 
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— S403O70423 Transcript of 04O2li conference in UJadlng River. NV re 
Transamer ica Delaval. Inc diesel generators Pp 1-Q3 
* Coirmi Bsioners B4/OB/16 B4pp S270B 169 24X 

Flche 30-000, 64/03/12. B402090039 


8403140030 Formards “Design Revleu of Connecting Rod Bearing Shells for 
Traneamer ica Delaval Enterprise Engines" for Shoreham & 

Orand Oulf diesel generators 

MU3ELER.W 0 Long Island Lighting Co 84/03/12 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22632 074 
24X Fiche 30-000.84/03/12.8403140030 


B403130133 Foruards "Transamer 1 ca Delaval. Inc Diesel Generator Rocker 
Am Capscreu Stress Analgsls Rept ” Capscreu design adequate 
for applicable engines tt svc conditions 

MUBELERfU J TDI (Transamer lea Delaval. Inc 1 Ouiners Croup 
04/03/13 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 2pp 22639 270 24X Flche 30-000.84/03/13.8403150133 


8403200222 Responds to 840214 Requests for Info 1 8t 2 r e R-4 series 
•nglnee List indicating engine number, mode 1 svc number, 
customer name t< address, rating. date shipped & date started 
enc 1 

MATHEMS.C B Transamer ica Delaval. Inc 84/03/16 E18ENHUT. O 0 
Division of Licensing 20pp 22691 179 24X Flche SO-OOD. 84/03/16. 

8403200222 


8403270132 Forwards “Emsrgencg Diesel Generator Air Start Valve 
Capscrew Dimension & Stress Analysis." prepared by 8t<U for 
Transamer lea Delaval. Inc (TDI> Diesel Generator Owners 
Group 

HUaELER.M J TDI ( Transamer i ca Delaval. Inc > Owners Croup, 
84/03/23 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 2pp. 22774001 24X Flche 30-000.84/03/23.8403270132 


8403270134 Requests meeting on 840418 to discuss short-term & long- 
term corrective actions 8. investigations r« Transamerica 
Delaval diesel generators List of suggested meeting topics 
end 

fiCOAUOKY. J P TDI (Transamerica Delaval. Inc I Owners Group 
84/03/23 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 4pp 22769 133 24X Flche 50-000.84/03/23.8403270134 


T. Hearing transcripts on non-anti trus t matters 


8403020145 Transcript of 840228 telephone conference In Qethesda.ND Pp 
10. 3SO-10. 383 

a Atomic Safety and Licensing Board Panel 84/02/28 3Spp 
22440 273 24X Flche 30-445.84/02/28.8403020143 


B403090104 Forwards correction to J Doyle 840222 testimony Related 
correspondence 

ELLIS. J. Citlrens Association for Bound Energy 84/03/05 
etaCH. P D I JORDON. M H . MCCOLLDN.K A Atomic Safety and Licensing 
Board Panel tp 22576 081 24X Flche 30-445.84/03/05,8403090104 


— 8403090108 Affidavit of J Boy 1 e. correct Ing 840222 testimony during 
crose-esaminatlon of CYONA Certificate of Bve end 
DOYLE. J Citizens Association For Bound Energy 84/03/03 7pp 
22376 082 24X Flche 50-445.84/03/05.8403090104 


8402090039 Board Notification 84-032 forwards meeting summaries 
containing transcripts of 840210 t< 16 meetings between NRC & 
Traneamerlca Delaval. Inc (TDD Owners Group Distribution 
list end 

EISENHUT.D.O Division of Licensing 84/03/12 PALLADIND 
Commissioners Spp 22708,001 24X Flche 50-000.84/03/12. 

8402090039 


— 6403060536 Forwards summary of 840210 meeting u/Transamer 1 ca Delaval. 
Inc Owners Group in Bethesda.HD re problems w/amergency 
diesel generators 

CARUao, R Licensing Branch 2 64/02/27. Q 'REILLY. J, P. NRC - No 

Detailed Affiliation Given. 6pp 22708 006 24X 

Fiche; 50-000. 84/03/12. B402090039 


— 8403060534 Transcript of 840210 meeting w/Transamer ica Delaval. Inc 
Ouners Group in fiathesda, HD re problems ui/emergency diesel 
gensTators 

* NRC - No Datallad Affiliation Given 84/02/10 147pp. 

67201 008. 24 X Flche 30-000,84/03/12,8402090039 


"8403070409 Summary of 840216 meeting u/Transamer lea Delaval. Inc Owners 
Group In Mading River. NY re program plan to establish 
reliability of diesel generators Aganda. meeting transcript t< 
attendance list end 

MTULER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Spp 22708:161 24X Fiche 30-000,84/03/12.8402090039 


— S403070423 Transcript of 840216 conference In Hading fiivar.NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
* Commissioners 84/02/16 84pp 2270B 169 24X 

Flche 50-000,84/03/12,0402090039 


B403260008 Transcript of 840319 hearing In Fort Worth. TX Pp 10.384- 
10, 715 

a Atomic Safety and Licensing Board Panel 84/03/19 340pp 

22747 OOl 24X Fiche 50-445,84/03/19,8403260008 


8403270167 Transcript of 840321 hearing in Fort Worth, TX Pp 11.019- 
1 1. 318 

• Atomic Safety and Licensing Board Panel 84/03/21 349pp 

22774 150 24X Flche 30-445,84/03/21.8403270167 


8403270082 Transcript of 840322 hearing In Fort Worth, TX Pp 11.337- 
11. 710 

« Atomic Safety and Licensing Board Panel 84/03/22 373pp 

22765 009 24X Fiche 30-443.84/03/22.8403270082 


8403280021 Transcript of 840323 hearing in Fort Worth, TX Pp 11,711- 
1 1 . 998 

e Atomic Safety and Licensing Board Panel 84/03/23 SOOpp 
22777 173 24X Flche 30-445,84/03/23,8403280021 


V Operator Examinations 


9403130160 Foruards nuclear plant experience tables for shift advisors, 
shift supervi sors, ass is tan t shift supervisors, reactor 
dperaturs 6 shift technical advisors Expected OL ti fuel load 
dates are 840701 

CLEMENTS. □ R Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/03/06 DENTON. H. R Office of Nuclear Reactor 

Regulation. Director 9pp 22608 930 24X FI c h e 30-445, 84/03/08. 

8403130160 


DOCKET STN-30-447 OESSAR-238 


A App 1 lea tion/cons true t ion stage documents 1. correspondence 


0403010013 Further response to FOIA request for documents re FRA & 
evacuation time estimates Forwards "Review & Evaluation of 
GEB8AR— tl PRA-Contal nment Failure Hades & Fission Product 
Release " Rept partially withheld (ref FOIA Exemption 41 
FELTON. J M Division of Rules and Records 84/01/03 HIATT. 8 

Ohio Citizens for Responsible Energy 4pp 22443 276 24X 

Fiche 30-447,84/01/03.8403010013 


—8308170191 "Review h Evaluation of OEGSAR-II Prababilistlc Risk 
Assessment - Containment Failure Modes L Fission Product 
Release." Itr rept 

■» Brookhaven National Laboratory 83/07/27 Division of 
Systems Integration (post BllDOS) IBOpp 66922 190 24X 

Flche 30-447,84/01/03.0403010013 


8403300216 Notification of 840320 meeting w/OE L QNL in Bethesda.HD to 
discuss source term reanalysls it results of sensitivity 
studies on parameters affecting fission product release 
SCALETTIrD Standar d i za 1 1 on 6 Special Projects Branch 84/03/15 

THQHABi C O Standard i lat Ion U Special Projects Branch Spp 

22843 043 24X Fiche 30-447. 84/03/13, 8403300216 


B Reportable occurrences. LERs related correspondence 


B403260233 Forwards summary list of deficiencies identified per 
lOCFRSO SSlel.Part 21 ti potential generic Itr repts For 
comment s 

8TAR0STECKI, R Division of Project «< Resident Programs 84/02/20 
Region 1, Office of Director 7pp 22756 065 24X 

Flche 30-000.84/02/28.8403260233 


DOCKET aTN-30-454 BYRON STATION, UNIT I 


A Ap p 1 Ic a tion/cons true t Ion stage documents b correspondence 


8403010106 Forwards addl info re design of Category i masonry walls 
Rept identifies alt cracks h explains why cracks do not 
compromise structural integrity of walls 

TRAMM.tr Commonwealth Edison Co B4/02/22 DENTON. H fi Office 
of Nuclear Reactor Regulation. Director 16pp 22436 041 24X 

Flche 50-000.84/02/22.8403010106 


B40S090017 Board Notification 84-039 forwards RJ Mattson 940123 memo 
to DO Elsenhut providing status update of NRC actions re 
Westinghouse ECCS actuation logic 

EISENHUTiDO Division of Licensing 84/02/27 PALLADINO 
Commissioners 7pp 22546 007 24X Flche 30-000,94/02/27. 

9402090017 
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6403060249 Fortiiards revised info re praoervice eiani (i tasting of 
snilb&BTC at facilities Enel testing program supercedes 
program provided In 820319 Itr b accepted in SSER 12 
TRAHMiT R Connonuealth Edison Co 04/02/28 DENtON. H R Office 
of Nuclear Reactor Regulation.. Director Ip 22516 013 24)( 

Ficte: 50-000.64/03/28. B403060245 


— 6403060367 Rev 1 to "Preservice Testing IPrescrvlce Insp) Program Plan 
for Snubbers " 

* Commonuea 1 th Edison Co 83/10/21 47pp 22516 014 24X 

Fiche 30-000.64/02/28.6403060245 


6403060394 Advises of changes to schedules for initial fuel loading 
of facilities Reiiuests NRC resources be allpcattf to suppart 
fuel load after resolution of pending license appeal 
REED. C Commonucalth Edison Co 84/02/28 DENTON.H R Office of 
Nuclear Reactor Regulation. Director 2pp 22518 ISO S4X 
Fiche. 50-000. 84/03/26, B4 03060394 


8403000119 Foruards supplfnenta I response to Oenerlc Ltr 83-36. 
"Required Actions Rased on Oenerlc Implications of Salem 
ATMS Events " 

EARNEG. P.L Commonuealth Edison Co S4/02/29 DEMTON.H R Office 

of Nuclear Reactor Regulation. Director 26pp 22468 0'S4. 24X 

Fiche 50-000,64/02/29,8403030119 


8403260018 Trip rept of B31 107-09 Site visit to conduct second seismic 
quallf tcatlon revieu team audit Appropriate seismic 6 
dynamic qualification program defined to assurance that 
equipment uill function properly 

LEE. A Equipment Qualification Branch 64/03/05 NOONAN, V B 
Equipment Qua! 1 f 1 cation Branch 9pp 22763 306 24X 

Fiche 50-454,84/03/05.8403260016 


— 3403260022 Foruards review comments In SSERs for second seismic 
qua 1 1 f |ca t ion revieu team audit Addendum rept Includes some 
resolutions based on applicant 840103 submittal 

SUBtiOHI.K Broolhaven National Laboratory. 64/01/31 NOONAN, V. 
Equipment Ooalif icatlon Branch SOpp 22763.311 34X 

Fiche 50-454. 84/03/05. S4032600IB 


8403260057 Trip rept Of 821113-17 Site visit to conduct seitinlc 
qualification revievi team audit iii/9NL personnel Appropriate 
seismic tc dynamic qua 1] f i cation program defined to assure 
equipment operation during & after SSE 

LEE, A Equipment Qua I i f 1 cation Branch 84/03/03 NOONAN, V S 
Equipment Qualification Branch Spp 22763 236 24X 

Fiche 50-454. 84/03/05,8403260057 


— 8403260061 Forwards review comments on SSERs for second seismic 
qua 1 1 f lea tion review team audit Based on audit findings, 
equipment qua 1 1 f lea ti on status at plant satisfactory 
SUBUDHI.H Brookhaven National Laboratory 94/01/31 NOONAN. V S 

Equipment Qual If ication Branch .20pp 22763 261 24X 

Fiche 50-454.84/03/05.8403260057 


840209004] Board Notification 94-050 provides Commission policy 
statement % proposed rulemaking on environ qualifications 
EIBENHliTi D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Eoard Panel iOpp 24X Fiche 30-000,64/03/14,0402090041 


8403220133 Forwards info re eiperience level of individuals assigned 
to shift operating positlnnsjln response to request 
Tabulation showing eeperience of shift eng ineer, sbl ft 
f oreman, stat 1 on control room engineer & operator end 
TRANH.T R Commonwealth Edison Co 84/03/19 DENTON.H R Office 
of Nuclear Reactor Ragulation. Director 7pp 22716 030 84X 

Fiche: 30-454. 84/03/ 1 9. 0403220133 


8403360182 Clarifies NUREO-0737. 1 tern II K 3 31. in response to Cenerlc 
Ltr 83-35 Nestlnghouse Owners Croup authoriied program to 
demonstrate conservatism of NFLASH small break (-OCA 
analyses. per Item II K 3 30 

BARNES. P L Commonwealth Edison Co 84/03/21 EISEMHUT. D 0 
Division of Licensing Ip 23756 170 24X Fiche 50-000.04/03/21. 

9403260102 


E. NRC Safety Evaluation Report (6ER), swppls 6 corr espondtnee 


8403080179 Fourth partial response to FOIA request for ili categories 
of documents re Facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 31. Review of 
addl documents subj to request continuing 

FELTON, 3 H Division of Rules and Records 94/02/13 ANDERBDN.S I 
Oervey, Schubert. Adams 6 Barer 7pp 22583 226 24 X 

Fiche 5 0-000 , 84/02/ 1 3, 840 3080 1 79 


--8005130793 Provides status of e£R Inputs 4, acceptance reviews for Ot b 
CP applications Schedule should be met 

BURKE. W C Effluent Treatment Systems Branch 00/02/06. 

KREOER.II E Assistant Director for Site Analysis Ip. 22983 235 
a4X Fiche 50-000,04/02/13.8403080179 


0403010120 Forwards addl Info to 831230 submittal re NUREO-0737, Item 
lit Dll. "Primary Coolant Outside Containment '' Rev 
Identifies portions of sys not to be tested 6 responds to 
NRC comments Info should close 6ER Confirmatory Iseue 29 
TRAHH, TR Commonwealth Edison Co 04/02/22 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Spp 22432 0(12 24X 

Fiche 50-000,84/02/22,0403010120 


8403010206 Provides addl info re effects of local Intense precipitation 
at facilities Info resolves Confirmatory Issue A 2 
identified in SER Reinforced concrete curb# provided at 
exterior grade floor level doors 

TRAHH. T R Commonwealth Edison Co 04/02/22 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 22434 257 24X 

Fiche 30-000.84/02/22.8403010286 


8403260132 Submits add! info re design of hydrogen recomblnars par 
Section 6 2 5 of SER Hydrogen rocomblners operate in 
parallel, utilizing same suction 6 exhaust piping for each 
containment Diagram end 

TRAHH. T R Cammonurelth Edison Co 84/02/22 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 22758*147. 24X 

F 1 c h e • 30-000, 84 /02/22, 8403260 1 32 


8403060345 Forwards "Rept Oeotechnlcal Sves Seismic Crossholc Survey t. 
Dynamic Soil Properties at River Screenhousa, Byron Station 
Units 16 2" Info closes out 5EH Confirmatory Issue 1 it 
responds to two FEAR questions 

TRAHH, TR Commonwealth Edison Co 84/02/28 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Ip 22511 136 24X 

Fiche 50-454. 04/02/28,8403060349 


— 6403060347 "Rept Oeotechnlcal sves Seismic Crosshole Survey (t Dynamic 
Soli Properties at River Screenhouse, Byron Station Units 
1 ti 2 ’■ 

s Dames 6 Kooro 64/02/06 22pp 22311.137 24X 

Fiche 50-454.84/02/23,8403060343 


8403260016 Trip rept of 831107-09 site visit to conduct secand Seismic 
qualification review team audit Appropriate seismic 6 
dynamic qua 1 if Icatlon program defined to assurance that 
equipment will function properly 

LEE.A Equipment Qualification Branch 64/03/05 NOONAN. V 8 
Equipment Qualification Branch 9pp 22763 306 24X 

Fiche 50-454.84/03/05,8403260018 


— 8403260022 Forwards review comments In SSERs for secand saitnic 
qualification review team audit Addendum rapt includes some 
resolutions based on applicant 840103 submittal 

8UBUDHI.M Brookhaven National Laboratory. 84/01/31 NOONAN, V 
Equipment Qualification Branch 20pp 22763 311 24X 

Fiche 90-454,84/03/09,6403260018 


8403260057 Trip rept of 621113-17 site visit to conduct seismic 
qualification review team audit w/BNL personnel Appropriate 
seismic 6 dynamic quallf icatlon program defined to assure 
equipment operation during & after SSE 

LEE.A Equipment Qualification Branch 64/03/05 NOONAN, V S 
Equipment Qual 1 f ication Branch 9pp 22763.296 24X 

Fiche 50-494,84/03/05,8403260057 


— 8403260061 Forwards review comments on SSERs for second seismic 
qual If Icet Ion review team audit Based on audit findings, 
equipment qua 1 i f icatlon status at plant satisfactory 
SUBUDHI.H Brookhaven National Laboratory 84/01/31 NOONAN, V. S 
Equipment Qualification Brench 20pp 22763.261, 24X 

Fiche. 50-454, 84/03/03, 8403260097 


F Security, medical, emergency t, fire protection plans 


9403070347 Public version of revised emergency plan implementing 
procedure index M/B4021S transmittal form 6 JH Felton B40302 
release memo 

« Commonwealth Edison Co 84/01/20 18pp 22966 041. 24X 

Fiche 50-454. B4/01/20. 8403070347 


9403010403 Rev 0 to Procedure B2P SOO-Tl, "Checklist-Communication 
Checks " 

a Commonwealth Edison Co 64/02/18 /pp. 22433*104 34X 

Fiche 90-454,64/02/18.6403010403 


3403020199 Advises that NRC will not review emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
licenser. per B10709 Generic Ltr 61-27 W/o request, entire 
plan will be placed In PDR 

VOUNOBLOOD. B J Licensing Branch 1 64/02/21 FARRAR, D L 

Commonwealth Edison Co 8pp 22494 360 24X Fiche 30-000,04/02/21, 

9403020198 
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Q40S09000& Board Notification B4-034 foruards R Vollmer 640SO£i memo to 
0 Eiaenhut re fire research result* concerning fires In 
electrical cabinets in control room 

ElSENHUTi D O Division of Licensing 84/02/33 PALLADINO 
Commies loner* Ip 22976 SOS 24X Piche SO-OOOi e4/02/23i 
8402090006 


--8403080316 Recommends that info re fire research results concerning 
fire* in electrical cabinets in control room be submitted 
for board notification, per NRR Ofc Ltr l^.dtd 821001 Further 
•valuation of test data required 

VOLLHER. R H Division of Engineering 84/02/06 EISENHUT. D 0 
Division of Licensing lOpp 22S76 204 24X 

FlehO- 50-000, 84/02/23, 0402090006 


8403010336 Foruard* IE Safeguards Insp Rep t 90-454/84-12 on 840208-10 
No none oiep 1 lance noted 

AXELEON.U L Region 3, Office of Director 84/02/23 REED, C 
ConiRiDniiiea 1 th Edison Co 2pp 22433 039 24X Flche 90-494,84/02/28, 

8403010336 


—8403010348 IE Safeguards Insp Rept 50-494/84-12 an 840 208-10 No 
noncomp 1 lane e noted Major areas Inspec t ed' organ! i at i on & 
operation measurement $t controls & storage ti internal 
controls Detail* luithheld (ref 10CFR3 7901 

MAOEOA, T J . CREED, J R Region 3, Office of Director 84/02/28 
3pp 22433 041 24X Fiche 90-494,84/02/28,8403010336 


8403120162 Rev 0 to Procedure DZP 900-1, "Operation Checks of 
Communications 8g» " W/840320 transmittal & receipt form 
• Commoniiiealth Edison Co 84/02/28 4pp 22590 144 24X 

Fiche 50-454.84/02/28,8403120162 


8403050162 Foruard* FEM4 840201 ltr, final eicercise evaluations on 
asms offsite emergency preparedness eierelse & interim 
finding recommendations re offsite emergency response plan 
for area around facility No deficiencies identified 
PAPERIELLO, C J Region 3, Office of Director 84/02/29 REED, C 
Commonwealth Edison Co 2pp 22485 061 24X Fiche 90-494,84/02/29. 

8403050162 


8403120109 Notifies of 840323 uorkshop on fire protection safe shutdown 
requirements of lOCFRSO.App R in Rosemont, IL to discuss IE 
Info Notice 84-09 (< provide addi shutdown analyses L/or mod 
guidance Agenda end 

SPESSARDtR L Division of Emergency Preparedness t. Operational 
Support 84/03/06 REED, C Commonuealth Edison Co 3pp 
22988 163. 84X Fiche 90-494,04/03/06,8403120109 


8403190044 Rev i to Procedure BZP 300-7, "Estimation of Offsite Dose 
From Unplanned Release of Radioactive Effluents " N/B30310 
transmittal form 

• Cammonuealth Edison Co 84/03/07 6pp 22643 130 24X 

Fiche 90-454,84/03/07,0403190044 


8403190308 Rev 2 to Procedure BZP-600-A3 "Station Directory S< Mgt 
Personnel Home Phone List " N/840312 transmittal ltr 
» Commonwealth Edison Co 84/03/12 9pp 22673 269 24X 

Flcht! 90-454. 84/03/12, 8403190308 


8403260346 Rev 1 to Emergency Plan Implementing Procedure OZP 380-3, 
“Post-Accident Stack Sampling of Nide-Range Oas Monitor 
iWROMk " 

* Commonuealth Edison Co 84/03/19 9pp 22791 099 24X 

Fiche: 90-000. 84/03/19, 0403260346 


8403140190 Emergency plan Implementing procedures index W/040329 
transmittal & receipt form 

• Commonuealth Edison Co 84/01/20 17pp 22620 216 24X 

Ftcha- 90-494, 84/03/29, 8403140190 


0. Adjudicatory correspondence 


8403140039 Requests reconsideration of decision to bar facility from 
itartlng up Util most experienced ui/nuclear plants S< revs 
will result In corrective actions 

HOPKINS, R. Affiliation Not Assigned 84/02/20 NRC - No Detailed 
Affiliation Olven 2pp 22634 199 24X Fiche 90-494,84/02/20, 

B4O314O039. 


8403020181 Forwards “Rept on Byron QC Inspector Relnspection 

Program " 

BIELAWSKI.AP Isham. Lincoln «< Beale OIELAWSKI.AP Commonwealth 
Edison Co 84/02/27 ROSENTHAL, A S , GOTCHY, R L , KOHL, C W Atomic 
Safety and Licensing Appeal Panel 224pp 22440 311 24X 

Fiche- 90-494, 84/02/27, 8403020181 


8403060079 Advises of Issues to be addressed In 840312 brief, per 
840127 request. 

WHICHERiU M Businessmen for the Public Interest 84/03/01 
ROSENTHAL, A S , KOHL, C W , GOTCHY, R L Atomic Safety and Licensing 
Appeal Panel Ip 22516 338 24X Fiche 90-494,84/03/01,8403060079 


B403J40129 Advises that staff unable to accelerate schedule for filing 
of appellate brief on QA, need for power L alternative energy 
sour ces , f inane ia 1 qualifications t seismology Brief will be 
filed by S40330 

RAUSON, R J Hearing Branch 4 04/03/06 ROSENTHAL. A S , KOHL, C N . 

OOTCKY, R L Atomic Safety and Licensing Appeal Panel Ip 

22624 204 24X Fiche 50-454.84/00/06,8403140129 


0403140146 Forwards Paperiello 840229 ltr to C Reed forwarding FEMA 
interim finding on offsite radiological emergency planning 
NRC will address interim finding in S5ER 

RAWSON, R J Hearing Branch 4 04/03/06 ROSENTHAL, A S , 

OOTCHY, R L , KOHL, C N Atomic Safety and Licensing Appeal Panel 
3Spp 22624 212 24X Fiche 90-454,84/03/06,6403140146 


6403140068 Forwards potentially relevant document* t, matl to matters 
pending before ASLAB If/o encls 

RANSON, R J Hearing Branch 4 84/03/07 ROSENTHAL, A S , KOHL.C N . 

OOTCHY, R L Atomic Safety and Licensing Appeal Panel 2pp 

22633 079 24X Fiche 90-454,04/03/07,0403140068 


8403 140148 Forwards IE Insp Repts 90-454/83-61,50-495/03-41,90-494/84- 
02, 90-499/04-02, 90-494/83-58. 50-495/03-43,90-494/84-05, 
90-499/84-04,90-494/84-06 «< 50-459/84-05 per requirements of 
ALAB~143 

RAMSON, R J Hearing Branch 4 84/03/07 ROSENTHAL, A S , 

OOTCHY, R L , KOHL, C N Atomic Safety and Licensing Appeal Panel 
76pp 22625 006 24X Fiche 90-494,04/03/07,8403140148 


8403090102 Memorandum scheduling 840417 oral argument in Bethssda.MD re 
pending appeal Formal argument will be issued in early Apr 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 04/03/08 
2pp 22 979 396 24X Fiche 50-494,84/03/08,8403090102 


8403160002 Response opposing applicant alternative motion to reopen 
record (, vacate ASLQ denial of OL Motion would be considered 
acceptable under single issue of relnspection program 
Certificate of Sve end 

HHICHER, J M DeKalb Area Alliance for Responsible Energy 
NHICHER,^/ M Hhlcher, J M 84/03/12 Atomic Safety and Licensing 
Appeal Panel llpp 22695 198 24X Fiche 50-454.84/03/12, 

8403160002 


8403160019 Brief In response to applicant appeal of ASLB 040113 initial 
decision denying OL application ASLB properly denied OL 
WHICHER.J M , CASBEL. D W DeKalb Area Alliance for Responsible 
Energy WHICHER.J H Whlcher. J M 84/03/12 Atomic Safety and 
Licensing Appeal Panel 64pp 22653 225 24X Fiche 90-454, 

04/03/12. 8403160019 


0403140041 Memorandum changing proposed date for oral argument of 
pending appeal from 840417 to 0419 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 84/03/13 
Ip 22634 161 24X Fiche 50-454,84/03/13,84031400.41 


8403200122 Discusses util 640218 t, 0314 nonconformance repts re 
discrepant welds in cable pan hangers supplied by Sys 
Control Corp Earlier nonconf ormance repts re matter Issued 
in 1977 at Byron Related correspondence 

MILLER, M I Isham, Lincoln t, Deale MILLER, M I Commonwealth 
Edison Co 04/03/14 KOHL, C W . GOTCHY, R L , ROSENTHAL. A S Atomic 
Safety and Licensing Appeal Panel 2pp 22699 045 24X 

FlchO 90-454,84/03/14,8403200122 


8403260391 Forwards listing of errata in 840312 brief 

UHICKER, J M Businessmen, for the Public Interest WHICHER.J M 
Whlcher, J M D5B 090 84/03/22 KOHL.C N . GOTCHY, R L , 

ROSENTHAL, A 8 Atomic Safety and Licensing Appeal Panel 3pp 
22760 25? 24X Fiche 50-494,84/03/22,8403260351 


M Antitrust correspondence 


8403290376 Foruard* staff significant change analysis W/o end 
Related correspondence 

VOOLER.B H Hearing Branch 2 DSD 100 84/03/28 LIEBERMAN.M 

Affiliation Not Assigned ip 22814 122 24X Fiche 9a-494i 

84/03/28, 8403290376 


0 Inspection reports, IE Bulletins h correspondence 


8403010130 Revises t, suppls preservice insp program plan, in response to 
NRC comments t< suggestions Addl info re exam of cast 
stainless steel components provided Revised Relief Request 
NR-14 *< Note 8 and for NRC approval 

TRAMM, T R Commonwealth Edison Co 84/02/17 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 9pp 22439 342 24X 

Fieha 50-454,04/02/17.8403010130 


0403010083 Forwards final rept on Byron QA inspector reinsp program 
DELGEORGE. L 0 Commonwealth Edison Co 84/02/24 KEPPLER. J 0 
Region 3, Office of Director tp 22434 260 24X 

Fiche 90-454,84/02/24,8403010053 
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— a4030100Q7 Final “Rept on Bqron Inspactor Roinsp Program " 

a CotnoionitfOa L fell Etfloon Co 84/02/29 S23pp 22434' 270 24X 

Ftc^t 80-4 54.84/02/24,3403010033 


8403090043 Foruiards Rev O to “Corporate Regulatory PerPorfoance 
Jmprovenent Plan " Plan designed to heighten employee 
a-uarenest & strengthen corporate ability to improve 
regolatorg performante 

THQHAS.Q Commonuealth Edison Co 84/02/24 KEPPLER, J 0 Region 
3. OPFlce of Director 3pp 22490 139 24X Fiche 90-000. 04/O2/S4, 

8403030043 


— 8403030041. Rev 0 to "Corporate Regulatory Performance Improvement 
Plan " 

» Comnontiieal th Edison Co 84/02/29 23pp 22490 l42 24X 

Fiche 50-000.84/02/24,0403050043 


64030201B1 Forefards "Rept on Byroti QC Inspector Reinspection 
Program " 

BIEL.AUSK1.A P Ishani. Lincoln & Deals D lELAMSKI. A P. Comoionuealth 
Edison CO 84/02/27 ROSENTHAL. A S . QOTCHy, R L , KQHL. C W Atomic 
Safety and Licensing Appeal Panel 224pp 22440 311 24X 

FVche SO-ASA. 84/02/27.6403020181 


8401190079 IE Info Notice 84-13, “Potential Deficiency In Motor 
Operated Valve Control Circuits ti Annunciation " Svc list 
end 

VORDAN. E L Division of Emergenct; Preparedness & Engineering 
Response (Post ea01D3> 84/02/28 Conso 1 1 dated Edison Co of Meu 

York, Inc llSpp 22909 239 24X Flcha 30-000. 04/02/28, 8401 190072 


8403010336 Foruards IE Safeguards Insp Rept S0-434/B4-I2 on 840208-10 
No noncompl lance noted 

AXELSON.M L Region 3. Office of Director 84/02/28 REED, C 
Commonuealth Edison Co 2pp 22433 039 24X Fiche 50-494, S4/02/2S. 

8403010336 


—0403010348 IE Safeguards Insp Kept 30-454/84-12 on 840200-10 Ho 
none omp 1 lance noted Major anas inspected organliatlon <■ 
operation measuremont & controls & storage & internal 
controls Details ultbheld <ref 10CFR2 790) 

HADEDA, 7 O , CREED, J R Region 3, Office of Director 84/02/28 
2pp 22433 041 24X Fiche 30-434. 84/02/28, 84030 1033 & 


B403060249 Foruards revised info re preservice exam b testing of 
snubbers at facilities Enel testing program supercedes 
prograrn provided in 820319 I tr b accepted in 8SER 12 
7RAMM, T R Commonueatth Edison Co 84/02/29 DEMTON. H R. Office 
of Nuclear Reactor Regulation, Director Ip 22316 013 84X 

Fiche' 30-000. 84/02/29. S40306024S 


--6403060267 Rev 1 to “Preservlco Testing (Preservlce Insp) Program Plan 
for Bnohbers " 

« Commonuealth Edison Co 83/10/21 47pp 22916 014 24X 

Fiche 50-000.84/02/28.8403060245 


8402090007 IE Info Notice 84-14. ‘'Highlights of Recent Transport 
Regulatory Revs by DOT tc NRC “ Svc list enc I 

GRACE, J N Division of <3A, Safeguards it Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison CO of Neu York, Inc 

130pp 22592 329 24X Fiche 50-000.84/03/02.8402090007 


8402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

,J(}RDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York. Inc I22pp 22353 09B 24X Fiche 30-000.84/03/02,8402090008 


8402090009 IE Info Notice 84-15, “Reporting of Aadlologlcal Releases 
Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Mew 

York, Inc 119PP 23533 217 24X Fiche 30-000,04/03/02,8402090009 


8402090011 IE Info Notice 84-17. "problems N/Liiiuld Nitrogen Cooling 
Components Beloia Nil Ductility Temp,'' Svc list end 
JORDAN, E L Division of Emergency Preparedness Sc Engineering 
Response (Post 630103) B4/03/05 Consolidated Edison Co of New 

York, fne 117pp 22953 336 S4X Fiche 50-000, 04/03/03, 840209001 1 


B403190297 Forwards IE Insp Repts 30-434/84-04 b 30-455/04-03 on 
840123-26 Ho noncompl ianc e identified. 

LITTLE. N 8 Region 3. Office of Dlroctor 84/03/03 REED, C 
Commonuealth Edison Co 2pp 22673 235 24X Fiche 30-434.84/03/03, 

8403190297. 


—8403190303 IE Insp Repts 90-494/84-04 it 50-439/84-03 on 840123-36 No 
noncompltance or deviations identified Major araas 
Inspected closeout of open items St deficiency Items {< 

*i-bullt walkdown of structural steel framing tc supports 
KEATING. D E , DANIELSON. D H Region 3. Office of Dirac tpr 
84/03/03 6pp 22673 257 34X Fiche 30-454,84/03/03,0403190297 


8403200295 Forwards IE Insp Rept 50-434/83-60 on 831212-16 ti 27 & 
notice of violation 

SPE8SARD, R L Division of Emergency Preparedness S< Operational 
Support 84/03/06 REED, C Commonwealth Edison Co 2pp 
22696 234 24X Fiche 50-454.04/03/06.0403200293 


— 8403200277 Notice of violation from insp on 831212-16 S> 29 

SPEESARD, R L Division of Emergency Preparedness 1, Optretione} 
Support 84/03/06. Ip 22696 236 24X Fiche 90-454. 04/03/06. 
8403200295 


— 8403200300 IE In*P Rapt 30-434/83-60 on 831212-16 it 29 Noncompl Isnca 
npted sensing lino connections Co safety-related Instruments 
lLT-0929i 39 t. 49 installed contrary to Sargent it Lundy 
Drawing Series 11-2036 requirements 

MENDEZ, R . UILLIAH8. C C Region 3, Office of Director 84/02/27 
9pp 22696 237 24X Fiche 30-454,64/03/06,8403200293 


8402090024 IE Info Notice 84-09, Rev 1, "Lessens Learned From Isisps of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co. of New 

York, Inc llSpp 22635 049. 24X Fiche 90-000,84/03/07,0402090024 


0402090028 IE Info Notice 84-18, “Stress Corrosion Cracking In PUR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past 830103) 84/03/07 Consolidated Edison Co. of Neu 

York. Inc tlspp 22584 186 24X Fiche 30-000,84/03/07,8402090028 


8403140148 Forwards IE Insp Repts 30-434/83-61,50-435/83-41.50-434/04- 
02, 30-493/64-02, 90-434/03-50. 90-453/83-43, 30-454/84-05, 

50-439/64-04, 50-494/04-06 b 30-499/84-09 per requirements of 
ALAS- 143 

RAHSDN.R J Hearing Branch 4 64/03/07 ROSENTHAL, A B , 

OOTCHYiR L I KOHL, C N Atomic Safety and Licensing Appeal Panel 
76pp 22629 006 24X Fiche 90-454,84/03/07,8403140140 


8403220094 Forwards IE Insp Repts 50-454/84-10 b 90-453/84-08 on 
840131.0201-03 b 07-10 No noncomp 1 iancs noted 

PAPERIELLO, C J Region 3. Office of Director 84/03/07 REEO.C 
Commonuealth Edison Co 3pp 22716 311 24X Fiche 90-454, 84 /OS/O?, 

8403220094 


--8403220097 IE Insp Rapts S0-494/B4-I0 b 50-433/84-08 on 840131,0201-03 
b 07-10 No noncomp 1 lane e noted Major areas inspected 
preoperational radiation protection program. Including 
organliatlen, staff ing, training b NUREO-0737 items 
HUETER.L J . OREOER.L R Region 3, Office of Director 84/03/07 
ilpp 22716 313 24X Fiche 30-454.84/03/07,8403220094 


8403190268 Act receipt of 840223 Itr Informing NRC of steps taken to 
correct violations re steam generator snubber qualification 
tests noted in IE Insp Repts 30-454/04-08 b 50-499/84-06 
LITTLE, U 6 Region 3. Office of Director 84/03/00 REED. C 
Commonwealth Edison Co ip 2267S 226 24X Fiche 90-454.84/03/08. 

8403190268 


— 0403190274 Responds to NRC 840206 Itr re violations noted in IE Insp 
Repts 90-434/04-08 b 90-495/64-06 Corrective actions leak 
on snubber repaired b quasi-static structural test combined 
w/fluld stiffness calculation performed 

SUARTZ.E D Commonwealth Edison Co 04/02/23 KEPPLER.J 0 
Region 3. Office of Director 3pp 22672 227 24X 

Fiche 50-434,84/03/08,8403190268 


— 8403190278 Preliminary Spec 120, "Testing 8vcs for Steam (Jenepatori. " 
• Sargent b Lundy. Inc 84/02/22 3Bpp 22672 232 24X 

Fiche 50-454,84/03/08,0403190260 


8403220245 Acit receipt of 831230 response to IE Insp Rapt 50-494/83-23 
Addl insp of internal flooding b postulated cracks b breaks 
in high-energy b moderate-energy lines will be conducted 
during wk of 040319 

DEYOVNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/09 REEO.C Commonuealth Edison Co 3pp 

22723’ 336 24X Fiche 50-494,84/03/09,8403220245 


e40209003{ IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use In 
Class IE Safety Sys " Svc list encl 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22823 094 24X Fiche 90-000.84/03/12.8402090031. 


8403300017 Forwards IE Insp Rept 90-494/84-07 on 840123-0229 b notice 
Of violation 

STREETES.J F Region 3, Office of Director 84/03/13 REED.C R 
Commonwealth Edison Co 2pp 22822 148 24X Fiche 90-434.84/03/13. 

0403300017 
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— B4033O0023 Notice of violation from Imp on 040123-0329 

BTRECTERi J F Rojlon 3. Office of Director 04/03/13 2pp 
22022 130 24X Fiche 90-494. B4/03/13i 0403300017 


— 8403300030 IE Inep Rept 50-454/04-0-7 on 040123-0325 Non c oiap i lance 
noted Failure to adequately evaluate preoperational te«t 
procedure reiulti & failure to adequately document perionnel 
Inetructlon corrective action* 

RINS.M . U1LLIAM8.D > VANOENBUROH. C Region 3. Office of Director 
84/03/12 13pp 22022 102 24X Fiche 50-404,04/03/13. 

B4O3300017 


— 8403270260 BALP Repts 90-456/83-06 I. 90-457/83-06 for 1902 Category 2 
aeslgned in area* of piping «ys t< eupports t. electrical 
pouier supply (< distribution 

» Region 3. Office of Director 04/03/22 23pp 22770 203 24X 

Fiche 50-000.04 /03 /22. 0403270246 


— B403270263 Foruards summary of significant findings for SALP rept uhleh 
(iiill be dlscue-sed at 630613 meeting 

HIND. J A Region 3. Office of Director 83/06/08 REED.C 
Commoniaea 1 th Edison Co 3pp 22770 228 34X 

Fiche 30-000,04/03/22,0403270246 


04O333OOBB Ack receipt of regulatory perf nrmance improvement plan 
Periodic meetings requested to discuss progress on program 
tc provide feedback 

RBPPLeRf>f 0 Region 3, Office of Director 84/03/20 THOMAS, D 
Commonuealth Edison Co ip 22730 161 24X Fiche 50-000,84/03/20. 

0403230000 


R Periodic operating reports & related correspondence 


8403220120 Annual ulholc body etternal aiposure* for 1983 U/840316 Itr 
RYBAK, B Commonwealth Edison Co 03/12/31 7pp 22716 007 24X 

Fiche 50-000.03/12/31.0403220120 


— 6403230107 Forwards corporate regulatory performance improvement plan 
TH0flA6t B Commonwealth Edison Co 84/02/24 KEPPLER, J 0 Region 
3. Office of Director 3pp 22730 162 24X Fiche 50-000, 

84/03/20, 0403230080. 


— 0403230126 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
For Dresden, Quad CitlctrZion 6 LaSalle Operating Nuclear 
Station* t< Byron b Braldwood Project Operating 
argenizatloni " 

c Cfldunonwcal th Edl*on Co 04/02/29 22pp 22730 165 24X 

Fiche > 50-000, 04/03/20, 0403230080 


0403260196 Forward* reiponies to IE Bulletin 63-07, "Apparently 
Fraudulont Product* Sold by Ray Milter, Inc " Quad Citiei 
■upplled w/ptplng matl* from Ray Miller, Inc during const 
Evaluation end Concern* of IE Bulletin 83-06 satisfied. 

BARNES. P L Commonwealth Edison Co 64/03/20 KEFPLER, J. 0 Region 
3, Office of Director. 19pp. 22756 180 24X Fiche' 50-000. 64/03/20, 

8403260196. 


8403020443 Foruerdt monthly status rept of offsite emergency 
preparedne** for OL reviews for Jan I9B4 Change* In FEMA 
finding date* nut caused by delay due to offsite emergency 
planning issues 

DIRCKS.U J Office of the Executive Director for Operations. 
84/02/21 PALLADINO Commissioners 9pp 22492 083 24X 

Fiche 50-000,04/02/21,8403020443 


a Reportable occurrences, LERs b related correspondence 


0403140122 Part 21 rapt re statu* update concerning abnormal wear on 
linear converters Test program underway Results of 
Investigation Indicate excessive wear caused by hunting of 
control circuitry 

DODSON. J P Peciflc Air Products Co 84/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 22624 066 24X 

Fiche 50-000,84/03/09,8403140122 


U Congresslonal/Executive Correspondence 


6403270111 Forwards response to IE Bulletin 80-15, "Emergency 
Notification Bye <ENS) Power Supplies ■' EN8 tested b found 
functional during preoperational testing 

BARNES, P.L. Commonwealth Edison Co 84/03/20 KEPPLER, J 0 Region 
3, Office of Director 3pp 22774 048 24X Fiche. 00-454. 04/03/20, 

04032701 1 1 


6402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlted 
Entriee Into PWR Reactor Cavities " Bve list end 
JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/21 Consolidated Edison Co of New 

Yort, Inc 123pp. 22823 229 24X Fiche 50-000.84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Sve Life of Relays In Safety-Related 
Sys. " Sve list and. 

JORDAN, E. U. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/21 Consolidated Edison Co. of New 

York. Inc. 135pp 22933.001 24X Fiche 50-000, 84/03/21, B402090044 


6403260228 Ack receipt of B40227 Itr Informing NRC of steps taken to 
correct noneompl lance noted In IE Insp Rept 50-404/83-54. 

LITTLE, W B, Region 3, Office of Director 84/03/21 REED, C 
Commanueal th Edison Co 2pp 22750:145 24X Fiche 00-454,84/03/21, 

8403260228. 


B403200043 Provides add 1 remarks on NRC exceptions to accuracy of 
stetaments in recent Congressional testimony re failure of 
NRC to inform A8L0 promptly of problems at facility Problem 
can be cured by eliminating NRC role In hearings 
OILINBKY. V Commissioners 84/03/16 UOALL. M K House of Rep , 

Interior b Insular Affair* 5pp 22690 322 24X 

Fiche 50-454,84/03/16,6403200043 


B40S2OO075 Submit* addl comments to remark made at recant NRC budget 
hearing b foruiardt Dircks memo re comments Role of bRC as 
full party in licensing hearings should bo eliminated 
0ILIN8KY, V Commissioners 84/03/16 BIMP&ON.A Senate, 
Environment b Public Murks Opp 22699 036 24X 

Fiche: 90-454, 84/03/16, B4O3200075 


V Operator Examinations 


B403220133 Forwards info re experience level of individuals assigned 
to shift operating positions, In response to request 
Tabulation showing experience of shift eng ineer, sh 1 ft 
foreman, station control room engineer b operator enc) 

TRAMM.TR- Commonwealth Edison Co 84/03/19 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 22716 030 24X 

F 1 C h o . 50-434, 84/03/ 1 9. B4032201 33 


— 8403260237 Reeponds to NRC 831212 Itr re violations noted In IE insp 
Rept 30-454/03-34. Corrective actions. Conduit C1A31A6 
sealtlght fitting loosened b rotated to attain soparatton 
Prom Conduits C1A4102 b C1A31E4 

FARRAR, D,L Commonwealth Edison Co 84/02/27 KEPPLER. JO 
Region 3. Opplce oP Director. 4pp 22733, 147 24X 

Fiche: 90-454, 04/03/21, 8403260220 


0403270246 Forward* BALP Rept* 30-434/63-22,50-453/83-18.30-456/83-06 b 
90-497/83-06 for 1982 increased emphasis required In areei 
of NVAC b electrical sy* 

KEPPLER, J O. Region 3, Office of Director 84/03/22 REED.C 
Commonwoelth Edison Co 7pp 22770 133. 24X Fi the. 30 - 000 , 84/03/22. 

8403270246 


—0403270292 8ALP Rept* 00-494/83-22 b 90-459/83-10 for 1982. 

* Regions, Office of Director 84/03/22. 29pp, 22770.142, 24X 

Fiche' 90-000, 64/03/22, 8403270246 


DOCKET 8TN-50-455 DVRON STATION, UNIT 2 


A App llcatlon/constructlon stage documents b correspondence 


8403010106 Forwards addl Info re design of Category t maionry walls 
Rept Identifies all cracks b explain* why crack* do not 
comprumlee structural integrity of wall* 

TRAMMiT. R Commonwealth Edison Co 84/02/22 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director I6pp 22436 041 24X 

Fiche* 90-000, 84/02/22, 8403010106 


8402090017 Board Notification 04-038 forward* RJ Mattson B40123 memo 
to DO Elsenhut providing status update of NRC actions re 
Mestinghouse ECCS actuation logic. 

EISENHUT, D 0 Division of Licensing 04/02/27 PALLADINO 
Commlotioners 7pp 22546 007, 24X Fiche 50-000.84/02/27, 

0402090017 


■6403270295 Forwards significant SALP rept findings which will be 
dlaeusted at 630613 meeting 

HIND, J. A. Region 3, Office of Director 83/06/06. REED.C, 
Commonwealth Edison Co 4pp. 22770 171 24X 

Fiche: 90-000. 84/03/22, 8403270246. 


8403060245 Forwards revised Info re preservice exam b testing of 
snubber* at racllltiss End testing program supercodss 
program provided in B20319 Itr b accepted in SSER 12 
TRAMM.TR Commonwealth Edison Co 84/02/28 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Ip 22516 013 24X 

Fiche 50-000, 84/03/28.8403060245 
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— B403060267 Rev 1 to "Preservice Testing (Preservlce Insp) Program Plan 
for Snubbers “ 

» Comnonviealtb Edison Co 03/10/21 ^7pP 22516 014 2AX 
Flc h e 30-000, 04/02/20, 0403060245 


B4D3D6D394 Advises of changes to schedules for initial fuel loading 
of facilities Requests NRC resources be allocated to support 
fuel load after resolution of pending license appeal 
REEOj C Coramonuealth Edison Co 04/02/20 DENTON, H fi Office of 
Nuclear Reactor Regulation, Director 2pp 22510 igo 24X 
Fiche 50-000.04/02/20,0403060394 


6403050119 Forwards supplemental response to Oenerlt Ltr 03-20, 
"Required Actions Based on Generic Implications of Salem 
ATU8 Events ’ 

BARNES. P L Commonwealth Edison Co 04/02/29 DENTON, H R Office 
Qf Nuclear Reactor Regulation, Director 26pp 22408 004 24X 

Fiche 30-000-04/02/29,8403030119 


0402090041 Board Notification 04-050 provides Commission polUg 
statement h proposed rulemaking on environ qualifications 
EISENHUT, 0 G Division of Licensing 04/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 30-000,04/03/14,0402090041 


6403220133 Forwards info re experience level of Individuals assigned 
to shift operating positions, in response to request 
Tabulation showing experience of shift eng ineer, shl f t 
foreman* s tat i on control room engineer & eperator encl 
TRAMH.TR Commonwealth Edison Co 04/03/19 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 7pp 22716 030 24X 

Fiche 50-454,04/03/19,0403220133 


6403260102 Clarifies NUREO-0737. Item II K 3 31, In response to Generic 
Ltr B3-3S Mestlnghouse Owners Gioup authoriied program to 
demonstrate conservatism of WFLA5K small break LQCA 
analyses* per Item 1 1 K 3 30 

BARNEB.P L Commonwealth Edison Co 04/03/21 EISENHUT, D 0 
Division of Licensing Ip 22736 170 24X Fiche 50-000,04/03/21, 

B403260182 


E NRC Gafety Evaluation Report (SER), supple b correspondence 


8403000179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld <ref FOIA Exemption 5) Ruvleu of 
addl documents sub j to request Continuing 

FELTON, U n Division of Rules and Records 84/02/13 ANDERSON, 8 I 
Oarvey* Schubert, Adams & Barer 7pp 22303 226 24X 

Fiche 30-000,84/02/13,0403000179 


--8D05130793 Provides status of SER Inputs 1, acceptance reviews for OL t, 
CP applications Schedule should be met 

BURKE, N C Effluent Treatment Systems Branch 00/02/06 
KREOER-W E Assistant Director for Site Analysis ip 22503 833 
SAX Fiche 50-000,04/02/13,0403090179 


0403010120, Forwards addl info to 831230 submittal re NUREO-O737j Item 
III D 1 I, "Primary Coolant Outside Containment " Rev 
identifies portions of sys not to be tested it responds to 
NRC comments Info should close BER Confirmatory Issue 20 
TRAMH. T R Cnmraonuealth Edison Co 04/02/88 DENtCN, H R Office 
of Nuclear Reactor Regulation, Director Bpp 82432 002 24X 

Fiche 50-000.04/02/22,0403010120 


8403010206 Provides addl info re effects of local intense precipitation 
at facilities Info resolves Confirmatory Issue A 2 
identified in SER Reinforced concrete curbs provided at 
exterior grade floor level doors 

TRAMM.T R Commonwealth Edison Co 04/02/82 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Bpp 22434 257 24X 

Fiche 50-000.04/02/22,0403010206 


9403260133 Submits addl info re design of hydrogen recomblners per 
SectiPn 6 8 5 of SER Hydrogen recomblners operate in 
paral Ic 1* uti 1( t Ing same suction t, exhaust piping for each 
cantalnment Diagram encl 

TRAMM.T R Commonwealth Edison Co 04/08/88 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2 pp 82730 147 24X 

Fiche 50-000,04/02/22,0403260132 


8403060343 Forwards “Rept Geotechnical Sves Seismic Crosshole Survey t. 
Dynamic Soil Properties at River Screenhouse, Byron Station 
Unite 1 & 8 " Info closes out 8ER Confirmatory Issue 1 (, 
responds to two FBAR questions 

TRAMH, T R Commonwealth Edison Co 04/08/80 DENTON, H fi Office 
of Nuclear Reecter Regulation, Director ip 82311 136 24X 

Fiche 30-454,64/02/29,0403060343 


-—9403060347 "Rept Oeotechnical Sves Seismic Crosshole Survey h Dynamic 
Soil Properties at River Screenhouse, Byron Station Units 
I »< 2 " 

e Dames t< Moore 04/02/06 22pp 2231 1 137 24X 

Fiche 50-454,84/02/28,0403060345 


F Becurity, medical, emergency l< fire protection plans 


8403070347 Public version of revised emergency plan implementing 
procedure index W/840S13 transmittal form St JM Felton 640302 
release memo 

* Commonwealth Edison Co 04/01/20 18pp 82366 041 24X 

Fiche 30-434,04/01/20,6403070347 


0403010403 Rev 0 to Procedure BZP 300-Tl, "Checklist-Communication 
Checks " 

a Commonwealth Edison Co 84/02/10 7pp 82433 104 24X 

Fiche 30-434,04/02/10,6403010403 


8403020190 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 610709 Generic Ltr 81-27 W/o request, ent ire 
plan will be placed in PDR 

YOUNGBLOOD, B J Llcanslng Branch 1 84/02/21 FARRAR. D L 

Commonwealth Edison Co 2pp S2494 360 24X Fiche 90-000,04/02/21. 

8403020196 


8402090006 Board Notification 84-034 forwards R Uollmer 840206 memo to 
D Eisenhut re fire research results concerning fires in 
electrical cabinets in control room 

eiSENHUT.D G Division of Licensing 84/02/23 PALLADINQ 
Commissioners Ip 22376 203 24X Fiche 50-000,84/02/23, 

0402090006 


— 04O3OBO316 Recommends that info re fire research results concerning 
fires In electrical cabinets in control room be submitted 
for board notification, per NRR Ofc Ltr 19, dtd 021001 Further 
evaluation of test data required 

VDLLMER.R H Division of Engineering 04/02/06. EISENHUT.D 0 
Division of Licensing lOpp 22376 204 24X 

Fiche 90-000,94/03/83.8408090006 


0403120163 Rev o to Procedure BZP 500-1, "Operation Checks of 
Communications Bys " W/840320 transmittal t, receipt form 
a Commonwealth Edison Co 04/02/80 4pp 22590 144 24X 

Fiche 50-454,04/02/80,0403120162 


0403050162 Forwards FEMA 840201 ltr, final exercise evaluations on 
831115 offsite emergency preparedness exercise it interim 
finding recommendations re offsite emergency response plan 
for area around facility No deficiencies identified 
PAPERIELLO.C J Region 3, Office of Director 04/02/29 REED, C 
Commonwealth Edison Co 2pp 22405 061 24X Fiche 50-454,04/02/29, 

9403050162 


9403120109 Notifies of 040383 workshop on fire protection safe shutdown 
requirements of lOCFRSO.App R in Rosemont, IL to discuss IE 
Info Notice 04-09 It provide addl shutdown analyses t,/or mod 
guidance Agenda encl 

0PES8ARD,R,L Division of Emergency Preparedness U Operatlonel 
Support 84/03/06 REED, C Commonwealth Edison Co 3pp 
28500 163 24X Fiche 50-454,04/03/06,8403120109 


8403150044 Rev 1 to Procedure BZP 380-7, "Estimation of Offsite Dose 
From Unplanned Release of Radioactive Effluents " N/030310 
transmittal form 

a Commonwealbh Edison Co 04/03/07 6pp 82643’ 130 24X 

Fiche 50-454,04/03/07,8403150044 


6403260346 Rev 1 to Emergency Plan Implementing Procedure BZP 300-3, 
"Post-Accident Stack Sampling of Mlde-Range Gas Monitor 
(HRGMl " 

a Commonwealth Edison Co 04/03/15 Spp 82751,055 24X 

Fiche 50-000.04/03/15,0403260346 


0403140190 Emergency plan implementing procedures index H/B40389 
transmittal t, receipt form 

a Commonweal bh Edison Co 84/01/20 i7pp 22620*216 24X 

Fiche 30-454,04/03/29.8403140190 


G Adjudicatory correspondence 


0403140035 Requests reconsideration of decision to bar facility from 
starting up Util most experienced u/nuclear plants it revs 
will result in corrective ections 

HOPKINS, R, Affiliation Not Assigned 84/02/20 NRC - No Detailed 
Affiliation Given 2pp 22634.159. 24X Fiche 50-454,94/02/20, 

0403140035 


0403020101 Forwards “Rept on Byron OC Inspector Reinspection 
Program " 

B IELAW8KI, A, P Isham, Lincoln hi Beale BIELAM8Kt,A P Cammonuealth 
Edison Co 04/08/27 ROSENTHAL, A 8 , ODTCHY, R U. , KOHL.C.M, Atomic 
Safety and Licensing Appeal Panel 224pp 22440-311 24X 

Fiche 90-454,04/02/27,0403020101 
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8403060079 Advises of issues to be addressed In 840312 brlef>per 
840127 request 

UHICKERj J M Businessmen for the Public Interest 84/03/01 
ROSENTHAL. A S , KOHL. C W . OOTCHY. R L Atomic Safety and Licensing 
Appeal Panel Ip 23916 338 24X Fictie 90-434. 84/03/01 < 8403060079 


8403140129 Advises that staff unable to accelerate schedule for filing 
Of appellate brief on QA. need for pouer & alternative energy 
sourcea. f Inane lal qualifications t< seismology Brief uill be 
filed by 840330 

RAWSON. R J Hearing Branch 4 84/03/06 ROSENTHAL, A 8 , KOHL, C N , 

OOTCHY. ft L Atomic Safety and Licensing Appeal Panel Ip 

22624 204 24X Fiche 30-454. B4/03/06. 84031 401 29 


B40314D146 Foruards Paperlello 840229 Itr to C Reed foruiardlng FEMA 
interim finding on offsite radiological emergency planning 
NRC will address Interim finding In SSER 

RAUBON. R J Hearing Branch 4 84/03/06 ROSENTHAL. A 8 . 

OOTCHY. R L . KOHL, C N Atomic Safety and Licensing Appeal Panel 
22pp 22624212 24X Fiche 90-454, 84/03/06, B403140146 


B40314006B Foruards potentially relevant documents & matl to matters 
pending before ASLAB W/o ends 

RAMSON, ft J Hearing Branch 4 84/03/07 ROSENTHAL. A 8 , KOHL.C N 

OOTCHY. R L Atomic Safety and Licensing Appeal Panel 2pp 

22633 079 24X Fiche 90-494.84/03/07,8403140068 


B40314014B Forwards IE Insp Rapts 90-494/03-61,90-495/83-41,90-454/84- 
02, 90-499/84-02, 50-434/83-98, 90-455/03-43. 90-494/84-09, 
90-499/84-04.90-494/04-06 it 50-455/84-09 per requirements of 
ALAB-143. 

RAMSON, R J Hearing Branch 4 84/03/07 ROSENTHAL, A 8 , 

OOTCHY. R L , KOHL.C N Atomic Safety and Licensing Appeal Panel 
76pp 22629 0B6 24X Fiche 90-494,84/03/07,8403140148 


B403090102 Memorandum scheduling B40417 oral argument in Bethesda, MO re 
pending appeal Formal argument will be Issued in early Apr 
SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 84/03/08 
2pp 22979 396 24X Fiche 50-454, 84/03/08, 8403070102 


8403160002 Response opposing applicant alternative motion to reopen 
record l< vacate ABLB denial of OL Motion would be considered 
acceptable under single Issue of reinspectlon program 
Certificate of Sve end 

UHICHER.J M DeKalb Area Allianca for Responsible Energy 
HHICHER.J M Whicher. J M 84/03/12 Atomic Safety and Licensing 
Appeal Panel ilpp 22695 178 24X F 1 cha ■ 90-454. 84/03/1 2, 

8403160002 


840316001? Brief In response to applicant appeal of ABLB 840113 initial 
decision denying OL application ABLB properly denied OL 
MHICHER.vl M , CASSEL.D M DeKalb Area Alliance for Responsible 
Energy MHICHER.J M Uhieheri J M 84/03/12 Atomic Safety and 
Licensing Appeal Panel 64op. 22653 225 24X Fiche' 50-454. 

84/03/12, 8403160017 


8403140041 Memorandum changing proposed date for oral argument of 
pandlng appeal from B40417 to 0419 

SHOEMAKER, C J. Atomic Safety and Licensing Appeal Panel 84/03/13 
Ip 22634 161 24X Fi ch e ’ 50-494, 84/03/ 13, 8403 14004! 


8403200122 Discusses util 840218 b 0314 nonconformance rapts rs 
discrepant welds In cable pan hangers supplied by Syi 
Control Corp Earlier nonconformance repts re matter Issued 
In 1777 at Byron. Re la ted correspondence 

MILLER.M I Isham, Lincoln b Beale MILLER, H I. Commonwealth 
Ed 1 eon Co 84/03/14 KOHL.C M , OOTCHY, R L , ROSENTHAL, A 8 Atomic 
Safety and Licensing Appeal Panel 3pp, 22677.049 24X 

Fiche. 90-494,84/03/14,8403200122. 


8403260351 Forwards listing of errata in 840312 brief, 

UHICHER.J M Businessman for the Public Interest MHIGHER, J M 
Mhlcher, JM DSB 070 84/03/22 KOHL, C N. > OOTCHY, R.L., 

ROSENTHAL, A. 8 Atomic Safety and Licensing Appeal Panel 3pp 
227601297. 24X Fiche 90-454,84/03/22,8403260391 


0 Inspection reports, IE Bulletins b correspondencs 


8403010083 Forwards final rspt on Byron QA Inspector relnsp program 
DELOEOROE.L.O. Commonwealth Edison Co 84/02/24 KEPPLER, J 0 
Region 3, Office of Director Ip. 22434 268 24X 

Fiche! 90-454, 84/02/24,8403010083. 


—8403010087 Final "Rspt on Byron Inspector Relnsp Program." 

« Commonwsalth Edison Co. 84/02/27 223pp 22434 270 24X 

Flcha 90-494,84/02/24,8403010083 


8403030043 Forwards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
awareness b strengthen corporate ability to Improve 
regulatory performance 

THOMAS, B Commonwealth Edison Co 84/02/24 KEPPLER. J 0 Region 
3, Office of Director 3pp 22490 139 g4X Fiche 50-000.84/02/24. 
8403050043 


— 8403090046 Rev 0 to "Corporate Regulatory Performance Improvement 
Plan " 

» Commonwealth Edison Co B4/02/2? 22pp 22470 142 24X 

Fiche 50-000,84/02/24,8403090043 


8403020181 Forwards "Rept on Byron QC Inspector Reinspection 
Program " 

BIELAM8KI,A P Isham, Lincoln & Beale 84/02/27 ROSENTHAL. A S 
Atomic Safety and Licensing Appeal Panel 224pp 22440 311 24X 

Fiche 90-454,84/02/27,0403020181 


8401170072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " 8vc list 
end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc 115pp 22907 237 24X Fiche, 50-000, 84/02/20, 8401170072 


8403060245 Forwards revised Info re preservice Siam b testing of 
snubbers at facilities Enel testing program supercedes 
program provided in 020317 Itr b accepted In SSER 12 
TRAMM, T R Commonwealth Edison Co 84/02/28 DENTON, H. R Office 
of Nuclear Reactor Regulation, Director Ip 22516 013 24X 

Fiche 50-000,84/02/28,8403060249 


— 8403060267 Rev 1 to "Preservice Testing (Preservice Insp) Program Plan 
for Snubbers " 

* Commonwealth Edison Co 83/10/21 47pp 22916 014 24X 

Fiche 90-000,84/02/28,8403060245 


8402070007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DDT b NRC “ 8vc list end 

ORACEj J N Division of OA, Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22992 329 24X Fi'he 90-000,84/03/02,8402070007 


8402070000 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Dperate " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co ef New 

York, Inc 128pp 22593 078 24X Fiche 50-000. 04/03/02. 0402090008 


6402070007 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 64/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22553 217 24X Fi che 50-000, 04/03/02, 0402090007 


8402090011 IE Info Notice 84-17, "Problems M/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/09 Consolidated Edison Co of New 

York, Inc I17pp 22993 336 24X Fiche 90-000,84/03/09,8402090011 


8403190297 Forwards IE Insp Repts 90-494/84-04 b 90-499/04-03 on 
840123-26 No noncomp 1 lance Identified 

LITTLE, M 8 Region 3, Office of Director 84/03/09 REED.C. 
Commonwealth Edison Co 2pp 22673 299 24X Fiche 50-494,84/03/05. 

8403190297 


—8403170309 IE Insp Repts 90-454/84-04 b 50-455/84-03 on 840123-26 No 
noncomp 1 lance or deviations identtfle,] Major areas 
inspected closeout of open items b deficiency items b 
as-buitt walkdown of structural steel framing b supports 
KEATINO.D E , DANIELSON, D H Region 3, Office of Director 
84/03/05 6pp 22673 257 24X Fiche 90-494,84/03/09,8403170277 


8402070024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Sve list and 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22639 047 24X Fi c ho . 50-000, 04/03/07, 8402090024 


8402070028 IE Info Notice 84-18, “Stress Corrosion Cracking in PMR 
Sys, " 8vc list end 

JORDAN, E L Division of Emsrgsncy Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22984 186 24X Fiche 50-000,04/03/07,8402070026 
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B^03140I'(B Boruards IB Insp Rept* SO-'tSfl/SS-Al < 3O-4S9/03-41f 50-454/84- 
02.50-495/84-02. 50-494/83-58. 50-455/83-43. 50-494/84-09. 

50— 453/84“04i 90-454/04-06 fi< 50-455/34-05 par rPqu 1 reman t> of 
ALAn-143 

RAWSON.R J Hearing Branth 4 84/03/07 ROSENTHAL. A S Atomic 

Safety and Lie anting Appeal Panel 7&pp 22625.086 24X 

Ficha 50-454. 84/03/07. 84031401 4B 


0403220094 FortJardt IE Insp Reptt 50-434/84-10 & SO-455/B4-OB on 
840131.0201-03 h 07-10 No non c omp 1 1 a nc ■ noted 

PAPERIELLO. C J Region 3, Office of Director B4/03/07 REED. C 
Coinmonuealth Edison Co 2pp 22716 311 241 Flche 50-454.84/03/07. 

8403220074 


—8403220097 IE Intp Repti 50-434/84-10 & 50-438/84-08 on 840131.0201-03 
0 07-10 No noncorp 1 lane t noted Major areas inspected 
preoperational radiation protection program. including 
organliation. staffing, training & NUREO-0737 Itami 
HUETER, L J . CREGEft.L R Region 3, Office of Director B4/O3/07 
lipp 22716 313 24X Flche 50-494.84/03/07.8403220094 


840319026B Ack receipt of B40223 1 tr inforniing NRC of steps taken to 
correct violations re steam generator snubber qual 1 flea t Ion 
tests noted In IE Intp Repts 30-454/84-06 b 50-455/84-06 
LITTLE. N S Region 3. Office of Director 84/03/08 REED. C 
Cofinonuealth Edison Co tp 22672 226 24X Fictie 50-454.84/03/08. 

8403190268 


--B403190274 Responds to NRC 840206 Itr re violations noted In IE Intp 
Repts 90-454/84-08 t 90-435/84-06 Corrective actions leak 
on snubber repaired b quasi-static structural test combined 
to/fluld stiffness calculation performed 

SWARTZ. E D Commonwealth Edison Co B4/02/23 KEPPLER, 0 O 
Region 3. Office of Director. 5pp. 22672 227 24X 

Fiche 90-434.84/03/08.8403190268 


— 0403190278 Preliminary Spec 120. "Testing Sves for Steam O-enerators 
• Sargent b Lundy, Inc 84/02/22 SSpp 22672 232 24X 

Fiche 50-434.84/03/00,8403190268 


B402090O31 IE Qulletln 84-02. "Failures of OE Type HFA Relays In Use In 
Class IE Safety Sys " Sve list end. 

DEYOUNO. R C Director's Office. Office of Inipectdon and 

Enforcement 84/03/12 Consol {dated Edison Co of Neu York. Inc 

134pp 22823 094 24X Fiche 50-000.84/03/12.8408090031. 


8403230088 Ack receipt of regulatory performance Improvaisent plan 
Periodic meetings requested to discuss progress on program 
6 provide feedback 

KEPPLER. J 0 Region 3, Office of Director 84/03/20 THOMAS. B 
Commonwealth Edison Co ip 22730 161 24X Flche; SO-OOD. 84/03/20. 

8403230088 


■8403230107 Forwards corporate regulatory performance Improvement plan 
THOMAS. D Commonwealth Edison Co 84/02/24 KEPPLER.U 0 Region 
3. Office of Director 3pp 22730 162 24X Fiche 90-000, 

84/03/20. 8403230088 


8403230126 Rev 0 to “Corporate Regulatory Performance Improvement Plan 
For Dresden, Quad Cities. Zion b LaSalle Operating Nucl aar 
Stations b Byron b Braidwood Project Operating 
□rgani cations " 

a Commonwealth Edison Co B4/02/29 22pp 22730 165 24X 

Flche 50-000. 04/03/20. 9403230080 


8403260196 Forwards responses to IE Bulletin 83-07. "Apparently 
Fraudulent Products Sold by Ray Miller. Inc " Quad Cities 
supplied w/plplng metis from Ray Hiller, Inc during const 
Evaluation end Concerns of IE Bulletin B3-06 satisfied 
BARNES.P L Commonwealth Edison Co 84/03/20 KEPPLERi J O Region 
3. Office of Director I9pp 22736 189 24X Flche 90-000,84/03/30, 

8403260196 


0403270111 Forwards response to IE Bulletin BO-19. ’'Emergency 
Notification 8ys (ENS) Power Supplies " £NS tested b found 
functional during preoperational testing 

BARNES. P.L Commonwealth Edison Co 84/03/20 KEPPLER. J 0 Region 
3. Office of Director Spp 22774 040 24X Fiche 90-454. &4/03/20. 

B403270HI 


0402090043 IE Info Notice 84—19. "Two Events Involving Unaut hori >ed 
Entries into PHR Reactor Cavities '' Sve list end. 

JORDAN. E L Division of Emergency Praparedneis b Engineering 
Response (Post 330103} 84/03/21 Consolidated Edison Co of Mow 

York. Inc 123pp 22023’ 229. 24X Fiche 50-000,84/03/21,8402090043 


0402090044 IE Info Notice 84-20. "Sve Life of Relays In Safety-Relatad 
Sys." Sve list end 

JOHDAN.E, L Division of Emergency Preparedness b Engineering 
Response (post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 138pp 22933 001. 24X Flche 50-000,84/03/21.8402090044 


8403270246 Forwards 8ALP Repts 90-454/83-22,50-499/03-18.50-496/83-06 b 
50-457/03-06 for 1982 Increased emphasis required in areas 
of HVAC b electrical sys 

KEPPLER. J O. Region 3. Office of Director 84/03/22 REED, C 
Commonwealth Edison Co 7pp 22770 139 24X Fiche 90-000.04/03/22. 

B403270246 


— 8403270252 8ALP Repts 50-494/83-22 b 50-499/03-18 for 1982 

* Region 3, Office of Director 84/03/22 29pp. 22770 142 24X 

Flche 90-000,04/03/22.8403270246 


--840327029S Forwards Significant SALP rept findings which will be 
discussed at 830613 meeting 

HINDiJ A Region 3. Office of Director 63/06/08, REED.C, 
Commonwealth Edison Co 4pp. 22770’ 171 24X 

Fiche 50-000,64/03/22,8403270246 


R Pariodlc operating reports b related correspondence 


8403220120 Annuel whole body eaternal eiposurci for 1963 U/640316 Itr 
RYBAK.B Conmonuealth Edison Co. 83/12/31 7pp 22716.007 24X 

Fichs. 90-000. 83/12/31,8403220120 


S Reportabls occurrences, LERs b related correspondence 


8403140122 Part 21 rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation indicate eicesslve wear eaussd by hunting of 
control circuitry 

DODSON. J P Pacific Air Products Co 84/03/09 Director's 
□ ffiCB, Office of Inspection and Enforcement 7pp, 22624.068. 24X 

Fiche 90-000.84/03/09.8403140122 


O Congressional /Ex ecut ive Correspondence 


8403200043 Provides addl remarks on NRC sxcsptioni to accuracy of 
statements In rectnt Congressional testimony re failure of 
NRC to inform ASLB promptly of problems at facility Probltm 
can be cured by eliminating NRC role In hearings 

O1LIN0KY.V Commissioners 84/03/16 UDALL.H.K House of Rep . 
Interior b Insular Affairs Spp 22690 322, 24X 

Flche 50-494,84/03/16,8403200043. 


8403200073 Submits addl comments to ramerk made at recent NRC budget 
hearing b forwards DIrcks memo re comments Role of WC et 
full party In licensing hearings should be eliminated 
OILINSKY.Y Commlse loners 84/03/16 SIMPSON, A Ssnete, 
Environment b Public Narks Spp 22697 036 24X 

Flche. 50-494.84/03/16, 8403200075 


V Operetor Examinations 


8403220133 Forwards info re experience level of Indivlduale assigned 
to shift operating positione.ln response to request. 

Tabulation showing axparience of shift engineer, sh 1ft 

forensni station control room angineer b operator end 

TRAHH. T R Commonwealth Edison Co 84/03/19 DENTON. H. R Office 

of Nuclear Reactor Regulation. Director 7pp 22716 030 24X 

Fiche 50-454,84/03/19,8403220133 


DOCKET STN-90-496 BRAIDWQDD STATION, UNIT 1 


A Appl ica tion/c ons true t ion stage documents b correspondence 


8403010106 Forwards addl info re design of Category 1 masonry walls. 
Rept identifies all cracks b explains why cracks do not 
compramisa structural Intagrity of walls 

TRAHN, T R Commonwealth Edison Co 84/02/22. DENTON, H R Office 
of Nuclear Reactor Regulation, Director 16pp 22436’ 041. 24X 

Flche 50-000.04/02/22,8403010106 


8403060249 Forwards revised info re preservice exam b testing of 
snubbers at facilities Enel testing program superesdts 
program providad in 820317 Itr b accepted in BSER IS 
TRAKM, T R Commonwealth Edison Co 04/02/28 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director ip, 22916 013. 24X 

Flche 50-000.84/02/28,8403060249 


— 8403060267 Rev 1 to "Preservlce Testing (Preservice Insp) Program Rial 
for Snubbers " 

• Commonwealth Edison Co. 63/10/21 47pp. 22916*014. 24X 

Fiche 90-000,84/02/28.8403060245, 


8403060374 Advises of changes to schedules for Inltiel fuel toedlng 
of f sc i 1 i ties. Requests NRC resources be allocated to support 
fuel load after resolution of pending license appeel, 

REED.C CammonweaUh Edison Co 64/02/28, DENTON, H.R Office of 
Nuclear Reactor Regulation, Director 2pp, 22916 190. 24X 

Fiche 50-000.84/02/26,8403060374 


DOCKETED ITEMS 


^40303011? Foriuardi tup plimen tal response to Generic Ltr 83-2a. 
"RsilulTad Actions Based on Generic Implications of Salem 
ATWS Events " 

BASN'E8> P L Commonwealth Edison Co a4/'02/a9 DEMTONi H R Office 
O'f Nuclear Reactor Regulation) Director 2&pp 32488 094 34X 

Flclt* 30-000.84/02/27,8403030119 


^i40336OLB2 Clarifies NUREO— 0737. Item II K 3 31. in response to Generic 
Ltr 83-33 Nettlnghouse Owners Oroup authoriied program to 
demonstrate conservatism of HF1.A8H small break L8CA 
analvses. per Item II K 3 30 

BARNES, P L Commonwealth Edison Co 84/03/21 EI9ENHUT. 0 0 
Division of Licensing Ip 2273* 170 24X Flche 50-000. 84/03/21 , 

84032*0182 


fIRC Draft/Ftnal Environmental Statements, strppls 1. carrespondence 


0403130037 Ack receipt of DEB Meeting tenatlvelg scheduled for 840222 
for consideration bg Governmental 8vcs Committee 
* Illinois, State of. 84/02/02 STEVENS. J A Division of 
Licensing tpp 22613 3*2 24X Fiche SO~4B*. 84/02/02, 8403130037 


04030*0313 Provides Comments on DES (NUREO-102*! Justification for not 
providing design enelgsls of seismic event requested 
ETCHtSON. 0. llllnolsj State of. Dept Nuc Safety (formerly Dept 
public Health) B4/02/22 Division of Licensing. 3pp 
2231 S 330 24!( Flche 30-43*. 84/02/22,. 84030*0313 


04O3O8O2S7 Lists concsrns on proposed water supply sys discussed In 
Dec 1983 DE8 (NUREO-102*) , 1 nclud tng degradation of water 
quality from cooling water discharge to Kankakee River 
OALLAOHER.J R Mill County. IL 84/03/02 Division of Licensing 
Ip 223*1 031, 24X Flche 50-45*. 84/03/02, 8403080227 


84103130037 Comments on OES (NUREG-1026) for facility CEB does 
not complstsly describe fuel cycle impact * should contain 
statament rs range of nonfatal cancer injuries & birth 
defects Induced by fuel cycle Rn-222 

DOHERTV, JF Doherty, JF 84/03/07 STEVENS, J. A Division of 
Licensing 2pp 22*01 117 24X Fiche 50-43*. B4/03/07> 8403130037 


S4D3130474 Forwards comments on DEG re operation of facilities Major 
environ concsrns Identified during t970s appropriate 
(sltlgating actions to allevlats concerns adequately 
Teflected More data re aquatic Impact should be referenced 
KENNEy.D Illinois, State of 84/03/0B Division of Licensing 
4pp. 22613 337 24X Fiche 50-43*. 84/03/08, 8403130474 


0403140001 Forwards comments on DES [NURE0-tO2*> Comments submitted for 
c one i deration by Commission par 10CFR51, 

fiCDONOUOHiC L Commonwaalth Edison Co 84/03/12 Division of 
Llctnslng 13pp 22*33:231. 24X Fic ho. 50-436, 84/03/ 1 2, S40314000I 


8403200104 Discusses review of DES. Facility will employ two PURs 
to produce up to *850 HMt No major objections to proposed 
□peration FES should provide addl raduaits treatment sys 
Info. 

REED, L. 0 Environmental Protection Agency 84/03/12. 
VOUNOELOOD. D J Licensing Branch 1 3pp. 22*83:357 24 X 

Flch# 30-456,84/03/12,9403200104 


NRC Safety Evaluation Raport (B£R I , suppls It correspondence 


S4030B0177 Fourth partial response to FOIA request for six categories 
Of documents re facilities Forwards App A documents App & 
docufflsnt entirely withheld (ref FOIA Exemption S) Review of 
o-ddl documents subj to request continuing. 

FELTON, J.M. Division of Rules and Records 84/02/13 ANDERSON, S I 
Oarvay, Schubert, Adams It Barer 7pp 22383 22* 24X 

Flche: 30-000, 84/02/13, 8403080179 


'' B005130793 Provides status of BER inputs 4, acceptance reviews for OL t< 

CP applications Schadula should bs met 

SURKE, H. C. Effluent Treatment Systemi Branch 80/02/0* 

KREOER, W E Assistant Director for Site Analysis. Ip 22583:233 
S4X Flchs 30-000,84/02/13.8403080179 


^‘^Oaoioiao Forwards addl info to 831230 submittal re NUREfl-0737. Item 
VlI.D, t 1, "Primary Coolant Outside Contalnmsnt " Rev 
^dentlfias portions of sys not to be tested * responds to 
^flC comments Info should close &ER Confirmatory Issue 28 
'■'IIAMHiT.R Commonwealth Edison Co 84/02/22 DENTON, H R Office 
*3 f Nuclear Reactor Regulation, Director 8pp. 22432 002 24X 

FichO! 30-000,84/02/22, 8403010120 


'^‘^'01301028* Provides addl info re effects of local intense prsc Ip 1 fcatl on 
t facllitiis Info resolves Confirmatory Issu# A. 2 
^siantlfied in BER. Rtinforcitf concrete curbs provided at 
•»terlor grede floor levsl doors, 

THamM.T.R. Commonwealth Edison Co 84/02/22 DENTON. H R, Office 
Nuclear Reactor Regulation, Director 2pp 22434 237. 24X 

^dche: 90-000, B4/02/S2, 840301028* 


8403260132 Submits addl info re design of hydrogen recomb Ihers per 
Section * 2 3 of SER Hydrogen recombinere operate In 
parallel, utiliiing same suction Ii exhaust piping for each 
containment Diagram end 

TRAHM.T R Commonwealth Edison Cd 84/02/22 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 28758 1 47 24X 

Fiche 30-000,84/02/22,64032*0132 


F Security, medical, emergency I, fire protection plans 


8403020198 Advises that NRC will not review emergency plans to delete 
privacy ot proprietary info unless specifically requested by 
licensee, per 810709 Generic Ltr 81-87 W/o r equest. ontlr a 
plan will be placed in PDR 

YDUNOOLOOD, B J Licensing Branch 1 84/02/21 FARRAR, D L 

Commonwealth Edison Co 2pp 22494 360 24X Flche 30-000,64/02/21. 

8403020198 


8403120008 Advises of 840323 regional workshop In RoscmontilL u/a 1! 
Region Ilf licensees to discuss fire protection safe 
shutdown requirements of lOCFRSOiApp R Agend'a end 
SPESSARD, R L Division of Emergency Preparedness & Operational 
Support 84/03/0* REEOiC Commonwealth Edison Co 3pp 
2258* 2*0 24X Fiche 50-456, 84/03/0*. 8403120008 


84032*034* Rev 1 to Emergency Plan Implementing Procedure BZP 380-3. 
"Post-Accident Stack Sampling of Uld'e-Range Gas Monitor 
(NRGM) " 

* Commonwealth Edison Co 84/03/13 5pp 22751 055 24X 

Flche 50-000,84/03/15,840326034* 


0 Adjudicatory correspondence 


8403140040 Comments of JF Doherty on OES (NVREG-102*t Statement must 
clarify If. In analysis of environ impacts of postulated 
accidents. any credit given For applicant compliance u/any 
TKI-related requlreiments Related correspondence 
DOHERTV, J F Affiliation Not Assigned 84/03/07 STEVEN6. J A 
Dlvlslovs of Licensing 2pp 22*33 120 SAX Fiche 50-45*. 84/03/07, 
8403140040 


84031*0011 Forwards C Reed 640S2B ltr re schedule for fuel loading 
dates * notice of appearance H/o notice of appearance 
Related c orr espondence 

GALLO I J Isham, Lincoln * Beale OALLO.J Commonwealth Eillson Go 
84/03/13 MILLER, K E , CALLIHAN.A D , COLE, R F Atomic Safety and 
Licensing Doard Panel 3pp 82655 1*8 SAX Flche S0~4S*. 84/03/1 3. 
84031*001 1 


84031*0023 Notice of appearance in proceeding Certificate of Sve anci 
OALLO, J Commonwealth Edison Co OALLO.J Isham, Lincoln ti Beale 
04/03/13 2pp 88*53 353 24X Flc he 50-45A, 84/03/13, 84031*0023 


84032*03*1 Notice of appearance In proceeding. Cert 1 flcata of Sve end 
DLODHi J O Commonwealth Edison Co BLOOM, J 0 Isham, Lincoln & 
Beale DSD 086 84/03/22 3pp 22760 074 24 X 

Fiche 50-436,84/03/82,84032603*1 


0 Inspection reports. IE Bulletins t< correspondence 


8403050043 Forwards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
auarenese t, strengthen corporate ability to Improve 
regulatory performance 

THOMAS, G Commonwealth Edison Co 64/02/84 KEPPLER. J O Region 
3, Office of Director 3pp 82490 139 a4X Fiche 50-000,84/02/24, 
8403050043 


--840305004* Rev 0 to "Corporate Regulatory Performance Impravement 
Plan " 

» Commanuealth Edison Co 84/02/29 22pp 22490 142 24X 

Flche: SO-ODO. 84/02/24, 8403050043 


8401190072 IE Infu Notice 84-13, "Potential Deficiency in, Motor 
Operated Valve Control Circuits b Annunciation." Sve list 
enc 1 

JORDAN, E L Division of Gmsrgency Preparedness & Engineer Ing 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York. Inc llSpp 22909 239 24X Fiche 50-000.84/02/28,0401190072 


84030*0243 Forwerdf revised Info re prsservlce exam t< testing of 
snubbers at facilities End testing program supercedes 
program provided in 820319 ltr * accepted in SEER IS 
TRAMMiT ft Commonwealth Edison Co 84/02/20 DENTOM. H R Office 
of Nuclear Reactor Regulation, Director Ip. 8251* 013 24X 

Fiche' 50-000.84/02/28, 84030*0843 


— 84030*08*7 Rev I to "Preservlee Testing (Preservice Insp) Program Plan 
for Snubbers " 

« Commo'nwealth Edison Co 63/10/21, 47pp 2391* 014 84X 

Fiche 30-000,84/02/28.8403060245 
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DOCKETED ITEMS 


B40209D007 IE Info Notice 84~Mi "Highlights of Recent Transport 
Regulator^ Revs bg DDT ti NRC ” SvC list end 

ORACEi J N Division of QAp Safeguards tc Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of Neu York> Inc 

laopp 22352 32? 24X Fit he 50-D00r Q4/03/02< 8402070007 


8402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler Bgi 
Valves to Operate " Svc list end 

JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 630103) 64/03/02 Consolidated Edison Co of Neu 

York, Inc 122pp 22553 098 24XFlche 50-000.84/03/02.8402090000 


B402090009 IE Info Notice 84-15. "Reporting of Radiological Releases " 
Svc list end 

J8RDAN.E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22SS3 217 24X Fiche 50-000.84/03/02.8402090009 


8402090011 IE Info Notice 84-17. "Problems U/Llguid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN. E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103) 84/03/05 Consolidated Edison Co of New 

York. Inc 117pp 22553 336 24X Fiche 50-000.84/03/05,8402090011 


8402090024 IE Info Notice 04-09. Rev 1. "Leisoni Cearned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 8301031 84/03/07 Consolidated Edison Co of New 

York, Inc liapp 22635049 24X Fiche 50-000, a4/03/07j 0402090024 


9402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JDRdAN. E I. Division of Emergency Preparedness tc Engineering 
Response (Post 6301031 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22584 186 24X Fiche 50-000,04/03/07,8402090020 


8402090031 IE Bulletin 84-02. "Failures of QE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNO. R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22893 094 24X Fiche 50-000,84/03/12,0402090031 


8403300026 Forwards IE Insp Repts 50-456/84-03 tc 50-457/04-03 on 
840228-0302 No noncomp 1 ianc a noted 

PAPERIELLO. C J Region 3, Office of Director 04/03/16 REED, C 
Comnonuealth Edison Co 2pp 22819 297 24X Fiche 50-456,84/03/16. 

8403300026 


“8403300033 IE Insp Repts 50-456/84-03 t, 50-457/04-03 on 840229-0302 No 
violations or deviations identified Major areas inspected 
mgt control s. QAi chemistry program t< procedures, actions taken 
re previous items of noncomp 1 1 cance tc open items 

OESTHANN. n J , 8LANINSKI.N J . SCHUMACHER, M C Region 3, Office of 
Director 84/03/15 Spp 22819 299 24X Flcht 50-456,84/03/16. 

8403300026 


8403230088 Ack receipt of regulatory performanca improvement plan 
Periodic meetings reguested to discuss progress on program 
l« provide feedback 

KEPPLER.JO Region 3, Office of Director 84/03/20 THOMAS, B 
Commonwealth Edison Co Ip 22730 161 24X FI Che 50-000,84/03/20, 

84032300BB 


— 8403230107 Forwards corporate regulatory performance Improvement plan 
THOMAS. D Commonwealth Edison Co 84/02/24 KEPPLER.J 0 Region 
3, Office of Director 3pp 22730 162 24X Fiche 50-000. 

84/03/20. 8403230088 


— 8403230126 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
For Dresden, Quad Cities. 2ion ti LaSalle Operating Nudear 
Stations It Byron 6 Qraldwood Project Operating 
Organ! lations " 

• Commonwealth Edison Co B4/02/2? 22pp 22730 165. 24X 

Fiche 50-000,84/03/20,8403230088 


8403260196 Forwards responses to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller. Inc " Quad Cities 
supplied u/plping mails from Rag Miller. Inc during const 
Evaluation end Concerns of IE Bulletin 83-06 satisfied 
BARNES. P L Commonwealth Edison Co 64/03/20 KEPPLER.J 0 Region 
3. Office of Director I9pp 22756 105 24X Fiche 50-000.84/03/20, 

B403260196 


8402090043 IE Info Notice 64-19. "Two Events Involving Unauthortiad 
Entries into PHR Reactor Cavities " Bvc list end, 

JORDAN. E L Division of Emergency Praparadntss 6 Engineering 
" ” 830103) 04/03/21 Consolidated Edison Co of Nau 

3pp 22823 229 B4X Fiche 50-000,84/03/21.8402090043 


8402090044 IE Info Notice 04-20, "Bvc Life of Relays In Safety-Related 
Sys " Svc 1 1st enc 1 

JORDAN, £ L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 50-000.04/03/21,8402090044 


0403270246 Forwards SALP Repts 50-454/83-22,50-455/83-18,50-456/83-06 t, 
50-457/83-06 for 1982 Increased emphasis reRUtred in areas 
of HVAC 1. electrical sys 

KEPPLER.J 0 Region 3, Office of Director 84/03/22 REED.C 
Commonwealth Edison Co 7pp 22770 135 24X Fiche 50-000.84/03/22, 

8403270246 


—0403270260 SALP Repts 50-456/03-06 tc 50-457/83-06 for 1982 Category 2 
assigned in areas of piping sys t. supports tc electrical 
power supply tc distribution 

* Region 3, Office of Director 04/03/22 2Spp 22770 203 24X 

Fiche 50-000.84/03/22,8403270246 


--B403270263 Forwards summary of significant findings for SALP rapt which 
will be discussed at 830613 meeting 

HIND. J A Region 3, Office of Director 83/06/08 REED.C 
Commonwealth Edison Co Opp 22770 226 24X 

Fiche 50-000.84/03/22,8403270246 


R Periodic operating reports tc related correspondence 


8403220120 Annual whole body external exposures for 1983 U/S40316 Itr 
RYBAK. B Commonwealth Edison Co 83/12/31 7pp 22716 007 24X 

Fiche 80-000,83/12/31,8403220120 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1904 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKSi U J Office of the Executive Director for Operations 
84/02/21 PALLADINO Commissioners 9pp 22492 083, 24X 

Fiche 50-000,84/02/21,8403020443 


8 Reportable occurrences. LERs 4. related corratpondence 


8403120013 Interim Deficiency Rept 64-01 re need to Improve LK Comstock 
documentation filing sys Initially reported on 840131 LK 
Comstock provided three level review to prevent Incomplete 
or unacceptable filing Final rept by B40S01 

SNARTZ.E D Commonwealth Edison Co 04/03/02 KEPPLER.J 0 Region 
3, Office of Director 3pp 22508 031 24X Fiche 50-456.84/03/02, 

8403120013 


8403140122 Part 21 rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation Indicate excessive wear caused by hunting of 
control circuitry 

DODSON, J P Pacific Air Products Co 04/03/09 Director's 
Office. Office of Inspection and Enforcement 7pp 22624.060. 24X 

Fiche 50-000.84/03/09,0403140122 


B403190193 Pinal Deficiency Rept 84-02 re Incorrectly wired 
distribution panel IDCOSE Initially reported on 840207. 

Internal wiring revised to meet approved design drawings 
Revs to be completed by June 1984 

SHARTZ. E 0 Commonwealth EdisonCo 84/03/12 KEPPLER.J. 0. Region 
3, Office of Director 2pp 22674 205 24X Fiche’ 50-456. 84/03/12, 

0403190193 


T Hearing transcripts on non-anti trust matters 


0403130222 Transcript of ACRa Subcommittee on Braldwood Station 840300 
meeting in Joliet, IL Pp 1-163 Viewgraphi end 

* ACR9 - Advisory Committee on Reactor Safeguards 04/03/08. 
lespp 22605 195 24X Fiche 50-4 56,04/03/08.8403130222. 


6403140008 Transcript of ACR8 Subcommittee on Oraiduood Station 840309 
meeting In Joliet, IL Pp 164-283 Supporting documentation 
end 

s ACR6 - Advisory Committee on Reactor Safeguards 84/03/09, 

379pp 22631 055 24X Fiche 50-456.04/03/09.8403140008. 


DOCKET BTN-50-457 BRAiDWOOD STATION. UNIT 2 


A App 1 lea tlon/cons true t ton stage documents k correspondence 


8403010106 Forwards addl info re design of Category 1 masonry uiallt. 
Rept identifies all cracks & explains why cracks do not 
compromise structural Intsgrlty of walls 

TRAMM. T R Commonwealth Edison Co 84/02/22 DENTON. H R 
of Nuclear Reactor Regulation. Director t6pp. 22436*041 
Fiche 50-000,84/02/22,0403010106 


Office 

24X 
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04O3O6O24S Foruardi revised infa re preservice exam l< testing of 
snubbers at facilities Enel testing program supercedes 
program provided In 820319 1 tr & accepted in S5ER 12 
TRAMM. T R Commonuea 1 1 h Edison Co 84/02/^28 DENTON. HI R Office 

of Nuclear Reactor Regulation. Director Ip 22916 013 24X 

Fiche 90-000.84/02/28.0403060249 


. — 8403060267 Rev 1 to "Preservice Testing (Preservice Insp) Program Plan 
for Snubbers “ 

« Cammonuealth Edison Co 83/10/21 47pp 22316 014 24X 

Fiche 90-000.04/02/20. 8403060249 


J4O3060394 Advises of changes to schedules for initial fuel loading 
of facilities Requests NRC resources be allocated to support 
fuel load after resolution of pending license appeal 
R£E0>C Commonuealth Edison Co B4/02/2S DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp 22910 190 24X 

Fiche. 90-000, 84/02/20. 0403060394 


1403090119 Foruards lupplenental response to Oeneric Ltr 03-20. 
"Requlrad Actions Based on Generic Implications of Salem 
ATW3 Events " 

3ARNE8.P L Commonwealth Edison Co 04/02/2? DENTON, H R Office 
of Nuclear Reactor Regulation. Director 26pp 22408 064 24X 

Fiche. 90-000. 84/02/29, 84030901 19 


403260182 Clarifies NUREO-0737, Item It K 3 31. in response to Oeneric 
Ltr 83-39 UestinghDuie Ouineri Group authorixed program to 
damanstrate conservatism of HFLABH small braal LOCA 
analgsas.per Itam II K 3 30 

BARNES. P L Commonwealth Edison Co. 64/03/21 EI&ENHUT. D 0 
Division of Licensing Ip 22796 1 70 24X Fiche 90 - 000. 04/03/21, 

B 403260 182 


NRC Draft/Final Environmental Statamentsi suppls & correspondence 


403130037 ACk receipt of DEG Meeting tenativalg scheduled for 040222 
For consideration by Governmental Sves Committee 
ss Illinois. State of 84/02/02 STEVENS. J A Division of 
Licensing Ipp 22613 362 24X Fiche 90-496,04/02/02.0403130037 


403060313 Provides commsnts on CES (NUREO-1026) Justification for not 
providing design analysis of seismic event requested 
ETCKISON.D Illinois. State of. Dept Nuc Bafety (formarly Dept 
Public Health) 04/02/22. Division of Llcanetng. 3pp. 

S2919 330 24X Fiche 90-496,84/02/22.8403060313 


103000227 Lists concerns on proposed water supply sys discussed In 
Dec 1983 DEB (NJREO-1086) , Inc lud 1 ng degradation of water 
q.uallty from cooling water discharge td Kankakee River 
OALLAOHER.J R Mill County, IL 84/03/02 Oivlston of Licensing 
ip. 22961*031 24X Fiche 90-496, 84/03/02, 8403000227 


03130097 Comments on DEB (NURE0“tO26) for facility DEB does 
nut completely describe fuel cycle impact l< should contain 
« tatanent re rangt of nonfatal cancer Injuries It birth 
defects Induced by fuel cycle Rn-222 

DOHERTV, J.F. Doherty, J F 84/03/07 STEVENS, J A nlvlilon of 
C_lcenslng. 2pp 22601 117 24X Fiche; 90-496, 04/03/07. 6403130097 


03130474 Forwards commanta on DES re operation of facilities Major 
wnvlron conesrns Identified during 1970s It appropriate 
nnltlgattng actions to alleviate concerna adequately 
I'efleeted. Mora data re aquatic impact should be referenced 
PENNEY, 0 Illlnoii, Btate of 04/03/06 Division of Licinslng 
%pp. 22613:397. 24X Fiche 90-496,84/03/08.8403130474. 


>3140001 Forwards comments on DES (NURCO-1026 > Comments submitted for 
Consideration by Commission per 10CFR91 

tCDONCHJSH. C L. Commonwealth Edison Co 84/03/12 Division of 
-icsnslng. 13pp. 22633:291 24X Fiche 90-496, 84/03/1 2, 8403140001 


^3200104 Discusses rsvlew of DEB. Facility will employ two PWRs 
f-9 produce up to 6890 MUt No major objections to proposed 
i^erAtlon FE8 should provide addl radwasta treatment sys 
nfa. 

ECO, L. 0. Environmental Protection Agency 84/03/12 
'OUNOBLOOD. B J Licensing Branch 1. Spp 22689 397 24X 

Iche. 90-496. 84/03/12,8403200104 


NEC Safety Evaluation Report (SERI, suppls li correspondence 


^080179 Fourth partial response to FOIA request for six categories 
F documents re facilities Forwards App A documents App B 
escument entirely withheld (ref FOIA Exemption 9) Review of 
ddl documents subj to request continuing 

^LTON. JK Division of Rules and Records 84/02/13 ANDERBON. 8 I 
d«rvay, Schubert, Adams It Barer 7pp 22903 226. 24X 

tcha: 90-000, 84/02/13, 8403080179 


--8009130793 Provides status of SER inputs 6 acceptance reviews for QL *■ 
CP applications Schedule should be met 

BURKE. M C Effluent Treatment Systems Branch 80/02/06 
KREGERi U E Assistant Oirector for Site Analysis Ip 22983 235 
24X Fiche 90-000. 84/02/ i 3, 0403080179 


0403010120 Forwards addl i n f p to 831230 lubmittal re NUREG-0737i Item 
III D 1 1. "Primary Coolant Outside Containment " Rev 
identifies portions of sys not to be tested & responds to 
NRC comments Info should close SER Confirmatory Issue 20 
TRAMM. T R Commonwealth Edison Co 84/02/22 DENTON. H R Office 
of Nuclear Reactor Regulation. Director Bpp 22432 002 24X 

Fiche 30-000.84/02/22.0403010120 


8403010286 Provides addl info re effects of local Intense precipitation 
at facilities Info resolves Confirmatory Issue A 2 
Identified in SER Reinforced concrete curbs provided at 
eitorior grade floor level doors 

TRAMM, T R Commonwealth Edison Co 04/02/22 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 22434 297 24X 

Fiche 50-000,84/02/22.8403010206 


8403260132 Submits addl info re design of hydrogen recomblners per 
Section 6 2 3 of SER Hydrogen recomblners operate in 
paral lei. ut 1 11 i Ing same suction t. eihaust piping for each 
containment Diagram enc 1 

TRAMM, T R Commonwealth Edison Co B4/02/22 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 22798 147 24X 

Fiche 50-000. 84/02/22, 0403260132 


F Security, medical, emergency & fire protection plans 


0403020190 Advises that NRC will not review emergency plana to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 010709 Generic Ltr 81-27 U/o request, entire 
plan will be placed in FDR 

YOUNOBLDDD, B J Licensing Branch 1 84/02/21 FARRAR. D L 

Comnonwealth Edison Co 2pp 22494 360 24X Fiche 90-000,04/02/21, 

6403020198 


0403120008 Advises of 040323 regional Udriishap In Rosemont. IL w/all 
Region til licensees to discuss fire protection safe 
shutdown requirements of lOCFRSOiApp R Agenda end 
SPESSARD.R L Division of Emergency Preparedness (< OperatlDnal 
Support 84/03/06 REEO.C Commonuea 1 th Edison Co 3pp 
22506 260 24X Fiche 50-496.84/03/06,0403120008 


0403260346 Rev 1 to Emergency Plan Implementing Procedure OZP 3B0-3. 
"Post-Accident Stack Sampling oP Uide-Range Gas Monitor 
(URGM) " 

*■ Commonwealth Edison Co 04/03/19 5pp 22791 035 24X 

Fiche* 90-000, 04/03/15,0403260346 


0 Adjudicatory correspondence 


B403140040 Comments of JF Doherty on DE0 (NUREO-1026) Stetemint must 
clarify if, in analysis of environ Impacts of postulated 
accidents, any credit given for applicant compliance u/any 
TMI-related requirements Related correspondence 
DOHERTY, J F Affiliation Not Assigned 84/03/07 STEVENS. J A 
Division oF Licensing 2pp 22633 120 24X Fiche 90-496.04/03/07. 

8403140040 


0403160011 Forwards C Reed 040220 ltr re schedule for fuel loading 
dates 6 notice of appearance W/o notice of appearance 
Related correspondence 

OALLOi J tsham. Lincoln St Beale OALLD, J Commonuealth Edison Co 
04/03/13 MILLER, M E , CALL THAN. A D , COLE.R F Atomic Safety and 
Licensing Board Panel 3pp 22699 160 24X Fiche 90-496.84/03/13, 

040316001 1 


8403160023 Notice of appearance in proceeding Certificate of 8vc end 
GALLO. J Commonwealth Edison Co GALLO. J Isham. Lincoln t< Baale 
04/03/13 2pp 22693 393 24X Fiche 90-456,04/03/13,6403160023 


8403260361 Notice of appearance in proceeding. Cartl flea te of Sve end 
BLOOM, J 0 Cammonwea I th Edison Co BLOOM. J 0 Isham. Lincoln St 
Beale OSB 086 64/03/22 3pp 22760*074 24X 

Fiche 90-496.04/03/22,0403260*361 


Q Inspection reports. IE Bulletins St correspondence 


8403090043 Forwards Rav 0 to "Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
awareness St strengthen corporate ability to improve 
r egulatory performance 

THOMASi B Commonwealth Edison Co S4/02/24 KEPPLER. J, 0 Regio-n 
3, Office of Director 3pp 22490 139 24X Fiche 90-000,94/02/24. 

6403050043 
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DOCKETED ITEMS 


--84030500-46 Rev 0 to "Corporate Regulatorg Performance Improvement 
Plan “ 

* Commonuealth Ed l eon Co 34/02/29 22pp 22490 1 42 24X 

Flche 50-000,84/02/24,3403050043 


B4D1190072 IE Info Notice B4-I3. "Potential Deficiency In Motor 
Operated Valve Control Circuits V Annunciation “ Svc list 
enc I 

JDRDAN.E L Division of Emergency Preparedness tc Engineering 
Besponse {Post 030103) 34/^02/28 Consolidated Edison Co of New 

Yiorl. Inc 115pp 22909 239 24X Flche 30-000,04/02/23,0401190072 


04031)60243 Foruards revised info re preservice exam 1, testing of 
snubbers at facilities Enc i testing program supercedes 
program provided in 020319 1 tr 6 accepted in 6SER 12 
TPAMM, T R Commonuealth Edison Co 84/02/20 DENTON, H fi Office 
of Nuclear Reactor Regulation, Director Ip 22516 013 24X 

Flche 50-000.34/02/20,0403060245 


— 8403060267 Rev 1 to "Preservice Testing IPreservice Insp) Program Plan 
for Bnubbers " 

» Commonwealth Edison Co 83/10/21 47pp 22516 014 24X 

Flche 50-000,84/02/23,0403060245 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs bg DDT t NRC " Svc list encl 

GRACE. V N Division of QA, Safeguards 8< Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New York, Inc 

I30pp 22552 329 24X Flche 50-000,04/03/02,8402090007 


8402090000 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sgs 
Valves to Operate " Svc list encl 

JORDAN.E L Division of Emergency Preparedness t> Engineering 
Response (Post 0301031 04/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 093 24X Fiche 50-000,84/03/02.8402090000 


0402090009 IE Info Notice 04-15, "Reporting of Radiological Releases " 
Svc List encl 

JORDAN.E U Division of Emergency Preparedness & Engineering 
Response IPost 0301031 04/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22553 217 24X Flche 50-000,04/03/02,0408090009 


0402070011 IE Info Notice 04-17. "Problems W/Llq,uld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDAN.E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) a4/O3/03 Consolidated Edison Co of New 

York. Inc 117pp 22553 336 24X Flche 50-000,84/03/05.9402090011 


8402090024 IE Info Notice 04-09, Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Bys " Svc list encl 
JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc 11 Bpp 22635 049 24X Flche 50-000,84/03/07,0402090024 


B40209002B IE Info Notice 04-18, "Stress Corrosion Cracking In PWR 
Sys “ Svc list encl 

JORDAN.E L Division of Emergency Preparedness t< Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York. Int 1 ISpp 22584 186 24X Flche 50-000.04/03/07.0402090028 


8402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 094 24X Fiche 50-000.04/03/12,0402090031 


6403300026 Forwards IE Insp Repts 50-456/84-03 & 50-457/04-03 on 
640228-03 02 No none omp 1 1 anc e noted 

PAPERIELLO, C J RBgio.n 3, Office of Director 04/03/16 REED, C 
Commonwealth Edison Co 2pp 22019 297 24X Flche 50-456,84/03/16. 

8403300026 


-B403300033 IE Insp Repts 50-456/84-03 «< 50-457/04-03 on 040220-0302 No 
violations or deviations identified Major areas Inspected 
mgt controls. OA. chemi stry program t procedures, ac tlons taken 
re previous items of noncomp llcance tt open Items 

OESTMANN.M J . SLAWINSKl.W J , SCHUMACHER, M C Region 3, Office of 
Director 84/03/15 8pp 22819 299 24X Fiche 50-456,84/03/16, 

8403300026 


8403230080 Ack receipt of regulatory performance Improvement plan 
Periodic meetings requested to discuss progress on program 
provide feedback 

KEPPLERiJ 0 Region 3. Office of Director 84/03/20 THOMAS, D 
Comnonuealth Edison Co Ip 22730 161 a4X Flche 50-000,84/03/20, 
8403230088 


— 0403230126 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
For Dresden. Quad Cities. Zion 6 LaSalle Operating Nuclear 
Stations 6 Byron h Oraldwood Project Operating 
Organ! lat Ions " 

» Commonwealth Edison Co E14/02/29 22pp 22730 165 24X 

Flche 50-000.04/03/20,0403230088 


0403260196 Foruards responses to IE Bulletin 03-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " Quad Cities 
supplied w/piping matls from Ray Miller, !nc during const 
Evaluation encl Concerns of IE Bulletin 03-06 satisfied 
BARNES, P L Commonuealth Edison Co B4/03/20 KEPPLERi J G Rag ton 
3, Office of Director 19pp 22756 IBS 24X Fiche 50-000,84/03/20. 
0403260196 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorliad 
Entries into PNR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Flche 50-000,84/03/21.8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Bve I i st enc 1 

JORDAN, £ L Olvislon of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc 135pp 22933 001 24X Flche 50-000,84/03/21.0402090044 


8403270246 Forwards SALP Repts 50-454/83-22,50-455/83-10,50-456/83-06 t< 
50-457/83-06 for 1982 Increased emphasis required in areas 
of HVAC t< electrical sys 

KEPPLER.J 0 Region 3. Office of Director 84/03/22 REED, C 
Commonuealth Edison Co 7pp 22770 135 24X Flche 50-000,04/03/22, 

8403370246 


—8403370260 SALP Repts 50-456/83-06 ti 50-457/83-06 for 1982 Categary 2 
assigned In areas of piping sys t, supports & electrical 
power supply ti distribution 

s Region 3, Office of Director 04/03/23 2Spp 22770 203 24X 

Fiche 50-000,64/03/32,8403270346 


— 8403370263 Forwards summary of significant findings for BALP repfc which 
will be discussed at 830613 meeting 

HIND, J A Region 3, Office of Director 03/06/08 REED. C 
Commonwealth Edison Co 3pp 22770 228 24X 

Fiche 50-000,84/03/22,0403270246 


R Periodic operating reports 8, related correspondence 


8403220120 Annual whole body external eiposures for 1983 U/840316 I tr 
RYBAK. 0 Commonwealth Edison Co 83/12/31. 7pp 22716 007 24X 

Fiche 50-000,03/12/31,8403220120 


0 Reportable occurrences, LERs t, related correspondence 


0403130013 Interim Deficiency Rept 84-01 re need to improve LK Comstock 
documentation filing sys Initially reported on 840131 LK 
Comstock provided three level review to prevent incomplete 
or unacceptable Piling Final rept by 840501 

SHARTZ, E D Commonwealth Edison Co 84/03/02 KEPPLER.J 0 Region 
3, Office of Director 3pp 22588 031 24X Flche 50-456,04/03/02. 

8403130013 


6403190193 Final Deficiency Rept 04-02 ro incorrectly wired 
distribution panel IDC05E Initially reported on 840207, 

Internal wiring revised to meet approved design drawings 
Revs to be completed by June 1904 

SWARTZ. E D Commonwealth Edison Co 04/03/12 KEPPLER.J, 0 Region 
3, Office of Director 2pp 22674 205 24X Flche 50-456.84/03/12. 

8403190193 


T Hearing transcripts on non-anti trust matters 


8403130222 Transcript of ACR8 Subcommittee on Braldwood Station 840308 
meeting in Joliet. IL Pp 1-163 Vlewgraphs end 
• ACR8 - Advisory Committee on Reactor Safeguards 84/03/08 
laspp 22605 195 24X Fiche 50-456.84/03/08,8403130222 


8403140008 Transcript of ACRS Subcommlttie on Oraldwood Station 840309 
meeting in Joliet, IL Pp 164-283 Supporting documentation 
enc 1 

• ACRB - Advisory Committee on Reactor Safeguards 84/03/09 
379pp 22631 055 24X Flche 50-456,84/03/09,8403140008 


8403230107 Forwards corporate regulatory performance Improvement plan 
THOMAS, B Commonwealth Edison Co 84/02/24 KEPPLER.J 0 Region 
3. Office of Director 3pp 22730 162 24X Flche 50-000, 

84/03/20. 0403230080 



DOCKETED ITEMS 


DOCKET BO-4 58 RIVER BEND STATION. UNIT 1 


A App 1 ic at ton/cons tri/ctl dD stage documents & correspondence 


8400070061 Foruardt responses to Containment Bg s Branch Questions 480 7 
it 480 16 re PRV & major components tc suppression pool bgpass 
laakage & FEAR revs to be Included tn next amend 
BOOKER. J E Oulf States Utilities Co 04/03/17 DENTON. H R 
Offlca of Nuclear Reactor Regulation. Director 16pp 33B41 310 
24X Flcha: SO-458. 84/03/17. 84 03070061 


B4030B037B Forwards responses to NRC 04D1O6 questions re F8AR revs, 
including info re training staff qua I i ficatl ons. OA staff 
qual 1 f ic atl ons. f ire protection training 6 conformance to 
Reg Outdo 8 13 Proposed revs to FEAR also end 
BOOKER. U E Gulf States Utilities Co 64/03/17 DENTON. H R 
Offlca of Nuclear Reactor Regulation. Director 43pp 33956 300 
24X Fiche 30-458. 04/03/17- 0403080373 


8403070390 Foruiards request for addl info re spent fuel rack welding 
details *« structural design- based on review of application 
for OL 

8CHWENCEH.A. Licensing Branch Z 84/03/23 CAHILL, H J . 

BOOKER, J E Gulf States Utilities Co Spp 2ZS64 137 24X 

Fiche 30-458, 84/02/23. 8403070350 


8403010321 Notifies that structures adjacent to Unit 3 excavation area 
under analgais for effects of excavation ponding per revised 
design basis flood analgsis Ponding will not produce 
significant addl structural loads 

BODKERtJ. E Gulf States Utilities Co B4/D3/Z7 DENTON. H R, 

Office of Nuclear Reactor Regulation, Director Ip 33433.101 24X 

Ficha. 90-498, 84/02/27. 8403010321 


8403070052 Forwards clarifications to Procedures ft Sgs Review Branch 
questions. Changes to FSAR will be incorporated in next 
amend 

BOOKER, 0 E Gulf Etates Utilities Co 84/03/37 DENTON, K R 
Office of Nuclear Reactor Regulation, Director Zipp 22941 102 
Z4X Fiche; 90-498-84/02/27.8403070052 


8403020294 Provides info re status of generic t( plant-specific work 
concerning containment issues raised by Humphreys. par util 
830019 commitment Status rept will be provided by 840731 
BOOKER, J E Oulf States Utilities Co, 04/02/20 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 32440,068 SAX 
Fiche* 50-458, 84/02/28, 8403030294 


0403090078 Forwards "Historical t. Archaeological Investigation of Ruins 
of Nineteenth Century Sugar Mill tl6WF-36> in West 
Feliciana Parish, LA " Determl nat i on re Natl Register 
eligibility requested 

BOOKER, U E Oulf States Utilities Co 84/03/01 DEBLIEUX.R, B 
Louisiana, State of Ip 33485 153 24X Fiche 90-458,84/03/01. 

B4030 50078 


— 84030500B1 "Historical it Archaeological Investigation of Ruins of 
Nineteenth Century Sugar Mill (16WF-36> in West Feliciana 
Parish. LA " 

SHUMAN. M K Affiliation Not Assigned ORBER, C E Louisiana State 
Unlv 84/02/10 96pp 32485 153 24X Fiche 30-458,04/03/01, 

8403050078 


8403070010 Forwards calculated methodology for source terms it source 
dlstrlbuti on pathways bated on design basis LOCA for 
equipment qualification radiation environs 

BOOKER. J.E Oulf States Utilities Co B4/03/01 DENTON. H R 
Office of Nuc 1 ear Reactor Regulation, Director Spp 33947 332 
24X Fiche 50-450,04/03/01,8403070010 


0403130190 Forwards response to NRC 801322 request for review of 
control* for handling heavy loade.at committed to In 830809 
Itr Response to item* In Section 3 1 of 0O12S3 Itr also 
•nc I 

BOOKER# J E. Oulf States Utilities Co 84/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 63pp 33606*063 
24X Fiche 50-498,84/03/01,0403130190 


8403210069 Forwards responses to Power Sys Branch request for addl info 
re matl contained In 031230 6 840210 c orreipandence. 

Including diesel generator operations training Ic fuel oil 
storage tank Changes will be Incorporated in FSAR amend 
BOOKER, J E Gulf States Utilities Co. 04/03/09 DENTON. H R 
Office of Nuclear Reactor Regulation, Director igopp 23702 124 
24X Fiche 50-458,84/03/09.0403210069 


S40326O1SO Forwards operating shift experience tables.per DF Bchnell 

request 

ODELL, U H. Qulf States Utilities Co, B4/03/06 THOMPSON, H 
Olvision of Human Factors Safaty 9pp 22791 046 24X 

Fiche. 90-458, 84/03/06, 8403260180 


S4033DD292 Summary of 840215 meeting w/util in Bethesda. MO re Power 
Sys Branch review items Topics discussed re mechanical & 
electrical areas identified Attendee list end 

WElNKAMi £ U Licensing Branch 2 84/03/06 Licensing Branch 2 

5pp. 32844 331 24X Fiche 90-458.84/03/06,8403300393 


6403300034 Forwards response to Power 8y8 Branch request for addl 
info re communications sys. lighting sys t. circuit 
configuration curves Written changes to FSAR text, including 
table t< figures, also enc 1 

BOOKER, J E Oulf States Utilities Co 84/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 33pp 226BS 149 
24X Fiche 30-498.84/03/07.6403300034 


8403260291 Forwards organiiatlon charts re corporate struc ture, plant 
adminis trail ve structure 6 project mgt structure Changes 
will be supplied In form of FSAR text rev In future 
submittal Si FSAR amend 

BOOKER. J E Qulf States Utilities Co 64/03/16 DENTON. H R 
Office of Nuclear Reactor Regulation. Director ip 32791 070 
Fiche 30-496.84/03/16,3403360391 


8403220209 Forwards Army Corps of Engineers 831127 Itr re Old River 
Control project, in response to NRC request. Oamag e sustained 
by low sill structure In 1973 resolved W/four overslie 
brochures Aperture cards are available in PDR 
BOOKER, J E Gulf States Utilities Co 64/03/19 DENTON, H R 
Office of Nuclear Reactor Regulation# Director I3pp 22710 193 
Z4X Fiche 90-490,84/03/19,8403230209 


E NRC Safety Evaluation Report (BER>, suppls 1< correspondence 


8403070063 Forwards supplemental responses to requests for addl info 
draft SER open items, id ent 1 f led by Mechanical Engineering 
Branch In 631239 Itr Where i nd icated, resp onse s will be 
provided in future amend to FSAR 

BlOOKER, J E Oulf States Utilities Co 84/03/31 DENTON. H R 
Office of Nuclear Reactor Regulation. Director S9pp 22946 014 
24X Fiche 50-498.64/02/21.8403070063 


6403130069 Forwards responses to open Items in Auxiliary Sy* Branch 
draft SER ti NRC 010005 & 1231 requests for addl Info 
Responses supplement util 831201.30 h 840302 eubmittals 
BOOKER, J E Oulf States Utilities Co 84/03/06 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 29pp 32615*223 
24X Fiche 50-458.84/03/06,6403130069 


6403190017 Forwards response to NRC 640123 position re drgudll/ 
containment purge sys Discussions held on 840131 w/ 

Containment Sys Branch clarified bases for position & 
detailed util responses for input to SER 

BOOKER, J E Oulf States Utilities Co 84/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 32665 354 
24X Fiche 30-458,84/03/13,0403190017 


F Security, medical, emergoncy $< fire protection plans 


8403260060 Forwards IE Coordination Meeting Rept 50-498/03-10 on 
631003 No Violations or deviations identified 

JOHNSON, E H Region 4, Office of Director 64/01/13 CAHILL. W J 

Oulf States Utilities Co 2pp 23746 360 Z4X 

Fiche 50-450.64/01/12.8403360060 


— 6403260068 IE Coordination Meeting Rept 50-498/83-18 on 831003 No 
Violations or deviations identified Details withheld (ref 
10CFR2 790). 

KELLV, J A . HALL. R E . CRGSSMAN, W A Region 4. Office of Director 
83/12/30 ip 22746 362 24 X Fiche 50-458.64/01/12,8403260060 


6403260217 Forwards IE Insp Rept 50-458/84-03 on 040109-13 No 
violations or deviations noted 

JQKNSaN.E H Region 4, Office of Director 64/02/06 CAHILL. W 

Gulf States Utilities Co 2pp 23756 154 24X 

Fiche, 50-456. 04/02/06. 8403260217 


—8403260330 IE Insp Rept 50-458/64-03 on 840109-13 No violations or 
deviations noted Major areas Inspected physical security 
plan t. Implementing procedures Details withheld 
iref 10CFR73 31 ) 

EVANS. C A , KELLY, J A , CR6BSMAN, U A Region 4, Office of 
Director 64/02/06 Ip 32756 196 24X Fiche 50-498.04/02/06, 
8403260217 


S40305014S Notifies that NRC will provide Inspectors to observe onsite 
aspects of periodic exercises for emergency preparedness ! 

Scenario fop submissian of info listed I 

COLLINS, J T Region 4, Office of Director 84/02/09 CAHILL, W J' 

Gulf States Utilities Co 2pp 22407 310 24X 

FUhe 90-458,64/02/09,8403050145 
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DOCKETED ITEMS 


8403030378 For-uarJs responses to NRC B40106 queitjons re FSAR revsi 
InclU'dlng info re trainln-g etaff quail flea tl ons. OA staff 
quail f 1 cat 1 ansi fire protection training Si conformance to 
Aeg Guide B 13 Proposed revs to FSAR also end 
BOOKER. J E Gulf States Utilities Co Bq/02/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 42pp 22956 200 
24X Fiche 90-498.84/02/17,0403080370 


S4031304B6 Forwards addl Info re Generic Ltr 02-33, "Suppl 1 to NUREO- 
0737 - Requirements for Emergencg Response Capability " 

Info suppls emergency operating procedures generation 
package submitted 030931 

BOOKER, J E Gulf States Utilities Co 84/02/27 DENTON, H fi 
Office of Nuclear Reactor Regulation, Director 4pp 22614 009 
24X Fiche 30-450,04/02/27,0403130486 


— 0403130487 Rev 1 to Procedure ADH-0003, "Development, Control t, Use of 
Procedures " 

HAnnOND. E Gulf States Utilities Co 04/02/13 38pp 22614 013 
24X Fiche 30-450,84/02/27,0403130406 


8403140186 Notification of 840314 meeting u/utll I, 5t,U in Bethesda.MO 
to discuss design of control room u/respect to fire 
protection alternate S, safe shutdown 

MEINKAM.E J Licensing Branch 2 84/03/02 SCHWENCER.A Licensing 

Branch 2 Dpp 22637 352 24X Fiche 50-490,04/03/02,8403140196 


8403130393 Forwards Rev 2 to physical security plan ti eiplanation of 
major changes to facilitate review Rev t< eiplanation 
withheld (ref iaCFR2 790) 

CAHILL, bi J Gulf States Utilities Co 84/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 22616 273 24X 

Fiche 50-4 58,84/03/07,8403130393 


G Adjudicatory correspondence 


8403140009 Forwards offsite emergency planning Contentions 1-12 

WATKINS. L 0 Watkins, L D 04/03/09 Atomic Safety and Licensing 
Board Panel Ip 22633 267 24X Fiche 50-450,04/03/09,0403140009 


— 8403140012 Proposed emergency planning Contentions 1-12, id en tlfy ing 
major flaws in emergency plan CertlMcate of Sve end 
IRVINO.S H . MATKINS.L B , P lERCE, J W Joint Interveners - River 
Bend 84/03/13 Atomic Safety and Licensing Board Panel 20pp 

22633 268 24X Fiche 50-490,04/03/09,0403140009 


8403290392 Answer opposing Joint Intervenors 8403D9 contentions re 
offsite emergency planning No contention meets basis & 
specificity requirements of 10CFR2 714 M/svt list 

METTERHAHM. M J Gulf States Utilities Co HETTERHAHN, M J Conner Si 
Wetterhahn D5B 193 84/03/26 Atomic Safety and Licensing Board 

Panel GBpp 22B14 342 24X Fiche 50-458,84/03/26,0403290392 


B403300025 Order establishing purpose Of 040418 prehearing conference 
Served on 840329 

COTTER, D P Atomic Safety and Licensing Board Panel 84/03/20 
3pp 22622 iB2 24 X Fiche 50-458,84/03/28,8403300023 


H Antitrust correspondence 


8403220271 Requests c I ar if i cat t on ti/or comments on listed items or 
documents as result of review of updated responses to Reg 
Guide 9 3, per entltrust review Response requested within 14 
days from ltr date 

REGAN, W H Site Analysis Branch 04/03/12 CAHILL, W J Gulf 
Btates Utilities Co 3pp 22723 319 24X Fiche 30-438,04/03/12, 

8403220271 


8403280161 Ack receipt of 630915 li 840203 Urs responding to NBC 
request for addl info re antitrust review Listed addl info 
requested within 14 days of ltr receipt Si prior to setting 
up meeting to resolve issues 

RECAN, W H Site Analysis Branch 84/03/12 SPIEGEL, G Spiegel, G 
2pp 22809 292 24X Fiche 50-458,04/03/12,8403280161 


8403260032 Forwards response to 840312 request for addl info re 
antitrust review ti draft proposed reliability coordination 
agreement Draft agreement prepared by Middle South Utils 
unacceptable 

CAHILL, W J Gulf States Utilities Co 04/03/23 REGAN, W H Siting 
Analysis Branch. 1.673pp 22770 116 24X Fiche 50-498,04/03/23, 

0403280032 


8403290176 Forwards add! mails requested in NRC 040312 ltr re antitrust 
review Util attempting to lock St Martinvtlle into renewed 
long-term commitment 

OUTTMAN. D Spiegel SiMcDiarmld 84/03/26 REGAN, W Site Analysis 
Branch 226pp 22002 2tO 24X Fiche 50-438,84/03/26,0403290176 


Q Inspection reports, IE Bulletins 6 correspondence 


0403260060 Forwards IE Coordination Meeting Rept S0-49B/B3-1B on 
831003 No violations or deviations identified 

JOHNSGN.E H Region 4, Office of Director 84/01/12 CAHILL, W J 

Gulf Stales Utilities Co 2pp 22746 360 24X 

Fiche 50-450,84/01/12.0403260060 


—8403260060 IE Coordination Meeting Rept 50-450/03-18 on 831003 No 
violations or deviations identlfiod Details withheld (ref 
10CFR2 7901 

KELLY, J A , HALL, R E , CR 08 SMAN, M A Region 4, Office of Director 
03/12/30 ip 22746 362 24X Fiche 50-458,84/01/12,8403260060 


8403260217 Forwards IE Insp Rept 50-450/04-03 on 840109-13, No 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director 04/02/06 CAHILL. M 

Gulf States Utilities Co 2pp 22756 154 24X 

Fiche 50-450,04/02/06,8403260217 


— 0403260220 IE Insp Rept 50-458/84-03 on 040109-13 No violations or 
deviations noted Major areas inspected physical security 
plan tt implementing procedures Details withheld 
(ref 10CFR73 21 ) 

EVANS.C A , KELLY, J A , CROSSMAN. M A Region 4, Office of 

Director 84/02/06 Ip 22756 156 24X Fiche 90-458,04/02/06, 

8403260217 


0403050129 Forwards IE Insp Rept S0-4SB/B3-21 on 831 1 18-8401 20. No 
violations or deviations noted 

JOHNaON.E K Region 4, Office of Director, 04/02/14 CAHILL.W J 
Gulf 0tates Utilities Co 2pp 22489 102 24X 

Fiche 50-450,84/02/14,0403050129 


— 0403050134 IE Insp Rapt 50-450/03-21 On 831118-040120 No Violations 
or deviations noted Major areas inspected site tour, 1 tcensee 
identified deficiency rept, safety-related piping 6 hanger 
installation ti electrical cable 6 raceway installation. 

FARRELL, R E , CROSSMAN, M A Region 4, Office of Director 

84/02/14 Spp 22409 104 24X Fiche 50-450,84/02/14,8403050129 


0403120065 Forwards IE Insp Rept 50-490/83-22 on 831201-040131 l< notice 
of violation 

JOHNSON, E H Region 4, Office of Director 84/02/22 CAHILL, H J. 

Gulf States Utilities Co 2pp 22506 292 24X 

Fiche 30-450,84/02/22,0403120068 


—0403120067 Notice of violation from Insp on 831201-840131. 

• Region 4, Office of Director 84/02/22 3pp 22506 294 24X 

Fiche 50-430,84/02/22,8403120065 


—8403120072 IE Insp Rept 50-458/83-22 nn 831201-840131 Violation 
identified failure of followup action in audit program 6 
records of activities affecting quality not identifiable or 
retrievab lo 

CHAMBERLAIN, D , CRD8SMAN, U A Region 4, Office of Director 
84/02/21 Spp 22506 297 24X Fiche 50-458,84/02/22,8403120065 


0401190072 IE Info Notice 84-13, “Potential Deficiency in Kotor 
Operated Valve Control Circuits li Annunciation “ Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparednest 6 Engineering 
Response (Post 8301031 04/02/28 Consolidated Edison Co of New 

York, Inc 11 Spp 22909 239 24X Fiche 50-000,84/02/30,8401190072 


0402090007 IE Info Notice 84-14, “Highlights Of Recent Trensport 
Regulatory Revs by DOT b NRC “ Eve list end 

GRACE, J N Division Of QA, Eafeguards b Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co. of New York, Inc. 

t30pp 22SS2’329 24X Pichs 50-000,04/03/02,0402090007. 


8402090008 IE Info Notice 04-16, "Failure of Automatic 0prlnkter 8ys 
Valves to Operate “ Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response {Post 830103) 04/03/02 Consolidated Edison Co. of New 

Vorlt. Inc, 122pp 22553 098 24X Fiche, 50-000, 84/03/02, 0402090000 


0402090009 IE Info Notice 84-15. "Reporting of Radiological Ralaasas ” 
8vc list end, 

JORDAN, E.L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 ConsoUdeted Edison Co. of New 

York, Inc 119pp 22553 217 24X Fiche 50-000,84/03/02,8403090009 


8402090011 IE Info Notice 04-17, “Problems H/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list end 
JORDAN, E L Division of Emergencij Preparedness b Engineering 
Response (Post 030103) 84/03/09. Consolidated Edison Co. of New 

York, Inc 117pp 22593 336 24 X Fiche. 50-000, 04/03/09, 8402090011 
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84OS09DO34 tE Info Notice B4~D7i Rev la "Lessons Learned P’T'on Insps of 
Fire Protection safe Shu-tdown Si/s '' Svc list end 
JORDANi E U Division of Emergencg Preparedness &> Engineering 
Response (Post B3Dlt>3> 84/03/D7 Consolidated Edison Co of Neu 

Yort. Inc llSpp S2639 049 24X Fiche 50-000, a4/’03/07. 0402090034 


04OZO7OO3EF IE Info Notice 04-18, "Stress Corrosion Cracking in PNR 
ays Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response IPoit 830103) 84/03/07 Consolidated Edison Co of Neu 

York, Inc 118pp 33504 leii 24X FlcPe 50-000.84/03/07,0402090038 


B403130438 Act receipt of 840306 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Hept 50-458/83-30 
JOHNS DN, E H Region 4, Offite of Director 84/03/08 CAHILL, W J 
Oelf States Utilities Co Ip. Sa&la 318 34X Fiche 90-458, 

84/03/08. 8403130438 


— 8403130448 Responds to NRC 840105 Itr re violations noted in IE Insp 
Rept 50-458/83-30 Corrective actions FEAR changed per 
Change Notice F9 3 9, Rev 1. to accurately reflect loading 
calculation 

CAHILL. N.J Oulf States Utilities Co 84/03/06 COLLI Na.J T 
Region 4, Office of Director 4pp. 32613 319 34X 

Fiche 30-458,84/03/08,0403100430 


8402090031 lE Bulletin 84-02, “Failures of OE Type HFA Relays In Use in 
Class IE Safety 8ys " Svc list end 

DEYOUND,A C. Director's Office, Office of Inspection and 
Enforcement 84/03/12 C onio 1 Ida ted Edison Co of New York, Inc 
134PP 22823.094 24X Fiche 50-000,84/03/12,8402090031. 


8403160235 Forwards vendor insp repts identifying concerns found by 
Vendor Program Branch during imp of vendor activities 
Evaluation of significance of findings re iiuality U 
acceptability of product or svc requested 

JOHNSON, E H Region 4, Office of Director B4/03/£a CAHILL, M B 

Oulf States Utilities Co 2pp £2661 043 24X 

Fiche 50-458,84/03/13,8403160235 


8402090043 IE Info Notice 04-19, “Two Events Involving Unaut hor i rod 
Entries into PUR Reactor Cavities '* Bvc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Respenie (Post 8301031 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229. 24X F i che , 50-000, 84/03/21 , 0402090043 


8402090044 IE Info Notice 84-20, "SVc Life of Relays in Safety-Related 
Bys " Bvc lilt end 

JORDAN, E L Diviilon of Emergency Praparedness & Engineering 
Responee CPost 030103) 84/03/21 Consolldatad Edison Co af New 

York, Inc 135pp 22933 001 24X Fiche' 30-000, 04/03/21 , 8402090044 


0403270070 Ack receipt of 840217 Itr informing NRC of steps takan to 
Cdrract vidlatloTii noted 1|> IE Insp Rapt 50-458/83-19 
JOHNSON, E.H Rag Ion 4, Office of Director. 84/03/23 CAHILL, N J 

Oulf Btatei Utilities Cq tp 22766 327 24X Fiche 50-458, 

84/03/23, 8403270070. 


— 8403270076 Responds to NRC 840120 Itr re violations noted in IE Insp 
Rept 50-458/83-19 Corrective sctloni Proceis Requirement 
Bheet (PRB) 2 re socket welds revised It imp personnel 
retrained to requirements of OAI 10— I & PRB-03, Rev 7, 

CAHILL.N. J Oulf States Utilities Co. 84/02/17 CDLLINS.JT 
Rsglon 4, arfice of Director. 4pp 22766:328 24X 

Fiche 50-458,84/03/23,8403270070. 


R. Periodic operating reports it related correspondence 


S403020443 Forwards monthly status rept of offsite tmargsncy 
praparedness for OL rsvlsus for Jan 1984 Changes in FEHA 
finding dates not caused by delay due to offsite emergency 
planning issues. 

DiRCKB, W. J Office of the Executive Director for Operations 
84/02/21, PALLADINO Commissioners 9pp 22492.083. 24X 

Fiche. 50-000, 84/02/21 , 8403020443 


B. Reportable occurrences, LERs t« related correspondence 


€403010451 Infarms Commission of problems w/emergency diesel generators 
nfg by Trensamerlea Dtlaval, Inc 

DIRCKB, N. J Office of the Executive Director for Operations 
aECV~a3-034 04/01/25 4pp. 22433 347 24X Fich e 50-000, 84/01 /2S, 

8403010451. 


€403010073 Interim Deficiency Rept DR-147 re end attachment ef pipe 
support component eupplled bv Bargcn-Patsrsan. Investigation 
continuing. Next ropt expected by 840403 

BOOKER, J.E. Oulf States Utilities Co. 84/02/23 COLLINS, J. T, 
Region 4, afftei of Director. Ip, 22432*001, 24X 

Fleha: 50-450, 04/02/23,8403010073. 


8403010228 Interim Deficiency Rept DR'134 re four liras located at 
outlet of each RHR sys HX shell Investigation Incomplete 
Next statue rept will be submitted by 840429 

BOOKER, J E Oulf States Utilities Co 84/02/ 23 COLLINS. JT 
Region 4. Office of Director Ip 22435 176 24X 

Fiche 50-458.84/02/23,8403010228 


8403010379 Interim Deficiency Rept DR-162 re ABQLIO trip coils supplle 
by Oauld Inves t Iga t ion incomplete Next rept will be submittd 
by 040430 

BOOKER, J E Oulf States Utilities Co 84/02/23 COLLINS. J T 
Region 4, Office of Director Ip 82434 001 24X 

Fiche 50-458.64/02/23.8403010379 


8403010207 Forwards "Investigation of Types AF 6 fE Piston Skirts," pei 
Transamerica Dolaval.lnc Owners Sroup program commitments 
Rept evaluates cracks in AF piston skirts in Shoreham 
Orand Oulf Nuclear Power Sta tiers 

HOSELER.N J TDI (Transamerica Delaval, Inc ) Duners Group 
84/02/27 DENTON.H R Office of Nuclear Reactor Regulation. 
Director 3pp 82434 090 S4X Fiche 50-000,84/02/87.8403010207 


B40301031B Forwards task descriptions for 16 known probleims re 
Transamerica Delaval, Inc emergency diesel generators 
KUSELERiM J TDI (Transamerica Delaval, Inc ) Ouners Oroup 
84/02/28 DENTON.H R Office of Nuclear Reactor Regulation, 

Director 42pp 82435 177 24X Flcbe 50-000,84/02/88.8403010218 


8403060320 Final Deficiency Rept DR-92 re Category 1 stainless steel 
thermowella supplied by PYCO, Inc Condition not reportable 
per 100FR90 S5<e) 

BDQKER, J E Oulf States Utilities Co 84/02/88 COLLINS. JT 
Region 4, Office of Director Ip 28517 362 24X 

Fiche. 50-4 58,84/02/28, 8403060320 


8403130264 Interim Deficiency Rept DR~i89 re Agastat relays W/CR0099 
bases supplied by OE Investigation Incamplcte Next rept will 
be submitted by 840427 

BDDKER. J E Oulf States Utilities Cd 84/02/88 COLLINS, JT 
Region 4, Office of Director Ip 22607 130 24X 

Fiche* 90-4 58, 84/02/28, 8403130264 


0403130175 Interlir Deficiency Rept DR-163 re set screw over bey on 
drive hub for overspeed governor fuel transfer pump drive in 
standby dtesel genarator A supplied by Transamerica Delaval. 

Inc Investigation Incomplete Next rept by 840430 

DODKERi J E Qulf States Utilities Co 84/03/02 CDLLINS.JT 

Region 4, Dfflce of Director Ip 82615 298 24X 

Fiche 90-458,84/03/02,8403130175 


0403140048 Forwards “Orand Gulf Component Tracking Bys," “Shoreham 
Component Tracking Bys" b "Transamer lea Delaval, Inc 
Diesel Generators Owners Group Program Plan," to resolve 
concerns u/emergency diesel generators 

HU8ELCR, U J Long Island Lighting Co 84/03/02 DENTON, H K 
Office of Nuclear Reactor Regulation. Director 2pp 22686 062 
24X Fiche SO-OOOi 04/03/02, 8403140048 


— 8403140099 "Transamerica Delaval, Inc Diesel Generators Owners Oroup 
Program Plan " 

a TDI (Transamer I ca Delaval, Inc 1 Owners Oroup 84/03/02 
86lpp 22620 223 24X Fich e 50-000, 84/03/02, 8403140048 


8403160310 Interim Deficiency Rept DR-164 re intermixed electrodes 
Investigation incomplete Next rept by 840429 

BDDKER, J E Oulf States Utilities Co 84/03/07 COLLINB, J T 
Region 4, Office of Director ip 22660 2 7 3 24X 

Fiche 50-450,84/03/07,8403160310 


8402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 & 16 mtetings between NRC 6 
Traniamerlca Delaval, Inc ITDII Ouners Group. Distribution 
list enc 1 

EISENHUT.D 0 Division of Licensing 04/03/12 PALLADINO 
Commiisloners 5pp 22708 001 24X Fiche. 50-000. 84/03/12, 

8402090039 


--B403060536 Forwards summary of 040210 meeting w/Transamerl ca Delaval. 
Inc Duners Oroup in Bethesda.MO re problems u/emergcncy 
dlesal generators 

CARUSO, R. Llcsnslng Branch S 84/02/27 O'REILLY. J P. NRC - No 
Detailed Affiliation Given 6pp 22708’ 006. 24X 

Fiche: 50-000, 84/03/12, 0402090039 


— 8403060554 Transcript of B40210 meeting u/Transanytrlca Delaval, Inc 
Owners Group in Bethesda, MD re problems w/emergtncy diessl 
g ensrator s 

e NRC - No Detailed Affiliation Oiven 04/02/10, i47pp 
67201 000 24X Fiche 50-000,84/03/12,0402090039 
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‘--8403070409 Summaru of 840216 mieting u/Tranianierlca Delavalitnc Duners 
group In Mailing RiveriNY rt program plan to ettablish 
raliabllity of dU*B) gantrator* Agondai maotlng transcript t< 
attendancB Hit and 

MILLER. M A Llcinitng Branch 4 84/02/37 LIceniing Branch 4 

Bpp 2270B 161 24X Fiche BO-000. 84/03/12. 8403090039 


— 8403060336 Foruardi lummarij of 840210 moating u/Traniamtr 1 c* D*iaval> 
Inc Ounari Group in Bathasda.MD rt problam* w/amargancg 
dieiel genaratori 

CARUSO. R Licanilng Branch 2 B4/02/27 O'REILLY. J P NRC - No 

Data! lad Affiliation Given 6pp 22708 006 24X 

Fiche 30-000,84/03/12,8402090039 


— 8403070433 Transcript of 840216 conference in Hading River. NY re 
Transamerica Delaval.Inc diesel generators Pp I-B3 
* Commissioners 84/03/16 B4pp 23708 169 24X 

Fiche 50-000,84/03/13,8403070039 


8403140050 Foruards "Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Shoreham 6 
Grand Oulf diesel generators 

KUSELER.H U Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 23632 074 
24X Fiche 50-000,84/03/12,0403140050 


8403150133 Forwards "Transamerica Delaval, Inc Diesel Generator Rocker 
Am Capscrew Stress Analgsls Rept “ Capscrew design adequate 
for applicable engines 6 sve conditions 

MUSELER.H J TDt < Transamer ica Delaval, Inc ) Owners Group 
84/03/13 DENTON, K R Office of Nuclear Reactor Regulation, 
Director 2pp 32639 270 24X Fiche 50-000,84/03/13,8403130133 


8403370039 Interim Deficiency Rept DR-166 re location of terminal 
blocia Investigation incomplete Interim or final rept will 
be provided by 840511 

BOOKER, J E Oulf States Utilities Co 84/03/15 COLLINS, 0 T 
Region 4, Office of Director Ip 22769 321 34X 

Fiche 50-458,84/03/15,8403370039 


8403270201 Interim Deficiency Rept DR-16S re copper bus bars supplied 
by Southern Metals Corp 6 Gulf Coast Supply Investigation 
incomplete Next rept will be provided by B4051S 
BOOKER, J E Gulf States Utilities Co 84/03/15 COLLINS, J T 
Region 4, Office of Director ip 22773 138 34X 

Fiche 50-458, 84/03/15, 8403270201 


B403200232 Responds to B40314 Requests for Info 1 L 2 re R-4 series 
engines List indicating engine number, model i. sve number, 
customer name h address, rat ing, date shipped Sc date started 
enc 1 

MATHEWS, C S Transamerica Delaval, Inc 84/03/16 EISENHUT.O G 
Division of Licensing 20pp 22691 179 24X Fiche 50-000,84/03/16. 

8403200222 


8403270026 Interim Deficiency Rept DR-1S2 re wire terminations in 
480-volt standby motor control ctrs supplied by Gould Brown 
Boveri Investigation incomplete Interim or final rept 
expected by 840514 

BOOKER, J £ Oulf States Utilities Co 84/03/16 C0LLIN8, J T 
Region 4, Office of Director Ip 22769 341 24X 

Fiche 50-458,84/03/16,8403270026 


8403270045 Interim Deficiency Rept DR-lt2 re Class IE battery chargers 
supplied by Power Conversion Products Investigation 
Incomplete Interim or final rept to be submitted by 840413 
BOOKER, J E Oulf States Utilities Co 84/03/16 COLLINS, J T 
Region 4, Office of Director ip 22769 314 24X 

Fiche 50-458,84/03/16,8403270045 


— 8403060554 Transcript of 840210 meeting w/Transamerica Delaval, Inc 
Owners Group in Betheida.MD re problems w/emergeney diesel 
generators 

• NRC - No Detailed Affiliation Given 84/02/10, 147pp 

67201 003 24X Fiche 50-000.84/03/12,8402090039 


— 8403070409 Summary of 840216 meatlng w/Transamsrlca Delaval.Inc Owners 
Group in Hading River. NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript 6 
attendance list end 

MILLER. H A Licensing Branch 4 84/02/27. Licensing Branch 4. 

Bpp. 22708 161 24X Fiche. 50-000. 84/03/12. 8402090039. 


— 8403070423 Transcript of 840216 conference In Wading River, NY re 
Transamerica Delaval. Inc diesel generators Pp 1-82. 

» Commltslonars. 84/02/16 84pp 22708.169 24X 

Fiche 50-000.84/03/12.8402090039 


V Dperator Examinations 


8403260180 Forwards opirating shift experience tables, par DF Schnell 
request 

□DELL.M H Gulf States Utilities Co 84/03/06 THOMPSON. H 
Division of Human Factors Safety 9pp. 22751.046 24X 

Fiche 50-458,84/03/06.8403260180 


DOCKET 50-459 RIVER BEND STATION. UNIT 2 


A App llcatlan/construction stage documents tt correspondence 


8403070061 Forwards risponses to Containment Sys Branch Quostlons 480 7 
it 4S0 16 re PRV 6 major components (< suppression pool bypass 
leakage 6 F8AR revs to be included In next amend. 

BOOKER. J E Oulf States Utilities Co 84/Q2/17. DENTON. H R 
Office of Nuclear Reactor Regulation, Director. 16pp 22541 310 
24X Fiche 50-458,84/02/17.8403070061 


8403080378 Forwards responses to NRC 840106 questions re F8AR revs, 
including info re training staff quail flcat ions. QA staff 
qualifications, fire protection training (i conformanca to 
Reg Guide B 13 Proposed revs to F8AR also end, 

BOOKER. U E Gulf States Utilities Co 84/02/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 42pp. 22556.200 

24X Fiche 50-458.84/02/17.8403080378 


8403010321 Notifies that structures adjacent to Unit 2 excavation area 
under analysis for effects of excavation ponding per revised 
design bails flood analysis Ponding will not produce 
significant addl structural loads 

BOOKER, J E Oulf States Utilities Co 84/02/27. DENTON, H R 
Office of Nuclear Reactor Regulation. Director Ip. 22432' 101. 24X 

Fiche 50-458.84/02/27,8403010321 


8403270132 Forward! "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension b Stress Analysis. " prepared by SbU for 
Transamerica Delaval.Inc (TDD Diesel Generator Owners 
Group 

MUSELER.H J TDI (Transamerica Delaval. Inc.) Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22774 001 24X Fiche 50-000.84/03/23.8403270132 


8403270134 Requests meeting on 840418 to discuss short-term (. long- 
term corrective actions b investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
end 

MCOAUGHYiU P TDI iTraniamerl ca Delaval. Inc > Owners Group 
84/03/23 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 4pp 22769 133 24X Fiche 50-000.84/03/23,8403270134 


T Hearing transcripts on non-antltrust matters 


8402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 b 16 meetings between NRC b 
Traniameriea Delaval.Inc (TDI) Owners Group, Distribution 
list tncl. 


EISENHUTiD G 

Commissioners 

8402090039 


Division of Licensing 84/03/12 PALLADINO 
5pp 22708.001 24X Fiche, 50-000.84/03/12. 


8403070052 Forwards clarifications to Procedures b 8yi Revleu Branch 
questions Changes to FSAR will be incorporated in next 
amend 

BOOKER, J E Gulf States UtiUtlss Co 84/02/27 DENTON, H R. 
Office of Nuclear Reactor Regulation. Director Slpp, 22541' 102, 
24X Fiche 50-458.84/02/27,8403070052 


B4030S007B Forwards "Historical b Archasolog leal Investigation of Ruins 
of Nlneteonth Century Sugar Mill ( 16WF-36) In West 
Feliciana Parish. LA " Determination re Natl Register 
eligibility requested 

BOOKER. J E Gulf States Utilities Co. 84/03/01 DEBLIEUX, R. B. 
Louisiana, State of Ip 22485 152 24X Fiche' 50-458, 84/03/01, 

8403050078. 


-8403050081 "Historical b Archasolog ical Investigation of Ruins of 
Ninetienth Century Sugar Mill {16WF-36I In West Feliciana 
Parish. LA " 

SHUMAN. M K Affiliation Not Assigned ORSER.C.E. Louisiana State 
Univ 84/02/10 S6pp. 22485:153 24X FI the. 80-458,84/03/01, 

8403050078 


8403220209 Forwards Army Corps of Engineers 831127 Itr re Old River 
Control project, in response to NRC request Damage suetalned 
by low sill structure In 1973 reeolved W/four oversize 
brochures, Aperture cards are available in PDR 
BOOKER, JE Gulf States Utilities Co 84/03/19 DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. tSpp. 22710! 193. 
24X Fiche 50-458.84/03/19,8403220209 


DOCKETED ITEMS 


377 


MRC Safety Evaluation Report (8ER)> supple & Correspondence 


^j$0307006i Forwards supplemental responses to requests for addl Info (< 
draft BER open 1 teins> Iden 1 1 f led by Machanical Engineering 
Branch In S31S29 Itr Uhera Ind lea ted< responses ulll be 
provided in future amend to FSAR 

BOOKERfvl E Oulf States Utilities Co S4/02/S1 DENTON. H R 
Clfflca of Nuclear Reactor Regulation. Director 29pp 22943 014 
H4X FIche 80-433.84/02/21.0403070062 


^403190017 Forwards response to MIC 340123 position re dryuell/ 
c: ontalnmant purge sys Discussions held on 840131 u/ 

Containment 8ys Branch clarified bases for position t. 
detailed util responses for Input to 9ER, 

BDOKER.JE Bulf States Utilitlii Co 84/03/13 DENTON. H R 
pfflce of Nuclear Reactor Regulation. Director 6pp 22663 334. 
Z4X Ftche 50-438. B4/03/ 13. 3403190017 


p;, Becurlty. medical, emergency 4i fire protection plans 


^403080378 Forwards responses to NRC 340106 questions re FSAR revs, 
{.ncluding Info re training staff qual 1 f icat Ions. QA staff 
Qualifications. firs protection training & conformance to 
j^ag Oulde 8,13 Proposed revs to FBAR also end 
BODKER.U E. Oulf States Utilities Co 34/02/17 DENTON. H R 
Office of Nuclear Reactor Regulation. Director, 42pp, 22996 200 

S24X Fiche 30-498.34/02/17.3403030378 


0403130486 Forwards addl info re Oeneric Ltr 82-33. "Bupp I 1 to NUREO- 
0737 - Rsqulremants for Emergency Response Capability " 

Xnfo supple emergency operating procedures generation 
paickaga submitted 630831 

BOOKER. J E Oulf States Utilities Co 64/02/27 DENTON. K R 
Office of Nuclear Reactor Regulation. Director, 4pp. 22614 009 
SZ4X Flcha 90-498.84/02/27.8403130436 


O. Adjudicatory correspondence 


B4O3140009 Forwards offsite emergency planning Contentions 1-12 

MATKINS.L, B Matklns. L B 84/03/09 Atomic Safety end Licensing 
Board Pansl. Ip 22633 267 24X Fiche 30-438.84/03/09.8403140009 


0403140012 Proposed emergency planning Contentions 1-12. Identl f y 1 ng 

major flaws in emergency plan Certificate of Bve encl. 

IRVINB. 8 M. . UATKINS. L B. . PIERCE. J N Joint Intervenors - River 
Bend. 84/03/13, Atomic Safety and Licanslng Board Panel, 20pp 
22633' 268 24X Fiche 90-498.84/03/09.8403140009 


0403290392 Answer opposing Joint Intervenors 340309 contentions re 
offsite emergency planning. No contention meets basis h 
sspeclflcity requiriments of 10CFR2. 714 H/sve list 

WETTERHAHN. M J Oulf Btatei Utilities Co METTERHAHN. M, J Connsr 1. 
Matterhahn DBB 193. 34/03/26 Atomic Safety and Licensing Doai d 

F>afiel 3Bpp 22314 342 24X FI che' 90-498. 34/03/26, 8403290392. 


0403300029 Order esteblishing purpose of 840418 prehearing conference 
Sarved on 840329. 

COTTER. B P. Atomic Safety and licensing Board Panel 84/03/28 
3pp. 22822. 182. 24X Fiche' 30-438, 84/03/28. 8403300029 


Inspection reports. IE Bulletins l< correspondence 


340 1190072 IE Info Notice 34-13. "Potentlel Deficiency in Motor 
Operated Valve Control Circuits b Annunciation '' Sve list 
• ncl. 

'vJOROANi E. L. Division of Emsrgancy Prsparednsss b Engineering 
Raspense iPost 830103 ) 84/02/23 Consolidated Edison Co, of New 

v<*rt. Inc ligpp. 22909'239 24X Fiche' 90-000. 84/02/20. 8401 190072 


*403090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Rtvs by DOT b NRC, '' Sve list end. 

■®RACEtJN, Division of QA. Safeguards b Inspection Programs IPost 
^30103). 84/03/02 Consolidated Edison Co of New York. Inc, 

EaOpp. 22992:329. 24X Ftche; 90-000. 84/03/02. B402090007 


14031090003 IE Info Notice 84-16. "Failure of Automatic Sprinkler Sys 
Vaivas to Operate," Bve list tncl 

.^'^QVtDAN.E L. Division of Emergency Preparedness b Engineering 
R««ponse (Post 830103), 84/03/02 Consolidated Edison Co, of New 

Inc, 122pp 22993:098, 24X Flcha 50-000.84/03/02,8402090008 


IE Info Notice 84-19. "Reporting of Radiological Releases " 
“Vc list and. 

^^nOAN. E. L. Division of Emergency Prsparednsss b Engineering 
!^*«ponia (Post 830103 ) 84/03/02 Consolidated Edison Co. of New 

^Or^k. Inc. U9pp. 22993:217 24X Flehs: 90-000, 84/03/02, 8402090009 


B4020900I1 IE Info Notice 84-17, "Problems H/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list encl 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 64/03/09 Consolidated Edison Co of New 

York. Inc 117pp 22533 336 24X Fiche SO-OOO. 84/03/09. 840209001 1 


8402090024 IE Info Notice 04-09. Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Sve list encl 
JORDAN, E L Division oF Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc liapp 22635 049 24X Fiche 90-000,84/03/07.8402090024 


6402090028 IE Info Notice 34-18. "Stress Corrosion Cracking in PWR 
Sys " Bve 1 ist anc 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103). 84/03/07 Consolidated Edison Co of Now 

York. Inc llSpp 22984 186 24X Fiche 30-000.84/03/07.3402090028 


3402090031 IE Bulletin 04-02. "Failures of BE Type HFA Relays in Use in 
Class IE Safety Sys " Sve list end 

DEYQUND.R C Director's Office. Office of Inspection and 

Enforcement 34/03/12 Consolidated Edison Co of New York, Inc 

134pp 22323,094 24X Fiche 90-000,84/03/12.8402090031 


8402090D43 IE Info Notice 64-19. "Two Events Involving Unauthoriied 
Entries Into PWR Reactor Cavities " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B301D3I 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22323 229 24X Fiche 30-000.84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "8vc Life of Relays In Safety-Related 
Sys " Sve lilt end 

JORDAN, E L Division of Emergsney Preparednssi b Englnesrlng 
Response (Post 8301031 84/03/21 Consolidated Edison Co of New 

York. Inc 133pp 22933 001 24X Fiche 90-000,84/03/21,8402090044 


S Reportable oecurrencea, LERs b related correspondence 


B4030J0207 Forwards "Investigation of Types AF b AE Piston Skirts." per 
Transamerica Dslaval.Inc Owners Oroup program commitments 
Rept evaluates cracks in AF piston skirts in Shoreham b 
Brand Sulf Nuclear Power Stations 

MUSELER, W J TDI (Transamerica Delaval. Inc ) Owners Oroup 
84/02/27 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 3pp 22434 090 24X Fiche 90-000.84/02/27,8403010207 


G40301D21B Forwards task descriptions far 16 known problems re 
Transamerica Delavalitnc emergency diesel generators 
MUSELER, W J TDI (Transamerica Delaval. Inc ) Owners Croup 
84/02/28 DENTON. H R Office of Nuclear Reactor Regulation. 

Director 42pp 22439 177 24X Fiche 30-000,84/02/23.8403010218 


8403140048 Foruiards "Grand Qul f Component Tracking Sys. " "Bhoreham 
Component Tracking Sys" & "Transamerica Delaval. Inc 
Dieeal Generators Owners Group Program Plan." to resotvi 
concerns w/emergency diesel generators 

MUSELER, N J Long Island Lighting Co, 84/03/02 DENTON. H R 
□ fftcB of Nuclear Reactor Regulation. Director Spp. 22626 062 
24X Fiche 50-000,84/03/02,8403140048 


— 8403140095 "Transamerica Delaval. Inc Diesel Generators Owners Group 
Program Plan *' 

e TDI (Transamer tea De laval. Inc ) Owners Oroup 84/03/02 
261 pp 2262B'223 24X Fiche 30-000.84/03/02,3403140048 


8402090039 Board Notification 34-032 forwards meeting summaries 
containing transcripts of 840210 b 16 meetings between NRC b 
Transamerica Delaval. Inc (TDD Owners Oroup Distribution 
list encl 

EIBENHUT.D 0 Division of Licensing 04/03/12 PALLADIND 
Commissioners 9pp 22700 001 24X Fiche 30-000.84/03/12. 

8402090039, 


— 8403060536 Forwards summary of 840210 mseting w/Trens am trice Dalaval. 
Inc Qwnsrs Oraup in Bathesde.MD re prablsmi w/emergency 
diesel generators 

CARUSO. R Licsnslng Branch 2 84/02/27 O'REILLY, J P NRC - No 

Dstalled Affiliation Blven 6pp 22700 006 24X 

Fiche, 30-000,84/03/12 , 8402090039 


— 8403060934 Transcript of 840210 mseting w/Trantamer lea Delaval. Inc 
Owners Oroup In Bethssda.HD re preblemt w/emsrgency dissel 
generator s 

s NRC - No Detsiled Affiliation Oiven 84/02/10 147pp. 

67201 008 24X Fiche 90-000,84/03/12,8402090039 


--8403070409 Summary ef 840216 mseting w/Transamtr lea Dslaval.Inc Owners 
Oroup in Madtng River. NY re program plan to establish 
reliability of diesel generators Agenda. meeting transcript b 
attendance list encl. 

HILLER, M A Licensing Drench 4. 84/02/27 Licensing Branch 4 

Qpp 22708 161 24X Flcha 30-000,84/03/12,8403090039 
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— B403070423 Transtript of 84031^ conference In Uadlng Rlv«r<NY re 
Transanerica Delavel<Inc dleiel generator! Pp 1-8S 
» Comniselaners 84/02/16 a4pp 227DB 16? 24X 

Fiche 50-000, B4/03/i2, B402070039 


940314D030 Foruiard'c "Deiign nevieio of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Shoreham & 

Grand Oulf diesel generators 

ftUSELER, U J Long Island Lighting Co B4/03/12 DENTOM. H R 
Office of Nuclear Reactor Regulation, Director 2pp 23632 074 
24X Fiche 50-000,64/03/12,0403140050 


B4031SD133 Forwards "Transamerica Delaual, Inc Diesel Oenerator Rocker 
Arm Capscreu Stress Analysis Rept " Capscreu design adequate 
for applicable engines i svc conditions 

KU6ELCR, U J TDI (Transamerica Dela/al, Inc ) Owners Group 
04/03/13 DENTON,H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Fiche 50-000,04/03/13,8403150133 


8403200222 Responds to 840214 Requests for Info 1 ii 2 re R-4 series 
engines List indicating engine numbenmodel !< svc number, 
customer name St address, rating, date shipped & date started 
end 

riATHEUB.C 8 Transamerica Del aval, Inc 64/03/16 EI6ENHUT, D 0 
Division of Licensing 20pp 22691 179 24X Fiche 50-000,84/03/16, 

6403200222 


6403270132 Forwards "Emergency Diesel Oenerator Air 6tert Valve 
Capscrew Dimensian St 6tress Analysis," prepared by 8S,M for 
Transamerica Delavaliinc (TDD Diesel Generator Owners 
Oroup 

KU8ELER,W J TDI (Transamerica Oelaval, Inc ) Owners Oroup 
64/03/23 DENTON, M R Office of Nuclear Reactor Regulation, 
Director 3pp 22774' 001 24X Fiche 50-000,64/03/23,6403270132 


8403270134 Requests meeting on 040418 to discuss short-term St long- 
term corrective actions St investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
enc 1 

MCOAUOHY, J P TDI (Transamerica Delaval, Inc ) Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 50-000,84/03/23,0403270134 


T Hearing transcripts on non-antitrust matters 


6402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 tt 16 meetings between NRC fc 
Transamerica Delaval, Inc (TDI) Owners Group Distribution 
list end 

EISENHUT.D 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners Spp 22708 001 24X Fiche 50-000,84/03/12, 

8402090039 


— 8403060536 Forwards summary of 040210 meeting u/Transamer lea Delaval, 
Inc Owners Group in DethesdaiMD re problems u/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 50-000,04/03/12,6402090039 


— 8403060554 Transcript of 040210 meeting si/Transamer ica Delaval, Inc 
Owners Oroup In BethesdaiMD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affl nation Given 64/02/10 147pp 

67201 008 24X Fiche 50-000,84/03/12,6402090039 


— 8403070409 Summary of 640516 meeting u/Transamer 1 ca Delaval, Inc Owners 
Group in Mading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript (< 
attendance list end 

a Licensing Branch 4 84/02/27 Licensing Dranch 4 

Spp 22706 161 24X Fiche 50-000,84/03/12.8402090039 


— B4O3D70423 Transcript of 840216 conference In Uadlng River, NY re 
Transamerica Delavaliinc diesel generators Pp 1-82 
• Commissioners 84/02/16 64pp 22708 169 24X 

Fiche 50-000.04/03/12,8402090039 


DOCKET 50-460 WPPSB NUCLEAR PROJECT. UNIT 1 


A App 1 icattan/constructlDn stage documents S< correspondence 


8403010050 Third partial response to FOIA request for six categories 
O'f documents re facility Forwards App A documents App A 
documents also placed in PDR App B documents will be placed 
In PDR upon request Review continuing 

FEUTON, J H Division of Rules and Raeords 04/01/17. ANDERSON, S I 
Garvey, Schubert, Adams 6 Barer 4pp 22446 293 24X 

Fiche 50-000, 04/01/17, B4O3OI00S0 


— B30B100463 Discusses status of OL applications Review of end UPP8B 
830712 Itr requested in order to determine present status of 
Unit 3 for billing purposes H/o end 

MILLER. W 0 License Fee Management Oranch 83/08/0S FOhWER R L 
Regulatione Division 2pp 22446 326 24X Fiche 50-000, 

04/01/17, 8403010050 


6403060179 Fourth partial response to FOIA request for sis catsgorlcs 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FQIA Exemption S> Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Racordi 84/02/13 ANDERSON, 8 I 
Garvey, Schubert, Adams t< Barer 7pp 22583 226 24X 

Fiche 50-000,84/02/13,8403000179 


— 6001140316 Notifies that NRC has amended regulations re implamentation 
of resident insp program Expresses gratitude for assistance 
rendered Forwards final rule W/o end 

8TELL0,V Office of Inspection t, Enforcement, Office of the 
Director 79/11/19 O'STRANDiN Uaihington Public Power Supply 
System tp 22583 234. 24X Fiche 50-000,64/02/13,8403000179 


— 8009090737 Forwards airworthiness alert re corrosive L abrasive 
characteristics of volcanic ash which has fallen In Pacific 
Northwest Ouestions re ash amount, chemistry 4i size 
distribution will be forwarded to llcsnsees M/o end 
JACKSON, R E Oeosdences Branch 80/06/12 VOLLMER. R. H. 
Division of Engineering 2pp 22583 258 24X 

Fiche 50-000,84/02/13,8403080179 


— 6010090260 Discusses review of applicant 800814 request for approval of 
proposal to substitute In-plant tests w/seale model 
recirculation sump tests Response to requests deferred 
pending NRC review of program 

SPEI6,T Reactor Systems Dranch 80/09/26 YOUNODLOOD. B. J 
Licensing Branch 1 Ip 22503 266 24X Fiche 50-000.84/02/13, 

6403060179 


— 810422032? Concludes that Table 3 2-2 of PSAR.re safety-related 
structures, sys ti components, is incomplete from Geotechnical 
Engineering Dranch viewpoint 

LEAR, G E Hydrologic & Geotechnical Engineering Branch. 81/04/06 
HAASS, M P Quality Assurance Branch 2pp 22583 278 24X 

Fiche 50-000,04/02/13,8403080179 


— 81043Q0020 Responds to 810414 memo re util request for clarification In 
use of ASME code cases Util use of code caees w/o prior NRC 
approval is inadvisable due to potential hardship for user 
BOSMAK, R J Mechanical Engineering Oranch 81/04/21, 

YOUNGBLOOD, B J Licensing Branch 1 Ip 22583 280 24X 

Fiche 50-000,04/02/13,8403080179 


— 8105010554 Advises that Mechanical Engineering Branch completed review 
of util request for authorization to usa A8KE Godji Cases 
N-219 & N-207 for application in design of concrete 
containments Code cases acceptable 

KNIGHTrJ P Assistant Director for Comp & Structures Engineering 
(Pre 8302011 81/04/29 TEDESCD, R L Assistant Director for 

Licensing Ip 22583 281. 24X F Ic he. 50-000, 84/02/ 13. 8403080179 


— 0105140106 Advises that Info provided on 810213 & 0403 re air Intake 
arrangements for diesel generators reviewed Diesel generator 
combustion air supply arrangement meets acceptance criteria 
in Section II of SRP a S 8 Bys acceptable as designed 
UNGARO, A R Power Systems Dranch 01/05/01 YOUNGBLOOD. B J 
Licensing Dranch 1 Ip 22503-202 24X Fiche 50-000.84/02/13, 

8403000179 


— 0105100436 Forwards Itr from util requesting concurrence by NRc to 
omit Subsections 2 5 1-2 S 3 of F8AR Review t, comments 
requested by 010622 

ADEN5AM, E 0 Assistant Director for Licensing B1/0S/I2, 
JACKSON, R E OeosciencBi Dranch Ip 22583 283 24X 

Fiche 50-000,84/02/13,8403080179 


— B10S210109 Concurs w/llcensee proposal to ref Bectione 2 5 1-2 6 1- 
2 5 3 of WPP8-2 FSAR In WPPS-1/4 F8AR since both projects 
located in close proximity Mods listed 

JACKSON, R E Geosciences Branch 01/05/15 ADENSAM, E G. 
Licensing Dranch 4 2pp 22583 206 24X Fiche. 50-000, 84/02/13, 

9403080179 


--6107200171 Notification of 810729 meeting w/utll Ii B&U in BethesdatMD 
to discuss method util intends to use to fulfill requirments 
of NUREO-0737 Item II F 2 (inadequate core cooling 
instrumentation) 

HERMAN, R W Licensing Branch 4 81/07/21 ADENBAM. E 0 

Licensing Branch 4 2pp 22503 305 24X Fiche; 50-000, 84/02/13, 

0403060179 
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— 8t0BllOO3a Notification of BiOBSO moating u/utll in Bethooda^KO to 
diccust propotod indepondent dooign review programs 
HERNAN.A H Licensing Branch 4 8l/or/'30 ADEN8AM. E 0 

Licanaing Branch 4 Spp- 22503 302 24X Fiche 30-OOOj 84/02/13^ 

8403080179 


-~B1100B061S Discusses proposal to use IDRs In licensing process IDRs may 
be useful in certain areas, but clarification of role needed, 
TEDEBCO.R L Assistant Director for Licensing 81/09/23 
EISENHUT. D 0 Division of Licensing ip 22583 307 24X 

Fiche 50-000,84/02/13,8403080179 


— eill060A,97 Notifies of util intention of sending technical taam to 
present FSAR to review staff during uh of 811130 Reviewers 
should complete attached form t> confirm attendance 
HERNANiR W Licensing Branch 4 01/10/23 Licensing Branch 4 

4pp 22503311 84X Fiche 50-000,84/02/13,8403090179 


— 8111130007 Submits names of D Oupa & G Stalley as technical reviewers 
for facility FBAR per 81 1023 memo 

LEAR, 0 Hydrologic & Geotechnical Engineering Branch Bl/lO/30 
ADENSAM, E. Licensing Branch 4 ip 22S83 315 24X 

Fleha. 50-000. 84/02/13, 8403080179 


’8111200219 Informs of receipt of tetcon from Yakamar Indian Nation 
requesting that tribe be given full rights in facilities 
proceedings 

TEDESCO, B L Assistant Director for Lleenilng. 81/10/21 
KETCHEN, E Hearings Division Ip 825B3 310, 24X 

Fiche’ 50-000, 84/02/13, 8403080179 


— 8112300305 Notification of B11211 meeting w/util In Betheeda.HD to 
discuss FBAR w/technical review staff at time OL application 
Is tandercd 

HERMAN, R W Lleinslng Branch 4 81/11/23 ADENSAM, E 0 

Licensing Branch 4 3pp 22583 318 24X Fiche 50-000.84/02/13, 

6403080179 


—8212070382 Aek receipt of 82U09 1 tr re Target Rock environ 

quell ftcation testing program Info re valve upgrade b retest 
anticipated 

HEIBHMAN, R F Division of Reactor Programs iPre 830103) 
82/12/01. BODCHEY, 0. 0. Hashlngton Public Power Supply Bystem 
tp 22563 357 84X Fiche 50-000,84/02/13,8403000179 


— 63040&0877 Requests starch for documents re govt litigation u/util on 
five specific Issues 

8LAOOIE, E L Office of the General Counsel 83/03/23 
D1RCK6.W. >1 Office of the Eseeutive Director for Operations, ip 
22533,361 24X Fiche 50-000,84/02/13,8403080179 


— B904070113 Recommends that radiation exposure records be retained for 
1 yr prior to disposal Ref Murphy to Varga 801222 
CONOEL, F. 0. Radiological Assessment Branch 83/04/01 
BCHNENCER, A. Licensing Branch 2 Ip 22583 327 24X 

Fleha: 50-000, 84/02/13, 8403080179 


8409050288 Fifth partial response to FOIA request for six categories of 
documents re feeillties Foruards App A documents App A 4i B 
ddcumants also available in PDR Documents listed on App C Be 
D located In Central Files L not available publicly 

FELTON, J,H. Division of Rules and Records 84/02/17 ANDERSON, 8 I 
Oarvay, Schubprt, Adams ti Barer 9pp 22501.289 24X 

Fiche: 50-397. 84/02/17, 8403050288 


— 7?oaoi0232 Responds to 790405 Region 5 comments re Revision 4 to 
NPPBB-QA-004, "Operational OA Program Description " 

Expresses Intent to request util to delete Section 336 
entirely 

HAA83, W.P Guallty Assurance Branch 79/05/01. BRYAN, 8 E 
Division of Reactor Operations Inspections Ip 22501,305 24X 

Fiche 50-397,84/02/17.8403050288 


— 8110190051 Responds to 810923 FQIA 81-378 request for GA documents for 
NPFSS. All documents re evaluetion of licensee GA progrems 
are in PDR. 

HAASS. U. P. Guallty Assurance Branch. 81/10/05 NILSON.V, H 
Manegemant Analysis Branch. 2pp 22501:310 24X 

Fiche: 50-397. 84/02/17, 8403050288 


— 8110210316 informs of receipt of Bouchey/Adensam 810722 Itr containing 
util current GA program description for design fc const of 
facilities GA program description acceptable 
HAAea.H P. Quality Assurance Branch 81/10/14 TEDEBCO.R L 
Assistant Dirtetor for Licensing Ip 22501 312 24X 

Fiche: 50-460, 84/02/17, 8403050208 


— 820t30’0236 Forwards data for fee assessment re OA Branch rtvlihi of 
HPPsa-QA-004. "Dparatlonal GA Program Description " 

HAASS, W P. Quality Assurance Branch, 82/01/14 BERKOU, H N. 
Management Analyeie Branch. 2pp 22501 314 24X 

Fiche- 50-397, 84/02/17. 8403050268 


8403050219 Forwards listing of board notifications issued since 020716, 
per 840127 Inquiry ro failure to provide ASLB 6 parties 
w/not If 1 ca t ions 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/02/28 BELL, N Coalition for Safe Power 25pp 22700 222 24 

Fiche 50-460,84/02/28,8403050219 


8403070014 Explains why two recent board notifications re environ 
qualification of equipment not received List of ail board 
notifications issued since 820716 docketing of Unit 1 end 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/02/28 DELL, N Coalition for Safe Power 2Spp 22S63 166 24> 

Fiche 50-460,84/02/28,8403070014 


C Utility Environmental Report (ER ) , amends b correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App S 
document entirely withheld (ref FOIA Exemption 5> Review of 
addl documents sub j to request continuing 

FELTON, V M Division of Rules and Records 84/02/13 ANDERBON. S I. 

Garvey, Schubert, Adams 6 Barer 7pp 22583.226 24X 

Fiche 50-000,04/02/13,0403080179 


--8202260171 Requests assistance in performing acceptance review of 
environ rept for OL appllcotlon Only portions applicable to 
Unit 1 need be considered since Unit 4 cancelled on 820122 
AOENSAH, E 0 Licensing Branch 4 82/02/10 UACXSON, R E 

Geosciences Branch Ip 22SB3 324 24X Fiche 50-000,84/02/13. 

8403080179 


'B203100S70 Recommends environ rept be accepted Addl questions re 
external appearance, p lant layout 6 socioeconomics of single 
unit operation will be submitted 

REGAN, 14 H Siting Analysis Branch 82/02/25 ADEN8AN. E G 
Licensing Branch 4 ip 22583 328 24X Fiche 50-000,84/02/13. 

8403000179 


— 8203130028 Forwards addl Info requirements for review of ER for OL 
application per 820210 request 

BALLARD, R L Environmental Engineering Branch 82/03/02 
ADEN3AN, E 0 Licensing Branch 4 3pp 22583 329 24X 

Fiche- 50-000, 84/02/13. 8403080179 


— 8203180004 Advises that environ rept is acceptable re radiological 
Impacts 

HOUSTON, R 14 Assistant Director for Radiation Protection 
82/03/02 TEDESCO, R L Assistant Director for Licensing Ip 
22503 332 84X Fiche 30-000,04/02/13.84030801/9 


— 8204090099 Informs that sufficient info provided to begin meteorology 
review Inappropriate models (i diffusion parameters useif in 
Section 6 1 3 2 t< accident evaluations 

HULHAN, L 0 Accident Evaluation Branch 82/03/16 ADEN6AM, E 
Licensing Branch 4 2pp 22583 336 24X Fiche 30-000,84/02/13, 

8403080179 


D NRC Draft/Final Environmental Statements, suppls & correspondence 


8403000179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App D 
document entirely withheld (ref FOIA Exemption SI Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, 8 I 
Garvey, Schubert, Adams 6 Barer 7pp 22563 226 24X 

Fiche 50-000,04/02/13,8403080179 


--B0032S0477 Forwards hydrologic engineering questions re proposed wests 
trsetment sys Response will supply necessary info re design 
basil for seepage L flooding Also forwards generic questions 
re floodplains Info will assist NRC environ review 
SELLS, 0 E Environmental Projects Branch 2 00/03/07 

RENBEROER, D L Washington Pub lie Power Supply System Spp 
22583 253 24X Fiche 50-000,84/02/13,8403080179 


— 8003270142 Discusses suspension of facility pr eoperatl ana 1 aquatic 
monitoring program Suspension approved Operational 

monitoring program results shouldnot beaffsetedby ' 

suspension I 

SAMNORTH.R B. Environmental Specialists Branch 80/02/29 
8ELL8, 0 E Environmental Projects Branch 2 2pp 22563 239 24X 

Fiche 50-000,04/02/13,0403080179 


E NRC Safety Evaluation Report (SERI, supple L correspondence , 

8403080179 Fourth pertlal response to FOIA request for six categories 
of documents re fac 1 1 itl es, Forwards App A documents App D 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J.M Division of Rules and Records 84/02/13 ANDERSON. 8 I 
Garvey, Schubert, Adams L Barer 7pp 22583 226 24X 

Fiche 50-000,84/02/13.8403080179 j 
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—0103040052 Forward* short tc long-term QU t CP review schedule*! in 
response to eoiS16 meeting w/U50S Ulst of OL plant reviews 
far which NRC tentativelv plans to seek USOS assistance It 
provided 

^fACKB□N. R E Oeosciencet Branch NRC-03-eO-U3 81/01/21 
OEVINEj J F Interior! Dept of! Oeologlcal Surveg 9pp 
2'2SB3 272 241( Fiche 50-000! 84/02/13. 8403060179 


— 8111120935 Forwards form which Identifies Power 8gs Branch electrical b 
■ncchantcal reviewers for project in accordance w/Blt023 
mama Reiiuetts established review schedule dates when 
aval lab le 

UNSARD. A Power Sgstens Branch Sl/11/02 HERN AN. R M Licensing 
Branch 4 2pp 229B3 31& 24i( Fiche 90-000. 04/02/ 13. 84030801 79 


F Becurltg. medical, emergency b fire protection plans 


8403080179 Fourth partial response to FQIA riyuest for six categories 
of documents re facilities Forwards App A documents App D 
document entirely withheld <ref FOIA Exemption 9> Review of 
addl documents subj to request continuing 

FELTON. J N Division of Rules and Records 84/02/13 ANDERSON. 8 I 
Oarvegi Schubert. Adams b Barer 7pp 229B3 226 24X 

Fiche 30-000. 84/02/ 13.0403020179 


— 0201190297 Forwards Central Files version of "Description of Early 
Naming Syi for MPPSS Nuclear Plants 1. 2 b 4." in response 
to NRC 810720 Itr re prompt notification in event of 
emergency Sys will be in place prior to OL issuance 
BOUCHEY. 0 D. Washington Public Power Supply System 82/01/11 

TEDESCOiR L. Assistant Director for Licensing Ip 22S03 321 

24K Fiche 30-000.84/02/13.0403080179 


— 8202180456 Requests that Fire Protection Section perform acceptance 
level review of facilities' revised fire protection program 
prior to docketing of OL application Util aware that App R 
to 1DCFR50 will apply 

ADENBAN.E 0 Licensing Branch 4 82/01/29 BENAROYA. V Chemical 

Engineering Branch ip 22983 322 24X Fiche, 50-000. 04/02/13. 

B4030B0179 


— 8203020139 Advises that listed info needed to perform acceptance review 
of fire protection program for conformance u/NUREO-OSOO. 
fiection 9 3-1 

DENAROVA.V chemical Engineering Branch 82/02/09 ADENBAK. E 6 
Licensing Branch 4 Ip 22983 323 24X Fiche 30-000,84/02/13. 

8403080179 


— 8205070088 Forwards list of sys to be added to Q-liit Bys provides 
ongoing knowledge of changes in radiation environ b ability 
to deal effectively w/unusually high radiation b 
radioactivity levels 

CONOEL. F J Radiological Assessment Branch 82/03/83. HAA66. W P 
Quality Assurance Branch 2pp 22SB3 338 24X 

Fiche 50-000.84/02/13.8403080179 


--B20B120240 Forwards Central Files version of revised page to Revision 2 
of emergency plan adding local fire depts within 20 mtlos of 
Facility to backup fire protection sves 

BDUCHEYrO 0 Washington Public Power Supply System 82/08/05 
ecHUENCER.A Licensing Branch 2 2pp 22583 348 24X 

Fiche 90-000,84/02/13.8403000179 


— 8208120248 Central Files version of revised page to Revision 2 of 
emergency plan re provision of backup firs protection svci 
« Washington Public Power Supply System 62/0B/O9 Ip 
22383 330 24X Fiche 50-000,84/02/13,0403080179 


S4030502B8 Fifth partial response to FDIA request for six categories of 
documents re facilities Forwards App A documents App A b B 
documents also available in PDR Documents listed on App C b 
D located In Central Files b not available publicly 
FELTQN.J.N Division of Rules and Records 64/02/17 ANDERSON, 8. I 
Oarvey. Schubert. Adams b Barer 9pp 22501 289 24X 

Ficha' 50-508,84/02/17.9403090208 


on program description b related 

h 79/09/10 PARRiO D, Llgh. 
1 309 24X 


— 8304060932 Requests search for relevant documents re govt litigation 
w/uti 1 Response due by 830408 

0RIM8LEY, D H NRC - No Detailed Affiliation Given 83/03/29 
FITTI.C Atomic Safety and Licensing Board Panel ip. 22446*314 
24X Fiche 50-000,84/01/17,8403010050 


8403220049 Appeal of ASLB 840202 order granting applicant b itaff 
motlans for summary disposition on Coalition for Safe Power 
Contention 2 Certificate of Bve end 

BELLiN Coalition for Safe Power DSB 025 B4/03/I? Atomic 

Safety and Licensing Appeal Panel. 19pp 22712.202 24X 

Fiche 90-460.84/03/19,8403220049 


J Insurance b indemnity Information 


B403060377 Forward* Endorsement 8 to MAELU Policy HF-liO b Endorsements 
13 b 14 to NELIA Policy NF-270 

ABHBURN, 0 J Harsh b McLennan. Inc 84/02/28 SALTZHAN, J. 

Assistant Dlrsctor for Stats b Licensee Relation*. 4pp. 22311*323 
24X Fiche 30-397,84/02/20,8403060377 


Q Inspection reports. IE Bulletins b correspondence 


B4D3080179 Fourth partial response to FOIA request for six cetegories 
of documents re fecllitle* Forwards App A documants. App B 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to rsquest continuing 

FELTON, JM Division of Rules end Records 84/02/13 ANDERBON.S. I 
Oarvsy. Schubert. Adams b Barer 7pp 225831226 24X 

Fiche 30-000,84/02/13,0403080179 


— 8209280165 Forwerdi Cycle 3 systematic appraisal of llcantae 
performance input for 810701 through 820730 in response to 
Region 9 S20629 request Strong mgt evident. Resolution of 
technical Issuei. responsiveness b staffing satisfactory 
HERNAN, R M Licensing Branch 4 82/09/19 EISEhHUT. D. O. 

Division of Licensing 6pp 22983.391 24X Fiche* 90-000, 

84/02/13, 0403080179 


S Reportable occurrences. LERs b related correspondence 


8403010431 Informs Commission of problems u/emergency diesel generators 
mfg by Transamerica Delaval. Inc 

DIRCKS. W J Office of the Executive Director for Operations. 
SeCY-03-034 84/01/23 4pp 22430 347 24X Fiche* 30-000, 84/01/29, 

B403D104S1 


B4030SD179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents. App 8 
document entirely withheld (ref FOIA Exemption 9) Review of 
addl documents subj to request continuing, 

FELTON, J H Division of Rules and Records 84/02/13 ANOERBON, 8 I 
Oarvty, Schubert. Adams b Barer 7pp. 22983.226, 24X 

Fiche* 90-000, 84/02/13, 8403080179 


— 8203100419 Discusses Part 21 rept re UEbC design of structural steel 
at facility Oineric implications appear to be nonexistent 
since no similar daslgn concept used at other fee 1 1 it ies. Two 
oversiic drawings end Aperture cards in Central Files 
SHEUMAKERiR E Division of Engineering b Quality Assurance (Fra 
830103) 82/02/24 DROMERICK, A N Division of Engineering b 

Quality Assurance (Pre 830103) 2pp 22983 329. 24X 

Fiche 50-000,84/02/13,8403000179 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Oimps 1 NPS-4 TbT valve, to dose End Itr did 840203 
sent to lifted utils OE notlflsd of affected units In BIW 
plants 

THEROUX, R R Terry Corp 84/02/22, UOODRUFF, R M. Olvac tor's 
□ ffice. Office of Inipectlon and Enforcement 6pp. 22706.327. 24X 

Fiche 90-000,84/02/22,8403210032 


8403010207 Forwards "Investigation of Typss AF b AE Piston aklrts." per 
Trensamtrica Deleval,Inc Owners Group program commitments, 

Rept evaluates cracks in AF piston skirts in Shoreham b 
Grand Gulf Nuclear Power Stations 

HUSELERiW J TDI (Transamerica Delaval, Inc ) Owners Group, 

84/02/27 DENTON, H,R Office of Nuclear Reactor Ragulation. 

Director 3pp 22434 090 24X Fiche 90-000,84/02/27.8403010207. 


84030102ia Forwards task descriptions fop 16 known probleeis ra 
Transamerica Delaval, Inc emargancy diesel generators, 

H(J8ELER,hl J TDI (Transamerica Delaval, Inc.) Owners Group. 
84/02/28 DENTON, H R. Office of Nuclear Reactor Regulation. 

X categories Director 42pp 22439 177, 24X Fiche. 80-000, 84/02/28. 8403010218. 

A 

laced 


'4X 


ANDERSON, S. I 
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6403140048 Faruarif* "Orand Oul f Component Tracking Sysi" "Shareha/n 
CoBiponant Tracking Sy*" << "Transamer lea Delaval.Inc 
Dieael Oanerator* Oinners Group Program Plant" to revolve 
concerns u/emerganCU dlasal generators 

mjaELER.WJ Long Island Lighting Co, 04/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp SSb76 Of>2 
24X FI Che 30-000.84/03/02.8403140040 


— 8403140073 "Tran lamer Ica Delaval.Inc Diesel Generators Owners Group 
Program Plan " 

a TDI (Transamerlca Delaval. Inc > Owners Group 84/03/02 
2&lpp 22i2B 223 24X Flche 50-000.84/03/02.8403140040 


S40207003? Board Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 tt 16 meetings bstween NRC & 
Transatnarica Delaval.Inc (TD1> Owners Group Distribution 
lilt end 

EIBENHUT. D 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners Spp 22708 001 24X Flche 50-000,84/03/12. 

8402090037 


— 8403060536 Forwards summary of 940210 meeting w/Transamer i ca Delaval. 
Inc Owners Group in Bethcsda.HD rt problems w/emergency 
dlasel generators 

CARUBD. R Licensing Branch ^ 84/02/27 O'REILLY, J.P NRC - No 

Detailed Affiliation Given 6p). 22708 006 24X 

Flche 50-000,84/03/12,8402090039 


— 8403060554 Transcript of 840210 meeting w/Transamerica Delaval. Inc 
Owners Group in Bethesda.MD re problems w/emergency diesel 
generators 

» NRC - No Detailed Affiliation Given 84/02/10, 147pp 

67201 008 24X Flche 50-000,84/03/12,8402090039. 


— B403070409 Summary of B40216 meeting w/Transamerlca Delaval. Inc Owners 
Group In Mading River. NY re program plan to establish 
reliability of diesel generators Ag enda, mee t ing transcript It 
attendance list encl 

tllLLERiM.A Licensing Branch 4 84/02/27 Licensing Branch 4 

app 22708 161. 24X F 1 c h e . 50-000, 84/03/ 12. 8402090039 


— 8403070423 Transcript of 840216 conference In Wading River. NY re 
Treneamerlca Delaval. Inc dieeel generators Pp 1-82 
• CommiSSlonere 84/02/16. B4pp 22708 167 24X 

Flche: 50-000, 84/03/12. 0402090039 


8403140050 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamer lea Delaval Enterprise Engines" for Shoreham It 
Grand Oulf diesel generators 

MWSELERrW J Long island Lighting Co 84/03/12 DENTON. M R 
Office of Nuclear Reactor Regulation. Director 2pp 22632 074 
24X Flche 50-000,84/03/12.8403140050 


8403150133 Forwards "Transamer i ca Delaval.Inc Diesel Generator Rocker 
Arm Capscrew etress Analysis Rtpt “ Capscrew design adequate 
for appllceble engines h sve conditions 

NUBELER. W J TDI ITransamerl ca Delaval. Inc ) Owners Group 
84/03/13 DENTON. H R Office of Nuclear Reactor Regulation, 
DIrictor 2pp 22639-270 24X Flche 50-000,84/03/13.8403150133 


8403200222 Responds to 840214 Requests for Info 1 t< 2 re R-4 series 
engines List Indicating engine number, model !< sve number, 
customer name % ed dress, rating . date shipped h date started 
encl 

MATHEWS, C a Transamirlea Delaval. Ine 04/03/16 EISENHUT.D.O 
Division of Licensing 20pp 22691' 179 24X Flche 50-000,84/03/16. 

8403200222, 


8403270219 Part 21 rept re broken contact carrier In control device of 
7 5 kV-15 kV. 500-750 MVA, 5 kV 350-3,000 *< all HKV circuit 
breakers. Initially reported on 830223 Addenda to 
installation t, natnt procedures sent to affected units 
DUYALL, 0 0 Broun Boverl Corp (subs of Brown Boverl t< Co,. Ltd ) 
84/03/19. Rteord Services Branch iDocument Control Dssk). Spp 
22772*114 24X Flche 50-000,84/03/19.8403270219 


6403270132 Forwards ''Emergency Diesel Generator Air Start Valve 
Capscrew Dimension it Btreis Analysis." prepared by SliW for 
Transamarlca Delsval, Inc (TDI) Diesel Osnerator Owners 
Group 

MU6ELER, W J TDI (Tran samsr ica Delaval. Inc ) Owners Group 
84/03/23 DENTON. H R. Office of Nucleer Reactor Regulation. 
Director. 2pp 22774*001. 24X Flche; 50-000, 84/03/23, 8403270132 


8403270134 Requests meeting on 040410 to discuss short-term b long- 
term corrective actions it investigations re Transamerlca 
Delaval diesel generators List of suggested msstlng topics 
end 

MCOAUOHYi J P. TDI (Transamerlca Dslavali Inc ) Owners Group 
84/03/23. DENTON, H.R Office of Nuclear Reactor Regulation, 
DlrdCtor 4pp 22767*133 24X Flche 50-000, 84/03/23, 6403270134 


T Hearing transcripts on non-antl trust matters 


8402090039 Board Notification 84-052 forwards meeting summaries 
Containing transcripts of 840210 it 16 meetings between NRC I, 
Transamerlca Delaval.Inc (TDI) Owners Group Distribution 
list encl 

EISENHUT.D 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners Spp 22708 001 24X Flche 50-000.84/03/12. 

8402090037 


— 8403060536 Foruards summary of 840210 meeting w/Traneamer 1 ca Delaval. 
Inc Owners Group In Dethesda.MD re problems w/etnergency 
diesel generators 

CARUaO. R Licensing Branch 2 84/02/27 0 'REILLY. J P NRC - No 

Dstetled Affiliation Given 6pp 22708 006 24X 

Flche 50-000,84/03/12.8402090039 


--8403060554 Transcript of 840210 meeting cj/ Transame r lea Delaval.Inc 
Owners Group in Dethesda.MD re problems w/cmergency dlasel 
generators 

# NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 OOB 24X Flche 50-000,84/03/12,8402090037 


— 8403070409 Summary of 040216 meeting w/Transamorlca Delaval.Inc Owners 
Group in Wading River. NY re program plan to establish 
reliability of diesel generators Agenda. meeting transcript 6 
attendance list encl 

MILLER. H A Licensing Branch 4 84/02/27 Licensing Drancb 4 

Bpp 22700 161 24X Ficho 50-000.84/03/12.8402070039 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerlca Delaval. Inc diesel generators Pp 1-82 
» Commlsslonars 04/02/16 B4pp 22708 169 24X 

Flche 50-000,04/03/12,8402090039 


U Ciongresslonal/Eiec ut 1 ve Correspondence 


8403080179 Fourth partial response to FQIA request for sti categories 
op documents re facilities Forwards App A documents App B 
documont entirely withheld (ref FQIA Exemption S) Review of 
addl documents subj to request continuing 

FELTON. J M Division of Rules and Records 64/02/13 ANDERS0N.5 1 
Oarvay, Schubert. Adams & Barer 7pp 22503 226 24X 

Fiche 50-000.84/02/13,8403080179 


— B007H0203 Responds to 000702 itr re E Borhek concern about ultimate 
responsib 1 1 1 tij fur civil penalities proposed against util 
Civil penalties are imposed as snfercement action State 
agencies should be contacted re responsibility for payment 
D1RCK8. W J Office of the Eiecutive Director for Operations 
80/08/26 JACK80N, H K Senate 4pp 22583260 24X 

Flche 50-000,04/02/13,840308017? 


— 6012160551 Forwards 800623 Itr from constituent E Borhek (or response 
Requests that duplicate rept be forwarded to 802 United 
States Cour thousBr Seatt 1 0 , WA 98104 

JACKSON. H h Senate, Energy & Natural Resources 00/07/21 
KAMMERER, C C Office of Congressional Affairs 2pp 22583*264 
24X Flche 50-000,84/02/13,8403080179 


DOCKET 30-461 CLINTON POWER BTATION, UNIT 1 


A Ap p 1 1 cat lon/c ons true t Ion stage documents t, correspondence 


0403130173 Responds to Generic Ltr 83-28 re generic implication of 
Salem ATWS events Util using methodologies developed by 
industry groups Echedule for info submittal will be provided 
within 4S days after receipt of owners group repts 

HERBDRN.D 1 Ulinpis Power Co 04/03/02 EISENHUT.D G Division 
of Licensing 2pp 22617 298 24X Flche 30-461,04/03/02. 

8403130193 


8403290346 Not 1 ficatl on Of 840403 fflea t ing w/u 1 1 1 in Dethesda.MD to 
discuse safety parameter display sys 

HARRiaaN, G Licensing Drench 2 84/03/00 8CKMENCER, A Licensing 

Branch 2 Spp 22022 253 24X Flche 50-461,84/03/03.8403290346 


6403170398 Forward s tabulated results re review of operating shift 
experience for facility 

HALL.D F Illinois Power Co 84/03/07, DENTON, H R. Office of 
Nuclear Reactor Regulation. Director 6pp 22673 OSB 24X 
Flche 30-461.84/03/09,0403190398, 


B4031S0OB9 Forwards responses to Mechanical Engineering Branch 
Questions 210 OS 210,06 re HVAC duct work Stress limits 
for duct work L duct supports will be included In FSAR 
Buckled portions of ducts will be replaced 

HERBORN.D 1 Illinois Power Co 84/03/12 aCHWENCER.A, Licensing 
Branch S 5pp 22642 358 24X Flche 50-461,64/03/12,0403130089 
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B4OS0'7Q041 Board Notification S4-030 provides Commission policg 
statement !< proposed rulemaklnp on environ quel if Icatlons 
EISEffllUTfl) 0 Division of Licensing B4/03/14 Atomic Safetg and 
Licensing Board Panel JOpp 24X Flche 50-000i 84/03/ 1 4i 8402090041 


B403200190 Ack receipt of B40307 request for concurrence in modifying 
program for pulling Class IE cable Installation of cable 
ttiill not preclude insp of cable tray hangers Concurrence 
granted 

KEPPLEd.J 0 Flegion 3, Ofrlce of Director 84/03/16 OERSTNERi M C 
Illinois Potuer Co Ip 22686 341 24X Flcho 50-461i 04/O3/16r 

3403200190 


— 3403200193 Submits proposed mods to prerequisites for pulling Class 
I£ cable previously modified in 840103 Itr Prior to Class IE 
cable pull> cable tray in pull path ylll be field inspected & 
accepted by Dalduln Assocs Quality 6 Technical Svcs 
HALL. D P Illinois Pouer Co 84/03/07 KEPPLER. J 0 Region 3i 
Office of Director 5pp 22686 342 24X Flcbe 50-461.84/03/16. 

9403200190 


F Security, medical, emergency 6 fire protection plans 


8402090006 Board Notlflcablon 84-034 Forwards R Vollmer 040206 memo to 
0 Elsenhot re fire research results concerning fires In 
electrical cabinets In control room 

EISENHUT. D 0 Division of Licensing 84/02/23 PALLADINO 
Commissioners Ip 22976 203 24X Fichi 50-000.84/02/23. 

8 402090006 


— B4030B03f6 Recommends that Info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board not 1 f 1 c at ion. per NRR Ofc Ltr 19. dtd 821001 Further 
evaluation of test data required 

VDLLMEB.R H Division of Engineering 04/02/06 EISENHUTiD 0 
Division of Licensing lOpp 22376 204 24X 

Fiche 90-000,84/02/23.3402090006 


B4O3120D77 Kotlfles o-f B40323 uorkshop on fire protection safe 
shutdown reuirements of lOCFRSO.App R in Rosemont. IL to 
discuss IE Info Notice B4-09 t< provide adril ihutdaun 
analyses h/or mod guidance Agenda end 

SPESBARDi R L Division of Emergency Preparedness 6 Operational 
Support B4/03/06 OERSTNER.U C IlUnoli Power Co 3pp 
22936 303 24X Fiche 30-461.04/03/06.8403120077 


B4033002B9 NDtifUatlon of B40403 meeting w/utll in Bethesda.HD to 
discuss emergency planning 

HARRISON. O Licensing Branch 2 04/03/08 SCHWENCEfi. A Licensing 

□ ranch 2 3pp 22844 326 24X Fiche 90-461.04/03/08,8403300289 


3403270177 Forwards IE Hgt Meeting Rept 50-461/84-06 on 840228-29 
PAPERIELLQ.C J Region 3. Office of Director 04/03/09 
0ER3TNER. O J 111! no Is Power Co 2pp 22771 126 24 X 

Fiche* 90-461. B4/03/09, B4O3270177 


— 3403270180 IE Hgt Meeting Rept 90-461/04-06 on 840228-29 Major areas 
discussed progress of emergency preparedness program & 
hearing board contcnttens re emergency preparedness 
SMELL, W C , PHILLIPS, M P Region 3, Office of Director 84/03/03 
3pp 22771 128 24 X Fiche 50-461,04/03/09.8403270177 


0 Adjudicatory correspondence 


8403070120 Notice of filing of joint stipulation in OL hearing 
FOX.C D Illinois Power Co FOX, C D Schiff, Hardin t, Matte 

B4/03/02 CLARK, H K . FEROUSON, 0 A , PARIS, 0 H. Atonic Safety and 

Licensing Board Panel 2pp 22547 262 24X Fiche 50-461,84/03/02, 

8403070120 


*-8403070123 Joint stipulation that Paragraphs f.g.h.i It j of Contention 
III hereby withdrawn in entirety Certificate of Svc end. 

ODDDARD. R NRC - No Detailed Affiliation Given FOY, J H Prairie 
Alliance lABEL, S A Illinois Power Co 84/03/01, Gp p 
22947 264 24X Fiche 90-461.84/03/02,8403070120 


8403140097 Forwards proposed mod of Contention 1 re emergency planning 
discussed w/applicant, Pra 1 rl e At 1 lance, FEHA ti NRC at 840226- 
29 meetings in Champaign. IL Schedule to further settle 
remaining emergency planning Issues listed 

GODDARD, R J Hearing Branch 3 84/03/09 CLARK.HK , PARIS, 0 H > 

FERGUSON. G A Atomic Safety and Licensing Board Panel 6pp 
22633 089 24X Fiche 50-461.84/03/09,8403140097, 


— S4O3140D6O Requests notice of dates of licensing hearings in Clinton, 
IL, In order to make necessary arrangements 

STITE8, a 0 Clinton, IL 84/02/24 GODDARD, R J Hearing Branch 
3 ip 22633 092 24X Fiche 90-461.84/03/05,8403140057 


8403140139 Forwards util submittal providing functional description of 
safety parameter display syt M/o end. 

GODDARD, R J Hearing Branch 3 04/03/09 WILLMANiP L Illlnolsi 

State of Ip 22620 297 24X Fiche 50-461.84/03/09.8403140135 


8403140106 Forwards emergency planning contentions as modified at 
recent meeting w/lntervenor it transmittal ltr to A6L8 
GODDARD. R J Hearing Branch 3 04/03/06 PERRY. S Federal 

Emergency Management Agency 9pp 22620 275. 24X 

Fiche 50-461.84/03/06.8403140106 


8403140142 Forwards modified emergency planning contention at amended 
on 840229 by party agreement 

GODDARD. R J Hearing Branch 3 84/03/07 FOY. J Prairie Alliance 

9pp 22624 039 24X Fiche 90-461.04/03/07.8403140142. 


1 Financial information 


8403290093 Forwards util Annual Financial Rept 1983. Soy land Power 
Cooperative. Inc Annual Financial Rept 1902 t. Western 
Illinois Power Cooperetive. Inc Annual Financial Rept 1983. 

HERBORN, D I Illlnoie Power Co. 84/03/23 DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director Ip 22806 106 24X 

Fiche 50-461.04/03/23.8403290093 


— 8403290098 Annual Financial Rept 1983 

KELLEY. W J Illinois Power Co 83/12/31 38pp 22806*127 24X 

Fiche 90-461,84/03/23,8403290093 


—8403290102 Annual Financial Rept 1982 

FERGUSON. C E . WILLIAMS, E H Soylend Power Cooperative, Inc 
82/12/31 22pp 22806 107 24X Flch# 90-461.84/03/23.8403290093 


— 8403290107 Annual Financial Rept 1983 

OANT. R E Western Illinois Power Cooperative, Inc. 83/12/31 
16pp 22006 167 24X Fiche 90-461,84/03/23,8403290093 


Q Inspection reports, IE Bulletins 6 correspondence 


8403130416 Forwards IE Insp Rept 90-461/83-19 on 831101-840111 ti 
notice of violation 

KNOP.R.C Region 3, Office of Director, 84/02/21 OEHBTNER. W C 
Illinois Power Co 2pp 22613.091. 24X Fiche 50-461.84/02/21, 

8403130416 


— 8403130421 Notice of violation from Intp on 831101-840111 

e Region 3, Office of Director 84/02/21. 2pp 22613,093. 24X 

Fiche 90-461,84/02/21,8403130416 


— 8403130430 IE Insp Rept 50-461/83-19 on 031101-840111 Violations 
noted deviation repts not dl spoil tloned per Baldwin Assoc 
Rev 2 to Procedurs BAP 1 0 1 t, acceptancs criteria not 
established for d isposl tlonlng nonconfoi mance repts 
JABLONSKI.F J, , HAVES. D U Region 3. Office of Director 
84/02/21 32pp 22613 095 24X Fiche* 90-461 , 84/02/21, 0403130416 


8403080176 Forwards IE Insp Rept 50-461/84-02 on 040118-20 l< 24-27. No 
noncomp 1 lance identified 

STREETER, d F Region 3, Office of Director 84/02/23 
OERBTNER.W C Illinois Power Co. 2pp 22559 314 24X 

Fiche' 90-461. 84/02/23, 8403000176. 


—8403000188 IE Insp Rept 90-461/84-02 on 840118-20 t< 24-27. No 
noncomp 1 lane e or deviations Identified Major areas 
inspected review of previous noncompl lance, unresolved It open 
items In IE Insp Repts 90-461/82-18 t< 50-461/83-10,06 ti OC. 

CHOULES, N C , SCHULZ, R D , HUNTER, D R. Region 3, Office of 
Director 84/02/17 llpp 2295?' 316 24X Fiche' 90-461, 84/02/23, 

8403080176 


0401190072 IE Info Notice 84-13, “Potential Deficiency in Motor 
Opereted Valve Control Circuits & Annunciation " Bve list 
end 

JORDAN, E L Division of Emergency Preparedness tt Englnearlnfl 
Response (Post 830103) 84/02/28 Consolidated Edison Co. of New 

York. Inc 119pp 22909 239 24X FI chi' 50-000, 84/02/28, 8401190072. 


8402090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC “ Svc list end, 

GRACE. J N Division of OA. Safeguards L Inspactlon Programs (Post 
830103) 84/03/02 Consolidated Edison Co, of New York. Inc. 

130pp. 22952 329 24 X F 1 c h e, 90-000. 84/03/02. B402090Q07. 


8402090008 IE Info Notice 84-16. “Failure of Automatic Sprinkler 8ys 
Valves to Operate," Svc list end. 

JORDAN. E L Division of Emtrgincy Prepartdnsts tc Engineer Itig 
Response (Post 830103) 84/03/02 Consolidated Edison Co. of New 

York. Inc 122pp 22593 098. 24X Fiche 90-000,84/03/02,0402090008. 
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B40Z090009 IE Info Notice 84-19. "Reporting of Radiological Releases “ 
Svc list end 

v/ORPANi E L Division of Emergencv Preparedness & Engineering 
Response (Pott B30103). B4/03/0S Consolidated Edison Co of Naiu 

Yorl. Inc il9pp S2993 217 S4X Fiche 90--000> SA/OS/OZ. 8402090009 


8402090011 IE Info Notice 84-17. "Problems U/LUuld Nitrogen Cooling 
Components Sclou Nil Ductility Temp " 6vc list end 
JORDAN. E U Division of Emergency Preparedness it Engineering 
Responea (Pott 830103) 84/03/09 Consotidated Edison Co of Neu 

York. Inc 117pp 22993*336 34X Flcha gO-OCO. 84/03/09. 840209001 1 


8402090084 IE Info Notice 84-09. Rev 1. "Lfsione Learned From Intps of 
Fire Protection Safe Shutdown Syt " 8vc list end 
JORDAN. E L Division of Emergency Preparedness t. Engineering 
Reeponea (Post 830103) 84/03/07. Consolidated Edison Co of New 

York. Inc U8pp 22639 049 24XFlche 90-000.84/03/07.8402090024 


84OSO9OO20 IE Info Notiea 04-18. "Stress Corrosion Cracking to PWR 
Sya. ** 8vc list end 

JORDAN. E. L Dlvltlen of Emergency Preparedness 4. Engineering 
Reeponea (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc. llSpp 22984 186 S4X Flche' 90-000. 84/03/07. 8402090020 


8403270177 Forwards IE Ngt Meeting Rapt 90-461/04-06 on 840228-29 
PAPERIELLO. C J. Region 3. Office of Director 84/03/09. 
OERBTNER.C J. Illlnolt Power Co 2pp 22771.126 24X 

Flche; 90-461. 84/03/09. 8403270177. 


—8403270180 IE Mgt Meeting Rapt 90-461/84-06 on 840228-29. Major areas 
dlicueeed. progreti of anergency prepartdneis program 6 
hearing board eontcntione ra smtrgency preparedness 
BNELL.W C . PHILLIPS. M P. Region 3. Office of Director. 84/03/08. 
3pp 22771*128 24K Flche 90-461, 84/03/09. 8403270177. 


8402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays In Use in 
Claee IE Safety 6yi " 8vc list end 

DEVOUNO.R C. DIrector'i Office. Office of Inspectlor, and 
Enforcement, 84/03/12 Censalldatcd Edison Co of New York. Inc 
I34pp. 22023.094 34X Flche 90-000,84/03/12.8402090031 


8403190170 Aek receipt of 840309 Itr informing NRC of steps taken to 
correct vlolittoni noted' in IE Insp Rapt 90-461/83-23 
aPESSARDt R L Division of Emergency Preparedness h Oparetioital 
Support. 84/03/14 OERSTNERiH C Illinois Power Co Ip 
22671.192 24X Flche. 90-461, 84/03/14, 8403190170. 


—8403190179 Responds to NRC 840117 Itr ra violations noted in IE tnsp 
Rept 90-461/83-23 Corrective aetioni Procedure BAP 3.3.2 
ravlttd to incorporate directive reRuiremants for seismic 
Category I eablo tray cable Installation 

HALL.D P. Illinois Power Co 84/03/09 KEPPLER.J 0 Region 3, 
Office of Director 9pp 22671.193 24X Flche* 90-461, 84/03/1 4, 

8403190170 


8403190329 Forwards Vender Program Insp Repte 99900231/83-01 h 
99900231/84-01 on 831119-17 8401 16-20, respec tlvcly, 

doting out Pert 21 rapt re seepage of all from Okenite 
cables. 

POTAPOVS, U Region 4, Office of Director 84/03/19. NORELtUS, C E 
Dtvleion of Project (, Resident Programs Ip 22679 026 24X 

Flehii 90-461, 84/03/19, 8403190329. 


6408090043 IE Info Notice 84-19, "Two Events Involving Unauthorised 
Entries into PHR Reactor Cavities,'' Sve list end 
JORDAN, E L Division of Emergency Prepirtdness li Engineering 
Raspense (Poet 830103). 84/03/21 Consolldatid Edison Co, of New 

York, Inc 123pp. 22823 229. 84X Flchai 90-000, 84/03/21, 8402090043. 


8402090044 IE Info Notice 84-20, "Sve Life of Relays In Safety-Related 
Bye. " Bve list end. 

JORDAN) E, L Division of Emergency Preparedness 6 Englnaering 
Raaponia (Post 830103). 84/03/81. Consolidated Edison Co. of New 

York. Inc. 139pp, 22933 001. 24X Flcha* 90-000, 84/03/21, 8402090044 


R. Periodic operating reports l< related correspondence 


8403020443 Forwarde monthly status rept of offsite emergency 
praparadness for OL reviews for Jan 1984. Changae in FEHA 
finding dates not caused by delay due to offsite emergency 
planning leeuts 

OIRCKStH J. Office of the Etecutlve Director for Operations. 
84/02/21. PALLADINO Cemmisalontrs, 9pp 22492,083. S4X 
Flche: 90-000, 84/02/21,8403020443. 


8 Reportable occ urrenee* . LERs 6 related correspondence 


B4030B0240 Part 21 rept re failure of Pacific Air Produc ti linear 
converter Initially reported on 840117 Failure due to 
eicaislve wear of brass shaft guides on Input (, output 
shafts Investigation underway 

HALL, D P IlllnolB Power Co 84/02/29 KEPPLER.^/O Region 3, 
Office of Director 2pp 28596 289 Z4X Flche 90-461,84/02/29, 
8403080240 


B40326029S Interim Deficiency Rept 39-83-06 re weld defects on 
structural steel members supplied by Rockwell Engineering. 
Initially reported on 830427 Repairs Initiated (i vendors 
notified of OA rospons lb i 1 1 ty 

HALL, D. P Illinois Power Co 84/03/13 KEPPLER, J 0 Region 3. 
Office of Director 4pp 22734 313 24X Flche 30-461,84/03/13, 

8403260299 


V Operator E>emlnations 


8403190398 Forwards tabulated results re review of operating shift 
experience for facility 

hall. D P Illinois Power Co 84/03/09 dENTON.H.R Office of 
Nuclear Reactor Regulation, Director 6pp 22673:098 24X 

Flche 90-461.84/03/09,8403190398 


DOCKET 30-462 CLINTON POWER STATION, UNIT 2 


F Sfcurltyi medical, emergency 6 fire protection plans 


8403120077 Notifies of 840323 workshop on fire protection safe 
shutdown reulraments of lOCFRSO, App R In Rosemont, IL to 
discuss IE Info Notice 84-09 tt provide addl shutdown 
analyses b/or mod guidance Agenda and 

8PE8SARD1R L Division of Emergency Preparedness 6 Operational 
Support. 84/03/06 OERSTNER, H C Illinois Power Co 3pp. 
22906 302 24X Flche 90-461,84/03/06,8403120077 


8 Inspection reports, IE Bulletins t, correspondence 


B40319O329 Forwards Vendor Program Insp Repts 99900231/83-01 4, 
99900231/04-01 on 831 1 IS- 1 7 6 0401 16-20, respec t Ivel y. 
closing out Part 21 rtpt re seepage of oil from Qkonlte 
cables. 

POTAPOVS, U Region 4, Office of Director 04/03/19, NOREUIua.C E 
Division of Project 6 Resident Programs Ip 22679 036, 24X 

Flche; 30-461. 84/03/1 8, 8403190329. 


8 Reportable occurrences, LERs b related correspondence 


8403140122 Part 21 rept re status update concerning abnarmat wear on 
linear converters Test program underway Results of 
investi getion indicate excessive wear caused by hunting of 
control circuitry 

DODSON, J P PaciPlc Air Products Co 84/03/09 Director's 
Office, Office of Inspection end Enforcement 7pp. 22624 068 84X 

Flche. 90-000, 84/03/09, 8403140122 


DOCKET 30-463 FULTON OENERATINO STATION, UNIT I 


0 Adjudicatory correepondance 


8403010221 Forwards brlsf on Itsuat re liability for fees b expenses. 
Related e orris pond once 

IRWlNiD P Hunton 6 Williams IRWIN, D P Ph 1 ladelphia Electric Co 
84/02/27 CDTTER.DP, LINENB6R0ER, 0. , DE8YLVA, D. P. Atomic Bafatu 
and Licensing Board Panel. Ip 22438*132 24X 

Flche; 30-463, 84/02/27. e40301022f 


*8403010229 Brief on issues re liability for foes t, tspensis Certlficete 
of Bve eneI.Relatid correspondence 

IRWIN, D P Philadelphle Electric Co. IRWIN. D, p. Huotan b 
Williams. 84/02/27 Atomic Safety and Licensing Board Panel 
41pp, 22433 133. SdX Flche 90-463,04/02/27.8403010221 


T. Hearing transcripts on non-antI trus t matters 


8403090071 Transcript of 840229 hearing in Ph i lade 1 phla. PA. Pp 1-03 
• Atomic Safety and Licensing Board Panel 84/02/29 BObb 
22490 284 24X Flche SO-463, 04/02/29, 0403030071 
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DDCUST 30-464 FULTON GEWEnA'lNO STATION, UNIT 2 


0 Ad judltcd tory c orrespond b nee 


BADSOIC-SSI Forwards brief on issues re liability for fees & eipenses 
nslated c orrespo'ndene e 

IRWIN. 0 P Hurton t. Williams IRWIN, D P Philadelphia Electric Co 

B4/oa/27 COTTER, D P , U INENBEROER, C . DESYLVA, D P Atomic Safety 

and Licensing Board Panel Ip 22405 102 24X 

Ftche 30-463, B4/02/27. 0403010221 


— 9403010229 Brief on Issues re liability for fees L expenses Certificate 
of Sve end Related cor r espondenc e 

IRUIN.D P Philadelphia Electric Co IRWIN, » P Huntpn Si 
Williams 84/02/27 Atomic Safety and Licensing Board Panel 

41pp 22435 133 24X Flche 30- 4 63, B4/02/27, B4D301 0221 


T Hearing transcripts on n o n-an ti tru s t matters 


B4030S0071 Transcript of B40229 hearing in Ph 1 ladelphia, PA Pp 1-83 
• Atomic Safety and Licensing Board Panel 84/02/29 83pp 
22490 284 24X Flche 50-463, 84/02/ ?9, B4O305007 1 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION, UNIT I 


A Appl 1 c at i on/cons true tl on stage documents t/ correspondenca 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Foruards App A documents App B 
document entirely withheld (ref FDIA Exemption 51 RsYieu of 
addl documents subj to request continuing 

FELTON, JH Division of Rules and Records 84/02/13 ANDERSON, 8 I 
Oarvey, Schubert, Adams & Barer 7pp 22583 226 24X 

Flche 50-000.84/02/13.8403080179 


--8102200029 Foruiards action plan for resolution Of non-TMl Issues for 
pending CP/mfg license ap p 1 1 ca t Ions, per Dfc of Nuclear 
Reactor Regulation approach to resumpbion of licensing 
Safety evaluation inputs should be provided by 810601 
EIBENHUT.DG Division of Licensing 80/12/31 VOLLMEB.fl 
Division of Engineering Ip 22583 277 24X 

Flche 50-000.84/02/13,8403080179 


DOCKET 50-467 ALLENS CREEK NUCLEAR STATION, UNIT 2 


App 1 lea t lon/c ons true t ion stage documents 6 correspondence 


3403080179 Fourth partial response to FOIA request for six categories 
of dO'Cumen.ts re facilities Forwards App A documents App 6 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents lubj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, B I 
Garvey. Schubert, Adams t< Oarer 7pp 22583 226 24X 

Flche 3O-0D0. 84/02/13, 8403080179 


— 8102200029 Forwards action plan for resolution of non-THl Issuei for 
pending CP/mfg license app 1 i cat ions, p er Dfc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation inputs should be provided by B106D1 
EISENHUT.OO Division of Licensing 80/12/31 UOLLHER, R 
Division of Engineering Ip 22583 277 24X 

Flche 50-000.84/02/13.8403080179 


30CRET STN-50-470 CESSAR SYSTEM 60 


NRC Safety Evaluation Report (SERI, suppls L eurrespondence 


1403010276 Fnrwards Interface requirements re blocX valves on 
atmospheric dump valves to close out Confirmatory Item 2 
of SSER 2 re steam generator tube rupture analysis 

SCHERER. A E Combustion Engineering, Inc 84/02/24 EISENHUT, 0 0 
Division of Licensing Spp 2343S 173 24X Flche 50-470,84/02/24, 

9403010276 


1403270107 Forwards Interface requirement re shutdown cooling analysis 
of reactor coolant gas vent sys per 5SER 2 Confirmatory Item 
c losed 

SCHERER, A E Combustion Engineering, Inc 84/03/22 EISENHUT, D 0 
Division of Licensing 2pp 22766 347 24X Fiche 50-470,84/03/22, 

9403270107 


K Utility Final Safety Analysis Report ( FSAR } li amends 


B4032000BI Forwards for review, Amend 9 to C-E std SAR Major changqs 
result from response to confirmatory items t< NRC questions 
SCHERER, A E Combustion Engineering, Inc 84/03/16 EISENHUT.OO 
Divlsian of Licensing 2pp 22682 001 24X Flche 50-470,84/03/16, 

9403200081 


— 9403200085 Amend 9 to C-E std SAR 

WEBT, U M Combustion Engineering, Inc 94/02/29 S24pp 
22682 003 24X Flche 50-470,84/03/16,8403200091 


DOCKET 50-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 


A App I ieatlon/constructlon stage documents & correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App 8 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 94/02/13 ANDERSON. 8 I 
Oarvey, Schubert, Adams I, Barer 7pp 22583 226 24X 

Flche 50-000,04/02/13,9403080179 


--810220002? Forwards action plan for resolution of non-TMI Issues for 
pending CP/mfg license app 1 1 cations, per dfc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation inputs should be provided by 810601 
EISENHUT, D 0 Division of Licensing 90/12/31 VOLLHER, R 
Division of Engineering Ip 22583 277 24X 

Fiche 50-000,94/02/13,0403000179 


9 Reportable occurrences, LERs ti related correspondence 


8403260233 Forwards summary list of deficiencies identified per 
1OCFR50 55(e), Part 21 t, potential generic Itr repts for 
c omments 

BTAROSTECKI, R Division of Project (i Resident Programs 64/02/28, 
Region 1, Office of Director 7pp 22756 065 24X 

Fiche 50-000,84/02/28,9403260233 


DOCKET STN-50~4B2 WOLF CREEK OENEHATINO STATION 


A Appl icat lon/construc tlon stage documents 6 corretpondence 


S4D2090302 Notifies that Rev 2 to “Rept of Independent Review of 
Environ Qualification Programs to NURE0-0S8B" not complete 
reissue, per 940201 Itr Severel rept apps had no changes 
PETRICKiN A Standardized Nuclear Unit Power Plant System 
84/02/07 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Ip 22160 174 24X Fiche 50-000,04/02/07,8402090302 


8402090017 Hoard Notification 84-039 forwards RU Mattson 840123 memo 
to DO Elsenhut providing status update of NRC actions re 
Uestinghouse ECCS actuation logic 

EISENHUT, D 0 Division of Licensing 84/02/27 PALLADINO 
Commissioners 7pp 22546 007 24X Fleha 50-000.84/02/27, 

0402090017 


S403010406 Forwards listed addl info re slave relay tasting Tech Spec 
requirements for ESF actuation sys, per 840217 request 
Meeting ui/Ins trumen ta t ion & Control Sys Branch requested 
during wk of 840227 

PETRICK.N A Standardized Nuclear Unit Power Plant System 
84/02/27 DENTON, H R Office of Nuclear Reactor Regulation. 

Director e2pp 22433 297 84X Flche, 50-000, B4/02/27, 9403010406. 


6403020274 Forwards response to Oenerlc Ltr 83-2B re required actions 
based on generic Implications oF Salem ATUS events, V)/three 
oversize drawings Aperture cards are available in POR 
KOESTER.OL Kansas Oas i> Electric Co 84/02/29 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director 49pp 22462 042 
24X Flche 50-462, 84/02/29, 8403020274 


6403120315 Forwards comments t> request for addl info to complete review 
of fecillty procedures generation packaga. Info requastad 
within 30 days of ltr receipt 

YOUNOBLOOD, D J Licensing Branch 1 84/02/29. KOESTER.O, L Kansas 

Gas (, Electric Co 7pp 22619 001 24X Fi c he. 50-462, 84/02/29, 

8403120315 


8403120363 Forwards request for addl info to complete evaluation of 
Instrumentation 1, Control Sys Branch site audit Info 
should be submitted by 940420 

YOUNOBLOOD. D J Licensing Branch 1 84/02/29 KOESTER.O.L Kansas 

Oas 1, Electric Co 6CHNELL, D F Union Electric Cd 4pp 
22615 354 24X Fiche 50-000,84/02/29,9403120363. 
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8403140383 Ac* recslpl; of util 640502 request to uithhold proprietary 
vartion of "5NUPPS Steam Generator Tube Plugplng Margin 
Evaluation" from public discloiure Based on lleted raasons> 
submitted info uill be oiithheld iref 10CFR2 7?0) 

VOUNOBLOaOt B Licensing Branch 1 84/03/01 UIESEilANNrR A 

Meetinghouse Electric Corp 4pp 22i>36. 323 24X 

FIche 30-000. 84/03/01. 8403140283 


8403060S?B Foruards egulpmcnt qualification data package for ME-1 to 
support justifications for interim operation Odd-numbered 
pages mistakenly not copied EQOP—HE-1 substitutes info in 
previous package 

PCTRICKiN A Standardlied Nuclear Unit Pouer Plant System 
84/03/09 DENTON.H R Office of Nuclear Reactor Regulation. 
Director Ip 22318 099. 24X Fiche 50-000.84/03/05,8403060296 


8403130342 Forwards justification for Interim operation IJIO) for 
listed programs & draft Uestlnghouse Class 3 topical repts 
Final resolution of issues for listed JIOs eipectcd by 
8S0331 

PETRICK.N A Standardlied Nuclear Unit Power Plant System. 
84/03/06. DENTON. II R Office of Nuclear Reactor Regulation, 
Director. 4pp. 22616:149 24X Fiche 50-000. B4/03/06. 8403130342 


— 8403130358 Draft "Equipment Quail f Ication Data Package." Rev 4 to 
EQDP-EBE-i3, "Process Protection Sys " 

RAHE.E P Westlnghouse Electric Corp HCAF-a507 R4EBE-13D 
63/06/30 22pp 22616 133 24X Fiche* 90-402, 84/03/06. 8403130342 


— B4O313037S Draft "Equipment Qualification Data Package. " Rev 0 to 
EQDP-E8E-47A. "Boron Dilution Fl» - Source/Intermediatc 
Range Neutron Detector " 

RAHE.E P Westlnghouse Electric Corp WCAP-S507 R0E8E-47AD 
83/05/31 20pp 22616 175. 24X Fiche: 50-402. 84/03/06. 8403130342 


— 640313038? Draft "Equipment Qualification Data Package." Rev O to 
EQBP-HE-IOB. "Hoad Vent Sys - Electronic Control Module 
(HE-IOB) " 

RAHE. E. P Westlnghouse Electric Corp WCAP-83e7 ROHE-IOO D 
63/10/31 28pp 22616. 19S 24X Fiche: 50-482, 84/03/06, 8403130342 


8403190421 Notifies of Caseload Forecast Panel 840320-22 site visit to 
obtain Info re const status Info ulll be used to better 
allocate NRC resources during license review List of Info 
requested end 

VOUNS BLOOD, B J Licensing Branch 1 84/03/07 K0E8TER. O. L Kansas 

Oas (i Electric Co 6pp 22691:336 24X FI c he. 50-482. 84/03/07. 

6403190421 


8403270283 Notification of Caseload Forecast Panel 840320-22 site 
visit! w/utlt to review const progress li assess projected 
fuel load dates Agenda end 

O'CONNOR, P W Licensing Branch 1 84/03/07 YOUNGBLOOD. D J 

Licensing Branch I 7pp 22789 294 24X Fiche 50-482. B4/03/07. 

8403270283, 


8403290331 Notification of cancellation of Caseload Forecast Panel 
840321 site visit ti 840320 6 22 public meeting* 

O 'CONNOR, P W Licensing Branch 1 B4/03/07 YOUNOOLOOD, B J 

Licensing Branch i 7pp. 22822 296 24X Fiche 90-482,84/03/07, 

8403290351 


8103270240 Summary of 840217 moating w/utl 1 s, Bochte 1 6 Wastinghouec 
re slave relag* testing frequency 1. 8ER open items on loss of 
Instrument but b boron dilution control 

HOLONICH, J J , O'CONNOR. P M. Licensing Branch 1 B4/03/0B 

Licensing Branch I 6pp. 22709.275 24X Fiche 30-000,84/03/00, 

8403270240 


6403130197 Forwards addl info re design process used in constructing 
factlity.per 840104 request Attachment dlseussei nearly 
Identical design of Callaway t. Molf Creak 8. minor design 
features unique to Wolf Creak 

K0E8TER. 0 L Kansas Oas b Electric Co 64/03/0? DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director 30pp 22609:065 
24X Fiche; 50-462, 04/03/09, B403130197 


B4O31SO064 Forwards SKpertence tables for shift consultant for hot 
participation requirements of plan proposed by util group 
on operating ehlft eiperlence. 

KOESTER.O L. Koneai Oae b Electric Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Rogulatlon, Director. 3pp 22643*069 
24X Fiche; 90-462, 84/03/1 a, 0403130064 


M03190Q29 Ack receipt of 640217 Itr roepondlng to NRC 630929 request 
High echool verlflcetlon diploma verlfleatlon process 
accoptebte 

OAOLIARDO.J E. Region 4, Office of Director. 84/03/13. 

KOESTER.O I. Kaniee Oae b Electric Co. Ip 22672 097. 24X 

Flcho; 90-462, 64/03/13, 6403190229. 


—8403190229 Responds to NRC 830511 b 29 Ibrs verifying that amplDyees in 
positions requiring high school diploma have graduated from 
high school Background investigation contractor will 
routinely verify highest education Itr 

KOESTER.O L Kansas Oas b Electric Co 84/02/17 OAOLIARDO.J E 
Region 4, Office of Director Ip 22672 098 24X 

Fiche 30-482,84/03/13,8403190229 


8402090041 Board Notification 84-030 provides Commission policy 
statement b proposed rulemaking on environ qua! if ications 
EI6ENHUT, D 0 Division of Licensing 84/03/14 Atomic Safety and 

Licensing Board Panel lOpp 22716 338 24X Fiche 90-000,84/03/14. 

8402090041 


B403210073 Informs that facility fuel load scheduled for 840923 
CoismsT'clal operation planned for Spring 198S>u/plant 
scheduling activities retaining target for going 
commercial during Feb 1985 

KOESTER.O L Kanaas Oas b Electric Co 84/03/19. DENTON, H R 
Office of Nuclear Reactor Regulation. Director Ip 22704 362 24X 

Fiche 50-462. 84/03/ 1 5, 6403210073 


0403200232 Forwards Rev 1 to "Review of Boron Dilution Transients at 
Wolf Creek" b proof b review pages of Tech Specs deleting 
boron dilution mitigation sys W/two oversiie drawings 
Aperture cards are available in PDR 

KGEBTER.O L Kansas Oas b Electric Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation. Director. 5pp 22687 170 
24X Fiche 50-4B2. 64/03/16. 840320O2S2 


— 8403200S60 Proof b review pages of Tech Specs deleting boron dilution 
mitigation sys. 

# Kansas Oas fc Electric Co 84/03/16 4pp 22607 175 24X 

Fiche 90-482,84/03/16,8403200232 


— 8403200S69 Rev 1 to "Review of Boron Dilution Transients at Wolf 
Creek " 

RUBIN. A . UNIONE. A impel 1 Corp STEWART. H Kansas Oas b 
Electric Co 01-0780-1269 ROl 84/03/31 SSpp 22687 180 24X 

Fiche 90-482,84/03/16.8403200252 


8403220019 Forwards addl Info re equipment b seismic qualification, b 
pump & valve operability issues Identified by NRC 
PETRICK.N A Standardlied Nuclear Unit Power Plant System 
84/03/16 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 3pp 22713 399 24X FUhe 90-000, 84/03/16. 8403220019 


8403220029 Responds to three NRC questions re analysis of steam 
generator tube rupture event, contained in FSAR Util 
reanalyzing condition using operator times from actual 
events b ANS Draft Std S3 8 Rept expected by 840630 
PETRICKtN A Btandardiied Nuclear Unit Power Plant System 
84/03/16 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 3pp. 22712 318 24X Fiche 50-000.84/03/16,8403220029 


6403220026 Forwards requested changes to final draft Tech Spec* List 
of Tech Specs discussed u/descrlptlon of status b action 
requlrad also end 

PETRICK.N A Standardlied Nuclear Unit Power Plant System. 
04/03/20. DENTON. H R Office of Nuclear Reactor Regulation. 
Director 67pp 2271 3 219 24X Fiche 90-000,84/03/20,8403220026 


6403220164 Forwards implementation schedule for resolutions of 
supplementary survey b auilllary shutdown panel review 
findings b list of addl commitment* made during NRC audit 
Human factors items considered closed 

PETRICK.N A Standardlied Nuclear Unit Power Plant System 
84/03/21 DENTON. H R. Office of Nuclear Reactor Regulation, 
Director 7pp 22717 028 84X Fiche 90-00*0, 04/03/21, 6403220184 


8403260262 Forwards addl Info documenting environ qual i f 1 cat ion of 
mechanical equipment program completion per 68ER 4 for Wolf 
Creek 

PETRICKiN A Standardlied Nuclear Unit Power Plant Systee\ 

84/03/21 DENTON, H.R Office of Nuclear Reactor Regulation, 
Director 116pp 22793 034 24X Fiche 90-000.84/03/21,8403260202 


E NRC Safety Evaluation Report <SER), suppli b carraepondence 


8403080179 Fourth partial response to FOIA request for six categories 
of document* re facilities Forwards App A dacuments App B 
document entirely withheld (ref FOIA Exemption 9) Review of 
addl document* subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, S 1 
Garvey, Schubert, Adams b Barer 7pp 22963 226 24X 

Fiche* 90-000,84/02/13, 0403080179. 
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— ei0a0400S2 Faruardj short & long-term OL & CP revieu tchedul*s<ln 
responoi to 801216 noetlng to/USOS List at OL plertt rsvlius 
Per iiihlch NRC tsntatlvelg plans to sttk U8<3& asslstanca is 
provl dad 

JACKSON. R E Oeosciancas Branch NRC-03-e0-n3 Bi/Ol/Si 
OEVINE. J F Inttrlor. Dept ofi Oralogtcal Survtg 9pp 
22963 272 S4X Flchr S0-000>84/02/13> 8403060179. 


6403270240 St^ismary of 640217 naating w/utll Si Bach tal 4> Was 1 1 nghouse 
ra slave relay tasting frequency h 8£R open Itaint on lost of 
Instrument bus 6 boron dilution control 

HDLONICHjJ. J . 0 'CONNOR, P M Licensing Branch 1 84/03/06 

Licensing Branch 1 ipP 227B9 279 24X Ficha 90-000.84/03/08, 

6403270 240 


6403200050 Advises that containment pressure-high-l setpoint complies 
u/THI Action Item II £.4 2. “Containment Isolation 
Oap endab i li ty " Zt EER requirements 

PETRICKi N a Standardl 1 ed Nuclear Unit Pouer Plant System 
84/03/19 DENTON.H R Office of Nuclear Reactor Regulation, 
Director 2pp 22698 291 24X Fiche 90-000,64/03/15,8403200090 


8403200297 Foruards updated response to request for addl info re 
monitoring it evaluating seepage at douinstream tee of main 
dam (SER Confirmatory Item A-2> Info incorporated In OL 
epp 1 ica tion 

KOESTER.C L Kansas Oas ti Electric Co B4/03/t6 DENTON H R 
Office of Nuclear Reactor Regulation, Director 3pp 22696 399 
24X Ficha 90-482,64/03/16,8403200297 


64033602B2 Foruards addl info documenting environ qualification of 
mechanical equipment program completion per 6SER 4 for Molf 
Creek 

PETRICK.N A Standardised Nuclear Unit Pouer Plant Systam 
84/03/21. OENTON, H R Office of Nuclear Reactor Regulation., 
Director 116pp 22753 034. 24X Fiche 90-000, 84/03/21 , 8403260282 


F Security, medical, emergency ti fire protection plans 


&403050192 Submits scenario for submittal of info re emergency 
preparedness l< upgrade it maint naeessary to ensure proper 
revleu (< coordination ui/all participant organ 1 lat ions 
COLLINS, J T Region 4, Office of Director 84/02/09 K0E6TER, 0 L 

Kansas Oas 4, Electric Co 2pp 22485 233 24X 

Fiche 90-482,84/02/09.8403090152 


8402090006 Board Notification 84-034 foruards R Vo liner 840206 memo to 
D Eisanhut re fire research results concerning fires In 
electrical cabinets in control room 

eiSENHUT. D 0 Division of Licensing 84/02/23 PALLADINO 
CemmissloneFS Ip 22576 203 24X Fiche 90-000,84/02/23, 

6402090006 


—6403080316 Reco/nmends that info re fir* research results concerning 
fires In electrical cabinets In control room be submitted 
for board notification, per NHR Ofc Ltr 19, dtd 821001 Further 
evaluation of test data raquired 

VOLLHER.R M Division of Engineering 84/02/06 EISENHUT, D. 0 
Division of Licensing. iOpp 22976.204. 24X 

Fiche 90-000,84/02/23,8402090006 


8403140002 Ntmorandum memor ial 1 i ing 840312 conference cell re Nuclear 
Awareness Netuork, Inc 840221 ti 0306 motions 

NOLFE,B J Atomic Safety and Licensing Beard Panel. 84/03/13 Spp 
22632 127 24X Fiche 90-482,84/03/13.8403140002 


8403140030 Order granting 840221 motion for time extension of addl 
19 days to file reply k affidavits per 640209 order 
HOLFE, B J Atomic Safety and Licensing Board Panal 64/03/13, Ip. 
22633 213 24X Fiche 90-482,84/03/13,8403140030. 


8403190198 Notifies of Caseload Forecast Panel 840320-22 meetings at 
Site to review const progress & obtain addl Info for 
assessing projected fuel lead dates 

KARMAN, M Hearing Branch 1 84/03/13, WOLFE, B J , PAXTON, H C . 

ANDERSON, 0 C Atomic Safety and Lictnslng Board Panel Ip 
22668 399 24X Fiche 50-482,64/03/13,8403190198. 


6403190123 Informs that Caseload Forecast Panel 840320-22 meetings 
cancelled A8LB k parties uill be notified upon 
resched ul tng 

KARMAN, M Hearing Branch 1 84/03/14 WOLFE. S. J. , ANDERSON, 0 C , 

PAXTON, H.C Atomic Safety and Licensing Board Panel tp. 

22669 219 24X Fiche 90-482,84/03/14,8403190123 


8403190039 Bubmlts best estimete dates, par 830412 eenferance call 
Comp tstlon of const scheduled for 840923, fuel load scheduled 
for 840923 k commercial operation scheduled for Spring 1989 
Certificate of Sve end Related correspondence 
SILBERO.J E. Shew, Pittman, Potts It Troubridga 81LBER0, J E 
Kansas Oas k Electric Co 84/03/19 WOLFE, 6. J , ANDERSON, O.C . 
PAXTON, H C Atomic Safety and Licensing Board Panal Spp 
22666 212 24X Flchi 90-482,64/03/19,8403190039. 


6403260329 Proposed findings of fact, cone lus Ions of law k brief in 
form of proposed initial decision Certificate of 8vc end 
BILBEHO, J E Kansas Oas k Electric Co SlLBEROiJ, E Shaw, Pittman, 
Potts k Troubridga DSB 091 84/03/20. 279pp. 22760*264. 24X 

Fiche 90-482,64/03/20,6403260329 


6403270326 Advises of Caseload Forecast Panel meeting scheduled for 
840410-12 Rsletad correspondenct, 

KARMAN, H Nearing Branch I DSB 134 64/03/22. WOLFE. S J. . 

PAXTON, H C , ANDERSON, 0 C Atonic Safety and Licensing Board Penei. 
Ip 22769 019 24X Fiche. 90-482, 84/03/22, 6403270326. 


6403280334 Kemoranduin k order denying petition for leave to intervene 
k request for hearing Served on 640327 

WOLFE, S J Atomic Safety and Licensing Board Panel DBB 146. 
84/03/26 Nuclear Awartness Netuork, 14pp 22787.081. 24X 

Fiche 90-482,84/03/26,8403280334 


K Utility Final Safety Analysis Report (FSARl k amends 


8403200187 Foruards Rev 14 to F8AR Rev will be incorporated Into 
applications of listed dockets by aminds submitted by Kansas 
Oas k Electric Co k Union Electric Co 

PETRICK.N A Standardised Nuclear Unit Pouer Plant System. 
84/03/14 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Spp 22691 199 84X Fiche 90-000,84/03/14,8403200187 


8403010270 Advises of design changes instituted ae result of NRC fire 
protection review Addl sprinkler beads uill be Installed in 
auxiliary bldg west corrldore at 2,000 ft k 1,974 ft 
a 1 eva 1 1 on s 

PETRICKiN A Standardlxad Nuclear Unit Power Plant System 
84/02/24. DENTON.H R Office of Nuclear Reactor Regulation, 
Director 2pp 22432291 24X Fiche 90-000,84/02/24,6403010270 


— B403200189 Rev l4 to F8AR 

« Standardiied Nuclear Unit Power Plant System, 84/03/31 
1099pp 22691*202 24X Fiche* 90-000, 84/03/14, 8403200187 


Q Inspection reports, IE Bulletins k correspondence 


8403200293 Clarifies F8AR statement re fire protection review of 
seismic design of oil collection devices to maintain 
functional Integrity during postulated SSE Sys pressure 
boundary will remain Intact 

PETRICK.N A Standardiied Nuclear Unit Power Plant System 
84/03/14 OENTDN.H R Office df Nuclear Reactor Regulation, 
Director Ip 22690-207 24X Fiche 50-000,84/03/14,6403200293 


O Adjudicatory correspondence 


8403090093 Petition of Nuclear Awareness Netuork for leave to intervene 
k request for hearing Certificate of Sve k effldavits end 
JOHrJSON, A R Nuclear Awareness Network 04/03/06 Coimrniesioner s 
14pp 22576 189 24X Ft che, 90-482, 34/03/06, 8403090093 


8403140061 Response to eppllcent 840203 k staff 840208 responses to 
Nuclear Awareness Network 840119 petition to Intervene k 
request for hear Ing. Reque sts for late-filed Intervenor 
itetue should be granted. Certificate of Sve enel 

J0HN9DN, A R Nuclear Awareness Network 84/03/06 Comml esloners 
14pp 22633.069 24X Fiche 90-482,84/03/06,8403140061 


B4032B0211 FOIA request for documents re falsi ficetion of QA/QC records 
fay H Annas at facility 

BELL.N Nuclear Information k Resource Service. 84/01/09. Office 
of Administration 2pp 22799:326 24X Fiche. 90-482, 84/01/09, 

8403280211. 


6403130290 Ach receipt of 831130 itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-482/83-20 
Listed info re experience k training of radiation protection 
technicians due in 30 days 

OAOLIAROa, J. £ Region 4, Office of 01 rector 84/02/08. 

KOESTER.O L Kanses Oas k Electric Co 2pp 22614.193. S4X 
Fiche: 90-462, 84/02/06, 8403130290. 


6403090179 Forwards IE Insp Rept 90-482/83-36 on 831114-18 k 1128-1201 
k notices of violation k deviation 

OAOLIARDQ/J E Region 4, Office of Director 84/02/14. 

KOESTER.O, L. Kensas Oas k Electric Co 2pp 22489! 120. 84X 

Fiche- 90-482, 84/02/14, 8403090179 


•-84O3OSOIB0 Notice of violation from insp on 831114-18 k 1128-1201 

a Region 4, office of Director. 84/02/14 9pp 22489*122. 24X 

Fiche 90-402.84/02/14,0403090179 
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— 8403090183 Notice of deviation fra/i> Insp on 631114-18 & 1128-1301 

■» Region 4, Office of Director 84/02/14 Ip 22489 127 24)C 

Flche 50-482.84/03/14.8403090179 


— 8403090186 Insp Rept 90-482/83-36 on 831114-16 & 1128-1201 

Violations noted failure to have steel erection 6 audit 
procodures Deviation noted failure to complg id/F8AR 
commitment to AN31 N49 2 12-1977 

BOAROMAN. 3 R , SMITH. U F > JOHNSON. U D Region 4. Office of 

Director 84/02/14 21pp 22489 128 24X Fiche 90-482.84/02/14. 

8403090179 


8403010213 Provides data supporting preservice insp relief request re 
random component b piping ipelds. per util 840118 Itr Listed 
uelds require partial relief from Section XI velumetric 
exam requirements 

SEIKEN. 8 J Standardised Nuclear Unit Power Plant Sgstem 84/02/24 
DENTON. H R Office of Nuclear Reactor Regulation. Director 4pp 
22439 231 24X Flche 90-000.84/02/34.8403010213 


8401190072 IE Info Notice 84-13. "Potential Deflclencg in Motor 
Operafcod Valve Control Circuits *< Annunciation “ 8ve list 
end. 

JORDAN. E L Division of Emergeoeii Preparedness b Engineering 
Response iPost B30103) 84/02/28 Consolidated Edison Co of Neu 

York. Inc 119pp 22909 239 24X Fiche 90-000.04/02/28.0401190072 


©402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Rsgulatorg Revs bg DOT b NRC " 8vc list end 

ORACE# J N Division of 0A« Safeguards b Inspection Programs (Post 
330103) 84/03/02 Consolidaied Edison Co of New York. Inc 

ISOpp. 22992-329 24 X Flche 50-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16. "Failure of Automatic Sprinilor Sga 
Valves to Operate " 8ve list end 

JORDAN. E L Division of Emergencg Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Mew 

York. Inc l22pp 22593 098 24X Flche 50-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
8vc list snc 1 

JORDAN. E L Division of Emergencg Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consol idated Edison Co of New 

York. Inc I19PP 22553 217 24X Flche 50-000,84/03/02,8402090009 


8402090011 IE Info Notice 84-17. "Problems W/Llquid Nitrogen Cooling 
Components Oeloui Nil Ouctltltg Temp “ Svc list end 
JORDAN; E L Division of Emergencg Preparedness & Engineering 
Response (Post 630103) 84/03/05 Consolidated Edison Co of New 

York. Ine 117pp 22953 336 24X Flche 50-000, 84/03/05. 840209001 1 


8402090024 IE Info Notice B4-09, Rev 1. "Lessons Learnad From insps of 
Firs Protection Oafs Shutdown Sgs " Svc list end 
JORDAN. E L Division of Emergencg Preparedness b Engineering 
Response (Post 830103) 84/03/07, Consolidated Edison Co of New 

York, Inc llepp 22639.049 24X Flche 90-000,84/03/07,8402090024 


0402070028 IE Info Notice 84-18. ''Stress Corrosion Cracking in PUR 
Bys '* Svc list end 

JORDAN. E L Division of Emergencg Preparedness b Engineering 
ftesponse (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc ItBpp 22504 186 24X Fiche 50-000,84/03/07,8402090028 


0403280216 Partial response to FOIA request for documents re 
f alstf Ication of OA/OC records bg H Annas at facllitg 
Forwards App A documents Documentation also available In 
PDR 

FELTON, J. M Division of Rules and Records 84/03/07 BELL.N 
Nuclear Information b Resource Service 2pp 22799 326 24X 

Flcho 90-482,64/03/07.0403280216 


— 84032G0229 Discusses review of closed b open files re alleged 
falsi f Ication of traveler records A Oauthier "spread sheet" 
ehoids Files 82-'10 b 82-13 as dosed b assigned to 
J Sinclair. Region IV had nothing in files 

BONERS, H Office of Inspector b Auditor 83/03/16 CUMMIN05, J J 
Office of Inspector b Auditor Ip 22799.330 24X 

Flche; 90-492, 84/03/07, 8403280216 


—8403260227 FOrwerds IE Investigation rept re facllitg, per teUon 
request U/o end 

CUMHINSa, JJ Office of Inspector b Auditor 82/01/12. 
MORRIBSETTE, K Justice, Dept of tp 22799.331 24X 

Fiche; 90-402. 84/03/07, 0403260216 


—0403200233 Responds to Region IV 810722 b IE 811016 memos re improper 
duplication of oaf t tg-rolated pip* hanger DOJ contacted b 
advised that no objection raised to IE Issuing Investigation 
rapt 

BCHNEBELEN, A Office of Inspector b Auditor 01/12/23. 

THOMPSON, D. Enforcement b investigation Staff (Pre 8202011 tp 
22779:332 24X Flche 50-482,64/03/07.0403200216 


—8403260240 Discusses improper duplication of safety-related pipe 
hanger K Morr 1 ss e tte. DOJ. apprised on 81I20S of contents of 
Region IV investigation rept re fabrication of safety- 
related pipe hanger DOJ had nn objections to rept issuance 
SINCLAIR, J R Office Of Inspector b Auditor 81/12/23 Office 
of Inspector b Auditor Ip 22799 333 24 X Flche 50-482, 

84/03/07. 8403280216 


8403130320 Act receipt of 840217 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0-482/B3-3O 
OAGLIARDO.J £ Region 4, Office Of Director 84/03/08 
KOESTER.O L Kansas Oas b Electric Co 2pp 22607 273 24X 

Fiche 50-482.84/03/08. 8403130320 


— 8403130349 Revises response to NRC 831125 Itr re Violations 
noted in IE insp Rept 90-482/63-30 Corrective actions 
procedure revised to require quality inspector to complete 
too 1 1 matt, equipment b personal property written records 
KOESTER.O L Kansas Oas b Electric Co 84/03/17 OAOLIARDO, J E 
Region 4. Office of Director Ip 22607 279 24X 

Flche 90-482,04/03/08,0403130320 


8403130390 Ack receipt of 840222 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-482/83-39 
OAOLIARDO, J E Region 4. Office of Director 84/03/08 
KOESTER.O L Kansas Oas b Electric Co Ip 22616 001 24 X 

Fiche 90-482.84/03/08,8403130390 


— 8403130399 Responds to NRC 840123 Itr re violations noted in IE Insp 
Rept 50-482/03-39 Corrective actions tuo boric acid transfer 
pumps reinstalled b bent frame on Pump PD002A reworked 0gs 
fluehed b hydrostatically tested 

KOESTER.O L Kansas Oas b Electric Co 84/02/22 QAOLIAROO. J E 
Region 4, Office of Director 3pp 22616 002 24X 

Flche 90-482.84/03/08,8403130390 


8402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

OEVOUNO. R C Director's Office, Office of Inspection and 
Enforcement 84/03/12 Consol Idated Edison Co of New York. Inc 
I34PP 22823 094 24X Flche 90-000,04/03/12.8402090031 


8403160119 Forwards vendor insp repts identifying concerns based on 
Vendor Program Branch insps of vendor actlvltios 
Significance of findings re quality b accoptab 1 1 1 ty of 
product or svc provided bg vendor should be evaluated 
OAGLIARDO.J E Region 4. Office of Director B4/03/13 
KOESTER.O L Kansas Oas b Electric Co 2pp 22659. 116 24X 

Flche 90-402.84/03/13.8403160119 


8403200178 Forwards vendor Insp repts Indentifglng concarns found 
during insps of vendor activities Evaluation of significance 
of reported findings re quality b acceptability of product 
or svc provided bg vendors requested H/o one! repts 
OAOLIARDO. J£ Region 4. Office of Director 84/03/16 
KQEBTER.O L Kanias Oas b Electric Co 4pp 22697 127 24X 

Flche 30-482,84/03/16,8403200178 


B402090043 IE Info Notice 84-19. "Two Events Involving Unauthortied 
Entries Into PWR Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergencg Preparedness & Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of Mew 

York. Inc 123pp 22823 229 24X Flche 90-000,84/03/21.8402090043 


8402090044 IE Info Notice 84-20, "Bve Life of Relays In 9a f e ty-Rela ted 
Bys " 8vc list end 

JORDAN. E L Division of Emergency preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 135pp 22933 001 24X Flche 50-000,84/03/21,8402090044 


8403290128 Suppli 840224 request for relief from ASHE Section XI 
preservice exam requirements for component b piping sys 
welds. per 840308 telcon Relief requested for reactor 
pressure vessel weld 

SEIKENi S J Standard! led Nuclear Unit Pouer Plant System 84/03/26 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp. 
22807 192 24X Fiche 90-000,84/03/26,8403290128 


R Periodic operating reports b related correspondence 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKS.H J Office of the Executive Director for Operations 
04/02/21 PALLADINO Commissioners 9pp 22492 083 24X 

Fiche. 50-000, 04/02/21 , 8403020443 
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S Repartable^ occurrenceEi LERs U related correspondence 


8403010149 Final deflciencii rept re D erg c n-Pa t erson lueld beam 
attachment lanlnatloni Initially reported on B30617 Item 
determined not reportable per 10CFR50 OOie) 

KOESTER.O L Kansas Cas Electric Co 84/05/22 GAGLIARDO, J E 
Region 4 j OfFice nf Director tp 32435 312 24X 

Flche 90-482.04/02/23,0403010140 


8403310032 Part 21 rept re failure of autillarg feeduiater pump drive 
turbines, Gimpel NPS-4 Tt,T valve, to close Enel Itr dtd 040203 
sent to listed utils GE notified of affected units In DHR 
p lants 

THEROUX, a R Terry Corp 04/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement bpp 2270di 327 24X 

Flche 50-000,04/02/22,0403210032 


8403130215 Interin potential deficiency rept re water damaged 
Llmitorque operators Initially reported on B40203 
Investigation indicated water may mave entered actuator 
boias through installed flexible conduit 

KaESTER,G L Kansas Gas t, Electric Co 04/03/01 GAGLIARDO, J E 
Region 4- Office of Director Ip 22614 1 10 24X 

Flche 50-492,84/03/01.0403130215 


8403190036 Interim deflclencg I, Part 21 repts re status on open items 
KOESTER.O L Kansas Gas t, Electric Co 84/03/05 GAGLIARDO, J E 
Region 4, Office of Director iBpp 22666 215 24X 

Flche 50-482,04/03/05,8403190036 


8403190316 Interim deficiency rept re leaking check valves Initially 
reported on 040206 Construe tor/star tup Interface examined to 
assure controls exist to identify 6 track Incompls te items 
KOESTER.O L Kansas Cas «, Electric Co 04/03/07 GAGLIARDO, J E 
Division of Resident, Reactor Project St Engineering Programs 2pp 
22674 361 24X Flche 50-482, B4/D3 /07, 0403190316 


8403270105 Final deficiency rept re exposed threads on seal welded 
connections on Class 2 threaded pipe connections Initially 
reported on 831012 Connections rewarked St dye penetrant 
tested 

KDESTER.G L Kansas Gas 6 Electric Co 84/03/ 16 GAGLIARDO, J E 

Region 4, Office of Director Ip 22766 346 24X 

Flche 50-482.84/03/16-8403270103 


8403270151 Uithdrauis deficiency rept re cracked card edge connector 
receptacles In Westlnghouse 7300 process sys Initially 
reported on 831025 Util determined no adverse affect on 
safety operations Item not reportable per 10CFR90 S5<e) 

KOESTER.O L Kansas Gas «t Electric Co 04/03/16 GAGLIARDO, J E 
Region 4. Office of Director Ip 22769 148 24X 

Fiche 50-482, 04/03/16. a4D32701 51 


8403270163 Withdraws deficiency rept re welds on Derg en-Paterson sway 
struts Initially reported on 030224 Uelds should not have 
adversely affected safety of operations if gone uncorrected 
Item not reportable per 10CFR50 55 I e 1 

KOESTER.G L Kansas Gas 6 Electric Co 84/03/16 GAGLIARDO, J E 
Region 4. Office of Director Ip 22766 024 24X 

Flche 50-482.84/03/16,0403270163 


8403270179 Deficiency rept re interpretation of code welding subsection 
classif ication Initially reported on 831208 Welds dye 
penetrant tested tc found acceptable Condition determined not 
reportable per 10CFR30 39<9) 

KOESTER.G L Kansas Gas t< Electric Co 84/03/16 GAGLIARDO, J E 
Region 4, Office of Director Ip 22771 131 24X 

Fiche 90-482. 84/03/16. 8403370179 


8403270269 Withdraws deficiency rept re pulsation dampeners for 
positive displacement charging pump Initially reported on 
331222 Util determined conditions would not affect safety of 
operations Item not reportable per lOCFRSO SSlc) 

KOESTER.G L Kansas Gas (< Electric CO' 84/03/16 GAGLIARDO, J E 
Region 4. Office of Director Ip 22770 134 24X 

Fiche 50-483,04/03/16.8403270268 


8403230100 Part 31 rept re design deficiency In field-run cables to 
Valcor solenoid valves Initially reported on 840319 Approx 
50 valves affected at each facility Mgt corrective action 
repts issued 

MEYERS, B L Bechtel Corp 84/03/19 DEYOUNG, R Director's Office, 

Office of Inspection and Enforcement Spp 22730 234 24X 

Fiche 50-000.84/03/19,8403330108 


V Operator Examinations 


0403090225 Forwards operating shift experience tables for shift 
super vl s ors, senior reactor operators (t control room 
opera tor s, per util Group on Dperatlng Shift Experience 
040224 meeting 

KOESTER.G L Kansas Gas & Electric Co 84/03/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 22571 016 
24X Flche 90-482,84/03/06,8403090225 


DOCKET aTN-50-4B3 CALLAWAY PLANT, UNIT 1 


A App 1 lea t lon/const rue tlon stage documents k correspondence 


8402090302 Notifies that Rev 2 to "Rept of Independent Review of 
Environ Qualification Programs to NUREG-OS80'' not complete 
reissue, per 840201 Itr Several rept apps had no changes 
PETRICK.N A Standardired Nuclear Unit Power Plant System 
@4/02/07 DENTON, H R Office Of Nuclear Reactor Regulation, 
Director Ip 22160 174 24X Fiche 50-000,84/02/07,8402090302 


0402090017 Board Notification 04-038 forwards RJ Mattson 840123 memo 
to DO Elsenliut providing status update of NRC actions re 
Westlnghouse ECC8 actuation logic 

EISENHUT.D O Division of Licensing 84/02/27 PALLADINQ, 
GILINSKY, ROBERTS Commissioners 7pp 22946*007 24X 

Fiche 50-000,84/02/27,8402090017 


— 8402010908 Provides updated status of rev to Westlnghoule designed PHR 
ECCS actuation logic Westlnghouse plans complstion of 
evaluation for submittal by mid-Mar 1984 

MATTaONiR J Division of Systems Integration (post 811009) 

84/01/23 EISENHUT.D Division of Licensing 2pp 22946 007 
24X Ficho 90-000,84/02/27,0402090017 


S403010406 Forwards listed addl info re slave relay testing Tech Spec 
requirements for ESF actuation sys, per 840317 request 
Meeting w/Ins trumen ta 1 1 on It Control Sys Drench requested 
during wk of 840237 

PETRICKiN A Standard 1 1 ed Nuclear Unit Power Plant System 
84/02/37 DENTON, H R Office of Nuclear Reactor Regulation- 

Director 83pp 22433 297 24X Flche 50-000, S4/02/27, S403010406 


S4D3090393 Requests specific wording of proposed change to Tech Spec 
3 6 1 7 b A technical bases for acceptability of change re 
500 h mini purge limit Changes requested within 7 days of 
1 tr receipt 

YOUNOPLOaD, n J Licensing Branch 1 84/02/27 SCiMELL, D. F, Union 

Electric Co 3pp 22901 330 24X Fiche 50-483,84/02/27,8403050353 


8403120182 Revised "Process Control Program " W/84030B Itr 
HAMILTON, 0 W , BCHNELL, D F Union Electric Co 84/02/20 
DENTON, H R Office of Nuclear Reactor Regulation, Oiractor 22pp 
22SB9 151 24X Fiche 90-483,84/02/20,8403120182 


8403120363 Forwards request for addl Info to complete evaluation of 
Instrumentation k Control Sys Branch site audit Info 
should be submitted by 840420 

YOUNQDLDDD, Q J Licensing Branch 1 84/02/29 KOESTER.O. L. Kansas 

Gas It Electric Co SCKNELL, D F Union Electric Co App 
22619 354 24X Flche 50-000,84/02/29,8403120363 


8403130249 Forwards comments re review of process control program 
Revised version, Incorporating comments, requistad no later 
than 14 days from Itr date 

YOUNODLODD, 0 J Licensing Branch 1 04/03/01 8CHNELL, D F Union 

Electric Co 4pp 32619 145 24X Flche 50-483.84/03/01,8403120249 


8403140283 Ac k receipt of util 840202 request to Withhold proprietary 
version of "8NUPPB Steam Generator Tube Plugging Margin 
Evaluation" from public disclosure Based on listed reasons, 
submitted Info will be withheld <ref tOCFR2 790} 

YOUNGBLOOD, 0 Licensing Branch 1 B4/03/01. MIESEMANN. R. A 

WesttnghouBB Elactric Corp App 22636 323 24X 

Fiche* 50-000, 84/03/01 , 8403140283. 


8403060298 Forwards equipment qualification data package far HE-1 to 
support justifications for interim operation Odd-numbered 
pages mistakenly not copied EQDP-HE-1 substitutes info in 
previous package 

PETRICK.N A Standardiied Nuclear Unit Power Plant System, 
84/03/09 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Ip 22918 099 24X Fiche 50-000,84/03/09,8403060298 


8403130342 Forwards justification for Interim operation <JIQ> for 
listed programs k draft Westlnghouse Class 3 topical repts 
Final resolution of Issues for listed UtOs expected by 
850331 

PETRICK.N A Standardiied Nuclear Unit Power Plant System 
84/03/06 DENTON, H R Office of Nuclear Reactor Regulation, 
Director App 22616 149. 24X Flche 50-000,84/03/06,8403130342 



DOCKETED ITEMS 


389 


B403iaOHD4 Rav 2 to “Offsite Dose Calculation Manual " M/84030S 1 tr 
NEICHALFEN, A P . SCHNELU. D F Union Electric CO 04/03/07 
DENTON.H ft Office of Nuclear Reactor Regulation, Director 127pp 
Z2985 008 84X Flche 50-4B3, 04/03/07. 8403120104 


0403120171 Forwardt revs to F8AR Section 17 2 12 re callbr performed 
against certified equipment of ref stds Revs resulted from 
recsfit discussions u/OA Branch personnel & uiill be 
Incorporated in Rev 8 to FSAR site addendum 

SCHNeLL. 15 F Union Electric Co 04/03/00 OENTOM, H R Office of 
Nuclear Reactor Regulation. Director 9pp 2290? 181 24X 

Flche 30-483.84/03/08,0403120171 


8403270840 Summary of 840217 meeting le/u 1 1 1 s, Bechtel & Uestl nghouse 
re elave relay testing frequency ti 8ER open Items on loss of 
Instrument bus t< boron dilution control 

HOLONlCHiJ U . O'CONNOR, P M Ulcensing Branch 1 04/03/08 

Licensing Branch 1 d>pp 22789 279 24X Flche 90-000.04/03/08. 

8403370240 


8403870271 Summary of 840219 fc 16 meetings lu/utll re rev to operational 
QA program Util responses received by 840221 8i NRC 
evaluations ulll be reported in SSER 3 Attendee list end 
HDLOhtlCH, U U Licensing Branch 1 84/03/08 Licensing Branch 1 

9pp 22789267 24X Flche 90-483,04/03/00,8403270271 


8403280129 Forward* final draft Tech Specs for review Amend to 
application should be submitted incorporating changes to 
accurately reflect plant, FSAR & SER analyses 

eiSENHUT, 0 0 Division of Licensing 04/O3/OB SCHNELU, D F. Union 
electric Co 469pp 82009 331 24X Flche. 90-403, 84/03/08, 

8403280129. 


8403160383 Forward* add! responses to Generic Ltr 83-28, "Required 
Action* Dated on Ocnerlc Implications of Salem ATN8 Events " 
Bufflcient info submitted to support issuance of OL 
W/three oversize brewings Aperture cards are In PDR 
SCHNELL. D F Union Electric Co 84/03/12 DENTON.H ft Office of 

Nuclear Reactor Regulatlam Director Sgpp 22662 199 24X 

Flche. 90-483, 84/03/12, 0403160323 


8403190269 Forward* tables defining nuclear plant ezperience of 
shift sup ervlior*, senior opera tors, rcac tor operators (c shift 
technical advisors 

SCHNELL. D.F Union Electric Co 04/03/13 DENTON, HR Office of 
Nuclear Reactor Regulation, Director 7pp 22671 206 24X 

Flche: 30-483, 84/03/13, 0403190269 


6403280013 Notification of S40319 meeting u/uttls in Bethesda.MD to 
discuss appeal of containment purge operation time limit 
given In Tech Specs Agenda end 

HOLDNXCH, J U Licensing Branch 1 84/03/13 YOUNGBLOOD, B J 

Licensing Branch 1 Spp 22812 326 24X Flche 90-483,84/03/13. 

8403200015 


8402090041 Beard Notification 84-050 provides Commission policy 
ftatament t< proposed rulemaking on environ qualifications 
EIBENHUT) 0 G Division of Licensing 84/03/14 Atornie Safety and 
Licensing Board Panel lOpp 24X Flche 90-000,84/03/14,8402090041 


8403210121 Advises of inadvertent error in Attachment 2 of 840306 ltr 
(ULNRC-794> appealing 900 h mini-purge limit, per Tech spec 
3, 6 t, 7 b First ti second paragraphs should read as statad 
BCHNELL, D F Union Electric Co 84/03/14 DENTON.H ft Office of 
Nuclear Reactor Regulation, Director 3pp 22707 100 24X 

Flche 50-403,84/03/14,8403210121 


9403220019 Forwards addl info re equipment 6 seismic qualification (, 
pump l( valve operability issue* identified by NRC 
PETRICK.N a Standardized Nuclear Unit Power Plant System 
04/03/16 DENTON.H R Office of Nuclear Reactor Regulation, 
Director. Spp. 22713 395 24X Fie he' 9O-000, 04/03/16, 0403220019 


8403220029 Responds to three NRC question* re analysis of steam 
generator tube rupture event, contained in FSAR Util 
reanalyzing condition using operator times from actual 
avants b ANB Draft Std 98 8 Rept expected by 840630 
PETRICAiN. A etandardizfd Nuclear Unit Power Plant System 
84/03/16 DENTON.H R Office of Nuclear Reactor Regulation, 
Otrecter 3pp 22712.318 24X Flche 90-000,84/03/16,8403220029 


8403220026 Forward* requested changes to final draft Tech Spec* List 
of Tach Specs discussed w/deseriptlon of status b action 
required also and 

PETRlCKiN A etandardlisd Nuclear Unit Power Plant System 
84/03/20 DENTON, H R Office of Nuclear Reactor Regulation, 
Director. 67pp. 22713,219 24X Flche' 90-000, 84/03/20. 8403220026 


8403220184 Forwards Implementation schedule for resolutions of 
supplementary survey S. autlliary shutdown panel review 
findings b list of addl commitments made during NRC audit 
Human factors items considered closed 

PEIRICK. N A Standardized Nuclear Unit Power Plant System 
84/03/21 DENTON.H R Office of Nuclear Reactor Regulation, 
Director 7pp 22717 028 24X Flche 90-000.84/03/21,0403220104 


8403260283 Forwards addl info documenting environ qualification of 
mechanical equipment program completion per 5SER 4 for Half 
Creek 

PETftlCKi N A Standardl led Nuclear Unit Power Plant System 
84/03/21 DENTON.H R Office of Nuclear Reactor Regulation, 
Director li6pp 22793 034 24X Flche 90-000.94/03/21.0403260262 


8403270016 Requests Issuance of Ot. in order that outlined activities 
for fuel load may proceed as planned Unit may be ready for 
fuel load as early as 840423 

SCHNELL, D F Union Electric Co 04/03/23 DENTON.H R Office of 
Nuclear Reactor Regulation, Director i3pp 22770 043 24X 

Flche 50-483.04/03/23,8403270016 


8403270229 Provides addl info re 40-yr operating term commencing w/ 
issuance of OL 

SCHNELL, 0 F Union Electric Co 84/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp 22772 130 24X 

Fiche 50-483,84/03/23.8403270229 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


8403270240 Summary of 840217 meeting w/ut 1 1 s, Bechtel b Hestlnghouse 
re slave relay testing frequency b SER open items on toss of 
instrument bus & boron dilution control 

HDLONICH, J J Licensing Dranch 1 84/03/08 Licensing Branch 1 

6pp 22789 275 24X Fiche 90-000,84/03/08,8403270240 


8403270271 Summary of 840219 b 16 meetings w/util re rev to operational 
QA program Util responses received by 840221 b NRC 
evaluations will be reported in SSER 3 Attendee list enc I 
HOLONICH, U J Licensing Dranch 1 04/03/08 Licensing Branch 1 

Spp 22789 267 24X Fiche 90-483,34/03/08,8403270271 


8403200090 Advises that containment prassure-h Igh- 1 setpoint complies 
w/TMI Action Item 1 1 E 4 2. "Containment Isolation 
Dependability" b SER requirements 

PETRICK.N A Standardlied Nuclear Unit Power Plant System 
84/03/15 DENTON.H R Office of Nuclear Reactor Regulation, 
Director 2pp 22698 291 24X Flche 50-000, 84/03/15, 0403200030 


F Security, medical, emergency S. fire protection plans 


8403070081 Cal I away /Ful ton Counties. MO radiological emergency response 
p Ian 

* Callaway County. MO * Fulton. MO 83/09/11 164pp 

22939 110 24X Flche 90-483,83/09/11.8403070081 


8403070078 Montgomery Count y, MO rad lolog leal emergency response plan 
■a Montgomery County, MQ 83/05/16 I96pp 22939 274 24X 

Fiche 50-483,83/09/16.8403070070 


8403070084 Gasconade County. MO radiological response plan 

« Gasconade County, MO 03/05/16 160pp 22547 101 24X 

Fiche 50-483,83/09/16,8403070084 


8403070090 Osage County. MO radiological emergency response plan 
• Osage County, MO 83/09/16 198pp 2294B 102 SAX 

Fiche 50-483.83/09/16,8403070090 


8403070087 State of MO nuclear accident plan 

« Missouri, State of 03/09/31 400pp 22940 070 24X 

Flche 90-403,83/09/31,0403070087 


04OS27O156 Revised emergency plan Implementing procedures, Including 
Procedures Elp-22-00202 re callout of emergency organization 
Sc EIP-22-00224 re transport of contaminated injured/! ll 
personnel W/840216 transmittal b receipt form 
• Union Electric Co 84/02/16 SOpp 22387 230 24X 

Flche 50-403,84/02/16,8402270156 


8403090204 Rev 0 to Security Dept Procedure SDP-ZZ-PPOOS, '‘Protected 
b Ultal Area Entry/Extt " W/transml ttal U receipt form dtd 
040302 

HIOOINS, T Union Electric Co 04/02/17 3lpp 22974 294 84X 

Flche- 50-483, 84/02/ 1 7, 8403090204 
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DOCKETED ITEMS 


B40S07000& Dodrd Notification 84-034 foruariti R Vallmer e4020<!j ihbitid to 
O Eiservhut Te #ir» research results Concerning fires In 
electrical cabinets In contrcil room 

eiSENHUTiDC Division of Licensing 84/02/23 PALLADINO. 
OJLINSKV. ROBERTS Comit) i s s j o ners JP 22976 203 24X 

Fiche 90-000,04/02/23,8402070006 


— 8403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control raoai be submitted 
for board notlficatlpn, per NRR Ofc Ltr 17, dtd B^lOOi Further 
(valuation of test data required 

VaLLMER.R H Division of Engineering 84/02/'06 EISENHUT, D 0 
Division of Licensing lOpp 22S76 204 24X 

Fiche 30-000.04/02/23,8402070006 


8403200253 Clarifies FSAR statement re fire protection review of 
seismic design of all collection devices to maintain 
functional integrity during postulated SSE 8gs pressure 
boundarg will remain Intact 

PETRICKiN A Standardlied Nuclear Unit Power plant Sgitem 
84/03/14 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Ip 22670 207 24/ F I ch e 50-000. 04/03/14, 8403200283 


8403300209 Procedure request form nuclear safetg evaluation 
checklist for Rev 1 to Emergencg Implementing procedure 
ElP-ZZ-002t0, "Radiological Controls During Emergencies " 
U/a40322 Transmittal 1038 Uncontrolled copy 
» Union Electric Co 84/03/22 4pp 22817 327 24X 

Fiche 90-403,84/03/22.840330020? 


0403010270 Advises of design changes instituted as result of NRC fire 
protection review AddI sprinkler heads will be installed In 
auslliarg bldg west corridors at 2,000 ft & 1,774 ft 
elevations 

PETRICH.N A Standardlied Nuclear Unit Power Plant System 
84/02/24 DENTOfJ, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22432 251 24X Fiche 50-000,84/02/24,0403010270 


e4a3070'263 Revised emergency plan Implementing p rocedures , in c lud i ng 
Procedures Elp-iz2-0010{ re classification of emergencies & 
eiP-22-00210 re in-plant radiological controls W/B40225 
transmittal & receipt forms 

* Union Electric Co 84/02/25 SCOpp 22573 317 24X 

Fiche 50-403. 84/02/25, 8403070263 


0 Adjudicatory correspondence 


0403070116 Order extending time until 840312 for Commission to act to 
review ALAa-740, -790, -730A fc -794 

CHILK, S J Office of the Secretary of the Commission 84/03/09 
Commlfsioners Ip 22941 399 S4X Fiche 50-483,84/03/09, 
8403070116 


04D317O144 Advises that time for Commission to review ALA13-740, 790, 790A 
fc 754 expired Cammission declined revleui Decision became 
final agency action on 640312 

CHILK, S J Office of the Secretary of the Commission 04/03/16 
Union Electric Co Ip 22666 397 24X Fiche 90-483,04/03/16, 

8403170144 


8403050016 Forwards Rev 7 to radiological emergency response plan. 
SCHNELL.DF Un i o n E 1 ec tr i c Co 84/03/01 DENTON, HR Office of 

Nuclear Reactor Regulation, Director 5p p 22489 304 24X 

Fiche. 50-483, 84/03/01, 0403050016 


— 6403050017 Rev 7 to radiological emergency response plan 

» Union Electric Co 84/03/01 354pp 22486 238 24X 

Fiche 50-483,04/03/01,8403050016 


K Utility Final Safety Analysis Report (FSAR) & amends 


9403050016 Forwards Rev 7 to FSAR site addendum (filed in POR Category 
K) ti Rev 7 to radiological emergency response plan (filed In 
PDR Category F) 

aCHNELL, D F Union Electric Co 84/03/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Spp 22485 304 24X 

Fiche 90-483,84/03/01,9403090016 


8403090283 Forwards State of K3 S, local radiological emergency response 
plans, for incorporation into facility application H/o enc 1 s 
8CHNELL,0 F Union Electric Co 84/03/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 22574 269 24X 

Ficha 90-493,84/03/01,8403070283 


--8403090018 Rev 7 to FSAR site addendum 

* Union Electric Co 84/03/01 287pp 22409 307 24X 

Fiche 90-403,64/03/01,8403090016 


8403130407 Rev 1 to Vo I 14 of Emergency Plan Implementing Procedure 
ElP-ZZ-00260. -"Emergency Preparedness Recovery " W/B403O3 
transmittal ltr 

« Union Electric Co 04/03/03 tSpP 22616 063 24X 

Fiche 90-403,84/03/03,8403130409 


B4032001B7 Forwards Rev 14 to FSAR Rev will be incorporated into 
applications of listed dockets by amends submitted by Kansas 
(Pas It Electric Co L Union Electric Co 

PETRICK.N A Standardlied Nuclear Unit Power Plant System 
04/03/14 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 3pp 22671 177 24X Fiche 50-000, 84/03/1 4, 8403200187 


8403120046 Advises of 840323 regional workshop in Rosemont, IL w/all 
Region 111 licensees to discuss fire protection safe 
shutdown requirements of lOCFRSOiApp R Agenda enc 1 
SPESSARD.R L Division of Emergency Preparedness ti Operational 
Support 84/03/06 SCHNELL. D F Union Electric Co 3pp 
22507 279 24X Fiche 50-483,84/03/06,8403120046 


B40320D111 Forwards IE Emergency Preparedness Appraisal Rept 
90-4B3/B4-02 en 840107-20 & 0222 No d e f 1 c 1 enc 1 e s, de vi at 1 on s 
or noncomp 1 lance noted Apps A 6 B re open U Improvement 
1 terns, respec ti ve 1 y > also enc 1 

PAPERIELLO.C J Region 3, Office of Director 04/03/06 
SCHNELL.DF Uni Pn E 1 ectr i c Co 17pp 22603 167 24X 

Fiche 50-403,84/03/06,8403200111 


— S403200117 IE Emergency Preparedness Appraisal Rept 90-483/84-02 on 
840109-20 & 022S No deviations or noncomp 1 iance noted Major 
areas Inspected onsite emergency preparedness involving 
organ 1 cation, tra 1 ning I< retraining drills & exercises 
PLOSKI.T , GLOERSEN.tJ Region 3, Office of Director HQHRER, D 
Director's Office, □ffiee of Inspection and Enforcement 84/03/05 
67pp 22683 104 24X Fiche 90-403,94/03/06.8403200111 


0403160246 Revised emergency plan Implementing procedures, inc lud Ing 
Procedure EIP-ZZ-00102 re emergency implementing actions, 
EIP-ZZ-0020I re notifications *, ElP-ZZ-00212 re protective 
action recommendations N/B403D7 transmittal. 

MITTENSER(}ER,S Union Electric Co 84/03/07 134pp 22661 226 

24X Fiche 50-463,84/03/07.8403160246 


B40320D237 Revised emergency implementing procedures , inc lud 1 ng Rev 2 
to Health Physics Departmental Procedure HDP-ZZ-06000 re 
contamination guidelines It limits & Rev 1 to Health Physics 
Technical Procedure HTP-77-02009 W/e4030B ltr 

KANVO.J P Union Electric Co 04/03/08 40pp 22691 139 24X 

Ficha 50-483,84/03/00,8403200237 


—8403200189 Rev 14 to FSAR 

s Standardlied Nuclear Unit Power Plant System 84/03/31 
1079PP 22671 202 24X Fiche 50-000, 04/03/ 1 4i 8403200187 


M Antitrust correspondence 


8403070045 Apologizes for slow response to 840200 request for addl info 
on wheeling contract No new addl info available Agreement 
not yet in sight 

CARTER, 0 R Kirksville, MO 84/02/29 LAMBE, W Site Analysis 
Branch Ip 22541 24? 24X Fiche 50-463,84/02/29.8403070045 


Q Inspection reports, IE Bulletins & correspondence 


84030B02S1 Forwards IE Inap Rept 90-483/64-01 on 640104-27 b notice 
of violation 

STREETER, J F Region 3, Office of Director 84/02/22 eCHNELL, D F 
Union Electric Co 2pp 22556 373 24X Ficha 90-483,64/02/22, 

8403060291 


— 8403060256 Notice of Violation from Insp on 840104-27 

STREETER, J F Region 3, Office of Director 84/02/21 2pp 
22996 299 24X Fiche 90-483,84/02/22,8403080291 


— 8403080261 IE Insp Rapt 90-483/84-01 on 040104-27 Noncomp I ianca 
Identified inadequate procedures during testing L maint ti 
inadequate test program for spent fuel cooling sys 
UOHLO, P R , NILLIAHS, O L , FARBER, H J Region 3, Office of 
Director 64/02/21 9pp 22556 297, 24X Fiche 90-483,84/02/22, 

8403000251 


8403010213 Provides data supporting priservtcc insp relief request re 
randoih component b piping welds, per util 840118 ltr Listed 
welds require partial relief from Section XI volumetric 
exam requirements 

SEIKENiS J Standardlied Nuclear Unit Power Plant System 84/02/24 
DENTON, K R Office of Nuclear Reactor Regulation, Director. 4pp 
22439 231 24X Ficha 90-000,94/02/24,0403010213 



DOCKETED ITEMS 


0401190072 IE Info Notle# 84-13. "PoterttlaJ Deficiency In Motor 
Operated Valve Control Circuit* 4< Annunciation “ Svc list 
encl 

JORDAN. E U Olvlelon of Emergency Preparedness & Engineering 
Response (Post 030103) e4/02/SB Consolidated Edison Co of Neie 

York. Inc, llSpp 22909 239 24X FleNe 30-000.84/02/20.8401190072 


8402090007 IE Info Notice 84-14. "Highlight* of Recent Transport 
Regulatory Rev* by DDT 1. NRC ” Svc list enel 

ORACE. J N Division of QA. Safeguards & Inspection Programs (Fast 
830103) 04/03/02 Consolidsted Edison Co of Neui York. Inc 

laOpp 28382 329 24X Flche 30-000,84/03/02.8402090007 


8402090008 IE Info Notice 84-16. "Pallure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN. E L Division Of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of Neu 

York. Inc 122pp 82383 090 24X Flche 50-000.84/03/02,0402090008 


8402090009 IE Info Notice 84-15. "Reporting of Radiological Releases " 
Bve list end 

JORDAN. E t. Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22533 217 24X Flche 30-000.84/03/02,0402090009 


0402090011 IE Info Notice 04-17. "Problems N/Liquld Nitrogen Cooling 
Componant* Belou Nil Ductility Temp " 0vc list end 
JORDAN. E L Division of Emergency Preparedness (< Engineering 
Response (Pest 030103) 84/03/05 Consolidated Edison Ca of New 

York, Inc 117pp 22553336 24XFich* 50-000.04/03/05.8402090011 


8403200111 Forward* IE Emergency Preparedness Appraisal Rspt 
50-403/84-02 on 840109-20 «, 022S No de fic ienc ie s, deviations 
or noneompl lance noted Apps A & B re open k Improvement 
Items. respectively, also end 

PAPERIELLQ. C J Region 3, Office of Director 84/03/06 
SCHNELL. D F Union Electric Co 17pp 22683 167 24X 

Flche 50-483,84/03/06,8403200111 


— 8403200119 IE Emergency Preparedness Appraisal Rept 30-483/84-02 on 
840109-20 (< 0222 No deviations or noncomp 1 iance noted Major 
area* inspected onsite emergency preparedness involving 
organlzetion, training (< retraining & drills & exercises 
PLOSKt.T . OLOERSEN, H Region 3. Office of Director ROHRER, D 
Director's Office. Office of Inspection and Enforcement 84/03/05 
67pp 22683 184. 24X Fiche 50-483,84/03/06,8403200111 


8402090024 IE Info Notice 84-09, Rev 1. "Lesson* Learned From Insps of 
Firs Protection Safe Shutdown By* " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Enginatring 
Response (Post 830103) B4/03/07 Consolidated Edison Co. of New 

York. Inc llBpp 22635 049 24X Fiche 50-000,04/03/07.0402090024 


0402090020 IE Info Notice 04-18, "Btress Corrosion Cracking in PNR 
0ys " Svc list end 

JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 04/03/07. Consolidated Edison Co of New 

York, Inc llBpp 22584 186 24X Flche 50-000.04/03/07.8402090028 


8402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays In Us* in 
Class IE Bafety Sys." Svc list and 

DEYOUNO. R C, Dtreetor'e Office, Office of Inspection end 
Enforcement, 84/03/12 Consolidated Edison Co of New York. Inc 
134pp 22B23 094 24X Flchi 30-000,84/03/12,8402090031 


8403200279 Ack receipt of 840309 Itr informing NRC of steps taken to 
caprect violations noted in IE Insp Rept 30-483/83-87 
BTREETER. J F. Region 3. Office of Director. 84/03/13 SCHNELL. 0 F 
Union Electric Co. Ip 22697.093 24X Flche 30-483.84/03/15. 

6403200279. 


-Q4O32002BS Respond* to NRC B40126 Itr re vlplatlons noted in IE Insp 
Rapt 50-483/83-27 Corrective actions test objsctlves section 
of CB-03EJ02 revised to indicate change* R acceptance 
criteria for RHR sys verified 

SGHNELL.O F, Union Electric Co. 84/03/09 STREETER. J F Region 
3. Office of Director. 3pp 22697 094 S4X Fiche. 50-483, 
84/03/15. 8403200279 


8402090043 IE Info Notice 84-19. "Two Events Involving Unauthor tied 
Entries Into PHR Rsactor Cavities " Svc list and 
JORDAN. E, L, Division of Emergency Preparedness & Engineering 
Raspons* (Post 830103) 84/03/21 Consol Idetad Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 50-000,84/03/21.8402090043 


8402090044 IE Info Notice 84-20. "Svc Life of Relays in Sif s ty-R*la ted 
Sys. " Svc list end 

JORDAN. E L. Division of Energtney Prtparadnes* St Englnesring 
Raapons* (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc t35pp. 22933 001 24X Flche 50-000,04/03/21.8402090044 


8403290120 Buppls 840224 request for relief from ASMS Section Xt 
preservice exam requirements for component It piping sys 
welds, per 840300 telcon Belief requested for reactor 
pressure vessel weld 

SEIKEN, 5 J Standardized Nuclear Unit Power Plant System 84/03/26 
DENTON, H R Office of Nuclear Reactor Regulation. Dlractor 2pp 
22B07 192 24 X Fiche 50-000.84/03/26.6403290128 


R Periodic operating report* <« related correspondence 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes In FENA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIBCHB.W J Office of the Executive Director for Operations 
04/02/21 PALLADINO Comml « sloners 9pp 22492 083 24* 

Flche 50-000,84/02/21,8403020443 


8 Reportable accurrences. LERs it related correspondence 


B4032t0032 Part 21 rept re failure of auxiliary feedwater pump drive 
tur b Ine s. Olmp el NP8— 4 TI<T valve, to close End Itr dtd 840203 
sent to listed utils OE notified of affected units in DUR 
p lants 

THEROUX, R R Terry Corp 04/02/22 MDODRUFF.ft W Director's 
Office. Office of Inspection and Enforcement 6pp 2270'6 327 24X 

Fiche 50-000.84/02/22,6403210032 


8403190034 Interim Deficiency Rept U-69 re missing seismic positioners 
on four breakers used In reactor trip switchgear supplied by 
Nestinghouse Initially reported on 840207 Final rept 
expected by 840416 

SCHNELL, D F Union Electric Co 84/03/06 KEFPLER.J C Region 3. 
Office of Director 2pp 22666 J23 24X Flche 30-403,84/03/06, 

8403190034 


0403200026 Final Deficiency Rept U-46 re structural steel bolts not 
tightened to spec requirements Structural adequacy of 
connections sufficient in ai-found condition Potanttal 
10CFR80 55le) deficiency withdrawn 

SCHNELL, D F Union Electric Co 64/03/12 KEPPLER, J 0 Region 3. 
Office of Director Ip 22696 341 24X Fiche 50-463.64/03/12, 

6403200028 


8403230115 Final Deficiency h Part 21 Rept U-62 re failure of Stator 
Winding on NE02D emergency diesel generator mfg by Doloib 
Power 8ys Initially reported on 830612 Stator replaced 
Emergency generator installed S. load tested 

SCHNELL, OF Union Electric Co 64/03/15 KEPPLER, J 0 Region 3. 
Office of Dlroctor 4pp 22730 2U 24X Flche 50-463.84/03/13. 
8403230115 


B403270079 Final Deficiency Rept U-34 re pipe damp Interference w/rdd 
end of rigid sway strut assemblies supplied by Corner t< 

Lada Initially reported on 810613 Rework Plan FV-14 
implemented to repair swa y s trut assetnb lies on site 

SCHNELL, D F Un lon E I oe t r 1 c Co 64/03/16 KEPPLER. J 0. Region 3. 
Office of Director 9pp 22769 223 24X Flche 50-483.04/03/16. 

8403270079 


6403270187 Interim Deficiency Rept U-S9 re inconsistent installation (< 
Insp of safety-related control valve accesiorlei L vendor 
supplied safety-related HYAC Instrumentation Initially 
reported on 830727 Final rept by B4041 I 

SCHNELL. DF Union El ectr 1 c Co 84/03/16 KEPPLER. J 0 Regions. 
Office of Directar 2pp 22771 322 24X Flche 50-483.84/03/16. 

6403270187 


8403230106 Part 21 rept re design deficiency In field-run cables to 
Yalcor solenoid valves Initially reported on 840319 Approx 
SO valves affected at each facility Mg t corrective action 
repts issued 

MEYERS. 8 L Sechtel Carp B4/03/t? DEVOUNO.R Diroctor'e Office. 

Office of Inspection and Enforcement 2pp 22730 234 24X 

Flche; 50-000, 64/03/19.8403830108 


0403270102 Final Deficiency (< Part 2i Rept U-64 re Llmltorqu* valve 
actuator* DN-HV-a0I2A t. B Initially reported on 831017 Valve 
failure due to improper installation of motor pinion gear 
All 80-2-00 actuator* verified for proper gear instal 1 ati an 
SCHNELL, D F Union Electric Co 04/03/20 KEPPLER.J Q. Region 3. 
Office of Director 4pp 22771 331 24X Flche 50-483,84/03/20. 

6403270182 


V, Operator Examinations 


8403190269 Forward* tables defining nuclear plant experience of 
shift supervisor*, senior operators, reactor operators 6 shift 
tachnlcal advisor s 

SCHNELU.DF Un I on Elec t r 1 c Co 64/03/13 DENTON. H It Office of 
Nuclear Reactor Regulation. Director 7pp 22671 206 24X 

Fiche' 90-483, 84/03/13, 8403190269 
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DOCKETED ITEMS 


X Onsite Storase oF Leu Level Uaste 


8403120183 Revisetf "Process Control Program " W/040300 Itr 
HAHILTON. 0 U , SCHNELLi D F Union Electric Co 64/02/28 
DEMTDNrH R Office of N-uclear Reactor Regulation^ Director 22fp 
223B9 151 24X Flche 30-403404/02/28,0403120182 


DOCKET STN-50-4Bii CALLAWAY PLANT, UNIT S 


A Appl Icatlon/construc tion stage docirtnents t< corretponiience 


0402090041 Doard Notification 04-050 provides CommisslDn pollcg 
statement << proposed rulemaking on environ qualifications 
EISENHUT.DO Division of Licensing 04/03/14 Atomic Eafetq and 

Licensing Doard Pane) lOpp 24X Fiche 50-000.84/03/14,8402090041 


S Reportable occurrences, LERs & related correspondence 


B403330115 Final Deficiency 1< Part 21 Rept U-62 re failure of stator 
uindlng on NE029 emergency diesel generator mfg by Beloit 
Power Bqs Initially reported on 030812 Stator replaced 
Emergency generator installed & load tested 

9CHNELL.D F Union Electric Co 04/03/15 KEPPLEH. J O Region 3< 
Office of Director 4pp 22730 211 24X Flche 90~483> B4/03/1 5. 

8403230115 


8403230108 Part 21 rept re design deficiency In field-run cables to 
Valcor solenoid valves Initially reported on 040319 Approx 
30 valves affected at each facility fig t corrective action 
repts issued 

MEYERS, Q L Bechtel Corp 04/03/19 DEVaUNO. R Director's Office. 

Office of Inspection and Enforcement 2pp 22730 234 24X 

Flche 30-000.84/03/19,0403230108 


DOCKET BTN-50-48B PERKINS NUCLEAR STATION. OMIT 1 


A Appl 1C ation/cons truct 1 on stags documents S> correspondence 


8403080179 Fourth partial response to FOIA request for six categorise 
of documents re facilities Foruardls App A documents App B 
document entirely uvthheld (ref FOIA Eiemptlon 5> Revleui of 
addl documents subj to request continuing 

FELTON, 3 H Division of Rules and Records 84/02/13 ANDERSON, 8 I 
Garvey, Schubert, Adams S, Barer 7pp 223B3 22b 24X 

Flche 50-000,84/02/13.8403080179 


— 0102200029 Forwards action plan fur resolution of non-TMI Issues for 
pending CP/mfg license app 1 lea 1 1 ons. p er Dfc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaiuatlon inputs should be provided by 010601 
EISENHUT.DO Division of Licensing 00/12/31 VOLLMER, R 
Division of Engineering Ip 22983 277 24X 

Ficha 90-000.84/02/13,8403080179 


DOCKET 8TN-S0-4a9 PERKINS NUCLEAR STATION. UNIT 2 


A Application/construction stage documents & correspondence 


8403030179 Fourth partial response to FOIA request for sit categories 
of documents re facilities Forwards App A documents App 0 
document entirely withheld Iref FOIA Eiemptlon 5) Revleu of 
addl documents subj to request continuing 

FELTON, J H Division of Rules and Records 84/02/13 ANDERSON. 8 I 
Garvey, Schubert, Adams b Oarer 7pp 22983 226 24X 

Flche 30-000,84/02/13,0403000179 


— 8102200029 Foruards action plan for resolution of non-THI issues for 
pending CP/mfg license app 1 I cations, per Ofc of Nuclear 
Reactor Regulation appro’ach to resumption of licensing 
Safety evaluation Inputs should be provided by B1O601 
EISENHUT.DO Oivlsion of Licensing 80/12/31 VOLLMER, R 
Division of Engineering Jp 22583-277 24X 

Flche 50-000,04/02/13.0403080179 


LEAR STATlaN, UNIT 3 


tage documents h correspondence 


■sponse to FOIA request for sit categories 
I Forwards App A documents App 8 
I Iref FOIA Exemption 5) Revleu of 
[uest continuing 

lules and Records 84/02/13 ANDERSON, 3 I 

c Barer 7pp 223B3 226 24X 

!0e0179 


— 8102200029 Forwards action plan for resolution of non-TMl Issues for 
pending CP/mfg license applications, per Ofc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation inputs should be provided by 810601 
EISENHUT.O 0 Division of Licensing 80/12/31 VOLLMER, R 
Division of Engineering Ip 22503 277 24X 

Flche 50-000,04/02/13, B4030B01 79 


DOCKET STN-30-493 CHEROKEE NUCLEAR STATION, UNIT 3 


0 Inspection reports, IE Bulletins S. correspondence 


8402090007 IE Info Notice 04-14, "Highlights of Recent Traneport 
Regulatory Revs by DOT It NRC " Bve list enc 1 

GRACE. U N Division of OA, Safeguards b Inspection Programs (Pest 
0301031 04/03/02 Consolidated Edison Co of New York, tnc 

130pp 32952 329 34X Flche 90-000,84/03/02,8402090007 


DOCKET 50-496 MONTAGUE NUCLEAR POWER STATION, UNIT 1 


0 Inspection reports, IE Bulletins b corrospondsnee 


8401190072 IE Info Notice 04-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation '* Sve list 
enc I 

OORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/20 Consolidated Edison Co of New 

York, Inc llSpp 22909 239 24X Fi che . SO-OQO, 04/02/28. 8401190072 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler 8yt 
Valves to Operate " Bve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22353 090 24X Flche 90-000,04/03/02,8402090000 


8402090009 IE Info Notice 64-15, "Reporting of Radiological Releases " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc H9pp 22553 917 24X Fiche 90-000.84/03/02.8402090009 


8402090011 IE Info Notice 04-17, "Problems M/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Bve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/09 Consolidated Edison Co, of New 

York. Inc 117pp 22353 336 24X Fiche 90-000,84/03/09.8402090011 


8402090024 IE Info Notice 84-09. Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys “ 8vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York. Inc liepp 22639,049 24X Flche 90-000. 04/03/07, 8402090024 


8402090028 IE Info Notice 04-18, "Stress Corrosion Cracking in PWR 
Sys " Bve list end 

JORDAN, E L Dlvlslo-n of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co. of New 

York, Inc llSpp 22584 186 24X Flche 90-000,04/03/07.8402090028 


8402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relay e in Use in 
Class IE Safety Sys " Sve list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

I34pp 22823 094 24X Flche 90-000,04/03/12.8402090031 


8402090043 IE Info Notice 04—19, "Two Events Involving Unauthorlitd 
Entries into PWR Reactor Cavities “ 8vc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co, of New 

York, Inc I23pp 22023 229 24X Flche 90-000,84/03/21,8402090043 


8402090044 IE Info Notice 04-20, "Bve Life of Relays in Safety-Related 
Bys " Sve lilt end 

JORDAN, E U Division of Emergoncy Preparednass b Englnoarlng 
Response (Post 8301031 84/03/21 Consolidated Edison Co of Mew 

York. Inc I39pp 22933 001 24X Fiche 90-000,04/03/21.8402090044 


DOCKET 50-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


□ Inspection reports, IE Bulletins b correspondence 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation “ 8vc list 
end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/02/28 Contolidated Edison Co. of New 

York. Inc 119pp. 22909 B39 24X Flche 90-000,04/02/29,8401190072. 



DOCKETED ITEMS 
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8402090007 IE Info Notice &4-14f "Highlights of Recent Tfansport 
Regulatory Revs by DOT b NRC *' Svc list end 

ORACEf J N Division of OA> Safeguards b Inspection Programs (Post 
030103) 04/03/02 Consolidated Edison Co of Nete York. Inc 

I30pp 22332 329 24X Fiche 30-000.84/03/02.8403090007 


8402090008 IE Info Notice 84-t&. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN. £ L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu. 

York. Inc I22pp 32533 090 24X Fiche 30-000.84/03/02.0402090008 


8402090009 IE Info Notice B4-15. "Reporting of Radiological Releases " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York. Inc U9pp 22593 217 24X Fiche 30-000.84/03/02.0402090009 


F Security, medical, emergency b fire protection plans 


B403030149 Submits scenario for submittal of Info re emergency 
preparedness upgrade b maint necessary to ensure proper 
review b coordination w/o 1 1 participant organl sa t ions 
COLLINS. J T Region 4. Office Of Director 04/03/09 OP REA. 0 W 
Houston Lighting f. Power Co 2pp 23484 033 24X 

Fiche 30-490.84/02/09.8403030149 


8403010544 Advises that NRC will not delete privacy or proprietary info 
from emergency plans unless specifically requested by 
licensee, per 810709 Generic Ltr 81-27 H/o reques t. ent ir e 
plan will be placed in PDR 

KNIGHTON. 0 H Licensing Branch 3 84/02/14 OOLDDERO.J H Houston 

Lighting b Power Co 4pp 22438 339 24X Fiche 90-490,84/02/14, 

0403010344 


B402090011 IE Info Notice 64-17. “PToblems U/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/05 Consolidated Edison Co uf New 

York. Inc 117pp 22393 336 24X Fiche 30-000.84/03/09,0402090011 


8402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown 8ys " Svc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22639 049 24X Fiche 30-000.84/03/07,8402090024 


840209002B IE Info Notice 84-18. "Stress Corrosion Cracking In PWR 
Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York. Inc U0pp 22584 186 24X Fiche 30-000.84/03/07.8402090028 


O Adjudicatory correspondence 


8403070117 Advises that cnc 1 final rep t on condition Identified In 
10CFR3O 33e rep t was submitted on 840216 Rept concludes 
design basis differential settlement criteria not exceeded 
W/o final rept Certificate of 8vc end 

NEWHAN. J R Newman b Halt 2 lnger » Houston Lighting b Power Co 
04/03/03 DECHHOEFER. C , LAMO.J C > HILL. E E Atomic Safety and 
Licensing Board Panel 4pp 22341 356 a4X Fiche 50-490.84/03/05. 
0403070117 


8403140192 Motion for reconsideration of ASLD 83D714 memorandum & 
order re 030330 suppi to motion for neu contention 
Certificate of Svc end 

SINKIN. L Citi/ens Concerned About Nuclear Power, Inc 04/03/00 
Atomic Safety and Licensing Board Panel 18pp. 22629 173 a4X 

Fiche 90-490.84/03/00,8403140192 


8402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNO, R. C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823-094 24X Fiche 90-000.84/03/12.8402090031 


8403130039 Meoiorandum b order for parties not to respond to Concerned 
Clbliens Against Nuclear Power 840308 motion for 
reconsidoratlo-n qf ASLB 030714 order re financial 
qualifications contention 

DECHHOEFER. C Atomic Safety and Licensing Board Panel 84/03/13 
Office of the Executive Legal Director 2pp 22643 002 24X 

Fiche 90-490.04/03/13.8403150039 


8402090043 IE Info Notice 04-19, "Two Events Involving ITnauthorlied 
Entries into FNR Reactor Cavities " Svc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc 123pp 22023 229 24X Fiche 30-000.84/03/21.8402090043 


8402090044 IE Info Notice 84-20. "Svc Life of Relays In Safety-Related 
Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Retponse (Post 830103) 84/03/21 Consolidated Edison Co. of New 

York. Inc 139pp 22933 001 24X Fiche 30-000,84/03/21.8402090044 


8403150016 Partial initial Decision LBP-B4-13 (Phase 1) ro OL 
Cltiiens Concerned About Nuclear Power 830808 motion to 
reopen Phase I record denied 

DECHHOEFER, C . LAMB. J C , HILL, E E Atomic Safety and Licensing 
Board Panel 84/03/14 399pp 22644 OOl 24X 

Fiche 50-490,04/03/14,0403150016 


&403220S3B Notice of change of mailing address for Judge Kill 

DECHHOEFER. C Atomic Safety and Licensing Board Panel DSD 060 
B4/D3/20 Office of the Executive Legal Diroctor Ip 22719 039 
24X Fiche 30-490.84/03/20.8403220238 


DOCKET STN“S0-49a SOUTH TEXAS PROJECT, UNIT 1 
A Applicatlon/constructlon stage documents b correspondence 


8403270029 Notice of intent to appeal Partial Initial Decision 
79-421-07 OL Certificate of Bve end 

SINKIN. L Cltiiens Concerned About Nuclear Power, Inc DSD 119 
84/03/23 app 22770071 a4X Fiche 30-490,84/03/23.8403270029 


8403010444 Summary of 831130-1202 Caseload Forecast Pane] meetings 
w/utll at site In Matagorda County. TX re review of const 
progress to obtain info for use at Input to OL review 
schedule process Uleugraphs end 

VtETTl.A Licensing Brandi 3 84/02/22 Licensing Brandi 3 

79pp. 22449-226 24X Fiche 50-498.84/02/22.8403010444 


8402090017 Board Notification 84-038 forwards RJ Mattson 840123 memo 
to DO Eisenhut providing status update of NRC actions re 
Uestlnghouse ECCB actuation logic. 

EISENHUT.DO Division of Licensing 84/02/27 PALLADINO 
Commlfs loners 7pp 22946 007. a4X Fiche 90-000.84/02/27. 
B4Q2090017 


S403280122 Summary of 840224 meeting w/Ucstinghouse Owners Group in 
Bethesda.MD re proposed Mestinghouse steam generator tuba 
rupture generic program Attendee list b agenda end 
NERBE8, V Licensing Branch 3 84/03/07 Licensing Branch 3 

3Spp 22811 131 24X Fiche. 30-000, 84/03/07, 8403280122. 


8403300129 Forwards draft, "tlttlgatlve Techniques b Analysis of 
Gantric Site Conditions for Oroundwater Contamination 
Associated w/Severe Accidents '* 

KNIOHTON, 0. H Licensing Branch 3 84/03/13 OOLDDERO.J H Houston 

Lighting b Power Co Spp, 22841 OOt 24X Fiche 90-498.94/03/15. 
8403300129. 


"8403300132 Draft. "Mltigatlva Techniques b Analysis of Oenertc Bite 
Conditions far Groundwater Contamination Associated w/ 

Severe Accidents " 

SHAFER.J M . OBERLANDER. P. L. , SKA0G8, R. L Dattetle Mfmorlal 
Institute. Pacific Northwest Laboratories 84/01/31 300pp 

22841 004. 24X Fiche 50-498.94/03/19,0403300125 


Q Inspection reports. IE Bulletins b correspondence 


0403010125 Further response to FOIA request For IE Rept 79-19. notice 
of proposed Imposition of civil penal tics. not icc of 
violation b order to show cause Forwards documents listed on 
App A 

FELTON. n Division of Rules and Records 84/01/11 HAMLIN. J D 
Shaw. Pittman, Potts b Trowbridge 2pp 22447 176 24X 

Fiche 50-498,84/01/11.0403010129 


— 8403010132 Requests info re public 
SCHWARTZ. A R Texas. State of 
Dallas. Office of the Director 
Fiche 30-490.84/01/11.8403010123 


heerlfig on imp of facilities 
00/06/03 BEVFRIT.K Region 4. 
Ip 22447 179 24 X 


B40I19OO72 IE Info Notice 84—13. “Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
■ nc 1 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co qf New 

York. Inc tlSpp 22909 239 24X Fiche 90-000.84/02/28.8401190072 


8402090007 IE Info Notice 84—14. "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " Svc list enc I 

GRACE. J N Division ef OA. Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York. Inc 

130pp 22352 329 24X Fiche 90-000.84/03/02.8402090007, 
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840309D0OS IE Info MatJte S4-16. "Palteirc of Automatic SprinJrltr Syt 
Vftivaa to Operato “ Svc list ancl 

JOftOANj E L Division of Emtrgoncv frcparcdnoss & Ettginaaring 
Rb spoils a (Post 6301 03 > 04/03/02 Consotidatod Edison Co of N»u 

Vorki inc ISSpp &29S3 098 24X Flehe 90-000> 84/03/02. 6402090006 


B402090009 IE Info Notice 34- iS. "Bo port lug oP Radiological RtUa«es “ 
Svc list and 

JOB DAN. E L Division of EmeTgone 9 Proparednass A Engineering 
Response (Post 030103) 04/03/03. Cnnsol 1 dated Edison Co of New 

York. Inc I19pp 22553 217 24X Flclie 50-000.84/03/02.0403090009 


0402090011 IE Info Notice 04-17. "Prolileins M/Ll 4 Utd Nitrogen Cooling 
Components Salow Nl) Ductility Tamp " Svc list and 
OOROAN. E L Division of Emergancy Preparedness 1< Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York. Inc 117pp 2S5S3.336 24X Flche 50-000.84/03/05,8402090011 


8402090024 IE Info Notice 84-09, Rev 1. "Lcasons Learned From Inapt of 
Flra Protection Safe Shutdown 3v* " Svc list end 
JORDAN. E L Division of Emergsney Preparadnass tt Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc lispp. 22633 049 24X FI cbe 30-000. 84/03/07. 8402090024 


8402090028 IE Info Notice 84-13. "Stress Corrosion Cracking in PWR 
Sgs “ Svc list end 

JORDAN. E L Division of Emergency Preparedness 4. Engineering 
Response (Post 030103) 84/03/07 Consol 1 dated Edison Co of Nau 

York; Inc ilBpp 22SB4 186 a4X Fiche 50-000,04/03/07.8402090028 


B402090031 IE aulletin B4-02. "Failures Qf OE Type NFA Relags in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNOiR. C Oiractor's Office* Office of Inspection and 

Enforcenent 84/03/12 CDnsolldated Edison Co. of Neu York, {nc 

I34pp 22823 094 24X Fi c he: 50-000, 84/03/12, 8402090031 


B402090043 IE Info Notice 84-19, “Two Events Involving Uneuthoriisd 
Entries Into PNR Reactor Cavities " Svc list end 
JORDAN. E L 'Division of Emergency Preparedness L Engineering 
Response (Post 630103) 84/03/21 Consolidated Edison Co of Now 

York, Inc ISSpp 22823 2S9 24X FI cito 50-000. 84/03/21 ; B402090043 


8402090044 IE Info Notice 84-20. "Svc Life of Relays in Saf e ty-Rcla ted 
Sys ” Svc list end. 

JORDAN. E L Division of Emprgency Preparedness tc Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co. of New 

York. Inc ISSpp 22933 001 24X Fie he SO-000. 84/03/21. 8402090044 


R periodic operating reports te related correspondence 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1964 Changes in FENA 
finding dates not caused by delay due to offsite emergency 
planning Issues 

DIRCKStlf J Office of the Executive Director for Operations 
84/02/21 PALLADINQ Commissioners 9pp 22492:033 24 X 

Flche 50-000.84/02/21.8403020443 


B Reportable occurrences. LERs it related correspondence 


0403210032 Part 2i rept re failure of auxiliary feedwater pump drive 
turbinesaOlmpel NPS-4 TliT valve, to close Enel itr dtd 840203 
sent to listed utils OE notified of affected units in SUR 
P lants 

THEROUX. R R Terry Corp 04/02/22 WOODSOFF, R U Director's 
Office. Office of Inspection and Enforcement 6pp. 22706:327 24X 

Flche 5D-0C0> 84/02/22, 8403210032 


8403130328 Final deficiency rept re pipe stress analysis design 
process Initially reported on 8318SS Evaluation complete 
Item determined not reportable per 1OCFR50 55(e) 

OPREA.D. U Houston Lighting & Power Co 84/02/29 COLLINB, J T 
Rtgion 4, Office of Director 3pp 22607 245 24X 

Fiche 50-490,34/02/29,8403130328 


8403130477 Final deficiency rept re reactor containmont bldg post- 
tensioning sys tendons Initially reported on 830826 Damaged 
tendons Will be replaced Tendons will be mfg in time frame 
tn preclude need For long-term storage 

OPREAi Q U Houston Lighting & Power Co 64/02/29 COLLINS, J T 
Region 4, Office of Diroetor 4pp. S2613 176 24X 
Flche. 50-498, 04/02/29. 0403130477, 


0403970219 Part 21 rapt re broken contact carrier In control device of 
7 5 kV-18 kV, 500-750 MVA, 5 kV 350-3.000 «c ell HKV circuit 
breakers. Initially reported on 630223 Addenda to 
installation t, maint procedures sent to affected units 
DUVALL, D D Broun Boverl Corp (subs of Brown Boveri i> Co , Ltd ) 
84/03/1? Record Servlets Branch (Document Control Desk) 5pp 
22772 114 24X Ficho 50-000.04/03/19.8403270219 


T Hearing tranicrlpts on non-antl trust matters 


840301013S Further response to FOIA reyuest for IE Rept 79-19, notice 
of praposed imposition Of civil penelttes, notice of 
vldletlen ti order to show cause Forwards documents listed on 
App A 

FELTON, J N Division of Rules end Records. 84/01/11 HAHLIN, J B 
Shaw, Pittman, Potts $< Trowbridge 2pp 22447*176 24X 

Flche 50-498.84/01/11.6403010125 


— 8403010139 Transcript of B00819 public meeting in Bay Clty.TX. Pp 1-383 
supporting documentation end 

» Cummissloners 80/08/19. 3e2pp 22447 181 24X 

Flche 50-498,84/01/11,8403010125 


DOCKET STN-80-499 SOUTH TEXAS PROJECT. UNIT 2 


A Application/construction stage documents It correspondence 


6403010444 Summary of 831130-1202 Caseload Forecast Panel aieatings 
w/utll at site In Hatagorde County, TX ro review of const 
progress to obtain Info for use as Input to QL rivlaw 
schedule proeeit. Vlewgraphs end 

VIETTI, a. Licensing Branch 3 84/02/22 Licensing Branch 3 

79pp 22449 226 24 X Flche 50-490,84/02/22,8403010444 


8402090017 Board NottflcMtlon 84-038: forwards RJ Mattson 840123 aeeo 
to DO Elsonbut providing status update of NRC actions re 
Nettinghouse ECC6 actuation logic. 

EIBENHUr.O 0 Division of Licensing 84/02/27 PALLAOINQ 
Commits loners 7pp 22546 007 24X Flche* 50-000, 04/02/27, 

8402090017. 


84032D0122 Summary of 840224 meottng w/Uestinghouse Owners Oroup in 
BethesdaiMO re proposed Wostlnghouso steam generator tube 
rupture generic progrera. Attendee list It agenda end 
NERSES, V Licensing Branch 3 04/03/07 Licensing Branch 3 

aSpp 22811 131 24X Flche. 50-000,84/03/07,8403280122 


B403300125 Forwards draft, “Mltigatlve Techniques 1. Analysis of 
Caneric Site Conditions for Orounduetcr Conteminetlen 
Asfodated w/8evore Aeeldonts " 

KNIOIHTON.O M, Licensing Branch 3 84/03/iS OOLOBERO, J H. Houston 

Lighting L Power Co 3pp. 22841 001 24X Flche. 50-498, 84/03/15, 

B40330OI25 


F Security, medical, emergeney t. fire protection plans 


84O3DS0149 Submits sconarto for submittal of info re omorgency 
proparednoss upgrade << maint necessary to ensure proper 
review k coordination w/alt participant orgenlietlons. 

COLLINS.JT Region 4, Office of Director 84/02/09 DPREA.O.W 
Houston Lighting It Power Co 2pp 22404.052. 24X 

Flche 50 -498, 84/02/09. 8403050149 


S403010S44 Advises that NRC will not delete privacy or proprietary Info 
from emorgeney plans unless specif Icilly requested by 
licensee, per 810709 Oeneric Ltr 81-27 H/o request, entire 
plan Will be placed in PDR 

KNIOHTON.O M Licensing Branch 3 84/02/14 OOLOBERO. J.H Houston 

Lighting t* Power Co 4pp 22438:339 24X Flche. 50-498, 84/02/14, 

6403010544. 


0 Adjudicatory cerresp end enc o 


8403070117 Advises that end final rept on condition identified In 
lOCFRSO SSt rept was submitted on 840216 Rept concludes 
design basis differential settlement criteria not exceeded. 

U/o final rept. Certificate of Bve encl 

NEUMAN. J R Newman I, Holtzlnger * Houston Lighting 8 Power Co. 
84/03/05 BECHHOEFERfC . LAMB.J. C , HILL. E. E Atonic Safety end 
Licenetng Board Panel 4pp 22541 356 24X Flche; 50-496, 84/03/05, 

8403070117 


B4031401S2 Motion for reconsideration of ASLB 830714 memorandum li 
order re 830530 euppl to motion for new contention 
Cortlficeto of Svc one! 

SINKIN.L Cl t lions Concerned About Nuclear Power, Inc 84/03/08. 
Atomic Sefotq end Licensing Board Penal I8pp 22625 173, 24X 

F 1 Che* 50-498. 84/03/08, 84031401 52 


S403IS0039 tienorendum I, order far parties not to respond to Concerned 
Citiiens Against Nuclear Power 840308 motion for 
rocons id oration of ABUB B30714 order re f inane lei 
quallf icetiens contention. 

SECHHOEFERtC Atonic Safety end Licensing Board Panel 84/03/13. 
affUc of the Executive Legal Director, 8pp 22643*082 24X 

Flche 50-490,84/03/13,8403150039 
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S40319O01A Partial initial Dacition L0P~84~13 IPhas« 19 re OL 
Cltliani Cancerne<< About Nucloar Pouar 03O6OQ notion to 
raopan Phase I record denied. 

BECHHOEFERrC > 1>MB. J C , HILL. E E Atomic Safetij and Licensing 
Board Panel. a4/'03/t4 a9?pp dS&44 001 S4X 
FlChe 90-496. 84/03/14. S40aiSOOI& 


B403230S38 Notice of change of mailing address for Judge Hill 

BECHHOEPER.C Atonic Safetg and Licensing Board Panel OBB O&O 
B4/03/S0 Office of the Eeecutlve Legal Director Ip 23719 039 

84X FlChe 30-498.84/03/20.0403220238 


1403370029 Notice Of Intent to appeal Partial Initial Decision 
79-421-07 OL Certificate of Sve end 

81NKIN. U Cltlcens Concerned About Nuclear Power. Inc DBB 119. 
84/l>3«'23 2pp. 23770 071 24X Piche 90-498.84/03/23.8403270033 


Inepectlon reports. IE Bulletins f> correspondence 


1403010123 further response to FOIA request for IE Rept 79-19. notice 
of proposed imposition of civil penalties, notice of 
violetlon t< order to show cause Forwards documents listed on 
App A. 

FELTON. JK Division of Rules and Records 84/01/1) HAMLIN. J Q 
Shaiti. Plttmen. Potts i< Trowbridge 2pp, 82447:176 84X 

FlChe' 30-498. 84/01/1 1, 8403010123 


'8403010193 Requests info re public hearing an insp of facilities 
SCHWARTZ. A R. Teras, State of 80/06/03 SEVFRIT.K Region 4, 

Oallae. Office of the Director, Ip 23447:179- 24X 

FlChe: 30-490. 84/01 /1 i, 84030101 2S. 


01190072 IE Info Notice 84-13, "Potential Oeficiencg in Motor 
Opirated Valve Control Circuits 1< Annunciation “ Svc list 
end. 

JORDAN. E 1. Oivlslen of Emargencg Preparedness tt Engineering 
Response (Post 830103) 84/02/38 Consolidated Edison Co of New 

York. Inc- llSpp 22909 239. 34X Flche 30-000,84/02/38,8401190072 


08D900D7 IE Info Notice 84-14. "Highlights of Recent Transport 
Reguiatorq Revs bg DOT & NRC " Svc list and 

ORACErJ N Division of QA. Safeguards 1. Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co Of New York. Inc. 

130pp. 22392:329. 24X Fiche 30-000.84/03/02.8402090007 


02090008 IE Info Notice 04-16. "Failure of Automatic Sprinkler Bgs 
/alves to Operate." Svc list end 

JORDAN. E. U Division of Emergency Preparedness & Engineering 
ICBponea (Post 830103). 84/03/02 Consolidated Edison Co of New 

fork. Inc 123pp 22993-098 24X Flche 30-000. 84/03/02. 8402090008 


)2090009 IE Info Notice 84-13. "Reporting of Radiological Releeses " 
VC list end 

fDRDAN.E, L. Division of Emergency Preparedness L Engineering 
lesponsB (Past 830103) 84/03/02 Consolidated Edison Co of New 

'ark. Inc 119pp 22SS3 217 24X Fiche 90-000,84/03/02.640209000? 


'2D90011 IE Info Notice 64-17. "Problems U/Llquid Nitrogen Cooling 
omponents Below Nil Ductility Temp " 8ve list end 
'ORDAN.C L. Division of Emergency Preparedness tc Engineering 
eepanee (Post 830103), 84/03/03 Consolidated Edison Co of New 

erk. Inc. 117pp. 22993 336 24X Flche 90-000.84/03/09,8402090011 


2090024 IE Info Notice 04-09. Rev 1. "Lessone Learned From Insps of 
ire Protection 8efs Shutdown Sys " Sve list end. 

DRDAN. E L. Division of Emergency Preparednees b Engineering 
•eponta (Post 830103), B4/03/07. Consolidated Edison ce of New 

ark, Inc- tiapp. 22639 049. 24X Flche! 30-000, 84/03/07. 8402090024 


1090029 IE Info Notice 84-18. "Stress Corrosion Cracking In PWR 
>s. " Bvc list end. 

IRDAN.E L. Division of Emergency Preparednetc 6 Engineering 
isponee (post 830103), 84/03/07 Consolidated Edison Co of New 

rk, Ine liapp, 22384’ 106 24X Flche 30-000,84/03/07,8402090028 


>090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays tn Use in 
ess IE Safety Ru* " Svc list cncl 

YOUNOfR C. Director'# Office. Office of Inspection and 
forcemsnt 84/03/12. Consolidated Edison Co, of New York, Inc 

4pp. 22823:094. 24X Flche 90-000.84/03/12.8402090031- 


090043 IE Info Notice 84-19. "Two Events Involving Unauthorlied 
trite into PWR Reactor Covitles. " Svc list ervcl 
RDAN. E.L. Division of Emergency Preparedness 6 Engineering 
sponia (poet 630103). 84/03/21 Consolidated Edison Co of New 

rk. Inc. 123pp. 22623:229. 24X Flche 30-000,84/03/21.8402090043 


8402090044 IE Info Notice 84-20. *'6vc Life of Relays In Safety-Related 
Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc lOgpp 22933 00 J 24 X Fiche 30-000.84/03/21,8402090044 


8 Reportable occurrences. LERs 6 related correspondence 


8403210032 Part 21 rept re failure of euiiliary feedLiater pump drive 
turbines. Slmpel NP8-4 TtcT valve, to close End 1 tr dtd 840203 
sent to listed utils GE notified of affected units in BWR 
p lants 

THEROUX. R R Terry Corp 64/02/22 WOODRUFF. R H Direqtsr's 

Office. Office of Inspection and Enforcement 6pp 22706 327 24X 

Flche. SO-OOD, 64/02/22, 8403210032. 


8403130328 Final deficiency rept re pipe stress analysis dttign 
process. Initially reported on 831228 Evaluation complete. 

Item determined not reportable per lOCFRSO S5(e) 

OPREA. 0 U Houstoti Lighting (< Power Co 84/02/29 COLLINS.U T 
Region 4. Office of Director 3pp 22607 243 24X 

Fiche 30-498.84/02/29,8403130328 


8403130477 Final deficiency rept re reactor containment bldg post- 
tensioning sys tendons Initially reported on 930826 Damage d 
tendons will be replaced Tendons will be mfg in time frame 
to preclude need for long-term storage 

OPREA. 0 W. Houston Lighting 6 Power Co 94/02/29 C0LL1N8, J T 
Region 4, Office of Olrecter 4pp 22613 176 24X 

Flche: 80-499, 84/02/29, 8403130477 


8403270219 Part 21 rept re broken contact carrier In control device of 
7 5 kV-ig kV. 300-730 MVA, 3 kV 380-3,000 & all HKV circuit 
breakers Initially reported on 830223 Addenda to 
installation L maint procedures sent to affected units 
DUVALL. O 0 Brown Dover 1 Corp (subs of Brown Bovart !< Co . Ltd ) 
84/03/19 Record Services Branch (Document Control Desk) Spp 
22772 114 24X Flche 30-000. 84/03/19, 9403270219 


T Hearing transcripts on non-antitrust matters 


0403010123 Further reeponsa to FOIA request for IE Rept 79-19. notice 
of proposed imposition of civil para Itles. notice of 
violation h order to show cause Forwards documents listed on 
App A 

FELTON. J M Division of Rules and Records 84/01/11 HAMLIN. J a 
Shaw, Pittman, Potts 4 Trowbridge 3pp 22447 176 24X 

Fiche: 30-498, 84 / 01 / 1 1. 840301 0125 


—8403010139 Transcript of 800819 public meeting In Day CitkiTX Pp 1-382 
Bupportlng documentation end 

a Commissioners 80/08/19 392pp 2244? 18t 24X 

Flche 30-499, 04/01 /1 1, 8403010123, 


DOCKET 30-500 DAVIB-BEBSE NUCLEAR POWER STATION, UNIT 2 


9 Reportable occurrences. LERs U related correspondence 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines. Oimpe 1 NPS-4 ThT valve. to close Enel Itr dtd 940203 
sent to lilted utils GE notified of affected units in OWR 
plants 

THEROUX, RR Terry Corp 94/02/28 WOODRUFF, R M Director's 
Office. Office of Inepectlon and Enforcement 6pp 22706 327. 24X 

Fiche: SO-000, 84/02/22. 8403210032 


DOCKET 30-30 1 DAVIS-BE8SE NUCLEAR POWER STATION. UNIT 3 


8 Reportable occurrences. LERs tn related correspondence 


8403210032 Pert 21 rept re failure of auxiliary feedwater pump drive 
turbines. Oimpel NPS-4 TLT valve. to close Enel 1 tr dtd 840203 
sent to listed utils QE notified of affected units In BUR 
plants 

THEROUX. R R Terry Corp 84/02/22 WOODRUFF. R, W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327, 24X 

Flche 50-000.04/02/22,0403210032 


DOCKET 8TN-S0-5O8 WPPSS NUCLEAR PROJECT, UNIT 3 


A Application/construction stage documents 6 correspondence 


0403010030 Third partial response to FOIA request for sir categories 
of documents re facility Forwards App A documents App A 
documents also placed in PDR App B documents will be placed 
in FOR upon request Review continuing 

FELTON. J M, Division of Rules and Records 94/01/17 ANDERSON. S ! 

Oetvey. Schubert. Adams t< Barer 4pp 22446 293 24X 

Fiche 80-ODOi 84/01/17. 8403010080 
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—6003240139 Atvisei of refund Duied Idcensee re CP fees For facilities 
baEDd on professional inanpoLiier eitended contractual svcs 
costs Incurred 

KILLER) M 0 License Fee rtanaseff'en fc Branch BO/03/03 MANIONi H E 
Office of tfte Controller 2pp 23444. 303 24X 

Flche 50-000)64/01/17)0403010050 


--80040I0732 Confirms B00229 telcon re professional manpoUBT C152-hl 
provided by 000229 memo Hanpoieer should be divided eq.ually 
betuieen two units 

HOLLOKAYi C J License Fee Management Branch fio/02/29 
FITTI)C J Atomic Safety and Licensing Board Panel Ip 
22446 300 24X Flche 50-000,84/01/17,9403010050 


— 00040107 5? Confirms 900226 telcon re professional aianpouer ( 16-h ) 
provided by A Rosenthal 761002 memo Manpower should be 
divided equally between two units 

KOLLaWAYiC J License Fee Management Branch 80/02/2? BISHOP, J 
Atomic Safety and Licensing Appeal Panel. Ip 22446 301 24X 

Flche 50-000)84/01/17.6403010050 


— 9112210135 Informs of B McKinney opinion that allocation of ACRE 
fflanpauer for fee purposes should be divided equally for 
review of two units at site 

HOLLOWAY, C J License Fee Management Branch 7?/01/22 License 

Fee Management Branch Ip 22446 297 24X Flche 50-000.64/01/17, 
6403010050 


--S3081DD483 Discusses status of DL applications Review of enc 1 WPPES 
830712 Itr requested In order to determine present statue of 
Unit 3 for billing purposes U/a encl 

HILLER.H 0 License Fee Management Branch 83/06/03 FOMMER. R L 
Regulations Division 2pp 22446 326 24X Flc h 0 ’ 50-000. 

64/01/17. 8403010050 


B4030B0179 Fourth partial response to FOIA request for sli categories 
of documents re facilities Furwards App A documents App B 
document entirely ulthheld Iref FOfA Eremptlon 31 Review of 
add! documents subj to request continuing 

FELTON, J K Division of Rules and Records 84/02/13 ANDER6DN, S 1 
Oarvey, Schubert. Adams S, Barer 7pp 22583 226 24X 

Flche 50-000. 04/OS/ 13. 640306017? 


— 6003240202 Submits review costs for facilities Hearing was 
uncontested Billing procedure may be completed 
BERKOtf, H N Office of Nuclear Reactor Regulation, Director 
SO/02/22 MILLER, U 0 License Fee Management Branch Ip 
22363 242 24X F 1 c he. 50-000, B4 /Oa/13, 84030001 7? 


— 8003240307 Forwards IE cost data uarkshvets for facilities Ha costs 
Tslected for licensee contractor vendnr Insp repts 
COBB I L I Ececutivs Officer for Management 1, Analysis 79/01/29 
MILLER, W O License Fee Management Branch 3pp 22583 243 24X 

Flche 50-000,84/02/13,640308017? 


—8003240219 Corrects 781026 memo re WPPB9 3 Ic 5 being contested Memo 
reflecting actual A5LB time spent on case ercl 

FITTI.C V Atomic Bafety and Licensing Board Panel B0/O2/2B 
HOLLOWAY, C J License Fee Management Branch Ip 22583 24B 24X 

Flche 50-000.64/02/13,8403060179 


-8003240222 Submits rept of time spent since program Initiated on WPPSS 
3 I. 3 Professional time ail spent on post-hearing work 
regarding CP hearing 

LAZO, R K Atonic Safety and Licensing Doard Panel 78/04/11. 

FITTI.C O Atomic Safety and Licensing Board Panel 3pp 
22583 249 24X Flche 50-000.84/02/13,8403060179 


-6009090737 Forwards airworthiness alert re cprroslve abraslvy 
characteristics of vulcanic ash which has fallen In Pacific 
Northwest Questions re ash amount, chemis try ilie 
distribution will be forwarded to licensees W/e encl 
JACKSONrR E Oeosclences Branch 80/06/12 VOLLMER, R H 
Division of Engineering 2pp 22583 250 24X 

Flche 50-000,84/02/13,0403080179 


8104300020 Responds to 610414 memo re util request for clarification In 
use of ASME code cases Util use of code cases w/o prior NRC 
approval is inadvisable due to potential hardship for user 
BOSNAK,R J Mechanical Engineering Branch 81/04/21 
YOUNOBLOODj B, U Licensing Branch 1 Ip 22503 200 24X 

Flche 50-000, 84/02/l3i B4030B0I79. 


-8107270274 Accepts use of A8ME Code Case N-24S-1 dtd 800410 for 
application in const of pipe support frames In pipe chases 
located In two tower elevations of reactor auxiliary bldg 
Conditions of use discussed 

KNIOHT.xf P Assistant Director for Comp & Structures Engineering 
IPre 830201) 01/07/21 TEDESCO.fl L. Assistant Director for 

Licensing Ip 22583 301 24X Fic he. 5-0-000, 64/02/13, 8403060179 


— 6108110030 Notification of 810620 meeting u/utll in Bethesda,M0 to 
discuss proposed independent design review programs 
HERMAN, R U Licensing Branch 4 81/07/30 ADEN8AM, E 0 

Licensing Branch 4 3pp 22S83 302 24 X Flche 50-000,64/02/13, 
8403000179 


-'8110080618 Discusses proposal to use IDRs in licensing process lORs aay 
be useful in certain areas, but clarification of role needed, 

TEDESCO, R L Assistant Director for Licensing 81/09/23 
EISENHUT.D 0 Division of Licensing Ip 2258330? 24X 

Fic he 50-000,04/02/13,8403080179 


— 8L1I200219 Informs of receipt of telcon from Yakamar Indian Nation 
requesting that tribe be gl ven full rights in facilities 
proc Bed ings 

TEDESCO, R L Assistant Director far Licensing, 81/10/21 
KETCHEN, E Hearings Division Ip 22583 310 24X 

Flche 50-000,04/02/13,8403080179 


— 6203160116 Forwards tbio relevant documents for FOIA request re WPPSS 6 
Exxon Litigation 

KIRAOLIA, F J Licensing Branch 3 82/03/08 WILSON, V H. 

Management Analy s Is Branch 3pp 22583’ 333 24 X 

Flche 50-000,84/02/13,8403080179 


— 8204290-657 Mottflcatien of 820511 meeting w/utll to discuss rsvleu 
process & preliminary Identification of any possible 
unique features 

WHEELER, L L Licensing Branch 3 82/04/22 MIRAOLIA, F J 

Licensing Branch 3 Ip. 22583 340 24X Flche 50-000,64/02/13, 

6403080179 


--B20630D082 Lists info not yet addressed for OL application Recommends 
general info be accepted for docketing 

LEE, 1 J, Licensing Branch 3 62/06/16 WHEELER. L L Licensing 

Branch 3 Ip, 22583 347 24X Flche 50-000,84/02/13,0403080179 


— 8303100476 Forwards util B30223 submittal In response to telcon during 
uhich remaining Fhase I open Items of "Control of Heavy 
Loads - Casa Reviews, " were discussed W/o encl 

CLEMEN0ON, F Auxiliary Systems Branch NRC~2O-18-3S0 63/02/26 

STICKLEY, T H EOiO, Inc. Ip 22583 360. 24X 

Flche 50-000,84/02/13.8403080179 


— 8304060577 Requests search for documents re govt litigation w/utit on 
five specific Issues 

SLAOSIE, E L Office of the General Counsel 83/03/23, 

DIRCKBiW J Office of the Executive Director for Operatione tp 
22503 361 24X Fiche: 50-000. 84/02/13, 8403000179, 


— 6403080253 Forwards summary of review costs ti supporting documentation 
from program afcs W/o encl 

HOLLOWAY, C O License Fee Management Branch 60/03/03 License 
Foe Management Branch ip 23583' 241 24X Flche 50-000,64/02/13, 
8403080179 


8403050288 Fifth partial response to FOIA request for six categories of 
documents re facilities Forwards App A documents App A B 
documents also available In PDR Documents listed on App C (i 
D located in Central Files U not available publicly 
FELTON, J M Division of Rules and Records 04/02/17 AN0ER80N, S t 
Garvey, Schubert, Adams -fc- Barer 9pp 22501.209 B4X 
Flche 50-508,84/02/17,8403090288 


— 7908010232 Responds to 79040S Region 5 comments re Revision 4 to 
NPP 8 S-QA- 004 , "Operational OA Program Description " 

Expresses intent to request util to delete Section 3,3.6 
entirety 

HAABSiW P, Quality Assuranca Branch 79/05/01 BRYAN, 0. E 

Division of Reacto-r Dpsrations Inspections ip 22S0i'303 34X 

Flche 50-908.04/02/17.6403090203 


—8003240209 Dlscusssi conversation u/R McKinney of ACR8 re dual unit 
plants Time should be cut In half 

HOLLOWAY, C J Office of Management and Program Analy els 
79/01/22, Office of Management and Program Analyiie Ip 
22501:308 24X Flche 50-906,84/02/17,8403090286. 


— 8110190051 Responds to 01O9S3 FOIA 61-378 request for QA doeiiments far 
WPP80 All docuinentt rs evaluation of licenses QA programs 
are in PDR 

HAAes, W. P Quality Assurance Branch 01/10/09, WILSON, V,H, 
Management Analysis Branch 2pp 22901:310 24X 

Flche 90-908.84/02/17.6403090288 


--8111020570 Concludes that util tc principal contractors eontlnus to meet 
criteria of 10CFR5O App 0 Revised DA progrem description 
acceptable for design ii const of facllltlsi 

KAA8S, W F Quality Assurance Branch. 01/10/22, TEDESCO, R. L. 
Assistant Director for Licensing. Ip 22901 313, 24X 

Fiche' 50-906, 84/02/17, 8403090208 
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--eSOl3O0S36 F’ortdard* data for fee assecsment re QA Oranch rrvltu of 
MPPBB-OA-OOA, "Operational QA Program Deicrlptlon “ 

HAA 6 S 1 M P Quality Assurance Branch 82/01/14 BERKOWf H N 
Management Analysis Branch 2pp 22301 alA 24X 
FlChe 30-308.84/02/17.8403030288 


6403OS0219 Poruiartfs listing of board notifications Issued since 820716. 
per 840127 Inquiry re failure to provide ASLB & parties 
u/notlf ieations 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
84/02/28 BELL. N Coalition for Safe Pouer. 25pp 22700 222 24 X 

Fiche 30-460,04/02/28.0403030219 


0403070014 Explains uihy tuo recent board notifications re environ 
qualification of equipment not received List of all hoard 
notifications Issued since 620716 docketing of Unit 1 encl 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
84/02/28 BELL. N Coalition for Safe Pouer 23pp 22563 166 24X 

Fie ha 30 - 460 . 84 / 02 / 28.8403070014 


8403260071 Forti/ards seismology questions re UPPB-3 si te. accepted NRC 
research proposal on subduction lone undertaken by l/SOB & 
currant safety evaluation of Trojan 

MILLER. J R Operating Reactors Branch 3 84/03/03 MITHERa, B O 

Portland Oeneral Electric Co 2pp 22739 30'0 24X 

Ftche 30-000.84/03/03.8403260071 


— 8403260077 Forwards request for addl Info re WPP8-3 site seismology, 
based on review of FSAR 

JACKBON.R E Oeosciences Branch 83/04/28. KNIGHTON.O M 
Licensing Branch 3 9pp 22739 302 24X Fiche 30-000. 84/03/03. 

8403260071. 


8403120199 Forwards addl Info re Generic Ltr 82-14. in response to NRC 
requests U/ons ovsrslic drawing Aperture card Is available 
In PDR, 

SORENSEN.O C Ueshlngton Public Power Supply System 84/03/07 
KNIOHTON. 0 U Licensing Branch 3 71pp 22S83 129 . 24X 

Ftche- 30-308.84/03/07.8403120199 


D. NRC Draft/Final Environmental Statements, suppis it correspondence 


B40313D19B Forwards FR notice of extension of comment period for OES 
(NOREO-i033) to B40312. per 840130 Itr 

KMIOHTON. 0 U Licensing Branch 3 84/02/27 HlRSCH. A. 
Environmental Protection Agency 7pp, 22662 02 Q 24x 
Fiche 30-309.84/02/27.8403130198 


— 9402290440 Notice of sxtonslon of comment period for DE8 <N0RE0-1033) 
to 840312 

KNIGHTON.O H Licensing Branch 3 84/02/24 Ip 22662,033 24X 

Fiche: 30-308. 84/02/27. 8403130198 


B403O90118 Forwards comments re DEB (NUREO— 10331 for consideration in 
preparation of FES 

SORENSEN. O C Uashlngton public Power Supply System 84/03/03 
KNIGHTON. 0 U Licensing Branch 3 Spp 22376 074 24X 

Fiche, 30-808. 84/03/03. 84030901 IB 


84'<13120'174 Comments on facility DE8 OES accurately describes project 
conditions t. impacts existing In original licensing 
considerations t. evolving aver initial const period 
FITCH. M.L Uashlngton. State of 84/03/06 Division of 
Licensing. 3pp 22389 179 24X Fiche 30-308.04/03/06.8403120174 


8403120007 Requests explanation of process by which encl eve list 
composed for NRC 840227 ltr to EPA re OES. 

REYNOLDS.N 3 Bishop. Liberman. Cook. Purcell It Reynolds 
REYNOLDS. N 8 Uashlngton Public pouer Supply System 84/03/07 
KNIGHTON.O U Licensing Dranch 3 2pp 22386 238 34X 

Fiche: 30-308. 84/03/07. 8403120007. 


8403130180 Comments on DES for operation of facility Coverage of OES 
adequate It no objections raised to proposed action. 

DURO. R. 8. Environmental Protection Agency 64/03/07 Division of 
LLcomsing Ip, 22606*128 24X Fiche* 30-308. 84/03/07.0403130180 


B4031S01S1 Comments on facility DEE Info should be segregated Into 
generic t Ita-tpac 1 f Ic topics It put Into laymans language If 
efcantlal part of format required for DE8. 

LONDBLAOiD Waehlngtont State of 84/03/08. KNIOHTON.O Licensing 
Branch a. 2pp 22639*337 24X Fiche 90-308.84/03/08.8403130191 


8403200238 Comment* on DE8 <NUR£0-1033) Aesortione re socioeconomic 
Impacts from station operation demonstrato low level of 
axptrtlse among study taam or refusal to consider relevant 
research finding* on social impact*. 

FREUDENBUR6, W Uashlngton State Unlv . Pullman, WA 84/03/12. 
VIETTI.A Division of Licensing 2pp 22691*111 24X 

Flcha. 90-908,84/03/12.8403200238 


8403220198 Comments on DES re operation of facility Cumulative impacts 
on regional water use should be more explicitly evaluated 
DES adequate, but unnecessary as decisionmaking tool 
DEQEN9. 5 Affiliation Not Assigned 84/03/13 MIC - No Detailed 
Affiliation Given 9pp 22718 044 24X Fiche* 30-908, 84/03/13, 

8403220198 


6403190343 Comments on DES Long-term adequacy of underdrain sys storage 
capacity should he discussed Evaluation of sys long-term 
integrity. If used to retain contaminated sump water, 
nec essary 

BLANCHAflO.B Interior, Dept of 04/03/13 Division of 
Licensing Ip 22673 078 24X Fiche 30-308.04/03/13.8403190343 


E NRC Safety Evaluation Report (SER). suppis li correspondence 


8403060179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON. 8 t 
Garvey. Schubert, Adams I. Barer 7pp 22383 226 24X 

Fiche; SO-OOO. 8 4 /02 / t3.B4030a0i79 


— 8103040032 Forwards short l< long-term OL It CP review schedules, in 
response to 801216 meeting u/USOE List of OL plant reviews 
for which NRC tentatively plans to seek U80S assistance is 
prgvl ded. 

OACKSON.R £ Geosciences Branch NRC-03-S0'l 13 81/01/21 

DEVINE, tf F Interior. Dept of. Geological Survey 9pp 
22SB3 272 24X Fiche 50-000.84/02/13.8403080179 


8403260071 Forwards seismology questions re MPPS**3 s 1 te. accep ted NRC 
research proposal on subduction xone undertaken by USGS 1. 
current safety evaluation of Trojan 

HILLER. J R Operating Reactors Branch 3 64/03/03 UITHER8.B D 

Portland General Electric Co. 2pp 22739 300 24X 

Fiche 50-000.84/03/05.8403260071 


— 6403260083 Forwards draft SER input re WPP8-3 site geology 1. 
seismology Open item.* include possibility of large 
earthquake on subduction lone beneath site !< possibility of 
unrecognlied low angle thrust faults In site vicinity 
KNIOHT. 3 P Assistant Director for Comp I. Structures Engineering 
IPost 830201) 83/11/01 NOVAK.TM Assistant Director for 

Licensing IHpp. 22759 311 24X Fiche 30-000.84/03/03, 

8403260071 


F Security, medical, emergency t> fire protection plons 


8403080179 Fourth partial response to FOIA request for sli categories 
of documents re facilities Forwards App A documents App 8 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents slibj to request continuing 

FELTON. V M Division of Rules and Records 84/02/13 ANDERSON. S I 
Garvey. Schubert. Adams l< Barer 7pp 22383 226 24X 

Fiche 90-000,04/02/13.8403080179 


— 8110190026 Requests that comparison of fire protection program to App R 
of 1OCFR50 be Included in overall fire protection program 
submittal U/o end FR notice 

EISENHUT. D 0 Division of Licensing 81/09/30 FERGUSDN.R L 
Washington public Power Supply System 2pp 22383 308 24X 

Fiche 30-000,84/02/13. B4030B01 79 


B403010SOB Advises that NRC Will not delete privacy or proprietary info 
from emergency plans unless specifically requested by 
licenseerper 810709 Generic Ltr 81-27 U/o request, entire 
plan will be placed In PDR 

KNIGHTON, OU Licensing Dranch 3 84/03/14 HAZUR. D U Uashlngton 

Public Power Supply System. 3pp 22438 332 24X 

Fiche: SO- 508, 84/02/14. 8403010508 


8403130369 Forwards responses to NRC questions re security measures for 
physical protection of facilities using SNN Info withheld 
(ref iOCFR73 21 ) 

SORENSEN.O C Washington public power Supply System 54/03/07 
KNIOHTON.O U. Llceneing Drench 3 ip 22616 091 24X 

Fiche 90-508.84/03/07.8403130383 


0 Ad judicatory correspondence 


8403010030 Third partial response to FOIA request for six categories 
of docurPenti re facility Forwards App A documents. App A 
documents also placed In PDR. App B documents will be placed 
in PDR upon request Review continuing 

FELTON, J.H Division of Rules and Records 84/01/17 ANDERBQN, 8 I 
Oarvey. Schubert. Adams li Parer 4pp 22446 293. 04X 

Fiche 30-000,84/01/17.8403010030 
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—6304060952 Requests sea^c^ for relevant documents re govt litigation 
u/util Response due bg 830408 

GRIMSUEV.D H KRC - No Detailed Affiliation Otven 83/03/S? 
FlTTli C Atomic Safety and Licensing Goard Panel Ip 22446 314 
S4X FI Che 30-000.84/01/17.0403010030 


8402090000 IE Info Notice B4-16i "Fallore of Aotomatle Sprint l#r Sga 
Valves to Operate “ Sve list end 

JORDAN. E L Division of Emergency Preparedness (4 Engineering 
Response (Post 830103 ) 64/03/02 Consolidated Edison Co of Meui 

York. Inc 122pp 22593 098 24X Flche 30-000. 84/03/02. 8402090000 


3403060111 Memorandum U o-rder ruling on further suppl to petition for 
leave to intervene t reinstating 830421 ruling 

MARGliLIES. (1 B . SHON. F J . FOSTER. R F Atomic Safety and Licensing 
Board Pane] 84/03/02 Coalition for Safe Pouer llpp 

22518 311 24X Flche 50-508.84/03/02.8403060111 


8402090009 IE Info Notice 84-15. “Reporting of Rad lolog 1 c:al Releases ” 
Sve list end 

JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York. Inc 119pp 22593 217 24X Flche 30-000.04/03/02.8402090009 


3403210170 Notice of appeal of ASLB 840302 memorandum & order admitting 
Coalition for Safe Pouer as intervenor Certificate of SvC 
enc I 

HARTMAN. S L Washington Public Pouer Supply System HARTMAN. S L 
Bishop. Liberman. Coot. Purcell (. Reynolds OSB 003 84/03/20 

Atomic Safety and Licensing Board Panel 3pp 22707 398 24X 

Flche 50-508,64/03/20.8403210170 


3403210172 Brief in support of notice of appeal of ASLB 830302 
memorandum t order ASLB abused discretion by reinstating 
order granting petitioner intervenor status A8LB 830302 
memorandum 6 order should be vacated W/Certif icate of Sve 
HARTMAN. S L Washington Public Pouer Supply System HARTMAN. 8 L 
Bishop, Liberman. Cook. Purcell (> Reynolds DSB 002 84/03/20 

Atomic Safety and Licensing Appeal Panel 23pp 22710 324 24X 

Flche 50-508.84/03/20 6403210172 


3403210189 Motion for reconsideration of memorandum t. order granting 
petitioner intervenor status l</or for referral or 
certification of question of whether limitation should be 
placed on petitioner par 1 1 c 1 pa tl on W/Cert 1 f ica te of Sve 
HARTMAN, S L (Tashington Public Pouer Supply System HARTMAN. 5 L 
Bishop, Liberman. Cook, Purcell 6 Reynolds DSD 001 84/03/20 

Atomic Safety and Licensing Board Panel 23pp 22710 266 24X 

Flche 50-508.84/03/20,8403210189 


0402090011 IE Info Notice 84-17. “Problems W/Llquld Nitrogen Cooling 
Components Belou Nil Ductility Temp " Sve list and 
JORDAN, E L Division of Emergency Preparedness (. Engineering 
Response (Post 830103) 84/03/09 Consolidated Edison Co of Neu 

York, Inc 117pp 22953 336 24X Flche 30-000.84/03/09,0402090011 


8402090024 IE Info Notice 64-09. Rov 1. “Lessons Learned From Insps of 
Fire Protection Safe Shutdouin Sys " Sve list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co. of Hew 

York. !nt tiepp 22639 049 24X Flche 90-000.84/03/07,0402090024 


8403090028 IE Info Notice 84-18, "Stress Corrosion Cracking In PHR 
Sys “ 8 vc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co, of Neu 

York. Inc llSpp 22984 186 24X Flche 30-000,84/03/07,0402090020 


8402090031 IE Bulletin 84-02. “Failures of OE Type UFA Relays In Use In 
Class IE Safety Sys “ Sve list end 

OEYOUNO. R C Director's Office. Office of Inepectlon and 

Enforcement 04/03/12 Consolidated Edison Co of Nau Yorkr Inc 

!34pp 22B23 094 24X Flche 50-000.84/03/12,3402090031 


1 Inspection reports. lE Bulletins 8. correspondence 


14030B0179 Fourth partial response to FOIA request for sli categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FDIA Eiemption S) Review of 
addl documents stibj to request continuing 

FELTON. J M Division of Rules and Records 04/02/13 ANDERSON. S I 
Garvey. Schubert. Adams I. Barer 7pp 22583 226 24X 

Fiche 90-000.84/02/13.8403080179 


-8106220066 Requests that appropriate comments re Cycle 2 evaluations, 
per Eisenhut 810604 memc.be submitted by 010623 

MIRaOLIA. F J Licensing Branch 3 81/06/18 HAASS. W 5 Quality 

Assurance Branch ip 22903 291 24X Flche 30-000,04/02/13, 

0403000179 


-0107130901 Forwards infn re impact of Mount St Helens eruptions on 
facilities. for use by SALP review board Comments prepared by 
HE Lef evre. geol og 1 s t 

JACKSDN.R E Geosciences Drench 81/06/23 MIRAOLIA, F J 
Licensing Branch 3 2 pp 22583 293 24X Flche 50-000.84/02/13. 

8403080179 


—0107140105 Forwards Ofc of Nuclear Reactor Regulation performance 
evaluation in compliance w/ei0604 memo re systematic 
assessment of licensee performance Cycle 2 Notifies that 
review board meeting for facility scheduled for 810723 
HHECLER.L Licensing Branch 3 01/06/30 EISENHUT. D 0 Division 

of Licensing Ip 22583 295 24X Fiche 50-000.84/02/13, 

8403080179 


0402090043 IE Info Notice 84-19. “Two Events Involving Unauthorlied 
Entries Into PWR Reactor Cavities " Bve list end 
JORDAN.E L Division of Emergency Preparedness U Englnserlng 
Response (Post 030103) 84/03/21 Conaol Ida ted Edison Co. o# Hsu 

York. Inc 123pp 22023 229 24X Flche 50-000,04/03/21,0402090043 


8402090044 IE Info Notice 04-20, “ 8 vc Life of Relays In flaf s tu-Helatsd 
Sys “ Qvc list end 

JORDAN.E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of Hew 

York. Inc 139pp 22933 001 24X Flche 90-000.04/03/21,0402090044 


S Reportable occurrences, LERs I, related correspondence 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Oimpel NPS-4 T 81 T valve, to dose Enel 1 tr dtd 040203 
sent to listed utils Qe notified of affected units In OWR 
p lants 

THEROUX, R R Terry Corp 04/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6 pp 22706 327 24X 

Flche 50-000,84/02/22,0403210032 


T Hearing transcripts on non-antltrust matters 


8403010113 Final response to FOIA request for five categories of info 
re mothballed nuclear const projects Forwards App A 
documents Documents also In PDR, 

FELTON, J M Division of Rules and Records 04/02/10 BELL, N 
Nuclear Information 6 Resource Service 2pp 22479- ia2 24X 
Fiche 30-900, 84/02/10, 84030101 13 


8107140192 Forwards Geosciences Branch Input for use by facility 
systematic assessment of licensee performance review board, 
per 810618 request 

JACKSON, R E Geosciences Branch 01/06/23 MIRAOLIA, F J 

Branch 3 3pp 22583 298 24X Flche 50-000,84/02/13, 


-0403010114 Partial statement of JB Martin before How» 
Energy t, Commerce re mothballing of facility. 
MARTIn.J 0 NRC - No Detailed Affiliation Olven 
22479 1 86 24X Flche 50-500,64/02/10,8403010113 


a Committee on 
03/09/14 9pp. 


340 U 90072 
Operated 
end 


IE Info Notice 04-13, “Potential Deficiency in Motor 
Valve Control Circuits It Annurtc tat loti " 8vc Hit 


JORDAN.E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 04/02/20 Consolidated Edlso!! Co of N. 

York. Inc llSpp 22909 239 24X Flche SO-OOQ, 84/02/28, 8401 19007 


8402090007 IE Info Notice 84-14, “Highlights of Recent Transport 
Regulatory Revs by DOT u NRC •' Sve list end ^ 

ImiOs;/ " B4/03Jo2“‘’ ‘ program. (Post 

HJ 01 D 31 84/03/02 Consolidated Edison Co of Neu York. Inc 

130pp 22592 329 24X Flche 50-000,04/03/02,8402090007 


U Oongr q s f 1 ana 1 /Ex ec u t 1 ve Correspondence 


T J . P"' '•‘■1 response co ruiA raque*e for six categories 

of documents re fad I Itles. Forwards App A doeumants App B 
document entirely withheld tref FOIA Exemption 5) Revlau of 
addl documents subj to request continuing 

FELTON, J M Division of Rulss and Rscords 04/02/13 ANDEflBDN.8 I 
Oarvsy, Schubert, Adams & Barer 7pp 229 B 3 226 24 X 

Fiche 30-000,04/02/13,8403080179 


,.u,,kvnn aoDus uisimata 


nesponos CD B00702 Itr re E Bor.i.ii . 
respnnslbUity for civil penalities proposed mgalnet util. 
Civil penalties are imposed ae enforcement action State 
D?ScSc*u »’• 7eiponstblUty for payment 

Bo/oa/ 3 A Director for Operations. 

80/08/26 JACKSON. HM Senate 4pp 22503.260 24 X 

Flchs 50-000,04/02/13,0403000179 
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•BO121609S1 FnPwai'cl* 800&S5 1 tr fpBifi constituent £ Borhck for response 
Raquests that duplicate rept be foruiarded to BOB United 
States Courthouse) Seattle! WA 90104 

vfACKBON>H M Senate. Energy Natural Resources sO/07/21 
KAMHERERiC C Office of Congressional Affairs 0pp 22SB3 264 
S4X Ftche 30-000,04/02/13)0403000179 


— S0033402S3 Submits rept of time spent since program initiated on WPPSS 
3 6 5 Professional time all spent on post-hearing work 
regar ding CP hearing 

LAZD) R M Atomic Safety and Licensing Board Panel 70/04/11 
FITT!)C J Atomic Safety and Licensing Board Panel 3pp 
22583 249 34X Flche 50-000,34/02/13,6403000179 


— 0101130363 Respond# to Itr forteardlng M Hamilton concerns re 
Facilities CPs issued in Apr 197B after safety ti environ 
revieuis 6 A0LB public hearings Public hearings may be 
requested when util applies for OLs 

KAMMERER.C Office of Congressional Affairs 80/12/16 
MAONUSON.M Benate ip 225B3 271 S4X Flche 50-000.04/02/13, 
84030B0179 


DOCKET STN-30-509 WPPSS NUCLEAR PROJECT, UNIT S 


A Appl lea t lon/construc t ion stage documents {< correspondence 


0403010030 Third partial response to FOIA request for sis categories 
of documents re facility Forwards App A documents App A 
documents also placed In POR ApP D documents will be placed 
In PDR upon request ftevleu continuing 

FELTON, J M Division of Rules and Records 84/01/17 ANDERSON, S I 
Oarvey, Schubert, Adame 6 Barer 4pp 22446 293 24X 

Flche. 50-000, 04/01/17, 8403010050 


— B003B40139 Advises of refund owed licensee re CP fee# for facilities 
based on professional manpouier extended & contractual svcs 
costs incurred 

HILLER, W 0 License Fee Management Branch 80/03/03 HANION, W E 
Office of the Controller 2pp 22446 303 24X 

Flche SO-OOO, 04/01/17, B4030I0OS0 


— B004010752 Confirms 800229 telcOin re professional manpouer (152-hl 
provided by 000228 memo Manpouer should bo divided equally 
between two units 

HOLLOWAY, C J License Fee Management Branch B0/O2/29 
FlTTtiC J Atomic Safety and Licensing Board Panel Ip 
22446 300 24X Flche 50-000,04/01/17,0403010050 


— 0009090737 Forwards a irwe r th 1 neSs alert re corruslve b abrasive 
charac terl I tics of volcanic ash which has fallen in Pacific 
Northwest Questions re ash amount, choml s try b sire 
distribution will be forwarded to licensees W/o end 
JACKSON, R E Oeosclences Branch 00/06/12 VOLLMER.R H 
Division of Engineering 2pp 22503 238 24X 

Ficha 50-000,04/02/13,8403000179 


--0104300020 Responds to 010414 memo re util request for clarification in 
use of ASME code cases Util use of code cases w/o prlo.r NRC 
approval Is inadvisable due to potential hardship for user 
BOSNAK, R J Mechanical Engineering Branch 01/04/21 
YQUNOBLGDB. B J Licensing Branch 1 Ip 22303 200 24X 

Flche 50-000.04/02/13,8403000179 


— 8107270274 Accepts use of ASME Code Case N-242-1 dtd 800410 for 
application in const of pipe support frames in pipe chases 
located in two lower elevations of reactor auilllary bldg 
Conditions of use discussed 

KNlCHTiJ P Assistant Director for Comp b Structures Engineering 
(Pro 830201) 81/07/21 TEDESCO, R L Assistant Director for 

Licensing Ip 22583 301 H4X Fiche 50-000,84/02/13.8403000179 


— 8100X10030 Notification of S10B20 meeting w/utll in Dctheida.MD to 
discuss proposed independent design review programs. 

HERMAN, R M Licensing Branch 4 01/07/30 ADENSAM. E 0 

Licensing Branch 4 3pp 22583 302 34X Flche 50-000.04/02/13. 

8403080179 


— 8110080612 Discusses proposal to use IDRs in licensing process IDRs may 
be useful in certain areas, but c lari f icatton of role needed 
TEDC6CQ, H L Assistant Director for Licensing 01/09/23 
EISENHLIT.D 0 Dlvlilon of Licensing ip 22583 307 24X 

Fiche 50-000,84/02/13.0403080179 


— 8004010759 Confirms 800226 telcon re professional manpower <18~h) 
pravlded by A Rosenthal 701003 memo Manpower should be 
divided equally between two units 

HOLLOWAY, C J License Fee Management Branch 80/02/29 BIBHap, J 
Atomic Safety and Licensing Appeal Panel. Ip 22446 301 34X 

Flche 50-000,94/01/17,8403010050 


— 8111200219 Informs of receipt of telcon from Yakamar Indian Nation 
requesting that tribe be given full rights in facilities 
proceed ings 

TEDESCOrR L Assistant Director for Licensing 81/10/21 
KETCHEM, E Hearings Division Ip 22503 310 24X 

Fiche 50-000,84/02/13,8403000179 


— 0112210135 Informs of B McKinney opinion that allocation of ACRS 
manpower for fee purposes should be divided equally for 
review of two units at site 

HOLLOWAY, C J License Fea Management Branch 79/01/22 License 

Fee Management Branch Ip 2S446 297 24X Flche 50-000,04/01/17, 

8403010090 


— 0306100403 Discusses status of OL applications Review of end WPPSS 
030713 Hr requested in order to determine present status of 
Unit 3 for billing purposes W/o end 

MILLER, W 0 License Fee Management Branch 83/00/05 FONNER, R L 
Regulations Division 2pp 22446 326 24X Flche 50-000, 

84/01/17, B4030100SO 


6403080179 Fourth partial response to FOIA request for silt categories 
of documents re fee 1 1 1 1 lea; Forwards App A documents App B 
document entirely withheld (ref FQIA Exemption 5), Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 04/02/13 ANDERSON, 5 t 
Oervey, Schubert, Adams & Barer 7pp 22983 226 84X 

Flche: 90-000, 84/02/13, 0403080179 


— 8003240202 Submits review costs for facilities Hearing wes 
une untested, Btl I tng procedure mey be completed 
BERKOWiH N Office of Nuclear Reactor Regulation, Director 
80/02/22 MILLER, M 0 License Fee Management Branch Ip 
22583:242 24X Flche 50-000,84/02/13,840308017? 


— 6003240207 Forwards IE cost data uiorkshcets for facilities No costs 
relected for licensee contractor vendor Insp repts 
C0BB,L I Executive Officer for Management b Analysis, 79/0X/29 
MILLCR.W 0 License Fee Management Branch 3pp, 22983 243 24y 

Flche 90-000, 84/02/13, 8403080179 


—8003340219 Corrects 761028 memo re WPF88 3 b 5 being contested Memo 
reflecting ectuel ASUB time spent on cat* end 
FITTl.C V Atomic Bafity and Licensing Board Panel 00/02/28 
HOLLOWAY, C J License Fee Management Branch Ip 22903- 248 24X 

Fiche 30-000, 84/02/13, 0403080179. 


— 0203100118 Forwards two relevant documents for FOIA request re WPPSS b 
Exxon Litigation 

MIRAOLIA, F J Licensing Branch 3 03/03/00 WILSON, V H 

Managament Analysis Branch 3pp 22503 333 24X 

Flche 50-000,84/02/13,0403000179 


--8S0429D657 Notification ef 020511 meeting w/util to discuss review 
process b preliminary identification of any possible 
unique features 

WHEELER, L L Licensing Branch 3 02/04/22 MIRAOLIA.F J 

Licensing Branch 3 ip 22503 340 24X Flche 50-000,84/02/13, 

0403080179 


— 0303100476 Forward* util 030223 submittal In response to telcon during 
which remaining Phase I open items of “Control of Heavy 
Loads - Case Reviews," war* discussed W/o end 

CLEMENSON, F Auxiliary Systems Branch NfiC-20- 10-380 83/02/28 

SriCKLEY, T H, EObO, Inc Ip 22583 360 24X 

Fiche 50-000,84/02/13,8403000179 


— 0304060577 Requeet* search for document* re govt litigation w/utll on 
five specific issues 

&LAOOIE,E L Office of the Oenoral Counsel 63/03/23 

DIRCKS, W J Office of the Executive Director for aperatlons Ip 

23503 361 24 X Flche 50-000,04/02/13,0403080179 


— 6403000253 Forwards summary of review costs b supporting documentation 
from program ofc* W/o end 

HOLLOWAY, C J License Fee Management Branch 60/03/03 License 
Fee Management Branch Ip 22583 241 24X Flche 50-000,64/02/13, 
8403000179 


9403090280 Fifth partial response to FBIA request for six categories of 
documents re facilities Forwards App A documents App A b B 
documents also available in POR Documents listed on App C b 
D located in Central Files b not available publicly 
FELTON, J.M Division of Rules and Records. 04/02/17 ANDERSON, S I 
Oarvey, Schubert, Adam* b Barer 9pp 22501 289 24X 

Fiche 30-509,84/02/17.8403050200 
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—7908010102 f^oruardt 790501 Haai-Oriian memo' re NRH-BAB peialution of 
Region 5 coninienti r« operational OA program 

WQLAN»F J Division of Reactor Operation* Inspections 79/05/09 
CREWS><J L Region 4> Dallast Office of Clie Director Ip 
S3501 30b 24 X Fiche 50-509.04/02/17.8403050280 


—7905010232 Responds to 790405 Region 3 comments re Revision 4 to 
HPP3S-0A-004. “Operational QA Program Description ” 

Eipresses intent to request util to delete Section 3 3 & 
ent Ir e Ig 

HAASS.W P Quality Assurance Branch 79/05/01 ARYAN. S E 

Division of Reactor □perations Inspections Ip 22S01 303 24X 

Flchs 50-508.84/02/17.8403050288 


— 8003240209 Oiscuescs conversation u/R ncKinneg of ACRS re dual unit 
plants Time should be cut In half 

ROLLOUAY.C J Office of Management and Program Analgsis 
79/01/22 Office of Management and Program Analysis Ip 

22301 30a 24X Fiche 50-500.84/02/17.8403050288 


— 8110190051 Responds to 810933 FOIA 81-378 request for OA documents for 
UPPS5 All documents re evaluation of licensee OA programs 
are in FDR 

HAAS3. M P Quality Assurance Branch 81/10/03 UIL8DN. 1/ H 
Management Analysis Branch 2pp 22301 310 24X 

Fiche 30-308.84/02/17.8403030268 


— 8111020578 -Concludes that util h principal contractors continue to meet 
criteria of lOCFRSO App D Revised OA program description 
acceptable for design & const of facilities 

HAAE5. W P Quality Assurance Branch 81/10/22 TGDESCO. R L 
Assistant Director for Licensing Ip 22501 313 24X 

Fiche 30-508,84/02/17,3403030283 


— 8201300235 Foruards data for fee assessment re QA Dranch review of 
WPPSa-QA-004. “Dperat 1 o-nal OA Program Description " 

HAA8S.MP Quality Assurance Branch 82/0.1/14 BERKQH.MN 
Management Analysis Branch 2pp 22S0t 314 24X 

Fiche 30-300.04/02/17.8403030288 


8403120199 Foruards addl info re Generic Ltr 82-14. in response to NRC 
requests N/one overslie drawing Aperture card Is available 
in PDR 

SORENGEN. Q C Washington Public Power Supply System 84/03/07 

KNIGHTON. 0 W Licensing Branch 3 7Ipp 22385 129 24X 

Fiche 50-308.84/03/07.8403120199 


8403250221 Advises that Phase II of termination program in progress re 
locating neu oeiners for facility & will last until at least 
June 1983 

SORENSEN. G C Washington Public Pouer Supply System 84/03/13 
DIRCKS.W J Office of the Executive Director for Operations Ip 
22751 032 24X Fiche 50-509.84/03/13.8403280221 


F Security, medical, emergency 4. Fire protection plans 


B40305OL79 Fourth partial response to FOIA request for sis categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request contlniring 

FELTON, J N Division of Rules and Records 84/02/13 ANDERSON. S 1 
Oarvey. Schubert. Adams H Barer 7pf 22383 226 24X 

Fiche 30-000.84/02/13.0403080179 


— 8110190026 Requests that c-omparison of fire protection program to App R 
of 10CFR30 be included in overall fire protection program 
submittal M/o sncl FR notice 

EISENHUT. D 0 Division of Licensing 81/09/30. FERGUS ON. R L 
Uashlngton Public PoiPer Supply System 2pp 22SS3 308 24X 

Fiche 50-000.84/02/13.8403080179 


O Adjudicatory corr espo-ndenc e 


84-03010050 Third partial response to FOIA request for sli categories 
of documents re facility Forwards App A documents App A 
documents also placed In PDR App B documents will be placed 
In PDR upon request Review continuing 

FELTON. J M Division of Rules and Records 84/01/17 ANDERSON. 8 I 
Oarvey, Schubert, Adams & Barer 4pp. 22446 293 24X 

Fiche. 50-000, 84/01/17.8403010050 


a Inspection reports. IE Bulletins h correspondence 


8403080179 Fourth partial response to FDIA request for six categories 
□f documents re facilities Forwards App A documents App B 
document entirely withhold (ref FOIA Exemption S> Review of 
addl documents subj to request continuing 

FELTON. J H Division of Rules and Records 84/02/13 ANDERSON, 8. I 
Oarvey. Schubert. Adams S< Barer 7pp 22583 226 24X 

Fiche 50-000,84/02/13.8403080179 


— 8106220066 Requests that appropriate comments re Cycle 2 evaluetlons. 
per Eistnhut 810604 memo, be submitted by B10623 

MIRAOLIA. F J Licensing Branch 3 81/06/18 HAA88, U 8 Quality 

Assurance Branch Ip 22583 291 24X Fiche 50-000,84/02/13. 

8403080179 


— 8107130381 Forwerds info re Impact of Mount Bt Helens eruptions on 
fac 1 1 1 tics, for use by BALP review board. Comments prepared by 
HE Lb f evre. geol og 1 st 

JACKSON, R E Oeotciences Branch. Bl/06/23 MIRAOLIA, F J 
Licensing Branch 3 2pp 22383 293 24X Fiche. 30-000. B4/02/13. 

8403080179 


— 8107140183 Forwards Ofc of Nuclear Reactor Regulation performance 
evaluation In compliance w/810604 memo re systematic 
assessment of licensee performance Cycle 2 Notifies that 
review board meeting for facility scheduled for 810723. 

WHEELER, L Licensing Branch 3 81/06/30 EISENHUT, D 0. Division 

of Licensing Ip 22383 295 24X Fiche. 50-000, 84/02/13. 

84030BD179 


— 8107140192 Forwards Oeosclences Branch Input for use by facility 
systematic assessment of licensee performance review board, 
per 810618 request. 

JACKSQN.R E Geosciences Branch 81/06/23 MIRAOLIA, F J. 
Licensing Branch 3 3pp 22303.298 aqX Fiche 30-000,64/02/13, 
8403080179 


8 Reportabla occurTonces. LERs t< related correspondence 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines. Glmpel NP8-4 T&T valve, to close End ltr dtd 840203 
sent to listed utils GE notified of affected unite In BWR 
p lants 

THEROUX, RR Terry Corp 84/02/22 WOODRUFF, R. U Director'* 
Office. Office of Inspection and Enforcement 6pp 22706-327. 24X 

Fiche. 30-000, 84/02/22, 8403210032 


U Congressional/Eircutive Correspondence 


8403090179 Fourth partial response to FOIA request for six categories 
of documents re faclllttss Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDER80N.8 I 
Oarvey. Schubert. Adams ti Barer 7pp 22383 226 24X 

Fiche 30-000,84/02/13,8403080179 


— 8009110203 Responds to 800702 ltr re E Borhek concern shout ultimate 
responsibility for civil penalities proposed against util 
Civil penalties are imposed as enforcement action State 
agencies should be contacted re responsibility for payment. 

DIRCK8. U J Office of the Executive Director for Operations, 
80/08/26 JACKSON, HM Senate 4pp 22583 260 24X 

Fiche 30-000,84/02/13. 8403080179. 


— 8012160331 Forwards 800625 ltr from constituent E Borhek for responie 
Requests that duplicate rept be forwarded to S02 United 
States Courthouse. Seatt Ic. UA 98104. 

JACKSON. H H Senate. Energy S< Natural Resources 80/07/21 
KAKMERER, C C Office of Congressional Affaire. 2pp, 22SB3;264 
24X Fiche 50-000.84/02/13,8403080179 


— 8101130363 Responds to ltr forwarding M Hamilton concerns re 
facilities CPs Issued in Apr 1978 after safety (i environ 
reviews h ASLB public hearing* Public hearing* may ba 
rfquasted when util applies for OLs. 

KAMMERER.C Office of Congressional Affalri 80/12/16 
MAONUSON.W Stnate tp 22393 271 24X Fic ha. 50-000, 84/02/13. 

8403080179 


--8305090506 Request* advice re fee assessment cutoff date for reactor 
CP ti QL applications that are ul thdraun. dcnl ed. tutp ended, 
cancelled or postponed 

MILLER. M a License Fee Management Branch 83/03/04 FONNER, R L 
Office of the Executive Legal Director 3pp 22446 315 24X 

Fiche 50-000,84/01/17.8403010050 



DOCKETED ITEMS 


DOCKET 30-313 WPPSS NUCLEAR PROJECT. UNIT 4 


A App 1 tea t lon/con* true t ion stags docuoients & correspondsne* 


B403010030 Third partial responsd to FOIA request for six eatsgones 
of documvnts rs facility Forwards App A documents App A 
documents also placed In PDR App Q documents will be placed 
In PDR upon request Review continuing 

FELTON. J M Division of Rules and Records 84/01/17 ANDERSON. S I 
Oarvoy. Schubert. Adams h Barer 4pp 8344b 273 24X 

FiChe 30-000. 84/01/17. B4O301OO9O 


— 0302230083 Responds to questions re application termination Notice of 
termlnatlon/withdraual not anticipated No time limitation 
placed on completion of Phase One review 

ADEN8AH. E 0 Licensing Branch 4 83/02/17 MILLER. W 0 License 

Fee Management Branch ip 22446 321 24X Fiche 50-000.84/01/17. 

8403010050 


— B30B1004B3 Discusses status of OL applications Revteui of end UPP6S 
830712 Itr requested in order to determine present status of 
Unit 3 for billing purposes. N7o end 

MILLER. M 0 License Fee Management Branch 83/08/03 FONNER. R L 
Regulations Division 2pp 22446 326 24X Fiche 30-000. 

84/01 / 17. 8403010030 


840308017? Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FQIA Exemption 51 Review of 
addl documents subj to request continuing. 

FELTON, J M Division Of Rules and Records 84/02/13 ANDERSON, 8 I 
Oarvoy. Schubert. Adams & Barer. 7pp 22583 226 24X 

Fiche. 30-000. 84/02/13. 8403080179 


— 6001140316 Notifies that NRC has amended regulations re implementation 
of resident Insp program Expresses gratitude for assistance 
rendered Forwards final rule N/o end 

BTELLO, V Office of Inspection & Enforcement. Office of the 
Director 79/11/19 O'STRANO.N Washington Public Power Supply 
Bystom. Ip 22383 234 24X Fiche 30-000.84/02/13,8403080179 


— 8009090737 Forwards airworthiness alert re corrosive ft abrasive 
characteristics of volcanic ash which has fallen In Pacific 
Northwest Questions re ash amount, chemistry 1< slie 
distribution will bs forwarded to licensees U/o enc I 
JACKSON. R E geosciences Branch 80/06/12 VOLLMER.R H 
Division of Engineering 2pp. 223B3 238 24X 

Fiche 30-000,84/02/13,9403080179 


— 8010090260 Discusses review of applicant 800814 request for approval of 
proposal to substitute In-plant testa ui/scale model 
recirculation sump teste Response to requests deferred 
pending NRC review of program 

8PEIB.T Reactor Systems Branch 80/09/26 VOUNODLOOD, 0 J 
Licensing Branch 1 Ip 22503 266 24X Fiche 50-000,84/02/13. 

8403080179 


— 0104220329 Concludes that Table 3.2-2 of PSAR. re safety-related 
structures, sys t. components, le incomplete from Oeotechnlcal 
Engineering Branch viewpoint 

LEAR. 0 E Hydrologic & Oeotechnlcal Engineering Branch 81/04/08 

HAABS. N P Quality Assurance Branch 2pp 22583:278 24X 

Fiche 50-000,84/02/13,8403080179 


— 8104300020 Responds to 810414 memo re util request for clarification in 
use of ASHE code cases Util use of code cases u/o prior NRC 
approval is inadvisable due to potential hardship for user 
BOSNAK. R J Mechanical Engineering Branch 81/04/21 
YOUNOBLOOD, B J Licensing Branch 1 Ip 32583 280 24X 

Fiche 30-000,84/02/13,8403080179 


— 8103010334 Advisee that Hochanlcal Engineering Branch completed review 
of util request for author i i atl on to use ASHE Code Cases 
N-219 *< N-2B7 for application In design of concrete 
contelnments Code cases acceptable 

KNIOHT.J. P Assistant Director for Comp i Structures Engineering 
<Pre 830201) 81/04/29. TEDESCO, R L Assistant Director for 

Licensing Ip 22383 281 24X Flc he- 30-000. 84/02/ 13, 840308017? 


— 8103140106 Advises that Info provldad on 810213 t< 0403 re air intake 
arrangements for diesel generators ravlewed Diesel generator 
combustion air supply arrangement meets acceptance criteria 
in Section II of SRP a S 8 Sys acceptable as designed. 

UNOARO, A R Pouar Systems Branch 81/03/01 YOUNOBLOOD. B J 
Licensing Branch 1 Ip 22583:282. 24X Fiche. 30-000, 84/02/13. 

8403080179 


—8105180436 Forward# Itr from utlt requesting concurrence by NRC to 
omit Subtectlons 2 3 1-2.3 3 of F8AR. Review *< comment* 
requested by 810622 

ADENSAM.E, 0 Assistant Director for Licensing 81/03/12, 
JACKSON, R E Oeoscleneos Branch. tp 22SB3 283 24X 

Fiche, 80-000, 84/02/13, 8403080179 


— 8105210109 Concurs w/ licensee proposal to ref Sections 2 3 1-2 5 1- 
2 5 3 of WPPS-2 FSAR in MPPS-l/4 FSAR since both projects 
located in close proximity Mods listed 

JACKSON. R E Geosciences Branch 81/05/15 ADEN5AM. E 0 
Licensing Branch 4 2pp 22S83 286 24X Fiche 50-000,84/02/13, 

3403080179 


— 8107280171 Notification of B1072? meeting w/utll b DhU in Dethesda.HO 
t-o discuss method util intends to use to fulfill requlrmenti 
of NUREO-0737 Item II F 2 (inadequate core cooling 
ins trumenta tion ) 

HERMAN, R M Licensing Dranch 4 81/07/21 AOEMSAM. E 0 

Licensing Branch 4 2pp 22583 303 24X Fiche 50-000,84/02/13. 

8403000179 


— 8108110038 Notification of 810820 meeting u/utll In Bethesda.MD to 
discuss proposed independent design review programs 
HERNAN.R M Licensing Dranch 4 81/07/30 ADEN SAM, E 0 

Licensing Dranch 4 3pp 22563 302 24X Fiche 50-000.84/02/13, 

8403080179 


— 8110080612 Discusses proposal to use IDRs in licensing process IDRs ma 
bs useful in certain areas. but c lari f Icaticn of role nesded 
TEDESCO, fi L Assistant Director for Licensing Bl/09/23 
EISENHUT.O O Division of Licensing Ip 22583 307 24X 

Fiche 30-000,84/02/13,8403080179 


— B11I060697 Notifies of util Intention of sending technical team to 
present FBAR to review staff during wk of Q11I30 Reviewers 
should complete attached form 6 confirm attendance 
HERNAN.R W Licensing Dranch 4 01/10/23 Licensing Branch 4 

4pp 22583 311 24X Fiche 50-000,84/02/13,8403080179 


— Si 11130007 Submits names of D Oupa it 0 stalley as technical reviewers 
for facility FSAR per 811023 memo 

LEAR, 0 Hydrologic L Geotechnical Engineering Branch 81/10/30 
ADENSAK. E Licensing Branch 4 Ip 22583 315 24X 

Fiche 30-000,84/02/13,8403080179 


— 8111200219 Informs of receipt of telcon from Yakamar Indian Nation 
requesting that tribe be given full rights In faciiitiet 
proceedings 

TEDESCO, R L Assistant Director for Licensing 81/10/21 
KETCHEN.E Hearings Division Ip 22583 310 24X 

Fiche 30-000.84/(32/13,8403080179 


— 8112300303 Notiflcatinn of 811211 meeting w/util In Bethesda.MD to 
discuss FSAR w/technlca) review staff at time QL application 
Is tendered 

HERNAN.R U Licensing Dranch 4 81/11/23 ADEN8AM, E 0 

Licensing Branch 4 3pp 22383 318 24X Fiche 50-000,84/02/13. 

84D30B0179 


— 0212070383 Act receipt of 821109 Itr re Target Rock environ 

qua 1 i f icat 1 on testing program Info re valve upgrade t< retest 
anti c Ipated. 

HEIBKMAN, R F Division of Reactor Programs (Pre 830103) 
82/12/01 DOUCHEYrO D Washington Public Power Supply System 
Ip. 22383 357 24X Fiche 30-000,84/02/13.8403080179 


— 8304060577 Requests search for documents re govt litigation u/utll on 
five specific Issues 

SLAGOIE.E L Office of the General Counsel 83/03/23 

DIRCKS, U J Office of the Executive Director for Operations Ip 

22583 361 24X Fich# 30-000,84/02/13.8403060179 


B4030S0288 Fifth partial response to FOIA request for six categories of 
documents re facilities Forwards App A documents App A & H 
documents also available In PDR Documents listed on App C h 
D located In Centra I Files h not available publicly 
FELTON. J M Division of Rules and Records 84/02/17 ANDERSON. 8 I 
Garvey, Schubert, Adams & Barer 9pp 22301 289 24X 

Fiche. 30-309, 84/02/17, 8403050283 


--790a010'232 Responds to 790403 Region 5 comments re Revision 4 to 
NPP8S-OA-0O4. “Operational QA Program Description " 

Expresses Intent to request util to delete Section 3 3 6 
entir ely 

HAASS.W P Quality Assurance Branch 79/05/01 DRVAN, 8 E 

Division of Reactor Operations Inspections Ip 22501 305 24X 

Fich* 30-313,84/02/17.8403050288 


--8110190031 Responds to 810923 FOIA 81-378 request for QA documents for 
WPPSS All documents re evaluation of licensee QA programs 
are In PDR 

HAABB.W P Quality Assurance Branch 81/10/03 MILBON.V H 
Management Analysis Branch 2pp 22301 310 24X 

Fiche 30-513,84/02/17,8403030288 



402 


DOCKETED ITEMS 


— 8110210316 Informs of receipt of Douchey/Adensam 810722 1 tr containing 
util current QA pro^raoi description for design ti const of 
facilities QA program description acceptable 

HAA89.U P Ouality Assurance Dranch 81/10/14 TEDESCOi R L 
Assistant Director for Licensing Ip 28501 318 24X 

Flche 90-460.84/02/17.3403050288 


--B2O1300236 Forwards data for fee assessment re QA Dranch revlou of 
MPPBS-QA-004. "Op eratlonal QA Program Description 
HAASS.W P Qualltg Assurance Dranch 82/01/14 BERKDW.M N 
Management Analysis Branch 2pp 22501 314 24K 

Flche 90-513,84/02/17.3403050283 


8403260221 Advises that Phase II of termination program in progress ro 
locating new ouners for facility h will last until at least 
June 1189 

SORENSEN. C C Uashlngton Public Power Supply System 84/03/13 
DIRCHS.U J Office of the Executive Director for Operations Ip 
28731 032 24X Fiche 50-509.84/03/13,8403260821 


C Utility Environmen ta 1 Report (ER). amends & Correspondence 


8403030179 Fourth partial response to FOIA reguest for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 31 flevieu o-f 
addl documents subj to reguest continuing 

FELTON. J M Division of Rules and Records 04/02/13 ANDERSON. S T 
Garvey. Schubert. Adams h Oarer 7pp 22SS3 226 84X 

Flche 30-000.84/02/13,8403080179 


— 82D2260I7I Requests assistance in performing acceptance revleu of 
environ rrpt for OL application Only portions applicable to 
Unit 1 need be considered since Unit 4 cancelled on 820122 
ADENSAM.E O Licensing branch 4 82/02/10 JACK80N.R E 

Oedsciences Dranch Ip 22583324 24X Fiche 30-000.84/02/13, 

8403080179 


— 8203150028 Forwards addl info requirements for review of EB for DL 
application per 920810 request 

BALLARD. R L Envi ronmen ta 1 Engineering Dranch 82/03/02 
ADENSAM.E G LI cans lug Branch 4 3pp 22583 329 24X 

Flche 30-000,84/02/13.9403080179 


— 9203180004 Advises that environ rept Is acceptable re radiological 
impac ts 

HDUSTON.R M Assistant Director for Radiation Protection 
82/03/02 TEOESCO. P L Assistant Director for Licensing Ip 
92583 332 24X Flche 50-000,84/02/13.8403080179 


— 8204090099 Informs that sufficient info provided to begin meteorology 
review Inappropriate models & diffusion parameters used in 
Soction 6 I 3 2 tc accident evaluations 

HULMAN. U 0 Accident Evaluation Branch 82/03/16 ADEN8AI1, E 
Licensing Dranch 4 2pp 22593 336 24X Flche 50-000,94/02/13, 

9403080179 


D NRC Draft/Flnal Environmental Statements, suppis ti correspondence 


B403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App D 
document entirely withheld Iref FOIA Exemption 51 Review of 
addl documents subj to request continuing 

FELTON. J M Division of Rules and Records 84/02/13 ANDERSON. 8 I 
Garvey, Schubert, Adams 4c Barer 7pp 22593 226 34X 

Fiche 50-000.84/02/13.8403090179 


. — '8003250477 Forwards hydrologic engineering questions re proposed waste 
treatment sys Response will supply necessary info re design 
basis for seepage 6 flooding Also forwards generic questions 
re floodplains Inf'O will assist NRC environ review 
SELL5.0 E Environmental Projects Branch 2 90/03/07 

RENBERGER, D L Washington Public Power Supply System Spp 
22583-253 24X Flche 50-000,84/02/13,8403080179 


— 8003370142 Discusses suspension of facility preoperational aquatic 
monitoring program Suspension approved Operational 
monttoring program results should not be affected by 
suspans 1 O'H 

SAMWORTH, R D Environmental Specialists Branch 80/02/29 

BELLS. D E Environmental Projects Branch 2 Spp 32583 239 24X 

Fiche- 50-000. 94/02/13. 9403080179 


NRC Safety Evaluation Report (SER), suppis 4i correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App 8 
document ecitirely withheld (ref FOIA Exemiptlon 51 Review of 
addl 'documents subj to request continuing 

FELTDN. JM Division of Roles and Records 84/02/13 ANDERSON.S 1 
Garvey, Schubert. Adams (e Barer 7pp 22593 226 24X 

F 1 c h 9 . 50-000. 64 /02/ 1 3, S40 3080 1 79 


--8103040052 Forwards short X. long-term OL t CP review schedules, In 
response to 001216 meeting w/U8GS List of OL plant reviews 
for which NRC tentatively plans to seek USOS assistance Is 
provi ded 

JACKSON. R E Geosciences Branch NRC-03-00-1 13 91/01/21 

DEVINE. J F Interior, Dept of, Geological Survey Spp 
22503 272 24X Fiche 30-000,84/02/13,8403000179 


— 8111120935 Forwards form which identifies Power Sys Branch alectrical 6 
mechanical reviewers for project in accordance w/811023 
memo Requests established review schedule dates when 
aivai lab lo 

UNOARO.A Power Systems Branch 01/11/02 HERNAN. R U Licensing 
Branch 4 2 pp 22583 316 24X Fiche 30-000,64/02/13.8403000179 


F Becurity. medical, emergency t< fire protection plans 


9403090179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App D 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON. J M Division of Rules and Records 84/02/13 ANDERSON.S I 
Oarvey, Schubert, Adams & Barer 7pp 22503 226 24X 

Flche 50-000,04/02/13.8403080179 


— 8201190297 Forwards Central Files version of "Description of Early 
Uarnlng Sys for HPPSS Nuclear Plants 1,2 t» 4," In response 
to NRC 910720 Itr re prompt notification in event of 
emergency Sys will be in place prior to OL Issuance 
OOUCHEY, G O Uashlngton Public Power Supply System 82/01/11 

TEOESCO. R L Assistant Director for Licensing Ip 22583 321 

24X Flche 30-000,04/02/13.8403000179 


— 8202180456 Requests that Fire Protection Section perform acceptance 
level review of facilities' revised fire protection program 
prior to docketing of OL application Util aware that App R 
to lOCFRSO will apply 

ADENSAM.E G Licensing Dranch 4 62/01/29 BENAROVA, V Chemical 

Engineering Branch Ip 22503 322 24X Flche 50-000.04/02/13. 

8403000179 


— 8205070068 Forwards list of sys to be added to Q-llst Sys provides 
ongoing knowledge of changes In radiation environ t< ability 
to deal effectively w/unusually high radiation h 
radioactivity levels 

CONOEL.F J Radiological Assessment Dranch 82/03/23 HAA38. W P 
Quality Assurance Branch 2pp 22583 338 24X 

Flcho 50-000.84/02/13.0403080179 


— 8908120240 Forwards Central Files version of revised page to Revision 2 
of emergency plan adding local fire depts within 20 miles of 
facility to backup fire protection svcs 

DOUCHEY.O D Washington Public Power Supply System 82/00/05 
SCMUENCER, A Licensing Branch 2 2pp 22583 348 24X 

Flche 50-000.04/02/13,0403080179 


— 8200120248 Central Files version of revised page to Revision 2 of 
emergency plan re provision of backup fire protection eves 
» Washington Public Power Supply Bystem 82/08/05 ip 
223Q3 350 24X Flche 50-000.84/02/13.8403080179 


--82-03020139 Advises that listed Info needed to perform acceptance re/lew 
of fire protection program for conformance w/NUREO-OSOO, 

Section 9 5-1 

BENAROYA.V Chemical Engineering Dranch 82/02/09 ADENSAM.E 0 
Licensing Branch 4 Ip 22583 323 24X Flche 50-000.84/02/13. 

8403080179 


S40305028S Fifth partial response to FOIA request for six categories of 
documents re facilities Forwards App A documents App A l< 8 
documents also available in PDR Documents listed on App C 4< 

0 located in Central Files t. not available publicly 
FELTON. J M Division of Rules and Records 84/02/17. ANDERSON, 8 I 
Garvey, Schubert, Adams & Oarer 9pp 22501 289 24X 

Flche 50-513, 04/02/17. 8403OS02B8 


•7906190142 Approves -QA fire protection program description I, rolated 
commitments 

HAA5S.W P Quality Assurance Branch 79/05/10 parR. 0 D Light 
Mater Reactors Dranch 3 Ip 22501 309 24X 

Flche 30-460,04/02/17.8403050268 


G Adjudicatory correspondenco 


8403010030 Third partial response to FOIA request for six categories 
of documents re facility Forwards App A documents App A 
documents also placed In PDR App 8 documents will be placid 
in PDR upon request Review continuing 

FELTON. J M Divltion of Rules and Records 64/01/17 ANDERSON.S I 
Garvey, Schubert, Adams & Barer 4pp 22446 293 24X 

Flcho 50-000, 84/01/17. 8403010050 



DOCKETED ITEMS 
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— B3040605Sf2 Requests search for relevant documents re 
U/util Response due bq B3040B 

ORIHSUEy.D H WHC - No Detailed Affiliation Given 
FITTIiC Atomic Safety and Licensing Board Panel 
24X Flche SO- 000 , 84/01 /17i B4030100SO 


govt 1 i t i ga 1 1 on 

83/03/29 
Ip 22446 314 


— S309090906 Requests advice re fee assessment cutoff date for reactor 
CP t< BL applications that are ul thdraun< deniedr suspendadf 
cancelled or postponed 

HILLER. M □ License Pee Management Branch 83/05/04 PONNER. R L 
Office of the Esecutlve Legal Director 3pp 22446 319 24X 

Flche 50-000,64/01/17.8403010050 


—8012160551 Foriuards Q00625 Itr from constituent E Borhek for response 
Requests that duplicate rept be foruiarded to Q02 Lfnlted 
States Courthouse. Seat t le, WA 98104 

JACKSON, H M Senate. Energy t< Natural Resources 80/07/21 
KAMMERERi C C Office of Congressional Affairs 2pp 22583 264 
24X Flcho 50-000.84/02/13.0403000(79 


DDCKer 50-914 PEDDLE SPRINGS NUCLEAR PLANT. UNIT 1 
A Application/construction stage documents & correspondence 


0 Inspection reports. IE Bulletins it correspondence 


84030B0179 Fourth partial response to FOIA request for sis categories 
of documents re facilities Poruiards App A documents App B 
document entirely ylthheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON. J M Division of Rules and Records 04/02/13 ANDER80N, 0 I 
Oarvey. Schubert, Adams & Barer 7pp 22983 226 24X 

FlChS 50-000. 84/02/ 13i 8403080179 


— 8209280165 Forwards Cycle 3 systematic appraisal of licensee 
performance input for 810701 through 820730 In reaponse to 
Region 5 820625 request Strong mgt evident Resolution of 
technical issues, responsiveness & staffing satisfactory. 
HBRNAN. R U Licensing Branch 4 82/09/19 EI8Ef«UT, 0 0 

Division of Licensing ^PP> 22583 3Si 24X Fiche SO-OOOi 
84/02/13. 840308017? 


8. Reportable occurrences. LERs & related correspondence 


8403010451 Informs Commission of problems w/emergency diesel generators 
mfg by Transamerlca Delavaliinc 

DtRCKS.M J Office of the Executive Director for Operatlans 
BECY-fl3-034, 04/01/25 4pp 22433,347 24X Flche 50-000.84/01/25. 

8403010451 


B4030B0179 Fourth partial response to FOIA request for six categories 
of documants re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 9) Review of 
addl documents subj to request continuing 

FELTON. J K Division of Rules and Records 84/02/13 AMBER 8 ON, 8 1 
Oarvey. Schubart. Adams t< Barer 7pp 22503 226 24X 

Flche 30-000, 84/02/131 8403080179 


— 8203100419 Discusses Part 21 rept re UE!<C design of structural steel 
at facility Ocnerlc implications appear to be nonexistent 
since no similar design concept used at other facilities Two 
overilie drawings end Aperture cards in central Files 
SHEWHAKER, R E, Division of Engineering & Ouallty Assurance (Pre 
830103) 82/02/24 DROMERICK. A M Division of Engineering b 

Quality Assurance (Pro 830103) 2pp 22983 329 24X 

Flche 90-000,84/02/13,8403000179 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines. Otmpel NPa-4 T&cT valve, to close Enel Hr dtd 040203 
sent to listed utils CE notified of affected units in BNR 
p tants 

THERDUX, R R Terry Corp, 84/02/22 NOD OR OFF, R M Director's 

Office. Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 50-000,84/02/22,8403210032 


8403270219 Part 21 rept re broken contact carrier In control device of 
7 9 kV-lS kV. 500-750 MVA, 5 kV 390-3,000 (t all HKV circuit 
breakers Initially reported on 830223 Addenda to 
installation l< malnt procedures sent to affected units 
DUVALL. D D Brown Bovsrl Corp (subs of Brown Soverl & Co . Ltd } 
84/03/19 Record Services Branch (Document Control Desk ) Spp 
22772- U4 24X Flcho 50-000,04/03/19,8403270219 


U. Congressional/Executive Correspondence 


8403000179 Fourth paitial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 9) Review of 
addl documents subj to request continuing 

FELTON. J M Division of Rules and Records 84/02/13 ANDERSON, 3 I 
Oarvey, Schubert, Adams i. Barer 7pp 225S3 226 24X 

Fiche 50-000.84/02/13,8403080179 


— 0OO*?O‘?O737 Forwards airworthiness alert re corrosive b abrasive 
characteristics of volcanic ash which has fallen In Pacific 
Northwest Questions re ash amount, chemistry b siis 
distribution will be forwarded to licensees N/o enc I 
JACKSON. R E Oeosclences Branch 60/06/12 VOLLMER.H H 
Division of Engineering 2pp 82583 258 34X 

Fiche 50-000,04/02/13,0403080179 


— 810820-0029 Forwards action plan for resolution of non-THI issues for 
pending CF/mfg license app I Icatlons, per Ofe of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation Inputs should be provided by 810601 
EIBENHUT.DO Division of Licensing 00/12/31 VOLLMER.fi 
Division of Engineering ip 22503 277 24X 

Fiche 50-000,84/02/13,0403000179 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App D 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON. J M Division nf Rules and Records 04/02/13 ANDERSON. S I 
Oarvey, Schubert, Adams b Barer 7pp 22983 226 24X 

Fiche 30-000.04/02/13,8403080179 


--8103040092 Forwards short b long-term OL b CP review schedules, in 
response to 801216 meeting w/U5G5 List of OL plant reviews 
for which NrC tentatively plana to seek (1808 assistance is 
provided 

JACKSON, R E Oeosclences Branch NRC-03-80-1 13 81/01/21 

DEVIMEiJ F Interior, Dept of, Geological Survey Spp 
22503 272 24X Fiche 50-000,84/02/13,8403080179 


DOCKET 50-319 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 2 


A App 1 1 c at ion/construc tien stags documents b correspondence 


0403080179 Fourth partial response to FOIA request for six categories 
of documents re Facilities Forwards App a documents App B 
document entirely withheld <ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J H Division of Rules and Records 84/02/13 ANDERSON, S I 
Oarvey, Schubert, Adams b Barer 7pp 22383 226 24X 

Fiche 50-000,84/02/(3,8403080179 


— 0009090737 Forwards airworthiness alert re corrosive b abrasive 
characteristics of volcanic ash which has fallen in Pacific 
Northwest Questions re ash amount, chemistry b liie 
d is tri butiPTi will be forwarded to 1 Ic ensees. W/o end 
JACKSON, R e. Oeosclences Branch 00/06/12 VOLLMER.R.H 
Dlvlelon of Engineering 2pp 22983 290 24X 

Fiche 50-000,84/02/13,8403080179 


0403080179 Fourth partial response to FOIA request for ilk categories 
of documants re facilities Forwards App A documents App B 
document antirely withheld (ref FOIA Exemption 9) Review of 
addl documents subj to request continuing 

FELTON, JM, Division of Rules and Records 84/02/13 ANDERSON, 8 t 
Oarvey, Schubert, Adams b Barer, 7pp 22983 226 24X 

Flcfiei 90-000, 84/02/1 3, 8403080179. 


— 8102200029 Forwards action plan for resolution of non— THt issues for 
pending CP/mfg license app 1 Icatlons. per Ofe of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation inputs should' be provided by 6(0601 
EISENHUT, D 0 Division of Licensing 00/12/31 JOLLHER.R 
Division of Engineering Ip, 22583 277 24X 

Flche 90-000.84/02/13,8403000179 


■6009110203 Responds to 800702 Hr re E Borh ek concern about ultimate 
responsibility for civil penalHlei proposed against util. 

Civil penalties are imposed as enforcement action State 
eganeies should be contacted re responi lb i 1 ( ty for payment 
DIRCKS, U J, Office of the Executive Director for Operattoni. 
BO/OB/26, JACKSON, H M. Senate 4pp 22503' 260 24X 

Flche. 90-000, 84/02/13, 8403080179 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


8403000179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 04/02/ 0 ANDERSON, S 1 
Oarvey, Schubert, Adams it Barer Ipp 22583 226 24X 

Flche 50-000,84/02/13,8403080179 
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— 6103040052 Foriifards short l< long-term OL ti CP revieu schedules, in 
response to B01216 meeting ui/U505 List of DL plant revisus 
for uhtch NRC tentativelg plans to seek USOS assistance Is 
provided 

JACKSOH. R E Geo sciences Branch NRC-03-e0-l 13 01/01/21 

DEVINE. P Interior* Dept of. Geological Survvg 9pp 
22583 272 2gX Fiche 50-000.04/02/13*8403000179 


DOCKET STN-90-51B HARTSVILLE NUCUEAft PLANT, UNIT t 


S Reportable occurrences. LERs U related correspondence 


8403510451 Informs Commission of problems oi/emerg encg diesel generators 
rafg bg Transamerlca Delaval. Inc 

DIRCKS.U J Office of the Eeecutive Director for Operations 
SECY-83-034 B4/01/35 4pp 22430 347 24X Fiche 50-000.84/01/25. 

8403010451 


0403120105 First interim deflciencg rept re loose drive hobs on 
overspeed governor drive shaft on Transamerlca Delaval. Inc 
diesels Initial Ig reported on 840203 Svc info memo being 
revlebied for approval Also reportable per Part 21 
MILLS. L M .Tennessee Valleg Authoritg 84/03/01 O'REILLY. J P 
Region 2. Office of Director 2pp 225B5 229 24X 

Fiche 30-000.84/03/01. 8403120145 


8403230028 Follouup Part 21 rept re nuclear valve/actua tor stroking 
time possible lengthened begond 15 s ujhen using 
hydrocarbon-based lubricants Ltrs to affected utils end 
UILSON.A K Henrg Pratt Co 84/03/48 KEPPLER. J D Region 3. 
Office of Director 6pp 22730 30* 24X Fiche SO-000. 04 /03/OB. 

8403230028 


8403270219 Part 21 rept re broken contact carrier in control device of 
7 5 kV-i5 kV. 500-750 MVA. 9 kV 350-3.000 t, all HKV circuit 
breakers Inltlallg reported on 830223 Addenda to 
installation t, maint procedures sent tu affected units 
DUVALL. D D Qroun Oevert Corp (subs of Droun Dover 1 8, C o . Ltd ) 

04/03/19 Record Services Oranch (Document Control Desk) 9pp 

22772 114 24X Fiche 50-000.04/03/19,8403270219 


DOCKET 6TN-90-519 HARTSVILLE NUCLEAR PLANT, UMIT 2 
G Adjudicatory correspondence 


84030900*0 Advises that time for Commisslan to review ALAB-760 
expired Commission declined review Decision became final 
agency action on B4O307 

CHILK.. S J Office of the Secretary of the Commission 04/03/00 
Atomic Safety and Licensing Appeal Panel Ip 22576 09D 24X 

Flcho 50-919.84/03/08.8403090060 


S Reportable occurrences. LERs 6 related correspondence 


8403310431 Informs Commission of problems w/epergency diesel generators 
mfg by Transamerlca Delaval. Inc 

DIRCKS.U O Office of the Eiecutlve Director for Operations 
SECY-a3-034 84/01/25 4pp 22438347 g4X Fiche 50-000,84/01/25. 

0403010451 


DOCKET aTN-50-320 HARTSVILLE NUCLEAR PLANT. UNIT 3 


S Reportable occurrsntea. LERs Xi related correspondence 


8403D104S1 Informs Commission of problems w/emergeneg diesel generators 
mfg by Transamerlca Delaval. Inc 

DIRCK8.M J Office of the Executive Director for Operations 
SECV-a3-034 84/01/25 4pp 22430 347 24X Fiche 50-000,04/01/25. 

6403010451 


840333002B Followup Part 21 rept re nuclear valvc/actuator stroking 
tine possibly lengthened beyond 15 s when using 
hydrocarbon-based lubricants Ltrs to affected utils enc 1 
WILSON. A K Henry Pratt Co 04/O3/OB KEPPLEfl. J 0 Region 3. 
Office of Director 6pp 22730 306 24X Fiche 90-000.84/03/00. 

0403230028 


8403270219 Part 21 rept re broken contact carrier In control device of 
7 9 kV-15 kV, 500-750 HVA, 5 kV 350-3.000 & all HKV circuit 
breakers Initially reported on 830223 Addenda to 
installation t, maint procedures sent to affected units 
DUVALL. D D Droun Boverl Corp (subs of Drouin Dover 1 6 Co . Ltd ) 

64/03/19 Record Services Qranch CDocument Control Desk) Spp 

22772 114 24X Fiche 50-000.84/03/19.8403270219 


DOCKET STN-90-521 HARTSVILLE NUCLEAR PLANT. UNIT 4 


0 Adjudicatory correspondence 


8403090060 Advises that time for Commission to review ALAQ-760 
expired Commission declined review Decision became final 
agency action on 840307 

CHILK, 8 J Office of the Secretary of the Commission 84/03/08 
Atomic Safety and Licensing Appeal Panel Ip 22576 050 24X 

Fiche 90-519.64/03/08,8403090060 


5 Reportable occurrences, LERs 6 related correspondence 


8403010491 Informs Commission of probloms ui/emergency diesel generators 
mfg by Transamerlca Delaval, Inc 

OIRCKSi H J Office of the Executive Director for Operations 
3ECY-03-034 84/01/29 4pp 2243B 347 24X Fiche 90-000,84/01/23, 

B4O301O451 


8403230026 Followup Part 21 rept re nuclear valve/actuator stroking 
time possibly lengthened beyond 19 s when using 
hydrocarbon-based lubricants Ltrs to affected utils end 
WIU6DN. A K Henry Pratt Co 84/03/08 KEPPLER, J G Region 3. 
Office of Director 6pp 22730 306 24X Fiche 50-000.84/03/08. 

8403330028 


0403270219 Part 21 rept re broken contact carrier in control device of 
7 5 kV-13 kV, 500-790 MVA, 9 kV 350-3,000 «< all HKV circuit 
breakers Initially reported on 030223 Addenda to 
Installation & maint procedures sent to affected units 
DUVALL, D D Drown Doverl -Corp (subs of Drown Boveri t« Co . Ltd 1 
84/03/19 Record Services Oranch {Document Control Desk) Spp 
22772 114 24X Fiche 50-000.84/03/17,8403270219 


B403I20109 First interim deficiency rept re loose drive hubs on 
overspeed governor drive shaft on Transamerlca Delaval, Inc 
diesels Initially reported on 040203 Svc info memo being 
reviewed for approval Also reportable per Part 21. 

MILLS. L H Tennessee Valley Authority 84/03/01 O'REILLV.JP 
Region 2. Office of Director 2pp 22585 229 24X 

Fiche 50-000. B4/03/OI. 8403120109 


8403230028 Followup Fart 21 rept re nuclear va Ive/aitua tor stroking 
time possibly lengthened beyond 19 s when using 
hydrocarbon-based lubricants Ltrs to affected utils end 
WILSON, A K Henry Pratt Co 84/03/00 KEPPLER. J 0 Region 3. 
Office of Director 6pp 22730 306 24X Fiche 50-000.64/03/08, 

8403230028 


8403270219 Part 21 rept re broken contact carrier in control device of 
7 3 kV-l5 kV.900-750 MVA. 9 kV 330-3.000 J, all HKV circuit 
breakers Initially reported on 830223 Addenda to 
installation t. maint procedures sent to affected units 
DUVALL. D 0 Broun Dover! Corp (subs of Brown Boveri & Co . Ltd ) 
84/03/19 Record Services Branch (Document Control Desk I Spp 
22772 114 24 X Fiche 50-000.84/03/19.0403270219 


D DC KEF 50-922 SKAGIT NUCLEAR POWER PROJECT, UNIT I 


A App licatlon/constructlan stage documents 6 correspondence 


6403080179 Fourth partial response to FQIA request for six categories 
of documents re facilities Forwards App A documents App 8 
document entirety withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J H Division of Rules and Records 04/02/13 ANDERSON, 8 I 
Garvey. Schubert, Adams L Barer 7pp 22583 226 a4X 
Fiche 30-000. 84/02/13. 0403080179. 


— 8009090737 Forwards airworthiness alert re corrosive 1, abrasive 
characteristics of volcanic ash which has fallen In Pacific 
Northwest Questions re ash amount. chemistry L slxe 
distribution will be forwarded to licensees W/o end 
JACKSON, R E Geosciences Branch 80/06/12 VOLLMER. R H 
Division of Engineering Spp 22583 SS8 24X 
Fiche. 30-000, 84/02/13. B4O3080179 


—8102200029 Forwards action plan for resolution of non-TMI Issues for 
pending CP/mfg license app 1 Ications. per Ofc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation Inputs should be provided by 610601 
EISENHUT. D Q Division of Licensing 80/12/31 VOLLMER, R 
Division of Engineering ip. 22983 277 24X 

Fiche 90-000.04/02/13,8403080179 
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E NRC Bafetg Evaluation Report <SER)i euppls & correspondence 


DOCKET 50-323 SK AO IT NUCLEAR POWER PROJECT. UNIT 2 


8403080179 Fourth partial response to FOIA request for sli categories 
of tfocuments re facilities Forwards App A documents App D 
document entlralg withheld iref FOIA Exemption 9) Review of 
addi documents subj to request continuing 

FELTON. J M Division of Rules and Records 04/02/13 ANDERSON. S I 
Oarvay. Schubert. Adams t< Barer 7pp 22583 226 24X 

Fiche 50-000. 04/02/ 13. 8403080179 


— 8103040052 Forwards short t> long-term OL !< CP review schedules, in 
response to 801216 meeting W/U80S List of OL plant reviews 
for which NRC tentative Ig plans to seelt US08 assistance Is 
provided 

JACKSON. R E Oeosciences Branch NRC-03-80- 1 1 3 01/01/21 

DEVINE. J F Interior. Dept of. Geological Surveg Spp 
22593 272 24X Fiche 50-000.84/02/13.0403080179 


Q Inspection reports. IE Bulletins t< correspondence 


A Appl icatlon/construction stage documents 1. correspondence 


04O'3OaOl79 Fourth partial response to FOIA request for sit categories 
of documents re facilities Forwards App A documents App 0 
document entirely withheld <ref FOIA Exemption 9) Review of 
addI documents sub j to request continuing 

FELTON. J M Division of Rules and Records 84/02/13 ANDERSON, S I 
Oarveg. Schubert. Adams 6 Barer 7pp 23383 326' 24X 

Fiche 50-000.84/02/13.8403080179 


— 9’009090737 Forwards airworthiness alert re corrosive & abrasive 
characteristics of volcanic ash which has fallen In Pacific 
Northwest Questions re ash amount, chemistry 6 siie 
distribution will bo forwarded to licensees U/o end 
JACKSON. R E Geosciences Branch 80/06/12 VOLLMER.R H 
Division of Engineering 2pp 22383 238 24X 

Fiche 30 '000. 84/02/13, 84030SO1 79 


0401 190072 IE Info Notice 84-13. "Potential Deflclencg In Motor 
Operated Valve Control Circuits tt Annunciation " Bvc list 
end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York. Inc llSpp 22909 23? 24X Fiche 30-000.84/02/28.8401190072 


— 8102200029 Forwards action plan for resolution of non-TMI Issues for 
pending CP/mfg license app 1 1 ca t tons, per Ofc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation inputs should be provided bg 810601 
EISENHUT.D 0 Division of Licensing 80/13/31 VOLLMER.R 
Division of Engineering Ip 23583 277 24X 

Fiche 30-000.84/02/13.8403080179 


B40S0900'07 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC ” Svc list end 

GRACE. J N Division of OA. Safeguards ti Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

i30pp 23332 929 34X Fich e 30-000. 84/03/02, 0402090007 


8402090000 IE Info Notice 04-16. "Failure of Automatic Sprinkler Sys 
Valvee to Operate ” Svc list enc 1 

JORDAN. £ L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22553 09B 24X Fiche 50-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-13. “Reporting of Radiological Releases '* 
Svc list end 

JORDAN.E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

Yorlt, Inc U9pp 22333 217 24X Fiche 30-000.84/03/02.8402090009 


E NRC Safety Evaluation Report CSER), suppls U correspondence 


8403080179 Fourth partial response to FOIA request for sis categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld Iref FOIA Exemption 3) Review of 
addi documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON. S I 
Garvey. Schubert. Adams 6 Oarer 7pp 33383 226 24X 

Fiche 30-000,64/02/13,8403000179 


— 8103040032 Forwards short 6 long-term OL L CP review schedules, in 
response to 801216 meeting u/USGS List of OL plant reviews 
for which NRC tentatively plans to seek US03 assistance is 
provl d ed 

JACKBQN, R E Geosciences Branch NRC-03-e0-l 13 81/01/21 

DEVINE. J r Interior. Dept of. Geological Survey 3pp 
22583 272 24X Ficbe 50-000,04/02/13.8403080179 


8402090011 IE Info Notice 84-17, "Problems U/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list anc 1 
JORDAN.E L Division of Emergency Preparedness t< Engineering 
ReBponse (Post 830103) 84/03/03 Consolidated Edison Co of New 

York. Inc 117pp 22333 336 24X Fiche 30-000,84/03/03.8402090011 


8402090024 IE Info Notice 84-09. Rev 1. “Lessons Learned From Inspe of 
Fire Protection Safe Shutdown Sys “ Svc list enc 1 
JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 64/03/07 Consolidated Edison Co of New 

York. Inc lispp 22633 049 24X Fiche 30-000. 64/03/07. 6402090024 


8402090028 IE Info Notice 64—10. "Stress Corrosion Cracking in PUR 
8ys. " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Ine llSpp 22384 186 24X Fiche 30-000.04/03/07.8402090028 


8402090031 JE Bulletin 84-02. "Failures of OE Type HFA Relays In Use in 
Class IE Safety 8ys “ Svc list end 

DEYOUNO. R C Director's Office. Office of Inspection and 
Enfercement 84/03/12 Consolidated Edison Co of Now York. Inc 

134pp. 22823 094 24X Fiche 50-000,84/03/12.8402090031 


8403090043 IE Info Notice 64-19. "Two Events Involving Unauthorlied 
Entries into PUR Reactor Cavities " Svc list enc I 
JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp. 22823 229. 24 X Fiche 30-000. 84/09/21, 8402090043 


8402090044 IE Info Notice 04-20, "Svc Life of Relays in Saf e ty-Related 
Sys " Syc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post S30103) 84/03/21 Consolidated Edison Co. of New 

Yort, Inc l33pp. 22933 001. 24X Fiche. 50-000. 04/03/21. 0402090044 


O inspection reports. IE Bulletins *. correspondence 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Conti ol Circuits Si Annunciation " Svc list 
enc 1 

JORDAN.E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/02/28 Consol Idiited Edison Co of Maw 

York, Inc ll5pp 22909 239 24X Fiche 30-000. 84/02/20, B40U9007;' 


e40209000'7 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT ti NRC " Svc list end 

GRACE. J N Division of OA. Safeguards t Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22392 329 24X Fiche 50-000,84/03/02.8402090007 


B402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler Sys 
Valves to □perate " Svc list end 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 64/03/02 Consolidated Edison Co of New 

York, Inc I22pp 225S3 098 24X Fiche 30-000, B4/03/02, 8402090008 


B402090009 IE Info Notice 84-15. "Reporting of Radiological Releases 
avc list enc 1 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22533 217 24X Fiche 30-000,84/03/02,8402090009 


B40209001 1 IE Info Notice S4-17> "Problems U/Llquld Nitrogen Cooling 
Components Oelow Nil Ductility Temp " Svc list end 
JORDAN.E L Division of Emergency Preparedness U Engineering 
Response (Post 830103), 84/03/03 Consolidated Edison Co of Nea 

York, Inc >17pp 22533 336 24X Fiche 30-000,84/03/03,8402090011 


8402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Firs Protection Safe Shutdown Sys " Svc list end 
JORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Ine llSpp 22635 049 24 X Fiche 50-000, 84/03/07, 8402090024 


8402090028 IE Info Notice 64-16. “Stress Corrosion Cracking in PUR 
Sys " Svc list and 

JORDAN.E L Division of Emergency Preparedness Ii Engineering 
Rospense (Post 830103) 84/03/07 Conselldated Edison Co of New 

York, Ine llSpp 22584 186 24X Fiche 50-000,04/03/07,8402090028 
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8403090031 IE Bulletin 84-02. ‘Failures of GE Tijpe UFA Reiags In Use in 
Class re Safetg Sgs " Svt list end 

OEVOUNQ. R C DirBCtor's Office. Office of Inspection and 

EnfoTcetnent 84/03/12 Consolidated Edison Co of Neu York. Inc 

ISRpp 22833 074 24X Fiche 50-000. 84 /03/ 1 2. 840207003 1 


8402070043 IE Info notice 84-17. “Tuo Events Involvlnj Unauthorlied 
Entries into PWR Reactor Cavities " Svt list end 
JQRDArl. E L Division of Emergencg Preparedness t- Engineering 
Response IPost 830103) 84/03/21 Consolidated Edison Co of New 

Yorl. Inc 123pp 22823 227 24X Fithe 30-000,84/03/21.8402070043 

8402070044 IE Info Notice 84-20, "Svc Life of Relags In Ssf e tg -Re la t ed 
Sgs " Svc list end 

JORDAN. E L Division of Emergency Preparedness t Engineering 
Response (Pest 830103) 84/03/21 Consolidated Edison Co of New 

Vorki Inc t35pp 22733 001 24X Fiche 30-000. 84 / 03 / 2 i< 8402070044 


D0CM.ET BTM-30-52B PALQ VERDE NUCLEAR STATION. UNIT 1 


A Appl 1C a tion/c ons tr u c 1 1 0 n stage documents correspondlence 


8403080370 Responds to FOIA request for 27 documents referenced In 1773 
EIB re facilities tc ssmlHar environ documents Forwards Ap p 
A Ooconienits I— 10 Documents 11 8. 12 available at NTIE 
FELTON. J N Division of Rules and Records 04/O2/J3 RYAN. J A 
Btralch. Lang. Neeks *. Cardan 2pp 22S81 ISO 24X 
Fiche 50-528,84/02/13,8403080370 


— 8403080407 "Oroundwatsr Cpnditlarts of Lower Ha s sagampa -Cen tenn 1 al Ai ea. 
Maricopa Countg.AI " Related Info encl 

• Harshbarger f< Associates H— 700— 74-2 74/05/30 63pp 

22581 217 24X Fiche 30-528,84/02/13,8403080370 


3403050451 Forwards request for add! Info re open environ qualification 
of electrical equipment items for facility 

KNIGHTON, 0 W Licensing Branch 3 84/02/27 VAN BRUNT, E E 

Arltona Public Service Co 3pp 22550 007 24X 

Ficha 30-528.84/02/27,8403050451 


8403010218 Forwards response to 840205 telcpn re draft rev tP FEAR 
Section 3A ID concerning low preheat fillet welding Lou 
preheat poses no cone ern. pr i nc ipa 1 1 g due to low 
hard enab 1 1 1 tg of base matis 

VAN BRUNT. E E Ariiona Public Service Co 04/02/28 KNlOHTONiQ 
Llcanslng Branch 3 4pp 22435 277 24X Fiche 50-328 i 04 / 02/20, 

8403010212 


B4032B0043 Notification of 840320 meeting w/utll !< C-£ in Qethesda, MO 
to discuss proposed testing program to demonstrate adequacy 
of mods to RCS pumps. thermouel Is. therma 1 sleeves 5 control 
element assembly shrouds 

LICITRA, E A Licensing Branch 3 84/02/27 KNIOHTON, 0 U 

Licensing Branch 3 3pp 22812 351 24X Fiche 50-528,04/02/27, 

84032B0043 


0403070130 Advises that proposed leak rate acceptance criteria for Tech 
Spec limiting conditions for operation unacc ep tab] e. since 
criteria less restrictive than 1 gpm leak rate imposed on 
near-term OUs 

KNIOHTON, C M Licensing Branch 3 84/03/01 VAN BRUNT, E E 

Arliona Public Service Co 2pp 22572 301 24X 

Ftcho 50-820,84/03/01.8403070130 


B4031SD074 Forwards outstanding item list for POR List also submitted 
to util 

JOHNSON.P H Region 5. Office of Director 84/03/00 ALEXANDER, I 
Region 3. Office of Director I4pp 22541 170 24X 

Fiche 50-828. 84/03/08. 8403150074 


8402070041 Board Notification 04-050 provides Commission pollcg 
statement & proposed rulemaking on environ qualifications 
EISENHUT, D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 50-000,34/03/14,8402070041 


8403150048 Forwards upd'ated preliminary description IRev 1) for RCS 
demonstration test 

VAN BRUNT, E E , RDOtRS, A C Arliona Poblic Service Co 84/03/14 
KNIGHTON, 0 Licensing Branch 3 2pp 22557 157 24X 

Fiche: SO-52B, 84/03/ 1 4 . 840 3 1 5004 0 


— 8403I500S2 Rev 1 to "RCS Demonstration Test '' 

* ArliPna Public Service Co 84/02/27 Spp 22557 171 24X 

Fiche 50-528,84/03/14,8403150048 


B403150055 Notifies that eddl Info ti schedule re electrical equipment 
environ qualification program will he submitted by B403S6, 
par 040227 request 

VAN BRUNT, E E Arliona Public Service Co 84/03/14 KNIOHTON. 0 
Licensing Branch 3 Ip 22552 326 24X Fiche 30-528.04/03/14, 

8403150055 


B403270236 Forwards operations eiperience base. c ons i s t 1 ng of eipdrience 
tables for presently licensed personnel Inadequate number of 
personnel meet 6-uk hot participation experience 
r oquirement 

VAN BRUNT, E E Arliona Public Service Co 04/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 17pp 22000 235 
24X Fiche 50-528,04/03/23,0403270235 


C Utility Environmental Report (ER), amends 5 correspondence 


S403080370 Responds to FQIA request for 27 documents referenced In 1775 
EIS re facilities 5 slmiliar environ documents Forwards App 
A Documents 1-10 Documents 11 1< 12 available at NTIS 
FELTON. J M Division of Rules and Records 04/02/13 RYAN. J A 
Strelch, Lang, Weeks S, Cardon 2pp 22501 100 24X 

Fiche 50-520,04/02/13,8403080370 


— 8403000400 Discusses review of environ rept re transmission lines 
crossing Indian reservations Tribal council consent should 
be obtained for right-of-way before environ rept published 
Related info encl 

» Interior, Dept of, Bureau of Indian Affairs 74/12/11 
REGAN, W H Atomic Energy Commission - Deputy Director for Reactor 
Projects Spp 22581 104 24X Fiche 30-528.04/02/13.0403000390 


D NRC Draft/Ftnal Enviranma n ta 1 Statements, suppls & correspondence 


8403080385 FQIA request for 27 documents referenced in 1775 E18 re 
facilities A slmiliar environ documents List Si news articles 
encl 

RYAN.J A StreUh, Lang, Weeks S> Cardon 84/01/17 Office of 
Administration 9pp 22381 171 24X Fiche 30-328,04/01/17, 

0403000383 


8403080370 Responds to FOIA request for 27 documents referenced in 1973 
EIS re facilities t, slmiliar environ documents Forwards App 
A Documents 1—10 Documents 11 & 12 available at NTIB 
FELTON, J M Division of Rules and Records 84/02/13 RYAN, J A 
Stretch, Lang. Weeks U Cardan Spp 22501 180 24X 

Fiche 30-520,84/02/13,0403000390 


— 0108270490 Submits Geosciences Branch DES Input Updated summery of 
geology seismology section FEAR will be Included in 0ER 
JACK3DN,H E Geosciences Branch 81/00/14 MIRAOLIA.F 
Licensing Branch 3 2pp, 22501 102 24X Fiche 30-328,04/09/13, 

0403080390 


— 8403000405 Comment on DES, per 750414 request Statement somewhat biased 
toward project More detailed maps of pipeline li transmission 
line corridors should be provided in final statement. 

DQREMUB.S D Interior, Dept of 75/07/23 REGAN Division of 
Reactor Licensing (NRR-1775 only) 29pp 22381 189 24X 

Fiche 50-320,84/02/13.8403000390 


0403290341 Responds to FOIA request for records re facility Ltr dtd 
040117 failed to meet criteria for waiver of reproduction 
costs Forwards App A documents Address of Phoenix LPDR 
1 1 B tod 

FELTON, J M Division of Rules and Records 04/02/27 RYAN.J A 
Strolch. Lang, Weeks t, Cardon Spp 22013 010 24X 

Fiche 30-528.04/02/27,0403290341 


—0403290344 DRAFT ENVIRONMENTAL STATEMENT RELATED TO CONSTRUCTION OF 
PALO VERDE NUCLEAR GENERATING STATION, UNI TB 1,2 5 3 Docket 
Nos 50-320,50-529 t< SO-330 

h Office of Nuclear Reactor Regulation, Director NUREO-75/022 
75/04/30 175pp 22015 301 24X Fiche 50-528,04/02/27, 

0403270341 


E NRC Safety Evaluation Report (SER), suppls t< correspondence 


B40302000S Forwards info requested In SEER 5 (NUREG-OSS?) re tests 
performed for C-E on load limiting devices In reactor vessel 
lower key horiiontal supports 

VAN BRUNT, E E Arizona Public Service Co 04/02/10 KNIGHTON, 0 
Licensing Branch 3 9pp 22442 201 24X Fiche 50-628,84/02/10. 

0403020005 


0403090012 Forwards "High Pressure Safety Injection Pump,” mechanical 
environ qualification rept, per SSER 5 (NUREG-0857) 

VAN BRUNT, E E Arizona Public Service Co 84/02/29 KNIGHTON. 0 W 
Licensing Branch 3 2pp 22368,001 24X Fiche 50-528,04/02/29. 

0403090012 


— 8403090014 ‘'High Pressure Safety Injection Pump," mechanical environ 
qualification rept 

HALLER. R E Bechtel Corp V-PAK-4B1 04/01/12. 19Bpp 
22360 004 a4X Fiche 50-520.84/02/29,8403090012 
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F Security* medlcali emersency t» fire protection plans 


B4O3O0O145 Foruards IE Insp Kept 80-938/84-01 qn 040116-30 No 
Violations or deficiencies noted 

NDRBERHAUO- L R Region 8. Office of Director 04/03/13 VAN 
BRUNT* E E Arizona Public Service Co 2p p 23597 132 24X 

Fiche 90-328*84/02/13,0403080145 


— 0403000192 IE Insp Rept 30-528/04-01 or* 040116-20 No violations or 
deficiencies noted Major areas inspected follouup of open 
items identified during insp on 030411-22 & observation of 
830511 emergency preparedness ezercise 

FI8H*R F . temple, 0 M , SCHUSTER, M D Region 5, Office of 
Director 04/02/07 12pp 225S7 154 24X Flche 50-528,84/02/13. 

8403080145 


8403260014 Requests removal of App F ti Q from ReV 3 to Emergency Plan 
Implementing Procedure 7, per Oetierlc Ltr 81-27 ON Knighton 
840214 ltr Informing that util must request luithhol ding of 
private or unlisted telephone numbers 

VAN BRUNT, E E Arizona Public Service Co 84/03/17 KNIGHTON, 0 W 
Licensing Branch 3 2 pp 22750 258 24X Fiche 50-920, 84/03/17, 

8403260014 


O Inspection reports, IE Bulletins b correspondence 


B402140014 FOIA request for records re NRC const assessment team (CAT) 
Insp at facilities 

BERNABEIiL Government Accountability Project 03/10/07 Office 
of Administration 2pp 22294 001 24X Flche 50-920,03/10/07, 

8402140014 


B40SI4001B Responds to FOIA request for records re NRC const assessment 
team (CAT) insp at facilities Forwards App A ifocuments 
Documents also in FDR App B documents listed for revieu to 
Identify specific interest 

FELTON, J M Division of Rules and Records 83/12/20 GARDE, B P 
Government Accountability Project IBpp 23294 003 24X 

Fiche 90-928,83/12/20,0402140018 


— 8402140022 Bummarlies civil Inep 1 terns. Bech tel 830727 ltr re relnsp 
of nuclear pipe hangers (Q class) b related info end 
VORDERDRUEOOEN Region 3, Office of Director 83/07/19 NARflUT, P 
NRC - No Detailed Affiliation Given 60pp 22294 021 24X 

Fiche 50-928,03/12/20,8402140018 


— 3402140026 "Imp Plan " Draft outline given to inspectors on 830706 
end. 

* NRC - No Detailed Affiliation Given 83/12/20 i2pp 
22294 001 24X Fiche 50-528,83/12/20,0402140018 


— 8402140020 Provides addl info re 030730 ezi t Intervieu meeting lu/const 
assessment team, for preliminary revieu of findings NRC 
criteria utilized during insp more applicable to operating 
plant Related info end 

WOODB. T 0 Arizona Public Service Co 83/10/12 MARTIN, J B 

Region 5, Office of Director 337pp 22254-320 24X 

Flche 90-520, 83/12/20, 04021 4<X) 10 


— 8402140031 Comments on review of draft writeup on NDE Rewrite 
requested Related Info end 

NARBUT. P NRC - No ’Detail od Affiliation Given 83/07/27 
WERCH,H NRC - No Detailed Affiliation Given 41pp 22294 074 
24X Flche 30-928,83/12/20.0402140010 


— 8402140032 Summary of 030716 eztt status meeting u/NRC const appraisal 
team re 830707-16 insp 

IDE, W E Arizona Public Service Co 83/07/17 ROEDEL, J A 
Arizona Public Service Co 6pp 22294 137 24 X 

Flche. 90-928, 03/12/20, 8402140010 


— 84 02140036 Forwards marked-up draft Insp scops b objectives Related 
Info end 

ALBERT, M.G Region 5, Office of Director 83/07/21 YOUNG, T 
Region 9, Office of Director ISpp 22254 143 24X 

Flche 90-928,83/12/20,8402140010 


— 3402140037 Corrective action request re piping c leanl Iness, per 
Procedure WPP/QCI 204 0, Rev 2, "Piping Syi Release for 
Insutatton, " Related info end 

GAITHER, C F Arizona Public Service Co. 83/09/13 29pp 
22299 297 24X Flche 90-928,83/12/20,8402140018 


— B4O2I4003B Forward* feeder rept re Imp activities at f ae 1 1 1 ty. Comb 1 ned 
Insp of concratc expansion anchor bolts b embedded plates 
will be written by L Vorderbrueggen Radiograph* rsviswcd 
will be included In H Kerch rept Related Info end 
WALTON, 0 A. Region 1, Office of Director 83/10/07 YOUNG, T 
Region 5, Office of Director I99pp 22294' 169. 24X 

Flche 90-928,83/12/20,8402140018 


'-84O2140O43 Provides list op NOE repts available from insp activities 
completed ui/NRC mczbile NDE van at facility* per FOIA request 
Related info end 

EBNETER, S 0 Region 1, Office of Director 83/11/19 
ALEXANDER,! K Region 5* Office of Director 77pp 22299 324 
24X Fiche 50-520,03/12/20,8402140018 


— 8402140048 Rev 0 to "Palo Verde Station HPSI Sys Electrical b 
Ins trums ntat 1 on Const Audit Insp," final rept Related Info 
end 

* Zytor. Inc NRC-IE-82/83-46C 83/10/04 ISSpp 22256 063 

24X Fiche 90-920* 83/12/20, 0402140018 


— 0402140052 Provides resolution for loose bolts on structural st««l 
found during NRC const assessment team (CAT) Insp Item 
considered dosed Related info enc 1 

FORRESTER, R 0 Arizona Public Service Co 03/07/26 IDEiU E 
Arizona Public Service Co 3pp 22256 221 24X 

Fiche 30-520.83/12/20,0402140010 


8403080145 Forwards IE Insp Rept 50-520/84-01 on 840116-20 No 
violations or deficiencies noted 

NORDERHAUO. L R Region 9, Office of Director 84/02/13 VAN 
BRUNT. E E Arizona Public Service Co 2pp 22997 152 24X 

Flche 50-528,04/02/13.8403(380145 


— 8403080152 IE Insp Rept 50-928/04-01 on 040116-20 No violations or 
deficiencies noted Major areas inspected followup of open 
items Identified during Insp on 030411-22 b observation of 
830911 emergency preparedness exercise 

FISH.R F , TEMPLE. 0 M , SCHUSTER, M 0 Region 5, Office of 
Director 84/02/07 12pp 22597*194 24X Fiche 50-528,84/02/13, 

8403000145 


8403080294 Forwards IE Insp Repts 30-928/04-02 b 90-927/84-02 on 
840103-0203 No none omp 1 1 anc e Identified 

BISHOPrT W Division of Re s i d en t, Reac tor Project b Engineering 
Programs 84/02/27 VAN BRUNT, E E Arizona Public Service Co 
2pp 22557 104 24X Fiche 50-528,84/02/27.8403080234 


— 0403000263 IE Insp Repts 90-520/84-02 b 50-527/84-02 on 040103-0203 No 
noncomp 1 1 ance or deviations Identified Major areas 
Inspected startup testing program. Info notice reviews. QA> low 
pressure safety Injection pumps b pressurlzer heater power 
FIORELLI.O , YOUNG, T Region 5, Office of Director B4/02/la 
6pp 229 57 106 24X Flche 50-528.84/02/27,8403000234 


8401170072 IE Info Notice 84-13. "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " Sve list 
anc 1 

WORD AN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/02/20 Consolidated Edison Co of New 

York, Inc lISpp 22707 237 24X Flche 50-000,04/02/20,0401190072 


B402070007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Sve list encl 

GRACE. J N Division of OA. Bafoguards b Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22992 329 24X Flche 50-000,84/03/02,0402090007 


8402090000 IE Info Notice 84-16, "Failure of Autometlc Sprinkler Sys 
Valves bo Operate " Sve list encl 

JORDAN, E L Division of Emergency Preparedness b Enginaerlng 
Response (Post B30103), 04/03/02 Consolidated Edison Co of Mew 

York, Inc 122pp 22933 070 24X Flche 50-000,84/03/02,0403070000 


3402070007 IE Info Notice 04-15, "Reporting of Radiological Releases “ 
Bve list encl 

JORDAN* E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Mew 

York, Inc 119pp 22993 217 24X Flche 30-000, 84 /■03/ 02, 0402070009 


8402090011 IE Info Notice 04-17, ''Pr.oblems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co. of New 

Yorlc, Inc 117PP 22953 336 24X Fiche 90-000.84/03/09,0402070011 


8403140024 Informi that fl ingham-WU 1 iame t te spare flange piece (dill be 
replaced by S40419 instead of 840227, due to problems 
encountered (u/yendor, per IE Bulletin 83-06, "Nonconforming 
Matle Supplied By Tube-Line Corp " 

VAN BRUNT, E E Arizona Public Service Co 84/03/09 MARTIN, J B 
Region 9, Office of Director Ip 22633 217 24X 

Flche 90-528,84/03/09,8403140024 


8402090024 IE Info Notice 84-07, Rev i, "Lesion* Learned From Imps of 
Fire Protection Safe Shutdown Sys “ Eve list *ncl 
JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edisori Co. of New 

York, Ine IlSpP 22635 049 24X Flche 50-000,84/03/07,0402070024 
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S402!>9002B IE Info Notice 04-lBi “Stress Corrosion Cracking in PHR 
Sgs •' 5<c list end 

JQflDAN.E L Division of Energencg Preparedness &■ Engineering 
Response IPost B3S103) 84/03/07 Consolidated Edison Co of Neu 

Vort, Inc MBpP 22594 106 24!( Pi the 3 0-000,84/03/07.8402090028 


6402090031 IE Dcilletin 04-02. "Failures of G£ Tgpe HFA Pelags In Use in 
Class IE Safetg Sgs " Sec list encl 

OEVOUNG, R C Director's Office. Office of Inspection and 

Enforcenent e4/03'12 Consolidated Edison Co of Neu York, Inc 

134pp 22023 094 24X Fiche 50-000,64/03/12,0402090031 


B402090043 IE Info Notice 04-19, "Tuo Events Involving Unauthoriied 
Entries into PUR Reactor Cavities " Sve list encl 
JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103 ) 04/03/21 Consolidated Edison Co of Neu 

York. Inc 123pp 22023 229 24X Flehe 50-000.64/03/21,0402090043 


B402090044 IE Info Notice S4-20, "Sve Life of Relays in Safety-Related 
Sys ■■ Sve list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

Yoric, Inc 133pp 22933 001 24X Fiche 50-000,64/03/21,0402090044 


0403270135 Foruards IE Conference Rept 50-528/04-11 on 840305 re 
corrective actions talen in response to IE Insp Rept 
50-528/83-34 Response to open ijuestlons req^uested 
BISHOP, T W Division nf Re s 1 d ent, Reac tor Project ti Engineering 
Prograns 04/03/22 WOODS, T 0 AM i ana Public Service Co Ip 
22769 137 24X Fitlie 50-528,84/03/22,6403270135 


B40259000B Foruards response to listed Items Identified in 040129 
telcon request for Info generated based on preliminary 
revieu of 831230 deficiency rept re missing tliermal liner In 
safety Injection sys line Ends ulthheld 

VAN BRUNT, C E Arllona Public Service Co 64/02/24 KNIGHTON. O 
Licensing Branch 3 3pp 22916 186 24X Fiche 90-320,64/02/24. 

B402290008 


8403090077 Interim Deficiency Rept B3-72 re underslied uelds In 
auxiliary bldg discovered by cunst appraisal team Initielly 
reported on 031026 Due to extensive Investigation ti 
evaluat ton, final rept uill be delayed until 840319 

VAN BRUNT, E E Arliona Public Service Co 04/02/24 HIBMOP. T W 
Region 5, Office of Director 2pp 32379 294 24X 

Fiche 90-528,84/02/24,0403090077 


B403090096 Deficiency Rept DER 03-73 re unqualified Foxbora pouar 
supplies installed In IE Instrument cabinets Initially 
reported on 031027 No neu info presently available Next rept 
uill be provided by 64042S 

VAN BRUNTiE E Arltona Public Service Co 84/02/24 DISIIDP. T U 
Division of Resident, Reac tor Project {, Engineering Programe 3pp 
22576 179 24X Fiche 30-928,84/02/24,8403090096 


8403090167 Interim Deficiency Rept DER 62-00 re lou Insulation 
resistance on Installed Conax electrical penetrations not 
meeting qual if ica t Ion teat criteria Initially reported or 
B21217 Final rept delayed until 040429, 

VAN DRUNTiE E Arllona Public Borvico Co 84/02/24 DIBKUP, T H 
Division of Resident, Reac tor Project 6 Engineering Programs 
22579 116 24X Fiche 90-528,84/02/24,8403070167 


— B403270I39 IE Conference Rept 50-528/04-11 on 840305 Hajor areas 
discussed corrective actions described in utU S40I3I 
response to IE Insp Rept 5O-520/B3-34 U NRC B312I2 
enfcrcvment ttr 

YOUNG. T , NARBUT. P P , FIDRELLI.C Region 5, Office of Director 
04/03/22 3pp 22769 130 24X Fiche 50-328, 84/03/29, 8403270135 

R Periodic operating reports b related correspondence 

8403320443 Foruards monthly status rept of offsite emergency 
preparedness for OL revieus for Jan 1984 Changes In FEMA 
finding dates not caused by delay due to offsite emepoeneu 
planning Issues 

^ Office of the Executive Director for Operations 
B4/02/21 PALLADIND Commissioners 7pp 22492 003 24X 

Fiche 50-000,84/02/21,0403020443 

^ Reportable occurrences, LERs t, related correspondence 

S4D30900B7 Interim Deficiency Rept 03-01 re Echedule 160 SS pipe 
supplied by Culfalloy, tnc, containing mfg m)n uall thickness 
defect Initially reported on 831128 No neu Info presently 
available Final rept eipected by B40417 

VAN BRUNT, E E Aniona Public Service Co 04/02/22 BISHOP. T U 

22575 325 « »ac tor Project U Engineering Programs 2pp 

2Sb7S 325 24X Fiche 30-520,04/02/23,0403090087 

Interim Potentially Reportable Deficiency Rept DER 03-69 re 
seismic support on Posl-Seal valves net 1 ns ta 11 ed^ p Br^ sp ec s 
640313 Investigation, final rept delayed untll^ 

VAN BRUNT, E E Aniona Public Service Co 64/02/22 BISHOP t u 
22576 * 064 “*^ Reslden t. Reac tor Praject 6 Engineering Prog ram™^' 2 pp 
22 576 06 4 24X Fiche 50-520,84/02/22,0403090122 * 

interim Deficiency Rept DER 03-62 re cables in Units 1 t. 2 
bldru/f»^n*J“''/‘’"*‘''’‘ ^**>*''*‘* Uhlt I diesel generator 
T-ltl Initially reported on 031202 Final 

rept delayed until 040423 rinai 

VAN BRUNT, e E Arltona Public Service Co 04/02/22 BISHOP T u 

2297^290“' 24 ; ** I n^^Progrim s^ ' Ipp 

a4X Fiche 50-528. 34/02/22, 8403090197 

^■^^3^^0250 In-bet*ini Deftciencu Rebt dpr m s 

Jiu bS"ubm?t?:d -P* 

22572 211 24X Fiche 50-528, ® 

jjnt^to listed utUs ‘u ‘ 

Jffl«i‘’Sff,ce":rC:?tloraTlnf Director'. 

Fiche 50-000, 84/02/22fe4M2?oS5^ Enforcement 6pp 22706 327 24X 


0403060429 Requests addl Info needed to complete evaluation, of 4, flies 
for reactor coolant pump problems encountered during hot 
functional testing Response requested ulthin 2 uks 
KNIGHTON, 0 W Licensing Branch 3 84/02/27 VAN DRUMT. E E 

Arllona Public Service Co 3pp 22332 210 24X 

Fiche 50-320,84/02/27,8403060429 

8403120032 Final Deficiency Rept DER 03-70 ra ulring in emergency 
response facility cabinets supplied by Energy, Inc not in 
conformance u/IEEE-3a4 criteria Initially reported on 
031011 Draulngs resubmitted Also reported per Part 2i 
VAN BRUNTiE E Arliona Public Service Co 84/02/28 DIBHCIP.T tf 

Resident, Reac tor Project h Engineering Programs 4 ob 
92598 023 24X Fiche 30-328,84/02/20,0403120032 

0403120069 Final Deficiency Rept DER 03-10 re main steam relief valvei 
supplied C-E Zt mfg bg Oroseer Indi/strios exceeding 
specified 5/, bloudoun limit Initially reported on Q3Q220 
Deficiency determined not reportable per lOCFHao 99<o) 

VAN BRUNT, E E Arllona Public Service Co 84/02/20 BISHOP, T « 
= 0 ^ 0 ?*? V «”I‘Ifnt'H'’actor Project & Engineering Program. 4pp 
22591 129 24X Fiche 30-528.84/02/28,9403120069 

0403130449 Potential Deficiency Rept DER 83-64 re Target Rock pr.a.ure 
relief valves failing to meet prerequisite tests Final rept 
delayed until 840402 < ^ 

VAN BRUNT, E E Arliona Public Service Co 84/02/28 BlBHOPiT W 

22 ! *< Engineering Program. 2pp 

29613212 24X Fiche 50-328,84/02/20,9403130449 

Deficiency Rept DER 63-68 re Dorg Warner HPOt 
isolation valves falling to open against HPBI A «i n"pump 
flays Final will rspt delsged until 840417 

VAN ORUNT, E E Ariiona Public Service Co 04/02/28 OISHtlP, T W 
22 I 3 3 ^ 9 “' Project b< Engineering Progrims Bpp 

22613 353 24X Fiche 50-528.04/02/20,8403130461 “ 

8403090149 Foruards request for addl info re Deficiency Rent DER 111-35 

blckf 1 ? !" '"all®'' lines that distributed 

backfill under seismic Category I structures Roaponses 
requested within 2 wlis of 1 tr receipt ^ 

KNIGHTON, G M Licensing Dranch 3 84/02/29 VAN Dni/MT. P P 

Arizona Public Service Co Spp 22984 39^ 24X ^ 

Fiche S0-32B, 84/02/29, 04O3O9OU9 

8403120113 Final Deficiency Rept DER 83-32 ne socket welds in .Laam 
generator process piping In violation of requirement. 

Initially reported on 830923 Condition determined ^ot 
reportable per 10CFR30 55 {b> ' 

VAN BRUNT, E E Arizona Public Service Co 84/02/29 BISHflP.T u 

92603:333 24X Fiche 50-^8,84/03/02^8423200113"" ' 
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S403200186 Interim Deficiency Rept OER 83-56 re discrepancies u/MSIVs 
mfg by Anchor-Darling Initially reported on 830S0B 
Investigation uill be finalized by 840413 at uhlch time 
complete rept ulll be submitted 

VAN BRUNT. E E Aril ana Public Service Co 84^03/08 BISHOP, T U 
Division of Resident, Reac tor Project t< Engineering Programs 3pp 
33686 399 SAX Flche 50-938.84/03/08,8403300186 


8403300836 Interim Deficiency Rept DER 84-06 re defective absolute & 
deviation alarm modules supplied by Foiboro.C-E requested 
that all alarm modules u/date Codes 8048-8193 be inspected 
for potential defect Next rept by 840613 

VAN BRUNT, E E Arizona Public Service Co 84/03/09 BIBHDP.T H 
Division of Resident, Reac tor Project It Engineering Programs 3pp 
33699 390 24X Flche 50-920,84/03/09,8403200336 


8403330039 Final Deficiency Rept DER-83-79 re ac Interference spikes 
on 139-valt dc but exceeding spec Initially reported on 
831}!^ Deficiency deemed not reportable per lOCFRSO SS(e) 

VAN BRUNT, E E Arizona Public Service Co 84/03/09 B 18H0P, T U 
Division of Resident, Reac tor Project (t Engineering Programs 4pp 
3S730'303 24X Flche 90-928,84/03/09,8403330039 


8403330113 Rev 1 to final Deficiency Rept 82-90 re possible damaged 
flexible conduit couplings betueen auxiliary & control bldgs 
In event of seismic avents exceeding 3/4 inch movement Rev 
changes final rapt disposition to reportable under lOCFRai 
VAN BRUNT. B B Arizona Public Service Co 84/03/09, BISHOP, T W 
Division of Resident, Reac tor Project & Engineering Programs 4pp 
23730 215 24X Flche 50-538,84/03/09,8403230113 


8403230006 Final Deficiency Rept DER 83-87 re valves w/handuheel 
adapter nut missing t< rising stem supplied by Roto-Hammer, 

Inc longer than operating bridle initially reported on 
840103 Condition not reportable per 10CFR90 951 e> it Part 21 
VAN BRUNT, E E Arizona Public Service Co, 84/03/13 BISHOP, T W 
Division of Resident, Reac tor Project it Engineering Programs 6pp 
23738 343 24X Flche 90-520,84/03/13,8403330006 


8403330099 Final Deficiency Rept DER 83-73 re undersize welds In 
auxiliary bldg Initially reported on 831026 Condition 
determined not reportable per 10CFR90 99(«) 

VAN BRUNT, E E Arizona Public Service Co 84/03/14 BISHOP, T N 
Division of Resident, Reactor Project tc Engineering Programs 6pp 
23728 396 SAX Fiche 90-920,84/03/14,8403330099 


8403330019 Final Deficiency Rept DER 83-46 re ITT Barton pressure 
transmitters supplied by C-E not meeting overpressure 
requirements Caused by leakage of metallic uashers (< 
methodology error during caiibr Also reported per Part SI 
VAN BRUNT, E E ArliPna Public Service Co 84/03/15 BISHOP, T W 
Division of Resident, Reactor Project t< Engineering Programs 7pp 
22734 393 24X Fiche 90-530,84/03/15,8403330019 


8403300096 Interim Deficiency Rept DER 84-08 re ITT Barton Model 763 
transmitters having errors of -2 to -3X of callbr span 
Deehtel corresponding ui/C-E to determine impact of design 
mods to transmitters 

VAN BRUNT, E E Arliona Public Service Co 84/03/16 DIBHOP, T, W 
Division of Res ident, Reac tor Project t. Engineering Programs 3pp 
22823 010 24X FI c h e ■ 50-928. 84/03/ 1 6, 8403300096 


8403300020 Rev 1 to final Deficiency Rept DER 82-46 re ITT-Barton 
pressure transmitters supplied by C“E falling to meet 
overpressure requirements initially reported on 820824 Also 
reported per part 21 

VAN BRUNT, E E Arliona Public Service Co 84/03/19 BtaHOP. T W 
Division of Resident, Reactor Project (< Engineering Programs 7pp 
3208a- 171 34X Fiche 90-520,84/03/19,8403300020 


V Operator Examinations 


8403290336 Forwards operations experience baee, eons Is ting of experience 
tables for presently licensed personnel Inadequate number of 
personnel meet 6-wk hot participation experience 
requirement 

VAN BRUNT, E E Arliona Public Service Co 04/03/33 DBMTONiH R. 
Office of Nuclear Reactor Regulation, Director I7pp 22800 336 
24X Flche - 50-928, 84/03/23, 0403390236 


DOCKET 8TN-90-939 PALO VERDE NUCLEAR STATION, UNIT 2 


A Appi leation/cons true t ion stage documente $c correspondence 


8403080390 Responds to FOIA request for 27 documents referenced In 1975 
Et6 re facilities (< slmlliar environ documents Forwards Ap p 
A Documents 1-10 Documents 11 & 12 available at NTI3 
FHLTON, J M Division of Rules and Records 84/08/13 RVAN, J A 
Stretch, Lang, Weaks 1< Cardon Spp 88981-lBO 84X 

Fiche 90-928,84/03/13,8403080390 


— 3403080409 "Groundwater Conditions of Lower Hsssayampa-Centennial Area, 
Maricopa County, A2 " Related Info enc I 

« Harshbarger 1< Associates R-900-74-2 74/06/30 83pp 

33581 219 34X Flche 50-928.04/02/13,8403000390 


04O3O6O4S1 Forwards request For addl Info re open environ qualification 
of atectrical equipment items for facility 

KNIOHTON.GW Licensing Oranch 3 04/03/37 VANDRUNT.E E 

Arliona Public Service Co Spp 823S0 007 SAX 
Flche 50-538,04/02/27,8403060451 


0403010212 Forwards response to 840206 tolcon re draft rev t O' FBAR 
Section 3A 10 concerning low preheat fillet welding Lou 
preheat poses no concern, principally due to low 
hardenabl 1 1 ty of base matls 

VAN BRUNT, E E Arliona Public Service Co 84/02/20 KNIOHTON.O 
Licensing Branch 3 4pp 22439 379 84X Flche 90-528.84/02/23, 

8403010213 


8403200043 Notification of 840320 meeting u/utll & C-E in Bethesda.HO 
to discuss proposed testing program to damonitrate adequacy 
of mods to RCa pump s, thermowel 1$, thermal sleeves 6 control 
element assembly shrouds 

LICITHA.E A Licensing Branch 3 84/02/29 KNIGHTON.® W 

Licensing Branch 3 Spp 22812 361 34X Flche 50-928,84 /03/29, 

8403380043 


8403090130 Advises that proposed teak rate acceptance criteria for Tech 
Spec limiting conditions for operation unac cep tab le, since 
criteria less restrictive than 1 gpm leak rate imposed on 
near-term DLs 

KNIGHTON.® N Licensing Branch 3 84/03/01 VAN DRUNTiE E 

Arizona Public Service Co 2pp 32592 301 24X 

Flche 50-523,84/03/01,8403090130 


8403 1 5009 4 Forwards outstanding item list for PDR List also submitted 
to util 

JOHNSON, P H Region 5, Office of Director 8.1/03/03 ALEXANDER, I 
Region 9, Office of Director 14pp 23641 190 24X 

FlchO 50-928,84/03/08,8403190094 


8402090041 Board Notification 84-090 provides Commission policy 
statement t. proposed rulemaking on environ qual 1 fi cations 
EISENHUT. D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel tOpp 24X Flche 90-000.34/03/14,8402090041 


8403160046 Forwards Updated preliminary description (Rev t) for RCS 
demonstration test 

VAN BRUNT, E E , ROflEHS, A C Arizona Public Service Co 04/03/14 
KNIQHTUN,G Licensing Branch 3 Spp 32699 169 24X 

Flche 90-520,84/03/14,8403160040 


— 8403160092 Rev 1 to "RCS Demonstration Test " 

» Ar 1 lona Publ ie Service Co 64/02/29 Bpp 22659 171 24X 

Fiche 90-920.84/03/14,8403160040 


8403160065 Notifies that addl info t. schedule re electrical equipment 
environ qualification program ulll be submitted by 340326, 
per 840227 request 

VAN BRUNT. E E Arliona Public Service Co 84/03/14 KNIGHTON, G 
Licensing Branch 3 Ip 32652 326 24X Flche 50-528,84/03/14, 

B403160D69 


8403290236 Forwards operations experience base, consisting of experleme 
tables for presently licensed personnel Inadequate number of 
personnel meet 6-wh hot participation experience 
roquiremBii t 

VAN BRUNT. E E Aril one Public Service Co 04/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director i7pp 23000 836 
24X Flche 90-928,84/03/23,8403290206 


C Utility Environmental Report (ER), amends ti correspondence 


0403060390 Responds to FOIA request for 27 documents referenced in IR^O 
EIS re facilities S- similar environ documents Forwards App 
A Documents 1-10 Documents 11 6 IS available at NTIS 
FELTON. J M Division of Rules and Records, 04/02/13 RYAN, J A 
Strelch, Lang, NtekS h< Cardon 2pp 22981-180 24X 

Fiche 50-938,84/02/(3,8403080390 


—8403000400 Discusses review of environ rept re transmission lines 
crossing Indian reservations Tribal council consent should 
be obtained for right-of-way before environ rept published 
Related info end 

e Interior, Dept of. Bureau of Indian Affairs 74/12/11 
REOAN, W H Atomic Energy Commission - Deputy Director for Reactor 
Projects Spp. 83981 184 24X Flche- 50-538, 84/02/13. 8403080390 
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D NRC Draft/rinal EnviroTinenta 1 Statements! suppls b cor r espondefc e 


8403080385 FOIi\ request far 27 documents referenced in 1979 EIS re 
facilities slmlllar environ documents List U neus articles 
end 

RVAN.O A Stroich, L 9 ns. Weeks & Cardon 84/01/17 Office Of 

Administration 9pp 22581 171 34X Fiche 50-528.04/01/17. 

8403080309 


8403080390 Responds to fOlA request for 27 documents referenced in 1975 
EIS re facilities ti similiar environ documents Forwards App 
A Documents 1—10 Documents I 1 2c 12 avallatle at NTIS 
FELTON. J M Division of Rules and Records 84/02/13 RYAN. J A 
Stretch. Lang. Weeks & Cardan 2pp 229B1 180 24X 

Flche 50-928.64/02/13.8403080390 


— 8108270490 Submits Geosciences Branch DES Input Updated sumoiary of 
g-Bolopv 2. seismology section FSAR uilll be included in 5ER 
JACKSON. R.E Geosciences Branch 81/08/14 MIRAOLIA. F 
Licensing Branch 3 2pp 22381 182 24X Flche 50-32B. 84/02/13. 

8403080390 


— B4030B0402i Comment on DES. per 790414 request Statement soeieuhat biased 
toiiiard project More detailed maps of pipeline li transmission 
line corridors should be provided In float statement 
DOREHUS.S 0 Interior. Dept of 75/07/93 ftEOAN Division of 
Reactor Licensing (NRR— 1979 only) ^*7pp 28581 189 24X 

Flche 50-328,84/02/13.8403080390 


8403290341 Responds to FOIA request for records re Facility Ltr dtd 
840117 failed to meet criteria for waiver of reproduction 
costs Forwards App A documents Address of Phoenix LPDR 
listed 

FELTON. J n Division of Rules and Records 84/02/27 RYAN. J A 
Stretch. Lang, Meeks x. Cardon 3pp 22815 018 24X 

Flche 90-528,84/02/27,8403290341 


— 8403290344 DRAFT ENVIflaNMENTAL STATEMENT RELATED TO CONSTRUCTION OF 
PALO UERDE NUCLEAR CENERATINO STATION. UNITS 1.2 L 3 Docket 
Nos 50-928,90-329 «- 30-930 

» Office of Nuclear Reactor Regulation. Director NURED-79/029 
79/04/30 179PP 22815 301 24X Flche 30-528.84/02/97. 

8403290341 


E NRC Safety Evaluation Report (SER). suppis b corresponden c e 


8403020005 Forwards Info requested in &SER 5 (NURE0-0B57> re tests 
performed for C-E on load limiting devices in reactor vessel 
tower key Jiortxontal supports 

VAN BRUNT.E E Ariiona Public Service Co 84/02/10 KNIGHTON.O 
Licensing Branch 3 9pp 22442 201 24X Fiche 90-520.84/02/10, 

8403020009 


8403090012 Forwards "High Pressure Safety Injection Pump," mechanical 
environ qualification rept.per SSER 5 (Nl/RE0-0a97) 

VAN 8RUNT.E E Arliona Public Service Co 84/02/29 KNIOHTON.O U 
Licensing Branch 3 2pp 22968 001 24X Fiche 90-928.84/02/29. 

8403090012 


— 6403090014 "High Pressure Safety Injection Pump." mechanical environ 
qualification rept 

HALLER. R E Bechtel Corp V-PAK-dai 84/01/12 I98pp 
229fie 004 24X Flche 50-928,84/02/29,8403090012 


F Security, medical, emergency L fire protection plans 


8402090006 Board Notification 84-034. forwards R Vn liner 840200 memo to 
D Elsenhut re fire research results concerning fires in 
electrical cabinets In control room 

EISENHUr.DO Divliion of Licensing 84/02/23 PALLADINO 
Cominiss loners ip 22576 203 24X Fiche 50-000,84/02/23. 

8402090006 


— 8403080316 Recommends that Info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board notification, per NRH Ofc Ltr 19. dtd 821001 Further 
evaluation of test data required 

VOLLNER.R H Division of Engineering 84/02/06 EISENHUT. 0 0 
Division of Licensing lOpp 22976 204 24X 

Flche 90-000.04/02/23.8402090006 


8403260014 Requests removal of App FLO from Rev 2 to Emergency Plan 
Imp lenient I ng Procedure 7. per Generic Ltr 81-27 L DM Knighton 
840214 i tr informing that util must request withholding of 
private or unlisted telephone numbers 

VAN BRUNT.E E Arltona Public Service Co 84/03/19 KNIGHTON.G W 
Licensing Branch 3 2pp 22790 258 24X Fiche 50-320,04/03/19, 

8403260014 


0 Inspection reports. IE Bulletins b correspondence 


8402140014 FOIA request for records re NRC const assessment team ICATI 
insp at facilities 

DERNADEI.L Government Accountability Project B3/10/07 Office 

of Administration 2pp 22234 001 24X FI cho 30-528. 83/ 10/07, 

0402140014 


8402140018 Responds to FOIA request for records re NRC const assessment 
team (CAT! Insp at facilities Forwards App A documents 
Documents also in PDR App D documents listed for review to 
identify specific Interest 

FELTON. J M Division of Rules and Records 83/12/20 GARDE. D P 
Government Accountab i i 1 ty Project IBpp 22234 003 24X 

Flche 50-328,03/12/20,8409140018 


--G402140022 Summariies civil Insp items Bechtel 830929 ltr re relnsp 
of nuclear pipe hangers (0 class) b related info end 
VORDEHDRUEGOEN Region 3, Office of Director 03/09/19 NABBUT. P 
NRC - No Detailed Affiliation Given 60pp 22234 021 24X 

Flche 30-320,03/12/90.8402140010 


— 8402140031 Comments on review of draft writeup on NDE Rewrite 
requested Related info enc 1 

NARDUT.P NRC - No Detailed Affiliation Given 03/09/27 
KERCH, H NRC - No Detailed Affiliation Given 4lpp 22294 094 
24X Fichu 30-528,83/12/20.8402140018 


— 8402140032 Summary of 830916 eilt status meeting w/NRC const appraisal 
team re 830907-16 insp 

IDE.U E Arliona Public Service Co 83/09/19 ROEDEL. J A 
Arizona Public Service Co 6pp 22254 137 24X 

Flche 50-520.83/12/20.8402140018 


--84D2140036 Forwards marked-up draft insp scope b objectives Related 
info end 

ALBERT. U 0 Region 5. Office of Director 83/09/21 YOUNG. T 
Region 5. Office of Director tSpp 22254 143 24X 

Fiche 50-528,83/12/20.8402140018 


— 8402140043 Provides list of NDE repts available from insp activitlei 
completed i»/NRC mobile NDE van at facility, per FOIA request 
Related info end 

EDNETER.S 0 Region i. Office of Director 83/11/15 
ALEXANDER. I M Region 5. Office of Director 99pp 22259 324 
94X Flche 30-528.03/12/20,0402140018 


--B40214004B Rev 0 to “Palo Veide Station HPSI Sys Electrical b 
Instrumentation Const Audit Insp." final rept Related Info 
enc 1 

• Zytor. Inc NRC-IE-B2/03-46C 83/10/04 ISBpp 22956 063 

24X Fiche 50-928.83/12/20,0402140018 


— 84D21400'92 Provides rcsolutlen for loose bolts on structural steel 
found during NRC const assessment team (CAT) Insp Item 
considered closed Related info end 

FORRESTER. R D Arizona Public Service Co 83/09/26 IDE.M E 
Arliona Public Service Co 3pp 22296 221 24X 

Flche 50-328,83/12/20,8402140018 


6403000294 Forwards IE Insp Repts 30-328/84-02 b 90-329/84-02 on 
840103-0203 No noncomp 1 lance identified 

DI8HDP. T W Division of Res Ident. Reac tor Project b Engineering 
Programs 84/02/27 VAN BRUNT.E E Arizona Public Service Co 
2pp 29537 104 24X Fiche 90-328,84/02/27,8403000234 


—0403000263 IE Insp Repts 50-528/84-02 b 30-929/84-02 on 840103-0203 Ho 
noncomp 1 lance or deviations identified Major areas 
Inspected startup testing program, info notice reviews. QA. low 
pressure safety injection pumps b pressurlzer heater power 
FtORELUI.O , YOUNG. T Region 9. Office of Director 84/02/16 
6pp 22597 i06 24X Fiche 30-928,84/09/27.8403080294 


6401190072 IE Info Notice 84-13. "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " Sve list 
end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc Iispp 22909 239 24X Flche 30-000,84/02/28,0401190072 


8402090007 IE Info Notice 84-14. "HighUghts of Recent Transport 
Regulatory Rev* by DOT b NRC " Sve list end 

GRACE. J M Division of QA. Safeguards b Inspection Programs (Post 
B301031 04/03/02 Consolidated Edison Co of New York. Inc 

laOpp 22552 329 R4X Flche 90-000,84/03/09.8402090007 


B40209000B IE Info Notice 84-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc 12app 92993 098 24X Fiche 50-000,84/03/02.8402090008 


DOCKETED ITEMS 


411 


S402090009 IE Info Notice a4-I5i “Reporting of Radiologlcot Releases ' 
SVC liat end 

JOROANtE L Division of Emergency Preparedness Jc Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

yort* Inc Il<?pp 22533 217 24X Flche 50-000. 64/03/02. 84020TO009 


B402090011 IE Info Notice 64—17. "Problems 14/Llquld Nitrogen Cooling 
Components Delou Nil Oucttllti; Temp ■' Svc list end 
JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Post 630103) 84/03/03 Consolidated Edison Co of New 

York. Inc I17pp 22533 33fa 24X Flche 50-000.84/03/05.6402090011 


B40314D024 Informs that Blngham-Ul 1 1 iamette spare flange piece uill bo 
replaced bg 840413 Instead of 840229. due to problems 
encountered u/vendor.per IE Dulletln 83-06. “Nonconforming 
Matls Supplied By Tube-Line Corp '* 

van brunt. E E Arliona Public Service Co 84/03/03 MARTlN.J B 
Region 3. Office of Diroctor Ip 22633 217 24X 

Ficlie 30-328.64/03/03.8403140024 


8402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdoiiin Sys “ Svc list enc 1 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 84/03/07 Consolidated Edison Co of Netu 

York. Inc llBpp 22633 049 24X Flche 30-000,84/03/07.8402090024 


8402090026 IE Info Notice 04-18. "Stress Corrosion Cracking In PMH 
Sys '' 6vc list end 

JORDAN. E L Division Of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York. Inc lispp 22364 186 24X Flche 30-000.64/03/07.6402090028 


8402090031 IE Bulletin 84-02, “Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys “ Svc list enc 1 

DEYOUNO. R C Director's Office. Office of Inipectlon and 

Enforcement 64/03/12 Consolidated Edison Co of Neu York. Inc 

134PP 22023 094 24X Flche 50-000,64/03/12,8402090031 


B4O'209QO43 IE Info Notice 04—19. "Tuio Events Involving Onauthorlied 
Entries into PNR Reactor Cavities “ Svc list enc 1 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Rcspo-nse (Post 030103) 64/03/21 Consolidated Edison Co of Ne<e 

York. Inc 123pP 22623 229 24X Fiche 30-000.64/03/21.8402090043 


8402090044 IE Info Notice 04-20, “Svc Life of Relays in Safety-Related 
Sys “ Bvc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of NdO) 

York. Inc 133pp 22933 001 24X FI che’ 30-000. 64/03/21, 8402090044 


6 Reportable occurrences. LERs b related correspondence 


B4030900B7 Interim Deficiency Rept 83-61 re Schedule 160 SS pipe 
supplied by Oulfal ley, Inc. containing mfg min uiall thickness 
d«f«ct Initially reported on 831128 No new info presently 
available Final rept expected by 640417 

VAN BRUNT. E E Arliona Public Service Co 84/02/22 BISHOP. T W 
Division of Res ident. Reac tor Project h Engineering Programs 2pp 
22S7S. 323 24X Flche . 90-338. B4/02/22, 8403090087 


8403090197 Interim Deficiency Rept DER 83-82 re cables in Units 1 L 2 
diesel generator control cabinets & Unit I diesel generator 
bldg ui/small bend radius Initially reported on 831202 Final 
rept delayed until 840423 

VAN BRUNT. E E. Arliona Public Service Co 64/02/22 BIBHOP, T U 
Division of Resident, Reac tor Project b Engineering Programs 2pp 
22974 290 24X Flche 90-328,64/02/22.8403090197 


8403090298 Interim Deficiency Rept DER 63-75 re improperly torqued 
bolts securing tuio 0012684 panel filler assemb lias, supp 1 led 
by Foxboro No neu info available at present time Final rapt 
util be submitted by B40419 

VAN BRUNT. E E Arliona Public Service Co 64/02/22 BISHOP, T M 
Division of Resident. Reac tor Project t< Engineering Programs 2pp 
22972-211 24X Fiche 90-328,64/02/22,8403090238 


8403210032 Part 21 rept re failure of auxiliary feeduater pump drive 
turb Inesi Oimpel NPB-4 T&T valve, to close Enel Itr dtd 040203 
sent to listed utils OE notified of affected units In DNR 
p lants 

THEROUX. R R Terry Corp 84/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706-327 24X 

Flche. 90-000. 84/02/22, 8403210032 


6402290006 Foruard* respanie to listed Items Identified in 040123 
telcon request for Info generated based on preliminary 
review of 831230 deficiency rept re missing thermal liner In 
safety injection *ys line Encl> ulthlield 

VAN BRUNT, E.E. Arliona Public Service Co 84/02/24 KNIDHTON, 0. 
Licensing Branch 3. 3pp 22316 186 24X Fiche 90-526.84/02/24. 

8402290008 


0403090096 Deficiency Rept DER 03-73 re unqualified Foiboro pouer 
supplies installed in lE Instrument cabinets Initially 
reported on 031027 No neu Info presently available Ne«t rept 
will be provided by 840425 

VAN BRUNT. E E Arliona Public Service Co 84/02/24 BIBHOP. T W 
Division of Resld ent, Reac tor Project I. Engineering Programs 2pp 
22976 179 24X Flche 30-328.64/02/24.6403090096 


S403090167 Interim Deficiency Rept DER 82-80 re lou Insulation 
resistance on installed Conai electrical penetrations not 
meeting qualification test criteria Initially reported on 
821217 Final rept delayed until 840425 

VAN BRUNT. E E Arliona Public Service Co 84/02/24 nlSHQP, T U 
Division of Resident. Reac tor Project 6 Engineering Programs 2pp 
22373 116 24X Flche 50-528.84/02/24,8403090167 


B403060439 Requests addl Info needed to complete evaluations of 6 fixes 
for reactor coolant pump problems encountered during hot 
functional testing Response requested uilthln 2 tuks 
KNIOHTON. 0 N Licensing Branch 3 84/02/27 VAN BRUNT, E E 

Arliona Public Service Co 3pp 22532 210 24X 

Flche 30-920.84/02/27.8403060429 


6403120032 Final Deficiency Rept DER 83-70 ve wiring In emergency 
response facility cabinets supplied by Energy. Inc not in 
conformance iii/ieEE- 3B4 criteria Initially reported on 
831011 Drawings resubmitted Also reported per Part 21 
VAN DRUNT.E E Ariiona Public Service Co 84/02/26 BISHDP.TH 
Division of Res ident. Reac tor Project & Engineering Programs 4pp 
229B8 029 24X Flche 90-928,84/02/26.3403120032 


8403120069 Final Deficiency Rept DER 83-10 re main steam relief vatves 
supplied by C-E ti mfg by Dresser Industries exceeding 
specified 9!1 bloudown limit Initially reported on 830226 
Deficiency determined not reportable per 1DCFR50 93(e) 

VAN BRUNT, E E Ariiona Public Service Co 84/02/26 BISHOP.T N 
Division of Resid ent . Reac tor Project *i Engineering Programs 4pp 
22591 129 24X Flche 50-320. 64/02/28. 6403120069 


B403I30449 Potential Deficiency Rept DER 83-64 re Target Rock pressure 
relief valves failing to meet prerequisite tests Final rept 
delayed until 840402 

VAN DRUNT.E E, Ariiona Public Service Co 84/02/28 BISHOP.T W 
Division of Resident. Reac tor Project S< Engineering Programs 2pp 
22613 212 24X Fiche 30-928.64/02/26,8403130449 


8403130461 Potential Deficiency Rept DER 63-68 ro Dorg Warner HP8I 
isolation valves failing to open against MP3I A b D pump 
flows Final will rept delayed until 840417 

VAN DRUNT.E E Arliona Public Service Co B4/02/2B BISHOP. T N 
Division o-f Resident. Reactor Project 6 Engineering Programs 2pp 
22613 359 24X Flche 50-928.84/02/28.8403130461 


B403200115 Interim Deficiency Rept DER 83-80 re Anchor Darling main 
feedwater isolation valves closing in 20 s.vlolatlng 5 s 
spec requirement Initially reported on 831122 Final rept 
ulll be delayed until 640403 due to extensive investigation 
VAN DRUNT.E E Arliona Public Service Co 84/03/02 BISHOP.T N 
Division of Resident. Reactor Project L Engineering Programs 2pp 
22683 359 B4X Flche 50-928,04/03/02.8403200115 


8403200160 Interim Deficiency Rept DER 84-07 re extension of Borg 
Warner valve stems U failure to provide corrective action 
stated In Rept DER 60-21 Initially reported on 840209 
Bechtel investigating corrections Final rept by 840416 
VAN DRUNT.E E Arliona Public Service Co 84/03/02 BISHOP.T U 
Division of Resident. ReaC toT Project U Engineering Programs 3pp 
22697 131 24X Fiche 90-329.04/03/02,8403200160 


8403200186 Interim Deficiency Rept DER 03-56 re discrepancies u/MSIVs 
mfg by Anchor-Darling Initially reported on B3080B 
Investigation ulll be finaliied by 840413 at uhleh time 
complete rept will be submitted 

VAN DRUNT.E E Arliona Public Service Co 84/03/06 BISHOP.T U 
Division of Resident, Reac tor Project 6 Engineering Programs 2pp 
22686359 24X Flche 30-328.84/03/08,3403200186 


8403200226 Interim Deficiency Rept DER 64-06 re defective absolute * 
deviation alarm modules supplied by Foxboro C-E requested 
that all alarm modules u/date Codes 8048-8132 be inspected 
for potential defect Next rept by 840612 

VAN DRUNT.E E Arliona Public Service Co 84/03/09 BISHOP.T H 
Division of Resld enti Reac tor Project << Engineering Programs 3pp 
22699 338 24X Flche 50-528,84/03/09.8403800226 


B4O323O039 Final Deficiency Rept DER-63-79 re ac interference spikes 
an lS9-vott dc bus exceeding spec Initially reported an 
831118 Deficiency deemed not reportable per 10CFR30 3S{a) 

VAN BRUNT, e E Ariiona Public Service Co 84/03/09 BISHOP.T M 
Division of Resident, Reac tor Project & Engineering Programs 4pp 
82730 302 24X Fiche 90-928,64/03/09,6403230039 
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8403230133 Final DefUientil Rapt DER 83-3? re IEEE-3B4 leparation 
criteria violated b</ wiring In poa t-acci d ent control room 
cabinet saleCy radiation monltorin!] cabinet Supplied bg 
Kamen Initrunenta t i on Item not reportable per 10CFR50 35<el 
VAM DROHr. e E Arllooa Public Service Co B4/03/0? BISHQPiT H 
Division of Reslden t ■ Reac tor Project ti Engineering Programs 3pp 
22730 134 34% Fiche 50-529. Bd/OG/O?. 8403230133 


8403230099 Final Deficiency Rept DER 83-72 re under si le ueldf In 
autlllarg bldg Initlallg reported on 831026 Condition 
determined not reportable per 10CFR50 55fe) 

UAN RRUWT.E E Arliona Public Service Co 84/03/14 OISMOP. T « 
Division of Res ident. Reactor Project t( Engineering Programs 6pp 
22728 3SA 24X Fiche 50-528.04/03/14.8403230099 


3403230019 Final Oeflciencg Rept OER a3-44i re ITT Sarton pressure 
transmitters supplied by C-£ not meeting overpressure 
requirements Caused by leaSiagp of metallic uashers << 
nethodelogg error during callbr Also reported per Part 21 
VAN GRUNT. E E ArlionP Public Service Co 84/03/ 15 DISHOP. T U 
Division of Resid ent. Reac tor Project C< Engineering Programs 7pp 
22724 393 24X Fiche 50-528.04/03/13.8403230019 


B403300096 Interim Deficiency Rept DER 84-08 re ITT Carton tiodel 763 
transmitters having errors of “2 to -3X of callbr span 
Dochtel corresponding w/C-E to. determine impact of design 
mods to transmitters 

VAN BRUNT. E E Arliona Public Service Co 84/03/16 BISHOP. T N 
Division of Re s Ident ■ Reac tor Project ft Engineering Programs 3pp 
22822 010 24X Fiche 30-328.84/03/16.8403300096 


B4033OOO2O Rev 1 to final Deficiency Rept OER 02-46 re ITT-Barton 
pressure transmitters supplied by C-£ failing to meet 
overpressure requiresents Initially reported on 820824 Also 
reported per Part 21 

VAN BRUNT. E E Ariiona Public Service Co 04/03/19 BISHOP. T W 
Division of Resident. Reactor Project 6 Engineering Programs 7pp 
22B22 171 24X Fiche 50-528.84/03/19.8403300020 


V Operator Eiamlnatlons 


6403290236 Foruards operations eir.f ence base . c ons 1 s t i ng of eiperience 
tables for presently licensed personnel Inadequate number of 
personnel meet 6-uk hot participation eiperience 
r equlrement 

VAN BRUNT. E E Arliona Public Service Co 84/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 17pp 22800 236 
24X Fiche 50-528.34/03/23.0403290236 


DOCKET STN-50~330 PALO VERDE NUCLEAR STATION. UNIT 3 
A Appl lea t 1 on/constr ui cion stage documents U correspondence 


840306039D Responde to FOIA request for 27 documents referenced in 1975 
EI5 re facilities C. simillar environ documents Fo-rwards Ap p 
A Documents I-IO Documents 11 h 12 available at HTIS 
FELTON.d f1 Division of Roles and Records 04/02/13 RVAN, J A 
Stretch. Lang. Ueeks V Cardan 2pp 23381 100 24X 

Fiche 50-328.84/02/13.3403080390 


— 8403080409 "Grounduater Conditions of Lower Haasayampa-Centennlal Area, 
Maricopa County. AZ “ Related Info encl 

a Harshbarger 6 Associates R— 900— 74— 2 74/06/30 83pp 

22381 219 24X Fiche 30-528.84/02/13.8403080390 


6403060431 Forwards request for addl info re open environ qua I i f lea 1 1 on 
of electrical equipment I terns for facility 

KNIGHTDN.G W Licensing Dranch 3 84/02/27 VAN DRUNT, E E 

Arizona Public Service Co 5pp 22550 007 24X 

Fiche 50-920,84/02/27.8403060451 


8403010212 Foruards response to 840206 tele on re draft rev to F8AR 
Section 3A 10 concerning lou preheat fillet oielding Lou 
preheat poses no concern, p rinc i pa 1 ly due to low 
hardenab 1 1 1 ty of base matls 

VAN BRUNT, E E Ariiona Public Service Co 84/02/28 KNIOHTON.O 
Licensing Branch 3 4pp 22433 279 24X Fiche 30-523> B4 /02/2B, 

8403010212 


8403280043 Notification of 840320 meeting w/util & C-E m Bethesda.ND 
to discuss proposed testing program to demonstrate adequacy 
of nods to RCS pumps ■ th ermouel Is. therma 1 sleeves 6 control 
element assembly shrouds 

LICITRA.E A Licensing Branch 3 84/02/29 KNICHTON. G H 

Licensing Branch 3 3pp 22812 36t 24X Fiche 50-528.84/02/29. 

8403280043 


8403090130 Advises that proposed leak rate acceptance criteria for Tech 
Spec limiting conditions for operation unacceptab le. since 
criteria less restrictive Chan 1 gpm leak rate Imposed on 
near-torm OLs 

KNIOHTaN. e W Licensing Branch 3 84/03/01 VAN DRUNT. E E 

Arliona Public Service Co 2pp 22392 301 24X 

Fiche 50-920.84/03/01.8403090130 


8403150094 Forwards outstanding item list for PDR List also submitted 
to util 

JOHNSON. P H Region 3. Office of Director B4/03/0B ALEXANDER.] 
Region 5. Office of Director 14pp 22641 190, 24X 

Fiche 50-928.84/03/08.0403150094 


8402090041 Doard Notification 84-090 provides Commisston policy 
statement & proposed rulemaking on environ qua 1 1 f 1 cations 
EIBENHUT. D G Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 50-000.84/03/14.0402090041 


8403160046 Forwards updated preliminary description <Rev 1) for RCS 
demonstration test 

VAN BRUNT. E E . R00ER8, A C Arizona Public Service Co 84/03/14 
KNIGHTON. G Licensing Dranch 3 2pp 22639 169 24X 

Fiche 90-528,84/03/14.0403160048 


— 8403160032 Rev 1 to ”RCS Demonstration Test " 

« Ariiona Public Service Co 84/02/29 Spp 22639.171. 24X 

Fiche 50-920,84/03/14.8403160048 


B40316O063 Notifies that add! info I. schedule re electrical equipment 
environ qual 1 f icat ion program will be submitted by 840326, 
per 840227 request 

VAN DRUNT. E E Arliona Public Service Co 84/03/14 KNIOHTON.O 
Licensing Branch 3 Ip 22632 326 24X Fiche 90-925,04/03/14. 

8403160069 


B40329O236 Forwards operations eiperience base, consisting of eiperlenfe 
tables for presently licensed personnel Inadequate number of 
personnel meet 6-uik hot participation eiperience 
requirement 

VAN BRUMT.E E Arliona Public Service Co 84/03/23 DENTON, M H 
□fflce of Nuclear Reactor Regulation. Director 17pp 22B00 236 
24X Fiche 50-528.84/03/23,8403290236 


C Utility Environmental Report (ER). amends t. correspondence 


84030B0390 Responds to TDIA request for 27 documents referenced In 1979 
EI8 re facilities 6 slmlliar environ documents Forwards App 
A Documents 1-10 Documents 11 V 13 available at NTI9 
FELTON.J M Division of Rules and Records 84/02/13 RVAN, J A 
Strelch. Lang. Heeks 6 Cardon 2pp 22381 IBO 24X 
Fiche 90-528.84/02/13,8403080390 


--8403060400 Discusses review of environ rept re transmission lines 
crossing Indian reservations Tribal council consent should 
be obtained for rlght-of-uiay before environ rept published 
Related info encl 

* Interior, Dept of. Bureau of Indian Affairs 74/18/11 
REOAN. W H Atomic Energy Commission - Deputy Director for Raactor 
Projects Spp 22581 184 24X Fiche 90-328, 84/02/13, 0403080390 


0 NRC Draft/Flnal Environmental Statements, suppls (< correspondence 


64030B03B3 FOIA request for 27 documents referenced in 1979 EI3 re 
facilities 5 simillar environ documents List & news articles 
and 

RYAN. J. A Strelch. Lang, Weeks 1, Garden 84/01/17 Office of 
Administration 9pp 22301 171 24X Fiche 90-328,84/01/17, 

8403080309 


0403080390 Responds to FOIA request for 27 documents referenced In 1975 
EIB re facilities t< simillar environ documents Forwards App 
A Documents 1-10 Documents 1 1 6 12 available at NTI8 
FELTON.J M Division of Roles and Records 84/02/13 RYAN.J A 
Strelch. Lang, Meeks 6 Cardon 2pp 22501 180 24X 

Fiche 50-528,84/02/13,8403080390 


— 8108270490 Submits Geosciences Dranch DEB input Updated summary of 
geology 6 seismology section FSAR will be included In 8ER 
JACKSON.R E Geosciences Dranch 81/08/14 MIRAGLIA.F 
Licensing Oranch 3 2pp 22501 182 24X Fiche 30-528,84/02/13, 

8403000390 


— 8403080406 Comment on DE8, per 730414 request Statement somewhat biased 
toward project More detailed maps of pipeline ft transmission 
line corridors should he provided In final statement, 

»0«EMU8r8 D Interior, Dept of 79/07/23 REOAN Division Of 
Reactor Licensing (NRR-197S only) 29pp 22581 189 24X 

Fiche 90-928,04/02/13,8403000390 
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a403S9034l Rfisponiis to FOIA renueat for records re focilltii Ltr dtd 
B401I7 failed to meet criteria for waiver of reproduction 
coats Forwards App A documents Address of Phoenii UPPR 
1 i sted 

FELTON. vJ M Division of Rules and Records 04/03/27 HYAN. J A 
Stretch. Lang. Neeks (< Cordon 3pp 22S19 OIB 24X 
Fichs 80-538.84/02/27.8403390341 


— B4O3390344 DRAFT ENVIRONMENTAL STATEMENT RELATED TD CONSTRUCTION OF 
PALO VERDE NUCLEAR GENERATINO STAI ION. UNITS 1. 2 *. 3 Docket 
Nos SO- 928, 90-929 ti SO-930 

* Office of Nuclear Reactor Regulation. Director NOREG-79/023 
73/04/30 179PP 22815 301 24 X Flche 50-528.84/02/37. 

8403390341 


E NRC Safety Evaluation Report (SER). suppls & correspondence 


8403020005 Forwards info requested in SSER 9 (NURE0-0B57) re tests 
performed for c-E on load limiting devices in reactor vessel 
lower key horliontal supports 

VAN BRUNT, E E Ariiona Public Service Co B4/O2/i0 KNIGHTON. G 
Licensing Branch 3 9pp 22442 201 24X Flehe 50-529,04/03/10, 

8403020005 


©403090012 Forward* “High Pressure Safety Injection Pump, " mechanical 
environ qualification rept.per SSER 3 (NURE0-0B97) 

VAN BRUNT, E E Arliona Public Service Co 84/02/29 KNIGHTON, 0 N 
Licensing Branch 3 2pp 22566 001 24X Flche 50-520,84/02/29. 

8403090012 


—8403090014 "High Pressure Safety Injection Pump,” mechanical environ 
qualification rept 

MALLBR.R E Bechtel Corp V-PAK-4B1 84/01/12 19Bpp 
22S68 004 24X Flche 30-538,94/02/29,8403090012 


P Security, modical, emergency t< fire protection plane 


8402090006 Board Notification 84-034 forwards R Vo 11 mar 640206 memo to 
D Elsenhut re fire research results concerning fires in 
electrical cabinets in control room 

EISENHUT.D O Division of Licensing 84/02/23 PALLADINO 
Commissioners ip 22576303 S4X Flche 50-000,84/02/23. 
8402090006 


— 8403080316 Recommends that info re fire research results concerning 
fires In electrical cabinets In control room be submitted 
for board notification, per NRR Ofc Ltr I9,dtd 821001 Further 
evaluation of test data required 

VOLLMER.R H Division of Engineering 94/02/06 EiaENHUT, 0 G 
Division of Licensing lOpp 22576 204 24X 

Fiche' 50-000, 04/02/23. 8402090006 


8403260014 Requests removal of App F 6 G from Rev 2 to Emergency Plan 
Imp 1 amentlng Procedure 7, pet Generic Ltr 81-27 6 CM Knighton 
840214 ltr informing that util must request withholding of 
private or unlisted telephone numbers 

VAN BRUNT, E E Arliona Public Service Co 84/03/19 KNIGHTON, 0 W 
Licensing Branch 3 9pp 22750 29B 34X Flche SO-528, 84 /03/ 1 9, 

0403260014 


0 Inspection reports, IE Bulletins tt correspondence 


6402140014 FOIA request for records re NRC const assessment team (CAT) 
insp at facilities 

BERNABEl.L Government Accountability Project 83/10/07 Office 
of Administration 2pp 22294 001 24X Flche 50-928,93/10/07, 

8402140014 


8402140018 Responds to FOIA request for records re NRC const assessment 
team <CAT) Insp at facilities Forwards App A documents 
Documents also In FOR App B documents listed for review to 
identify specific interest 

FELTON. U N Division of Rules and Records B3/12/20. GARDE, 8 P 
Oavernmant Accountability Project IBpp 22294 003 24X 

F i c Jt e SO-928, 03/ 1 3/20. 0402 1 4 00 le 


— 9408140022 Summarlxes civil insp items, Bechtel 830929 ltr re relnsp 
of nuclear pipe hangers (Q class) It related Info end 
VORDERBROEGGEN Region 9, Office of Director 03/09/19. NARBUT.P 
NRC - No 0«tall«d Affiliation Given 60pp. 23254:021 24X 

Flche 90-920,83/12/20,8402140010 


—9402 1 40031 Comment* on review of draft writeup on NDE Rewrite 
requested Related info end 

NARBUT.P NRC - No Detailed Affiliation Given 83/09/27 
KERCH, H NRC - No Detailed Affiliation Given. 41pp 22854,094 
24X Flehe 50-928.83/12/20.0402140018 


— 8403140032 Summary of 830916 exit Status meeting lu/fttC const appraisal 
team re 030907—16 insp 

IDE.W E Ariiona Public Service Co 03/09/19 ROEDEL, J A 
Ariiona Public Service Cu 6pp 22294 137 24X 

ricbO 30' 528, S3 /1 2/ 20. 0402140010 


— 8402140036 Forwards marked-up draft insp scope t< objectives Related 
Info one! 

ALBERT, U 0 Region 5, Office of Director 03/09/21 VOUNO, T 
Region 3, Office of Director 18pp 22254 143 34X 

Flche 30-520, 63/12/20, 8402I4001B 


"8402140043 Provides list of NDE repts available from imp activities 
completed w/NRC mobile NDE van at facility, per FOIA request. 
Related info end 

EDNETER.S D Region 1, Office of Director 63/11/19 
ALEXANDER.! H Region 9, Office of Director 99pp 22235 334 
24X Fiche 90-329.83/12/20.8402140010 


— B4O214O04B Rev O to “Polo Verde Station HP6I 3ys Electrical {< 
Instr umentatlon Const Audit Insp," final rept Related Info 
one 1 

■» zytor. Inc NRC-IE-82/83-46C 83/10/04 I58pp 82296 063 

24X FlChe 90-528,83/12/20.0402140018 


— 8402140092 Provides resolution for loose bolts on structural steel 
found during nRC const assessment team (CAT) insp Item 
considered closed Related info end 

FORRESTER, R D Ariiona Public Service Co 03/09/26 IDE.M E 
Ariiona Public Service Co 3pp 32256 221 24X 

Fiche 50-928,83/12/20.8402140018 


8401890072 IE Info Notice 84-13. "Potential Deficiency In Motor 
Operated Valve control Circuits 6 Annunciation “ Sve list 
oncl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830t03> 0.1/02/23 Consolidated Edison Co of New 

York. Inc 119pp 22909 2J9 24X Flche 50-000. 04/02/23. 0401 190072 


0402090007 IE Info Notice 84-14, ''Highlights of Recent Transport 
Regulatory Revs by DOT 6 NRC '* Sve list end 

GRACE, J N Division of OA, Safeguards !c Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22992 329 24X Fiche 90-000, 04/03/02, 8402090007. 


8402090000 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list end 

JORDAN.E L Division of Emergoncy Pieparedness 6 Engineering 
Response (Post 830103 ) 04/03/02 Consolidated Edison Co of New 

VorJl, Inc 122pp 22553 098 24 X Fiche 50-000,04/03/03.8402090008 


8402090009 IE Info Notice B4-I9. "Reporting of Radiological Releases 
8vc list end 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post S3010J) 84/03/02 Consolidated Edison Co of New 

York. Inc 1 19pp 22593 217 24X Flehe 90-000, 04/03/02, 0402090009 


8402090011 IE Info Notice 04-17. “Problems U/Llqutd Nitrogen Cooling 
Components Below Nil Ductility Temp “ 8vc list end 
JORDAN, E L Division of Emergency Prepare<fnes s 6 Engineering 
Response (Post 3301031 64/03/05 Consolidated Eifisan Co of New 

York, Inc il7pp 22553 336 24Y Fiche 50-000,84/03/05,8402090011 


0403140024 Informs that pingbam-Hl 11 1 amette spare flange piece wilt be 
replaced by 640419 instead of 840239. due to problems 
encountered w/vendor, per IE Bulletin 33-06, "Nonconforming 
Matls Supplied By Tube-Line Corp “ 

VAN BRUNT, E E Ariiona Public Service Co 84/03/05 MARTIN, J D 
Region 9, Office of Director Ip 22633 217 24X 

Flche 90-328,04/03/05,0403140024 


6402090024 IE Info Notice 84-09, Rev I, "Lessons Learned From Insp* of 
Fire Protection Safe Shutdown Sys " Sve list end 
J'ORDAM.E L Division of Emergency Pi eparedness ti Eng inesr Ing 
Response (Post 030103 ) 04/03/07 Consolidated Edison Co of New 

York. Inc llBpp 32639 049 34 X Flche 50-000,04/03/07. 6403090024 


840209DO2B IE Info Notice 04-13, "Stress Corrosion Cracking In PMR 
Sys “ 8vc list end 

JORDAN.E L Division of Bmorgancy Preparedness 6 Engineering 
Response (Post 8301031 84/03/07 Consol Idated Edison Co. of New 

York. Inc llOpp 225S4 IB6 24X Fiche . 50-000, 84/03/07, 0402090028 


8402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays In Use in 
Class IE Safety Sy* " 9vc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 94/03/12 Consolidated Edison Co of New York, Inc 

134pP 22823 094 24X Flche 50-000. ©4/03/12, 8402090031 
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B‘10a(J90043 IE Info Not see B4-I9, "Tuo Everts Involvlnj Ur»u t h ori led 
Entries into PHR Reactor Cavities “ Sve list and 
JORDAN) E L Division of Emergencij Preparedness & Eng inear ing 
Response (Post 8301031 04/03/21 Consolidated Edison Co of Neu 

York. Inc 123pp 22823 aa*? 24X Ftche SO-OOD. B4 /03/2I > 8402090043 


8402090044 IE Info Notice 84-20. "Sve Life of Relays in Safa ty -Related 
Sys " Sve list enc I 

JORDAN. E U Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York. Inc I39pp 22933 001 24X Fiche 30-000.84/03/21.8402090044 


S Reportable occurrences. LERs U related correspondence 


8403090087 Interim Deficiency Rapt B3-B1 re Schedule l&O SS pipe 
supplied by Oul fal 1 ogi Inc . con taining tnfg min mail thlclness 
defect Initially reported on 831128 No neu Infe presently 
available Final rept expected by 840417 

VAN BRUNT, E E Ar Ilona Public Service Co 84/02/22 BISHOP. T W 
Division of Res iden t, Reac tor Project U Engineering Programs 2pp 
22573 325 24 X Fiche 50-528.84/02/22,8403090097 


□403090258 Interim Deficiency Rept DER 83-75 re improperly torqued 
bolts securing \iUO DOlStSA, panel filler aisefflb 1 i es. supp 1 led 
by Fosboro Ne new info available at present time Final rept 
mill be submitted by 840419 

VAM BRUNT. E E Ariiona Public Service Co 84/02/22 BIBHDP.T W 
Olvlsion of Resident, Reac tor Project U Engineering Programs 2pp 
22572 211 24X Fiche 30-928.84/02/22,8403090253 


840321003S Part 21 rept re failure of auxiliary feedwater pump drive 
turbine s. Oxmpe 1 NPS-4 T&T valve, to close. End 1 tr dtd B402O3 
sent to listed utils CE notified of affected units in BUR 
P 1 ants 

THEROUX. R R Terry Corp 84/02/22 WOODRUFF, R W Director's 
Office. Office of Inspection and Enforcement frpp 2270& 327 24X 

Fiche 50-000.84/02/22-8403210032 


B402290008 Forwards response to listed items Identified in 840123 
telcon request for info generated based on preliminary 
review of 831230 deficiency rept re missing thermal liner in 
safety Injection sys line Ends withheld 

VAN BRUNT. E E Ariiona Public Service Co 84/02/24 KNIfiHTDN.O 
Licensing Branch 3 3pp 22S1A 186 24X Fiche 50-528.84/02/24, 

8402290000 


8403090096 Deficiency Rept DER 93“73 re unqualified Foitoro power 
supplies Installed in IE instrument cabinets Initially 
reported on 831027 No new Info presently available Next rept 
will be provided by B40425 

VAN BRUNT, E E Ariiona Public Service Co 84/02/24 BISHOP. T U 
Division of Res 1 d eni. Reac tor Project 1. Engineering Programs 2pp 
22376 179 24 X Ftche 50-528,84/02/24.8403090096 


8403090167 Interim Deficiency Rept DER 82-80 re low insulation 
resistance on Installed Conax electrical penetrations not 
meeting qualification test criteria Initially reported on 
821217 Final rept delayed until 840425 

VAN BRUNT. E E Ariiona Public Service Co 84/02/24 BISHOP. T W 
Division of Res I den t. Reac tor Project & Engineering Programs 2pp 
22579 116 24X Fiche 50-528.84/02/24.8403090167, 


3403060429 Requests addl info needed to complete evaluations of & fixes 
for reactor coolant pump problems encountered during hot 
functional testing Response requested within 2 wit 
KNIOHTON.O H Licensing Branch 3 84/02/27 VAN BRUNT, E E 

Ariiona Public Service Co 3pp. 22532 210 24X 

Fiche 30-528. 84/02/27. 3403060429, 


8403120032 Final Deficiency Rept DER 83-70 re wiring in emergency 
response facility cabinets supplied by Energy. Inc not in 
conformance W/IEEE-3B4 criteria Initially reported on 
831011 Drawings resubmitted Also reported per Part 21 
VAN BRUNT. E E Ariiona Public Service Co 34/02/28 BISHOP. T N 
Division of Res Ident. Reac tor Project t. Engineering Programs, 4pp 
22988 025 24X fiche 50-528, B4/0S/BB. e403120032 


34(33120069 Final Deficiency Rept DER 83-10 re main steam relief valves 
supplied by C~E 6 mfg by Dresser Industries exceeding 
specified 5‘4 blowdown 1 Imi t. Ini tia 1 ly reported on 830226 
Deficiency determined net reportablo per 10CFR90. SS<e> 

VAN BRUNT. E E Ariiona Public Service Co 84/02/28 BISHOP, T.W 
Division of Res i d ent. Reac tor Project & Engineering Programs 4pp 
22391 129. 24X F i c h B , 90- 528 , 84/02 / 28, 84 03 1 20 069 


8403130449 Potential Deficiency Rept DER 83-64 re Target Rock pressure 
relief valves falling to meet prerequisite tests Final rept 
delayed until 840402 

VAN BRUNT. E E Arizona Public Service Co 84/02/23 BISHOP, T M 
Division ef Resident. Reac tor Project t. Engineering Programs. 2pp 
22613 212 24X Fiche 50-528,84/02/28,8403130449 


B403130461 Potential Deficiency Rept DER 63-68 re Borg Warner HP81 
Isolation valves failing to open against HPSI A 6 □ pump 
flows Final will rept delayed until 040417 

VAN BRUNT. E E Aril one Public Service Co 84/02/28 BISHOP. T U 
Division of Resident. Reac tor Project 6 Engineering Programs 2pp 
22613 355 24X Fiche 50-920,84/02/28,8403130461 


8403200115 Interim Deficiency Rept DER 83-80 re Anchor Darling main 
feedwater isolation valves closing In 20 s.vlblating 5 s 
spec requirement Initially reported on 031122 Final rept 
will be delayed until 840403 due to extensive Investigation 
VAM BRUNT. E E Ariiona Public Service Co 84/03/02 BISHOP, T H 
Olvlsiun of Res 1 dent, Reac tor Project h Engineering Programs 2pp 
22609 399 24X Fiche 50-528,04/03/02,8403200119 


B403200160 Interim Deficiency Rept DER 04-07 re extension of Borg 
Warner valve stems 6 failure to provide corrective action 
stated In Rept DER 80-21 Initially reported on 040209 
Bechtel investigating corrections Final rept by 840416 
VAN BRUNT. E E Ariiona Public Service Co 04/03/02, BISHOP, T U 
Division of Resident, Reac tor Project t, Engineering Programs 3pp. 
22697 131 24X Fiche 50-529,84/03/02,0403200160 


B4032001B6 Interim Deficiency Rept DER 83-96 re discrepancies ui/HSIVi 
mfg by Anchor-Darling Initially reported on 830008 
Investigation wilt be flnalixed by 840413 at which time 
complete rept will be submitted 

VAN BRUNT, E E Ariiona Public Service Co 84/03/08 BISHOP, T W 
Division of Resident, Reac tor Project 6 Engineering Programs 2pp 
22606 399 24X Fiche 90-920,84/03/08,0403200186 


8403200226 Interim Deficiency Rept DER 04-06 re defective absolute (k 
deviation alarm modules supplied by Foxboro C-E requested 
that all alarm modules w/date Codes 8048-0192 be inspected 
for potential defect Next rept by 040612 

VAN BRUNT, E E Ariiona Public Service Co 84/03/09 BISHOP. T H 
Division of Resident, Rear tor Project 6 Engineering Programs 3pp 
22699 390 24X Fiche 90-928,04/03/09,0403200226 


B403230D39 Final Deficiency Rept DER-83-79 re ac interference spikes 
on 129-volt dc bus exceeding spec Initially reported on 
031118 Deficiency deemed not reportable per lOCFRSO 99(e) 

VAN BRUNT, E E Ariiona Public Service Co 84/03/09 BISHOP, T.M 
Division of Resident, Reac tor Preject & Engineering Programs 4pp 
22730 302 24X Fiche 50-920.04/03/09,8403230039 


8403230086 Final Deficiency Rept DER 03-60 re failure of wiring in 
Vitro main steam U feedwater activation sys to meet IEEE-384 
separation criteria Condition determined not reportable per 
10CFR90 93(e) 

VAN BRUNT, E E Ariiona Public Service Co 04/03/07 BISHOP, T W 
Division of Resident. Reac tor Project 1, Engineering Programs 4pp. 
22724 339 24X Fiche 90-930.04/03/09,0403230086 


8403230099 Final Deficiency Rept DER 03-72 re undersixe welds In 
auxiliary bldg Initially reported on 031026 Condition 
determined not reportable per 10CFR50 59(e) 

VAN BRUNT, E E Arizona Public Service Co 84/03/14 BISHOP.T.M 
Dlvlslan of Resident, Reac tor Project (< Engineering Programs 6pp 
22720' 356 24X Fiche 90-528,04/03/14,0403230099 


B403230019 Final Daflcioncy Rept DER 02-46 re ITT Barton pressure 
transmitters supplied by C-E not meeting overpreseure 
requirements Caused by leakage of metallic washers h 
methodology error during caiibr Also reported per Part 21 
VAN BRUNT, E E. Ariiona Public Service Co 84/03/19 BISHOP, T W 
Division of Resident, Reac tor Project & Engineering Programs 7pp 
22724 393 24X Fiche 50-920,84/03/15,8403230019 


8403300096 Interim Deficiency Rept DER 64-00 re ITT Barton Model 763 
transmitters having errors of -2 to -3V. of caiibr span 
Bechtel corresponding w/C-E to determine Impact of design 
mods to transmitters 

VAN BRUNT, E E Arizona Public Service Co 84/03/16 B18H0P.T W 
Dlvlslan of Resident, Reac tor Project (< Engineering Programs, 3pp 
22022 010. 24X Fiche 50-520,84/03/16,0403300096 


8403300020 Rev 1 to final Deficiency Rept DER 02-46 re ITT-Barton 
pressure transmitters supplied by C-E failing to meet 
overpressure requirements Initially reported on 820824 Also 
reported per Part 21 

VAN DRUNT.E E Ariiona Public Service Co 84/03/19. BISHOP, T W 
Division of Resident, Reactor Project ti Engineering Programs 7pp. 
22022.171 24X Fiche 50-528,04/03/19,8403300020 


V Operator Examinations 


8403290236 Forwards operations experience base, cons t sting of experience 
tablet for presently licensed personnel Inadequate number of 
personnel meet 6-wk hot participation experience 
requirement 

VAN BRUNT, E E Arizona Public Service Co 84/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director t7pp 22800 236 
24X Fiche 50-920,04/03/23,8403290236, 



DOCKETED ITEMS 


DOCKET 90-837 CLINCH RIVER BREEDER REACTOR 


A Appl icatlon/canstruetion stagr docuAiant# it correspond enci 


B4030902I? Foruardf applicant ratponses to Commission 811SZ4 arder< on 
bthalf 0 # Project Hgt Corp it TVA 

CHIPHANfO L Enargv< Otpt of BS/Ol/ie PAULADtN0>J4 J i 
OILINSKV. V , ROBERTSrTF C omml i sioners lOlpp 22574:160 SiX 
Plche 80-537.82/01/18.0403090817 


8403080014 Partial responio to FOIA reaueit for seven categoPlei of 
documents re NRC reg 1 oral 1 ta tlon program App a documents In 
PDR.Ravleu of remaining documents Incomplete 

FELTON. J M Division of Rules and Records 83/12/16 LOWENTHAL. J 
Nuclear Information it Resource Service 3pp 28498 S48, 24X 

Flche, 80-000. 83/12/16. 8403020014 


— 8403020081 Inforffle that MK Udall Subcommlttie on Energy 4c Environ 
marked-up 4. reported 1984-85 NRC author 1 lation bill to 
Interior Committee for future consideration NRC 
authorliation bill H R 2810 U 830430 amenda and 
KAMMERER.C Office of Congressional Affairs 83/04/20 
PALLADINO, OILINSKV. AHEARNE Commissioners. llpp 32493 336 
24X Flche 90-000.83/12/16.8403030014 


8403080090 ForiUarde Page 19 Inadver benbly omitted from 84D227 
tranemiital of draft CRBR plant redress plan. Related 
correepondencc. 

OROSBi P J Energy. Dept of. Clinch River Breeder Reactor Plant 
04/03/02 KINO. T Clinch River Breeder Reactor Program Office 
2pp 28889 865. 24X Flche 50-537.04/03/02.3403000090 


0403060357 Forwards "Bite Redress Plan " Minor clarifications it 
corrections to draft plan submitted 840827 made In response 
to NRC commente 

OAVIOAN. F X Energy. Dept of 84/03/05 KINfi. T Clinch River 
Breeder Reactor Program Office Ip 22519 169 24X 

Flche* 50-537. 84/03/05. 8403060397 


—0403060360 "Site Redrets Plan '' 

a Energy, Dept of 84/03/31 36pp 22519 170 24X 

Flche 50-537.04/03/05,0403060357 


8403230816 AN ASSESSMENT OF CRBR CORE DISRUPTIVE ACCIDENT ENEROETICS 
THE0FAN0U8, T 0 . BELL.C R. Los Alamos Scientific Laboratory FIN 
A-7a71 NUREO/CR-3224 04/03/31 Clinch Rivar Breeder Reactor 

Program Office 436pp Available at NRC >8 50 22740:001. 24X 

Flche. 80-537. 84/03/31. 0403230216 


0 Adjudicatory correspondence 


B4030S006B Hemorandun it order denying appeals of ASLB determlnatlan 
to limit Intarvenor participation in proceedings on remand 
to limited eppcarance s ta temen t. Op 1 nion of Dr Johnson end, 
TOMPKINS. B A Atomic Safety and Llcinslng Appeal Panel 84/02/2? 
16pp 22490 164 24X Flche 50-537.04/02/29.0403050060 


8403020100 Forwards Page IS of CRDR program redress p Ian. inadvsrtsn tly 
omitted from 840227 transmittal Cartlficata of Sve and 
EDOAR. 0 L. Newman it Holtilngar EDOAR.O L Project Management 
Carp 84/03/01 MILLER, M E . HAND. C. . LINENBERCER, Q Atomic Safety 
and Licensing Board Panal, Spp 22442,096 24X 

Flche, 50-537. 84/03/01, 8403020100. 


6403060082 Petition for review of Appeal Board 840229 mimorandum li 
order readmitting Intarvenors to proceeding* Intarvenor 
participation will protract proceeding for project which is 
terminated. Certificate of Sve end 

EDOAR. 0, L Project Management Corp LUCK. N D Energy. Dept, of, 
84/03/08, 4pp 22916 348 24X Ficha 30-337.84/03/05,0403060002 


8403090086 Forwards final CRBR site rodreis plan for review S. approval 
Related corretpondence W/o end 

OAVIOAN. F.X, Energy, Dept of 84/03/08, KINO, T Clinch River 
Breeder Reactor Program Office ip 28378,349 a4X 
Ficha, 80-837. 84/03/05. 8403090056 


8403090086 Confirm that ASLB intends to vacate notici of B403I4 
confaranca it reschedule later data due to delay in funding 
for reyifU of radrass plan t< possible lack of availability 
of one ASLB member. Certi ficate of 8vc and 

EDOAR. 0. L. Neuman ii Holttinger EDOAR, O.L Project Management 
Corp 04/03/08, MILLER, M.E , HAND, C, , LlNENBEROER.O Atomic Safety 
and Licensing Board pant I. Spp, 28579:320, 24X 

Ficha* 90-937. 84/03/Oe, B4030900B6, 


8403190047 Informs of receipt 6 consideration of G4030S petition for 
Commission review of ALAD-761 re readmitting interveners to 
proceeding Staff prepared to file brief addressing issues in 
event Commission grants petition for review 

TREBY, 8 A Hearing Branch 1 84/03/18 CHILK.S J Of flea of the 

Secretary of the Commission Ip 22666 250 24X 

Flche 30-837,04/03/15,8403190047 


8403190120 Answer to applicant petition for review of A8LD 840229 
mernorandum 6 order re CRBR LHA proceedings on site redress 
plan Intervenors main concern Is that redress be rapid V 
e ff ec 1 1 VB N/Cer 1 1 f icat e of Sve 

FINAMQRE.B A Natural Resources Defense Council FINAMORE.D A 
Sierra Club 04/03/(5 C oirm 1 s s 1 o ner s lOp 22666 276 24X 

Flche 50-537,84/03/15,8403190120 


DOCKET 80-930 MEMPHIS STATE UNIV RESEARCH REACTOR 


R Periodic operating reports 1, related correspondence 


8403230060 "Annual Rept of Nuclear Reactor Op erat 1 one, 1983 " W/a403l7 
1 tr 

JONES, D N < DIETZ. R L Memphis State Vnlv . Memphis. TN 83/12/31 
lapp. 22730* 834 24 X Ficha 80-930,03/12/31.3403230060 


DOCKET 8TN-9 0-846 MARBLE HILL NUCLEAR STATION, UNIT I 


A Appl leak 1 on/constr uct 1 on stage documents it correspondence 


8403000179 Fourth partial response to FQIA request for sii catagorles 
of documents re facllitiai Forwards App A documents App 8 
document entirely withheld (ref FQIA Eiimptlon 8) Review of 
addl documents lubj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON- 3 I 
Oarvty. Schubert. Adams 6 Oarer 7pp 22803 286 24X 

Ficha 30-000,04/02/13,8403000179 


F Eecurlty. medical, emergency it fire protection plans 


8403120030 Notifies of 04O3S3 workshop on fire protection safe 
shutdown requlramanta of 10CFR80, App R in Rosamont. IL bo 
discuss IE Info Notice 84-09 l< provide addl shutdown 
analyses (./or mod g uldanee. Agenda end 

SPE6SARD, R L Division of Emergency Preparedness ti Operational 
Buppnrt 84/03/06 SHIELDS. S M Public Service Co of Indiana. 
Inc Spp 22806 202 Z4X Flche 50-546.04/03/06,0403120088 


0 Inspection reports. IE Bulletins ti correspondence 


8401190072 JE Info Notice 04-13. "Potential Deficiency (n Motor 
Operated Valve Control Circuits it Annuncletlon " Sve list 
one 1 

JORDAN. E L Division Of Emergency Proper ed'nai s & Engineering 
Response (Post 8301031 04/02/28 Consolidated Edison Co of New 

York. Inc USPP 22909 239. 24X Flche 50-000, 84/02/28. 0401190072 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT t< NRC " 8vc list end 

ORACE. J N Division of QA. Safeguards (< Inspectton Programs (Past 
8301031 84/03/02 Consolidated Edison Co of New York, Inc, 

130pp 22552 329 24X Flche 80-000,84/03/02,8408090007, 


8402090000 IE Info Notice 84-16, "Failure of Automatic Qprinktar Bys 
Valves to Operate." Sve list and 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response IPost 030103), 04/03/02 Consolidated Edison Co of New 

York. Inc 128pp 22533 098 24X Flche 50-000.84/03/02,8402090000 


8402090009 IE Info Notice 84-15, "Reporting of Rad 1 slog 1 cal Releases " 
Sve list end. 

JORDAN, E L Division of Enrurgency Preparedness * Engineering 
Rasponas (Post 0301031 04/03/02 Consol 1 dated Edison Co of New 

York. Inc il9pp 22583 217 24X Ficha 50-000, B4/03/02, 0402*090009 


0408090011 lE Info Notice 84-17, "Problems M/Llquld Nitrogen Cooling 
Componenbi Oelou Nil Ductility Temp " Sve list enci 
JORDAN. E L Division of Emergancy Praparadnes s ti Enginaaring 
Response (Post 030103) 84/03/05 ConsoUdated Edison Co of Mew 

York, Inc, 117pp 82553 336 24X Ficha 50-000,84/03/05.0408090011 


B4020900S4 IE Info Notice 84— 09, Rev 1. "Lessons Learnsd From Insps of 
Firs Protection Safe Shutdown Sya " Bve list end. 

JORDAN. E L Division of Emergency Preparedness it Englnesring 
Rsspnnsa (Post 830103) 84/03/07. Consolidated Edison Co. of New 

York, Inc 118pp. 22635 049. 24 X Flc ho. 80-000, 84/03/07. 8402090024 
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DOCKETED ITEMS 


840207002G IE Infa Notice 64-19. “Stress Corrosion Crocking In PHFl 
Sgs " Svc list end 

JGRDANiE L Division of Emergency P r epar e lines s 1< Engineering 
Response (Post 3301031 84/03/07 Consolidated Edison Co of New 

York. Jnc llSpp 22504 106 24X Fiche 50-000. 84/03/07 i B40209002B 


04020170031 IE Bulletin 04-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

OEVQONO.R C Director's Office, Office of Inspection and 

Enforceitent D4/03/I2 Consolidated Edison Co of Neu York, Inc 

134pp 22323 074 24X Fiche 50-000, 04/03/ I 2i 040209003 1 


8403190235 Discusses Dept of Labor decision re 030120 termination of 
electrical contractor personnel it fcirwards notice of 
violation 

KEPPLER.J e Region 3, Office of Director 04/03/14 SHIELDS, S H 
Public Service Co of Indiana, Inc 2pp 22673 IB6 24X 
Fiete 30-546,84/03/14,3403190286 


— 8403190294 Notice of violation based on investigation b hearing by 
Dept of Labor Hone omp I ian c e noted d i scr in 1 na 1 1 on by licensee 
or contractor agalnit employee for engaging In certain 
protected activities 

KEPPLER, JG Region 3, Office of Director B4/03/I4 2pp. 
22673 183 24X Fiche 30-546184/03/14,8403190286 


8402090043 IE Info Notice 84-19, “Tup Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Bve list enc I 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 84/03/21 Consolidated Edison Co of Neu 

Vorl, Inc I23pp 22023 229 24X Fiche 50-000,84/03/21,8402090043 


0402090044 IE Info Notice 04-20, "Bve Life of Relags in Safety-Related 
Sys “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response (Post 030103) B4/03/2t Consolidated Edison Co of Neu 

York, Inc 135pp 22933001 24X Fiche 50-000,04/03/21,8402090044 


S Reportable occurrences, LERs & related correspondence 


8403140122 Part 21 rept re status update concerning abnormal urear on 
linear converters Test program underuay Results of 
investigation indicate excessive uear caused by hunting of 
control circuitry 

D0DS0N.jp Pacific Air Products Co 94/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 22624 068 24X 

Fiche 50-000,84/03/09.8403140122 


6403270219 Part 21 rept re broken contact carrier in control device of 
7 5 IV-IS kV, 500-750 (^VA, 5 kV 350-3,000 6 alt HRV circuit 
breakers Initially reported on 030223 Addenda to 
installation u malnt procedures sent to affected units 
DUVALL, D 0 Broun Ooverl Corp (subs of Broun Boveri I, Co , Ltd 1 
64/03/19 Record Services Branch (Document Control Desk). 5pp 
22772 114 24X Fiche 50-000,84/03/19,8403270219 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION, UNIT 2 
A Appl ic atlon/cons true tl on stage documents (k correspondence 


8403000179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App fl 
document entirely withheld (ref FOIA Exemption 5) Revieu nf 
addl documents sulij to request continuing 

FELTON, J M Division of Rules and Records 34/02/13 ANDERSON, S t 
Oarvey, Schubert, Adams N Barer 7pp 22S03 226 24X 

Fiche 50-000,34/02/13,8403080179 


F Saclirity, medical, emergency 6 fire protection plans 


B4C312OOS0 Notifies of 840323 uorkshDp on fire protection safe 
shutdoun requirements of lOCFRSOrApp R in Rosemontj IL to 
discuss IE Info Notice 84-09 ti provide addl shutdoun 
analyses 6/ar mod guidance Agenda end 

8PES8ARD, R L Division of Emergency Preparedness ti Operational 
Support 04/03/06 SHIELDS, 9 N Public Service Ce of Indiana, 
Inc 3pp 22586 282 24X Fiche 30-546,34/03/06,8403120050 


0 Inspection reports, IE Dulletins t correspondence 


8401190072 IE Info Notice 64-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits tt Annunciation " Svc list 
encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of Neu 

York. Inc U5pp 22909 239 24X Fiche 30-000,84/02/28,8401190072 


8402090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DOT 6 NRC '' Svc list encl 

GRACE, J N Division of QA, Safeguards 6 Inspection Pragrams (Post 
830103) 84/03/02 Cnnsolidated Edison Co of Neu York, Inc 

130pp 22352 329 24X Fiche 50-000,04/03/02,8402090007 


B40209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler 3yt 
Valves to Dperate " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York. Inc 123pp 22333 098 24X Fiche 50-000,84/03/02,8402090008 


0402090009 IE Info Notice 04-15, "Reporting of Radiological Releases “ 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 6301031 04/03/02 Consolidated Edison Co of Neu 

York, tnc 119pp 22333 217 24X Fiche 30-000,84/03/02.8402090009 


8402090011 IE Infd Notice 04-17, "Problems N/Liquid Nitrogen Cooling 
Components Belou Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 330103) 84/03/05 Consolidated Edison Co of Neu 

York, Inc 1 17pp 22553 336 24X Fiche 50-000.84/03/03,8402090011 


8402090024 IE Info Notice 04-09, Rev 1# “Lessons Learned From Insps of 
Fire Protecblun Safa Shutdoun Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 84/03/07 Consolidated Edison Co of Neu 

Yoirk, Inc llBpp 22635 049 24X Fiche 50-000,04/03/07.0402090024 


8402090026 1£ Info Notice 84-10, "Stress Corrosion Cracking in PWR 
Sys " Svc 1 1 St enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of Neu 

York, Inc llSpp 22534 106 24X Fiche 50-000,84/03/07,0402090028 


8402090031 IE Bulletin 04-02, "Failures of GE Type HFA Rolays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York, Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,0402090031 


8403190266 Discusses Dept of Labor decision re 830120 termination of 
electrical contractor personnel 6 foruards notice of 
vl 0 lat i on 

KEPPLER.J 0 Region 3, Office of Director 84/03/14 SHIELDB.S H 
Public Bervlce Co of Indiana, Inc 2pp 22673 106 24X 

Fiche 50-346.84/03/14,8403190286 


—84(13190294 Notice of violotiun based on investigation 6 hearing by 
Dept of Labor None amp 1 lane e noted discrimination by licensee 
or contractor against employee for engaging In certain 
protected activities 

KEPPLERi J O Region 3, Office of Director 04/03/14 2pp 
22673 108 24X Fiche 50-546,04/03/14,0403190286 


8402090043 I£ Info Notice 84-19, "Two Events Involving Unauthortxed 
Entries into PHR Reactor Cavities " Svc Hat encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc 123pp 22023 229 24X Fiche 50-000,84/03/21,8402090043 


3402090044 IE Info Notice 04-20, “Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, £ L Division Of Emergency Preparedness 6 Engineering 
Response (Post 83010-3) 84/03/21 Consolidated Edison Co of Neu 

York, Inc 13Spp 22933 001 24X Fiche 50-000,84/03/21,0402090044 


S Reportable occurrences, LERs 6 related correspondence 


B403140122 Part 21 rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation indicate excessive wear caused by hunting of 
control circuitry 

DODSON, J P Pacific Air Products Co 04/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 22624 068 84X 

Fiche 50-000,84/03/09,0403140122 


B403270219 Part 31 rept re broken contact carrier in control device of 
7 5 kV-15 kV, 300-750 MV A, 5 kV 350-3,000 it all HKV circuit 
breakers Initially reported on 030223 Addenda to 
Installation It malnt procedures sent to affected units 
DDOALLi D D Broun Ooverl Corp (subs of Broun Boveri 6 Co , Ltd ) 
04/03/19 Record Services Branch (Document Control Desk) 5pp. 
22773 1(4 34X Fiche 50-000,84/03/19,8403270219 
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DOCKET 8TN-30-S93 PHIPPS BEND NUCLEAR STATION, UNIT 1 


F SicurltU' medical, emergency i< fire protection plani 


6400160343 Extends Invitation to attend region 040316 uor kshop at 
raglonal oPc to discuss lOCPRSP, App R requlrenients S, recant 
results oP Insp to help resolve misunderstandings associated 
u/renulroments 

LEWlSfR C Division of Project i Resident Programs 04/03/08 
PARRIS, H 0 Tennessee Valleij Authority 2pp 2S660 003 S4X 
Fiche 30-000, 04/03/02, 0403160348 


9 Reportable occurrences, LERs h related correspondence 


9403330038 Folloujup Part 21 rept re nuclear valye/actuator stroking 
time posslhlg lengthened hegond IS s when using 
hydrocarbon-based lubricants Ltrs to affected utils end 
WILSON, A R Henry Pratt Co 04/03/00 KEPPLEH, J 0 Region 3, 
Office of Director 6pp 22730 306 24X Fi e h e, 30-000, 04/03/00, 

9403230020 


B403270219 Part 21 rept re broken contact carrier In control device of 
7 9 kV-lS kV, 300-730 MVA, 5 kV 350-3,000 6 all HKV circuit 
breakers Initially reported on 030223 Addenda to 
Installation i malnt procodures sent to affected units. 

DUVALL, D D Brown B over I Corp, (subs of Drown Dover t b Co , Ltd ) 
04/03/19 Record Services Branch (Document Control Desk) Spp 
22772.114 24X Flche 30-000,94/03/19,0403270219 


DOCKET 8TN-S0-334 PHIPPS BEND NUCLEAR STATION, UNIT 2 


S Reportable occurrences, LERs & related correspondence 


8403330020 Followup Part 21 rept re nuclear valve/actuator stroking 
time possibly lengthened beyond 13 s when using 
hydrocarbon-based lubricants Ltrs to affected utils enc 1 
WILSON, A K Henry Pratt Co 04/03/00 KEPPLER, J O Region 3, 
Office of Director. 6pp 22730 306 24X Flche 30-000,84/03/00, 

9403230020 


6403270219 Part 21 rept re broken contact carrier In control device of 
7. 5 kV-15 kV, 300-730 MVA, 5 kV 330-3,000 t, all HKV circuit 
breakers Initially reported on 030223 Addenda to 
Installation S, maint procedures sent to affected units, 

DUVALL, D D Brown Doverl Corp (subs of Brown Doverl & Co , Ltd > 
84/03/19 Record Barvlcas Branch (Document Control Desk) Spp 
22772 114 24X Flche 30-000,04/03/19,0403270219 


DOCKET STN-30-336 BLACK FDX 8TAT10N, UNIT 1 


A Appllcation/constructlon stage documents it correspondence 


8403000179 Fourth partial response to FDIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withhold <ref POIA Exemption 3) Rovleur of 
addl documents eubj to request continuing 

FELTON, J M Division of Rules and Records 94/02/13 ANDERSON, S I 
Oarvey, Schubert, Adam* & Barer 7pp. 22393 226 24X 

Flcha 30-000,04/02/13,0403080179 


— 8102200029 Forwards action plan for resolution of non-THl lisuei for 
pending CP/mfg license app 1 Icat i ons, per Dfe of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation Inputs should he provided by 810601, 

EIBENHUTi D. 0. Division of Llcsnstng 00/12/31, VOLLHER, R 
Division of Engineering ip 22303’ 277 24X 

Flche 30-000,84/02/13,0403000179 


O, Adjudicatory correspondence 


8403010030 Third partial response to F81A request for sit categories 
of documents re fac 1 1 Ity, Forwards App A documents, App A 
documents alto plicsd in PDR App 6 documsnts will be placed 
In PPR upon request Review continuing 

FELTON, J. M Division of Rules and Records 04/01/17 ANDERSON, 3 I 
Oarvey, Schubert, Adams l< Barsr, 4pp 22446 293 24X 

Flche. 30-000, 84/01/17, 0403010030 


— 8211090010 Advlsss that branch will wait to dstermlne what action util 
plans to take In response to A8LD 820618 order before 
collecting prof NRC hours S, contractual costs b billing util 
for review of withdrawn application 

MILLER, W 0. Llcsnss Fso Managssisnt Branch 82/10/04 Llesnse 
Fee Managemsnt Branch, Ip 22446:323 a 4 X Fiche 30-000, 84/01/17. 
8403010030 


— 8303090306 Requests advice re fee assessment cutoff date for reactoi 
CP L OL applications that are wl thdrawn, deni ed, suspended , 
cancelled' or postponed 

MILLER. W 0 License Fee Management Branch 83/05/04 FQNNER,R L 
Office of the Eiecutlve Legal Director 3pp 22446 31S 24X 

Flche 50-000, 84/01/67, 0403010030 


8403230186 Requests reconsideration of 001009 spilt vote to release 
Reed Rept b Sub-Task Force Repts Return df repts requested 
Separate views of Commissioner Hendrle t< Certificate of Svd 
enc 1 

EDOAR, O L Newman & Holtz Inger EDOAR, O L General Electric Co 
DSD 073 84/03/23 FALLADINO.N J , ASSELSTINE, J K , ROBERTS, T H 

Commissioners llpp SS743 061 24X Flche 50-336.04/03/22, 

9403230 1 06 


DOCKET 8TN-S0-337 BLACK FOX STATION, UNIT 2 

A App lira t lon/cons true ti on stage documents h correspondence 


6403090179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOlA Exemption 3) Review of 
addl documents subj to request continuing 

FELTPN, J M Division of Rules and Records 84/02/13 ANDERSON, 8 I 
Garvey, Schubert, Adams 6 Barer 7pp 22383 226 24X 

Flche 30-000,04/02/13,9403090179 


— 0102200029 Forwards action plan for resolution of non-TMl issues for 
pending CP/mfg license app 1 lea t ions, par Ofc of Nuclear 
Reactor Regulation approach te resumption Of licensing 
Safety evaluation inputs should he provided by 810601 
EISENHLPT, D 0 Division of Licensing 00/12/31 VOLLMER, R 
Division of Engineering Ip 23383 Z77 24X 

Fiche 30-000,84/02/13,9403000179 


O Adjudicatory correspondence 


S403010030 Third partial response to FOIA request for six categories 
of documents re facility Forwards App A documents App A 
documents also placed in PDR App Q documents will be placed 
in PDR upon request Review continuing 

FELTON. J M Division of Rules and Records 84/01/17 ANDERSON, 8 I 
Oarvey, Schubert, Adams t< Barer 4pp 22446 293 24X 

Fiche 30-000,84/01/17,8403010030 


— 0211090018 Advises that branch will wait to determine what action util 
plane to take In response to A5LB BZO610 order before 
collecting prof NRC hours & contractual costs b billing util 
for review of withdrawn application 

MILLER, M O License Fee Management Branch 02/lO/'O4 License 

Fee Management Branch Ip 22446 323 24X Fiche 50-000.84/01/17, 

0403010050 


— B30SD9()S06 Requests advice re fee assessment cutoff date for reactor 
CP ti OL applications that are withdrawn, denied, suspended, 
cancelled or postponed 

HILLER, H O License Fee Management Branch 03/03/04 FONNER, R L 
Office of the Executive Legal Director 3pp S2446 313 24X 

Flche 30-000,04/01/17.8403010050 


8403230106 Request* reconsideration of 801009 split vote to release 
Heed Rept b Sub-Task Force Kept* Return of repts requested 
Separate views of Commissioner Hendrle b Certificate of Sve 
ant L 

EDGAR, 0 L Newman t, Holtztnger EDGAR, G L General Electric Co 
D6D 073 84/03/22 PALLADINO.N J . ASBELBTINE, J K . RODERTS, T M 

Commlseloners llpp 22743 061 34X Fiche 30-336,84/03/22, 

9403230186 


DOCKET 9TN-30-566 VELLDW CREEK NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency b fire protection plans 


0403200233 Advisee that NRC will not review emergency plane to delete 
privacy or proprietary Info unless specifically requested by 
Jleensa.per 810709 Generic Ltr 81-27 W/o reques t, ent 1 re 
plan ulll be placed In PDR 

KNIGHTON, O W Licensing Branch 3 84/03/07 PARRIS, H 0 Tenntiiee 

Valley Authority 3pp- 22789 341 24X Flche' 80-366, 04/03/07, 

940328 0233 


8 Reportable occurrences, LERs ti related correspondence 


8403270219 Part 21 rept re broken contact carrier In control device of 
7 3 kV-13 kV. 3O0-7SO MVA. S kV 350-3,000 8. all HKV circuit 
breakers Initially reported on 830223 Addenda to 
installation i, malnt procedures sent to affected units 
DUVALL, D D Brown Bover 1 Corp, (subs of Brown Boverl b Co , Ltd 1 
84/03/19 Record Services Branch (Document Control Desk) Spp 
32772 114 24 X Flche 90-000,04/03/19,0403270219 
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DOCKET STfJ-50-567 YELLOW CREEK NIJCLEAR PLANT, UNIT 2 


F Security, medlcaij emergency tc fire protection plans 


6403280203 Advises that NRC ul I I not revleu emergency plans to delete 
privacy or proprietary info unless specifically requested by 
license, per 610709 Oereric Ltr BI-27 H/o r equ e s t, en t Ire 
plan (Jill be placed In PCR 

KNICHT0N,0 W Licensing Branch 0 64/03707 PARRIS, H O Tennessee 

Valley Authority 3pp 227B9 341 24X Ftche SO-Sfri, 84 703/07, 

0403360233 


S Reportable ec c urreii c es, LERs ic related correspondence 


6403270219 Part 21 rept re brolen contact carrier in control device of 
7 B kV-15 kV.30a-7SO MV A. 5 kV 3S0-3, 000 t all HKV circuit 
breakers Initially leported on 830323 Addenda to 
installation t, nalnt procedures sent to affected units 
DUVALL, D □ Broun Diiverl Corp Csubs of Broun Boveri t< Co , Ltd ) 
64/03719 Record Services Branch {D(3cument Control Desl) Spp 
22772 114 24X Flcbe 30-000,64/03/19,8403270219 


DOMESTIC LICENSIIMG OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0027 DADCGCK k WILCOX CO , LVMCHBUftO. VA 


8401240304 Ack receipt of 831214 ltr informing NRC of steps taken to 
correct violatlens noted in IE Insp Rept 70-0027/83-19 
O'REILLY, J P Region 2, Office of Director 84/01/10 ECKERT, J P 
Babcock f Wilcoi Co Ip 21909 237 


—0401240315 Responds to NRC 831119 Ur re violations noted in IE Insp 
Rept 70-0027/63-19 Corrective actions sys of notification 
established when byproduct license certification requested 
ti health physicist added to radiation control staff 

ECKERT. J P Dabcoclt U Uilcoi Co 63/12/14 O'REILLY, 3 P Region 
2, Office of Director Bpp 21909 238 


8403320lf>7 Application for amend to License ENM-42, revi s 1 ng Section 
IV re fundamental nuclear matls control plan to provide 
production scheduling fleiibllity for research reactor fuel 
Amend fee encl 

• Dabcocl Milcos Co 84/01/31 DROWN, W B Fuel Facility 
Safeguards Licensing Branch ip 22491 134 


84030SD199 Requests all correspondence distributed to NRC regional 
ofe re SNM matl control it accounting & physical pratBction 
Correspondence will enable more timely awareness of issues 
that nay ecist u/reglonal ofc 

BROWN, N 3 Fuel Facility Safeguards Licensing Branch B4/0Z/07 
REGAN, N Babcock L Wilcoi Ce 2pp 22928 182 


8403070146 Ack receipt of 830908,1007 & 1214 Itrs Informing NRC of 
steps taken to correct violations noted In IE Insp Rept 
70-0027/83-14 

STOHR, vf P Division of Emergency Preparedness tt Materials Safety 
34/02/08 ECKERT. J P Bab c o c k ft Ml ico i Co Ip 22347 267 


— 8403070149 Responds to NRC 831117 ltr re violations noted In IE Insp 
Rept 70-0027/83-14 Corrective actions control limits for 
each std uill be calculated from data generated for each 
std uilthln one Inventory period 

ECKERT, J P Babcock ti Wilcos Ce 83/12/14 □'REILLY, J P Region 
2. Office ef Director 2pp 22347 26B 


— 6403070153 Responds to NRC 830811 ltr re violations noted in IE Insp 
Rept 70-0027/83-14 Corrective actions control limits for 
finished fueliUNH dissolver feed tt Isotopic measurement sys 
recomputed 

ECKERT. J P Babcock & Milcoi Co 83/09/08 D'REILLV, 0 P Raglan 
2. Office of Director 3pp 22547 270 


840330004! Forwards IE Insp Rept 70-0027/84-09 on 840123-27 

STOHRi J P Divisien of Emergency Preparedness Materials Safety 
04/02/15 ECKERT, J P Dabcock si Wllcoi Co 2pp 22021 340 


—8403300044 IE Insp Rept 70-0027/84-02 on 840123-27 None omp USne s noted 
failure of guards of carry ail required equipment & 
adequately test S, maintain protected area fence Details 
withheld 

ENNIBid 0 Region 2, Office of Director HCOUIRE, D R Division 
of Emergency Preparedness (< Materials Safety 84/02/14 Ip. 

22621 342 


8403090205 Forwards request for add 1 info re B40126 request for 
eiempttoTi from 10CFR70 3811 M21 re long-term storage of 
scrap End ulthheld <ref 10CFH2 790) 

BROUN, W B Fuel Facsilty Safeguards Licensing Branch 84/02/21 

REOANi H A Babcock 9 Wilcox Co Ip 22S2B 154 


B403070396 Forwards IE Insp Rept 70-0027/84-03 on 040124-27 No 
violations or deviations identified 

BTOMR. J P Division of Emergency Preparedness L Materials Safety 
84/02/23 ECKERT.vl P Dabcock b Wilcos Co Ip 22346 320 


— -B403070328 IE Insp Rept 70-0027/84-03 on 840124-27 No none ompl lance 
noted Major areas Inspected mgt of mat! control sys & 

Internal control Details withheld (ref 10CFR2 790 (< 73 211 
JONES, D W Region 2, Office of Director MCALPINE, E J DlvliUn 
of Emergency Preparedness 6 Materials Safety 04/02/13 Ip 
22546 329 


0403050361 Responds to 940131 ti 0216 Itrs re Ontario-Hydro scrap 
processing contract B6W uill composite Isotopic samples of 
dissolver solution on ti-ueigh ted, dal ly basis t( assay each 
composite for U-235 

BROMN, W B Fuel Facility Bafeguards Licensing Branch 64/02/24 

TRENT, L K Babcock «» Wilcox Co Ip 22301 338 


84(73160206 Forwards proprietary IE Insp Rapt 70-0027/84-01 on 840116- 
20 No violations or deviations identified Rept withheld 
(ref lOCFft3 790 I. 73 211 

8T0MRr 3 F Division of Emergency Preparsdnesi (< Materials safety 
34/03/07 ECKERT, J P Babcock & Wilcox Co 2pp 22660 203 


8403260179 Forwards IE Insp Rept 70-0027/04-05 on 940312-16, No 
violations or deviations noted 

8T0HR, J P Division of Emergency Preparedness (c Materials Safety 
84/03/22 ECKERT, J P Babcock ti Wilcox Co 2pp 22756 ISO. 


—8403260103 IE Insp Rept 70-0027/94-05 on 840312-16 No noncomp liance 
noted Major areas Inspected security organl lat Ion, record s & 
rap ts, locks, key s & combinations physical barriers Dttails 
withheld (ref 10CFR9S) 

ENNIS, J 0 Region 2, Office of Director MCOOIRE, 0 R Dlvtston 
of Emergency Preparedness tt Materials Safety 84/03/22 ip 
22756' 152 


6403300011 Ack receipt Of 040313 ltr informing NRC of stops taken to 
correct violations noted in IE Safeguards Insp Rept 
70-0027/84-02 

STOHRi J P Division of Emergency Preparedness ti Materials Safety 
84/03/26 ECKERT, J P Dabcock it Wilcox Co ip 22822 137 


—8403300015 Responds to NRC 640213 ltr ro violations noted In IE 
Safeguards Insp Rept 70-0027/04-02 Corrective actions 
Withheld (ref lOCFftB 790) 

ECKERTi J P Dabcock tc Wilcox Co 04/03/13 O'REILLY. J P Region 
2, Office of Director Ip 22822 138 


0403270267 ENVIRONMENTAL IMPACT APPRAISAL FOR RENEWAL QF SPECIAL 
NUCLEAR MATERIAL LICENSE NO 6hf1-42 Docket No 70-27 
(Babcock l< Mllcox Company. Naval Nuclear Fuel Division) 
a Division of Fuel Cycle it Material Safety NUREO~1049 64/03/31 
87pp Available at NRC 94 50 22787 233 


BOCKET 70-0036 COMDUSTIQN ENGINEERING, INC . WINDSOR, CT 


6403270273 Intoirras of Issuance of Amend 1 to License SNM-33 re 
decammission 1 ng of evaporation ponds 

PAOErR, 0 Uranium Fuel Licensing Branch 84/03/08 ESKRIOGE.HE 
Combustion Engineering, Inc Ip 22709 266 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC , ERWIN, TN 


84O30SO363 Grants 840117 request for 7-day extension for completing 
certain requ Irements of 10CFH7O 3(eM4) for 831228 
high-enriched U physical Inventory, 

QURNETr, R F Division of Safeguards 84/01/19 HENSLEY. K. D. 

Nuclear Fuel Services, Inc (subs of Getty Oil Co ) Ip 
29327 317 


8403160323 Forwards IE Enforcament Conferenct Rept 70-0143/64-06 on 
040216 

O'REILLY. JP Region 2, Office of Director 84/02/24 GU1NN,FK 
Nuclear Fuel Services, Inc (subs of Getty Oil Co,) Ip. 

226S9‘ 199 


—9403160389 IE Enforcement Conference Rept 70-0143/84-06 on 940216 
Major areas discussed nuclear crillcallty safety 
vio latl ons. 

KAHLEiJ B Region 2, Office of Director. KCALPINE.E <J, Dlvielon 
of Emergency Preparedness 6 Materials Safety 94/02/24 3pp. 
2963? 159 
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6403030196 PNO-1 1-B4-01 7 on 840237( p ouer to plant lost dus to poiusr 
outago caused by high uinds Licensee declared unusual 
event h Initiated plant radiological contingency plan Backup 
pooler continued to function 

KAHLE, J 0 I MCALPINE. E J Region 2. Office of Director 04/02/27 
2pp. 22439 001 


8403160337 Foruiards IE Safeguards Insp Rept 70-0143/84-02 on 
840130-0203 No violations or deviations identified 
8TDHR.J P Division of Emergency Preparedness 4c Materials Safety 
84/02/27 OUINN<F K Nuclear Fuel Servicos< Inc isubs of Oetty 
□11 Co > 2 pp 22660 110 


— 8403160393 IE Safeguards Insp Rept 70-0143/84-02 on B40130-OS04 No 
none amp 1 lance noted Major areas inspected measurements tc 
statistical controls Details ulithhold (ref iOCFRS 790 & 

73 21) 

RICHARDB. B L Region 2. Office Of plrector MCALPINE, E J 
Division of Emergency Preparedness (< Materials Safety 04/02/27 
Ip 22660 120 


8403090220 Responds to 031221 Itr bi/tuD requests For exemption from 
10CFR70 97<bHll> re control charts First request approved 
Neu License Condition 4 10 to Amend MPP-l to License SNM-124 
end Second request requires add 1 demonstration 

BROWNi U D Fuel Facility Safeguards Licensing Branch 04/02/28 
HENSLEYiK D Nuclear Fuel Servlces< Inc (subs of Oetty 01 I Co ) 
4pp 22920 110 


8403160130 Ack receipt of 040201 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Rapt 70-0143/03-47 
STOHR>J P Division of Emergency Preparedness 4« Materials Safety 
84/02/28 OUINNi F K Nuclear Fuel Services! Inc (subs of Oetty 
□it Co ) Ip 22639 210 


— B4O3160173 Foruiards IE Insp Rept 70-0143/03-47 on 031003-1202 ft notice 
of violation Notice of violation t< insp rept uilthheld 
(raf 10CFR2 790) 

srOHRtJ P Division of Emergency Preparedness 6 Materials Safety 
04/01/09 QUINNiF K Nuclear Fuel Serviceir Inc (subs of Oetty 
□ll Co > 2pp 22639 214 


0403160377 Discusses IE Enforcement Conference Rept 70-0143/04-06 on 
840216. Item 3 a of licensee commitments on Page 2 of rept 
details changed as listed 

□ 'REILLV, vl P Region 2. Office of Director 04/03/03 8UINN.F K 
Nuclear Fuel services! Inc (subs of Oetty Oil Co I Ip 
2269? 390 


— 3403160306 IE Enforcement Conference Rept 70-0143/04-06 on, 040216 Major 
areas discussed nuclear criticality safety violations 
Identlflod by resident 6 regional inspectors 

KAHLEi J 0 Region 2! Office of Director MCALPINE! E 0 Division 
of Emergency preparedness 6 Materials Safety 04/02/24 3pp 
22699 360 


0403160238 Forwards IE Insp Rept 70-0143/04-05 on 840214-17 No 
violations or deviations noted 

8TOHR« J P Division of Emergency Preparedness 6 Materials Safety 
84/03/07 OUINN'P K Nuclear Fual Services! Inc (subs of Oetty 
Oil Co ) 2pp 22660 209 


-8403160270 IE InSp Rept 70-0143/84-09 on 040214-17 No noncompllance 
noted Major arsae Inspected matl control 6 accoun tab i 1 1 1 y 
Datalli withheld (ref 10CFR2 790 «< 73 21) 

JONES! 0 W Region 2! Office of Director MCALPINE! E. J Division 
of Emergency preparedness 6 Materials Safety 04/03/02 Ip 
22660 ■ 207 


8403290285 Ack receipt of 840301 itr Informing NRC of steps taken to 
correct violation noted In IE Safeguards Imp Rept 
70-0143/83-41 Corrective actions uitll be examined during 
future Insps Ends withheld (ref 10CFR2 790) 

STOHRrJ. P Division of Emergency Preparedness 6 Materials Safety 
84/03/09. OAINNiF. K Nuclear Fuel Servlceii Inc. (subs of Oetty 
Oil Co ) Ip 22801 335 


8403210191 Forwarde IE Safeguards Insp Rapt 70-0143/04-09 on 
840103-0302 No violations or deviations Identified 
STOHRiJ P Division of Emergency Preparedness 6 Materials Safety 
84/03/19 0UINN!F.K Nuclear Fuel Services, Inc (subs of Oetty 
Oil Co 1 2pp. 22707.102 


— 8403210196 IE Safeguards Insp Rept 70-0143/04-09 on 840103-0302 No 
violations noted Major areas Inspected events raported by 
1 1 censes, fac 1 11 ty opera t Ion, changes S< mod, red lation, anvl ron 
6 physical protection 6 matl control 6 accounting 
LEE, T D , MCALPINE, E J Region 2, Office of Director 04/03/19 
6pp 22707’ 104 


DOCKET 70-0192 PURDUE UNIV . WEST LAFAYETTE, IN 


B403190211 Forwards IE Safeguards Insp Repts 50-162/84-01 b 
70-0192/04—01 on 040216-17 No noncompliance Identified 
AXELB0N!W L Region 3, Office of Director 84/03/14 LYKOUDIS, P 
Purdue Un l v . West Lafayette, IN 2pp 22671 109 24X 

Flche 90-182, 84/03/14. 0403190211 


DOCKET 70-0190 CATHOLIC UNIV OF AMERICA. HASHINOTQN. DC 


0403130422 Discusses IE insp of Licenses aNM-164. SUD-)57 6 00-02079-03 
on 840126-27 & forwards notice of violation 

MARTIN, T T Division of Engineering 6 Technical Programs 04/03/00 
MURPHY, J V Catholic Univ of America, Washington, DC 2pp 
22613 140 


POCKET 70-0371 UNC NAVAL PRODUCTS, INC , UNCASVILLE, CT 


8403010289 Effluent monitoring rept Jul-Oec 1903 U/040126 Itr 

KIHK.W F United Nuclear Corp 03/12/31 KURLEV, T E Region 1> 
Office of Director 2pp 22434 299 


8403190231 Ack receipt of 040224 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-0371/03-08 
Correct! ve actions will be examined during future insp 
STAROSTECKI, n Division of Project b Resident Programs 04/03/09 
AMY.H O United Nuclear Corp Ip S2672 026 


--840319O234 Responds to NRC 040126 Itr re violations noted in IE Insp 
Ropt 70-10371/63-00 Corrective actions Feb 1964 awareness 
meeting 6 Mar 1984 annual health physics reorientation 
training will reemphasiie exiting can taml nation check 
AMY, G 0 United Nuclear Corp 04/02/24 STARQSTECKI . R Division 
of Project 6 Resident Programs 2pp 22672 027 


0403220249 Ack receipt of 03OB12 application b 830915 rev re storage of 
fuel components Interaction analysis failed to Identify 
physical b adinlntstraCl VP controls to ensure all components 
centrally located in common place 

DIOINGER.G H Uranium Fuel Licensing Branch 84/03/12 KIRK, W 
United Nuclear Corp )p 22723 335 


DOCKET 70-0378 ARMY. DEPT OF, ADELPHI, MD 


G403190299 Discusses IE insp of Licenses 5NM-340. 19-17290-01, 
19-17250-03, 19-17250-04 b 19-17250-03 on 040202 No 
violations noted Major areas inspected interviews w/ 
personnel 6 procedures b representative records 

MARTIN, T T Division of Engineering b Technical Programs 84/03/14 
MARCUS, S M Army, Dept of 2pp 22670 23? 


DOCKET 70-0398 COMMERCE. DEPT OF, WASHINOTON, DC 


8403290043 Forwards IF Safeguards Insp Rept 70-0398/04-01 on 040213-16 
No violations observed 

MARTIN, T T Division of Engineering b Technical Programs 84/02/19 

PEVEY, L E Commerce, Dept of. National Burrau of Standards 2pg 

22806 265 


—0403290066 IE Safeguards Insp Rept 70-0396/84-01 an 840213-16 No 
nnneomp 1 lance noted Major areas inspected facility 
□rganixatlon & operation, physical inventory, racords b repts 
b mg t of nuclear matls control sys 

DELLA RATTA, A . JOYNER, d H Region 1, Office of Director 
84/03/13 4pp 22806 267 


DOCKET 70-0474 UPSALA COLLEGE. EAST ORANGE, NJ 


0403070264 Ack receipt of 840209 Itr re disposition of Fu-0e source 
under License SNM-490 License will be retired b renewal 
ac t ion voided 

GLENN, U E Division of Engineering b Technical Programs 64/02/27 
FELDER, R Upsala College, East Orange, NJ ip 22546 220 


— 8403070267 Informs that Pu-De source shipped via OF Consol Idlated 
Frelghbways & donated to DDE.LASL for recovery 'under License 
8NM-450 Transaction rept V bill of lading encl 

FELDER, R Upsala College, East Orange, NJ 84/02/09 NRC - No 
Detailed Affiliation Given 3pp 22946 229 
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DQCV<er 70-0S3.3 ARMY, DEPT OF, SACRAMENTO. CA 


8403200061 IE tnsp Findings & LlconsBB A<k dtd B4020A-07 nf Uitense 
SNM-507 Jnsp bindings tio violations observed 

SHDVi D D Region 5. Office of Director H4/02/I7 Ip 22694 356 


DOCKET 70-0687 UNION CARBIDE CORP . TUXEDO. NY 


84030202JI Forwards final ropt. "Evaluation of Seismic Response 
Characteristics of Hot Cells St Related Structures St 
Equipment at UCC Starling Forest Research Ctr “ 

ROUSE. U C Advanced Fuel St Spent Fuel Licensing Branch S4/02716 
RUZtCKA. N e Union Carbide Carp Ip 22S19 219 


— 8403050032 "Evaluation of Seismic Response Characteristics of Hot 
Cells 6 Related Structures 6 Equipment at UCC Sterling 
Forest Research Ctr." final rapt 

» Science Applications. Inc NRC— 02-03-033 SA I -I- 148-08-781 

83/11730 NRC - Ho Detailed Affltlation Given 21pp 

22519 217 


0403270332 Forwards request for addl Info to complete NRC review of 
util 031014 license renewal application Capabllltg needs ta 
be strengthened In safety area to provide for audits by 
competent personnel w/current operating practice 

ROUSE.L C Advanced Fuel S. Spent Fuel Licensing Branch 84/03/12 

MCGOVERN. J J Union Carbide Carp ISpp 22822 238 


8403300137 Act receipt of 040302 1 tr informing NRC of steps taken to 
correct violations noted In IE Idsp Rept 70-0687783-04 
STAR09TECKI. R Division af Protect 6 Resident Programs 84/03727 
MCGOVERN, J U Union Carbide Carp Ip 22B20 347 


— 8403300140 Responds to NRC 840120 Itr re violations noted in IE Insp 
Rept 70-0697/83-04 Corrective actions addl criticality 
safety signs pasted in target production lab I waste storage 
facil 1 ty 

NCGOVERN. J J Union Carbide Corp 84/03702 STAROSTECK I . R 

Division of Project U Resident Programs tp 22620 348 


DOCKET 70-0712 KERR-MCOEE NUCLEAR CORP . OKLAHOMA CITY. OK 


8403260116 FOtA request for five categories of documents re facilities 
OARNES. C Affiliation Not Assigned 83/12702 FELTON. J M 
Division of Rules and Records Ip 22763 333 


8403260123 Partial response to FOIA request for five categories of 
documents re Kerr-McOee Oil Indus tries . Inc Forwards 
documents listed on app Review of addl documents subj to 
request continuing 

FELTON, U N Division of Rules and Records 84/03/02 BARNES.C 
Affiliation Not Assigned 2pp 22763 334 


--0403260153 Discusses certification of 660426 rept re disposition of 
SNNi per G Haller 660602 telcon Rept should indicate that 
contami nation limits met in order for Comnnl sslon to 
authorlie transfer of facility 

NOSSDAUMER. 0 A Atomic Energy Commission 66/06/10 LAMBERTUS.H 
Kerr-licGee Corp 2pp 22763 348 


DOCKET 70-0734 QA TECHNOLOGIES. INC . SAN DIEGO, CA 


3403060327 Forwards IE Safeguards Insp Rept 70-0734/84-02 on 640124-27 
No noncomp 1 1 ance observed 

NORDERHAUO. L R Region 9. Office of Director 84/03/01 
PARKER. J If GA Technologies, Inc /General Atomic Co Spp 
22917 359 


— 8403060331 IE Safeguards Insp Rept 70-0734/84-02 on 840124-27 No 
none amp 1 lance identified Major areas inspected organiiatlon 
6 operations. measurement controls li shipper/receiver 
verification Details withheld (ref 10CFR2 790) 

NELSON.C D , NORDERHAUO. L R Region 9. Office of Director 
84/02/27 Ip 28517 361 


DOCKET 70-0824 BABCOCK & UILCOX CO , LYNCHBURO, VA 


8403070107 Informs of Issuance of Amend 6 to License BNM”778t revl sing 
radiological contingency pian.EER end 

PAOEj ft 0 Uranium Fuel Licensing Branch 84/03/26 OLSEN. A F 
Babcock S’ Ullcoi Co Ip 22964 124 


— 8403070112 SER supporting Amend 6 to License SNH-778, revla Ing Condition 
13 re radiological contingency plan 

KETZLACH. N Uranium Fuel Licensing Branch 84/02/29 ip 
22564 125 


DOCKET 70-0720 RENSSELAER POLYTECHNIC INSTITUTE, TROY, NY 


9403350228 Requests submission of physical security plan meotlng find 
site requirements of 10CFR73 67(d) for protection of SNH 
Of moderate strategic significance Reg Guide 5 57 6 addl 
guidance enc t U/o one 1 

BRCNN. U Fuel Facility Safeguards Licensing Branch 84/02/17 
RYAN.R M Rensselaer Polytechnic Institute, Troy, NY Ip 
22927 390 


DOCKET 70-0925 KERH-MCOEE NUCLEAR CORP . OKLAHOMA CITY, OK 


04032B002B Submits address change for Nuclear Licensing & Regulation 
Dept JC Stauter will serve as primary addressee for enc 1 
list of licensees 

SHELLEY, HJ Kerr-McGee Corp 84/03/21 SCHAEFFER, C NRC - No 
Detailed Affiliation Given 3pp 23777 060 


DOCKET 70-0994 BATTELLE MEMORIAL INSTITUTE, RICHLAND, WA 


8403190159 Forwards IE Safeguards Insp Rept 70-0964/84-01 conducted On 
840213-15 Noncompliance noted Notice of violation li insp 
rept withheld (ref 10CFR2 790) 

NORDERHAUG, L R Region 5. Office of Director 84/03/15 
OLESEN, D E Battelle Memorial Institute. Pacific Northwest 
Laboratories 2pp 2266B 356 


DOCKET 70-1100 COMBUSTION ENGINEERING. INC , WINDSOR, CT 


8401240337 Ac (< receipt of 831214 Itr Informing NRC of steps taken to 
correct violations noted IE Jnsp Rept 70-1100/93-06 

MARTIN. T T Division of Engineering & Technical Programs B4/'0l/19 
LICHTENDEROER Combustion Engineering, Inc Ip 21920 309 


— 8401240340 Responds to NRC 831129 Itr re violations noted In IE Imp 
Rept 70-1100/83-06 Corrective actions waste shipping 
procedure revised to insure proper loading St storing of 
waste containers 

LICHTENDERGER Combustion Engineering, Inc 83/12/14 MARTIN, T 7 
Division of Engineering 6 Technical Programs 2pp 31920 306 


S4030I0360 Forwards IE Insp Rept 70-1100/83-07 on 831201 b notice of 
violation 

MARTIN,! T Division of Engineering U Technical Programs 84/02/16 
LICHTENQEROER Combustion Engineering, Inc 2pp 22434 094, 


— 84030(0362 Notice of violation from insp on 831201 

# Region 1, Office of Director 04/02/16 Ip 22434*086 


— 8403010366 IE Insp Rept 70-1100/93-07 on 831201 Violation Identified 
pyrophoric matl not made inert t< burial site not licensed to 
receive untreated pyrophoric matl 

CLEMONS.P > PASCIAK.W Region 1. Office Of Director 84/01/16 
3pp 22434 007 


B4O3O7O230 Forwards IE Safeguards Insp Rept 70-1100/84-02 on 
840130-0203 No violations observed 

MARTIN, T T Division of Engineering b Technical Programs 84/03/17 
LICHTENDERGER Combustion Engineering, Inc 2pp 22936 273 


—6403070297 IE Safeguards Insp Rept 70-1100/84-02 on 840130-0203 No 
nencompllance noted Major areas inspected facility 
organ! latton b operation, shipper/receiver verification, 
internal control St records b repts 

SMITH, 0 C , DELLA RATTA, A , DUNLAP. J M Region 1, Office Of 
Director 84/03/16 4pp 22536 279 


8403130472 Ack receipt of 840301 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-1100/84-01. 

BTAROSTECKI. ft Division of Project It Resident Programs 84/03/07. 

LICHTENDERGER Combustion Engineering, Inc Ip 22613 326 


—8403130476 Responds to NRC 840213 Ur re violations noted In IE Inip 
Rept 70-1100/84-01 Corrective actions criticality safety 
analysis for nuclear matls stored on pellet shop meiianine 
will be completed by 840316 

LICHTENDEROER Combustion Engineering, Inc 94/03/01 
STAROSTECKI, R Division of Project b Resident Programs. 2pp 
22613 327 
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DOCKET 70-1113 GENERAL ELECTRIC CO . WJLHINGTON, NC 


aiooi&oios Ack receipt of 83OB04 Itr infarnung NRC of step* taken to 
correct violations noted in IE Insp Rept 70-1113/83-17 Tuio 
violations correctly designated as separate violations 
O'REILLY. J P Region 2, Office Of Director S4/02/29 LONG, J A 
Oeneral Electric Co 2pp 22699 114 


B40316.0340 Fortiiards IE Safeguard* Insp Rept 70-1 113/84-03 on 040206-10 
No violations or deviations noted 

STOHRj J P Division of Emergency Preparedness Ic Materials Safety 
04/03/02 LONO.J A Oeneral Electric Co 2p p 23699 354 


— 8403160348 IE Safeguard* Insp Rept 70-1113/84-03 on 840206-10 
No noncompliance noted Major areas Inspected measurements 
& statistical controls Details withheld (ref I0CFR2 790> 

CLAY, E L Region 3, Office of Director KCALPINE, E J Division 
of Emergency Preparedness It Materials Safety 84/03/29 Ip 
2269? 396 


Q403160379 Foruards IE Safeguards Insp Rept 70-1113/84-01 on 
840206-10 No violations or deviations identified 
BTQHR. J P Division of Emergency Preparedness L Materials Safety 
B4/03/02 L0N0|>1 A Oeneral Electric Co 2pp 32660 18? 


8403160380 IE Safeguards Insp Kept 70-1113784-01 on 840206-10 No 

noncompliance noted Major areas inspected follouup on 
previous insp findings it verification of export shipment 
Details teithheld (ref 10CFR3 7?0 b 73 21) 

DATES, J W Region 3, Office of Director MCALPINE.E J Division 
of Emergency Preparedness & Materials Safety 84/03/3? Ip 
22660 191 


DOCKET 70-1143 HEBTINOHDUBE ELECTRIC COfiP , PITTBBUROM, PA 


B403010326 "Effluent Semiannual Rept,Jul-Dec 1?S3 " M/040130 Itr 
MOQDSUM.H C Mestinghouse Electric Carp 83/13/31 3pp 
22432 013 


DOCKET 70-1191 WEBTI NOHOUBE ELECTRIC CORP , PITTSOUROH, PA 


DAOSIEOOAB Ack receipt of 840109 rev to fundamental nuclear matl 
control plan Addl Info re descriptions for all positions 
having functional responsibility requested Rev ulthheld 
(ref 10CFR3 7901 

.STOHRtJ P Division Of Emergency Preparedness L Materials Safety 
B4/03/t3 DRITTON, M H Uestlnghause Electric Corp 3pp 
3269S 134 


DOCKET 70-1193 KERR-HCCEE NUCLEAR CDRP , aKLAHaMA CITY, OK 


D''403280D28 Submits address change for Nuclear Licensing L Regulation 
Dept JC Stauter ylll serve as primary addressee for and 
list of licensees 

SHELLEY, W J Kerr-McGae Corp 04/03/31 SCHAEFFER, C NRC - No 
Detailed Affiliation Given 3pp 32777 060 


DOCKET 70-1301 BADCDCK *- HIUCOX CO , LYNCHBURG. VA 


9^03070019 Informs of Issuance of Amend 1 to License SNM-1 168, revis Ing 
Candltlon 34 re radiological contingency plan SER end 
PAGE, R 0 Uranium Fuel Licensing Branch 84/02/2B FORD, J, T 
Babcock 6 Milcox Co 3pp 23563 191 


8403070019 Safety evaluation supporting Amend 1 to License SNH-il68, 

revising Condition 34 re radiological contingency plan 
KETZLACH, N Uranium Fuel Licensing Branch B4/02/3B Ip 
32S63 193 


DPCKET 70-1297 EXXON NUCLEAR CO , INC , RICHLAND, WA 


9403270214 Forii/ards IE Insp Rept 70-1S37/S3-10 on 831114-16 t> notice 
of violation 

5CARAN0, R A Division of Radiological Safety 6 Safeguard* Program 
64/01/16 NILSON, R Exxon Nuclear Co , Inc (subs, of Exxon Carp ) 
2pp 83772’ 146 


0403270817 Notice of violation from Insp on 831114-18 

THOMAS, R D Region 9, Office of Director 84/01/16. tp 
22772' 148 


— 8403270221 Ifc Insp Rept 70- 1 357/B3-1 0 on 831114-18 Violations noted 
buckets containing SMM in specialty fuels bldg separated by 
only 3 inches 6 specialty fuels bldg not posted u/*tgn re 
storage Safeguards info deleted (ref 10CFR2 790) 

BROCK, D L , ZURAKOWSKI.P R . THOMAS. R D Region 5. Office af 
Director 84/01/10 3lpp 22773 149 


B403060416 Ack receipt of 840207 Itr informing NRC of steps taken to 
correct violations noted in IE insp of License SNM-1227 
WENSLAWSKl.F A Region. 5, Office of Director 84/03/01 
MALODV, C M Exxon Nuclear Co . Inc (subs of Exxon Corp 1 Ip 
23511 344 


-— B403060421 Responds lo NRC 840116 Itr re violation* noted in IE insp of 
License SNf1-l227 Corrective actions taped array outline 
replaced ui/metal grid spacing arrangement to provide 
permanency 6 to keep storage buckets from pushing together 
MALQDV. C U Exxon Nuclear Co . Inc (sub* of Exxon Carp k 
84/02/07 THOMAS, B D Region 5. Office of Director 2pp 
22511 345 


8403260082 Advise* Of issuance of Amend IS to License SNH-1227, 
authorliing changes to environ monitoring program covering 
well monitoring SER enc 1 

PAGE, R 0 Uranium Tuei Licensing Branch 84/03/09 MALODV, C W 
Exxon Nuc lean Co , Inc (subs of Exxon Corp ) Ip 23763 233 


--8403260004 SER supporting issuance of Amend 19 to License BN(1-1227 re 
environ monitoring program 

QIDINGER. G H . CRBM, M T Uranium Fuel Licensing Branch 84/03/09 
3pp 33763 233 


0403190324 Forwards IE Safeguards Insp Rept 70-1397/84-01 on 840314-17 
Mo noncompliance noted Rept withhold (ref iOCFR2 790) 

NORBERHAUG. L R Region 5, Office of Director 64/03/15 NILSON, R 
Exxon Nuclear Co , inc (subs of Exxon Corp 1 3pp 22670 341 


8403300293 Notifies that Section* 3 6 3 of License &NM-1337 amended to 
authpriie organl lat i onal changes 

PAGE. R 0 Uranium Fuel Licensing Branch 04/03/15 MALQDY.C M 

Exxon Nuclear Co , Inc (subs of Exxon Corp ) ip 28844 319 


— 8403300597 SCR supporting 031305 b 840305 applications for amends to 
License GNM-152 7 , au th or 1 1 1 ng org anl la 1 1 ona 1 changes 
BIDrNGCR,0 H Uranium Fuel Licensing Branch 84/03/15 Ip 
22B44 320 


DOCKET 70-1311 AIR FORCE, DEPT OF, U8AF ACADEMY, CO 


8403130401 IE Insp Findings V Licensee Ack dtd 840206 & 07 of License 
SNH-1285 Insp findings no violations observed 
OHDPENN, N t1 Region 4, Office of Director 84/02/07 Ip 
23613 334 


DOCKET 70-135? IflT CORP . SAN DIEGO, CA 


8403200224 IE Insp Findings b Licensee Ack dtd 840124-25 of License 
SNM-1409 imsp findings refresher training of authorlied 
users not conducted every 2 yrs b annual audit not 
iianduc t ed. p er Condition ? 

PANO, J F Region 5, Office of Director 84/01/30 Ip 33700 021 


8403330241 Forwards revised License SNIi-1409 b SER supporting license 
amend Request for amend should be sulimitted in form of 
replacement pages to license application 

PAGE, R 0 Uranium Fuel Licensing Branch 84/03/07 MASCHKA, P R 
IRT Corp Ip 22759 363 


— 8403230244 License SNM~1409 for IRT Corp authorlxlng receipt lx 
possession of 23 g U-239, 100 g Pu/Be source b 500 g Fu-239 
PAOE.R 0 Uranium Fuel Licensing Branch 84/03/09 3p p 
28739 264 


--B403230246 Safety evaluation supporting renewal of License SNII-1409 
FaSLA,D M Uranium Fuel Licensing Branch CRQWiW T Division of 
Fuel Cycle b Material Safety 84/03/09 4pp 22757 266 


DOCKET 70-1621 DUOUESNE LIGHT CO , PITTSBURGH, PA 


0403010293 Forwards Endorsement 58 to MAELU Policy MF-a? It Endorsements 
67 b 68 to NELIA Policy NF-226 

BARNETT, U E Conover b Associates. Inc 84/02/38 DINITZ. I. 

Office qf Nuclear Reactor Regulation, Director 4pp 22434 364 
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C-OCKET 70-1717 NOnUALK HOSP . fJORWALK. CT 


B403300167 IE 
06-0t941-01 
Steps takctii 
vsr 1 f led 
STEARNS, C F 

saaao osa 


tnsp Findings ti Licensee Act dtd S40307 of Licenses 
!• SNrt-lSO-4 fnsp findings no violations observed 
to correct violations noted In previous Insp 

Region 1, Office of Director B4/03/07 Ip 


DOCKET 70-3199 VETERANS ADHIN MEDICAL CENTER, WASHIWOTON, DC 


— 340314O23B QA program approval for radioactive matl package 09l3,R«v I 
HACDOHALD, C E Transportation Certification Branch 84/03/03 
Ip 22636 362 


DOCKET 71-0514 NORTH AMERICAN INSPECTION 


0403050330 Forwards QA program approval for radioactive matl Package 
03l4>Kcv O 

MACDONALD, C E Transportation Certification Branch 84/02/24 
SHUMMAY.R North American Insp Ip 22301 319 


B403130274 Ac k receipt of B30B30 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-2199/83-02 
MARTIN, T T Division of Engineering t Technical Programs B4/03/OB 
OAVAZZI'A A Veterans Adenln Medical Center, Uashingtam DC tp 
3260B 039 


— 8403130302 Responds to NRC B30810 Itr re violations noted In IE Insp 
Rept 70-2199/83-02 Corrective actions appropriate officials 
notified that NRC approval regulrcd to accept nuclear 
pacema kers 

GAVAZTI-A A Veterans Admin Medical Center, Mashlngton, DC 
Q3/0B/30 martin, T T Division of Engineering S. Technical 
Programs 7pp 22608 D40 


— '6403S30306 Ack receipt of 830810 Itr pn Circular 10-83-66 re eiplanted 
cardiac pacemaker prostheses Recisslon of nuclear units to 
Veterans Administration facilities completed 
SMITH, vf J Veterans Admin Medical Center, Uashlngton, DC 
B3/0B/26 MARTIN,! T Division of Engineering 8< Technical 
Programs 3pp 2260B 042 


DOCKET 70-2946 L0UISIANA POWER & LIGHT CO , NEW ORLEANS, LA 


B403060190 Forwards Endorsement 13 to NELIA Pol leg NF-263 

CDOKi K W Louisiana Power {. Light Co 84/02/27 Assistant 

Director for state licensee Relations 2pp 22519 034 


DOCKET 70-2935 EULOW irilERNAT lONAL CO . WASHINOTON, DC 


8403030363 Notifies Miat 840123. "Phifslcal Security Plan for Protection 
of SNM of law Strategic S ign i f icanc e" acceptable as amended, 
per enc I provisions Enel withheld (ref 10CFR2 790) 

BROWN, N 9 Fuel Facility Safeguards Licensing Branch B4/OI/37 
EDLOU, 3 Edlow In ternat i ana 1 Co 3pp 22527 314 


— 840303DJ40 QA program approval for radioactive matl Package 0314>nevO 
MACDONALD, C E Transportation Certification Branch B4/02/24 
Ip 22301 320 


DOCKET 71-9430 MODEL RCC, -1, -2. -3, -4. MEaTINGHOUSE ELECTRIC CORP 


8403260331 Forwards Rev 19 to Certificate of Compliance 9450 for Models 
RCC,RCC-I,nCC-2. RCC-3 6 RCC-4 

MACDONALD, C E Transportation Certification Branch 84/03/09 
MEINTRAUB.A A Energy, Dept of 2pp 22775 208 


•8403260336 Certificate of Compliance 9450,Rev 19, for Models RCC,RCC-1, 
RCC-2. RCC-3 L RCC -4 

MACDONALD, C E Transportation Certification Branch 34/03/09 
6pp 22/73 290 


DDCKEI 71-6206 MODEL D. DADCOCK 8. WILCOX CO 


8403010162 Application for amend to Certificate of Compliance 6206, 
changing Fissile Class 111 to Fissile Class II or III 
FORD, J T Babcock 6 Milcok Co 04/01/24 MACDONALD. C E 

Transportatio-n Cert 1 f Icat ion Branch 2pp 22479 219 


■ — •8403010166 Rev 0 to "Shipping Safety Analysis " 

* Babcock f. Ml lco« Co 80/02/27 llpp 22479 221 


DOCKET 71-6406 MODEL NOME, ENERGY, DEPT OF 


0403000394 Forwards Rev 5 to Certificate of Compliance 6406 for 
unlrradlated fuel assemblies 

MACDONALD, C E Transportat 1 on Certification Branch 84/02/29 

ENOEL.N P Energy, Dept of tp 22581 332 


DOCKET 70-2988 PHILADELPHIA ELECTRIC CO , PHILADELPHIA, PA 


0403030367 Forwards request Fai addl info re physical security plan f-or 
protection of SNM of low strategic significance Resp'onsi 
requested within 30 days U/o enci 

ORQWNiW Fuel Facility Safeguards Licensing Branch 84/01/31 
BRADLEY. EG Philadelphia Electric Co Ip 22527 313 


8403300307 Submits Items of interest Affidavit issued 840313 confirming 
that even if fuel pellets damaged by accident involving fuel 
assemblies in shipping containers, no radiological releases 
In violation of NRC regii 1 a 1 1 ons would result 

CUNNINGHAM, n E Division of Fuel Cycle 8- Material Safety 84/03/13 
DAVIS, J G Office of Nuclear Material Safety ft Safeguard s , Otr ec tot 
Ip 22044 302 

PACKAQINQ OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0511 DELTAK CORP 


3403010149 Forwards rs/ised App H to QA program for transportation of 
radioactive oiatls Organiiation chart from radiation safety 
manual added as Figure 1 

JORDAM,D Deltak Corp 04/01/24 COB DOW, L Transpor ta 1 1 on 

Certification Branch Ip 22479 250 


-9403010133 QA program for transpor tation of radioactive matls 
» Deltak Corp 04/01/24 5pp 22479 291 


DOCKET 71-0313 EDLOW INTERMATIOMAL CO 


8403140233 Forwards QA program approval for radioactive matl package 
0313, Rev I 

MACDONALD, C E, Transportation Cart 1 fl cat 1 on Branch B4/03/05 
POOHyHST»0 U Ed low Int'f mat 1 anal Co Ip 22636 361 


— 8403080396 Certificate of Compliance 6406>Rev 5, for unirrad ia ted fuel 
assernblies Approval record enc 1 

MACDONALD, C E Transpor ta 1 1 on Certification Branch 84/02/29 

5pp 22581 353 


DOCKET 71-6601 MODEL CN3 0-120, CHEM-NUCLEAR BVSTEM8, INC 


8403080312 Forwards Rev IS to Certificate of Compliance 6601 for 
Model CNB 0-120 

MACDONALD, C E Transportation Certification Branch B4/03/08 
DEAL, R Chom-Nuclear Systems, Inc 4pp 22577 350 


— 0403000314 Certificate of Compliance 6601, Rev 15 for Model CNS a-l20 
Approval record encl 

MACDONALD, C E Transportation Certification Branch 84/03/02 
4pp 22977 354 


8403210212 Notification of registration as user of Models CNB Q-120 ft 
NUPAC 14 D-2 o in response to 840221 request 

MACDONALD, C E Transportation Certification Branch B4/03/09 
UETHY. C M Florida Power ft Light Co Ip 22709 209 


8403330166 Notification of registration as user of Model CNS 8-120 in 
response to 840221 request 

MACDONALD, C E Transpor ta t i on Certification Branch 84/03/09 

KELBLEY, N D Advanced Medical Systems, Inc Ip 22743.346 


DOCKET 71-9001 MODEL IF-300, GENERAL ELECTRIC CO 


B4030a{)397 Forwards Rev 17 to Certificate of Compliance 9001 for 
Model rF-300 

MACDONALD, C E Transportation Certification Branch 84/02/29 
OAUGONi D M General Electric Uranium Management Corp 2pp 
22501 '342 
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— 3403000399 Certificate of Cornpllance 9001. Rsv 17, for Model IF-300 
Approval record enc 1 

MACDONALD. C E Transportation Certification Craned B4/02/S9 
app 22581 344 


DOCKET 71-9009 MODEL FL 10-1, GENERAL ELECTRIC CO 


8403060374 Forwards ret)uest for addl Info re 340121 application 
re<ii/estlng approval for Model FL 10-1 Info requested 
60 dags from 1 tr receipt 

nACDC]NAt.D, C B Transportation Certification Dranch B4/02/29 
VAUGHN. C M General Electric Co 3pp 2SS52 236 


9403230369 Notification of registration as user of Model FL lO-l In 
response to 840214 request 

MACDDNALOiC E Transportation Certification Dranch B4/03/09 
WglNTRAUQ.AA Energy, Dept of Ip 22/59 233 


DOCKET 71-9027 MODEL V4l i 74 IE, TECHNICAL OPERATIONE, INC 


B4O33OO290 Forwards Rev 4 to Certificate of Compliance 9027 for 
Models 741 6 741E 

MACDONALD, C E Transportat 1 on Certification Branch B4/03/19 
HUNROi J 0 Technical Operations, Inc 2pp 22044 311 


— B403300302 Certificate of Compliance 9027, Rev 4. for Models 741 t> 741F 
MACDONALD, C E Transportation Certification Branch 34/03/19 
app 22844 312 


DOCKCT 71-9036 MODEL C-l, SOURCE PRODUCTION 6 EQUIPMENT CO , INC 


9403200214 Forwards Rev 4 to Cortificate of Compliance 9036 for 
Model C-i 

MACDDNALOiC E Transportat i pn Certification Dranch 84/03/14 
DlCMARRYi R F Source Production !< Equipment Co ■ Inc app 
22709 346 


--0403260218 Certificate of Compliance 9036, Rev 4, for Model C-l 

MACDONALD, C E Transportation Certification Branch 84/03/14 
3pp 22709 340 


DOCKET 71-9071 MODEL AP-tOl, ANEFCO, INC 


8403020229 Requests listed Info to complete review of 840117 
application for amend to Model AP^lOl to include 
borosillcate 6 Qthei silicate solid waste forms in steel 
canisters as authorlied contents 

MACDONALD. C E Transportat i on Certification Branch 04/02/22 
MURPHY, U D Anefco. fne app 22493 361 


DOCKET 71-9079 MODEL HN-100, SERIES 2 6 2A, HITTMAN NUCLEAR 


8403210212 Notification of registration as user of Models CNS 8-120 >, 
NUPAC 14 D-2 0 in response to 840221 request 

MACDONALD, C E Transportation Certification Dranch 84/03/09 
HETHY.C M Florida Power 6 Light Co Ip 22709 205 


DOCKET 71-9134 MODEL ETP, EXXON NUCLEAR IDAHO CO 


8403300224 Forwards Rev 3 to Certificate of Compliance 9134 for 
Model ETR 

MACDONALD. C E Transportation Certification Dranch 84/03/15 
HEINTRAUD.AA Energy. Dept of 2pp 22845039 


— 8403300227 Certificate of Compliance 9134, Rev 3 for Model ETR 

MACDONALD. C E Transportation Car t if na t i on Branch 84/03/15 
4pp 22045 041 


DOCKET 71-9160 MODEL 20-V5 t 40-VS, GULF NUCLEAR, INC 


8403070011 Forwards request for addl info re 940121 application 
requesting approval for Models 20-98 6 40-US Info requested 
60 dags front Itr receipt 

MACDONALD. C B Transportation Certification Dranch 04/02/29 
0EVILL, M Gulf Nuclear, 1 ne 2p p 22563 164 


8403300229 Forwards request for addl info re Q40306 application for 
approval of Models 20-US 6 40-VS Addl info should Pc 
submitted In Form of revised pages Submittal schedule 
requested within 30 dags of Itr receipt 

MACDONALD, C E Transportation Certification Dranch 04/03/15 
OEUILL.M Oulf Nuclear, Inc 2pp 22844 360 


DOCKET 71-9161 MODEL R, GULF NUCLEAR, INC 


8403020239 Requests addl info re 040121 application for approval of 
Model R packaging Info requested 30 days from Itr date 
MACDONALD, C E Trausporta 1 1 on Certification Dianch B4/02/34 
BEVILL, M Gulf Nuclear, Inc tp 22493 360 


DOCKET 71-9162 MODEL GrJH-20, GULF NUCLEAR, INC 


3403260094 Forwards request for ad d i info In response to 830624 
application far approval of Model GNM-20 Add! info should be 
submitted in form of revised pages Bubmittal date requested 
within 30 dags of Hr date 

MACDONALD, C C Tra n spor ta 1 1 on Certification Dranch 84/03/07 

DEVILL, M Oulf Nuclear, Inc Ip 22763 188 


DOCKET 71-9175 MODEL CNS6-B0D, NUCLEAR PACKAGING. INC 


8403160164 Bummarg of B4O30'2 meeting w/Chem-Nuc tear 6gs, Inc in Silver 
Spring, MO re application for Model CNS 6-80B packaging 
ODEOAARDEN, R H Transportation Certification Dranch 84/03/06 
Transportation Certification Rranch Ip 22662 265 


DOCKET 71-9190 MODEL CASTOR V, GESELLfeCHAFT FUEfi NUKLEAR SERVICE. KflH 


8403070002 Forwards comments on 831109 partial application for CASTOR 
Vb cask Based on info submi tied, NRC cannot conclude that 
proposed test would be adequate for approving cask design 
Application for OA pi ogram needed prior to neit submittal 
MACDQWALD.C E Transportation Certification Branch 34/08/23 
ROLLINS, J 0 Gesellschaft fuer Nuklear Service, mbM 0pp 
22362 344 


DOCKET 71-9080 MODEL HN-600, NUFAC 7-100 «, CNS 7-100, HITTMAN NUCLEAR 


3403080416 Forwards Rev 9 to Certificate of Compliance 9080 for 
Models HN-600, NUPAC lOO 4, CNS 7-100 

MACOONALD.C E Transportation Certification Branch 84/03/01 
RONE, B 3 Nestlnghouse Electric Corp 4pp 22567 346 


— 8403080418 Certificate of Compliance 9O0O,RoV 7, for Models HN-600, 
NUPAC 100 & CNB 7-100 Approval record end 

MACDONALD, C E Transportation Certification Branch 84/03/01 
3pp 22567' 350 


DOCKET 7i-9l0a MODEL CNS 6-75, CHEM-NUCLEAR SYSTEMS, INC 


8403020420 Forwards Rev 5 to Certificate of Compliance 9108 for 
Model CNS 6-7 S 

MACDDNALOiC E, Transportation Certification Branch 84/02/22, 
DEAL. R Chem-Nuclear Systems, Inc 3pp 22491 269 


—8403020423 Certificate of Compliance 9100, Rev 5, for Model CNS 6-75 
MACDONALD, C E Transportation Certification Branch 84/02/22 
4pp. 22491 272 
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lOC^n COMMISSION MEETING RECORDS 


Q4O30I0447 Transcript of 040224 briefing In Washington) DC re need for {< 
avalJabilitg of esiper i enc ed reactor operators for future 
noclcoi' power plants Pp 1-95 Supporting documentation & 
vieuigraphs end 

» Commissioners 04/02/24 141pp 22446 340 


B403050S46 Staff roquirements memo re Commission 040222 meeting in 
Mashing ton> DC on advance notice of rulemaking on 
bflCkPlttlng Commission directed Regulatorg Reform Task Force 
to I et onvene t< consider proposal 

CHILKjS J Office of the Secretary of the Commission M04O22S 
04/08/29 TOURTELLOTTE, vf NRC - Mo Detailed Affiliation Given 
D1RCKS> W J Office of the Eiecutlve Director for Operations 

Pt-AINF. H H Office of the Oeneial Counsel 3pp 22527 106 


B4030SDP58 Staff requirements memo re Commission af firmat ion) discuss lor 
it vote in Wash Ing toni DC Commission bg 5-0 vote approved 
aCCY -QA-SS/SSA re environ qualification policy statement 
CHICK. !i J Office of the Secretary of the Commission MS4O220A 

B4/OS/*.'9 PLAlNEiH H Office of the General Counsel ip 

88527 105 


0403190130 Transcript of Commission 840229 discussion possible vote 
in Wosh 1 ng t OH) DC re NRC recommendations on DDE repository 
siting guidelines Supporting documentation end 
» Commissioners 04/02/39 70pp 22640 160 


8403230162 Staff requirements memo re 040229 discussion ti possible vote 
on staff recommendations on DOE repository siting guidelines 
In Wash i ngtoO) OC 

CHIi.K)S J Office of the Secretary of the Commission Ma402S9A 
04/03/12 DIRCKS.M J Office of the Executive Director for 
Operations Ip 33743 349 


— 0403330164 Advises that NRC has approved FR publication of preliminary 
decision re DDE repository siting guidelines presented in 
gECY“a4-67D) Bubj to listed items 

CHILK) 0 J Office of the Secretary of the Commission 84/03/03 
D1RCK8) W vJ Office of the Executive Director for Operations 2pp 
23V43 350 


0403230195 Transcript of 040320 briefing in Mash ingtoni DC ra Tech Spec 
requirements Pp |-74 Supporting documentation end 
e Commisslonors 04/03/20 B5pp 2275? 170 24X 

Fiche 90-416.04/03/20.8403230195 


□403050877 Transcript of 04O2S7 briefing in Wash 1 ng tan. DC re advanced 
icactors Pp 1-56 Supporting documentation end 
* Commisslonors 04/02/37 72pp 22501 113 


04OaO9O?'/7 Transcript of 040227 briefing in Wash ing tori) DC re financial 
qual I f itatlono 6 long-term rulemaking proposals Pp 1-49 
• Commisslonei s 04/02/27 53pp 22501 211 


0403050380 Transcript of 040227 af firmat ion/d iscuesion t< vote in 
Washington) DC rc 3ECY~D4'71A on statement policy re 
finanrial qualifications Pp 1-3 
» Cnmmissioners 04/02/27 7pp 22301 202 


0403060501 Transcript of Commission 040220 af firmat lon/d 1 scussion & 
vote In Washington) OC re publication of FR notice on 
equipment qualification policy statement Pp t-3 
• Cucninissionur s 04/02/20 6pp 22552 177 


□4030/03/0 Commission determination statement withholding transcript 
of closed B3Q921 meeting re motion to quash Hartman 
eubpocnas 

CHlLKt 3 J Office of the SecrO'tary of the Commission 04/03/87 
Public Document Branch Ip 22567 801 24X Flche 50-320)84/02/27) 

0403070370 


8403070370 Transcript of Commission 040289 briefing in Wash I ng ton) DC 
rc etnlus of util progress toward obtaining full power Q<- 
Pp 1-93 Supporting documentation encl 
* Oummi sslonors 04/08/29 lOlpp 82567 090 24X 

FlchP r.O-416) 04/02/29) 0403070370 


0403070415 Transcript of Commission 040220 discussion of need for b 
availability of experienced reactor operators for future 
iiucluoi power plants in Wash Ington) DC Pp 96-164 
* Commissioners 04/02/20 70np 22566 303 


04O318OU20 Staff requirements memo rc 040220 discussion of operating 
shift experience requirements in WashlnhtonrDt Development 
of plan to achieve longer-range shift operator experience 
objectives requested, 

CHILK. □ 'J Office of the Secretary of the Commission MB4O220D 
04/03/05 DIRCKB) W J Office of the Executive Director for 
Operations ip 22619 34/ 


0403180034 Staff requirements memo re 040229 briefing in Wash ing ton) DC 
re SAl P review of areas prior to issuance Of full-power 
recommendation h docginont interpreting LER rept 
CIITLK) 0 O Office of the Secretary of the Commission, MS4029D 
D4/03/0S. D1RCK0)M J Office of the Executive Director for 
Opeiatlons ip 22619 346 84X Fiche 50-416)84/03/02)8403120034 


0403260334 Transcript of Commission 040321 af f Irmstlon/dl sc ussi on h 
vote in Mash Ing ton. DC re proposed order delegating authority 
to AOLB to hear Part 70 issues raised in Limerick 
proceeding Pp 1-3 

» commissioners 04/03/21 6pp 22775201 24X 

riche 50-392)84/03/21)0403260334 


8403270320 Transcript of Commission 840323 d 1 scusslon/posaib le vole in 
Washington) PC re full power OL for LaSalle Unit 2 Pp 1-76 
Supporting doc omenta t ion encl 

a Commlsslotters. 84 /03/23 04pp 22709 153 24X 

Flche 50-374. 04/03/23. 8403270320 


6403270335 Tranocrlpt of Commission 040323 affirmation/discussion b 
vote In Mash Ington. DC re request for denial of renewal of 
Beabrook Unit 2 CP & SECV-B4~40 concerning review of ALAS- 
724 ill matter of Met Ed Pp 1-3 

* Commissioners ALAB-724 84/03/23 6pp 22707 336 24X 

Fiche 00-000. B4/03/23. 0400270335 


ACR8 ADVISORY COMMITTEE ON REACTOR SAFEOUARDS 


0307260036 Forwards comments on proposed priority rankings of addi 
group of generic issues discussed during ACRS 279th 
meeting on 830707-0? ACRS disagrees w/certaln priority 
rankings proposed b g NRC 

LIDAHKINiM M ACRS - Advisory Committee on Reactor Safeguards 
83/07/15 DIRCKS.M J Office of the Executive Director for 
Operations 10pp 22444 082 


—8403010015 Submits comments & requirements re 020819 meeting on 
safeguards issues Safeguards country analyses, spent fuel & 
spent fuel strategy 6 saf eguard goals addressed 
MAU33HARDT.R D Office of Nuclear Material Safety Si 
Safequards. Director 02/00/20 DURNETT.R F Division of 
Safeguards 2pp 22444 100 


— B403010022 Comments on safeguards research More structuring t. emphasis 
should be placed on investigating insider, particularly 
coming to grips u/ansiuer to PRA approach Shared research 
between DOE li NRC could work 

DAVIS.J G Office of Nuclear Material Safety 8i 
Safeguards. Director 03/07/14 DURNETT.R F Division of 
Safeguard 3 Ip 22444 102 


— 0403010029 Requests different cross cuts of data on "Insider Adversary 
Study" to help quantify certain aspects of malevolence risk 
Clbsslfled insider adversary rept requested 
QURNrTT.R F Division of Safeguards 82/10/26 CAUDLE.fi. 

Eneigy. Dept of Ip, 22444 103 
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NONDOCKETED ITEMS 


"8403010033 Foruards histosramj ti uplanatory notes that i-epresent most 
recent siark in anal^iinq safeguards event data Halevolerlt 
incidents that challenged safety sys h incident frequencies 
{f tiends ecajnined 

UUUNCTT. B F Division of Safeguards 32/11/03 flAUSSHARDT 
Office Of nuclear Material Safety t Safeguards. Director 2Vpp 
22444 104 


—8403010037 Oistusses development of safeguards goal re Sabotage 
rrobabilitg of sabotage at plant not easily determined 
Ouestions uihat uould be needed to alloia inclusion of 
sabotage In safety goals 

BUttNLTT.fi F Division of Safeguards 83/06/09 SERNERO.R H 
Division of nut Analysis THOMPSON. H L Division of Human 
Factors Safety Ip 22444 133 


-3403010042 Foruards "Ouan ti f icat t on of Risk Due to Sabotage at Power 
Reactors " NHC conclusion that inclusion of radiological 
sabotage in safety goal unfeasible 

BURNETT.R F Division of Safeguards 83/12/14 DAVIS, J 0 
Office of Nuclear Material Safety & Safeguards. Director 36pp 
22444 134 


-■B30B04037B Discusses development of safeguards goal.per 63D6D9 memo 
probability of nuclear power plant sabotage cannot be 
estimated u/any Confidence No good aieasures for predicting 
effectiveness of securities safeguards Improvements. 

THOMPSON. M L Division of Human Factors Safety 33/07/26 
BURNETT. R F Division of Safeguards 2pp 22444 206 


--0312130241 Provides concurrence on NMSS summary of EDO 830927 briefing 
on quantification of risi to sabotage at Power reactors Use 
of PRA 4s tool to develop sabotage stds should be portrayed 
more positively 

THOMAS. C O Standardl 1 a tion 6 Special Projects Branch 83/12/07 
ERICKSON. R A Licensing Policy 6 Programs Branch Ip 22444 218 


'-03HI4O17O Coainients on chronology re quantification of risk due to 
sabotage at power reactors. In response to 831027 medio 
SPPIS. T P Division of Safety Technology 83/11/02 
ElSENHUr. D 6 DUislon of Licensing 2pp 22444 219 


— 8312120006 Clarifies position on quantification Of risk due to 
sabotage Author inclines toward more positive view of role 
PRA techniques might play in regulatory stds development 
hearing upon sabotage 

SPEIS.T P Division of Safety Technology 83/11/29 

EISENHUT. D O Division at Licensing Ip 22444 220 


84030S034S Notifies of reappointment to ACR8 
PALLADINO.N J Commis* loners 04/0E/22 
Not Assigned SIESS. C P ACRB - Advisory 
Safeguards ip 22501 322 


SieSB. C P AffllUtiori 
Coiyimittoo an Reactor 


8403090340 Discusses major deflciencicB In “Critique of 306." pactaj* 
re inappropriate status {< qualifications of training manager 
6 low level of educ requirements Request views be presented 
at ACRB 831213-17 committoo meetings 

PEARSON.R 0 North Carolina State Unlv . Raleigh, NC PE^ARBBM. R 0 
ACRS - Advisory Committee on Reactor Bafeguards 83/12/06 MAHD. D 




B403130222 Transcript of ACRS Subcommittee on Dralduood Station B403011 
meeting in Joliet, IL Pp 1-163 VleWgraphs enci 

* ACRS - Advisory Committee on Reactor Safeguards 04/03/0B 
laspp 22605 195 24X Fiche 30-456. B4/03/0B, 0403130222 

B40314000B Transcript of ACRB Subcommittee on Oraldwood Station 040309 
meeting In Joliet, IL Pp 164-203 Bupparting documentation 

'"^ACttS - Advisory Committee on Reactor Safeguards 84/03/09 
379 pp 22631 033 24X Fiche 30-436,84/03/09,0403140008 


8403140302 Discusses seismology Issues in OL review Eitremely 
conservative values established for ODE & BBE Plant site Is 
as nearly aselsmic as any site in eastern Oa 

MAXWELL, J C Maiwell, J C MAXWELL. J C ACRS - Adviiori| Commltlae 
on Reactor Safeguards 84/01/03 KERR, W ACRS - Advieopij Committee 

on Reactor Safeguards Ip 22633 317 24X Fiche 30—400.64/01/03. 

8403140302 


3403140323 Summary of ACRS Subcommittees on Reactor Ratfiolag icat 
Effects h Site Evaluation 830718-20 meetings In Washington. 

DC re rPA proposed natl amission stds t< radiological 
emergency plans 

* ACRS - Advisory Committee on Reactor Bafeguards 83/08/31 
ACRS - Advisory Committee on Reactor Safeguards 23pp S2639 260 


8403140334 Forwards comments on draft “PRA Ref Document." based on 
brief 6 incomplote review Agrees that use of ''bottom-line 
risk numbers" should be discouraged Document comprehenslva Sc 
consistent 

CARCIAiA A Lawrence Livermore Laboratory 80-04-004/1 177U 
B4/01/10 OKRENT.P California. Unlv of. Los Angeles, CA 
OKRCNT. D ACRS - Advisory Committee an Reactor Safeguards 4pp 
22635 171 


’-0403010057 Submits six Items requiring followup re status of safeguard 
program items Preliminary agenda for Nov 1984 b reseting 
notice re weekly collequia on PRA activities end 
HAUSSHAROT.D B Office oF Nuclear Material Safety 6 
Safeguards. Olrectoi 83/10/20 BIAINETT.B F Division of 
Safeguards 116pp 22444 323 


B403140339 Comments on document evaluating PRA methodology 
effectiveness Risk-worth tabulations for each complete PRA 
should be included 

MUELLER. C J . PEDERSEN, D R Argonno National Laboratory 
MUELLER. C J ACRS - Advisory Committee on Reactor Bafeguards 
64/01/06 SAi/lO. R ACRB - Advisory Committee on Reactor Safoguarda 
OKRENl.D California, Unlv of, Los Angeles, CA 4p SS639 249 


-8311140230 Discusses initiatives to Improve coordination. morale 6 
training among divs on PKA-related subjs 

ROWSOME, F Assistant Director for Technology Review 83/09/21 
SPEIS.T Division of Safety Technology 3pp 22444 338 


--8403010063 Requests conference room beginning on 831106 ti every Tuesday 
therrafter to hold colloqula between NRR S, RES members on 
PRA related issues 

RDWSDME. F Assistant Director for Technology Review 63/10/26 

ISEt IN. R E Building 6 Operations Qranch ]p 2244 4 341 


- 8311140248 Prupnses program to Improve coordination among divs on PttA- 
related subps 

ROUSOMEiF H Assistant Director for Technology Review 63/10/31 
ERNST. M L Division of Risk Analysis 2pp 22444 342 


■0312190350 Forwards preliminary agenda Instituting weekly collquia 
on leactor risk assessment Collquia senes will begin on 
631108 to discuss Nrr PRA for FVa4 

ROWSUME.F Assistant Director for Technology Review 83/10/31 
Assistant Director for Technology Review Ip 22444 344 


8401300121 Summariies ACRS 20Sth meeting on 840112-14 re review of OL 
application, cantral room design 6 tube degradation 
Investigation of allegations re OA requested 

EBERSOIE. J C ACRS - Advisory Committee on Reactor Safaguards 
84/01/16 PALLAOINO, N J Commissioners 3pp 22044 023 24X 

Fiche 50-400,64/01/16,8401300121 


8403030346 Notifies of reappointment to ACRS 

PALLADINQ.W J Commissioners 64/02/22 EBEHSOLE.J C. Affiliation 
Not Assigned EBERSDle. J C ACRS — Advisory Committee on Reactor 
Safeguards Ip 22501 321 


6403140332 Summary of ACr 8 Waste Mgt Subcommittas 830906-09 inaetlligt 
in Rlchland.WA to continue ravleu of ODE site 
characterilation rcpt for BWIP 

• ACRO - Advisory Committee on Reactor Bafeguards 63/11/01 
ACRS • Advisory Committee on Reactor Safeguards 19pp. 22633 175 


8403160004 Tranocript of ACRS Subcommittees on Reliability 1< PRA b 
Indian Point Units 2 t, 3 840314 moetlng In Washington, DC. 

Pp 1-60 supporting documentation end 

» ACRS - Advisory Committee on Reactor Safeguards B4/O0/14 6lpp 
22633 2B9 24X Fiche 50-247,84/03/14,8403160004 


6403160012 Transcript of ACRB Sobcoffiral ttee on Reliability 1. Risk 
Assessment 840314 meeting In Washington. DC Pp 1-54. 

Supporting documentation end 

* ACRS - Advisory Committee on Reactor Bafeguards 84/03/14 60pp 
22632 116 


6403160037 Transcript of ACR8 Subcommittee on Malnt Practlcea & 
Procedures 840314 meeting in Washington, DC Pp 1-234 
Supporting documentation end 

» ACRS - Advisory Committee on Reactor Safeguards 84/03/14. 
509pp 22630 001 


adequacy ofi proposed ruUmaking chang« to 
lOCFRDOtApp Afin&uping human factor specs In daslgn 
operation criteria 

DEBDNS. A ACRS - Advisory Committee on Reactor Safeguard* 

63/12/21 WARD. D ACRB — Advisory Committee on Reactor Bafeguards 

2pp 22662 322 


S40316OO53 Comments an DOE 831118 final guideline* for recommendation 
Of iltes for nuclaar waftta r^potltorlat 

® ACRS - Advisory Committee on Reactor Safeguardn 
PHILBRICK, S 8 Philbrick. 8 S 03/12/19 MOELLER, 0 U ACRB - 
Advisory Committee on Reactor Safeguards. 2pp 22662' 320 



NONDOCKETED ITEMS 


64031*0089 Discusses Q31S06 meeting u/O Bheron !< J Gutman re 
contrlfaut ion of ssmiscale Integral facility in licensing 
efforts BpoclPlc issues addressed u/help of semiscale 
listed 

CA7T0N. 1 ACnS - Advisory Committee on Reactor Safeguards 
OA/01/05 BOEHNERT. P ACfiS - Advisory Committee on Reactor 
Safeguards Spp 22*62 316 


0403160067 Transcipt of ACR9 Subcommittee on Safety Philosophy! 
Tochnoiogy 6 Criteria B40314 meeting in Washing ton. DC Pp 
1-171 Supporting documentation end 

* ACR8 - Advisory Committee on Reactor Safeguards 04/03/14 
171pp 22689 179 


0403160076 Comments on TRAC— PWR or RELAP5 for future development 
Recommends code development be stopped Code assessment 
program should bo conducted by final user of code 
CATTONi I ACRS - Advisory Committee on Reactor Safeguards 
04/01/06 D0EI4NERT, P ACRS - Advisory Committee on Reactor 
aafeguards 2pp 22662 286 


0403160005 Comments on 840103-04 site visit & OL hearing in Apes.NC 
Requests opportunity to vleie final control room tt new 
s Imulator 

PEARBON, R 0 North Carolina State Unlv . Raleigh, NC PEARSON, fi 0 
ACRS - Advisory Committee on Reactor Bafeguards 84/01/05 KERR, M 

ACRa - Advisory Committee on Reactor Safeguards MAJOR, R North 

Carolina State Unlv , Raleigh, NC 3pp 83662 276 243( 

Flche- 80-400, B4/01/05, B403160085 


0403190108 Transcript of ACRS 2B7th general meeting on B40315 in 
Washington, DC, pp 1-190 Supporting documentation end 
a ACRB - Advisory Committee on Reactor Safeguards 64/03/15 
237pp. 22669 007 


B4032100B4 Transcript of 207th ACRB general meeting on 840316 In 
Washing ton, DC Pp 191-289 Supporting documentation enc 1 
* ACRS - Advisory Committee on Reactor Safeguards 64/03/16 
iODpp 22705 186 


8403220064 Transcript of ACRS Subcommittee on ECCS DRR B40320 meeting 
in Wash ington, DC Pp 1-363 Supporting documentation end 
• ACRQ - Advisory Committee on Reactor Safeguards 04/03/30 
499pp 22711’ 001 


04032201 1 S Recommends that proposed rule change to lQCFRSO,App A be 
published for public comment 6 provides editorial comments 
Change would add human factor design criterion to general 
cr 1 teri on 

KEYSERLlNOi W M ACRS - Advisory Committee on Reactor Safeguards 
03/12/12 WAND, D ACRS — Advisory Committee on Reactor Safeguards 
2pp. 22723. 2B5 


8403230121 Transcript of ACRS Subcommittee on ECCS 6 DHR 840321 meeting 
in Washington, DC Pp 364-6S0 

• ACRS - Advisory Committee on Reactor Safeguards 84/03/21 
4aipp, 22729 001 


B403260297 Transcript of ACRS 840322 seminar on PRA In Washington. DC 
Pp 1-421 Supporting documontatlon end 

• ACM0 - Advisory Committee on Reactor Safeguards 04/03/32 
666pp. 22751 082 


B40327000S Transcript of 840323 seminar in Wash ington. DC re PIIA 
Pp 422-653 Supporting documentation end, 

e ACRB - Advisory Committee on Reactor Safeguards 64/03/23 
390pp 22767 001 


B403260241 Oueitions requirements of Reg Guide 1 97 to insure 
instrumentation to follow course of accident, Including 
severe acd dents. Quel 1 ficetion requirements do not include 
anything beyond DBA 

CATTON, I. California, Unlv of, Los Angeles, CA CATION,! ACRB - 
Advisory Committee on Reactor Safeguards B4/0S/17 CAPUCCl.A J 
ACRS - Advisory Committee on Reactor Safeguards Ip 82003 209 


0403260307 Summary of ACRS Subconunittea on Extreme External Phenomena 
031012 meeting w/ut 1 1, Wes t inghouse, TERA 6 Lfniv of Illinois 
in Wash ington, DC re use of tan effect methodology in seismic 
design anelysls at Diablo Canyon. Agenda end 

* ACRS - Advisory Committee on Reactor Bafeguards 83/11/25 
ACRS - Advisory Committee on Reactor Safeguards. |6pp 22008,040 
24X Flche 50-275, B3/1 1/25, 8403280307 


0403280306 Summary of ACRS Subcommittee on Human Factors 631130 
meeting w/Uettlnghouse, DNL, Interlock Qroup h DOE in 
Washington, DC re proposed revs to Reg Guides 1 149,1 0,1 134 
tc 1.114 proposed mod to iOCFROO, App A. 

*■ ACRS - Advisory Committee on Reactor Bafeguards 64/02/24 
ACRS - Advisory Committee on Reactor Safeguards 33pp 22808 007 


04O32BD31O Summary of ACflS Subcommittee on Electrical Sys B3I1I6 
meeting in Wash ing t on, DC re FVB5— 86 research programs for 
Ins tr omen tall on & Control Branch, including surveillance h 
diagnostic techniques Agenda h viewgraphs end 
* ACRS - Advisory Committee on Reactor Bafeguards 03/12/19 
ACRS Advisory Committee on Reactor Safeguards !7pp 22007 352 


6403280313 Summary Of ACRS Sub c onwni C tee on Reliability h Probabilistic 
Assessment 831116 meeting u/OAD in Washington, DC le 
FY8S-e6 budget proposals l< GAO Q30927 Itr concerning PRA 
* ACRS - Advisory Committee on Reactor Safeguards 64/01/23 
ACRS - Advisory Committee on Reactor Safeguards 9pp 22 007 343 


6403280314 Bummarlies IDCDR FI ssion-Product /Bource-ferm meeting 
□verall treatment given to severe accident problem 
commendable 

CORRADINI. M Wisconsin, Unlv ■of, Madison, W1 CORRADINIiM ACRS - 
Advisory Committee on Keactor Safeguards 84/02/23 KGRR.W 
Michigan, Univ of. Ann Arbor, MI KERR. W ACRS - Advisory 
Committee on Reactor Safeguards 4pp 23807 339 


6403200316 Submits comments on 031221 containment meeting in Knoivllle. 
TN Value of TMl-B Action Plan as tool for reducing severe 
accident risk debatable 

BENDER. M Query tech, Inc SENDER. M ACRS - Advisory Committee on 
Reactoi Safeguards 84/01/31 KERR.H ACRS - Advisory Committee on 
Reactor Safeguards 2pp 22799 357 


8403200320 Surunai y of ACRS Subcommittees on Reactor Radiological 
EffectsiAir Sys & Waste Mgt 031201-03 meetings uj/Bechtel. 

DOE, Nucleon 1 c B WK it Daub 1, Muntdtng In Wash Ing ton, DC re 
propoced research 

* ACRS - Advisory Committee on Reactor Safeguards 04/03/18 
ACRS - Advisory Committee on Reactor Safeguards 17pp 22807 322 


8403200326 Comments on ACRS Class 9 Subcommittee 040127 meeting re 
ujorhing draft of Pinal NRC policy statement on severe 
reactor accidents Mat! should be carefully reworded to make 
statrments precise & nonr epe t 1 ti ve 

CQRRAUINI.M Wltconsin, Unlv of, Madison, WI CORRADINI, (1 ACRS - 
Advisoiy Committee on Reactor Bafeguards 84/01/30 KERll.U 
Michigan, Unlv of. Ann Arbor, MI KERR.H ACRS - Advisory 
Committee on Reactor Safeguards 3pp 22799 360 


0403200335 Summary of ACRS Subcommittee on RE Oinna 031116 meeting ui/ 
u tl 1 s, 01 1 ber t Assoc. Westl nghouse, KMC, Inc, Taylor Assoc & 

Lcltocuf, Lamb, Lslb y ti MacRae in Wash ing ton, DC re application 
to convert priivislonal DL to full-term OL 

e ACRS - Advisory Committee on Reactor Safeguards 84/02/10 
ACRS ■ Advisory Committee on Reactor Safeguards 20pp 2P0O7 23? 
24X Tithe 50-244,84/02/10,0403200335 


04032S0341 Forwards rept on 831129—1201 meetings at Harpers Ferry, WV 
re IDCOR analysis program Bocond meeting on same subj 
matter, w/ spec 1 fic p rees tab 1 1 shed set of questions needed 
BENDER, M Querytech, Inc BENDER, M ACRS - Advisory Committee on 
Rcactoi’ Safeguards 84/01/04 KERR.W ACRS — Advisory Committee ur. 
Reactor Safeguards 9pp 22607 194 


0403200345 Summarlies ACRS Class 9 031012 meeting re 630922 rev to 
Q30QQ& document, ’"Severe Accident Decisions for Eilstlng 
Nuclear Power Plants " Regulatory questlnns, technical Issues 
direction of future meetings addressed 
CORRAUINtiM ACRS - Advisory Committee on Reactor Bafeguards 
83/10/12 KERRiH ACRS — Advisory Committee on Reactor Safeguards 
22pp 22799 334 


B403290D02 Final response to FOIA request far four categories of 
dneumen ts > test Si stud i es S, analyses referencing or pertaining 
to NUREG-0103, "STB for D&W PWR " App A documents and 
FELTON, J M Divieion of Rules a-nd Records 84/01/13 MADUHN. I J 
Kaye, Scholer, Flerman, Hays h Handler 6pp 22B16 127 24X 

Ficbe. 50-000, 04/01/13, 0403290002 


--B40327006B LletS proposed reg guides that Engineering StdS Branch plan 
to submit to ACRB Safety Ouide Bubcommlbteo for 
cons I dera tlon at Feb meeting. 

ARIQTTO.G A Atomic Energy Commission - Directorate of Regulatory 
Standards 73/01/26 BURNB.W ACRS - Advisory Committee on 
Reactor Safeguards Ip 22016 337 


64Q3290067 Summary of ACRS Sub convnl ttee on Quality & OA in Design b 
Const 831206 meeting w/S&W, NUTECH Engineers, Inc, Sandia Labs, 

EEI, DDL, Oa sser Assoc, Taylor AssociFauth Assoc, Inc b Bechtel 
In Washington, DC 

a ACRB - Advisory Committee on Reactor Safeguards 64/01/23 
ACRS - Advisory Comimittee on Reactor Safeguards |9pp 22622 191 


6403290110 Forwards J Preston 630104 memo re generic safety Issues 
pri ori 1 1 lat 1 on methodology for placement in PDR 
ROBERTS, B J ACRS - Advisory Committee on Reactor Bafeguards 
04/03/14 KCKNIOHT.J Distribution Services Branch Ip 
22822 214 
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NONDOCKETED ITEMS 


— □'403P90II3 Advlies of revtoui of gfOBrlc issues p rioT J tl Jatl on 

fnet^DdolDgy doscrtbed in NUReO'0933 Inherent limitations 
of value impact score farnula discussed Use of structured t< 
Itciatlve consensus judgement ms thodo 1 ogg recommended 
PHEIilOM. J ALftS - Advisory Committee on Reactor iSafeguards 
83/01/04 BESOER’M ACRE - Advisory Committee on Roactar 
Safeguards 3pp P19 


B4a3290J:l>2 Bummary Of ACRB Subcommittee on Safety Research Program 
8401 1 1 meeting in Idasti 1 ng ton* OC re 0C13 final mark on NRC 
safety research program budget for FY05 6 draft version of 
ACRS rept to Congress on related matter Uieugraphs end 
» ACRb - Advisory Committee on Reactor Safeguards 04/02/22 
ACKS - Advisory Committee on Reactor Safeguards 22pp 22822 266 


8403300240 Summary of ACRS Subcommittee on Human Factors 831207 
meeting in Plash ington* UC re status of ongoing activities in 
NRC human factors program plan>human reliability data base ti 
uses & revteiii of program budget for FVB9-a6 

• ACKS — Advisory Committee On Reactor Safeguards 83/12/07 
ACRQ Advisory Committee on Reactor Safeguards 24pp 22842 320 


8403300246 Coramoiits on containment performance g uldo 1 ines. f I f t h source 
term meeting ?< severe accident program for LUR regulation 
CATTON* I ACRS ^ Advisory Conintttce on Reactor Safeguards 
B4/02/06 UAKQi A ACRS - Advisory Committee on Reactor Safeguards 
4pp 22B40 348 


ADVCH NRC ADVISORY COMMITTEE 


8403080-410 Responds to 840214 request for 30-day extension to comment 
on draft suppl to programmatic E15 Due date for comments 
eiteudcd to 840402 

DENTOM* H -R Office of Nuclear Reactor Regulation. Director 
04/03/01 MORRIS, A E Lancaster, PA 2pp 22381 328 24X 

Fit be 30-320,04/03/01. 8403080410 


— 8403080412 Requests 30-day aitenslon to comment on programmatic EIB 
update 

riDRItlSiA E Advisory C-ounc 1 1 for Decontamination of TMl Unit 2 
84/02/14 PALLADINO, N J CoJniTM ss loners 2pp 223B1 329 24X 

riche 30-320,04/03/01.0403080410 


rOMHIaSION NRC COMMlbSIONERB 


0409130393 Responds to 848111 request for development of facility 
public safety oversight committee Merits of committee not 
judged due to util Intention not to complete project as 
nuclear plant 

PALLADiNO.N J Commissioners 04/01/31 CDLLINS.ML Kentucky. 
Comnonuealth nf. Ip 22669 230 24X Flche 30-338,84/01/31, 

U4021 30393 


— 0402130399 Responds to 831212 request for development of facility 
public safety ovei sight coownittee Merits of committee not 
judged due to util intentio-n not to complete project as 
nucliar plant 

PAIIAD1N0, N J Commissioners 84/01/31 BORTZ.A Cincinnati, 
OH Ip 22662 251 24X Flche 50-338,04/01/31.8402130393 


— 8402130390 Responds to 831221 request fo-r development of facility 
public safety oversight committee Merits of cammlttee not 
judged due to util Intention not to complete project as 
nuclear plant 

RAIUADINO.N J Commissioners 84/01/31 METZEbinAUH. H (1 Senate, 
Lnrryy Jc Natural Resources Ip 22662 232 24X 

riilit 30-358.04/01/31, 8402130393 


--8402130353 Responds to 83)213 request for development of facility 
public safoty oversight committee Merits of committee not 
judged due to util Intention not to complete project as 
nuclear plant 

KALI ADINO. N J Commissioners 04/01/31 CELESTE. H F Ohio, 
atalc Of 4pp 22662 233 24X Flche 30-338.84/01/31,8402130393 


— 6402130393 Requests development of proposed facility public oversight 
cummlttee Cemmittee establishment uould inspire public 
c onf f donee 

COLLINS, M L Itentucky. Commonwealth of, 94/01/11 F'ALLADINO.N 
CoiiMsi ssioners Ip 32662 254 24K Flche 50-338, B4/01/3I. 

0402130393 


—8402130392 Requests development of public oversight committee to review 
Facility safety-related problems HRC ft util credibility 
questioned as public uiitness cost overruns ft safety flaus 
METZLNDAUM.H M Senate, Energy ft Natural Resaurccs 83/12/21 
PAtLADlNO.N J Cnmihlss 1 oner s Ip 22662 857 24X 

Fichc 30-35B, 04/01/31,8402130393 


— 8402130360 Requests changes irj proposed facility oversight committee 
Changes needed to inspire public confidence In oversight 
prod 33 

celeste, R F Ohio. State of 83/12/13 PALLADINO, N 
Commissioners tp 22662 258 24X Flche 50-358,84/01/31, 

84091 30393 


B402220P91 Responds to 831209 1 tr In opposition to restart until all 
outstanding issues resolved 

PALLADINO. NJ Commissioners 04/01/31 HEINZ, J Senate ip 
22584 306 24X Flche 50-289, 84/01 /31. 8402220291 


— 0403090003 Responds to 831212 Itr ecpresslng concern re protracted time 
peilod for resolving TMI-1 restart Issue Notice to parties 
issued on 840127 end W/o encl 

PALLADINO, N J Commissioners 84/01/31 KBLTER.d P House of 
Rep tp 225B4 305 24X Fichc 50-209.04/01/31,6402920291 


— Q4030900D4 Responds to 831212 Itr eiprossing concern re protracted tine 
pel iod for resolving TMl-1 restart Issue Notice to parties 
Issued on 64012/ encl U/o encl 

PALLADINO. N J Commissioners 84/01/31 MURPHY. A J House of 
Rep Ip 92584 307 24X Flche 90-289.84/01/31,8402290291 


— 8403090005 Responds to 831212 Itr expressing concern re protracted txige 
pel iod for resolving TMl-1 restart Issue Notice to parties 
I SBUt d on 040127 end U/o encl 

PALLADINO. N J Commissioners 84/01/31 MURTHA.J P Ho-use of 
Rep Ip 22584 300 24X Flche 30-289,84/01/31.6402220291 


— 8403090007 Responds to 831212 Itr expressing concern re protracted ttar 
period for rc&olving TMl-1 restart issue Notice to parties 
Issued on 840127 encl U/o end 

PAllADINO.N J Commissioners 64/01/31 CLINOER.U F House of 
Rep Ip 22384 309 24X Flche 50-989.84/01/31,8402220291 


— 8403090008 Ro-iponds to 831212 Itr expressing concern re protracted time 
peilod for resolving TMI-1 restart Issue Notice to parties 
Issued on 040127 end M/o end 

PALLADINO, N J Commissioners 84/01/31 GAYDOS. J M House of 
Rep Ip 92584 310 24X Flche 30-289.84/01/31,8402220291 


--B4O3090009 Responds to 831213 Itr expressing concern re protracted ttmi 
peilod for resolving TMI~1 restart Issue Notice to parties 
issued on 640127 end H/o encl 

PALlADtNO.N J Commissioners 84/01/31 RITTER, D llouso of Rep 
Ip 22S84 311 24X Flche 50-289,84/01/31.0402220291 


— 8403090010 Reipondo to 031212 Itr expressing concern re protracted tine 
peilod for resolving IMI-l restart issue l4otlcc to parties 
isiucd on 840127 end U/o encl 

PALLADINO. N J Commissioners 04/01/31 HARRIBON, F House of 
Rep Ip 92504 312 24X FlChe 30-289. 64/01 /□ 1 . 8402220291 


— 8403090013 Expresses concern re protracted time period for resoluttan 
of issues surrounding TMt-1 restart Commission should place 
primary empliasls on ability of util mgt to operate plant 
safely 

GAVD03, J M . HDLTER.J P , MURPHY, A J House of Rep 03/12/12 
PALLADINO, N . OILLINSKY’.V > RQDERT8, T Commissioners 2pp 
22504 331 24X Flche 30-289,84/01/31.0402220991 


— B403090011 Expresses concern re protracted time period for resolution 
of issues suTroundlng TMl-1 restart Commission should place 
primory emphasis on ability of util mgt to opqrata plant 
safely 

HARniSON.F House of Rep 83/13/13 PALLADINO. N . 0ILIN3KV.V . 

RODERTa.T Commissioners 2pp 22304 329 24X 

Fit be 50-2B9. 84/01/31.8409220291 


0403010094 Responds to FOIA request for documents re petition for 
rulomakliiy PRM-50-31 from Citizens Task Farce of Chapel 
HllliNC Forleards App A documents App D documents completely 
ulthheld (ref FDIA Exemption 3> 

FELION. J M Division of Rules and Records 04/01/18 EHOLLV.8 C 
Onion of Concerned Scientists 4pp 22446 035 


—0403010038 Requests documents re petition for rulemaking PRM-SO-31 
filed by Citiiens Task Force ft R Bernero 830916 memo to 
NRC dtv directors re draft rulemaking on emergency 
preparedness 

MARKIY.E J House of Rep . Interior ft Insular Affairs 03/09/22 
PALLADINO, N J Comml e s loners Ip 29446,040 


04030104/7 Responds to 040113 Itr re release of radioactive matl into 
atmosphere ft embrittlement of containment shells In older 
nuclear pouer plants ft capability of containment structure 
to ulthstand pressurized thermal sliock 

RCN10N. H R Office of Nuclear Reactor Regulation, Director 
84/02/15 ANBDRD, D A Aff i Ilatlon Not Assigned 3pp 22438.300 



NONDOCKETED ITEMS 
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--B403010300 EipreeSBS concern re backuiarrf shift rotation of plant 
operators t< embrittlement of containment shells In older 
nuclear pou/er plants due to constant bombardment of high 
levels of radiation 

AMBORD.O A Affiliation Not Assigned 84/01/13 PALLADINO.N J 
Contni ss loners ip S243B 303 


8403050196 Requests to be notified If WO Sell lul 1 1 continue to be state 
liaison officer or if neie liaison officer ulll be appointed 
PALLADINO. N J CommlsBlenerS 84/02/22 ALLAtN.WA Mississippi. 
State of 2pp 22S2B 1B5 


8403DS0200 Forwards rept on administration of FOIA by NRC for CY03. per 
Public Law 93-502 

PAULADINO.N J Commissioners B4/02/24 O'NEILL. TP House of 
Rep • Speaker of the House Ip 22528 167 


— 8403050204 Forwards rept on administration of FDIA by NRC for CV83. per 
Public Law 93-502 

PALLADIND. N 0 Commissioners B4/02/24 BOSH. O H Senate. 
President of the Senate 14pp 2252B 168 


B4030SD346 Notifies of reappointment to ACR8 

PALLADIND, N J Commissioners 84/02/22 EBERSOLE.J, C AfFillation 
Not Assigned EBERSOLE.J C ACR8 - Advisory Committee on Reactor 
Safeguards tp 22501 321 


8403050348 Notifies of reappointment to ACRS 

PALLADIND. N J Commissioners 84/02/22 SIESS. C P Affiliation 
Not Assigned SIE88. C P ACR3 ~ Advisory Committee on Reactor 
Safeguards ip 22501 322 


8403050362 Forwards responses to BStlOB questions for inclusion in 
record of B30906 hearing re Southeast Interstate Low Level 
Radwasta Mgt Compact 

PALLADIND. N J Commissioners 84/02/08 TIHURMOND. S Senate, 
Judiciary 16pp 22519 267 


8403050379 Requests to be notified 1 f RL Sanders will continue as state 
liaison officer or if new liaison will be appointed 
PALLADIND. N J Commissioners 84/02/22 C8LL1N8, M L Kentucky. 
Commonwealth of, 2pp 22S27' 256 


8403060014 Prepared testimony of NJ Palladlno to aubcommittee on 
Nuclear Regulation. Comml ttee on Environ b Public Works. 

U8 Senate re Commission budget request for FY8S 
PALLADIND, N J Commissioners 84/02/23 23pp 32548’ 260 


B4O306OO1B Forwards NRC CY03 summary of actlono taken In response to 
Comptroller Oeneral recommend ations. Ac tlvi ties fall short of 
intent of Recommendation 2 of GAO/RCED-B3-4 re improving 
reactor operator capabilities W/o end 

PALLADIND, N J Commissioners- 84/01/31 HATFIELD.M 8 Senato, 
Appropriations ip 22528 338 


— 840306-0023 Forwards NRC CYB3 summary of actions taken in response to 
Comptroller Oeneral recommendati one Activities fall short of 
intent of Recommendation 2 of OAO/RCED-83-4 re improving 
reactor operator capabilities W/o end 

PALLADINO. N J Commissioners B4/01/31 ROTH, W V Senate, 
Oovernmental Affairs ip 22526 339 


— 8403060030 Forwards NRC GYB3 summary of actions taken In response to 
Comptroller Oeneral recommendations Activities fall short qf 
intent of Recommendation 2 of OAO/RCED-B3~4 re improving 
reactor operator capabilities W/o end 

PALLADINO, N, J Commissioners 84/01/31 BROOKS.J House of 
Rep. J Oovernment operations Ip 22528 340 


— 8403060037 Forwards NRC CY03 summary of actions taken in response to 
Comptroller Oeneral rec ammendations Activities fall short of 
intent of Recommendation 2 of OAO/RCED-83 -4 re improving 
reactor operator capabilities W/o end 

PALLADINO. N J Commissioners B4/0t/31 SIMPSON, A K eenate, 
Environment t. Public Works Ip 22528 341 


— 8403060046 Forwards NRC CY83 summary of actions taken In response to 
Comptroller Oeneral recommendations Activities felt short of 
intent of Recommendation 2 of OAO/RCED— 83-4 re Improving 
reactor operator capabilities W/o end. 

PALLADINO, N J. Commissioners 64/01/31 ODALL. M K. House of 
Rep a Interior It Insular Affairs Ip, 22528 342 


— 8403060061 Forwards NRC CY83 summary of actions taken in response to 
Comptroller Oeneral recommendations Activities fall short of 
Intent of Recommendation 2 of GAO/RCED-a3-4 re improving 
reactor operator capabilities W/o end 

PALLADINO. N J. Commissioners. 84/01/31 OTTINQER.R L House of 
Hep > Energy & Commerce Ip 22528 343 


”•8403060065 Forwards NRC CVQ3 summary of actions taken in response to 
Comptroller Oeneral recommendations Activities fall short of 
Intoi.t of R 0 c omme nda ti on 2 of CAD/RCED-8 J-4 re improvinq 
reactor operator capabilities W/o encl 

PALLADINO, N J Commissioners 84/01/31 UHITTCN, J House of 
Rep I Appropriations Ip 22528 344 


8403060071 Forwards NRC CY8J summary of actions taken in response to 
Comptroller Oeneral recommendations Activities fall short of 
intent of Ro c omm e ndat 1 on 2 of 0AQ/RCED-B3— 4 re improving 
reactor operistor capabilities M/o end 

PALLADINO, N J Commissioners 84/01/31 BOWSHER, C A fieneral 
Accounting Office ip 22528 345 


— 8403060074 Forwards NRC CVB3 summary of actions taken in response to 
Comptroller General recommendations Activities fall short of 
intent of Recommendation 2 of OAO/ncED-83-4 re improving 
reactor opoiator capabilities 

PALLADINO. N J Commissioners 84/01/31 STOCKMAN, D A Office of 
Management t. Budget 7pp 22528 346 


8403060487 Weekly info rept for wk ending 840224 

REHM, T A Offico of the Eaecutiva Director for Dperatians 
84/03/Oi 43pp 22552 116 


B403070053 Responds to 831214 1 tr suggesting Commission refuse to 
restart Unit 1 until Funding for Unit 2 cleanup in place 
Commission does not believe that Unit 1 restart & Unit S 
cleanup should be tied together 

PALLADIND, N J Commissioners B4/02/0B MORRIS, A E Advisory 
Council for Drcontaml nation of TMI Unit 2 Ip 22S63 19Q 24X 

FIche 50-289, 04/02/08, 8403070053 


— 8403070060 Responds to 831213 Itr re criminal indictment nf Met Ed •, 
cleanup of Unit 2 Commission does not believe delaying 
restart would accelerate Unit 2 cleanup Unit 1 restart S, 

Unit 2 cleanup should not be tied together 

RALLADlNOiN J Coirmi s s 1 oner s 84/02/03 MORRIS. A E House of 

Rep Ip 22563 199 24X Fiche 50-269,04/02/08,8403070053 


— 8403070069 Responds to 831207 Itr urging Conimisslan not to authoriie 
TBstart of Unit 1 Commission views on restart set forth lii 
eiic I 840127 notice to parties Comimission does not believe 
Unit t restart I, Unit 2 cleanup related 

PALLADINO, N J Commissioners 84/02/06 OEKAS, 0 W House uf 
Hep Ip H2563 BOO 24X Fiche 50-289,04/02/08.8403070053 


--84030/0073 Urges Commission not to accept recammendat i on to restart 
Unit i in light of mgt integrity review 6 criminal 
pioceedings & slow pace of Unit 2 cleanup 
GERAH.G W House of Rep 03/12/07 PAULADINO.N J 
Cemmissloners Ip 22563 217 24X Fiche 50-289,84/02/08. 

8403070053 


— 84030/0076 Advises of convictions re Unit 1 restart Due to criminal 
indictments l< belief that Unit i revenue should go directly 
toward Unit 2 c leanup , rec ommends against restart 
WALKFR, R 3 House of Rep 03/12/13 PALLADINO, N , ASSELSTINE. J 

HERNI HAL, F Commi ss 1 oner s Ip 22563 218 24X 

Flchc 50-289, 84/02/08, 8403070033 


8403L203/6 Responds to 840109 request for info re accident source term 
t, emet qancij planning tone final resolution will not be 
made until review process complete 

PALLADINO, N J Commissioners 84/02/06 MARKEY, E J House of 
Rep , Interior & Insular Affairs 3pp 22619 081 


— 8403120388 Responds to statements in Markey 84010,9 Itr re Impact of 
Cltiiens Task Force petition on emergency preparoness rule 
Rev to emergency preparedness rule independent of source 
trim reevaluation 

DIRCKS.W J Office of the Eiecutlve Director for Operations 
84/01/24 PALLADINO^ N Commissioners 2pp 22619 084 


— 8403120393 Advises that draft Info ■!( documents provided in response 
to 830922, 1028 l< 1220 Itrs re offsite emergency preparedness 
creates impression Chairman position used to pursue 
politically motlvatad regulatory changes 

HARKLY, E J House of Rep , Interior it Insular Affairs 84/01/09 
PALLADINO, N J Co-mmi ssionera 5pp 226 J 9 096 


8403160032 Responds to 831206 Itr ro Commission consideration of 
applicant request for Commission approval of restart Final 
decision will be made in near future 

PALLADIND, N J Commi spl oner s 84/03/15 UDALL.M K House of Rep , 
Intel lor 6 Insular Affairs 2pp 22655 141. 24X 

Firho 50-289, 84/03/13, 840316 0032 
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84/03/01 - 04/O3/3i PrtG!£ I 

HDWT)->-V title list 
U S NUCLEAR REffULATOHV COMMISSION 


84038601<iA Provide^ current stiatus of Faeilltij licensing process in 
response to 840I3& 1 tr Since 840124 hear 1 ngsi NRC has 
continued Itives t ioa 1 1 on> i nsp h evaJuatlon of allegations/ 
uihich oilll be recolved prior to lou pouier authorl la 1 1 on 
PENTONj K R Office of Nuclear Reactor Kegolationi Director 
04/03/07 MCCARTHY. L T California. State of 4pp S2761 356 
24X Flthe 50-275. 04/03/07. B403260 106 


— B403260111 Etprefises concern re posBlbillty that facility uiitl be 
licensed lo/o meeting safety stds 

MCCAHTHY. L T California. State of 04/01/36 PALLADINO. N 
Corcinies loners ip 22761 359 24X Tlche 50-375. B4 / 05/09. 

0403260106 


84032Q0153 ForuiardP documents for Inclusion in Chairman 840223 
testimony before Senate Subcommittee on Nuclear Regulation. 
ComniitLee On Environ fc Public Worts 

• Office of Congres sluna t Affairs 84/03/08 Record Services 

Dranch IDoeument Control Desk) Ip 33809 294 34X 

Fit he ‘<0-209,04/03/00.0403300153 


— B4032BD157 Testimony of V Ollinsty on 840223 before Subcommittee on 
Nuclear Regu 1 at ion . CotntiM tteo on Environ k Public Worts re 
reorienting NRC tourard nuclear operations Ct budget shifts 
auay from research 

OILINSKY. V Commissioners 04/02/23 13pp 23809 29b 


- -8403280160. Statement of JK Assel«tine on 840223 Te Commission authority 
to issue temporary OL.reviBiu of NRC NSHC determination 
pel taining to stBa<n generator repairs at TMI-! & licensing 
refoim legislation 

ASSCtSTIWE, ,J K Commissioners. 04/02/23 0pp 22009 500 24X 

Picbe 50-289. 04/03/00. 8403200153 


3403280248 Requests info re lack of issuance of revised proposed rule 
on diverse scram sys for Mestlnghousr reactors approved on 
S31 103 

OILINGKY. ^ C i>m<ni s 1 1 oner s D4/03/D-6 Commissioners ip 

22008 189 


14O329DQ07 Foryards rept directed by 030524 House flept 93'-2l7 re WRC 
progress on backPitting rule to replace lOCFRSO 109 & 
measui es to control issuance of plant-specific requirements 
PALLAIIINO. M 3 C ommi s s i one p s 04/03/12 EEVILL. T House of Hep , 

Appropriations 4pp 22022 210 


.DNTRACI NRC CONTRACTS AND MODIFICATIONS 


1403010003 Notl flcati on of contract e i ecut i on. Ho d 12. to "Technical 
Assistance In Repository Design " Contractor Oalder Assoc 
DELOATCH. V Technical Assistance Contracts Dranch NRC-OS-Sl -037 
04/01/20 DAV10.J Office of Nuclear Material Safety & 
Safeguards. Director DOCKLEY. J NRC - Np Detailed Affiliation 
Given Ip 22479 337 


— 0403010004 Mod 13i*>tending period of performance to 840229 & deleting 
L Hal tung (> adding ODuckley as project off leer, to 
“lechnical Assistance m Repository Design ■' 

IAIHQT.R Colder Aisoclates GU5TAYE. R P Division of Contracts 
NttC-O2-01-O3V 04/01/20 Ip 22479 330 


1403010019 Notification of contract ei ecu 1 1 on . Nod i 5. to “Licensing 
Technical Assistance " Contractor Science Ap p 1 i ca t 1 ons. I nc 
PAGEiN Technical Assistance Contracts Dranch FIN 0-7391-3 
NRC '02-03-035 84/02/22 DAVIS. O Office of Nuclear Material 

Safety ti Sa f eguar d s. Dir «c tor LAYSEN. P NRC - No Detailed 

Affl nation Oiven Ip 22479 344 


—8403010027 Mod 15. extending period of performance of Task □rrier 001 to 
860121 at no addl cost, to "Licensing Technical Assistance " 

« Science Applications. Inc OUDTAVE.R P Division of Contracts 
FIN 0-7391-3 NBC-02-83-033 04/02/22 ip 22479 345 


1403010035 Notification of contract ei eeutlon. Mod 9. to "Career 
Counseling " Contractor D Inder. El stsr. Hende 1 son ti Wheeler 
PERLMAN. J Administrative Contracts Dranch NRC-10-B2-3S8 
04/02/21 ODRIE.M Office of Administration VAN6ANTEN.L NRC - 
No Uetailed Affiliation Oiven. Ip 22479.346 


— 0403010044 Mod 9. extending period of performance to 050131 l< Increasing 
funds, to “Career Counseling “ 

MENDELS ON, I N Olnden Elster. Mendelson tc Wheeler. Inc 
HAGAN. T F Division of Contracts NflC-10-82-35a 84/02/21 2pp 

22479 347 


1403010040 Notification of contract • reciit i on. Mod 2. to “Subscription 
3vcs to 1983 Edition of A3ME Doller t< Pressure Vessel Coife " 
Contractor ASME 

MAWRIWa. D A uivislon of Contracts NRC -1 0-33-369 84/02/28 

DEDAWiU J. Divisipn of Technical Information !< Document Control 
tONYNOHAM.M NRC - No Detailed Affiliation Oiven Ip 22479:351 


84/03/01 - 84/03/31 PASE 

MONTH.Y TITLE LIST 
U S NUCLEAR REOULATORV C0MMIS3IDN 


— 6403010045 Mod 2, revising address In Attachment XI> to "Subscription 
Sves to 1903 Edition of A3ME Doiler h Pressure Vessel Code “ 
SDAOLDWSKI.W American Society of Mechanical Engineers 
HAGAN. T F Division of Contracts NRC-10-03-369 04/02/22 tg 

a247‘7 302 


04D3O1OD5J Notification of contract e a ec ut 1 on. Mod 4. to “Technical 1. 
Engineering Support Bve s for Radio Communications " 

Contra! tor DDI 

nCLEAREN.T Admin 1 s tra 1 1 ve Contracts Branch NRC- 10-03-352 
04/02/21 CORLEY. J Division of Facilities !< Operations COHEN. 0 . 
MELVILIE.T NHC - No Detailed Affiliation Given Ip 28479 349 

— 8403010060 Mod 4. providing addl Funds for FV04 1< changing obllgatlan ot 
funds, to “Technical t< Engineering Support Sves for Radio 
Communications " 

* Interior, Dept of HAGAN. T f Division of Contracts 
NRC-1O-03-3S2 04/02/21 Ip 22479 350 


04O3O1DO7D Notification of contract e x ecutl on. Mod 6. to "Analysis of 
Atmosphere Diffusion Through Application of Lidar 
Technology " Contractor SRI Inti 

WDLLETI I S Technical Assistance Contracts Branch FIN D-6793 
NRC-04-G1-211 84/02/10 BATSON, W Office of Nuclear Regulatory 

Resaaich, Diroctor KORNASIEWICZ NRC - No Detailed Affiliation 
Given Ip 82479 353 


— 0403010076 Mod 6. extending period of performance td 050131 (i changing 
consideration h payment. to "Analysis of Atmospheric 
Diffusion Through Application of Lidar Technology " 

HUIY.C F SRJ International GUSTAVE. R P Division of 
Contracts FIN B-6793 NfiC-04-al-2U 04/02/10 2PP 
32479 354 


8403010091 Notification op grant execution. Mod 5. to “Experimental Phase 
of Development of Noninvaslvo Liquid Level fc Density Gauge 
for Nuclear Payer Reactor Vessels " Grantee Pennsylvania 
State Unlv 

UMBEL, U Technical Assistance Contracts Branch FIN 0-1029 
NRC-G -04-81 -084 04/08/14 DATEON, W Office Of Nuclear Regulatory 

Research, Director CHEN. Y NRC - No Detailed Affiliation Given 
Ip 2P479 357 


— 6403010090 Mod 5. increasing funds ti extending period of performaitce t® 
840531. to "Experimental Phase of Development of Moninvaslve 
Liquid Level 6 Density Gauge for Nuclear Pouer Reactor 
Vessels " 

BABE. K Pennsylvania State Unlv . University Park. PA MORTON 
Technical Assistance Contracts Dranch FIN 0-1053 
NRC-0-04-ei-O24 04/02/14 Ip 28479 350 


0403010435 Nottflcatlon of contract execution, Mod 6. to “Stenographic 
Reporting Sves “ Contractor Tayloe Assoc 

MCLEAHF-N, T Administrative Contracts Dranch NHC-17-03-399 
84/02/24 HOYLE, J C Office of the Secretary of the Commissi on 
SULLIVAN, P , MDRAN. D NRC - No Detailed Affiliation Given Ip 
82449 380 


— 0403010437 Mod 6. extending period of performance to 040315. to 
"Stenographic Reporting Svcs “ 

RILEY, A Tayloe Associates HAGAN. T F Division of Contracts 
NRC-17-a3-399 04/02/24 Ip 28449 381 


8403010461 Notification of contract ex ec uti on. Mod 9. to "Quantitative 
Classification of Tyo Phase Floy Regimes Using Global & 

Local Neutronic Perturbations II " Contractor Unlv of 
Washington 

UMBEL . 1) Technical Assistance Contracts Dranch FIN B-6324 
NRC-04-70-345 04/08/10 BATSON. W Office Of Nuclear Regulatory 

Resealch, Director SUDER. N NRC - No Detailed Affiliation Olvan 
Ip 22439 803 


— 0403014462 Hod 9. extending period of performance to 040331. to 
"Ouantltalive Classification of Tuo Phase Floy Regimes Using 
Olabal t< Local Neutronic Perturbations II “ 

BALDWIN. D R. Washington. Univ of, Seattle, WA GUSTAVE, R P 
Division of Contracts FIN B-6324 NHC-04-70-845 04/08/10 

2pp. 22433 284 


8403010520 Notification op contract execution. Mod 2, to "Automated 
Library Sys " Contractor On-Line Computer Sys> Inc 
BASSETT. H Division of Data Autonation k Management Information 
NRC'33-B3'454 04/02/24 BROMBERG. Q J Administrative Contracts 

Branch ZUNODLI 8 NRC - No Detailed Affiliation Given ip 
22438 344 


— 8403010534 Mod 8. changing govt property tt extending period of 
performance to 050101 at no addl cost. to "Automated Library 
Sys “ 

I* Online Computer Systems. Inc HAGAN, T Division of Contracts 
NRC-33-83-454 84/08/34 2pp 82430, 345 



NONDOCKETED ITEMS 


B4O302OO37 Noti FI cation of contract exoccitlon “Dreoden t< F'orry 
Simulator Loaeing' " auiarriod to GE 

JEBSUPi Q Tschnlcal Assistance Contracts Branch fin B-B713 
NHtC-OS-B4-l39 04/02/17 HAVINB. O H Director's OFficc. Office oF 
Inspection and Enforcement Ip 22491 043 24X 

Fiche 50-000.84/02/17,8403020037 


— 8403020043 Contract “Dresden S« Perry 8imu1ator Leasingi “ auarded to 
OE 

PIEBCEiR L oanerat Electric Co MORTON. K V Division oF 
Controcts fin D-B713 NnC'03-B4-l 59 84/02/17 3Bpp 

22491 046 24X Fiche 30-000. B4/02/ 17. 6403020037 


8403020069 NotlFicotlon oP contract ee ecut ion. Mod 3. to “Technical 
Assistance in Defense of Appeal of TERA Advanced 5vcs Carp 
before OSA Board of Contract Appeals " Contractor Datafloki 
Sy Si Inc 

TOWNSEND. B L Administrative Contracts Branch NRC-10-83'36a 
04/02/27 NDRRY.P 0 Office of Administration AVERY, B E NRC - 
No Detailed Affiliation Olvon Ip 22491 109 


— 8403020073 Kod 3 , adding computer svcs {< changing dollar amount of 
contract, to “Technical Assistance in Defense of Appeal of 
TERA Advanced Svcs Corp before OSA Board of Contract 
Appeals " 

DOUDNIKOTTiR Dataflow Bystems. Inc REDEELO.J E Division of 

Contracts NRC-10-a3-3A8 84/02/27 Ip 22491 190 


— 8403020077 Submits proposal to assist In analyling selected data 
collected In course of Docket 6713-NR'C re NRC Contract 
10-03-368 W/o consultants description of projocts 
rtALCUH. JD Dataflobi Systems. Inc NRC-tO-83-36B 84/02/21 

AVERY, R CommisB loners 3pp 22491 191 


8403030231 Notification of grant execution. Hod 3. bo “Study of Steam 
Water riouis " Grantee Nor ttiuestern Univ 

UNO EL I I> Technical Assistance Contracts Branch FIN Q-iOOO 
NnC-a-O4-Bl-02O 84/02/13 DATSON. W Office of Nuclear Regulatory 
Research. Director ZUOER.N NRC - No Detailed Affiliation Given 
Ip, 22327 231 


— 8403050237 Mod 3.providlng addl funds, ex tend ing period of performance 
to 840930 t( changing project oFficar. to “Study of Steam 
Water Flous ■’ 

OEALY, W J Northwestern Univ • Evanston. IL MORTON. K >1 
Technical Assistance Contracts Branch FIN 0-lODO 
NnC-Q-04-Bl-020 84/02/13 Ip 22327 252 


8403060491 Notification of contract ex ecu 1 1 on. Had 3. to "Development of 
Reg Guide 1. Regulatory Analyses " Contractor Analysis S< 

Technology. Inc 

JACOBS. A Technical Assistance Contracts Branch FIN D-8643 
NHC-Oa-B3-107 84/02/27 DENTON, H R Office of Nuclear Reactor 

Regulation, Director BENDER. L NRC - No Detailed Affiliation 
Given Ip 29332 207 


— 8403060493 Mod 3. increasing funding Is extending period of performance 
to 841031. to "Development of Reg Guide t. Regulatory 
Analyses " 

JANKOWgKI.g M Analysis *< Technology. Inc MORION, K V Division 
of Contracts FIN B~B643 NRC -02-83-107 84/02/27 Ip 

22552 208 


B403060S00 Notification of contract execution. Mod 11. to "Fission 
Product Transport Analysis " Cootrac tor. BUI 

PAOE.M Technical Assistance Contracts Dranch FIN 0-6747 
NHC-04-aO-177 84/02/27 DATBON, W Office of Nuclear Regulatory 

Research. Director WALKER. T NRC - No Detailed Affiliation Given 
Ip 22SS2 183 


—8403060302 Hod 11. increasing funding. to "Fission Product Transport 
Analysis " 

• Dattolla Hemorial Institute. Columbus Laii ora tor 1 os HORTON. K V 

Division of Contracts FIN B-6747. NRC-04-B0-177 84/02/27 

Ip 22332 186 


B40307000S Notification of contract execution “Technical Assistance 
for Support of Const Appraisal Team Insps. " awarded to 
Parameter. Inc 

WIGGINS. E J Tocbnlcal Assistance Contracts Branch FIN 0-0718 
NRC~03-a4-132 84/02/06 DEYOONO. R C Director's Office. Office of 

Inspection and Enforcement DAKER. E NRC - No Detailed Affiliation 
Given ip 22362 334 


— 8403070009 Ltr contract “Technical Assistance for Support of Const 
Appraisal Team insps. " auiardcd to Parameter. Inc 
MDRTDN. K V Division of Contracts FIN n-B7ie NRC~05-e4-152 
84/02/06 LOFY.R A Parameter. Inc 16Bpp 22S62' 333 


G403070C).’9 Notlflcatian of grant e x ecution. Hod 2. to “ Investigation 9 
Recent Crustal Movements in State of ME " Grantee State of 
ME 

UMUEL. 1) Technical Assistance Contracts Dranch FIM G-104i 
NRC- 0-0 4 -82- 009 84/02/27 BATSON. W Office of Nuclear Regulator 

Research. Director SCHMITT. T NBC - No Dotaxled Affiliation Give. 
Ip 22363 194 


— 8403070032 Mod 2. providing addl funding, to “Investigation of Recent 
Crustal Movements in State of HE “ 

ANDERSON.R D . ANDERSON. U A Maine. State of MORTON. K V 
Technical Assistance Contracts Dranch FIN Q-104i 
NnC~0-04-82-009 84/02/27 Ip 22563 193 


0403070039 Notification of contract execution. Hod U. to “Sito 
Sultaibility Assessments Oased on Seepage t. Groundwater 
Conditions Associated W/U Recovery Operotions " Contractor 
Williams & Assoc. Inc 

UMDCL.O Technical Assistance Contracts Branch NRC -02-8 1 -0J9 

04/02/27 SMITH,D R Uranium Recovery Field Office OARCIA.P N. 

- No Detailed Affiliation Given. Ip 22363 196 


— 8403070046 Hod 13. extending period of performance through 840430 at 
addl cost. to ”81to Suitability Assessments Based on Seepage 
6 Groundwater Conditions Associated W/U Recovery 
Operotions “ 

WIILIAHB.R E Williams (c Associates GUSTAVE. P P Division of 
Contracts NRC-02-ei-039 84/02/27 Ip 22363 197 


8403070152 Notiflcotion of contract execution “Technical Support for 
Roginn 1 NOE Van." awarded to VJ Thompson. Inc 

TOLSDN. V Region 1, Office of Olrcctor FIN 8-8361 NRC~2B-D4-43I 

04/02/08 HCOSCAR.J Region 1. Office of Director DURR. J P N.\ 
- No Detailed Affiliation Given ip 22364 327 


— 8403070161 Contract "Technical Support fo.r Region I NDE Van," award 
to VJ Thompson, Inc 

THUHRSDN, V J Vester J Thompson. Jr . Inc MORTON. K V DivlsiP 
of Contracts FIN D-0361 NnC-28-04-431 84/02/08 Qpp 

22564 328 


— U403OVO167 Forwards amend to original Articles of Incorporation Amen 
changes name of company to Thompson Engineering lesting, Inc 
6 decreases par value of stock to correspond u/tai laws 
Requests controct be amended to reflect name change 
DHUMACK.J H Vetter J Thompson. Jr . Inc 84/02/08 MDRTDN. K V 
Icchnlcal Assistance Contracts Dranch 7pp 22964 336 


— 8403070172 Forwards Solicitation for Proposals RS-nGl-B4-431 , 
"Technical Support for Region I NDE Van '■ W/encls 
HURTUN. K V Technical Assistance Contracts Branch 03/10/11 
Affiliation Not Assigned i77pp 22364 343 


8403070339 Notification of contract execution "Structural Integrity o 
LWR Boundary Components — 11. “ awarded to Natls Englneeiing 
Assoc , J nc 

EDGLW0RT8.P Technical Assistance Contracts Dranch NRC -04-84-102 
84/02/10 rOREHAND.D Office Of Nuclear Regulatory Reseorch. 

Director VAGINS. M NRC - No Dc ta 1 led Af f 1 1 la tlon Gl veil Ip 

22566 059 


— 0403070346 Ltr contract "StTiictural Integrity of LRH Boundary 
Components - II." awarded to Matls Engineering Assoc. Inc 
HORTON.K V Division Of Contracts NRC-04-B4-I02 84/02/10 

ORFENOLATT.H Materials Engineering Associates. Inc ip 
22366 060 


8403070371 Notification of contract execution. Mad 5. to " Review. 
Abstrac t. Index ti Quarterly Update Practice ts Procedure 
Digest “ Contractor Aspen Sys, Inc 

PERLMAN, J Administrative Contracts Branch FIM D-iSBO 
MHC-14-e2-448 84/02/29 CUNNINGHAM, 0 H . GRAY. J Office of the 

Executive Legal Director Ip 22367 198 


— 8403070373 Mod 3. extending period of performance to 85022B !< 
increasing funds, to "Revialu. Abs tract, Index t< Quarterly 
Update Practice ts Procedure Digest " 

tt Aspen Systems. Inc HAOAM. T F Division of Contracts (IN 
0-1588 NflC-14-03-44a 84/02/29 ip 22367 199 


84G3070380 Notification of contract e xecutl on. Mod 5, to "Evaluation of 
Locations ts Rates of Groundwater Discharge from Sheffield 
Low level Waste Disposal Facility “ Contractor USDS 
PAGE. M Technical Assistance Contracts Branch NRC-02-BO -069 
84/03/01 DAVIS.J Office of Nuclear Material Safety ti 
Safeguards. Director GOODE. D J NRC - Mo Detailed AFfiliatlon 
Oivpn tp 22367 041 


— 8403070383 Mod S.changing name of project officer. to "Evaluation of 
Locations <• Rates of Groundwater Discharge from Sheffield 
Lou Level Waste Disposal Facility " 

* Interior. Dept of. Ooologlcal Survey SMITH. P Division Pf 
Contracts NBC-02-80 -069 84/03/01 Ip 92367 042 
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B'1030/0‘111 Not 1 f 1 cats 0 ri of contract ececutioii) flod 3i to "'Major 
farthcioalBS or Last Side of New Madrid Earthquake Zone " 

Contractor Va-nderhilt Unlv 

PA(Jfc<.M TBChtiical Assistance Contracts Qrarich FIN B-H07Q 
wnc-oa -81-195 0'1/O2/'29 DATSONiW Office of Nuclear flegulatory 

Reaeoich, Director MURPHY, A NRC - No Detailed Affiliation Given 
Ip 2;'367 020 


D403I403PS Notification of contract e x ecutlon, Mod 4, to “Earthquake 
Returrmco Intervals at Nuclear Pouier Plant Sites “ 

Contractor Ertec tjestern, Inc 

JACOBS, A Technical Assistance Contracts Branch FIN B-722i 
Nnc-0<1-Bl-167 64/03/03 BATBON, W Office of Nuclear Reaulatorq 

Researthi Director MURPHYi A NRC - No Detailed Affiliation Given 
Ip 2P635 301 


— 6403070414 Mod 3, Increaslnq funding, to "Major Earthquakes 
of Heu) Madrid Eai thquake Zone " 

« Vanderb 1 1 1 Onl V , Nashville, TN SMITH,!' Divislnn 
Contracts FIN B-8070 NRC-04-ai -195 04702/29 Ip 


on East Side 
of 

2231.7 021 


— 0403140320 Mod 4, extending period oF performance to Q4022B at no addi 
cost, to “Earthquake Recurrence Intervals at Nuclear Pouior 
Plant Sites " 

MADSEN, S H Ertec, Inc GUSTAVE, R P Division of Contracts FIN 
0-fP26 NRC-04-ai-li,7 64/03/03 Ip 22633 302 


6403090133 Notification of contract ex ecut I on, Me d 4, to “ Non-Equ 1 1 Ibr i um 
Heat Transfer h Tuo-Phase Instrumentation '* Contractor 
Lehigh Unlv 

PAGE, M Technical Assistance Contracts Branch FIN B-o794 
MRC-04 -01-183 04/02/27 DATSQN, W Office of Nuclear Regulatory 

Roscaith, Director VDUNO, M NftC - No Detailed Affiliation Given 
Ip 22534 361 


6403150194 Notification of contract e xec ution, Mod 1 1 , to "Memphis Area 
RcglDiia] Seismic Network - New Madrid " Contractor 
Memphis State Unlv 

JACOBS, A Technital Assistance Contracts Branch FIN B-6276 
NnC'O4-70-2aO 04/03/03 BATSON. W Office of Nuclear Regulatory 

flBsoiircIi, Director MURPHY, A NRC - No Detailed Affiliation Given 
Ip 22646 266 


--84O3090135 Mod 4, increasing funding to fully fund contract, to "Nen- 
Equilibrium Heat Transfer Ic Tujo-Phase Instrumentation 
» Ichtgh Unlv , Bethlehem, PA MORTON, K V Division of 
Conti acts FIN 11-6794 NRC-04-Bl-ia3 BA/OS/Sl Ip 225B4 362 


B4030901 30 Notl f Icat 1 on of contract a x ecu t i on. Mod 2, to "Investigation 
of Alternative Means to Accomplish Goals of Biennial Calibr 
of loiiiiatlon Chambers " Contractor Unlv of Uisconsin- 
Had i son 

PAGE.H Technlral Assistance Contracts Branch NRC-04-Q3-0G2 
04/02/27 BATSDN. W Office of Nuclear HegulatOTy Research, 
niractor VANIV, S NHC - No Detailed Affiliation Given Ip 
22592 303 


— 0403100196 Mod 11, extending period of pcrformanco to 641130 J< 
Increasing funds, to "Memphis Area Seismic Netuork - Neiu 
Madrid " Supp 1 etnen tal agreement Cc App A end 

CARI'INTER, T O Memphis State Unlv , Memphis. TN OUBTAVE.R P 
Division of Contracts FIN B-6276 NnC-04-78''BOO B4/O3/03 

5pp 22646 267 


B40315Q2G6 Notification of contract execution, Hod l,to "Technical 
Assistance to Bupport IE Personnel In Integrated Design 
1 nsp, " Contractor Hestec Sves. ]nc 

EDGEWORTH, P Licensing Branch 3 NRC -05-04-1 51 84/02/2 0 MUIR. A 

Director 's Office. Office of Inspection and Enforcement PARTLOWiJ 
NRC - No Detailed Affiliation Given Ip 22649 354 


— 8403090141 Mod 2. revising contract statement of work 6 schedule for 
deliverables at no addl cost tc incorporating addl general 
pt ovl sions. to "Investigation of Alternative Means to 
Accomplish Goals of Biennial Calibr of loiil cation Chambers " 
UeICKSOM, R W Wisconsin, Unlv of, Madison, HI GUSTAVE, H f 
Division of Contracts NRC— 04-03-002 04/02/27 5pp 22592 304 


— 0403150209 Ltr Cantraet NHC-05-B4-l51i Mod i, increasing funding, to 
"Technical Assistance to Support IE Personnel in Integrated 
Design Insp " 

MORTON, H V Division of Contracts NRC-05-B4-1 31. 04/02/20 

0ARGLNT. I K WestroCOiInc Ip 22649353 


B4OJla02!M Notification of contract eiec ution. Mod 5, to ‘Tire Protection 
Review Case Work Plants t " Contractor Gage -Babcock N Assoc 
UMULL.ll Technical Assistance Contracts Branch FIN B-0020 
NRC-03-03-1 36 B4/03/02 VOLLMER, R H Division of EnglneeriiiB 

NOLAN, I NRC - No Detailed Af FI Hat ion 01 von Ip 22615 350 


04O3I5D2/O Notification of contract ex ecutlon. Mod 2, to “Autoprint 1600 
"F" Microfiche Printer " Contractor Tameran, Inc 
IIAWHJNa, D A Division of Contracts NRC-10-83-723 04/03/07 

BESAH, H Division Of Technical Information ti Document Control 
6HDCZIAB.J NRC - No Detailed Affiliation Given ip 22662 036 


-8403120226 Nod b, revising Article IX re travel re tmburs ement, to "Fire 
Piotection Program Review Case Work Plants 1 " 

» Oage-Oabcock Associates, Inc SMITH, P Division nf Contracts 
FIN 11-0020 NRC-03-B2-1 10 B4/03/G2 Ip 22613 339 


- -B403I 50278 Mod 2, extending deliverable Items date to 040312, to 
"Autoprint 1000 "F" Microfiche Printer " 

» Tameran, Inc HAGAN, T F Division of Contracts 
NRC-I0-B3-723 94/03/07 Spp 22662 037 


0403120306 Notl PI cat Ion of contract e x ec ut i on , Mod 5, to "NHC 
Protui ement Tr, lining for Project Dfflcors " Contractor 
Graduate Dchool, USDA 

PERLMAN,,) Administrative Contracts Branch NHC- 10-0 1 -40 2 
64/02/20 DORIE.W Office of Administration BALSIN, C Management 
Dovelcipment !• Tialning Staff Ip 22396 3"}? 


— 8403120314 Mod 5, adding new course !< increasing funds, to “NHC 
Proi uremen t Training for Project Officers " 

VARNl R, L S Agriculture, Dept of, Oraduate Bchool HAGAN, T F 
Division of Contracts NnC-lO-DI-402 84/02/20 2pp 22596 339 


— 940315D306 Advises that, due to late delivery of Contract NRC-10-83-72a, 
vendor offers to extend warranty period to 100 days 6 
BBlabllshes firm- delivery date of 840312 

DVDtLL, J C Toireran, Inc NRC-10-B3-723 64/02/00 HAUKINB, 0 

Division of Contracts tp 22662 039 


04O322G216 Notification of contract e x ecutlon. Mad 1, to "Malnt N 
Operation of LPDRs " Contractor Perry, OH Public Library 
T0WN3END, B Atiml n 1 stra ti ve Conlrac ts Dranc h NRC-10-B3-736 
D4/03/12 FELTON, J M Office of Administration SOUDER, J NRC - 
No Detailed Affiliation Given ip 22721 359 


04O3IPGJ4O Notl f icat t on of contract exec ution. Mod 2, to “Supervising 
Human Resources Course “ Contractor Graduate Bchool, U5DA 
PERLMAN, J Administrative Contracts Dranth NRC~10-02~366 
84/02/22 GOLDMAN, P J Managsment Development f. Training Btaff 
SPECTOR.A NRC ~ No Detailed Affiliation Given ip 22619 130 


--84O312034S Mod 2, extending period of performance to 841231 at no addl 
cost, to "Bupervi s 1 ixg Human Resources Course " 

VARNIR,L S Agriculture, Dept of, Graduate School HAGAN, T F 
Division of Contracts NnC-lO-02-366 84/02/22 ipp 22619 139 


0403130494 Notification of contract execution "Page Make-up Sves," 
awarded to Photocraft Custom Lab, Inc Invlbatlon For bid 
eni 1 

FIELD0.J A Administrative Contracts Branch NRC-1D-B4-231 
04/02/23 DESAW. W J Division Of Technical Information 8, Document 
Conti ol THOT -THOMPSON NRC - No Detailed Affiliation 01 von 0p 

22634 250 


— 9403130495 Soi 1 c i ta 1 1 on, 0 f Per Si award of “Paga Make-up Sves" awarded to 
Photocraft Custom Lab, Inc 

e Photocraft Custom Lab, Inc MATTIA.M 0 Division of Contracts 
NRC -10-84-231 94/02/23 93pp 22634 258 


— 0403220219 Mod 1, correcting serial number on microfiche reader/prlnter, 
lo "Ha int h Operation of LPURs " 

a Purry, 01! FIEOELLO, J E Division of Contracts NRC~iO-83-736 
04/03/12 ip 22721 360 


6403220240 Contract "Subscription to Energy Dally.” awarded to Energy 
Dally 

THOMAS. B P Energy Dally, Inc MATTlAiM J Division Of Contract! 
NRC-£ 0-04-293 64/02/17 36pp 22739 070 


6403220256 No t if lea t ion of contract ex ecutlon, Mod 1, to “tiaint & 
Operation of LPDRs " Contractor Plymouth, MA Public Library 
TOWNSEND, a Administrative Contracts Branch NRC-10-a3-74B 
04/03/12 FELTON.J M Office of Administration BQUDCR. J NRC - 
No Detailed AffUlatlon Given. ip 22723 323 


— B4G3220262 Mod 1 , c or r ec ti ng serial number on microfiche re ader/prlnten 
to "Maint !< Operation of LPDRs " 

» Plymouth, MA NRC-10-a3-748 04/03/12 !p 22723,324 


8403220273 Notification of contract oxeeution, Mod 1, to "Malnt V 
Operation of LPDRs." Contractor Univ of Wisconsin 
TOWNSEND, D Adaitnlstrative Contracts Branch NRC-10-a4-2 33, 
04/03/12 FELTON, J M Office of Administration SOUDER, J NRC - 
Nd Detailed Affiliation Given ip 22723,313 
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— B403aS0Z80 Mod t> corrocting soriel number on microfiche reatfer/pr Inter, 
to "Maint «t Operation of LPDRs “ 

■» Ui>eonsiri< Unlv of< Green Day. HI nEDGLLO. J E blvlslon of 
Contracts NRC-10-e4-253 B4/03/12 Ip 23723 314 


B403220307 Notification of contract execution. Mod 1. to "Maint It 
Operation of UPDRs " Contractor Oreeley CO Public Library 
MURPHY. L E Administrative Contracts Branch NRC'-10-83~742 
84/03/00 FELTON. J M Office of Administration SOUDER. J NRC - 
No Detailed Affiliation Olvon ip 22723 340 


"8403220312 Mod 1. addins serial number for microfiche reader /pr inter, to 
"Maint ft Operation of LPDBs " 

* Greely. CO REOELLO. J E Division of Contracts 
NRC-1 0-03-742 84/03/00 Ip 22723 341. 


8403220311. Notification of contract execution. Mod 2. to "Maint ti 
Operation of LPDRs " Contractor LaCrosse.NI Public Library 
HOPPER. A Administrative Contracts Branch NRC-10-83-689 
84/03/09 FELTON. J M Office of Administration SOUDER, J NRC - 
Mo Detailed Affiliation Olven ip 22723 343 


— 8403220319 Mod 2. changing serial number for microfiche read er/printer. 
to “Maint & Operation of LPDRs " 

e La Crosse. MI REDELLO.J E Division of Contracts 
NRC-10-82-6B9 84703/09 ip 22723 344 


8403220325 Notification of contract execution. Mod 1. to "Maint l< 
Operation of LPDRs “ Contractor Penfield Library. Oswego. N Y 
HOYLE. A Administrative Contracts Branch NRC-10-B3-749 84/03/07 

FELTON. J M Office of Administration SOUDER. J NRC - No Detailed 
Affiliation Given Ip 22723 301 


— 8403220327 Mod 1. changing serial number on microfiche reader/prlnter, to 
"Maint ft Operation of LPDRs " 

» OswesD. NY REDELLO. J E Division of Contracts 
MHC-1 0-03-749 84/03/07 Ip 22723 302 


8403230044 Notification of contract execution. Mod 1. to "Maint J. 
Operation of LPDRs " Contractor Morris. IL Public l.ibrary 
HOYLE. A Administrative Contracts Branch NBC-iO-a3“739 84/03/07 

FELTON. J M Office of Administration EOUOER. J NRC - Mo Detailed 
Affiliation Given ip 22742-361 


— 8403230032 Mod 1. changing serial number on SM microfiche reader 
printer, to "Maint b Operation of LPDRs " 

* Morris. IL REDELLO. 0 E Division of Contracts 
MRC-1 0-83-733. 04/03/07 Ip 22742 362 


8403230071 Notification of grant execution. Mod 3. to "Development of 
Radiation Stds " Grantee- ICRP 

UMBEL. D Technical Assistance Contracts Branch FIN 0-1033 
NRC-0-04-B2-004 B4/03/05 BAT8DN Office of Nuclear Regulatory 

Research. Director FQULKE. 0 NRC - No Detailed Affiliation Given 
I p 22739 280 


— 8403230076 Mod 3. extending period of performance to 850331 ft increasing 
funds. to "Development of Radiation Stds " 

BOWBYi F International Commission an Radiological Protection. 

MORTON. K V Division of Contracts FIN 0-1033. NRC-0-O4-82-OO4 

84/03/03 Ip 2S739 201 


8403230129 Notification of contract execution "-Quantification through 
Experimentation of Source Term Likely to Result from 
Sabotage of Spent Fuel Shipments." awarded to Battelle 
Columbus Labs 

JESSUP. B Division of Contracts FIN B-B997 NRC-04-e4-l 13 

04/03/01 forehand. D Dfflco of Rosource Management. Director 
OARNOLD.A NRC - No Detailed Affiliation Given ip 23741 307 


— 8403230130 Contract- "Quant 1 fi cat 1 on through Experimentation of Source 
Term Likely to Result from Sabotage of Spent Fuel 
Shipments." awarded to Dattelle Columbus Labs 

BEUELL. H M Battalia Memorial Institute. Columbus Labor atorios 
MORTON. K V Division of Contracts FIN B~BB97 NRC-04-B4-1 13 
84/03/01 37pp 22741 308 


8403230132 Notification of contract execution. Hod 1. to "Maint b 
Operation of LPDRs." Contractor Crystal Rtvap, FL Public 
Library. 

TOUN8END. B, Administrative Contracts Branch NRC-10-03-747 
84/03/12 FELTON. J M Offlco of Administration SOUDER, J NRC - 
No Detailed Affiliation Olven Ip 22743 336 


— 8403230134 Hod l.coproctlng serial number on microfiche reader/prlnter. 
to “Maint b Operation of LPDRs " 

• Crystal Riven FL REDELLO. J E Division of Contracts 
NRC-10-B3-747 04/03/12 ip 22743 337 


8403230159 Notification of contract exec utian. Mod 8. to "Seismicity of 
Pacific Northwest IMorthern State of OR) " Contractor Oniv 
of Washington 

UMBEL. D Technical Assistance Contracts Branch FIN B-6614 
NRC-04 -81-177 84/03/07 BATSON. W Office of Nuclear Reactor 

Regulation. Director ZURFLEUH.E NRC - No Detailed Affiliation 
Given Ip 22743 352 


— 8403230160 Mud 2. adding funds 1. extending period of performance to 
041 130. to "Seismicity of Pacific Northwest (Northern State 
of OR) " 

RYAN. J F Mashing ton. Unlv of. Seattle, UA GUSTAVE. R P 
Division of Contracts FIN B-6614 NRC-04-BI-177 84/03/07 Ip 

22/43 393 


8403260296 Notification of contract execution. Mod 1. to "Maint L 
Operation of lpuRs " Contractor Salem. NJ Free Library 
MURPHY.L O Administrative Contracts Branch NRC-10-03-732 
84/O3/0B FELTON. J M Office of Administration SOUDER, J NRC - 
No Detailed Affiliation Given ip 22739 361 


— 8403260307 Mod 1. correcting serial number for micrnflcbe 
reader/printer, to "Maint 6 Operation of LPDRs " 

» Salem, igj REDELLO, J E Division of Contracts NRC-10a3-792 
04/03/08 Ip 22759 362 


8403260316 Notification Of contract execution. Mod 2. to "Electrostatic 
Copying 0VC " Contractor Literature Research Corp 
PERLMAN, J Administrative Contracts Branch NRC-1 7-02-474 
04/03/01 HOYLE. J Office of the Secretary of the Commission 
KRONEBUSCH.J Public Document Branch Ip 22773 306 


— 0403260322 Hod 2 >adding govt furnished property at no addl cost, to 
"Electrostatic Copying Bve " 

H literature Research C-o HAGAN. T F Division of Contracts 
NRC-17-e2-474 84/03/01 2pp 22775 307 


8403260323 Notification of contract execution. Mod 19. to "Technical 
Asslotanca in Support of NRC Reactor Licensing Actions 
Proqiaoi 2 " Contractor Science App 1 Ications. Inc 
tJOLLETT.S Technical Assistance Contracts Branch FIN U-BOll 
NRC-O3-B2-096 04/03/0-6 EISENHUT. D Division of Licensing 

BAJWA.S NRC - No Detailed Affiliation Olvon ip 22775 30,7 


— 0403260341 Mod 19. Incor porot Ing award feo earned for June-Nov 1903. to 
"Technical Assistance in Support of NRC Reactor Licensing 
Actions Program 2 ” 

K Science Applications. Inc BMITH.P Division of Contracts 
FIN )l-BOIl NRC-03-aa-096 84/03/06 3pp 22779 303 


8403260352 Notification of contract execution. Mod 1. to "Maint & 
Opeiation of LPDRs Contractor Uashington Unlv 
HOPPER, A Administrative Contracts Branch NRC-10-B4~252 
04/03/09 FELTON. J M Office of Administration SOUDER. J NRC - 
No Detailed Affiliation Given ip 22779 256 


—0403260396 Hod [.changing serial number for microfiche reader/prlntur. 
tn “Maint & Operation of LPDRs " 

e Washington Unlv.. 8t Louts. MO REDELL0. J E Division of 
Contracts NRC-10-B4-293 84/03/09 ip 22775 297 


8403260363 Notification of contract execution. Mod 1, to "Maint 4. 
Operation of LPDRs " Contractor Rochester.NY Public Library 
Hopper, A Administrative Contracts Branch NRC-IO-03-729 
04/03/08 FELTON, J M Office of Administration SOUDER, J NRC - 
No Uetoiled Affiliation Olven ip 22763 361 


— 8403260370 Mod 1. changing serial number of microfiche reader/prlnter. to 
"Maint it Operation of LPDRs ” 

X Rochosten NY REDELLO. J E Division of Contracts 
NRC-10-B3-729 84/03/08 Ip 22763 362 


8403270282 Notification of contract execution. Mod 1. to "Maint f, 
Operation of LPORs. " Contractor Shoreham-Uadtng River, NY 
Public Library 

HOYLE, A Administrative Contracts Branch NRC-10-B3-738 04/03/07 

FELTON. J M Division of Rules and Records. SOUDER. J NRC - No 
Detailed Affiliation Given ip 227Q9 261 


— 8403270204 Mod 1. changing serial number on DM BOO microfiche 
rcadcr/printer. to “Maint it Operation of LPDRs " 

« Shoreham. NY REDELLO. J E Division of Contracts 
NRC- 10-83-728 84/03/07 Ip 22709 262 


0403270206 Notification of contract execution. Mod 1, to "Radiation 
Monitoring Program Requirements " Contractor State of ME 
UMBEL. 0 Technical Aoelstance Contracts Branch FIN 0-8397 
MHC-2B-a3-603 84/03/07 MCOSCAR. U Office Of Resource Management. 

Director KOTTAN. J. NRC - No Detailed Affiliation Given Ip 
22789 232 
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— 84o32?0S'50 Mod providing funds for CTS^ & c^angl^lg Ql<n number Sc NRC 

authorlied repr e sentst 1 vp; to ‘‘Radiation Monitoring Prograin 
Rogulrements ” 

* Mainoc State of SMITH. P A Division of Contracts FIN 
D-PJD7 MRC-2B-a3-603 04/03/07 Ip 22799 253 


0403270302 Notification of contract eiec u t i an. Mo d 1. ta “Maint k 
Operation of LPDHs “ Contractor White Plalns.NV Public 
Library 

HQVLE.A Administrative Contracts Qraneb NRC- 1 0-B3-730 64/03/07 

FEL10M. J M Division of Ruled and Records 5DUDER, J NRC - No 
Detailed Affiliation Given ip 2279? 230 


-B4032703011 Mod 1. changing serial number on 3M 600 microfiche 
roador/prioler< to “Maint li Operation of LPDRs " 
e White Plains. NV REDELLO' J E Division of Contracts 
NRC-10-a3-730 94/03/07 ip 22799 25i 


64032/0360 Notification of contract eiec utton. Mod 5. to "Evaluation of 
Matl Accounting Per forman c es at Nuclear Fuel Cycle 
Facilities " Contractor NDSAC. Inc 

JACOOSi A Technical Assistance Contracts Branch FIN 11-7379 
NRC-02-B3-D27 04/03/09 9AUIS.J Office of Nuclear Mat a rial 

Safety b 3a f Bguard 5. Dlrec t or MILLER. M NRC - No Detailed 
Affiliation Oiven ip 22767 342 


— 0403270362 Mod 5. issuing change order to statement of uiort ui/funds.td 
"Evaluation of Matl Accounting Performances at Nuclear Fuel 
Cyclr Facilities “ 

LOMB.R F NU3AC, Jnc GUBTAfE. R P Division of Contracts FIN 
B-7379 NRC-03-D3-O27 64/03/09 3pp 22797 343 


04032/0365 Notification of contract ei e c u tl un. Mod 14. to “Technical 
Assistance in Support of NRC Reactor Licensing Action 
Progrom 2 " Contractor Frantlln Research Ctr 

WOULETT.S Technical Assistance Contracts Branch FIN 0-6991 
NRC -03-61-130 64/03/06 EIEETIHUT.D 0 Division sf Licensing 

CARRINOTON-tl NRC - No Detailed Affiliation Given ip 22707 339 


— 6403290343 Ltr Contract NRC-O4'84-J02. "Structural Integrity of LHR 
Boundary Components - II. “ auerded to Mails Engineering 
Associ Inc 

MORTON. F 9 Technical Assistance Contracts Branch NRC-04-a4-102 
64/02/10 GREENOLATT. M Materials Engineering Associates. Inc 
77pp 22618 279 


6403300309 Notification of contract eiecution. Mod 2. to "Ultrasensitive 
Oioassay Measurements Using Sputter Initiated Resonance 
Ionization Spectroscopy " Contractor Atom Sciences. Inc 
UMBEL, y Technical Assistance Contracts Branch FIN D-1127 
NRC-04-B3-tD0 64/03/20 FOREHAND. W Office of NueJeor Regulatory 

Research. Director NEEL. R NRC - No Detailed Affiliation Given 
Ip 22649 035 


-"9403300312 Hod 2. changing period of performance end date to 640930. to 
"Ultrasensitive Oluassay Measurements Using Sputter 
Inl 1 1 ated Resonanc e lonliatlon Spectroscopy " 

SCHMITT. H W Atom Sciences. Inc SMITH. P A Administrative 
Contracts Branch FIN 0-1127 NnC-04-03-100 84/03/20 ip 

2294 9 036 


FniA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


9310200141 Requests that listed documents be mode available based on 
63J904 memo re Board Notification B3-191 on Westlnghouso 
ECCS actuation logic 

POLLARD. R B Union of Concerned Scientists 03/10/10 
EISfcNHUT.D 0 Division of Licensing Ip 225A7 292 


0401230630 Partial response to FOIA request for IE 000103 rept re 
Tevleui of matl false statement at faci 1 1 ties, assoc lated b 
supporting records to rept b repts prepared In response. 

Foruards App A documents flevleui of addl records in progress 
FELTON.U M Division Of Rules and Records 03711/01 WINSLOH.R 
Wall Street Uournal 2pp 21909 337 24X Fiche 50-329.63/11/01, 

0401230630 


— 94(132/0366 Mod 14, i n c orpora ti ng award fee earned, to “Technical 
Assistance in Support of NRC Reactor Licensing Action 
Program 2 “ 

• lianblln Inst 1 to te/Fran 1 1 In Research Center SMITH. P A 
Division of Contracts FIN Q-6891 NfiC-03-al-130 64/03/06 

2pp 22/07 340 


6403280049 Natificatlon of contract e i e c uti on. Mod 1. bo “Criteria for 
Evaluating Engineered Facilities " Cantractor US Army Corps 
of fngineirs 

FLtfcNOR. C Technical Assistance Contracts Branch FIN D-lODl-4 
NRC-O2-B3-046 64/03/06 DAVIB, J Office of Nuclear Material 

Bafety b Saf sguards. Direc tor SHAFFNER.J NRC - Nd Detailsd 

Affiliation Oiven Ip 22912 356 


- -8403200052 Mod 1.- authorl j ing commencement of Task 2 6 providing 
inciemental funds, to "Criteria for Evaluating Engineered 
Facilities " 

» Aimy. Dept of. Corps of Engineers SMITH.P A Division of 
Conti acts FIN 0-1001-4 NRC -02-63-046 84/03/06 Ip 

2261? 357 


—6401230660 PNtl-79-039 on 790305. investigation concluded that OA progrea 
for obtaining proper soil compaction of facility deficient 
eicessive settlement observed uf/diesel generator bldg b 
incorrect info re soil foundabion contained in FSAR 
SIICWMAKER, R E . KENDERSONi U D . THORNBURG, H 0 Office of 
Inspection b Enforcement. Office of the Director 79/03/06 2pp 
2190D 352 24)1 Fiche 50-329.63/11/01,0401230630 


6402090003 Responds to F61A request for Const completion dates for 
nuclear plants currently under const b analyses containing 
estimates based on inclusion of Caseload Forecast Panel 
meetings Foruiards App A. B b C documents 
FELTON. J M Olvtslcin of Rules and Records 63/10/31. 
nOSFNDAUM. DM Technical Analysis Corp 19pp 22193 292 24X 

Fiche 50-000. 03/10/31 , 6402090003 


--B402090JB3 Henduri t ten notes b calculations re const activities b fuel 
load preparation 

a NRC - No Detailed Affiliation Given 79/07/24 Spp 
22J75 057 24X Fi cho‘ 50-000, S3/10/31, 6402090003 


6403290166 Notification Of contract e i ecutl on, Mod 1, to "Maint b 
Operation of LPDRs, " Contractor Sacramento. CA Public 
U ibrary 

HQYIE, A Administrative Contracts Branch MRC-I0-B3-739 64/03/07 

FELTON. J M Division of Rules and Records SDUDER. J NRC - No 
Detailed Affiliation Given ip 22608 212 


— 8403200167 Mod 1. changing serial number on 3M BOO microfiche reader/ 
printer, to "Maint b Operation of LPDRi '* 

* Saicramento. CA REDELLQ. J E Division of Contracts 
NRC-1 0-03-739 64/03/07 Ip 22600 213 


6403280260 Notification of contract execution “Installation. 
Delnstal latlDT) b Maint Support for High Fraqueneg. VfF b UHF 
Radio Lquipment Duned b Operated by NRC," awarded to Tactac 
Sys. inr 

DAZlNiU P Administrative Contracts Branch NRC-10-84-S39 
64/03/09 CORLEV. J H Division of Facilities b Operations 
CUHEN. S NRC - Ho Detailed Affiliation Given Ip 2280 □ 061 


*-8403260263 Contract " Ins tat la 1 1 on. Dei ns tal 1 a t i on b Maint Support for 
High Frequency. VHF b UHF Radio Equipment Dtuned b Operated by 
NRC. “ awariled to Tactec Sys. inc 

• Tactec Systems. Inc HATH A. H J Division of Contracts 
NRC-I 0-84-239 64/03/09 41pp 22306 092 


B4G3290339 Responds to FOIA request fflr contract b mods resulting 
from flfP R3-R£g-83-025, Forward s documents listed on app 
Documents also available in PDR 

FELTON. J M Division of Rules and Records 64/03/05 DAVIS. K, L 
Trammell. Chase, Lambert b Martlndale 2 pp 22618 274 


— B402090IB6 Handwritten calculations b graphs re const activities b 
preoperat ional b acceptance testing Related info end. 
e NRC - No Detailed Affiliation Given 81/09/16 6pp 
22196 191 24X Fiche 50-000,63/10/31.8402090003 


6402140014 FOIA request for records re NRC const assessment team (CAT) 
insp at Faci 1 i ties 

DERNADEI.L Govarnment Accpuntali i 1 i ty Proyect 63/10/07 Office 
of Administration 2pp 2S2S4 001 24X Fiche 50-520,83/10/07, 

6402140014 


6402140016 Responds to FOIA request for records re NRC const assessment 
team (CAT) Insp at facilities Foruarda App A documents 
Documents also in PDR App E dacuments listed for review to 
identify specific Interest 

FELTON, J M Divlpion of Rules and Records 03/12/20 OAROE.D P 
Government Accountability Project lepp 22254 003 24X 

Fiche 50-926, B3/1S/20. 6402140018 


— 8402140022 Summarises civil insp Items Dechtel 830929 ltr re rolnsp 
of nuclear pipe hangers CO class} b related info and 
VanDERORUEGOEN Region 5, Office of Director 83/09/19. NAR6UT.P 
NRC - No Detailed Affiliation Oiven. 60pp 22254.021 24X 

Fiche 50-828, 63/12/20, 8402140016 


--8402140026 “Insp Plan " Draft outline given to inspectors on 830906 
end, 

* NRC - No Detailed Affiliation Given 63/12/20 12pp 
22254 08{ 24X Fiche 50-526.63/12/20.8402140016 



NONDOCKETED ITEMS 


43B 


-0402140038 Provides addi info re Q30930 slit IntervleUl msstlng lu/const 
assessment tsam> fer preliminary revieu of findings NRC 
rrlterid utiliiod during insp more applicable to operating 
plant Related info encl 

UOODOiT 0 Arizona Public Service Co Q3/10/la MARTIN. J D 

Region 3. Office of Director □39pp S32S4 330 24X 

Fiche SO-528. B3/1 S/20. 8402140018 


-64'0'3140031 Comments on revleu of draft uirltoup on NOE Reurite 
requested Related info encl 

NARDUT. P NRC - No Detailed Affiliation Given 83/09/27 
HERCH.H NRC - No Detailed Affiliation Olven 41pp 22294 094 
24K Fiche 30-328.83/12/20.8402140018 


-8402140032 Summary of B3091d> eiit status meeting u/NRC const appraisal 
team re 630907-16 insp 

IDEiW E Arizona Public Service Co g3-C-B3/WEI B3/09/I9 
ROE6CL. J A Arizona Public Service Co 6pp 222S4 137 24X 

Fiche 50-528.83/12/20.6402140016 


-8402140036 Forieards marked-up draft insp scope J< objectives Related 
info encl 

ALBERT. Id 0 Region 5. Office of Director 83/09/21 YOUNO, 1 
Region 3. Office of Director IBpp 22294 143 24X 

Fiche 90-920.63/12/20.8402140018 


8402140037 Corrective action request re piping cleanl Ine ss. per 
Procedure WPP/QCI 204 O.Rev 2. "Piping 0y s Release for 
Insulation " Related info end 

QAITHER.C F Arizona Public Service Co 83/09/13 ?9pp 
2229S' 299 24X Fiche 50-920.03/12/20.8402140016 


-8402140038 Foruiards feeder rept re insp activities at facility Combined 
Insp of concrete ezpanslon anchor bolts t< embedded plates 
ulll be iiiritten by L Vorderbrueggen Radiographs reviewed 
(Jill be included In H Kerch rept. Related info end 
MALT6N.0 A Region 1. Office of Director 83/10/07 VOUNO. T 
Region 5. Office of Director 199pp 22294 169 24X 

Fiche 30-526,83/12/20.8402140018 


—8402140036 Forwards marked— up draft Insp scope h objectives Related 
Info encl 

ALBERT. N G Region 3. Office of Director 83/09/21 VOUNO, T 
Region 5, Office of Director IBpp 22254 143 24X 

Fiche 50-928,83/12/30.6402140010 


— 6402140037 Corrective action request re piping c leanl Ines s. per 
Procedure WPP/OCI 204 O.Rev 2. "Piping 3y s Release For 
Insulation " Related info end 

OAITHER. C F Arizona Public Service Co 03/09/13 29p p 

2225D 299 24X Fiche 50-926.83/12/20.8402140010 


— 8402J4003B Forwards feeder rept re insp activities at facility Combined 
insp of concrete expansion anchor bolts (< embedded plates 
will be written by L Vorderbrueggen Radiographs reviewed 
tiiill be Included in K Kerch rept Related Info encl 
WALTON.O A Region 1, Office of Director 03/10/07 YOUNG. T 
Region 9, Of Flee of Director I55pp 22294 165 24X 

Fiche 90-528.83/12/20,6402140010 


— 0402140043 Provides list of NDE repts available from Insp activities 
completed w/NRC mobile NDE van et facility, per FDIA request 
Related info encl 

EDNETER.S 0 Region 1, Office of Director 63/11/19 
ALEXANDER. I M Region 5, Office of Director 99pp 32259 324 
24X Fiche 90-928,83/12/20.8402140018 


—8402140048 Rev 0 to "Palo Verde Station HPSI Bys Electrical h 
Instrumentation Const Audit Insp." final rept Related info 
end. 

« Zytor, Inc NRC-JE-02/a3-46C HBD FAR0003 63/10/04 ISapp 

22256 06P 24X Fiche. 90-528, B3/12/a0, B40214001B 


— 6402140052 Provides resolution for loose bolts on structural steel 
found during NRC const assessment team (CAT) insp Item 
considered closed Related info end 

FORRESTER, R D. Arizona Public Service Co a3-C-07/RDF 63/09/26 

IDE, U E Arizona Public Service Co 3pp 22256 221 24X 

F 1 c li u . 30-928 . 63/ 1 2/20, 8 402 1 400 1 0 


■B402I40043 PruvldBB list of NDE repts available from Insp activltlss 
completed (j/NRC mobile NDE van at facility, per FOIA request 
Related info end 

EBNETER, B D Region 1. Office of Director. 83/11/19 
ALEXANDER.! M Region 5. Office of Director 99pp 22293 324 
24X Ficho 30-928,83/12/20.8402140018 


8402230207 Further response to FOIA request for documents re const 
flows at facility Forwards documents listed in App A 
Documeitts also being placed in FDR 1< LPDR Review continuing 
I'ELTOM. J M Division OF Rules and Records 63/12/02 VADEN. T 

Netiis It Observer/RaLe igh Times. Raleigh, NC 3pp 2237B 299 24X 

Fiche 50-400, 83/12/02, 8402230207 


-B40214004B Rev 0 to “Palo Verde Station HPSI Sys Electricel tc 
Instrumentation Const Audit Insp," final rept Related info 
end 

* Zytor, Inc NRC-IE-B2/a3-46C H8B PAR0003 83/10/04 15app 

22296 063 24X Fiche 50-326,83/12/20,8402140018 


■8402140092 Provides resolution for loose bolts on structural steel 
found during NRC const assessment team (CAT) Insp Item 
considered closed Related info encl 

FGRREBTER.R D Arizona Public Service Co a3-C-87/RDF 83/09/26 

IDE, N E Arizona Public Service Co 3pp 22256 221. 24X 

Fiche 90-928,83/12/20.3402140010 


0402140022 Summarizes civil insp items Bechtel 830929 1 tr re relnsp 
of nuclear pips hangers <0 class) b related info end 
VORDERDRUEOOEN Region 5, Office of Director 83/09/19 NAHDUT.P 
NRC - No Detailed Affiliation Given 60pp 22254 021 24X 

Fiche 50-520,83/12/20,8402140016 


6402140026 "Insp Plan *' Draft nutline given to Inspectors on 830906 
enc 1 

a NRC - No Detailed Affiliation Given 83/12/20 IPpp 
22254 OBI 24X Fiche 50-520,83/12/20.8402140018 


— 8104210125 Discusses Implications of Dfc of Inspector U Auditor 761012 
Interview ii</faclllty ASLB Ofe of Inspector & Auditor 
attempted to probe thought processes of (< require 
justification Prom Board re action taken In odjudlcotion 
YORE, J R Atomic Safety and Licensing Ooard Panel. 78/10/17 
HfNOrilE.J K Commissioners 3pp 22370 302 24X 

Fiche 30-400, 83/ 1 2/02, B4O2230207 


— 0402230226 Forwards Ofc of Inspector *< Auditor "Inquiry into Alleged 
Omission of Line Inspector Views from CP Hearing " No 
further distribution should be made outside of ofc Rept 
under Commission revlete. 

OOSSICK.L V Office of the Executive Director for Operations 
78/11/13 DENTON Office of Nuclear Reactor Regulation, Director 
8HAPAR Office of the Executive Legal Director DAVIB Office of 
Inspection & Enforcement, Office of the Director Ip 22J76' 309 
94X riche 50-400,63/12/02,8402230207 


— 0402230237 Discusses Investigation by Ofc of Inspector Sc Auditor (OIA) 
re facility proceeding ASLAD unwilling to be interrogated by 
OIA Many questions In OIA interrogation uf members of ASLII 
manifestly improper 

ROSENTHAL, A 3 Atomic Safety and Licensing Appeal Panel 
78/10/20 KENDRIE Commissioner* 2pp 22376 306 24 X 

Fiche 30-400. 03/ 1 2/02. 8402230207 


8402140026 Provides addI Info re 830930 exit Interview meeting u/const 
assessment team, for preliminary review of findings NRC 
criteria utilized during insp more applicable to operating 
plant. Related Info end 

WOODS, T 0 Arizona Public service Co 03/10/12 MARTIN, J D. 

Region 9, Office of Director 339pp. 22254 320 24X 

riche. 30-528,83/12/20, 0402140018 


— 8402230239 Forwards Apps A,D>C tc D to be Included w/questions for Panel 
HI re facility testimony Related info end 

MURPHY, C B Region 2, Atlanta, Reactor Construction t< Engineering 
Support Branch 70/11/16 REI8,E vl Office of the Executive 
Legal Director 81pp 22376 308 24X Fiche 50-400,83/12/02, 

840,2230207 


8402140031 Comments on review of draft sirlteup on NDE Rewrite 
requested. Related info encl 

NARDUr, P. NRC - No Detailed Affiliation Olven B3/0‘?/27 
KERCH, H NRC - No Detailed Affiliation Given 41pp 22294 094 
B4X riche: 90-528,63/12/20,8402140018 


8402140032 Summary of B30916 exit statue meeting w/NRC const appraisal 
team re B30907-16 Insp 

IDE, W E Arizona Public aervlce Co as-C-BQ/WEI 03/09/19 
RDEDEL.J A. Arizona Public Service Co 6pp 22264 137 24X 

Fiche 90-928,83/12/20,8402140018 


— 8402230242 Requests that Interim guidance re proparation of staff 
testimony In NRC adjudicatory proceedings be transmitted ta 
all personnel involved. Qfc directors should carefully review 
existing procedures for NRC testimony Related info end 
OOSSICK.L V. Office of the Executive Director for Opsratlans 
79/03/30 NRC - Mo Detailed APf illation Olven 5pp 22379 02/ 


— 8402230246 Ac k 820510 conversation re allegations by facility employee 
0 Jarvis, per Regional Ofc Instructio.n 2251, Rav 2, Parayraph 
2 C (3) Case file end 

MAXWELL, 0. Region 2, Office of Director 82/05/10 VDRBE. J NRC 
- No Detailed Affiliation Given Gpp 22379 032 24X 

Fiche: 90-400. 83/12/09, 0402830207 
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-G40>jP3a248 Rcqiiesta th.dt Region II civil insp pSTsonnei Investigate 
allegations unidenti f i e li individual re coatings during 
nest routine Insp at site Case chrcnologg end 

MAXWI:LU.<3 F Region S, Office of Director 82/07/'07 VORSEi J 
NKC - No Detailed Affiliation Olvcn Spp 29379 034 S4X 
Fichc 30-400 iB 3/ 12/0 Si640 3830207 


-B402830331 Hatl maint requirements for Procedure AP-XIII-07i 
"In -Storage Insp & Halnt " Equipment purchase order f oi m 
eiic J 

» Carolina Poucr t, Light Co 33/ 13/OS 9pp 83379 040 84X 

Ficl.e 30-400. 03/12/03.04033302 07 


4033V'0'3&3 Responds to FOIA request For JC Hark 001804 mema to ACRS re 
hydrogen hum w/lgnltsrs & documents concerning generatlon< 
combustion or control of hydrogen in reactor accidents 
Koruards App A documents App D documents in FOR 

FELION. J II Division oF Rules and Records 04/01/30 HIATT. S L 

Ohio Cltiiens For Responsible energy 7pp 33412 031 24X 

Flche 50-000. 64/01/30,0402370843 


-84028/0314 Foroiards summary oF investigations re hydrogen recomhlnBrs 
Si relay failures in HPCI ays 

ZlfKOR, 6 J ACRS - Advisory Committee on Reactor Safeguards 
eO/10/30 HOELLCr, D U ACRS - Advisory Committee on Reactor 
Safeguards 4pp 23413084 34X Piche 50-000.84/01/30. 

e4O2.'70363 


403010010 FOIA request for documents re TMI-l Restart Issues Tasi 
Fom to be placed in PDR 

SKOLLV.S c Union of Concerned Scientists 83/12/12 FELTON. J M 
Ui Vi Sion of Rules and Records Ip S244& 054 34X 

rictie 50-389. 83/13/ IS. 8403010010 


403010013 Further response to FOIA request for documents re PRA & 
evacuotlon time estimates Foriuards "Ravi eu i. Evaluation of 
Gr8SAR-lr PRA-Conta inment Failure Modes (< Fission Product 
Release ■' Rept partially luithheld <rep FOIA Eaemptton 4) 

FCLION. J M Division of Rules and Records 04/01/03 HIATT. S 

Ohio Litltens For Responsible Energy App 3S44S 276 24X 

riche 50-447.04/01/03. 8403010013 


-8308170191 "Review 8. Evaluation of OESSAR-II Probabilistic Risk 
Assrtsment - Containment Failure Modes b Fission Product 
Release," Itr rept 

• Di Dokhaven National Laboratory 83/07/27 Division of 

Sy St tins Integration (post ailOODl 180pp 66922 190 24X 

riche 30-447.04/01/03.8403010013 


4030100)4 Partial response to FOIA request for documents re TMl-1 
Restart Issues Task Force Foruards documents listed on app 
Info also available in PDR 

I ELION. J M Division of Rules and Records 84/01/03 SHOLLY. 8 C 
Union of Cnnceined Scientists 2pp S2446 057 24X 

riche 50-28 9. B4/OI/’03.a403010014 


--8303110034 Informs that reevaluation of Cycle S relpad application, 
has Identified tiuo Issues re nonconservative cladding 
suilllng '< rupture models b TAFY/TACO penalty proposed by 
n&W that shoud be resolved prior to restart. 

nUDI-NSTElN. L S Assistant Director for Core b Plant Systems TAC 
513/V 83/05/02 LAINAS. 0 C Assistant Director for Operating 

Reactors 3pp 32446213 24X Flche 90-209,84/01/03,8403010014 


— Q403010020 Assigns recipients to TMJ-l Restart Issues Task Force to 
VBi 1 fy that NRC requirements For restart correctly 
Identified b Facility treated similar to all operating 
plants for other NRC i equtremants 

El&ENHUr.DO Division of Licensing STARD'STECKI, R Division of 
F'rojrct b Resident Programs 83/04/13 JACQOS, R Region I, 
Office of Director VAN VLIET. J , DIIANNI.D Division of 
Licensing Ip 22446 059 24X Flche 90-209,84/01/03,0403010014 


—8403010023 Responds to 830413 memo b foruards "Rept of TMI-1 Restart 
Issues Task Torte Members " Meeting requested to respond 
tp questions 

UILtIANS,M H TMI-l Restart Issues Task Force 83/04/29 
EISENHUT.DC Division of Licensing STARaSTECKI, R Division of 
Fioject b Resident Programs Ip 22446 060 34X 

F I c li f 90-389 ,04/01/03.8403010014 


“8403010030 "Rept Of TMI-l Restart Issues Taok Force Members " 

MILIIAMS.H , VAN VLIET. J , YOUNG.F TMI-I Restart Issues Task 
Force 83/04/29 ISOpp 22446 061 24X Fiche 50-389, 84/01/03, 

0403010014 


'8403010036 List of generic Itrs from 1778-1983 Related InPn end 
» NRC - No Detailed Affiliation Given 04/01/03 27pp 
32446.347 24X Flche 30-509.34/01/03,8403010014 


—8403010043 Foruards Input tn 830429 TMI-l Restart Issues Task Force 
rept Info derived from ASLD partial initial decisions in 
restart praceedli.ge Related info end 

QDLDDERGi J R Office of the Ececutive Legal Director 84/01/03 

MILLIAMS. M Division of Licensing i9pp 82446 274 24X 

F l c h l 90-209, 04/01/03,8403010014 


B403010Q16 Further raspahse to FOIA request for 16 categories of 
documents Foruards UJ Dircks 811219 Itr re 810606 sabotage 
event (i special rept to Commonuealth of PA Infn partially 
uithheld (ref FOIA Exemption 3) 

FELIQN, J M Division of Rules and Records 84/01/04 SHOLLY, B C 
Union of Concerned Scientists 2pp 23479 076 84X 

Flche 00-334.04/01/04,8403010016 


— 8403010032 Responds to 811021 b 1104 requests for Info re 810606 
sabotage event st facility Details uithheld 
(1 ef 10CFR73 21 1 

DIRCKS,W J Office of the Executive Director for Operations 
81/12/19 TAYLOR, F R Pennsylvania, Commonuealth of, 8pp 
22479 080 24 X Fiche S0->3 34, 84/01/04, 8403010016 


— 8403010061 "Response to Apparent Act of Sabotage at Beaver Valley. Unit 
I ” info partially deleted (ref iOCFR2 790(d> b 
10CrR73 21 1 

» NRC - No Detailed Affll lation Given 84/01/04 6pp 
33479 112 24X Flche 90-334,84/01/04,8403010016 


8403010010 FDIA request for 1983 NUREG/CR-SBIS. "NRC. Natl Reliability 
Eveluation Program (NREP) Procedures Oulde " 

DETCHFR.J L Northern States Pouer Co 83/12/19 SELTON, J Office 
of Administration Ip 22477 OOl 


8403010021 FOIA request For documents re petition for rulemaking 
PRM-5(i'31 from Cltiiens Task Force of Chapel Hlll.NC 
SHDLLV. B C Union of Concerned Scientists 83/10/31 FELTON. J M 
Division of Rules ond Records Ip 22446 034 


8403010024 Responds to FOIA request for documents re petition for 
rulemaking PRM-50-31 from Cltiiens Task Force of Chapel 
HitliNC Foruards App A documents App B documents completely 
uithheld (ref FDIA Exemption 51 

FELTON, JM Division of Rules and Records 84/01/18 SHOLLY, S C 
Union of Concerned Scientists 4pp 22446 039 


— 8301060420 Requests review b comments re end draft FR notice to deny 
Cltiiens Task Foice of Chapel Hlll.NC petition for 
r 1(1 enia king (HRM-90-31> W/o end 

NORUiROiJ Homan Factors b Bafoguarda Branch 82/12/37 
BASSLTT.O E Division of Accident Evaluation (Fre 840101) 2pp 
22446 041 


— 830304(1013 Informs that reply to petition for rulemaking PRM-80-31, 
filed 811202, uill be delayed until May 1984 since NRC Is 
Tuevaluating severe accident radiation source terms 6 
technical basis for 10-mile emergency planning tone radius 
PHILLIPS. J D Division of Rules and Records 83/04/13 KATB, 0 H 
Cltiiens' Taslt Force Ip 22446 039 


--04O3O1OO3O Requests documents re petition for rulemaking PRH-90~31 
Filed by CltiiPns Task Force 6 R Oernero 830916 memo to 
NRC dlv directors re draft rulemaking On emergency 
preporedness 

NARKbViE J House of Rep , Interior fc Insular Affairs, 83/09/22 
FALLADINO. N U Commissioners Ip 33446 040 


— 8403010046 Forwards predeclslonal documents re emergency preparedness 
per request Documents do not represent NRC proposed or 
actual policy Package should be restricted to subcommittee 
members fc staff only l)/o end 

KAMMERCR. C Office of Congressional Affaire 83/10/38 
OTTIN8ER.R L House of Rep , Energy Si Commerce Ip 22446 043 


■8403010049 Foruards predec 1 s I anal documents re emergency preparedness 
pel request Documents do not represent NRC proposed or 
actual pol icy. Package should be restricted to subcommittee 
members St staff only W/o end 

KAMMLRER, C Office of Congressional Affairs 83/10/28, 
eiMPBON, A Senate. Environment 6 Public Works Ip 32446 044 


--04030100S4 Foruards predecisional documents re emergency preparedness 
per request Documents do not represent NRC proposed or 
actual pel Icy. Padiage should be restricted to subcommittee 
members 6 staff only W/o end 

KAMMCRER.C Office of Congressional Affairs. 83/10/28 UDALL. M 
House of Rep . Interior It Insular Affairs. Ip SB446,04S< 


—8403010038 Foruards predecisional documents re emergency preparedness 
pel request Documents do not represent NRC proposed or 
actual policy Package should be restricted to subcommittee 
members 6 staff only W/o end 

KAMHDRER.C Office of Congressional Affairs 83/10/88 SEVILL.T 
House of Hep . Appropriations Ip 32446 046 
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'■~-B4030t0063 Foruiards predec 1 sional docu/nents re etnergentg preparedness 
pel request Dotuntents do not represent NRC proposed or 
actual policy Pacttage should be restricted to subcommittee 
members {< staPf only M/o end 

KAMMCRERi C OPPlce of Conpres s l oral Affairs B3/01/3B 
HATFlELDiM □ Senate) Appropriations Ip 22446 047 


— 8403010067 Foruards predec 1 s lonal documents re emergency preparedness 
per request Documents do not represent NSC proposed or 
actual policy Package should be restricted to subcommittee 
members & staff only W/o enc 1 

KAMHERERiC Office of Congressional Affairs 63/10/20 
DINOEl.L.>v> House of Rep > Energy ti Commerce Ip 22446 040 


— 8403010074 Foruards revleu comments on draft RES denial of petition for 
rulemaking on emergency planning zone at nuclear pouer 
plants* per request Oanaral comments end 

HULMAN>L 0 Accident Evaluation Dranch 03/01/07 COTA> P C 
Research & Standards Coordination Dranch 7pp 22446 04V 


— 0304060952 Requests search for relevant documents re govt litigation 
u/uti 1 Response due by 030408 

BRIHSLEV, D H NRC - No Detailed Affiliation Given 03/03/29 
riTTIiC Atomic Safety and Licensing Board Panel tp 22446 314 
24X FI Che 50-000.84/01/17)0403010050 


— 8305090906 Requests advice re fee assessment cutoff date for reactor 
CP 6 OL applications that are ulthdraun. deni edi suspended) 
cancelled or postponed 

MILLLR.W Q License Fee Management Dranch 03/03/04 FONNEH. R L 
□ fflce of the Executive Legal Director 3pp 22446 319 24X 

Flf he 50-000. 04/01/17. 8403010050 


— 830Q1004B3 Discusses status of OL applications Revleu of end UPPSS 
030712 1 tr requested in order to determine present status of 
Unit 3 for billing purposes M/o end 

MILLLR.W □ License Fee Management Branch 03/00/05 FONNER.R L 
Regulations Division 2pp 22446 326 24X riche 50-000. 

04/01/17. 8403010050 


8403010026 Responds to FDIA request for 1902 NUREO/CR-20 1 5. "NRC.Natl 
Reliability Evaluation Program IRREP) Procedures Ouids " 

F oruar d s NUREO 

FELTQN, J M Division of Rules and Records 84/01/04 DETCHER. J L 
ftorthern States Pouer Co Ip 22477 002 


—8403010041 NURE0/CR-2B13 DRFT 

Draft PRDDADILIBTIC SAFETY ANALYSIS PROCEDUREO OUIDE 
DARl.R A . DUSLIK. A, J Drookhaven National Laboratory 
EL-OABSIONl. A Office of Nuclear Reactor Regulation. Director 
FIN A-33B2 DNL-NUREO-51557. 03/09/01 NRC - No Detailed 

Affiliation Oiven 231pp 23477 003 


8403010060 Addl response to FOIA request for tuo categories of 
documents re IDCOR program Foruards document Documents also 
oval lob I e in PDR 

FELTON. J M Division of Rules and Records 04/01/03 SHOLLY. S C 
Union of Concerned Scientists IP 22449 307 


— 0403010076 Forwards core debris dispersal S< vessel failure Issue 
summary, developed at IDCOR B31 129-1202 meetings In Harpers 
Ferry Steps taken to fulfill agreement of close cooperation 
among Interested party In test data analyses 

PONLRS.DA Oandia Laboratories 03/12/05 ROSENTHAL. J Office 
□F Nuclear Reactor Regulation. Director 3pp 22449 300 


8403010050 Third partial response to FOIA request for six categories 
of documents re facility Foruards App A documents App A 
documents also placed in PDR App D documents will be placed 
In PDR upon request Review continuing 

FELTON. 0 M Di vi s t on o f Ru 1 es and Records 84/01/17 ANDERSON. 8 I 
Garvey. Schubert. Adams ti Oarer 4pp 22446 293 24X 

riche 50-000.84/01/17.8403010090 


— 8003240139 Advises of refund owed licensee re CP fees For facilities 
based on professional manpower extended It contractual sves 
costs Incurred. 

MILLER. W 0 License Fee Management Branch 00/03/03 MANIDN. M E 
Office of the Controller Epp 22446 303 24X 

Fichu 90-000. 84/01/17.8403010090 


— 8004010792 Confirms B0D229 telcon re professional monpower < 152-h I 
provided by 800228 memo Manpower should be divided equally 
between two units 

flOLLDWAY. C. J License Fee Management Dranch 00/02/29 
rilTl.C J Atomic Safety and Licensing Board Panel Ip 
22446 300 24X Ficho 90-000.84/01/17.0403010050 


— 8004010799 Confirms 000226 telcon re professional manpower (IH-h) 
provided by A Rosenthal 701002 memo Hanpouer should be 
divided equally between tuo units 

MDLLOWAYiC J License Fee Management Branch 80/02/29 BISHOP. J 
Atomic Safety and Licensing Appeal Panel Ip 22446 301 24X 

riche 90-000.84/01/17.8403010030 


— 8112020204 Forwards neui format for nuclear 
repl, NUREO-0030 t yellow book) New format 
provide next update Info for planned Nov 
idata as of Bept 30.1981) due 811120 U/o 
HARTFIELD. R A Office of Management and 
81/10/30 DUNN. C N. Duquesno Light Co 
Fichu 30-000.84/01/17.8403010090 


power plants - const s 
should be used to 
1981 publication 
one 1 

Program Analysis 
7pp 22446, 30 3 24X 


tatu s 


84D3010009 FOIA request for ORNL draft or final rept on severe accident 
precursors at US nuclear plants during 1900 t< 1981 
HIATT. 0 L Dhio Citizens for Responsible Energy 83/12/10 
FELTON. U n Division of Rules and Records Ip 22477 234 


B403010092 Final response to FOIA requsst for comparative evaluation 
of nuclear Facilities compliance U/NUREO-OS78 ii NUREa-0737 
requirements Forwards App A docuraonts App B document 
entirely withhold (ref EOIA Exemption 5) 

FELTON. J M Division of Rules and Records 04/02/09 WEISB.E R 
Union of Concerned Scientists 4pp 22440 190 


— 0403010097 8-1208671-001 

"TMI Action Plan." computerized list 

e NRC - No Detailed Affiliation Given 04/02/09 I46pp 
22448 227 


0403010094 Responds to FDIA request for ORNL rept. “Precursors to 
Potential Severe Core Damage Accidents 1980-1901 Status 
Rept- “ Forwards draft rept 

FELtON. J M Division of Rules and Records 04/01/03 HIATF.S 
DhlD Citizens for Responsible Energy Ip 22477 233 


— 0403010102 Draft "Precursors to Potential Severe Coro Damage 
AccJdontB 1980-1981 Status Rept." Vols I 8 . 2 main rept ft 
Ap p A L( 8 

COTTRELL. W B , HAGEN. E W . HARRIS. J D Oak Ridge National 
Laboratory TIN B-0439 ORNL/NSI C-217 83/07/31 Office of 

Nuclear Regulatory Research. Director SbOpp 22477 236 


8403010100 Further response to FDIA request for eight categories of 
records re QL amozids Forwards listed documents Documents 
also available in PDR Search for addl documents subj to 
request in progress 

FELTON. J M Division of Rules and Records 03/12/22 BELL.N 
Nuclear Information 6 Resource Service 2pp 22445 007 


— 8112210135 Informs of D McUlnney opinion that allocation oF ACfiS 
manpower for fee purposes should be divided equally for 
review of two units at site 

HOLLOWAY. C.J License Fee Management Branch 79/Q1/S2 License 

Fee Management Branch Ip 22446 297 24X Fiche 50-000.04/01/17. 

8403010090 


— 0311230247 Discusses Public Law 97-415 which amended Atomic Energy Ac 
of 1994 Section 109 to authorize NRC td issue li make 
Immudiately effective amends to QL w/NSHC W/o end 
DENTON.H R Office of Nuclear Reactor Regulation. Director 
83/10/31 6tMPS0N. A Senate Ip 22445 090 


— 8211090010 Advises that branch will watt to determine what action util 
plans to take In response to ABLB 820610 order before 
collecting prof NRC hours 6 contractual costs 6 billing util 
for review of withdrawn application 

MILLER. W 0 License Tee Management Dranch 02/10/04 License 

Fee Management Branch, Ip, 22446 323 24X Fiche 50-000.84/01/17, 

8403010090 


• — 8302280083 Responds to questions re application termination Notice of 
termtnatlon/wlthdraual not anticipated No time limitation 
placed on completion of Phase One review 

ADEN 8 AM 1 E 0 Licensing Branch 4 83/02/17 MILLER. W 0 License 

Fee Management Branch Ip 22446 321 24X Fiche 50-000.84/01/17, 

0403010090 


— 0403010104 Forwards fifth monthly FR notice re OL amends, per Public 
Law 97-41S W/o end 

DENTON.H R Office of Nuclear Reactor Regulation, Director 
03/09/30 BTAFFORD. R T Senate, Environment ti Public Works Ip 
2E44!> 009. 


— 0403010108 Forwards FR notice of OL amends, per Public Law 97-415 W/o 
enc 1 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
03/12/06 SIMPSON. A, Senate, Environment 8 . Public Works ip 
22445 091 
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Q403010111 FOIA request for docuirents by nemeil ind i vidual f > i nc lud ing 
rspts, analyses/ stud le9> procedures tt sys For measurement oF 
Res leakage 

MADDEN/ T J Kaye, Scholer/ Fieriran/ Hays «> Handler 83/13/27 
NOnriVi 1' 0 Office of Administration 3pp 32480 024 


B4030101I3 Final response to FOIA request For five categories of info 
re mothballed nuclear const projects Foruards App A 
dcicumeiits Documents also in PDF 

FELTDN.J M Division of Rules and Records 84/02/10 DEi-L/ N 
Nuclear Informatlan h Resource Service 2pp 2347? 183 34X 

FIchc 00-508,84/03/10.8403010113 


— 8403010114 Partial statement of JB Martin before House Committee on 
energy & Commerce re mothballing of facility 

MARTIN/J B NHC - No Detailed Affiliation Given 83/09/14 ?pp 
33479 186 24X Ftcho 50-508.34/02/10,8403010113 


B403010I17 Partial response to FOIA request for documents by named 
Individuals re rep 1 1 , ana 1 y ses. stud 1 es, proc e dures t sys for 
measui ement of RGB leakage App B documents placed in PDR 
App A documents already available In PDR Search continuing 
FELTON,J H Division of Rules and Records 84/01/25 MADDEN, T J 
Kaye, Scholer, Fierman, Hays !« Handler 7pp 224B0 026 347 

Ficlie r.0-000, 84/01/35,0403010117 


— 9011070533 Summarises results of independent evaluations of primary 
sys leak rate ff some considered eitenslons Eitension of 
specific evaluations to all PHR facilities recommended 
Draft procedure re evaluations mill be submitted by 800915 
JORDAN, E L Division of Reactor Operations Inspections 80/08/31 
MOSFLEV/N C Division of Reactor Operations Inspections Hpp 
33480 266 24X Ficho 50-000.84/01/25,8403010117 


— B103250553 Foruariis draft Procedures 617278. "Preparation for 
Indtpendent Measurement of ftCS Leak Rates for PWR" l< 6172BD, 
“Independent Measurement of RCS Leak Rate for PHR “ Manual 
Chapters 2514 & 3515 uill be revised to add procedures 
SNIE/EK, J H Division of Resident 2. Regional Reactor Inspection 
81/01/23 GRIER. □ H Region t> Philadelphia. Office of the 
Director D'REILLY.J P Region 3, Atlanta. Office of the 
Director KCPPLER. J G Region 3, Chicago. Office of the Director 
22pp 32400 34 3 


— 010335D630 Requests that end Procedures 6173719 2< 61738D be issued 
for trial 

JORDAN. E L Director's Orfice 81701/33 BRVAN. 8 E Program 
Development Branch 17pp 22450 338 


— 8107160213 Foruards description of RC8LK 7 for reactor coolant leakage 
calcula tlon. magne t ic cards t. quad memory module U/o 
magnetic cards tt quad memory 

HOODRUFF.R U Mechanical. Struc tural Metallurgical Section 
81706/23 CHDNOi J Test Program Section CRLENJAK. J Reactor 
Projects Section lA FIELDER. R Test Program Section Spp 
33401 013 


— 8107 1603 15 "RCSLK 7 “ 

KIHHHATRICK, D Director's Office, Office of Inspection and 
Enforcement NODDRDFF. R U Mec han i ca 1 . Struc tura 1 I< Metallurgical 
Section B1/05/D7 Spp 22481 005 


— 8109JD0036 Requests tuo remote computer terminals to be used in 
developing programs for calcuiatlonal support for complei 
inspo 

SNIEZEK. J H Division of Resident 1. Regional Reactor Inspection 
81/09708 TROUTMAN, C R Office of Management and Program 
Analysis Ppp 33481 345 


— 8203120295 Submits progress rept on development of computerlied insp 
techrii ques. Includ ing development of RCSLK8 program for 
ECLIPSE computer Recemmends purchase of addl TX Instruments 
700 portable berminal For regional oFcs Program end 
KIRKPATRICK. D , HOODRUFF.R H Reactor Engineering Branch 
Bl/ll/17 DRDMERICKiA H Reactor Englneoring Branch 14pp 
23481 348 


— 8203120197 Foruards RGB 820121 leak rate calculation program for 
Hewlett Packard 41C (RCSLK 7) consisting of plant-specific 
(data ti sample calculations Data for remaining plants 
requested 

UArn. R L Division of Engineering t. Duality Assurance iPre 
8301031 83/02/16 MARTIN, TT Region 1. Office of Director 

OLSHINSKIiJ A Region 2. Office of Director NQRELUIS. C E 
Region 3. Office of Director 16pp 33481 133 


--9309150400 Comments on 930629 schedule for initial independent 
measuremeijts of RCS teak rates by Region V using flCBLKB 
Estimate of time required to ga ther, verl f y & program 
plant-specific data acceptable 

HOODRUFF.R H Engineering l< Generic Communications Bianch 
83/07/12 MCKEE>P E Division of QA, Safeguards (. Inspection 
Programs (Post 030103) Ip 22483 019 


— 8309150401 Submits scope 6 schedule for Independent measurements of 
RCS leak rates of operating plants in Region 9 Evaluations 
not eipected to begin until Sept or Oct 1983 

MOFJRILL.P Region 5. Office of Director 83/06/29 HISHOP.T 
Region 9. Office of Director lOpp 22481 242 


8311150481 Foruards results of revieu of RCS leak rate tost procedures 
tt ca! culationol methods used in 1978 at tuo randomly 
selected DHR plants, per 830920 request Deficiencies 
discovered during trial use period corrected 
DLYOUNO. R C Director's □ffice, Office of Inspection and 
Enforcement 83/11/07 DIRCKB.W J Office of the Executive 
Director for Operations 22pp 22482 020 24X 

riche 50-000, 84/01/25, B403010U7 


—8403010127 "RCSLRB " 

KIRKPATRICK, D , WODDRUFF, R H NRG - No Detailed Affiliation Given 
Bl/10/30 32pp 224B1 021 


— B403010129 Table of "Pres sur i z or Design Data “ Related info end 
• Alabama Power Co 84/01/25 46pp 224B0 033 24X 

Flche 50-000, B4/01/25. 0403010117 


— B403010131 "RCSLKB “ 

KIRKPATRICK. D . HOODRUFF.R H NRC - No Detailed Affiliation Given 
Bi/11/03 13pp 22481 044 


— 8403010137 Rev 2 to Surveillance Test Procedure FNP-l-STP-9 0. "RC3 
Leakage Test “ Related info encl 

POOLE, D L Alabama Pouier Co 79/03/25 22pp 224B0 079 24X 

Firhe 50-000,04/01/25.8403010117 


— a40301013B “RCSLKB " Related info encl 

KIRKPATRICK, D , HOODRUFF.R H NRC - No Detailed Affiliation Given 
Bl/ll/17 76pp 22481 057 


—8403010141 Rev 2 to Instrument Maint Procodure FNP-l-IMP-202 B, “Vol 
Control Tank Level LT-1 12 " Related info end 

HCORACKEN, K H Alabama Pouer Co 7B/03/07 24pp 22400 101 
24X riche SO'ODO. 04/01/25, 04D3D1O1 17 


— 0403010146 Rev 2 to Instrument Maint Procedure FNP-l-lMP-201 22. 
"PresBurlier Level Contro 1 . LC-459F “ 

« Alabama Power Co 70/06/17 30pp 22400 125 24X 

Fithe 50-000,84/01/25,8403010117 


— 8403010151 Responds to 620503 request for application of RCS look rate 
pi ogi am. RCSLK7, to Ban anofre 2 RCSLKV.as wri tten, app 1 tos to 
listed conditions Directions given to prepare Heulett 
Packard to run modified program Mark-up of RCSLK7 encl 
HOODRUFF.R Engineering ti Technical Bopport Branch 82/05/05 
MORRILL, P Region 5, Office of Director 17pp 22401 148 


- 0403010152 Rev 1 to Instrument Maint Procedure FNP-l-lMP-202 9, "Vol 
Conti Dl Tank Level LT-1 15 " 

THOMAS, J Alabama Pouer Co 70/08/02 22pp 22400 136 24X 

Ficho 50-000, 84/01/25. 0403010117 


— 04O3O1O1S6 Rev 2 to Instrument Maint Procedure FNP-l-IMP-201 20, 
"Piessuriier Relief Tank Level LT-470 " 

TH0MA8. J Alabama Power Co 70/08/02 26pp 22480 178 24X 

riche 30-000,84/01/23.8403010117 


— 8403010159 Discusses independent measurement of RCS leak rates for 
PHRs New version of program RCSLKB developed for use ui/ 
portable computer Seminar tentatively scheduled for Feb 
1983 

JORDAN. £ L Division Of Engineering J. Quality Assurance (Pre 
8301031 82/10/05 HAYNES, R C Region 1. Office of Director 

B'REILLY. JP Region 2. Office of Director KEPPLER.J 0 Region 
3, Office of Director 2pp 22401 163 


—0403010161 "RCSLKa “ 

KIRKPATRICK, D , HOODRUFF.R H NRC - No Dotailed Affiliation Given 
62/11/26 12pp 22481 16/ 


'8403010163 Rev 1 to Instrument Maint Procedure FNP-l-IMP-224 2, 
“Reactor Coolant Drain Tank Level, LT-1003 “ Related info 
one I 

SHIPMAN, H B Alabama Pouier Co 60/01/25 62pp 22480 204 24X 

Ficho 50-000,84/01/25,8403010117 


■8403010164 Discusses status of Implementation of RCSLKB. 

HOODRUFF.R fWC - No Detailed Affiliation Given 02/12/01 
CUNNINGHAM, J NRC - No Detailed Affiliation Given 3pp 
22401 179 
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—8403010175 Rev 6 to pTocedure PDT-1~3, "Periodic Operating Test flCs 
Leakage Evaluation " 

LAMOUREAliX/ T H Portland Oenoral Electric Co 70/06/19 9pp 
32401 184 24X Flche 50-000.84/01/25,8403010117 


— 04O3O1O17B "RCSLKB RC8 Loakrate Determination for PURs, " Users Guide 
HIRKPATRICK, D , WOODRUFF. R M NRC - No Detailed Affiliation Given 
03/02/15 43pp 22401 193 


— 8403010101 Informs that neie version of computer program, RCSLKB, 
incorporates improvements suggested by regional ofes b by 
IE Evaluation of Osborne completed Osborne 1 computer << Itoh 
printer ordered for each regional ofc 

JORDAN, E L Division of Emergency Preparedness *, Engineering 
Response (Post 030103) 83/03/04 HAYNES, R C Region 1. Office 

of Director O'REILLY, J P Region 2, Office of Director 

KCPPLER, J 0 Region 3, Office of Director 2pp 22401 234 


— 04O3O1O1B4 Discusses hou IE could develop capability to periodically ?< 
independently calculate identified & unidentified reactor 
coolant leak rates In operating uater reactors by using 
portable calculators Description of eilsting program end 
KIRKPATRICK, D. , WOODRUFF, R NRC - No Detailed Affiliation Given 
00/05/29 JORDAN.E NRC - No Detailed Affiliation Given llpp 
22400 277 


— 8403010105 Notifies of 030413-14 seminar in Osthesda.HD for regional 
ofes on use of RCSLK6, improved computer program for 
determining leak rates of PWR cooling sys 

JORDAN.E L Division of Emergency Preparedness (< Engineering 
Response (Post 030103) 83/04/01 HAYNEB, R C Region 1. Office 

of Director O'REILLY, J P Region 2, Office of Director 

KEPPLER, J 0 Region 3, Office of Director 2pp 22401 236 


— 8403010191 Discusses houi IE could develop capability to periodically {< 
Independently calculate identified tt unidentified reactor 
coolant leak rates in operating uater reactors using 
portable calculators Dsscription of existing program enc 1 
KIRKPATRICK, D NRC - No Detailed Affiliation Oiven 00/06/03 
JORDAN.E Division Of Reactor Operations Inspections 21pp 
22400 200 


— 8403010193 Informs that portable computers obtained for regional ofes 
for use in independent measurement of leak rates from PWR 
cooling sys Draft module b user guide (NUBE0-09a6) end W/o 
enc 1 B 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 030103) 03/05/31 TAYLOR, J M Division of OA, 

Safeguards b Inspection Programs (Post 830103) 4pp 22401 238 


— □403010196 Requests author 1 1 ation to conduct leak rate test at selected 
C-E & Mestinghouse fac 1 1 1 ties. Test needed to evaluate 
R Woodruff b D Kirkpatrick program to Independently assess 
look rates U/o end 

JORDAN.E L Division Of Reactor Operations Inspections 00/06/03 
QRUNNER, E J Region i, Philadelphia, Reactor Operations Nuclear 
Support Branch. LEWIS, R C Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch ip. 22480 309 


— 0403010201 IE Change Notice 81-05, revising listed manual chapters 
Related info end 

» Director's Office, Office of Inspection and Enforcement 
81/03/11 06pp 22401 252 


- 8403010205 Foruards TANK program description t< program cards Program 
calculates b plots vol of liquid in program for RC8 leak 
rate Requests J Chung to he coauthor of program description 
WOODRUFFiR Director's Office, Office of Inspection and 
Enforcement. 81/05/22 CHUNO.J Region 1, Philadelphia, Office 
of the Director (81/03/01), 5pp 22481.340 


— 8403010206 Requests Procedures 61727B ti 61728B be Issued t< Hanual 
Chapters 2514 << 2515 be revised to require that Procedure 
61727B be performed during hot functional teetlng b 
Procedure 617S8D be performed annually 

JORDAN, E L. Division of Reactor Operations Inspections 00/08/22 
DRVAN, S E NRC - No Detailed Affiliation Given Ip. 22480 310 


—8403010214 Foruards Procedures 617276 t< 61720B. Procedures outline steps 
necessary to perform independent measurements of leak rates 
from RCS for PWRs Each region requested to apply both 
procedures to one PWR per wh starting 001010 W/o ends 
JORDAN.E L Division of Reactor Operations Inspections 80/00/22 
Region 1, Philadelphia, Office of the Director. 3pp 
22480 3il 


— 8403010222 Forwards progress ropt on development of computerlicd Inep 
techniques. W/o end, 

8NIE7EK, J NRC ~ No Detailed Affiliation Oiven 01/11/10 

DEVOUNO, D NRC - No Detailed Affiliation Given Ip 22481 347 


-0403010233 Discusses RCB leak rate calculatl ons. per 020504 telcon Nods 
to RCSLK7 computer program permit leak rate Calculations for 
pressures between 1,900 *< 2,100 psig w/temp between 260 F b 
P70 I Plant data encl 

HOnniLL. P J Region 5, Office of Director 82/05/05 

Woodruff, R U Reactor Engineering Branch 17pp 22401 362 24X 

Flche 50-000,84/01/25.8403010117 


-6403010239 Agrees that use of computers as Insp tool needs to be 
explained further per 8304I3-14 presentation Lists 
recommendations based on review or RC8LK6 User Guide b 
practical demonstration of computer program 
Kearney, J NRC - Nd Detailed Affiliation Given 83/04/13 
WOODRUFF, R NRC - No Detailed Affiliation Given 2pp 22402 01/ 


—0403010239 •■RCSLK6-Calcul ated Leak Rates for PWR RC8 " 

KIRKPATRICK. D . WOODRUFF. R W NRC - No Detailed Affiliation Given 
00/09/29 Opp 22480 314 


— 0403010257 "DKHTS-Ca Iculated Net Power U Integral of Net Power as 
Function of Time After Scram " 

MOQDRUFF.R W NRc - No Detailed Affiliation Given 00/12/05 
6pp 22400 322 


— 6403010284 "RCaLKe 

» NRC - No Detailed Affiliation Given 01/07/00 7pp 
224P1 009 


— 0403010297 Forwards Hewlett Packard program cards for RCS Leak Rate 
Program 7 (RC5LK7) W/o end 

KIRKPATRICK. D Director's Office, Office of Inspection and 
Enforcement 61/07/21 MORRILL, P J Reactor Projects Section 1 
ip 22401 019 


— 0403010292 Requests Hewlett Packard 41C data cards for plont reactor 
coolant leakage calculations Program being developed to run 
reactor coolant leakage calculations on NRC ECLIPSE 
computer Data cards needed to set up data base 
DAER.R L Reactor Engineering Branch 01/09/02 MARTIN. T T 
Division of Engineering 6 lochnlcal Inspection 0IB50N, A F 

Division of Engineering 1< Technical Inspection KIORELIUS.C E 

Division of Engineering h Technical Inspection ip 22481^020 


8403010119 FOIA requesb for studies performed by USGS 6 State of CA Div 
of Mines b Geology re facility seismic design 

CAUSOYAS.C D Affiliation Not Assigned 63/11/14 NRC - No 
Detailed Affiliation Given 4pp 22444 343 24X 

Flche 50-312,83/11/14,0403010119 


8403010)23 Responds to FOIA request for studies performed by USGS 
b Stale of CA Dlv of Mines b Geology re facility seismic 
design Forwards App A documents Info also available in PDR 
FCLTON, J H Division of Rules and Records 83/12/20 CAL8DYAS. C 0 
Affiliation Not Assigned 3pp 22444 349 24X 

FiChe 50-312,03/12/20,0403010123 


— 7906140543 Summary of telcon to provide response to 790413 Itr 
requesting info re seismic analysis 

OARNCR, D Operating Reactors Branch 4 (Pro 790623) 79/04/25 

REID, R W Operating Reactors Branch 4 (Pre 790623) ip 

22444 332 24X Flche 50-312.83/12/20.8403010123 


— 7906140548 Discusses review of plant earthquake design criteria b 
requests info re seismic analysts 

DAVK-I.JF California, State of 79/04/13 DENTON. H R Office 
Of Nuclear Reactor Regulation, Director 2pp 22444 353 P4X 
Flche 50-312,83/12/20,8403010123 


— 7910260122 8ummarltes view of recent fault data, NRC requirements U fact 
that F&AR considered only three faults active Recommends 
that new info on fault sys be assessed 

MINOOUEiR D Office of Standards Development, Director 79/10/0) 

DENTON. H R Office of Nuclear Reactor Regulation, Director 4pp 

22444 358 24X Flche 50-312,83/12/20,8403010123 


— 7911120317 Forwards RB Mlnogue 791001 memo to HR Denton h evaluation of 
lelovancy to proceedings before ASLD 

LI8LNHUT.0 0 Division of Operating Reactors 79/10/19 SCOTT, S 
Distribution Services Orancli 3pp 22444 333 24X 

Fichc 30-312. 83/12/20, 8403010123 


— 7911120366 Foruards seismicity rept re Sacramento County, CR & portions 
of 6B0S16 CA application U 730608 safety evaluation 
T180N.JC Commerce, Dept of. 60/07/05 PRICE, HL Atomic 
Energy Commission, Directorate of Regulatory Operations. Ip 
22445 OBS 24X Flche 30-312,83/12/20.8403010123 


—7911120370 Requests addl Info to complete review of initial site 
examination info data form 

DEYDUNO, R C Atomic Energy Commission, Directorate of Licensing 
74/12/13 DAVIS, E K Sacramento Municipal Utility District 2pp 
22445 026 24X Flche 50-312,03/12/20,6403010123 
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— 7911iP0403 Requests initial site eiainlnatlan info 

OlAMDUSSOi A Atomic Energy Coniinl ssl orii Directorate of Licensing 
74/OB/14 DAVtS.E H Sacramento Kunleipal Utility District Spp 
23445 034 


— 7911120413 Responds to 760115 Itr re DL HeJieker 751217 concern about 
nuclear plant in DrvlIle>CA vicinity No plant planned for 
area Discusses DDE re plant design 

DlRCKSiM J NRC - No Detailed Affiliation Given 76/02/06 
CRANSTOM. A Senate Spp 23445 041 24X Fiche 50-312,03/12/20. 

B403O1O123 


— B001290311 Foriuards response to 791001 memo re geologic & seismic 
reassessment of facility No Immediate baiard at site 
Licensee should undertake program to assemble & assess new 
info re geology I< seismology of site region 
UACKSON, R E Oeoeclences Dranch 79/12/21 GANNlLL, M P 
Assistant Director for Standiard L Advanced Reactors 7pp 
22445 050 24X Fiche 50-312,03/12/20,0403010123 


— 8009250342 Recommends meeting w/utll to revleui progress of seismic 
assessment study 

OACKSDNi R E Oeosclences Dranch 00/09/12 REID, R N Operating 
Reactors Branch 4 Ip 22445 097 24X Fiche 50-312,03/12/20, 

0403010123 


— 0007290345 Discusses util response to NRC request for seismic 
reassessment Seven listed areas of info should be directed 
to utl] to avoid delay in revleulng rept 

ALTGRMAN. 1 D Ceosciences Branch 00/09/12 JACK BO N, R E 
Oeosclences Dranch Spp 22445 058 24X Fiche 50-3 1 2, 03/12/20, 

0403010123 


— 0403010190 Forwards evaluation of Unit 2 initial site e cam info data 
review Site safety members participating In revieiu listed 
DCNIONi H R Atomic Energy Commission, Directorate of Licensing 
74/10/10 DhVOUNGi R C Atomic Energy Caminlsslon, Directorate of 
Licensing 4pp 22445 046 24X Fiche 90-312,83/12/20.8403010123 


B403D10125 Further response to FOlA request for IE Rept 79-1 9, no t ice 
of proposed imposition of civil pena 1 tie s, no t ice of 
violation order to show cause Forwards documents listed on 
App A 

FELTON, U n Division of Rules and Records 04/Ot/ll HAMLIN, J 0 
Bhaw, Pittman. Potts U Irowbridge 2pp 22447 176 24X 

Fiche 50-490.04/01/11,8403010125 


--B403010135 Requests Info re public hearing on insp of facilities 

SCHWARTZ. A R Teias, State of BO/06/03 SEYFRIT. R Region 4, 

Dallas. Office of the Director Ip 22447 179 24X 

Fiche 50-490,84/01/11.0403010125 


— 8403010139 Transcript of G00B19 public meeting in Day City.TX Pp 1-382 
Supporting documentation end 

* Commissioners 80/08/19 3B2pp 22447 101 24X 

Fitht 50-490, 84/01/11, 0403010125. 


B403010I6B Further response to FDIA request For all 19B2 SECY papers to 
be available In PDR EECY-B2-2, 60, I97ff, 197D, 220, 270A. 334A, 

377A, 309, 394.499A, 472 S< 472A withheld Iref FOIA Exemption 

St 

FELTON, 3 H Division of Rules and Records 83/12/21 MEISS, E R 
Union of Concerned Scientists NEISB, E R Harmon Weiss 6pp 
22449 313 


0403010192 FOIA request For records relevant to or generated in 
connection u/03iO21 "Rept on Review of Diesel Oenerator Rldg 
at (ildland " 

GARDE. R P Government Ac c ountab i I i t y Project 03/11/26 Office 

of Administration 2pp 22445 092 24X Fiche 50-329,03/11/26. 

B403010192 


B40301019B Responds to FOIA request for records relevant to or 
geneiated in connection W/B31021 "Rept on Review of Diesel 
Generator Bldg at Midland ” Forwards App B documents App A 
documents available In POR 

FELTON. J H Dlvlsipn Of Rules and Records 03/12/14 GARDE, B P 
Onvernment Accountability Project 4pp 22449 092 24X 

Fiche 50-329,03/12/14.8403010190 


— 8310310471 Forwards task group rept, "Rept on Review of Diesel 
Generator Oldg at Midland." Bet 1903 Large addl settlements 
not anticipated More accurate program to monitor cracks 

no a rl «w<4 

-tural Ir Oeotschnlcal Engineering Dranch 83/10/21 
Assistant Director for Comp 1, Structures Engineering 
2pp. 22445 152 24X Fiche 90-329,03/12/14. 


evlew Qf Diesel Generator Bldg at Midland " 

1 !t Geotechnical Engineering Dranch 03/10/31 
24X Fiche 90-329,03/12/14,0403010190 


— 8312010004 Forwards corrected Pages 9,17,20 It 4 to App 11 to rept on 
review of diesel generator bldg 

KUO. P Structural t. Geotechnical Engineering Dranch 03/11/14 
KNIGHT, J P Assistant Director for Comp t, Structures Engineering 
(Post 030201) Spp 22449-256 24X Fiche 50-329,03/12/14, 

8403010198 


— 0312050628 Requests rept re adequacy of diesel generator bldg on 
expedited basis as input to Congress re Landsman concerns 
EISENHUT, D 0 Division of Licensing 83/U/lB VOLLMER.H 
Division of Engineering ip 22445 263 24X 

Fiche 50-329,03/12/14.8403010198 


— 0312070022 Forwards Structural & Geotechnical Engineering Branch 
assessment of "Rept of Review of Diesel Generator Dldg at 
Midland, *' dtd 831021 per E Adensam S, M Baton requests 
Meeting A possible reopening of hearing recommended 
LEAR, 0 Structural 1, Geotechnical Engineering Dranch 83/11/22 
VDLLMER.R H Division of Engineering Epp 22449 268 24X 

Flchc 50-329,83/12/14,8403010198 


— 8312070278 Discusses recommendation for suppl to Board Notifications 
83-169 03-153 re diesel generator bldg Comments ti 

recommendations of J Kane & F Rinaldi on task group rept & 
reopening of hearing provided 

HODO, D 8 Licensing Dranch 4 ISSUANCES DM 83/11/22 
EISENKUT.DG Division of Licensing 4pp 22445264 24X 

Fiche 50-329, 03/12/14, 0403010198 


— B3120S0134 Recommends PT Kuo 831114 memo containing four corrected 
pages to rept re structural adequacy of diesel generator 
bldg be forwarded to Board as supplemental notification to 
BN 03-165 

HOOD, D Licensing Branch 4. ISSUANCES OL 03/11/17 EISENHUT, D 
Assistant Director for Licensing Ip 22449 261 24X 

Flchc 50-329,03/12/14,8403010198 


--8403010204 Advises that info re plan to address Landsman concerns 
should be Issued as Board Notification 83—109 
EISENHUT, D O Division of Licensing 83/07/27 NOVAK, T 
Assistant Director For Licensing Ip 22449 098 24X 

Flchc 90-329,03/12/14,8403010198 


— 0403010211 Advises that attached correspondence re new schedule for 
review of Landsman concerns should be Issued as Board 
Notification 83-142 U/o end 

EISENHUT, D,G Division of Licensing 83/09/20 NOVAK, T 
Assistant Director for Licensing ip 22445 099 24X 

Fiche 50-329,03/12/14,8403010198 


— 8403010217 Draft rept, "fievleiu of Diesel Generator Bldg at Midland 
Plant " 

HILLLR, C A , COSTANTINO, C J Drookhaven National Laboratory 

03/09/23 25pp 22449 100 24X Fiche 50-329,83/12/14,8403010198 


—0403010223 Advises that end JP Knight 830923 memo to RH Vollmer should 
be issued as Board Notification 83-193 U/o end 
EIBfeNHLfT.DG Division of Licensing 03/10/09 NOVAK, T 
Assistant Director for Licensing Ip 22449 125 34X 

Flchc 90-329,83/12/14, 0403010190, 


— B403010227 Forwards “'Raviow Of Diesel Generator Dldg at Midland Plant 
REICH, M Drookhaven National Laboratory 03/10/17 KUO, P T 
Structural h Geotechnical Engineering Branch Ip 22445 126 24X 

Flchc 90-329, 83/12/14, 8403010198 


--B403010231 ''Review of Diesel Generator Bldg at Midland Plant " 
MILLER, 0 A , COaTANTINO.C J Drookhaven National Laboratory. 
83/10/17 89pp. 22449 127 24X Fiche 50-329,03/12/14,0403010190 


— 0403010245 Requests that end rept on revleui of diesel generator bldg 
ti util analysis requested during revleie be issued as Board 
Notification 03-165 

EISENHUT, D 0 Division of Licensing 03/10/26 NOVAK, T 
Assistant Director for Licensing 6pp 22449' 250 24X 

Fiche 90-329,83/12/14,0403010198 


— 8403010273 Advises that supplemental Info provided in PT Kuo 831114 
memo to JP Knight will be transmitted to Midland Board as 
suppl to Board Notification 83-169. Issue will be 
incorporated as Board Notification 83-169A U/o end 
EISENHUT, D 0. Division of Licensing 03/11/16 NOVAK, T 
Assistant Director for Licensing ip 22445.262 24X 

Fiche 50-329,83/12/14,8403010196 


— B4030ID282 Forwards guidance for use in deciding whether to recommend , 

that hearing be reopened Hearing ehould be reopened based on I 

1 i sted reasons i 

VOLLMER, R H Division of Engineering 83/11/29 EISENHUT, D. 0. j 

Division of Licensing. 3pp, 22445,270, 24X Fiche 50-329, , 

83/12/14, 6403010198 , 

1 
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— -0403010205 Advises that Vollmer recommended reopening Midland hearing 
on diesel generator bldg structural adequacg lssue>based on 
task group rept Vollmer memo end W/o end 

ADEN3AM. E NRC - No Detailed Affiliation Given 83/11/25 
EISENHUT. D NRC - No Detailed Affiliation Given Ip 22445 273 
24X riche 50~327> 83/l2/14i B40301019B 


B403D102&2 Further response to FOIA request for documents re Sandla 
Contract 4-1123 ti bibliography used by R Oernero Foruards 
App A documents 

FECTON. J M Division of Rules and Records FIN A-1133 83/12/20 

RUTLEDOEi F Carolina Environmental Study Group 2pp 22444 0A7 
24X Flche 30-000.83/12/20.8403010262 


— 8301280380 Responds to 821108 Itr neuspaper ar tl de. c lar 1 f y log 
distorted & incomplete picture of nuclear accident 
probabilities t. consequences b modeling uncertainties 
presented in article 

DIRCKS. N J Office of the Executive Director for Operations 
82/12/27 DOOGB, L House of Rep 4pp 22444 078 24X 

Fiche 50-000. 83/12/20,8403010262 


—8403010260 Foriuarde preliminary draft documents re Sandla Labs uork in 
area of siting criteria development Repts represent uork 
being done in expanding use of probabilistic analysis in 
regulatory utorh U/o encls 

DIRCK8, N J Office of the Executive Director for Operations 
02/04/26 OILINBKY Commissioners 5pp 22444 071 24X 

Ficho 30-000.83/12/20,8403010262 


—0403010274 Discusses research rept. NUREO/CR-2239 (8and31-l 5471. 
“Technical Guidance for Biting Criteria Development " 
Forwards NUREO/CR-2723 b NUREO/CR-2897 for ref use only U/o 
ends 

DIRCH8.W J Office of the Executive Director for Operations 
82/11/22 PALLADIN0, 8ILINSKY, AHEARNE Commissioners 2pp 
22444 076 24X Ficho 50-000,83/12/20,8403010262 


B4030I027B FDIA request for 8ECV-B3-2aB to be placed in FOR 

PEDRO, J NU8 Corp CD-t8-83-535 83/11/16 Division of Rules 

and Records Ip 22449 137 


8403010279 Responds to FOIA request for SECY-03-20B to be placed in 
PDR Forwards 8ECY-83-280. Document also available in PDH 
FELTON, J M Division of Rules and Records 03/12/16 PEDRO, J NUS 
Corp Ip 22449 130 


— 0403010203 Comments on 8ECY-83-S88 re proposed rule on pressurlied 
thermal shock Proposed rule should address CP applicants In 
addition to OL applicants b operating reactors Schedule for 
preparation of plant-specific safety analyses acceptable 
ZEROS. J E Office of Policy Evaluations 83/OB/Ol PALLADINO. 
OILINBKY, ROBERTS Commissioners 4pp 22449 222 


8403010383 Responds to FDIA request for map detailing background 
radiation leve 1 si prepared as result of aerial survey 
conducted out of Pease Air Force Base No records subj to 
request located 

FELTON, 0 M Division of Rules and Records 83/12/20 OQUOHTY.J 
aeacoost Anti-Pollution League Ip 22446 346 


B403010385 FOIA request for addl search of files for map detailing 
background radiation level s, prepared as result of aerial 
survey conducted out of Pease Air Force Base 

DDU0HTY,3 Beacoast Anti-Pollution League 03/11/23 FELTON, J M 
Division of Rules and Records Ip 22446 347 


8403010407 Responds to FDIA request for info on Tatum salt dome tests 
performed In State of M8 in late 1960s or early 1970s No 
documents available pertaining to request Info may be 
obtained from State of NS Dept of Natural Resources 
FELTON, vl M Division of Rules and Records 03/12/16 LEGGETT, L H 
Affiliation Not Assigned Ip 22443 280 


8403010409 FOIA request for lists of all source disposal companies 
licensed to handle radwaste disposal 

OEBELE, H W Foxboro Corp 83/11/18 Office of Administration 
Ip 22446 331 


8403010410 Responds to FOIA request for list of all source disposal 
componles licensed to handle radwaste dispoeal Forwards two 
lists 

FELTON, J H Division of Rules and Records 03/12/13 OEBELE, H W 
Foxboro Corp Ip, 22446’ 332 


— 0403010412 “Masts Disposal Licensees “ 

* NRC - No Detailed Affiliation Given. 02/02/05 6pp 
22446; 333 


— 0403010414 “Active Byproduct Licenses." 

a NRC - No Detailed Affiliation Given 03/12/02 7pp 
22446.339 


B403010469 FOIA request for info on Tatum salt dome tests performed in 
State of MB In late 19603 or early 19705 

LEGGETT, L H Affiliation Not Assigned 03/12/02 NRC - No 
Detailed Affiliation Given Ip 22443 201 


0403010474 FDIA request for info re sign posted near toilet at 
Argonotte reactor at Univ of Florida 

GROSSMAN, K Island Closeup News Service, Sag Harbor, NY 04/01/31 
NRC - No Detailed Affiliation Given Ip 22443 270 


8403010400 Responds to FOIA request for info re sign pasted near toilet 
at Argonatte reactor at Univ of riorida 

FELTDN, J M Division of Rules and Records 04/02/27 GRD55MAN, K 
Island Closeup Nows Service. Sag Harbor. NY Ip 22443 279 


8403010400 Appeals denial of FDIA request for T Novak notes generated 
by or during visit to Glen Ellyn, IL to discuss Ofc of 
Special Cases findings re facilities From Sept 1702 to Dec 
1903 

GARDE, B P Government Accountability Project 84/01/17 
FELTON, J N Division of Rules and Records Ip 22443 274 24X 

Flche 50-327,04/01/17,8403010488 


8403010497 Responds to appeal re denial of FOIA request for records In 
possession of T Novak on visit to Olen Ellyn, IL to discuss 
findings of Ofc of Special Cases re facilities NRC has no 
records subj to request 

DlRCKSiN J Office of the Executive Director for Operations 
84/02/28 GARDE, B P Government Accountability Project Ip 
22443 273 24X Fiche 50-329.04/02/28,8403010477 


8403020008 FDIA request For radiation source or device registration 
certificates issued by NRC to listed organl latlons 

HAMMITT.H A FDI Services 3451 84/01/26 FELTON, J M Division 

of Rules and Records 3pp 22474 001 


8403020011 Responds to FOIA request for radiation source or device 
registration certificates issued by NRC to organ 1 latlons 
listed In request Itr Forwards requested documents 
FELTON, J N Division of Rules and Records 04/02/07 HAMMITT.H A 
FOI Sei vices Ip 22494 004 


— 0403020016 Registry of radioactive sealed sources h devices, safety 
evaluation of X-ray fluorescence cell mfg by AMP, Inc using 
New Ingland Nuclear Model NhR-476C 

• NRC - No Detailed Affiliation Given NR-i40-D-101-5 03/O7/OB 

Spp 22494 005 


— 8403020018 Registry of radioactive sealed sources I, devices, safety 
evaluation of detector coll mfg by Antek Instruments, Inc 
using US Radium Kedel LAB-508-1 t. New England Nuclear Model 
NER -002 

KLINGER, J 0 NRC - No Detailed Affiliation Given TX-l 45-D-I03-S 
02/12/17 3pp 22474 010 


— 8403020023 Registry of radioactive sealed sources {< device s, sa fety 
evaluation of luminous front post sight containing 3M Model 
E2X Army Part B44B670 for Pr-147 b Part 12002766 for 
tr t t i urn, dl stributod by US Army Armament Readiness Command 
X NRC - No Detailed Affiliation Olven NR-l S3-D-101 -9 03/03/07 

2pp 22494 013 


— 8403020027 Registry of radioactive sealed sources b dev 1 ce s, safety 
evaluation of rad loluminous lamp containing 3 Cl tritium, 
distributed by US Army Armament Matl Readiness Command 
» NRC - No Detailed Affiliation Olven NR-l 55-8-101-9 03/03/08 

4pp 22474 015 


— 0403020034 Registry of radioactive sealed sources U devices, safety 
evaluation of rad loluminous lamp containing 10 Cl tritium, 
distributed by US Army Armament Natl Readlnesa Command 
# NRC - No Detailed Affiliation Given NR-l 55-2-1 02-0 03/03/08 

3pp 22494’ 017 


— 8403020038 Registry of radioactive sealed sources b device s, safety 
evaluation of rad loluminous lamp containing 0 Ci tritium, 
distributed by U9 Army Armament Matl Readiness Comiand 
« NRC - No Detailed Affiliation Given NR-l 55-S-103-S 03/03/00 

3pp 22474 022 


— 8403020057 Registry of radioactive sealed sources b device s, safety 
evaluation of radiolumlnous lamp containing tritium, 
distributed by US Army Armament Matl Readiness Command, 

» NRC - No Detailed Affiliation Given NR-l 55-S-l 04-9 83/03/00 

7pp, 22474 025 


— 8403020060 Registry of radioactive sealed sources b devices, safety 
evaluation of radiolumlnous lamp containing 6 Ci tritium, 
distributed by US Army Armament Matl Readiness Command 
e NRC - No Detailed Affiliation Given HR-155-S-105-S 83/03/0B 

3pp 22494 034 
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— Q403D200&7 Registry of radioactive sealed Bources *•( devices, safety 
evaluation of radloluminous lamp containing S 2 Ci iritiom. 
distributed by US Army Armament Matl Readiness Command 
# NHC - No Detailed Affiliation Oiven NR-1 33-S-106-S 83/03/03 

3pp 22494 0J7 


■Q403020070 Registry of radioactive sealed sources U devices, safety 
evaluation of radiDlumlnous lamp containing & Ci tritium, 
distributed by US Army Armament Matt Readiness Coarnand 
» NRC - No Detailed Affiliation Olven NR- 1 35-S-l 07-S 03/O3/OS 

3pp 22494 040 


- — 8403020074 Registry of radioactive sealed sources t* dev 1 ce s . sa f ety 
evaluation of radloluminous lamp containing 4 Cl tritium, 
distributed by US Army Armament liatl Readiness Cumwnan d 
» NRC - No Detailed Affiliation Oiven NR-l 53-B-lOS-S B3/03/OB 
3pp 22494 043 


— B4030200B0 Registry of radioactive sealed sources & devl css . safety 
evaluation of radloluminous lamp containing tritium, 
distributed by US Army Armament Matl Readiness Convnand 
» NHC - No Detailed Affiliation Oiven NR-l 55-S~t09“S 83/03/08 

7pp 22474 046 


-'B403D2D062 Registry of radioactive sealed sources ’c devices, safety 
evaluation of mass spectrometer containing 13 mCi Ni-t3 in 
Mhcmto-Cbem MMS-ltO, di strl buted by PCP, Inc 

» NRC - No Detailed Affiliation Oiven FL52aD102U 79/03/29 
2pp 22494 232 


— 94030200B7 Registry of radioactive seated sources !i dev 1 c a s j sa f ety 
evaluation of rad i a luml n pus lamp containing 1 Ci tritium, 
distributed by US Army Armament Matl Readiness Coeenand 
• NHC - No Detailed Affiliation Given NR-l S3-S-1 1 0-3 63/03/08 

3pp 22494 03 J 


— 3403020091 Registry of radioactive sealed sources & d »v 1 cesi sa f ety 
evaluation of radloluminous lamp containing I 2 Cl tritium, 
distributed by US Army Armament Matl Readiness Coovnand 
» NRC - No Detailed Affiliation Given NR-l 35-B~l 1 1-3 83/03/00 

3pp 22494 036 


--0403020095 Registry of radioactive sealed sources t. device s. safety 
evaluation of electron capture detector cell assembly 
containing 13 mC i Nl~63 in Neu England Nuclear NER-002 & 

Nuclear Radiation Development NIOOI sealed source 

DROUN. J N . SINGER, n NRC - No Detailed Affiliation Given 

NR536D0I9B B2/04/30 6pp 22494 234 


— 0403020101 Registry of radioactive sealed sources ft device a. safe ty 
evaluation of Interstitial implant source b storage vessel 
u/is mCi Ir-192 in Model R/1 tseeds) & P-l,P-2,P-3 & P-4 
containers. mfg by RAD/IRID. Inc 

DROUN. J M NRC - Mo Detailed Affiliation Oiven NR-33B-B-101-S 
03/01/20 llpp 22494 240 


— 0403020107 Registry of radioactive sealed sources !< device s. safety 
evaluation of gaseous tritium light sources tOTLS) in 
military fire control products mfg by Ruoff ti Sons. Inc 
distributed by UB Army Armament Readiness Command 
WRIGHT, E G , SINGER. B NRC - Nn Detailed Affiliation Given 
NR'!i75-D-l01-S B2/09/24 Bpp 22494 231 


--84030201 10 Registry of radioactive sealed sources t devices, safety 
evaluation of radloluminous lamp containing 8 Ci tritium, 
dlstflbuted by U5 Army Armament liatl Readiness Comnand 
» NHC — No Detailed Affiliation Oiven NR-l 53-3-1 12-B 33/03/00 

3pp 22494 039v 


--04O3O2O113 Registry of radioactive sealed sources % devi c ss. safety 
evaluation of self-luminous compass containing I7g mCi 
tritium in Orandhurst Co light source Model flT/60-25/10 mfg 
by Buunto Dy I, distributed by Sea Guest, Inc 

BROVIN, J M NRC - No Detailed Affiliation Given, NR-571-D-1 03-E 
□3/09/22 9pp 22494 259 


8403020114 Registry of radioactive seated sources & d ev i c e s> sa f ety 
evaluation of radloluminous lamp containing tritium, 
distributed by US Army Armament Matl Readiness Command, 

» NHC - No Detailed Affiliation Given. NR-i53-B-l 13-S 83/03/08 

3pp 22494 062 


B403D201]6 Registry of radioactive sealed sources !« d evlc e *, sa f ety 
evaluation of electron capture detector cell containing 
150 roCi tritium £n Safety Eight Carp foil source Model 500- 
3«mPg by Sentex SeniiiiB Technologyp Inc 

BROUN. J M NRC - No Detailed Affiliation Oiven NH-59S-D-101-B 
03/00/26 7pp 22494 260 


- -8403020119 Registry of radioactive sealed sources 1, devices, safety 
evaluation of rad i o 1 umi nous lamp containing tritium, 
distributed by US Army Armament Matl Readiness Command 
e NRC - No Detailed Affiliation Given NR-i55-B-l 14-8 03/03/00 

3pp 22494 065 


8403020120 Registry of radioactive scaled sources h devl ces, safety 
evaluation of gas chromatograph containing 20 mCl Ni-63 in 
US Radium LAD 784, Neu England Nuclear NER— 004 A Amersham/ 

Sear! NBC, mfg by Sp ec tr a-Phy si c s 

WONG, 0 NRC - No Detailed Affiliation Given CA6tS0t01S 
02/18/09 4pp 22474 275 


- B403020124 Registry of radioactive sealed sources (< device s, sa f ety 
evaluation of ioniialion smoke detector containing 1 uCl 
Am-24 1 foil source in NRD Model A-OOl or Amersham Model 
AMM-IOOIH, mf g by Square D Co 

WRIGHT, E 0 , SINGER, 0 NRC - No Detailed Affiliation Oiven 
NR-6I6-D-101~E 82/09/07 Bpp 22494 279 


--B403020127 Registry of radioactive sealed sources & device s, safety 
evaluation of lensatic induction damped cempess containing 
120 mCi tritium in Stocker !i Vale, Inc Model 8Y-183 
SINGER, 0 NRC - No Detailed Affiliation Oiven NR-622-D-102-E 
B3/01/t8 8pp 22494 287 


— 8403020132 Registry of radioactive sealed sources 5 devic e s, safety 
evaluation of celibr device containing 100 Cl C5-137 in 
GRNL Dreuiing RD309 0, mf g J< distributed by TEMCO 
PATRICK.D P , BURGESS, J L NRC - No Detailed Affiliation Oiven 
ND631D101S 83/06/14 3pp 22494 293 


— 84G3D20135 Registry of radioactive sealed sources 8i d ev I c e s, safety 
evaluation of self-luminous source in luatcli models 
containing 200 mCi tritium in Mert i-Ben tel 1 1 T 4173-1 !< 

T417S-l.infg by Texas Instruments 

» NHC - No Detailed Affiliation Given NR-632-S-I02-E 02/10/08 

Ip 22494 290 


— 8403020137 Registry of radioactive sealed sources *< devic a s, safety 
evaluation of density gauge containing 230 mCi C5-137 in 
Amersham Corp Model CDC BIO, mfg by Tatabanyal Szenbanyak 
DROWN, J M NRC - No Detailed Affiliation Given NR-633-D-i02-8 
83/013/15 Opp 22494 299 


- 8403020142 Registry of radioactive sealed sources t< devic a s, safety 
evaluation of consolidation monitoring device containing 
SOO mCi Cb- 137 in Gulf Nuclear. Inc Model CSV, mfg by Rexnord. 

Inc ti distributed by DDT 

BROWN. J M NHC - No Detailed Affiliation Given NR-643-D~l 02-S 
83/11/04 7pp 22494 307 


—8403020144 Registry of radioactive sealed sources b device s. safety 
evaluation of pipe uall thickness gauge containing 10 Cl 
Cs-137 in 3H Mode) 4D6L li Gulf Nuclear CSV, mfg by UD Wilson 
Mfg Co 

* NRC - No Detailed Affiliation Given TX672Di06S 79/07/31 
3pp 22494 3i4 


'8403020149 Registry of radioactive sealed sources ti device s, safety 
evaluation of sul fur-ln-ol 1 analyzer containing 550 mCl 
Am-24i in Amersham/Sear le AMC 17, mfg by YoVogaua Electric 
Works ti distributed by Yokogaiiia Corp of America 
ft NRC - No Detailed Affiliation Given GA67eD102S 00/09/25 
2pp 22494 317 


•0403020150 Registry of radioactive sealed Bourses (< device s, safety 
evaluation of rad io luminous lamp containing 8 Ci tritium, 
distributed by US Army Armament Matl Readiness Command 
» NRC - No Detailed Affiliation Given NH-155-8-H 5-S 83/03/08 

3pp 22494 06S 


— 8403020153 Registry of radioactive sealed sources fc device s, safe ty 
evaluation of radloluminous lamp containing 8 Cl tritium, 
distributed by US Army Armament Matl Readiness Command 
» NFfC - No Detailed Affiliation Given NR-l 53-8-1 16-8 83/03/08 

3pp 22494 071. 


— 8403020166 Registry of radioactive sealed sources S< devl ces, safety 
evaluation of radiation source assembly containing 300 mCi 
Cs-i37 in Amersham CDC 192,809,810 ?< 011 mfg by Level Link, 

Inc 

HDNO , 0 NRC — No Detailed Affiliation Given CA423D102S 
83/04/13. 7pp 22494 163 


— 8403020170 Registry of radioactive sealed sources t< devices, safety 
evaluation of radloluminous lamp containing 2 2 Ci tritium, 
distributed by ua Army Armament Matl Readiness Command, 
a NRC - No Detailed Affiliation Given NR-133-8-i 17-8, 03/03/08 

3pp 22494 074 
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e4030SO]7S Registry of red 1 oac ti ve sealed sources t< device Si safety 
evaluation of X-ray fluorescence spectrometor containing 
10 mCl Fe-53 h 15 raCi Cd-109 in Isotope Products Labs 
Mode] XFD-5; d Istr Ibuted by Martin Marietta Carp 
DROWN, J M , SINGER, D NRC - No Detailed Affiliation Given 
Nn-441-D-lOl-B 83/10/01 3pp 32494 172 


B403D20176 Registry of radioactive sealed sources I< dev ices, safety 
evaluation of chemical agent d etec tor, c onta 1 n Ing 250 uCi 
Ain-241 In Amersham Corp foil source Model AMMlOOl, 
distributed by US Army Armament Matl Readiness Command 
DROWN, J M NRC - No Detailed Affiliation Given NR— 1 53-D-l 18-S 

03/06/15 5pp 22494 077 


0403020177 Registry of radioactive sealed sources !< d ev i c e s i sa f ety 
evaluation of UU emitting light source containing 1 Ci 
tri ti urn, d 1 str ibuted by Mb-Microtec 

BROWN, J M NRC - No Detailed Affiliation Given NR-446-S-1 01 -S 

03/09/22 4pp 2S474 177 


8403020179 Registry of radioactive sealed sources d e v 1 c e s i sa f ety 
evaluation of pipe monitor containing 200 mCi Cs-I37 in 
Neui England Nuclear NER-570 lANBI CS4434 1 , d i s tr 1 b uted by 
Merr 1 c k-Scal e MPg 

» NRC - No Detailed Affiliation Given NR452D101S 00/09/03 

4pp 22494 101 


0403020100 Registry of radioactive sealed sources & devices, safety 
evaluation of gamma ganging device containing 14 mCl Am-241 
in Amersham Model AMC 24 or Nou England Nuclear Model 
NER— 47BC, mfg by Bedford Engineering Corp 

WRIGHT, E 0 , SINGER, B. NRC - No Detailed Affiliation Given 
NR-182-D-1O1-0 82/11/10 Bpp 22494 002 


0403020103 Registry of radioactive seated sources devices, safety 
BValuatlon of backscatter probe Model JLK, containing 30 mCi 
Am-241 in Amersham/Sear 1 e Corp AMC 66, d 1 s tribu ted by 
Mettronl* Co 

WONG.O NRC - No Detailed Affiliation Given CA 45701018 
02/11/03 5pp 22494 105 


8403020106 Amended registry of radioactive sealed sources tt devices, 
safety evaluation of brachy therapy source & storage devices 
containing 33 mCl Ii — 192 in Best Model 01-01 seeds, mfg by 
Best Indus tr 1 cs, Inc 

• NRC - No Detailed Affiliation Given NR1B7D101S 02/12/09 
lOpp 22494 090 


0403020107 Registry of radioactive sealed sources t, devl ces, saf e ty 
evaluation of bota source containing SOO mCl Pm-147 in 
Ncui England Nuclear Model NER-8190 

BROWN, J M , BABSIN, N NRC - No Detailed Affiliation Given 
NR476B144B 82/10/10 Bpp 22494 190 


B403020I91 Registry of radioactive scaled sources S, device s, saf ety 
evaluation of beta source containing 1,130 mCl Kr-B5 in 
New England Nuclear Model NER-81B0 

DROWN, J M , DABBIN, N NRC - No Detailed Afftliatlon Given 
NR-476-S-143-8 02/10/18 5pp 22474 195 


0403020193 Registry Of radioactive sealed sources {, device s, saf ety 
evaluation of brachytherapy sources containing 33 mCi 
Au"l9B,mfg by Dost Industr 1 es, tnc 

81N0LR, □ NRC - No Detailed Affiliation Given NRia7S1033 
82/12/09 Bpp 22474 100 


0403020194 Registry of radioactive sealed sources tt devices, safety 
evaluation of beta source containing 2,200 mCl Kr-B5 in 
New England Nuclear Model NER-5B4 

WRIOHT, E O , SINGER, D NRC - No Detailed Affiliation Given 
Nn4769146a 02/03/10 6pp 22474 200 


0403020199 Registry of radioactive sealed sources h device s, saf ety 
evaluation of Am-241 low energy photon disc source 
containing 10 mCi Am-241 In New England Nuclear Model 
NER-47BH 

DROWN, J M • SINGER, B NRC - No Detailed Affiliation Given 
NR476S147B 02/00/06 5pp 22494 206 


0403020200 Registry of radioactive sealed sources 6 devi ce s, saf ety 
evaluation of whole body counter calibr sources containing 
Co-60, C8-137, 1-125, 1-131, Cr-Sl , Cd-109, Zn-65, Ba-133 l< Mn-S4, 
mfg by Dio-Nuclear Measurements, Inc 

DROWN, J M NRC - No Detailed Affiliation Given NR-100-S-1O1-8 
83/09/23 6pp 22494 100 


0403020201 Registry of radioactive sealed sources 1< devices, safety 
evaluation of low energy photon annular source containing 
1,150 ifiCl Cd-109 in New England Nuclear Model NER-468 R 6 
NER-46e A 

BROWN, J M NRC - No Detailed Affiliation Given NR-476-0-14B-S 
02/12/27 4pp 22494- 211 


- 0403020208 Registry of radioactive sealed sources i, devl ces, safety 
evaluation of beta radiation source containing 1, IbO mCl 
Kr-B5 in Now England Nuclear Model NER~017O 

BROUN. J M NRC - No Detailed Affiliation Given NR-476-S-149-5 
83/10/25 3pp 22494 215 


— 8403020210 Registry of radioactive sealed sources 6 de vl c es. saf ety 
evaluation of gas aerosol detector contsininq 10 mCi Ni-6J 
in detector cell sources mfg by Ion Track Instruments or 
Chevron Research Co 

BROWN, J M NRC - No Detailed Affiliation Given NR-224 -D-lOl-E 
03/00/15 6pp 22494 114 


--8403020212 Registry of radioactive sealed sources 6 devices, safety 
evaluation of Interstitial treatment of cancer involving 
34 mtl Au In gra t ns, d i s tr 1 b uted by Nuclear Sources t< Svts, 

Inc 

» NRC - No Detailed Affiliation Given TXSOaSlOSU 70/02/20 
3pp 22494 220 


— 04O3D2O21S Registry of radioactive sealed sources h device s, safety 
evaluation of logging tool calibr std containing 3 uCl 
Th-232 or natural U in Nuclear Sources 6 Sve s Model GS-C or 
GS-M 

OAB0, J T NRC - No Detailed Affiliation Given TXSOSSlObG 
03/11/03 3pp 22494 223 


— 8403020219 Registry of radioactive sealed sources h device s, safety 
evaluation of dosimeter Irradiator containing 100 Ci Cs-137 
in DRNL Drawing R0309 0 

PATRICK, D P , BURGESS, J L NRC - No Detailed Affiliation Given 
ND51QSt038 03/06/14 6pp 22494 226 


-^8403020224 Registry of radioactive sealed sources 1, devices, safety 
evaluation of computer ays containing smoke detector unit 
u/1 uCi Am-241 in Honeywell TC lOOC smoke detector unit 
diet! ibuted by Control Data Corp 

WRIGHT, E G NRC - No Detailed Affiliation Given NR-233-D-101~E 
□3/03/00 7pp 22494 120 


— 0403020227 Registry of radioactive sealed sources J, d evi c e s, safe ty 
evaluation of sample Irradiator containing 100 mCi Sr-9a 
in Isotope Products Labs Model BF90 Tl, d i str ibuted by 
Daybreak Nuclear 6 Medical Sys, Inc 

DROWN, J M NRC - No Detailed Affiliation Given NR-GSO-D-l 01-B 

03/07/05 Spp 22494 127 


— 0403020232 Registry of radioactive sealed sources 6 devices, safety 
Dv.-iluatlen of electron capture cell containing tnOmCl 
tritium in Safety Light Corp Model 20203 or US Radium 
LAB-b08-3, distributed by Delphi instruments, Inc 
WDNG, 0 C NRC - No Detailed Affiliation Given CA2S4D1020 
□3/06/2S Spp 22494 132 


--8403020237 Registry of radioactive sealed sources d e v> c e s, saf ety 

evaluation of luminous marker switch containing 44 mCl 
tritium in MH 1132/0/150 Model 1 , d i s tr 1 buted by Dowty 
Electronics Co li Baunders Roc Development 

k NRC - No Detailed Affiliation Given NR-250-D-1O1 -S 02/10/06 
]p 22494 137 


--8403D20240 Registry of radioactive scaled sources 6 devices, safety 
evaluation of X-ray fluoresconce analyzer containing 100 mCi 
rc-5b In New England Nuclear Model NER-461A,mfg by Tunas 
Nuclear ti distributed by Dow Chemical USA 

BELL.S NRC - No Detailed Affillatlun Given NR-260-D~10i-S 
03/10/10 6pp 22494 130 


— 0403020243 Registry of radioactive sealed sources t< device s, safety 
evaluation of gas chromatograph containing 15 mCi Ni-63, 
mfg by Victoreen Instrument Co S< distributed by Flsbor 
ScleTitiflc Co 

« Atomic Energy Commission NR294D101U 70/11/30 2pp 

22494 144 


8403020246 Registry of radioactive sealed sources 1< device s, safety 
evaluation for gas chromatography detector cell containing 
15 mC i Ni-63 in Amersham/Sear I e foil, mfg by Victoreen 
Instrument Co & distributed by Fisher Scientific Co 
* Atomic Energy Commission NR294D102U 70/11/26 2p p 

22474 146 


— 8403020251 Registry of radioactive sealed sources tt devices, safety 
evaluation of cigarette density gauge containing 25 mCi 
&r-70 in Amersham Buchler GmbH It Co kg Model 1411 mfg by 
Hauni-Werke it distributed by Hauni -Richmond, Int 
DROWN. J M NRC - No Detailed AffUlation Given NR-345-D-103-S 
03/06/07 bpp 22494 148 


444 


NONDOCKETED ITEMS 


— B40302029S Registry of radioactive seated sources {< devites> safety 
evaluation of snolte detector containing 1 uC 1 Am-S-d 1 in 
Amercham Model AMM-iOOi mfg by Hochiki Corp & tflstribtited 
by Hoch ik 1-American Corp 

« NRC - No Detailed Affiliation Given NR-355-D-1 03-E 03/07/22 

3pp 2S494 133 


— 8403020237 Registry of radioactive sealed sources {< devices) safety 
evaluation of aerosol analyier containing 124 uCi AJn-241 in 
Amersham Model AMMQ-23ii7i d Istributed by IITRl Research Inst 
» NRC - No Detailed Affiliation Given NB-3&7-D-101-S G2/10/O& 

Ip 22494 15B 


— 8403020234 Registry of radioactive sealed sources & d evlce Si safety 
evaluation of underuater radiography containing 1CX> Ci 
Ii — 172 in Gamma Industries) Inc PTL-1 ) d 1 s t ri bu t ed by 
JO Sylvester Assoc) Inc 

» NRC - No Detailed Affiliation Given NR-407-D-1 01 -S 02/10/03 
ip 22474 IS7. 


— 8403020237 Registry of radioactive sealed sources 3 devices) safety 
evaluation of neutron generator tube containing 9 Cl tritlu/s 
in Kenan 1-31A-1157S1-ODO or t-31 A1 1 37B2-D00> nf g by Kanan 
Sciences Corp 

* NRC - No Detailed Affiliation Given C041jDl-lS 82/03/03 
5pp 22494 130 


0403020014 Partial response to FOIA request fur seven categories of 
documents re NRC regionalization program App A documents in 
PDR Revieii) of remaining documents incomplete. 

FELTON, J M Division of Rules and Records 03/12/16 LOHENTHAL, J 
Nuclear Information fa Resource Service 3pp> 22492-240 24X 

Fichc 30-000)03/12/13)840 3020014 


— B2022200S3 Summarties decisions made on three Important matters re 
reglona 1 1 lation Reg tana 1 1 zat Ion concept, crt tlcal skill base 
for reg tonal 1 latlon of licensing fa administrative efforts 
for reg lonli lation are discussed 

DIRCK9, W J Office of the Executive Director for Operations 
B2/0I/2B DENTON, H R Office of Nuclear Reactor Regulation, 
Director DEVOUNO, R C Director's Office, Office of Inspection 
and Enforcement DAVIS, J O Office of Nuclear Material Safety fa 
Safeguards, Director 2pp 22472 251 24X Fiche 30-000,03/12/16, 

8403020014 


— 8210220012 Foruards plan for FVB3-FY05 regionalization of NRR Comments 
should be received by 021012 

DENTON, H R Office of Nuclear Reactor Regulation, Oirector 
02/09/30 Region 1, Office of Director Ip 22492 313 24)( 

Fiche SO-OOO. B3/12/13, B4D3O2D014 


— 8210220014 “FVB3-FYa5 Preliminary Reg 1 ona U lat ion Plan for NRR " 
> Office of Nuclear Reactor Regulation, Director 82/07/21 
17pp 22492 314 24X Fiche 50-000,03/12/13,0403020014 


— 021O22OOB4 Foruartfs preliminary regionalization plan for FYB3-FY05 
Schematic presentation of scheduled milestones & activities 
provided in lieu of critical path presentation Revised plan 
fa functional checklists to be submitted by BS1015 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/09/21 STELLO, V. Regional Operations fa Generic Requirements 
Ip 22492 333 24 X Fiche 50-000,63/12/13,8403020014 


“0211190102 Foruards final r c g 1 ona 1 1 lati an plan incorp arat 1 ng comments 
from regions, per B20903 request NRR ujlll update plan 
periodically 

DENTON, H R Office of Nuclear Reactor Regulatian, Director 
82/11/01 STELLO, V Regional Operations fa Generic Requirements, 
ip 22473-0B2 24X Fiche 50-000,83/12/13,0403020014 


— 8211190103 ’'FY03-FY05 Preliminary Regional 1 lat Ion Plan for NRR " 
a Office of Nuclear Reactor Regulation, Director B2/10/19. 
200 pp 22493 033 24X F I c he 50-000, 83/ 1 2/ 1 6, 8403020014 


— -0212OBO392 Forwards FR notice amending iOCFRSD 4, Informing public that 
communications fa applications should be sent to Raglan 4. Ltr 
to Congrasiional committees encl 

DENTON, HR Office of Nuclear Reactor Regulation, Director 
82/12/01 FELTON, J M Division of Rules and Records itpp 
22493 307 24X Fiche 50-000,83/12/16.6403020014. 


-8212080393 “Regional Licensing Program — Fort 8t Vrain Oeneratlng 
Station,*' 10CFR50 final rule Amend delegates responsibility 
for implementing licensing program to regional 
administrator Draft Congressional Itrs end 
DIRCKS, Id J Office of the Executive Director for Operations 
B2/12/0t Spp 22493 311 24X FI ch e , 50-000, 03/12/1 3, 840302001 4 


— 8212100130 Requests implementation of interim policy controlling 
requests for regional revleui fa comment 

DIRCKSi U J Office of the Executive Oirector for Operations 
82/11/29 DAVI8,J Office of Nuclear Material Safely fa 
Safeguards, Director DENTON, H R Office of Nuclear Reactor 
Regulation, Director DEYOUNG, R Director's Office, Office of 
Inspection and Enforcement 4pp 22493 29Q 24X 

Fiche 90-000,03/12/16,8403020014 


— 0212130052 Summary of 621116 meeting u/utll onsite re delegation of 
licensing functions to Region 4 Uniqueness of facility fa 
need to treat aspects differently from other LNRs discussed 
Draft delegation of authority memo encl for signature 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/11/29 DIRCKS, W J Office of the Executive Director for 
Operations 3p p 22493-286 24X Fiche 50-000,03/12/16, 

B403020014 


-—8212160099 Forwards FR notice fa amend to 10CFR90, refl ec ting delegation 
fa assignment of certain licensing actions to Region 4 
administrator 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/11/30 DIRCKS, U J Office of the Executive Director for 
Operations 7p p 22493 302 24X Fiche 90-000,03/12/16, 

8403020014 


— 0301140486 Describes selected approach for transfer fa maint of 
facility official docket files fa supporting documentation to 
Region 4 Region 4 ulll assume routine document distribution 
an 021101 

PUNCHES, J L Planning fa Program Analysis Staff 02/10/10 
EISFNHUT, 0 0 Division of Licensing 2pp 22492 393 24X 

Fiche 50-000,03/12/16,8403020014 


— 8301140490 Advises that Region 4 assumes responsibility for receipt fa 
distribution of all facility documentation, effective 821101 
SCOTT, R 3 Document Management Branch 02/10/28 Document 

Management Branch Ip 22492 399 24X Fiche 90-000,83/12/16, 

0403020014 


— 8301140494 Advises that Region 4 assumes responsibility for receipt fa 
dissemination of incoming licensee communtcations for 
Pad lity, effective 021101 

SCOTT, R S Document Management Branch 82/10/27 OAGLIARDO, J E 
Dlvlsien of Resident, Reactor Project fa Engineering Programs Ip 
22492 356 24X Fiche 90-000,83/12/16,8403020014 


— B304260013 Forwards functional transfer checklist used to coordinate 
administrative aspects of transfers of NRC headquarters 
functions to regl ons. Bub j s to prepare checklists for listed 
STELl Oi V Regional Operations fa Oenerlc Requirements. 03/04/19 
DENTONiH Office of Nuclear Reactor Regulation, Director 
DEYOUNG, R Director's Office, Office of Inspection and 
Enforcement DAVIS, J Office of Nuclear Material Safety fa 
Safeguards, Director 3pp 22493 337 24X Fiche 90-000,63/12/16, 

8403020014 


--04O3O2OO21 Informs of 021207 training fa schedule review meeting re 
nanpouer reactor transfers Meeting agenda, transfer 
milestones fa graphic schedule of transfer activities encl 
E:I8ENHUT,D0 Division of Licensing 82/11/09 STAROSTECKI, R 
Division of Project fa Resident Programs OLSHINBKI.T. Division of 
Engineering fa Operational Programs BP£B0ARD,R Division of 
Project fa Resident Programs Spp 22493 201 24X 

Fiche 50-000.03/12/16,8403020014 


— 8403020025 Identifies three major program area candidates for 
regionalization of regulatory functions enforcement program, 
emergency preparedness program fa licensee performance 
appraisal program Comments in response to 811112 memo. 

DEYOUNG, R C Director's Office. DFfice of Inspection and 
Enforcement 63/O2/0{ BTELLOt V Regional Operations fa Generic 
Requirements 7pp 22492 293 24X Fiche’ 90-000, 83/ 12/ 16, 

8403020014 


— 8403020020 Provides charter for regional coordination staff, 
incorporating some suggested changes Charter now In three 
parts according to rough time frame nacessary for regions to 
assume various responsibilities U/a distribution list. 

DDNOSHUE, 0. J Office of Admlnl atration. 62/02/17 NRC - No 
Detailed Affiliation Given 7pp 22492' 260 24X 

Fiche 50-000.83/12/16,0403020014. 


— 0403020029 Discusses delegation fa assignment to Region IV of certain 
licensing functions for facility, 

DIRCKB, W, J Office of the Executive Director for Operations 
DENTON, H R Office of Nuclear Reactor Regulation, Director. 
Oi2B-82-9 82/11/29 COLLINS, J T Region 4, Office of Director 

9pp 22493 209 24X Fiche 90-000,03/12/16,8403020014. 
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'04030200^2 Summary of 820901 initial planning meeting ui/NnR> 0ELD< E00< 
Region IV & Ofc of Adminlitrakion re licen-sing transfer from 
NRR to Region IV Details end Next meeting scheduled for 
82091 S 

MESSHAN. R Assistant Director for Safety Assessment 02/09/03 
IPPOLITO. T A Assistant Director for Safety Assessment 27pp 
22A92 2i7 2AX Fichc 50-000.83/12/16.8403020014 


■8403020033 Foruiards final draft program guidance for FY03-B5< per 
NUREO— 0683. ”NRC Policy t. Planning Outdance '* Rev of current 
ofc operating plan. incorporating Commission Aug 1982 budget 
decisions If program guidance, expected by 821030 
D1RCK9. N U Office of the Executive Director for Operations 
82/09/20 NRC — No Detailed Affiliation Given i9pp 

22492 294. 24X Flche 30-000.83/12/16.8403020014 


-B403020041 Informs of forthcoming FR publication of end amend to 
Commission rules in lOCFRBO re implementation of facility 
peg lonal i latlon program Amend issued as final rule effective 
on e2120i U/o end 

DENTON. H 8 Office of Nuclear Reactor Regulation. Director 
B3/t2/i6 UDALL. M K House of Rep . Interior It Insular Affairs 
tp 22493 316 24X Fiche 30-000.83/12/16.8403020014 


■8403020045 Informs of forthcoming FR publication of end amend to 
Commission rules in lOCFRBO re Implemantatlon of facility 
regionalization program Amend Issued as final rule effective 
on 021201 U/n end 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
83/12/16 MOFFETT. T House of Rep . Oovernment Operations ip 
22493 317 24X Fiche 30-000,83/12/16.8403020014 


■8403020046 Informs of forthcoming FR publication of end amend to 
Commission rules in iOCFRSO re Implementation of facility 
peg 1 onal 1 latlon program Amend issued as final rule effective 
on 021201 U/o end 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
03/12/16 OTTINOER. R L House of Rep , Energy 1. Commerce Ip 
22493 318 24X Fiche 30-000.83/12/16.8403020014 


-8403020048 Informs of forthcoming FR publication of end amend to 
Commission rules in IOCFRSO re implementation of facility 
regionalization program Amend issued as final rule effective 
on 021201 W/o end 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
83/12/16 SIMPSON. A Senate, Environment ti Public Uorks Ip 
22493 319 24X Fiche 30-000.83/12/16,8403020014 


8403020102 FOIA request for records relevant to or generated In 
connection ui/regulati ons re future of OfC of Inspector 6 
Audi tor 

GARDE. D P Government Accountability Project 83/01/09 Office 

of Admi ni s tra t ion 2pp 22495 013 


8403020109 Responds to FOIA request for records relevant tn or 
generated in connection u/regulatlons re future of Ofc of 
Inspector li Auditor NRC has no records subj to request 
FELTON. J M Division of Rules and Records 84/02/27 GARDE, M P 
Government Accountability Project Ip 22493 013 


8403020392 FOIA request for Chilk 821019 memo to Dircis re post- 
accident sampling sys <NUREG-0737. Item 11 8 3) to be placed 
in P»H 

PEDRO. J NUS Corp CD-L18-B3-048 84/01/26 Division of Roles 

and Records Ip 22491 285 24X Fiche 30-289.84/01/26,8403020392 


0403020395 Responds to FDIA request for Chllk 021019 memo to Dircks 
re srCY-02-3B4 concerning status of TMI-1 NUREO-0737 items 
Forwards document Document also available In PDR 

FELTON. J M Division of Rules and Records 84/02/15 PEDRO, J NUS 
Corp Ip 22491 2B6 24X Fiche 50-289,84/02/15.8403020395 


8403020400 FOIA request for NRC license issued to Atom Mechanical 
BTEIN.3 S Advanced Medical Systems. Inc 84/02/01 NRC - No 

Detailed Affiliation Given Ip 2249! 279 


8403020405 Responds to FDIA request for license issued to Atom 
Mechanical Forwards License 34— 19854-01 dtd 820208 S. Amend 1 
dtd 020718 

I ELTON. J M Division of Rules and Records 04/02/15 STEIN, S 9 
Advanced Medical Systems. Inc !p 22491 260 


— 8403020408 Mat! /nyprudoct License 34-19854-01. authorl zl ng possession 
of <.0—60 sealed sources for malnt h repairs of Picker 
radiography Ic teleiherapy devices 

OUINN.P R Division of Fuel Cycle l< Material Safety 02/02/23 
2pp 22491 2Bl 


— 0403020412 Amend 1 to Matl/Oyprodoc t License 34-19054-01. amending 
license in entirety to authoriie use of Co-60 seated sources 
for maint & repairs of Picker radiography 8. teletheraphy 
devices. por 020312 Itr 

OUlNN.P R Division of Fuel Cycle ti Material Safety 82/07/29 
2pp 22491 283 


— 8403020049 Forwards list of major milestones re nonpower reactor 
regionallzattan actions for facilities in Regions I, IV *. V 
Identification of individual responsibilities t< appropriate 
action requested. per functional transfer checklists 
MIKAOUIA.F J Assistant Director for Safety Assessment 82/10/19 
BRUNNER. E Region 1, Office of Diroc tor BERNARD, H • HDEFLING, D 
NRC - No DotolUd Affl I lotion Given 73pp 22492 357 24X 

riche 30-000. 03/ 18/16. B4030200 14 


8403020433 Further response to FOIA request for documents re const 
assessment team visit to plant in Aug I. Sept 1983 Forwards 
listed documents 

FELTON, J M Division of Rules and Records 84/02/22 HIATT. B L 
Ohio Cltliens for Responsible Energy Ip 82491 203 24X 

riche 50-440. 84/02/82. 8403020435 


— 8403020031 Informs that MK Udall Subcommittee on Energy & Environ 
merked-up & reported 1904-83 NRC author! lati on bill to 
Interior Canunlttee for future consideration NRC 
BUthoriiatlon bill H R 2310 It 830420 amends end 
KAMMEBERiC Office of Congressional Affairs 83/04/20 
PALLADINO, OILINSKY. AHEARNE Commissioners lipp 22493.326 
24 X riche 30-000.83/12/16,8403020014 


— 8403020032 Provides program guidance for FY03-86. developed in support 
of NURBG-oaaS. Issue 2, "NRC Policy «< Planning Guidance 
1783 “ Correct ofc operating plan should be revised to 
incorporate end comments 

DIRCKB. N J Office of the Executlvis Director for Operations 
83/03/20 NRC - No Detailed Affiliation Given 20pp 

22493 340 24 X Fiche 50-000,83/12/16.8403020014 


3403020036 FOIA request for aECY-B3-454 

BEEOAL.J. L Union of Concerned Scientists 83/12/22 
DlVlslDn of Rules and Records Ip 22493 007 


FELTON. J M 


— B40302O441 Submits outline re const assessment team visit Related info 
ent 1 

« NRC - No Detailed Affiliation Given 83/09/29 RDHRBACHER. R 
Director's Office, Office of Inspection and Enforcement BBpp 
22491 204 24X Fiche 30-440.84/02/22.8403020433 


8403030017 FDIA request foi SECY-78-369. UC 1 0-19310. “Review of PASNV 
ays Interaction Study" I. records of NRC staff h consultant 
review of PASNY sys Interaction study on Indian Point Unit 
3 

□HOLLY. S C Union of Concerned Scientists B3/10/20 FELTON, J M 
Division of Rules and Records ip 22523 097 24X 

Fiche 30-286. 83/10/20. eq030300l7 


8403030020 Responds to FOIA request for documents re PASNY submittal on 
oys i nt erac 1 1 o ns. r ep ts evaluating submittal I. list of 
repts/analyses Prom LLL evaluating PASNY sys Interaction 
program Forwards App A documents 

FELTON. J M Division of Rules and Records 03/12/07 SHOLLV. B 
Union of Concerned Scientists 6pp 22923 098 24X 

FlChc 50-000,83/12/07.8403050020 


3403020062 Appeals denial of FOIA 
BEEOAL.J L Union of Concerned 
Division of Rules and Records 


request for BeCY-B3-454. 

Bdontists 84/01/12 FELTON, J M 

Ip 82493 008 


8403020068 Responde to appeal re denial of FOIA request for 
SECY-83-454 Forwerds document Info partially withheld 
tref FOIA Examptlon 31 , i.. „ . , 

CHILK) 8. J Office of the aecretarg of the Commission a4/02/l& 
BEEOAL.J. Union of Concerned Scientists 2pp 22493 009 


—8403020094 8ECY-83-454 

Approves release of substantive info In Chairmans 
celcndars a« notes, per UCS request Info deleted & 
FITZGERALD, J, A Office of tho General Counsel 
22495 011 


logs, 

withheld 

83/11/04 


app 


— 7912050523 Requests comments on 791012 ACRS Itr re sys Interaction 
Plans inhouse meeting for 791113 . , 

SCHWCNCER, A Operating Reactors Branch 1 IPre BOO420) 79/11/09 

HANAUER, B Assistant Director for Plant Systems 2ECH, 0 
Division of Operating Reactors GAMMILL, W Assistant Director For 
Opeiatlng Reactor Projects IPre 7910301 ip 22527' 146 24X 

Flthe 50-000,03/12/07.8403050020 


— 31^3040040 Discusses NRC requests for licensee sys interaction studies 
Forwards draft Itr to util documenting past advise li 
requesting meeting date when util can provide definition le 
realistic schedule for sys Intoraction progrom 

RUBENSTEIN. L S Assistant Director for Core l< Cuntainment Systems 

81/02/10 NOVAK, T M Assistant Director for Operating Reactors 
5pp 22327 179 24X Fiche 30-000,83/12/07,8403030020. 
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— ai090507ia RB'i.poiKiB to 600930 request re possible safety advantages of 
iritci im plant power deratings on consequences resulting from 
coiitial sys Failure Deratings are not recommended Only 
basis For selecting level Is "lower is safer ’’ 

ROSb. B F Division of Systems Integration Ipre BlIOOS) 80/13/04 
DENIOMiH B Office of Nuclear Reactor Regutationp Director 
lipp 2S527 160 


— 8104330881 Sujnmapy of 9J0402 meeting u)/u t i I, Ebasco, LLU t> QNU re status 
of sys interaction stiidy 

RUSB. W J Operating Beaetors Branch 1 61/04/09 Operating 

Reactors Branch 1 4pp 32926 J92 24X Fiche SO-000. a3/12/07i 

B4030S0020 


— aP0l220170 Discusses program on adverse sys interactions in LWRS Sgs 
Interaction levieus to be completed at Four selected plants 
« Indian Point Unit 3 Final guidance for interaction 
analyses to be based on eiperlence u/revlews 

ERNSTili 1. Division of Safety Technology 02/01/09 TEDESCDpR L 
Assistant Director for Licensing 3pp 22536 242 24X 

Flthc 50-000< 03/12/07. S403O5O030 


— 0403050027 Nnllfication of 331 121-23 site visit to obtain Info re sys 
Interaction methodology study 

POLKi P J Operating Reactors Branch 1 03/10/31 VAROA. 9 A 

Operating Reactors Branch 1 2pp 22526 095 24X 

Flcho SO-000, 83/12/07. 0403090020 


— 0403050028 Discusses licensee proposed review plans addressing ACRS 
recommendations re sys interaction study 

OOLLER. K fi Assistant Director For Operating Reactor Projects <Pre 
791030) 77/10/21 BENDER. « ACfiS - Advisory Committee on 

Reactor Safeguards 2pp 22525 (46 24X Flch# 90-000.03/12/07. 

8403090020 


— 0403030029 NUnEC5/CR-2050 

SYSTEMS INTERACTION EVALUATION PROCEDURE FOR APPLICATION TO 
INDIAN POINT-a 

LIM. J J . ALESSO. H P . BICE. T R Laurence Livermore Laboratory 
FIN A-0409 UCRL-93024 81/04/30 NRC - No Detailed 

Affll lation given 90pp 22526 0B9 84X FI c h e 90-000. 83/12/07. 

8403090020 


— 0208090297 Provides status rapt on NRC evaluation of licensee sys 
interaction study Initial guidance delayed pending further 
cost/faeeeFit analysis Oeneric program revieu planned for 
Fall 1902 

GOODWIN, EF Technical Support Branch 82/07/30 FRALEY.RF 
Acns - Advisory Committee on Reactor Safeguards 2pp 22926 269 
24X Fiche 80-000,03/12/07.0403090020 


— 0403090031 SECY-7B-569 

Recommends obtaining Commission comments b/or approval of 
proposed multi-agency MOU re federal responses to 
radioactive contamination from specified foreign nuclear 
detonations 

CDSQJCll.L V Office of the Eieeutlve Director for Operations 
78/11/01 24pp 22529 174 


— 0303000290 "Preliminary Investigation of In tereonnected Sys 
Interactions for Bafoty Injection Sys of Indian Point 3 " 

ALCSSOiH P Laurence Livermore Laboratory 63/03/04 NRC - No 

Detailed Affiliation Qiven 33pp 22526 139 24X 

Fiche 50-000.83/12/07, 0403090030 


— 0403050034 Discusses 791115 meeting re ACRS Itr on Indian Point 3 tys 
intcrec tions 

SCHWENCER, A Operating Reactors Branch 1 (Pre 000420 ) 79/12/09 

EISENHUT, D 0 Division oF Operating Reactors 2pp. 22927 147 
84X Fiche 90-000,83/12/07.8403090020 


— 8305230119 Notification of 830911 meeting u/DNL tt LLL in BethesdaiKD 
to discuss details of contract scope for application of sys 
Interactions analysis methods to Indian Point 3 
COFIMAN. F NRC - No Detailed Affiliation Olven 83/09/03 
THADANt.A Reliability StRlsk Assessment Branch 23pp 

22526 268 24X Fiche 50-000,03/12/07.0403050020 


— B307290S06 Notification oF 830009 follou-up meetlny w/util In 
Detl)Csda,MD to discuss sys interaction at facility 
POLK. P J Operating Reactors Branch i 03/07/22 VARGA. S A 
Operating Reactors Branch 1 3pp 22925.240 24X 

Fiche 50-000,83/12/07.6403050020 


— 0300040003 Forwards proposed teit for Itr to PASNY requesting info for 
syp interaction methodology studies Timing for receipt of 
documents critical to plan for resolving Unresolved Bafety 
Issue A-17 Eipedlted transmittal requested 

TIIAUANI.A C Reliability tt Rlsli Assessment Branch 63/06/14 
VARGA. 3 A Operating Reactors Branch 1 Ip 22929 190 24X 

Fltht 90-000.03/12/07.6403050020 


— 0403050039 "Review of PASNY Sys Interaction Study, •• 

ALESSO. H P Laurence Livermore Laboratory KELLY. J C Beiene# 
Applications, Inc 01/06/15 9pp 22526 196 24X 

Fiche 90-000,03/12/07,0403090020 


— 0403090037 Discusses effect of control sys failures on plant safety 
STOLliJ.F Bystoms Interaction Branch 80/12/10 Eystems 
Interaction Branch Ip 22527 19B 24X Fiche 50-000. 83/12/07. 

8403050020 


— 0403090030 UCID-I9i30 

"Review of PASNY Sys Interaction Study " 

ALESSO. H P Laurence Livermore Laboratory 02/03/01 7pp 
22526 296 24X Fiche 90-000,03/12/07,8403050020 


— 8403090042 Requests update to memos discussing probability that nest 
major accident will occur within prescribed intervals 
Preliminary response requested by 021115 

AHEARNE, J Commissioners 02/11/02 Office of Policy 
Evaluations ip 22526 267 


— 0309220297 Requests 030005 memo be sent to Indian Point ASLB Nemo will 
be rrcommended to be sent to all recipients of Board 
Notification 03-105 

CONRAN. H Reliability & Rlsli Assessment Branch 83/00/23 
NOOREiO E OfFice oF the Executive Legal Director 2pp 
22925 284 


— 8310170712 Identifies info required by LLL from util For contract re 
sys interaction study covering off norma! Operating 
procedures |< checl-oFF procedures li lists 

NORRlStC Hellabillty & Risk Assessment Branch FIN A-0449 
83/09/29 POLK. P J NRC - No Detailed Affiliation Given 20pp 
22525327 24X Ficho 50-000,63/12/07,0403050020 


— 3403050023 "Diagraph-Natr* a Application on Indian Point 3 for Sys 
Interactions.” statement oP work Related info end, 

• NRC - No Detailed Affiliation. Given FIN A-0445 
20-19-50-91-5 03/12/07 3Spp 22525 111 24X 

Fit hi 50-000.63/12/07.0403050020 


—8403050024 Draft "Evaluation of Indian Point 3 Sys Interaction 
Analtfsis Program " 

» NRC - No Detailed AfFiliatlon Olven 62/02/20 7pp 
22525 104 24X Fiche SO -000, 83/ 12/07, 8403090020 


—8403050025 Informs that listed individuals will visit site during wk of 
031017 Svcs requested (. schedule provided Related info end 
MORRIS. C Division of Systems Integration (post 8110091 FIN 
A-0459 63/10/04 COFFMAN. F D Division oP Systems Integration 

(post 811009) 21 pp 22526 034 24X Fiche 90-000.63/12/07. 

6403030020 


6403050059 FOIA request for computer printouts of all NRC byproduct 
mat! licensees in Regions I U III 1. set of gummed peel-off 
mailing labels for each printout 

MCDONALD. 0 0 Nuclear Pharmacy. Inc 34/01/19 FELTON. J M 
Division of Rules and Records Ip 22920 200 


8403050057 Responds to FOIA request for computer printouts of all NRC 
byproduct matl licensees in Regions I & III (i set of gummed 
peel-off mailing labels for each printout Forwards four 
printouts t. two sets of gummed labels W/b end 

FELTON. J M Division of Rules and Records 84/02/19 MCDONALD. D 0 
Nuclear Pharmacy. Inc Ip 22920 309 


8403090050 FOIA request for records re weekly eoHoqula on FRA 
activities h safeguards goal development 

&H0LLY.9.C Union of Concerned adentlsts 83/12/14 FELTON. U H 
Division of Rules and Records 2pp 22520 193 


B4030S0060 Partial response to FOIA request for records re weekly 
eolloqula on PRA activities i< development of safeguards 
goal App A documents available in PDR 

FELTON. J H Division of Rules and Records 04/02/22 SHOLLY. 8 C 
Union of Concerned Bdantists, 3pp 22928 199 


0403050061 FOIA request for extant drafts of sections or portions of 
BER for plant (< documents showing dlsstntlng opinions of 
staff reviewers 

EDBLEMAN, W Eddleman. N 84/01/12 FELTON, J. Division of Rules 
and Records. Ip 22496 346 24X Fiche 50-400.84/01/12.0403050061 


0403050064 Partial response to FOIA request for extant drafts of 
sections of SER for plant 6 documente showing dissenting 
opinions of staff reviewers Forwards App A documents 
Documents also In PDR Search for addl documents in progress 
FELTON, J M Division of Rules and Records 84/02/07 EDDLEMAN. W 
Eddloman. W 4pp. 22496.347 24X Fi c he 90-400. 84/02/07. 0403090064 
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— 8S091S0076 Psriiiards request for addl Info re organic metis b spent 
fuel pool cleanup sqs F9AR sections 

BENAROYA<V Chemical Engineering Branch 82/04/27 MIRAGLIA. P 
Licensing Branch 3 4pp 224?& 391 24X Flche S0-400r 84/02/071 
0403050064 


- -8301140474 Foruards Equipment Uual 1 f lea tlon Branch input for SER Suppl 
5 ie environ qualification of mechanical b electrical 
equip ment 

OOKNSTONt U V Assistant Director for Mat Is b Qual Engineering 
(Pre 0302011 03/01/10 NOVAK, T M Assistant Director for 

Licensing 3pp 224<?B 033 24 X Flche 30-400. 84/02/07# 8403050064 


— 8205270420 Forwards request for addl Info re fire protection program 
needed to complete review Info needed by 821102 

BENAROVAiV Chemical Engineering Branch 82/05/17 MIRAOLIA, P 
Licensing Branch 3 7pp 22497 019 24X Flche 90-4 00,84/02/07, 
8403090064 


— 8207140072 Submits branch input for draft SER Input assumes that plant 
meets design objective of App I 

0ANt1ILL,M P Meteorologg b Effluent Treatment Branch 82/06/25 
HIRAOLIA. F J Licensing Branch 3 97pp 22501 007 24X 

Flche 90-400, 84/02/07, 8403090064 


— 8211090008 Forwards draft SER input re 5RP Sections 2 5 1 on basic 
geology b seismic Info, 2 5 2 on seismology b 2 9 2 3 on 
SSE No capable faults exist at or around site 8SE b QBE 
adequate 

KNlOtiTiJ P Assistant Director for Comp b Structures Engineering 
(Pre 830201) 82/10/20 NOVAK, T H Assistant Director for 

Operating Reactors 21pp 22496, 399 24X Flche 90-400,84/02/07, 

8403090064 


--83D1260036 Foruards Keteoroiogy b Effluent Treatment Branch input to 
draft SER AssumptlO'n that draft meets lOCFRSOtApp I 
objectives will be verified when fluidiie bed dryer 
effluents calculated NUREO-0737, I tern III D i 1 Incomplete 
HOUSTON, R H Assistant Director for Radiation Protection 
03/01/06 NDVAK, T N Assistant Director for Licensing 98pp 
22500 310 24X Flche 90-400,84/02/07.8403030064 


— 8309060390 Foruards Equipment Qualification Branch SER input for 
environ qualification of equipment Important to safety 
KNIGHT, J P Assistant Director for Comp b Structures Engineering 
iPosl 830201) 83/08/26 NOVAK, T H Assistant Director for 

Licensing Spp 22498 036 24X Flche 30-400,84/02/07,8403050064 


— 8309200478 Forwards Oeotechnlcal Engineering Section input to SER Input 
based an F8AR through Amend 9 Stability of 400-ft long 
retaining uall still open issue 

LEAR, G Structural b Oeotechnlcal Engineering Branch 83/09/02 
KNIGHTON.O Licensing Branch 3 76pp 22498 188 24X 

Fiehe 50-400.84/02/07,8403050064 


— 8811090033 Submits Cora Performance Branch Input to draft SER 
Cunflrmatory b open Issues listed 

RUBENSTEIN.L 8 Assistant Dipector for Core b Plant Systems 
82/10/21 NOVAK, T M Assistant Director for Licensing 2pp 
22497 022 24X Fiehe 90-400,84/02/07,8403090064 


— 8211110461 Advises that applicant hat not responded to request for info 
re SER items concerning oil collection sys for reactor 
coolant pump, alternate shutdown capab 1 1 i ty, f ir e protection 
for safe shutdown b NDREO-OBOO 

BENAROYA, V Chemical Engineering Branch 82/10/28 KNIGHTON, O 
Licensing Branch 3 ip 22497.080 24X Flche 90-400,84/02/07, 

8403090064. 


—8211160112 Forwardi draft BER Input re F8AR Sections 254-256 
Request for addl info also end Site visit necessary before 
end of yr to observe as-built conditions b imp lemantatian of 
dam safety monitoring plans. 

LEAR, 0. E. Hydrologic b Oeotechnlcal Engineering Branch 82/11/09 
KERRIGAN, J. 0. Licensing Branch 3, 40pp 22497 260. 24X 

Flche 90-400,84/02/07,8403090064 


— 8211170249 Forwards draft SER input based on Auxiliary 8yi Branch 
review of FBAR, Unresolved Items listed 

RUDENeTEIN.L 8 Assistant Director for Core b Plant 8ye terns, 
82/11/04 NOVAK, T M Assistant Director for Licensing 165pp 
22497 089 24X Fiehe 30-400.84/02/07,8403030064 


— 8211300017 Foruards Chimical Engineering Branch draft SER Input re 
listed sections of FSAR through Amend 2 b 820802 Itr, based 
on BRP (NDREO-OBOO) b NUREO-0737, Item I] B 3 Addl info 
needed to complete review of poi t-acc t dent sampling sys, 

JOHNSTON, U V Assistant Director for Matls b Qual, Engineering 
<Pre 830201) 82/11/17 NOVAK, T. Assistant Director for 

Licensing 21pp 22497 300 24X Flche 30-400,84/02/07, 

8403050064. 


— 8212160163 Forwards Structural Engineering Branch summary of FSAR 
review b draft BER Input. 

KNIOHT.J P Assistant Director for Comp, b Structures Engineiring 
(Pre 830201) 82/12/06, NOVAK, T M Assistant Director for 

Licensing 16pp 22497 346 24X Fiehe; 30-400, 84/02/07, 

8403050064 


— 8212160220 Forwards revised Hydrologic Engineering Section SER input 
Revised Input superacedet previous submittal transmitted 
by 821014 memo. 

LEAR, 0. E, Hydrologic b Geotechnical Engineering Branch. 02/12/03 
KNIGHTON, 0. Licensing Branch 3 SBpp 22497 321 24X 

Flche: 90-400, 84/02/07,8403050064 


— 82123D0403 Forwards draft revised SER input to BRP Sections 2 9, 1, 
2.5 2 b 2. 5, 3 re geology b sei smology. Revls ion includes 
afiptlcant commitment to install b operate free-flsld 
accelerometers 

KNIGHT, J.P. Assistant Director for Comp, b Btruetures Engineering 
(Pre 830201), 82/12/21 LAINAS, G, C Assistant Director for 

Licensing. 24pp. 22497.362 24X Flche* 50-400, 84/02/07, 

8403050064. 


— 8301060211 Foruards draft BER input, Inc lud Ing one open item re 
possible shipments of toxic mails past plant site 
MULLER, D,R, Assistant Director for Environmental Technology (Pre 
830201). 82/12/22. NOVAK, T, M Assistant Director for Licensing 

9pp. 22498,024, 24X Fiehe; 90-400, 84/02/07, 8403090064. 


— 8309210098 Forwards Power Sys Branch SER for Chapters 8-10 of FSAR 
Issues requiring resolutian include containment electrical 
pEnetrations, use of load sequencer w/offsite power b 
frequency of testing of turbine valves 

RUBENBTEIN.L S Assistant Director for Core b Plant Systems 
03/08/31 NOVAK, T M Assistant Dirsctor for Licensing BOpp 
22498*041 24X Flche 30-400,84/02/07,8403050064 


— 8307210116 Forwards SER input for FSAR Sections 4 2.4 3,4 4,15 4 1, 
15 4 2, 15 4 3, 1 5 4 7 b 19 4 8 Confirmatory b open issues 
Identified listed 

RUBENSTEINiL S Assistant Director for Coro b Plant Systems 
03/09/01 NOVAK, T i1. Assistant Director for Licensing 69pp 
22498*119 24X Flche 90-400,84/02/07.8403050064 


— 8309220302 Foruards hydrologic engineering input to SER One open item 
exists re potential for intense local precipitation to flood 
safety-related structures Tech Spec defining antl-ied Iment 
deposit procedure required 

JOHNSTON, M V, Assistant Director for Metis, Chem b Environ 
Technology (Post 830201) 83/09/14 NOVAK, T M Assistant 

Director for Licensing 24pp 22499 108 24X 

Fiehe 50-400.84/02/07,8403050064 


— 6309260018 Forwards SER supporting geology b seismology at facility 
KNIGHT, J P, Assistant Director for Comp b Structures Engineering 
(Post 830201) 83/09/08 NOVAK, T M Assistant Director for 

Licensing. 44pp 22498 264 24X Flche 90*400,84/03/07, 

8403090064 


— 8309260421 Forwards structural engineering BER sections based on review 
of F8AR through Amend 9 Three open b one confirmatory items 
remain Resolution of □pen/conflrinatory items will be 
addressed in subsequent SSER 

KNIGHT, J P Assistant Director for Comp b Structures Engineering 
(Poet 830201) 83/09/19 NOVAK, T M Assistant Director for 

Llcenalng. 16pp 22499 212 24X Fiehe 30-400,84/02/07, 

84030S0064 


— 8309260432 Foruards Auxiliary Sys Branch SER input based on review of 
all amends to FSAR up to Amend 9 b applicants 83041S, 0603, 
30,0705,13 b 0812 responses Summary of unresolved issues to 
be used ae basis for meeting u/appllcant also end 
RUBENSTEINiL 8, Assistant Director for Core b Plant Systems 
83/09/14 NOVAK, T H Assistant Director for Licensing 29ipp 
22498:308. 24X Flche 90-400.84/02/07.8403090064 


— 8309290412 Foruards Effluent Treatment Sys Section Input to SER 
reflecting changes in status of open Items based on 
830824 meating 

MULLER, D R Assistant Director for Radiation Protectiun 
83/09/14, NOVAK, T M Assistant Director for Operating Reactors 
60p p 22500-190, 24X Flche. 90-400, 84/02 / 0 /, 8403090064. 


— 8309290474 Foruards SER on plant personnel training. Uti 1 training 
programs for licensed reactor operators acceptable Util 
Inadequately addressed training of shift technical advisor 
(STA) w)ten STA absent from 3TA duties 

RUSSELL. H. Division of Human Factors Safety 83/09/21 NOVAK. T 
Assistant Director for Licensing. 21pp. 2249? 228 24X 

Fiehe; 50-400,84/02/07, 8403050064 
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— S31013037B Forwards branch SER inpiJt re status oF unresolved l ssues. in 
response to AtAD— 444 decision Issues A-43 & A-47 listed as 
c oiiFl ririatory Items rather than open items \4/o ends 
KNIEIrK Generic Issues Branch ALA0-444 e3/10/04 KNIGHTON. G 

Licensing Branch 3 Zd>pp S2499 S47 34X Fiche 50-400.84/02/07. 

34030 S0064 


— 8310170095 Forwards Chemical Ens in eer 1 n g Branch proposed license 
condition re TMl Item II B 3. "Post-Accident Bampling Sg s " 
Contents oF draft 5ER should be used For 5ER 

JDHN3T0N. W V Assistant Director for Mails. Chem tt Environ 
Technology (Post 8302011 83/10/06 NOVAK. T W Assistant 

Director for Licensing 3pp 22499 279 24X 

Fiche 50-400, 84/02/07. Q4D3050064 


— 8310190067 Forwards aerial maps as input to B21222 draft SER Item re 
shipment of tocic matls past plant site not resolved 
J0HN3T0M, W V Assistant Director for Mat Is. Chem tt Environ 
Technology (Post 330201) 83/10/11 NOVAK, T H Assistant 

Director for Licensing 6pp 22499 331 24X 

Fiche 50-400,34/02/07,0403050064 


--B31G200096 Forwards SER input on pump 6 valve operability assurance 
progtam tt seismic t< dynamic qualification of seismic 
Category I mechanical h electrical equipment Addl info 
needed for TMt Items II E 4 2 h It O 1 re reliability. 

KHIGIIT.JP Assistant Director for Comp ti Structures Engineering 
(Post 830201) 83/10/06 NOVAK. T M Assistant Director For 

Licensing 4pp 22499 273 24X Fiche 50-400,84/02/07,8403050064 


— 8310310445 Forwards results of review of Sections 5 2 2. 5 4 7,6 3 6 1 5 
through Amend 10 of FSAR Open issues which will he 
Bvmmarlied in later SCR suppl listed 

HOUSTON, R W Assistant Director For Reactor Safety 83/10/07 
NOVAK. T M Assistant Director far Licensing 49pp 22499 282 
24X Fiche 30-400,84/02/07,8403030064 


— 3311100049 Informs that applicant is ta submit calculation of ultimate 
strength capacity of containment tidy under internal 
pressure as resolution of 5ER outstanding conPirmatary 
structural item Marked-up SER input enc 1 

LEAR, G Structural 6 Geotechnical Engineering Branch 83/10/28 
KNIGHTON. 0 Licensing Branch 3 3pp 22500 024 24X 

Fiche 30-40(1,04/02/07.0403030064 


— 8311110263 Informs of closeout of listed sections of 830914 SER based 
on new info Updated sections end Closeout of addl open 
i terns, including NUREO-0612 infOiUilll take place as 
acceptable info made available 

RUQLNSTEIN. L S Assistant Director for Core tt Plant Systems 
83/10/88 NOVAK. T M Assistant Director for Licensing 49pp 
22499 337 D4X Fiche 50-400,04/02/07.9403050064 


— 8311140004 Advises that. due to need to coordinate effort u/Aui illary 
Sys Dranebj revi sed SER to be submitted on 831127 will still 
coiitaln listed fire protection open items. 

JOHN3TON. H V Assistant Director for Mat Is. Cham ti Environ 
lechriology (Post 330201) 83/11/03 NOVAK. T Ass i s tant D1 r e c tor 

for Licensing 2pp 22300 030 84X Fiche 30-400.84/02/07. 

8403050064. 


— 8311160283 Forwards revised EER input on confirmatory item re ultimate 
strong th' capacl ty of concrete containment bldg Item 
I esolved 

LEAR. O Structural tt Geotechnical Engineering Branch- 03/11/14 
HMICHTDM.O Licensing Branch 3 3pp 22300 047 24X 

Fiche 50-400.34/02/07.8403050064- 


— 8311160367 Informs that draft BCR Section 17 acceptable except in area 
of Items subj to lOCFRSO. App B.OA program during eperations 
phase Info re current status St acceptability of QA program 
enc I 

PARTI OW.J 0- Division of QA, Safeguards St Inspection Programs 
(Post 830103 ) 83/11/09 YIXINGDLOOD. D J Licensing Branch I 

3pp 22500 027 a4X Fiche 50-400,84/02/07,8403050064 


——3311290301 Forwards revised Hy-dreloglc Engineering Input to SER New 
Tech Spec requirement developed re watertight doors for 
sa fety— related bldgs 

JOHNSTON, N V Division of Engineering Techno logy 83/11/10 
NOVAK. T M Assistant Director for Licensing lOpp 22500 032 
24X Fiche 30-400,84/02/07,8403050064 


—8311290352 Updates SER re stability of retaining wall west of fuel 
handling bldg Based Pn applicant 830919 s ubmi t tal s. stab 1 11 ty 
cannot be assured due to lack of listed info Final SER 
update end 

I EAR. 0 E Hydrologic It Geotechnical Engineering Branch 63/11/16 
KNIGHTON, 0 Licensing Branch 3 Spp 22SD1 049 84X 

Fiche 30-400,04/02/07.0403030064 


— 0312020063 Forwards SSER resolving open Item on toxic gas shipments 
past site Concurs u/flndlngs tt considers item closed 
JOHNSTON. W V Assistant Director for Mails. Chem tt Environ 
Technology (Post 9302011 03/11/10 NOVAK, T M Assistant 

Director for Licensing 2pp 22501 054 84X 

Fiche 50-400,84/02/07,0403030064 


— 8312080108 Forwards effluent treatment ays section Input to 0ER Open 
items include method for determining releases of noble gases 
from mechanical vacuum pumps It radioactivity monitor on 
discharge from sve water sys 

MULl LR. 0 R Assistant Director for Radiation Protection 
03/11/18 NOVAK, T M Assistant Director for Licensing 31pp 
22500 139 24X Fiche 30-400.84/02/07.8403050064 


— B3I2120002 Lists closed out open Items in 9ER forwarded on 830914 (i 
sections w/rpmaining open Items 

RUBrNSTEJN, L 8 Assistant Director for Core I, Plant Systems 
03/11/17 NOVAK, T M Division of Licensing B8pp 22500 OSO 
24X Fiche 30-400.04/02/07,0403050064 


— 8315120443 Forwards input to SERi consisting of emergency plan 
evaluation rept 6 responses to NUREO-0737, Items 
III A 1 It 111 A I 2 8, III A 2 re emergency preparedness 
MATTHEUS, D □ Division of Emergency Preparedness i. Engineering 
ficspotiBo (Post 830103) 03/11/30 KNIGHTON, 0 Licensing Branch 

3 36pp 22501 050 S4X Fiche 50-400.34/02/07,9403050064 


— 83121404B9 Submits review of draft SER response to Open Item 47 on RCS 
vents Proposed design conforms w/criterla outlined in 
NUREO-0737 clarification pertaining to electrical power 
supplies to vent valves 

SRINIVAHAN, M Power Systems Branch 03/11/23 BHER0N, B Reactor 
Systems Branch 2pp B2301 056 24X Fiche 50-400.84/02/07, 

0403050064 


— 831223027B Forwards revised EBEH re flro protection Listed Items 
remain alien 

JOHNSTON, W V Assistant Director for Mat Is, Chem !< Environ 
Technology (Post 030201) 03/12/14 NOVAK, T Assistant Director 

For Licensing 13pp 22301 094 ' 84X Fiche 50-400.84/02/07, 

9403050064 


9403050223 Further response to FOIA request For records of named 
individuals. Including repts. analyses, studies, test 
calculations, procedures t, practices for measurement of RCS 
1 eakage, Forwards App C doeumants Search continuing 
FELTON. J M Division of Rulas and Rocorijs 94/02/07 MADDENrT J 
Kaye, Scholsr, Flerman, Hays *, Handler 3pp 25496 234 24X 

Ficho 50-000.94/08/07,8403050223 


—9209840003 Forwards computer program developed to analyse ti measure 
RCS leak rates, per commitment made at 920609 meeting Program 
calculetes inventory of water in RCS tt in tanks which 
collect coolant leakage 

CUNNINGHAM, L J Division of Engineering It Quality Assurance <Pre 
930103) 35/06/15, PARR, □ D Auxiliary Systems Branch ip 

52496 872 


— 0403050238 Fiirwards Hewlatkt Packard 41C data cards containing plant- 
specific data for RCS leakage calculations for all Region 
111 PURs together w/complete card listing All PMRs in Region 
III evaluated 

NOnELtUS.C E Division of Engineering It Technical Inspection 
02/01/13 DAER.R L Division of Engineering ti Quality Assurance 
(Pro 030103), 9pp 22476 237 24X Ficho 50-000,04/02/07, 

0403030223 


— 0403050233 Advises^that certain aspects of facility Tech Opec 
requirement s governing RCS leakage appear to be inconsistent 
u/std nuclear industry practice Licenses should be 
requested to modify Tech Spocs Related Info one) 

NORELIUS, C E Region 3, Office of Director 82/03/10 
E18ENHUT, D 0 Division of Engineering lipp 22496' 246 24X 

rieho 50-000.04/02/07,0403030223 


— 0403030241 Forwards potentially generic issue data sheet on 00061 1 
event re failure of OUR drywel 1 leakage detection sys to 
identify significant leakage 

BRUNNER, E J Region 1, Philadelphia, Office of the Director 
80/07/10 JORDAN. E L Reflion i, Ph I ladelph ia, Office of the 
Director LENI8.R, C Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch HEIEHMAN, R F Region 3, Chicago, Reactor 
Operations Nuclear Support Branch 2pp 22496 257 24X 

Fiche 50-000,04/02/07,8403050223 


•0403030243 Dlseusses independent measurement of RCS leak rates, Proposed 
leak rate calcylation using programmable HP4iC calculator 
reviewed Lists advantages of having analytical equation 
CAPHTQN, D L Test Program Section 01/03/19 8NIEZEK, J, H 
Oivlslon of Resident ti Regional Reactor Inspection Spp, 

22496 263, 
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— B403D50S50 Foruiards p 1 ant-sp ec i f 1 1 data cards for facilltjes ra reactor 
coolant leakage c a 1 cu 1 a 1 1 onsi per B10702 request Add 1 data 
cards for reirainlng plants ulll be sent shortly 

CREUSj J L Division of Residenti Reactor Projects Engineering 
Inspection B1/07/1A DAER<R L. Division of Resident J< Regional 
Reactor Inspection 2pp 22476 26S 24X Fiche 30-000. B4/02/07( 

8403030223 


— 0403050256 Notifies that independent measurements of identified !< 
unidentified RC8 leak rates for all PldRs in Region III 
performed per Procedures 61727D Ic 61728D Insp findings 
BUflimar i led 

NDRELIUSiC E Division of Engineering 82/O3/0B JORDAN. E L 
Division of Engineering Sc Quality Assurance (Pre 8301031 3pf 
22476 270 24X Fiche 50-000. S4/02/07. 8403050223 


— B403050266 Foriuards revised computer program for determining RGB leak 
rates S< draft insp procedure Revised computer program 
Incorporates improvements based on suggestions received from 
field Improvements* listed 

KIRKPATRICK. D < WOODRUFF. R W Division of Engineering 8< Quality 
Assurance IPre 8301031 02/08/27 JORDAN. E 1. Division of 

Engineering l< Quality Assurance (Pre B301031 4pp 22476 273 


— B4030SD270 ''RC8LK8. Program for Calculating RCS Leak Rotes for PWRs " 
KIRKP ATR ICK. D > WOODRUFF. R W Division of Engineering tc Quality 
Assurance (Pre 8301031 82/07/30 64pp 22476 277 


— 0403050274 Informs that Region I attendees at 030413 b 14 RCSLKS 
seminar in Dethesda are JW Chung ti PC Wen. per 830304 memo 
Permanent custodian of computer Sc printer Is L Dettenhauseni 
Chief. Test Program Beet ion. Eng Ineerlng Programs Branch 
HARTINi T T Division of Engineering b Technical Programs 
83/03/10 JORDAN. E L Division of Emergency Preparedness Sc 
Engineering Response (Post 0301031 Ip 22476' 341 


— 0403050277 Informs that LA Reyes designated custodian for Osborne 
computer b printer per 030304 memo MA Ring. PR Hohld Sc 
LA Reyes scheduled to attend seminar on application of 
RCBLKB progrom St computer use 

BPEBSARD.R L Division of Engineering B3/03/22 JORDAN. E L 
Division of Emergency Preparedness Sc Engineering Response (Post 
830103) Ip 22476 342 


84030S02BB Fifth partial responso to FOIA request for si* categories of 
documents re facilities Foruiards App A documents App A Sc B 
documents also available In PDR Documents listed on App C Sc 
D located in Central Files Sc not available publicly 
FELTON, J M Division of Rules and Records B4/02/17 ANDERSON, S I 
Oarvey, Schubert, Adams Sc Darer 7pp 22501 287 24X 

Fiche 50-507.84/02/17,8403050288 


— 7706170142 Approves OA fire protection program description It related 
commi tments 

HAAS3, W P, Quality Assurance Branch 77/05/10 PARR, 8 D Light 
Water Reactors Branch 3 Ip 22501 307 24X 

Flcho* 50-460, 84/02/17, B403DS02BB 


— 7700010102 Fpruards 790501 Haas-Qryan memo re NRR-OAB resolution of 
Region 5 comments re operational QA program 

NOLAN, F J Division of Reactor Operations Inspections 77/05/07 
CREWS, 0 L Region 4. Dallas, Offlca of the Director Ip. 
22501-306 24X FI che' 50-507, 84/02/17. 8403050280 


— 7700010232 Responds to 770405 Region 5 comments re Revision 4 to 
NPP0S-QA-OO4, ''Dperatlonal OA Program Description " 

Expresses intent to request util to delete Section 336 
entirely, 

HAASS, W P Ouallty Assurance Branch 79/05/01 BRYAN, 8 E 

Division of Reactor Operations Inspections tp 22501 305 24X 

Fiche 50-377.84/02/17,8403050200 


— 8003240207 Discusses conversation u/R McKinney of ACR6 re dual unit 
plants Time should be cut in half 

HOLLOWAY, C J, Office of Management and Program Analysis 
77/01/22 Office of Management and Program Analysis Ip, 

22501 308. 24X Fiche 50-508,64/02/17,8403050206 


— 0011120101 Forwards results of contacts u/thraa N898 vendors re level 
of OA controls applied to power operated relief valves ti 
block valves for PWRs in operation Sc under const 
HAA8S, W P. Quality Assurance Branch 80/08/26 VOLLMER, R H 
Division of Engineering Spp 22501' 300 


--8110170051 Responds to 810723 FOIA 81-378 request for (lA documents for 
MPP8S. All documents re eveluation of licensee QA programs 
are in PDR 

HAASS, W P Quality Assurance Branch 81/10/05 WILSON, V H 
Management Analysis Branch, Spp. 22501 310, 24X 

Fiche; 50-397, 84/02/17, 0403050288 


-8110210316 Informs of receipt of Bouch ey /Ad ensam 010722 Itr containing 
util current QA program description for design S. const of 
facilities OA program description acceptable 

HAASS. U P Quality Assurance Branch 01 /1 0/1 4 TEOESCO. R L 
Assistant Director For Licensing Ip 22501 312 24X 

Fiche 50-460,84/02/17.8403050200 


--0111020578 Concludes that util S. principal contractors continue to meet 
criteria of 10CFR50 App B Revised QA program description 
acceptable for design S const of facilities 

HAASb, W P Quality Assurance Branch 01/10/22 TEOESCD. R L 
Assistant Director for Licensing Ip 22501 313 24X 

Fiche 50-500. 04/02/17, 0403050260 


- -6201300236 Forwards data for Fee assessment re QA Branch review of 
WPPS8-QA-004. "Operational OA Program Description " 

HAASbi W P Quality Assurance Branch 62/01/14 BERK(3U.li N 
Management Analysis Branch 2pp 22501 314 24X 

Fiche 50-377, 84/02/17, 8403050260 


8403060085 FOIA request for documents re Equipment Qualification 
Branch request to QELD for clarification of lOCFRSO 47 
MOLZMAN, P M Engineering Planning S, Management, Inc P13503 004 
63/12/28 FELTON. J M Division of Rules and Records Ip 
22526 213 


8403060091 Responds to FOIA request for records prepared by NIIC re 
request to DELD for clarification of lOCFRSO 47 Forwards App 
A documents No addl records located sob j to request 
FELT ON, J M Division of Rules and Records 84/01/23 HOLZMAN. P (4 

Engineering Planning St Managemont. Inc 2pp 22526 214 


— 6307120556 Requests comments on interpretations of Section 50 49 of 
lOCPRSO. “Environ Qualification of Electric Equipment 
Important to Safety for Nuclear Power Plants " 

VOLLMER, R H Division of Engineering 03/08/31 0LM8TEAD. H J 
Regulations Division 3pp 22S2B 216 


— 6403060075 Responds to specific questions raised in 630831 request re 
legal Interpi etation of lOCFRSO 47. "Environ Qua] i f lea 1 1 an 
Rule " 

0LM8TEAD, W J Office of the Eiecutlve Legal Director 63/10/04 
VDI-IMEH.R H Division of Engineering 3pp 22528 217 


□403060120 FOIA request for notices of violation issued by NRC re leak 
rate detection or limiting conditions of operation for 
leakage 

LEVIN, L A Affiliation Not Assigned 63/12/01 NORRY.P 0 Office 
of Administration 2pp 22528 244 


8403060123 Responds to FOIA request for two categories of records re 
RC8 leokage Documents listed on App A placed in PDR 
FELTON. J M Division of Rules and Rocurds 64/01/20 LEVIN. L A 
Affiliation Not Assigned 3pp 22528 246 


8403060135 FOIA request for winning proposal submitted by Advanced 
Teehnol ogy. Inc under NRC Contract NRC-33-B4-3B0 
PADEN.R C Control Data Corp 63/12/15 NRC -No Detailed 
Affiliation Given Ip 22552 213 


8403060148 Responds to FOIA request for winning proposal submitted by 
Advanced Technology. Inc under NRC Contract NRC-33-e4-380 
Forwaids nonproprl otary version of 830815 technical 
proposal I. best b final 631014 technical proposal 
FELTON. J M Division of Rules and Records NRC-33-84-380 
84/01/17 PADEN.R C Control Data Corp Ip 22552 214 


— 8403060152 "Programml ng, Tra 1 ning, Te s ti ng. Convers i on b Implementation of 
LPDR, " best S. final technical proposal 

e Advanced Technology. Inc RS-ORK-63-462 03/10/14 7pp 

2255.7 215 


— 0403060154 ''Programming. Training. Testing. Conversion b Implementation of 
LPDR." technical proposal 

» Advanced Technology, Inc RS-CIRM-a3-462 83/08/15 20pp 
22552 224 


8403060150 Responds to FOIA request for 831230 FOIA request filed w/NRC 
by Texas Utils Oenerating Co (TUOC) & records requested by 
TUOC. Search revealed no documents subj to request 
FELTON, J n Division of Rules and Records 84/01/30 LODQE, 0 
Dallas Horning News Ip 22528 235, 


8403060164 FOIA request for 831230 FOIA request filed w/NRC by Texas 
Utils Oeneratlng Co (TUOC) l< all records requested by TUOC 
List of FOIA requests filed by 10 listed utils also 
requested 

LDDOE.B Dallas Morning News 84/01/17 NRC - No Detailed 
Affiliation Oiven Ip 22528'236 
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B403060I69 Respondi to TOIA request for info re computer sys facliities 
operated ty contractor & Hot Identifying sve contractor 
name. c on tract value contract number Foruards incomplete 
updated list 

FELTDN. J n Division of Rutei end Records 84/01/31 tIADDENi C H 
Infornation Handling Services 4pp S252B S37 


84030601/1 FQfA request for info re computer sys facilities operated 
for NRC Info needed in order to perform martetlng study 
MAODEM Inf oroiatliin Handling Services 84/01/18 HRC - No 
Detailed Affiliation Olven 3pp 32528 241 


8403060461 Appeals denial of FOIA request for SECY-82-340 
HICKEY.jp Shau. Pittman. Potts & Troubrldge 84/08/10 
CHIUK. 3 J Office of the Secretary of the Commission ip 
22532 030 


B403060464 FOIA request for SECY-02-34O re current Ofc of 
Investigations policy on board notifications 
HICKEY. J P Shaie. Pittman. Potts & Trowbridge 63/11/30 
ORIN&Lrv.D H Division of Rules and Records Ip S330S 051 


0403060467 Responds to appeal re denial of FOIA request for SECY-B2- 
340 Document placed in POR 

FELTON. J M Division of Rules and Records 84/02/17 HICKEY, J P 
Shau. Pittman. Potts & Troiobridge Ip 22SS8 036 


—8209200364 SECY -02-340 

Infoims of procedures to process board notifications 
involving allegations which may fall within invastl yatl ve 
purview of Ofr of Investigations 

DIRCKS.H J Office of the Eiecutlve Director for Operations 
82/08/17 7pp 22S&2 037, 


8403060486 Further response to FOIA request for dacumenti re evaluation 
or review of design, const, sc hedul ing. cost t> licensing of 
facilities from 1977 to present Rcpt unavailable for 
Categories 1 S< S Panel records on evaluations placed in POR 
FELTON. J H Division of Rules and Records 84/01/24 ZACKiA M 

Parris, Sott, Denn b Dr i her 2pp 235 92 232 24X 

F i c h c 5 0-329. 84 /01 / 24 . S40 3060486 


840307009S FOIA request for V Stello 830803 memo r« task group to 
study surveillance testing in Tech Specs b 830916 b 1004 
Itrs Ft «m JJ Sheppard of Westtnphouse Owners Qroup to be 
placed in PDR Documents referenced in NllREO-1024 

PEDRO, J NU9 Corp CD-L lS-83-073 84/02/02 Division of Rules 

and Records Ip 22961 192 


8403070101 Responds to FOIA request for V Stello 830803 nemo re 
task group to study surveillance testing in Tech Specs b 
830916 tc 1006 Itrs from JJ Sheppard to be placed in POR 
Forwards documents Documents also available in PDR 

FELTON. J H Division of Rules and Records 84/02/16 PEDRO, J NUS 
Corp Ip 2296 1 193 


— 8308190440 Requests nominations For task group to study design of 
surveillance testing required in Tech Specs One person 
familiar u/PWR Tech Specs b one familiar U/OUR Tech Specs 
should be nominated 

STELLO. V Regional Operations b Generic Requirements 83/08/03, 
DENTON. HJt , niNOCUE.R D . HELTEHES. C J NRC - No Detailed 
Affil lation Olven 2pp 22961 194 


— Q40307DI06 Comments on list of Tech Spec surveillance problem areas 
requested at Uestinghouse Owners Oroup subcommittee 830900 
meeting List end 

SHEPPARD. J J Westlnghouse Operetlng Plants Owners Oroup 

SHEPPARD. J J Carolina Power & Light Co 00-103 83/09/16 

SNIEIEK.JH Regional Operations b Generic Requirements 9pp 
22561 136 


—8403070108 Comments on list of priority Tech 'Epee problem areas 
requested at Uestlnghouse Owners Group b NRC task force 
830920 meeting List end 

SHEPPARD. J J Westlngheuse Operating Plants Owners Group 

SHEPPARD, J J Carolina Power b Light Co 09-107, 83/10/04 

SM1E2EK.J H Regional Dperatlons b Generic Requirements 3pp 
22961 161 


B403070110 Responds to FOIA request for names b addresses of various 
NRC matl licensees in Regions II b III Forwards two 
printouts furnishing info subj to request, W/o ends 
FELTON, J ri Division of Rules and Records. 84/02/22. HIK3USKI.J. 
Affiliation Not Assigned ip 22564 121 


3403070113 FOIA request for names b addresses of various NRC mail 
licensees in Regions 11 b III 

MIKONSKI.J Affiliation Not Assigned 84/02/07 Office of the 
Executive Director for Operations Spp. S2564 122 


8403070213 FOIA request for documents re 830919 meeting to dlscuse 
steam erosion issue in facility proceeding b TH Novak G30B2S 
memo on steam erosion issue 

HIATT. S L Ohio Citliens for Responsible Energy 83/12/08 
FELTON. J M Division of Rules and Records Ip 22963 219 24X 

FlchB 50-440.03/12/08,8403070213 


B40307021S Responds to FOIA request for documents re 830919 meeting 
to discuss steam erosion issue in facility proceeding b TM 
Noveir 030825 memo on subj Forwards App A documents Documents 
4 b 9 withheld <ref FOIA Exemption 5) 

FELTON, JM Division of Roles and Records 84/01/83 HlATT.a 
Ohio Cltirens for Responsible Energy 3pp 22563 820 24X 

riche 50-440, 04/01/23.8403070215 


— Q306220S10 Forwards draft staff position on Contention 19 re steam 
erosion Applicant has net demonstrated capability to prevent 
or discover effects of steam erosion Comments requested 
PARR.OD Auxiliary Systems Branch 03/06/14 LIAU. B 
Mechanical Engineering Branch Ip 22563 326 S4X 
riche 50-440.04/01/23.0403070215 


— 0403070221 Requests confirmation on lead responsibilities for 
final iiing NRC position re steam erosion contention issue 
Responslhll jlty should be shared bu Hechanice) Engineering 
Branch b Meteorology b Effluent Treatment Qranch 
NOVAK. T M Asalstant Diroctor for Licensing 83/08/23 
KNIGHT. J.P Assistant Director for Comp b Structures Engineering 
<PoBt 830201) JOHN3T0N.N. V Assistant Director for Metis, Chem 
b Environ Technology (Post 830201) 2pp 22563 224 24X 

Fiche 50-440,04/01/23.8403070215 


84030703P6 FOIA request For repts re results of Investigation of failed 
reactor vessel holddown studs on Unit 1 reactor vessel 
PLATO. F D Kohl. Secrest, Uardlo, Lynch. Clark b Hampton 04/01/23 
KEPPLER.J 0 Region 3. Office of Director 2pp 22564 147 24X 

riche 00-329.84/01/23,8403070226 


B4030702P9 Partial response to FOIA request for repts re NRC 
investigation of failure of reactor vessel holddown studs on 
Unit 1 reactor vessel Forwards App A b B documents 
FELTON, J H Division of Rules and Records 04/02/23 PLATO. E D 
Kohl. Secrest, Uardle. Lynch, Clark b Hampton 6pp 22964 149 24X 

Ficbe 50-329. 04/02/23. 0403070229 


— B4O307O234 PNO-I 11-066 on 791219. second reactor vessel anchor bolt 
Found broken Teledyne Engineering 8vc currently performing 
tests on bolt matl Results expected In near future 
KNOP. R C Region 3. Chicago. Office of the Director 79/12/20 
3pp 22564 133 


— 0403070340 Ack receipt of 791214 interim reft re broken anchor bolt in 
reactor vessel support skirt flange 

FIORELLI.G Region 3. Chicago. Office of the Director 79/12/26 
HDUELL.S H Consumers Power Co lOpp 22564 150 24X 

Flche 50-329, 84/02/23, B 403070289 


— 0403070343 Forwards IE Insp Repts 90-389/00-12 b 50-330/00-13 on 
800301—31 No noncompl lance noted Major areas inspected, 
exam of procedures b representative records, observatl one b 
Interviews u/personnel U/o end 

FIDRELLI, 0 Region 3, Chicago, Office of the Director 00/05/19 

HOMFLU. S H Consumers Power Co 2pp 22564 170 24X 

Flche 50-329.84/02/83,8403070229 


— 8403070345 Recommends order be issued to util requiring action to 
correct unacceptable anchor bolts at facility Draft Itr b 
order and 

KEPPUER.J 0 Region 3, Chicago, Office of the Director 00/06/87 
THOMPHONi D Exe'kutive Officer for Operations Support 36pp 
22364 172 24X Flche 50-329,04/02/23,8403070289 


— 84030/0349 Ferwardo depositions re preservlce failure of reactor vassel 
studs utlliied at Unit 1, Related info end 
LENIS, 8H Region 3, Office of Director 84/01/06 
BERKOVrrz, D M OfHce of the General Counsel S8pp S2S64' 264 
84X Flche 50-329,84/08/23,0403070229. 


— 8403470391 Responds to 830901 Itr b forwards IE Investigation Repts 
30-329/80-13 b 30-330/80-14 U/a end 

LEWIS. S H Region 3, Office of Director 83/09/20 MVERa, T F 
Oaraii. Lucow. Miller, Seward, Cooper b Becker Ip 22364.263 
24 X Fiche 30-329,84/02/83,8403070329 


8403080003 FOIA request for 10 contractor repts on generic modeling for 
vital area b saPeguardi analysis referenced In 
NUREO/CR-3121 

SHOLLY, 8 C Unloh of Concerned Scientists 04/01/10 FELTON. J M 
Division of Rules and Records 2pp 22970 001. 
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Q403080009 Responds to FQIA request for 10 contractor repts to be 
placed In PDR roruardt nine specified repts Rept identified 
in Item 9 of request not yet published Rept expected to be 
published uithln next 3 months 

FELTON. J M Division of Rules and Records 8*1/02/34 SHPLLV. S C 
Union of Concerned Scientists Ip 2257B 003 


— B4030B0006 SANDB2-7220 

"Technical Dasls for t< Description of Function Level Oenerlc 
Fault Trees for LWR Plants. " contractor rept 
FINN. B . HORTON. M Science Applications. Inc FIN A-1060 
9AI013BO-399LJ 03/03/31 Division of Facility Operations 

200pp 2257B 004 


— B4O30BOOOfl BANDB2-7032 VOl 

Vol 1 to "Oenerlc Nodellng Approach for Major Components in 
LWRs Fault Trees for Oenerlc Modeling Approach." contractor 
rept 

HORTON. M . FINN. S Science Applications. Inc FIN A-1060 
BAIOI 381— 309L\1 83/03/31 Division of Facility Operations 

334 pp 32570 205 


— B4O3O0OO1O SANDB2-7219 VOl 

Vol 1 to "Oenerlc Modeling Approach for Fluid Sys Found in 
LWRs Fault Trees for Oenerlc Modeling Approach." contractor 
rept 

FINN. S > HORTON. N Science Applications. Inc FIN A-1060 
SAI0I3B1— 41DLJ 83/03/31 Division of Facility Operations 

64 pp 2237'? 079 


— B4030B0012 SAND02-7219 VOS 

Vol 2 to "Oenerlc Modeling Approach for Fluid Sys In LWRs. 
Questionnaires for Application of Generic Modeling 
Approach." contractor rept 

FINN. B . HORTON. H Science Applications. Inc FIN A-1060 
SAI013B1~411LJ 83/03/31 Division of Facility Operations 

133PP 22579 144 


— B4030B0017 BAND02-7O32 V02 

Vol 2 to "Generic Modeling Approach for Major Components In 
LURs Questionnaires for Application of Oenerlc Modeling 
Approach." contractor rept 

HORTON. N > FINN. S Science Applications. Inc FIN A~1060 
BAIOl 381— 30BL J B3/03/31 Division of Facility Operations 

125pp 22579 277 


— B4O3OB0OI9 BANDB2-7219 VOS 

Vol 3 to "Oenerlc Modeling Approach for Fluid Sys in LIdRs 
Instruction Sheets for Application of Oenerlc Modeling 
Approach." contractor rept 

FINN. S . HORTON. W Science Applications. Inc FIN A-106D 
8AI01381-412LJ B3/03/31 Division of Facility Operations 

16Spp 22580' 042 


—8403080023 SAND02-7O32 VO 3 

Vol 3 to "Generic Modeling Approach for Major Components in 
LNRs* Instruction Sheets for Application of Oenerlc Modeling 
Approach." contractor rept 

HORTON. W • FINN. B Bcience Applications. Inc FIN A-1060 
8AI013ai~B93LJ, 03/03/31 Division of Facility Operations 

215pp 225B0 207 


— B4030B0029 SANDB3-1457 

"Computer Automation of Generic Modeling Approach for 
Major Componants In LURs. " 

DANIEL. 8 L 1 HIGGINS, S.-J , HILL, M S Band ta Laboratories FIN 
A-1060 03/05/31 Division of Facility Operations 120pp 

22581. 062 


Q4030Q0016 Further response to FOIA request for lists (< records re 
Co-60 licensees, Forwards App A documents, per I tern 3 of 
request Portions of Documents 2 through 5 of App B deleted 
<ref FOIA Exemptions 6 ti 7) 

FELTON. J M Division of Rules and Records 84/01/11, CONIE, D. J 
Bouck. Holloway, Kisrnan t< Casay. Spp 22976 294 


— 8005010203 PN0~1 11-00-60 on 800310,25 mCi Co-60 sealed source under 
License 12-13720-01 fell into coke hopper Source believed to 
be in pile of coke in facility yard. on barge heading for 
Chicago or in freight car bound for Shauln 1 gan. Quebec, 

8CHULTZ.H. H. . DAVIS, A B Region 3. Chicago. Office of the 

Director 80/03/25 Ip 22576 299 


—8009280995 Forwards IE Insp Rept 30-04297 /BO -01 on 800327 of activities 
under License 12-13720-01 No noncomp 1 lance noted 
DAVIS, A B. Region 3. Chicago. Fuel Facility S. Materials Safety 
Branch 80/04/17. Clark Oil b Refining Corp 2pp 22976 300. 


— B00S2B099B IE Insp Rept 30-04297/80-01 on 800327 No noncompl iance 
noted. Major areas 1 nspec ted, attempt was made to relocate 
6 mCi sealed source level indicator lost by licensee 
ADAM, W J Region 3, Chicago, Office of the Director 
PAPERIELLO.C 0 Region 3. Chicago. Fuel Facility b Materials 
Safety Branch 80/04/lA 9pp 22976 302 


— 8010230903 Forwards personnel exposures measured from reconst of 
800V2S incident involving jamming of Co-60 teletherapy 
source Corrective actions procedures reviewed si/porsonnel 
b new colbalt source Installed 

LISTER. U E I IGNATONiS 0 Ft Haral 1 ton-Hugh es Memorial Hosp 
Center. Hamilton. OH aO/10/17 WEIL, C Region 3, Chicago. 
Office of the Director 6pp 22577 044 


— 8101290700 Responds to 810112 telcon re 810121 meeting w/WE Lister b 
Kereiakes to discuss proposed corrective actions b NRC 
enforcement options for 800930 investigation 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 81/01/16 
LISTER. W E Ft Hami 1 ton-Hugh e s Memorial Hosp Center. Hamilton. 
GH Ip 22576 319 


--01O224OO3B Forwards IE Insp Rept 30-00! 43/B1-08 on 810120 of activities 
under License 12-00912-03 No nnncompllance noted 

FISHER, W L Region 3. Chicagoi Office of the Director 81/02/09 

BISTER JEANINE Oak Park Hosp . Oak Park, IL Ip 32577 123 


—9102240066 IE Insp Rapt 30-00143/01-02 on 810120 No noncompliance 
noted Major areas inspected re-enactment of emergency 
procedures in response to BI0113 teletherapy unit 
mal f unc tion 

BURQIN. R E . SCHLILTZf W H Region 3. Chicago. Office of the 
Director 81/02/03 4pp 22577 124 


—8403080033 Notifies that on B00325. 25 mCi of Co-60 missing from north 
cokt drum at Wood River Refinery In Hartford. IL 
Chronological events listed Diagrams of coke drums end 
» Clark Oil b Refining Corp 80/05/12 SCHULTZ, fl NRC - No 
Detailed Affiliation Given 7pp 23976 307 


— 04O3OSOO3H Infoims of 801002 telcon w/W Lister of Fort Harni 1 ton-Hugh es 
Medical Ctr re agreement on Immediate action Itr Lister 
agreed to items In Itr No final determination made of 
enforcement action 

DAVIS, A B Region 3. Chicago. Fuel Facility b Materials Safety 
Branch 60/10/03 Region 3. Chicago. Fuel Facility b Materials 
Safety Branch Ip 22576 316 


— 0403060044 Ack receipt of 801017 Itr informing NRC of personnel 
exposures measured during reconstruction of incident on 
800925 b advising NRC of courses of action Investigation 
rept re incident wilt be issued within next 10 uks 
KEPPLER. 0 Q Region 3, Chicago, Office of the Director BO/il/02 
LI0TER. W E Ft Hami 1 ton-Hughe s Memorial Hasp Center. Hamilton. 
DH Ip 22576 317 


— -B4030B004B Notification of 610J21 meeting ui/llcensee in Glen Ellyn, IL 
to discuss NRC findings during recent Insp of teletherapy 
incident b possible enforcement options 

* Rsgion 3, Chicago, Office of the Director 81/01/13 Region 
3. Chicago, Office of the Director Ip 22976 318 


— 84030BD057 Discusses 800930 b 1003 investigation re B00725 incident 
concerning unplanned radiation exposure Forwards draft Itr 
to licensee ui/notlce of violation b draft investigation 
rept Related info end 

KEPPLERi J 0 Region 3. Chicago. Office of the Director 01/01/23 

THOMPaONi D Director's Office. Office of Inspection and 

Enforcement 7app 22S76 320 


— 8403080101 Forwards IE Inves li gat 1 on Rep t 30-13020/81-01 on 800930.1003 
b B10131 Violation noted 

HEPPLEH. J G Region 3. Chicago, Office of the Director <81/03/011 
81/03/05 LIBTER. W E Ft Kami 1 ton-Hug hes Memorial Hasp Center. 
Hamilton. OH Ip 32577 094 


— 8403080108 IE Investigation Rept 30-13020/81-01 on 800930. 1003 b 
B10131 Violations noted failure to notify responsibla 
personnel of equipment failure. per License Condition 33 b 
servicing of teletherapy unit at S-yr intervals 

WEIL, C H . ADAM.W J , BURGIN, R E Region 3, Chicago, Office of the 
Director (81/03/01) 81/03/03 2app 22577 055 


— 8403080113 Requests 7-day extension to respond to 810303 Itr b 
notices of violation b proposed imposition of civil 
penal ties 

RULLMAN, B D Ml 1 1 1 k 1 n b F 1 tton RULLMAN. 8 D Ft Hami 1 ten-Hughes 
Memotlal Hosp Center, Hamilton. OH EA-Bl-19 81/03/29 
SIELLO.V NRC - No Detailed Affiliation Given ip 22977 084 


— 8403080120 Notifies that extension until 810406 granted for submitting 
response to 010303 notices of violation b proposed 
imposition of civil p ena I ties, per B1032S request 
THOMPSON. 0 Director's Office. Office of Inspection and 
Enforcement 81/03/31 HULLMAN.S.D Millikin b Fitton 
R DLL MAN I 8 D, Ft Hami 1 1 on-Hughes Memorial Hosp Center. Hamilton. 

OH ip 22577 085 
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— 8*103000127 Olscus^ses licensee 010403 reaponse !< lE investigation rept 
Civil penalties ahould be remitted due to in so F F » c i en t inFo 
incident should be classiFled under Severity Level IV 
DroFt Itr Ji draFt notice of viulation encl 

KCPPLEH. J 0 fteglon 3, Chicago, OfFice of the Director C01/O3/O1) 
ai/03/27 TKOMPSON. D Director's Office, OFFice oF Inspection 
and rnforcement 20pp 22577 086 


— 0403080162 PNa'I-8»-033ft on B10307, 5 p e c la 1 insp conducted to determine 
eitent oF Co-60 c on taiiii na t i on resulting from leaking 
radiography source Contaminated clothing fuund at employee 
residence will be treated as radweste 

COSTCLLO. F Director's Office, Office of Inspection and 
Fnforcement KIMMEflAN, J Region 1, Philadelphia, Office oF the 
Director <01703/01 > Bl/03/09 ip 22577 12? 


— 0403080170 PNA-Bl-006 on S 1 071 4. Loul s 1 ana Nuclear Energy Dlv notified 
NHC of radiography incident occurring on barge located less 
than 3 miles offshore Barge captain it radiographer eiposed 
to 11 Ci Ca-60 Medical attention obtained 

DUDA, R J negioii 4, Dallas, Office of the Director (01/03/01) 
81/07/21 2pp 22 577 130 


— 0403080175 Confirms 020416 telephone agreement that EL Saenger will 
assist NRC by serving as medical consultant re 
ml sadmlnl strati on Findings 6 conclusions requested within 
30 days of completion of advisory efforts 
KEPPLER. JO Region 3, Office of Director 82/04/23 
8AEN0ER,E L Affiliation Hot Assigned 2pp 22577 143 


— 8403080160 Submits chronological sequence of events re misplaced 
radiological 5ourcD>per B2D112 telcon Related info end 
DROWN. R T Affiliation Not Assigned B2/01/13 WILEMAN, D NRC - 

No Detailed Affiliation Given ISpp 22577 166 


--8403080166 Forwards internal investigation documents prepared by 
emeigency svcs ft disaster agency as result of temporary lose 
of Co-60 source, per request Documents should be kept 
conFidential 

HISE.DL Illlnoisi State of 82/01/1? MIEDENAN. D Region 3. 
OffilB of Director I7pp 22577 17B 


— B4D30BD1?] Discusses 030411 & 12 special insp performed of licensee 
prog) am in response to allegations made by anonymous caller 
Five violations Identified Special insp rept written & 
enforcement Itr will be sent to licensee 

MILLER. J R Region 3, Office of Director B3/0S/D3 Region 3, 

OfFice of Director 2pp 22577 23B 


— B4030BD174 IE Special Safety Insp Rept 30-043 1 3/B3-01 on 830411-12 
Violations noted unauthorized individuals removed source tc 
holder from coke drum D 6 five Vlctoreen pocket type 
ladiation dosimeters not calibr since purchase on 320830 
e Region 3, OFflce of Director 83/04/tS 19pp 22377 244 


— B403D6014B Foiiiiards draft Itr to licensee u/notice of vlolatibn it 
proposed imposition of civil penalties Sc IE Insp Rept 
30-00416/82-01 on B204 1 ? for review t< concurrence 
JustI f icatlsns listed For reducing proposed civil penalty 
WARNICK.R F Region 3, Office of Director 02/06/23 
LlFDhRNANiJ Director's Office, □FFlCe of Inspection and 
Enfui cement lOpp 22577 206 


—0403000202 IE Insp Rept 30-004 ia/B2-01 on 820419 Violation noted 
individual in restricted area exposed in excess of 
permissible limits 6 24 h notiFtcation of incident not 
made 

B8R01N.R E , bRENIAWSKI.D J Region 3, Office of Director 
82/06/16 lOpp 22377 2?6 


— 0403080204 Submits rept re 810622 incident concerning Ca-60 medical 
teletherapy uni fc. I ndivl dual film badge showed dosage of 
? 710 rems whole body Person notified 6 advised to avoid 
radiotlon exposure for 6 months Related info encl 
TIDADACK, A J Blanchard Valley Hasp Findlay, OH B2/04/06 
SRENIAUSm, 0 Region 3, Office of Director 12pp 22377 306 


—840308020? Discusses IE Insp Rept 30-00394/02-01 on 820413 6 12 6 
forwards notice of violation 

NDRELIUS, C E Region 3, Office of Director 62/07/21 KRIEGER.J 
Cleveland Clinic, Cleveland, OH 2pp S2577 310 


-8403060211 Notice of violation from insp on 020413-14 

NORELtUSiC C Division of Emergency Preparedness & Operational 
Support 02/07/21 ip 32377 320 


—0403080213 IE Insp Rept 30-00394/62-01 on 020413-14 Violation noted 
failure to perform full calibr using dosimetry sys calibr 
by NOS or by regional calibr lab 

MULLAUERiJR , MADERA, J R , SRENIAWSKI.D J Region 3, Office of 
Director 62/07/09 S6pp 22 577 321 


--8403080217 Submits quest i ons, per 020420 telcon re mlsadmlnistratton 
Info will he kept confidential 

BAENGER.E L NRC - No Detailed Affiliation Given B2/04/23 

RODRIOUEB.A Cleveland Clinic, Cleveland, OH ip 22577 347 


B403OB00P1 FOIA request for documents re NRC internal procedures or 
guidance for evaluating neui generic requirements 6 for use 
of cost-benefit or value-impact analysis 6 CRQR guidance 
or procedures on cost-benefit or value-impact analysis 
WEJSB.E R Onion of Concerned Scientists 03/12/21 FELTON, JM 
Division of Rules and Records ip 22384 114 


□403D80D23 F01A request for documents re NRC it Radiation Technology 
Inc, located in Rockauiay.NJ Documents should include all insp 
correspondence from i?7& to present, onforcement info from 
1977 t< 76 5c hearing transcript re I?76 incident 
KASB.D E Affiliation Not Assigned 83/11/22 Office of 

AdminI ( trat i on tp 22582 OOl 


8403080027 Responds to FOIA request for documents re NRC tc Radiation 
Technology Inc, located In Hachaway.NJ Forwards App A 
documents 

FELTON, J M Division of Rules and Records 03/12/30 KASS. D E 
Affiliation Not Assigned 3pp 22302 002 


—8403000032 Forwards IE Insp Repts 30-07022/77-03 6 30-07022/77-04 on 
770923-1014 Violation noted failure to make immediate rept 
□f personnel ovorexpasure Item of noncompl ianco will not be 
included in notice of violation 

ORILR.D H Region 1, Philadelphia, Office of the Director 
70/01/06 WELT, M A Radiation Technology, Inc 2pp 22S02 225 


— 8403080036 Initial prellcensing visit Insp rept on 701120 

EPSTEIN, E Atomic Energy Commission 70/11/22 lOpp, 22582 005 


— B4D3O0OO4O Submits clarifications I, corrections to items Pound in IE 
Insp Repts 30-07022/77-03 5, 30-07022/77-04 Request for 
meeting lu/ap propria tc NRC personnel reiterated 
WEiT.M A Radiation Technology, Inc 78/01/16 ORIER. D H 
Region 1, Ph 1 ladelph ia, Office of the Director Spp 22582 227 


— B403000043 Forwards IE Insp Rept 30-07022/77-06 on 771220-22 No 
violations noted 

ORIER, D H Region 1, Philadelphia, Office of the Director 
70/01/19 WELT, M A Radiation Technology, Inc Opp 22S82 232 


— 8403080045 Discusses inspector evaluation of License 29-13613-01 
License properly categorized as E-llI Extension of 12 months 
In rcinsp frequency recommended Next Insp will be scheduled 
in Apr 1974 

EPBTEIN.E Atomic Energy Commission 71/05/06 NELBDN, P R 
Atomic Energy Commission ip 22502 015 


— 0403000046 Responds to NRC 770314 Itr re violations noted in IE Intp of 
License 29-13613-02 Corrective actions pool water will be 
sampled on routine basis 5i NRC will be notified if reading 
equals or exceeds O 05 uc/100 ml Meeting w/NRC requested 
WELT, W A Radiation Technology, Inc 77/04/01 VOLOENAU.E 
Office of Inspection & Enforcement, Office of the Director 2pp 
22582 105 


—8403080049 IE insp rept of 710427 initial Insp of License 29-13613-01 
Noncompliance noted sealed sources not leak tested at 
r oqui r ed interval s 

EPSTEIN, E.. NELBDN, P R Atomic Energy Commission 71/05/06 Spp 
22582 016 


—0403080050 Draft IE Insp Rept 30-07022/77-06 on 771220-22 No Violations 
noted Major areas Inspected review of nonroutine procedures 
Fer SVC irradiator maint Following licensee notification of 
planned shutdown on 771219 

SLDDODIENiM J , OLENN, J E. Region 1, Philadelphia, Office Of the 
Director NELSON, P.R Region 1, Philadelphia, Fuel Facility 6 
Materials Safety Branch 78/01/10 8pp 22582 235 


—8403000051 Discusses 770419 meeting 6 770420 telcon Licensee agrees to 
remove leaking Co-60 sources from storage pool & transfer 
source to authortied licenses for disposal by 770601 Meeting 
summary it attendance list encl 

□ 'REILLY, J P Region 1, Phi ladelphia, Office of the Director 
77/05/05 WELT, H A Radiation Technology, Inc 4pp. 22SB2 107 


— 8403080054 Discusses insp of License 29-13613-01 on 710427 ti forwards 
notice of violation 

KJRKMAN,R M Atomic Energy Commission 71/05/07 WELT. M 
Radiation Techrwlogy, Inc Ip 22582' 021 


— 8403000055 Ack receipt of 780109 Itr re IE Insp Rept 30-07022/77-06 
Clarification provided re comments raised by inspectors, 

WELT, H A Radiation Technology, Inc 78/01/23 GRIER, B H 
Region 1, Philadelphia, Office of the Director 4pp 22SB2 243 
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-B4O3O0OO56 Forwards IE Insp Rcpt 30-07023/77-01 on 

noted 

□ 'REILLV. J P Region l< Philadelphia! Ofplre of 
77/06/10 UELTi H A Radiation Technologg* Inc 


770527 No violations 

the Director 
2pp S23B2 1 1 1 


~B4O3OBO0S8 Notice of violation from insp on 710427 Violation noted 
Sr~90 sealed sources not tested for leakage (i/or rsmovable 
CDntaniinatlon at 6-(nonth intervals 

EPSTEIN. E Atomic Energy Commission 71/05/06 Ip S2sa3 022 


-B4O3OBO059 Clarifies statements contained in 780118 Itr re repts 
written following Insfs in Sept t< Oct 1977 Clarifications 
listed 

ORIER.B H Region 1. Philadelphia. Qffice of the Director 
76/03/20 WELT. H A Radiation Technology, Inc Spp 22582 247 


-6403080060 IE Insp Rept 30-07022/77-01 on 770327 No violations noted 
Major areas Inspected encapsulation of sealed sources. 

Intervisus si/personnel, measurements % observations of 
loading of sources to bo sent for reencapsulation 
6LCNN. J Region 1. Philadelphia. Offico of the Director 
77/06/02 12pp 22382 113 


—6403080064 Responds to NRC 710507 Itr re vioIa^ionB noted in insp of 
License 29-13613-Ot Corrective actions two 9r-90 sealed 
sources wiped for contamination Uipe samples sent to lab for 
analysis Removable contamination less than 03 uCl 
HARAN.S A Radiation Technology, Inc 71/03/14 KIRKHAN, R M 
Atomic Energy Commlislon ip 22SB2 023 


•8403030066 Forward e IE Insp Rapt 30-07022/77-02 on 770627-2B No 
violation noted 

□ ^REILLY. J P Region 1. Philadelphia. Office of the Director 
77/07/18 WELT. M A Radiation Technology, Inc 2pp 22582 125 


•8403080069 Ack receipt of 710314 Itr Informing NRC of steps taken to 
correct violation noted In insp of License 29-13613-01 on 
710427 Corrective actions will be reviewed during next Insp 
KIRKHAN. R W Atomic Energy Commission 71/05/27 HARAM, S A 
Radiation Technology. Inc 2pp. 22S82 024 


— aaOGOBoOB? IE investigation Rept 30-07022/76-02 on 761022-1104 
Violations noted two employees carried film Inside of 
billfolds rather than wearing designed film badge holder h 
radioactive matl located in unrestricted area 

smith. RH . GLENN. J E , MCCLJNIOCK. R 0 Region I, Philadelphia. 
Office of tho Director 76/12/13 32pp 22582 144 


— B4030B0089 Responds to NRC 720412 Itr re violations noted in insp of 
License 29-13613-02 Corrective actions results of radiation 
survey sent to AEC on 720306 W/o end 

HEIT, M A Radiation Technology. Inc 72/04/18 O’REILLY. J P 
Atomic Energy Commissinn ip 225B2 02B 


— 8403080092 Forwards order immediately suspending license due to 
overpiposure reported on 770927 

VDLOCNAU.F Office of Inspection Si Enforcement, Office of the 
Director 77/09/23 WELT. N A Radiation Technology. Inc Ip 
2P5B2 176 


— B4D30B0093 Order immediately suspending license Licensee has not taken 
adeyuate actio'ns to comply w/Commission rules, regulations E 
license conditions 

VOl OCNAU, E Office of Inspection S. Enforcement. Office of the 
Director 77/09/23 Radiation Technology. Inc 4pp 
2258P 177 


— 8403000099 IE Insp Rept 30-07022/7 /-03 on 770923 h 27 Violations noted 
overeipOBUrc of one Indlvldoal to 130-300 rem fc failure to 
evaluate haxards associated u/operating Irradiator u/maze 
dooi- interlock rendered inoperable 

MCCLINTOCK.R O . SL0B0DIEN.H3 Region 1. Philadelphia, Office of 
the Director MELSON.P R Region 1. Philadelphia. Fuel Facility h 
Materials Safety Branch 77/10/20 .16pp 223Q2 IBt 


— 8403080102 IE Insp Rept 30-07022/77-04 on 771005.07.10 (t 14 No 
violation noted Major areas inspected licensee actions in 
response to Commission order suspending license b subsequent 
mods ti observation of procedures allowed by order 
SLOnODIEN. M J . KINNEMAN, J D Region 1, Philadelphia. Office of 
the Director GLENN. J E Region 1. Philadelphia. Foel Facility Jr 
Materials Safety Branch 77/10/21 9pp 22582 197 


•B4030B0070 IE Insp Rept 30-07022/77-02 on 770627-2B No violation noted 
Major areas inspected disposal of leaking sealed sources. 

Interviews w/personnel. measurements & observations 

GLENN. J E , MCCLINTOCK.R Region 1. Philadelphia. Office of the 

Director 77/07/05 5pp 22582 127 


8403080072 Responds to 780123 Itr re inspector access to licensee 
facilities Difficulties encountered during insp on 771220 
Procedure should be developed far inspectors to receive 
training. in order to qualify for unescorted access 
ORIER.B H Region 1. Philadelphia. Office of the Director 
78/03/29 WELT. M A Radiation Technology, Inc 3pp 82582 232 


— B4030B0107 Forwards IE Insp Rept 30-07022/77-05 on 77il07 It 08 No 
Violation noted 

ORIER.B H Region 1, Philadelphia. Office of the Director 
77/11/22 WELT, M A Radiation Tochnology, Inc 2pp 22582 206 


— 8403080109 IE Insp Rept 30-07022/77-05 on 771107-08 No violation noted 
Major areas Inspected licensee actions since lifting of 
order suspending license on 771014. radiation & cantamination 
surveys b safety review committae actions 

SLOBODIEN. M J , COSTELLO. F Region t, Philadelphia. Office of the 
Director NELBON. P R Region 1. Philadelphia, Fuel Facility b 
Matei lals Safety Branch 77/11/10 4pp 22382 808 


8403080074 Discusses insp of License 29-13613-02 on 720229 b forwards 
notice of violation Response requested within 20 days 
O'REILLY, J P Region 2. Atlanta. Office of the Director 
72/04/12. MELT. M Radiation Technology, Inc ip 22582:026 


8403000076 Rev 0 to Special Procedure Si, ''Removal b Encap sulation of 
Failed b Other Selected Sources from Water Btorage 
Facll itlei. “ 

T6RKANI8, M M. , SMITH, J. F, Radiation Technology. Inc. 77/06/24. 
10pp. 22582, 132 


84030B007B Informs of possible misstatement in second paragraph of NRC 
780329 itr re inspector access ta licensee facilities NRC 
suggestion to qualify inspector access u/o escort 
acceptable 

WELT, H A Radiation Technology, Inc. 78/03/31 ORIER.B H 
Region 1, Philadelphia, Office of the Director 2pp. 22SB2 2SS 


0403080079 Forwards IE Investigation Rept 30-07022/76-02 on 761022- 
1104 Violation noted 

ORIER.B. H Region 1, Philadelphia, Office of the Director. 
77/09/14. WELT, M. A. Radiation Technology, Inc 2pp. 22SB2- 142 


8403080082 Notice of violation from Insp on 720229. Violations noted 
rept showing results of radiation survey not sent to Matli 
Branch, Hatls Licensing Branch I, Region I.Olv of Compliance 
within 30 days following installation of sources 
« Region 2, Atlanta, Office of the Director. 72/04/12 ip 
223B2 027 


B4030B0084 Responds to NRC 780320 Itr re issues raised In prior 
correspondence between ofc b vendor. 

WELT, M A. Radiation Technology, Inc. 78/04/03 ORIER.B H 
Region 1, Philadelphia, Office of the Director 4pp 22382 257 


— 0403080111 Submits results of radiation survey conducted on 710721 
Results listed Results not sent to AEC due to lack of 
radiation detected in vicinity of new Installation 
HARAM, 9 A Radiation Technology, Inc 72/03/06 HENDRIX, J 
Atomic Energy Commission ip 22562 029 


— 8403080112 Discusses IE Insp of License 29-13613-02 nn 770923-1014 b 
forwards notice of violation 

VOLOENAU.E Office of Inspection b Enforcement, Office of the 
Director 77/12/30 WELT.M A Radiation Technology. Inc 2pp 
22582 212 


— B4030B0117 Notice of violation from insp on 770923 j, 27 Violations 
noted individual entered in-air irradiator while nominal 
300.000 Cl Co-60 source exposed b mate door interlock 
rendored inoporab 1 e, p trml t ting access to irradiation room 
* Office of Inspection t. Enforcement. Office of the Director 
77/12/30 Spp 22SB2 214 


— 0403080121 Ack receipt of 720418 Itr informing NRC op steps taken to 
correct violations noted in insp of License 29-13613-02 
Corr-ectlve actions will be verified during next insp Field 
notes from Insp end 

O’REILLY, J p Atomic Energy Commission 72/04/23 MELT.M 
Radiation Technology, Inc 7pp 22582 030 


— 8403080122 Faruards order rescinding order suspending license, in 
response to 771012 b 13 Itrs. Addl enforcement correspondence 
re events b tnsps from 770923-1014 will be sent 
VDL&ENAU,E Office af Inspection b Enforcement, Office of the 
Director 83/12/30 WELT.M A Radiation Technology, Inc Ip 
22582: 217 


”0403080123 Discusses Insp oP License 29-13613-02 on 741212 b forwards 
notice of violation 

NELSON, P R Region 1, Philadelphia, Office of the Director 
75/01/23 MELT.M A Radiation Technology, Inc 2pp 22592 037 
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— 0403090134 AgrpeE to at nutuallg convenient time for eddi 

diECUEEion* per 7B0403 request fleeting on 7B0321 did not 
provide adequate basis For negotiating settlement of pending 
civil penalty case 

JORPAN.E L Executive Officer for Operations Support 7B/04/11 
(fELT< M A Radiation Technology^ Inc Ip 92505 561 


— 640-3080129 Notice of violation from Insp on 7-41215 Violations noted 
byproduct mati used by unauthorlied personnel t< ivater losses 
in Co-60 storage pools not routinely made up 

« Region 1, Philadelphia. Office oF the Director 75/01/23 Ip 
22502 039 


— 64D30'801S9 Notice oF violation from insp on 010402.09.21 ft 22 
Noncompllance noted operation of sealed source irradiator 
caused radiation levels exceeding 500 rems/h 
MARTIN.T T Division of Engineering (< Technical Inspection 
81/07/20 2pp 235B2 347 


— 8403080160 Order imposing civil eionatary penalties in amount of 94. BOO 
Payment due lolthln SO days of receipt of order 

VOUOCNAU. E Office of Inspection Ic Enforcement. Office of the 
Director 77/03/14 Radiation Technology. Inc 3pp 

22562 101 


— B403080132 Order rescinding order suspending license Licensee organiisd 
safety revleu committee -tr hired neu radiation safety 
officer 

VOLCCNAU. E Office of Inspection & Enforcement. Office of the 
Director 77/10/11 Radiation Technology. Inc 4pp 

22582 218 


— 6403060163 Responds to NRC 751111 Itr re violations noted In insp of 
Licenses 29-13613-01 ft 29^13613-02 Corrective actions 
documents specified in 10CFR19' 11 posted & annual rept of 
radiation exposure incurred by personnel submitted 
HELT. H A Radiation Technology. Inc 75/12/02 NELSON. P R 
Region 1. Philadelphia. Fuel Facility t. Naterials Safety Branch 
Ip 22582 054 


—8403080133 IE Insp Rept 30-07022/79-01 on 790323 No violation noted 
Hajor areas inspected selective esams of procedures tt 
representative records. IntervI ews u/p ersonnel. ffleasur emen ts 
ft observations 

SLOOOOIEN.N . COSTELLO.F Region 1. Philadelphia. Office of the 
Director 79/03/23 lOpp 22SS2 330 


— 8403080134 Responds to NRC 750123 Itr re violations noted In insp of 
License 29-13613-02 Corrective actions license amend lalll be 
requested to specify add] persons as designated operators. 
HARAM.SA Radiation Technology. Inc 75/02/14 NELSON. P R 
Region 1. Phi ladelphla. Office df the Director ip 22582 040 


— 0403080137 Responds to 771230 Itr re order to suspend license 
Suspension of license for 3 uks unjustified Charges of gross 
lapses of mgt control unsubstantiated 

WELT.M A Radiation Technology. Inc 70/01/06 VOLSENAU. E 
Office of Inspection & Enforcement. Office of the Director 3pp 
2250:i 225 


— '8403060139 Ack receipt of 750214 Itr Informing NRC of steps taken to 
coi rect violations noted In Insp of License 29-13613-02 
Request for license amend should be expedited 
NELSON. P R Atomic Energy Commission 75/02/27 MELT. N A 
Radiation Technology. Inc 2pp 259B2 041 


-B403080144 Discusses IE Insp Repts 30-0545B/75-01 b 30-07022/73-01 on 
751023 b foruards notice of violation 

NELSON.P R Region 1. Philadelphia. Fuel Facility b Materials 
Safety Branch 75/11/11 WELT, 14 A Radiation Technology. Inc 
2pp 22582 043 


— 8403OB0I47 Notice of violation from insp on 761027 b 1101 Violations 
noted failure to rept 750911 leak test results to NRC b 
failure to notify Region I of Incident involving cobalt 
activity In RbD pool Enforcement history enc) 

» Office of Inspection b Enforcement. Office of the Director 
77/01/05 7pp 22582 073 


-8403080130 Responds to NRC 770105 Itr re violations noted in insp of 
License 29-13613-02 Corrective actions guidelines proposed 
for Co-60* concentration in pool uater b for trainny program 
Civil fine of 94.800 should be withdrawn 

WELT.M A Radiation Technology, Inc 77/01/31 VOLOENAU. E 
Office of Inspectlo-n b Enforcement. Office nf the Director llpp 
22582 080 


-8403080151 Notice of violation from insp on 731023 Violations noted 
failure to post documents specified in 10CFRi9 11 b failure 
to submit annual rept of radiation exposure Incurred by 
personnel during 1974 Data sheet Prom Insp end 

• Region I, ph 1 1 adel ph la. Office of the Director 75/11/11 Bpp 
22582 045 


8403060156 Ack receipt of 770131 rosponse to notices of violation b 
proposed Imposition Of civil penalties No adequate reasons 
stated as te why penalties should not be imposed. Apps A b S 
encl.Addl response requested. 

VOUOENAUi E Office of Inspection b Enforcement. Office of the 
Director 77/03/14 WELT.M A Radiation Technology. Inc lOap 
22582 091 


B403080157 Confirms 751111 telcon between Epstein b 8 Haram re results 
of NRC analyses of cobalt activity existing in irradiator 
pool Requests analytical results in writing fc action planned 
to identify source of leakage 

NELSON) p R Region 1. Philadelphia. Fuel Facility b Materials 
Safety Branch. 73/U/la HAfiAM. 8 Radiation Technology. Inc 
Ip 22582 093 


— B40303016A IE Insp Rept 30-07022/81-01 on 810402.09 b 21-22 Violations 
noted failure to provide exit portal w/dovice to detect 
loose sources b operatl-on of Irradiator In continuous mode 
under supervision of unauthorlxed individual 

COSTELLO.F , ROWE.C . SHEPHERD. R Region 1, Philadelphia. Office 
of the Director (81/03/01). Bl/07/23 lOpp 22582 331 


— 8403080167 Advises of progreos in handling cobalt activity In RbD pool 
water Activity traced to improperly welded outer 
encapsulation of Co-60 source pencil Pool water cleaned up 
by circulation through demineral i zor 

« Radiation Technology. Inc 75/12/03 NELSON. P R Region 1. 
Philadelphia. Fuel Facility b Materials Safety Branch Ip 
22562 035 


— 0403080163 Requests hearing re ambiguities in interpretation of 
License 29-13613-02 b alleged Inf rac t ions, resul t Ing in 
proposed klvil penalty 

WELT.M A Radiation Technology. Inc 77/04/01 VOLOENAU. E. 
Office of Inspection b Enforcement. Office of the Director ip 
22582 104 


— 8403080172 Responds to NBC 751215 Itr re violation noted in IE Insp 
Repts 30-03498/75-01 b 30-07022/75-01 Corrective actions 
necessary regulations will remain posted b radiation 
exposure reporting procedures described in exposure logbook 
WELT.M A Radiation Technology, Inc 75/12/19 MCCLINTOCK.R 0 
Region 1. Philadelphia. Office of the Director ip 22502*056 


— 8403000177 Discusses IE Insp Rept 30-07022/76-01 on 760618 b forward* 
notice of violation 

NELSONiP R Region 1, Philadelphia. Fuel Facility b Materials 
Safety Branch 76/07/02 WELT.M A Radiation Technology. Inc 
9pp 22582 057. 


— 84O30BO1B2 Notice of Violation from insp on 760616 Vlolablons noted 
licensed mails left unattended In unrestricted sample 
counting area b radiation levels existed in unrestricted 
sample counting area exceeding safe level Data sheets end 
* Region 1, ph I ladclph ia, Office of the Director 76/07/02 9pp 
22383 039 


--0403080163 Responds to NRC 760702 Itr re violations noted in IE Insp 
Rept 30-07022/76-01 Corrective actions any source utilized 
for callbr purposes will ba signed out of log book 
WRLT.M A Radiation Technology. Inc. 76/07/12. NELSON. P.R 
Region 1. Philadelphia. Fuel Facility b Materials Safety Branch 
2pp 22382. 068 


— B403060190 Discusses IE insp of License 29-13613-02 on 761027 b 1101 b 
forwards notices ft violation b proposed imposition of civil 
penal ties 

VOLOENAU. E Office of Inapectlon b Enforcement. Office of the 
Director 77/01/03 WELT.M A Radiation Technology. Inc 3pp 
22592* 070 


84030B0030 Partial rasponss to FOIA request for documents re NRC 
internal procedures or guidance for evaluating new generic 
requirements b NRC b CROR procedures for use of cost-benefit 
or value-impact analysts Forwards App A documents 
FELTON, vl M Division of Rules and Records 84/01/10 WEISS. E R 
Union of Concerned Scientists Bpp 225B4\11S, 


840-3000068 Further response to FOIA request for documents re Ltxi. Inc, 
Utxiscope of Amarica. Inc b SA Ruber Consul tant*. Inc. Forwards 
App D documents Documents also available In FOR 

FELTON, J.M Division of Rules and Records 84/01/17 CAULK, 8 H 
Radiation Service'' Qrgant z ati on 2pp 22384 001 


— 8403080096 Ack receipt of 030222 Itr re State of NV reslprocity 
agreement 

BOLLINO. L A Office of State Programs, Diractor 83/03/03 
8AVINI.RJ LXXI. Inc Ip 22S84 013 
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B4030BOtl9 ForuiardSi to Agreement States< proposed rule estat I i sh ing neu> 
category to Group ^11 of 10CFR3S lOO for I-1S5 as sealed 
source In portable device For bone Imaging Si Foreign body 
detection Change permits use of Lislscape M/o end 
NUaSBAUMERi D A Assistant Director For State Agreements Programs 
B3/04/07 AFFiliation Not Assigned Ip 55334 014 


— B403O801S8 ForuardS/to Agreement Statesiltr to Llxi re demonstration !i 
industrial training In use oF Liiiscope device Ltr requests 
clarifying Infoinot final licensing action H/o end 
NUBSBAUMBRi D A Assistant Director For Btate Agreements Programs 
83/0d>/S8 AFFiliation Not Assigned Ip 323B4 013 


— B4030B013B Foruiards NMBS policy to Agreement States re licensing human 
use of Llilscope ti bone matl analgier Byproduct matl 
authoriied For human use by nonphgslc Ians ipodiatrists Si 
dentl sts > 

NUBBBAUMERr D A Assistant Director For State Agreements Programs 
B3/11/1B AFFiliation Mot Assigned Ip 52534 016 


— B4030B0146 Submits policy Ei guidance directive re licensing Lislscope 
& bone mineral analyzer For human use 

CUNNINGHAM. R E Division of Fuel Cycle h Material Safety 
B3/11/10 Region 1, Office of Director App 22SB4 017 


— B4030801S5 Discusses use of Lizlecope by podiatrists it dentists NRC 
uill assume podiatrists b dentists not physicians b 
consider uhether exemption per 10CFR30 11 could be granted 
MILLER. V U Division of Fuel Cycle b Material Safety B3/11/07 
CUNMINOHAM.R E Division of Fuel Cycle b Material Safety Bpp 
52584 021 


— B403OB0163 Foruiards IE Insp Repls 30-1466B/B3-OI b 30-1 '?164/B3-tH in 
Jan 1983 re possession b demonstration of Llxlscope 
JOYNER, J M Region 1. Office of Director B3/06/17 MILLER. J R 
Region 3. □fftce of Director 5pp 5Z3BA 003 


— B4030B0173 IE Insp Repts 30-14668/93-01 Ei 30-19164/03-01 in Jan 1903 
Violation noted Ulilscope Models LSM-82 b 02-209 possessed 
b/or used by unauthorized licensee 

DARDEN. T H , KINNEMAN, J D Region 1, Office of Director 

30-19164/83-01 03/06/16 35pp 225B4 025 


— BA030B01B1 Requests info re Lizlscope licensing concerning number of 
hours b uhich topics to be covered in training of physicians 
not meeting Group VI criteria 

NUSSBAUMER. 0 A Assistant Director for State Agreements Programs 
03/09/09 MILLER, V L Division of Fuel Cycle b Material Safety 
Ip 22384 060 


— B4030B0189 Requests investigation of activities of Jessco Medical 
Supply Co to determine type of Lislscopes in possession b 
uihen device received b uihether company in compliance u/state 
regul atlons 

KINNEMAN. J D Region 1. Office of Director 03/11/23 
BRADLEY. F J Labor, Dopt of Ip 22384 061 


B4O3OBO0B3 FOIA request for 8ER b B8ER 21 <NUREO-0675> re operation of 
fad 1 1 tl es 

GARDE. D P Government Accountability Project 84/01/09. Office 
of Administration 2pp 22304' 074 24X Flehe 50-275,84/01/09, 

0403080083 


B4030B0096 Partial response to FOIA request for 3ER re operation of 
facilities Foruiards documents listed on app Documents also 
placed in PDR nevieur of remaining documents continuing 
FELTON. J M Division of Rules and Records 84/01/23 GARDE. B P 
Government Accountability Project, 2pp 22384 076 24X 

Flehe 30-273. 84/01/23, 0403080096, 


— 9403000103 Allegations Si b 32 re NRC concern that plant personnel 
reluctant to come forward w/safetij concerns since candor 
jobs 

# NRC - No Detailed Affiliation Given. B4/01/23 2pp 
22S84.0B9 24X Fi c h e' 50-275, 04/01 /23, B4O3O0OO96 


B403DB0126 Further response tp FOIA request for licenses b current ref 
supporting documents for companies b individuals licensed 
to perform radiation detection instrument calibr Fowards 
App A documents Portions deleted Iref FOIA Exemption 6) 

FELTON, J M Division of Rules and Records 04/03/01 MIKOWSKI.J 
Standard Nuclear Consultants, Ltd 2pp 22367 219 


— ^7904030132 Forwards application for reneuial of Mat l/Byproduc t License 
12-09160-01 Filing fee end. 

RIVKIN. U B Health Physics Associates, Ltd 98998 79/02/2B 

Radioisotopes Licensing Branch <Pre 790301) Ip 22367 221 


■7904030133 Application for renewal of Mat 1 /flyproduc t License 
12-09160-01 for use of licensed matls in analysis of leak 
test samp lesi cal 1 br of radiation survey Instruments, 
preparation of std solutions b possession of sources 
RIVKIN, WD Health Fh y sx c s Assoc I ates. Ltd 90990 79/02/2B 

22 p 22367 222 


— 8101300020 Forwards application for renoual of Mat 1 /Dyp rod uc t License 
34-16779-01 

CALLtNDINEiO W Callendlne. G W 04119 80/11/17 CQDPEB. J 

Region 3, Chicago, Office of the Director Ip 22367 278 


— 0101300023 Application For renewal of Mat 1 /By p roduc t License 
34-16779-01 authorizing use of Si — 90, Cs-137»Co-60 b GB-i33 
sealed source for test purposes to calibr radiation survey 
b measuring Instruments 

CALLENDINE, G H Cal lend me, GW 04119 00/13/17 2pp 

22367 279 


— 0403080149 Application for ma 1 1 /b yprod uc t 1 Icense, authorlilng CC Lu, 
RA Car 1 son, J£ Carey. J CoIvln.W Hack b T Mason to use b/or 
supervise use of Cs-137 sealed source In calibr of survey 
metei s 

CARLSON, R A Medical Physics Consultants, Inc 81/04/20 17pp 
22367 244 


— 04O3ODO1S4 Foiwards addl info requested by NRC BQIltS ltr re renewal of 
License 34-16272-01 Quarterly inventory of all sources uill 
be maintained 

FERRELL, J R Nuclear Medicine Associates, Inc 01998 01/01/09 

COOPER. J H Region 3, Chicago, Office of the Director <81/03/011 
16pp 22367 261 


8403000179 Fourth partial response to FOIA request for six catagories 
of documents re facilities Forwards App A documents App D 
document entirely withheld (ref FOIA Exemption SI Review af 
addl documents subj to request continuing 

FELTDM, J M Division of Rules and Records 04/02/13 ANDERSON, S I 
Oervey, Schubert. Adams b Barer 7pp 22363 226 54X 

Flehe 00-000,04/02/13.8403080179 


— 8001140316 Nntifies that NRC has amended regulations re implementation 
of resident insp program Expresses gratitude for assistance 
rendered Forwards final rule W/o end 

STELLD. V Office of Inspection b Enforcement. DfflcB of the 
Director 79/11/19 O'STRANO.N Washington Public Power Supply 
System Ip 22303 234 24X Flehe 50-000,04/02/13,6403000179 


— 0003240202 Submits review costs for facilities Hearing was 
uncontested Billing procedure may be completed 
DERKOW. H N Dffice of Nuclear Reactor Regulation, Director 
80/02/22 MILLER, W 0 License Fee Management Dranch Ip 
22503 242 24X Flehe 50-000.04/02/13.0403080179 


— 8003240207 Forwards IE cost data worksheets for facilities No costs 
re 1 PC ted for licensee contractor vendor Insp repts 
COBD.L 1 Executive Off leer for Management b Analysis 79/01/29 
MILLER, W □ License Fee Management Dranch 3pp 22SB3 243 24X 

Flehe 50-000, 84/02/13, B4O30BOI79 


— 8003240219 Corrects 781020 memo re WPPBS 3 b 3 bsing contested Mema 
reflecting actual ASLD time spent cn case enc 1 

FirTI.C V Atomic Safety and Licensing Board Panel 0O/O2/2B 
HOLLOWAY, C J License Fee Management Branch Ip 2SS83 240 24X 

Flehe 30-000,04/02/13,0403000179 


— 0003240222 Submits rept of time spent since program initiated an UPPSS 
3 b 3 Professional time all spent on post-hearing work 
regarding CP hearing 

LAZO, R M Atomic Safety and Licensing Hoard Panel 70/04/11 
FITTI.C J Atomic Safety and Licensing Board Panel 3p p 
22503 249 24X Ficho 50-000,04/02/13,0403000179 


— 0003230477 Forwards hydrologic engineering questions re proposed waste 
treatment sys Response will supply necessary Info re design 
basis for seepage b flooding Also forwards generic questions 
re floodplains Info -will assist NRC environ review 
BELLS, O E Environmental Projects Dranch 2 00/03/07 

RENBERGERiD L Washington Public Power Supply System 5pp 
225B3 253 24X Fithe 50-000,84/02/13,0403000179 


— 8003270142 Discusses suspension of facility preoperational aquatic 
monitoring program Suspension approved Operational 
monitoring program results should not be affected by 
suspension 

SAMWORTHiR D Environmental Specialists Branch BO/02/89 
SELLS, D E environmental Projects Dranch 2 2pp 223B3 239. 24X 

Fiche 30-000.84/02/13.8403060179 
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— 900S130793 Proviiles status of 6ER inputs k a-cceptanco tbvIsuis for QL f< 
CP applications Schedule should be met 

DURKE.HC Effluent Treatment Systems Branch BO/OS/06 
KREQERrU E Assistant Director for Site Analysis Ip 3S&B3 333 
SAK Fiche 30-000, 8-4/03/ 13, B4030B0179 


— 0005150677 Forwards R Ootchy review of JW Ooffman article re radiation 
causation of ca-ncer in Hanford workers No neu or significant 
info presented 

KRECCR, U E Assistant Director for Site Analysis 80/03/07 
SUACOlEiL Office of the Oeiteral Counsel Ip 32SS3 336 


— 8005150693 Reviews JH Oofman Nov 1979 article per 791326 request 
Analysis statistically weak Results fall within OEIR rept 
risk estinates NTH B00310 6 ll conference will discuss 
low-level ionliing radiation biological effects 
QOTCHV, R Division of Site Safety h Environmental Analysis 
90/03/01 NURPHY, T Radiological Assessment Branch Spp 
339B3 337 


— 0009090737 Forwards airworthiness alert re corrosive 6 abrasive 
characteristics of volcanic a»h which has fallen in Pacific 
Northwest Ouestions re ash amount, cheml s try 6 siie 
distribution will be forwarded to licensees W/o end 
JACKSON, R E Oeo sciences Branch 00/06/13 V0LUiER,R H 
Division of Engineering Spp 32503 2SB 2A)i 
Fiche 50-000,84/02/13,8403080179 


"8009110303 Responds to B00702 Itr re E Borhek concern about ultimate 
responsib t 1 t ty for civil penalities proposed against util 
Civil penalties are imposed as enforcement action. State 
agencies should be contacted re responsibility for payment 
DIRCKS, H J Office of the Executive Director for Operat ions 
BO/Oe/26 JACKBON, H (1 Senate 4p p 32 5 B3 360 SAX 
Fiche 50-000, 84/02/13, 0403000179 


— B010090260 Discusses review of applicant BOOBI4 request for approval of 
proposal to substitute in-plant tests w/scale model 
recirculation sump tests Response to requests deferred 
pending NRC* review of proflram 

SPEIS, T Reactor Systems Branch BO/09/26 VaUNODLaOO, 0 0 
Licensing Branch 1 Ip 22583 366 24X Fiche 50-000,84/02/13, 

8403080179 


— 8012160551 Forwards 000625 Itr from constituent E Borhek for response 
Requests that duplicate rept be faruardad to 802 United 
States Courth ouse, Seatt 1 e> UA 9B104 

JACKSON, H li Senate, Energy 6 Natural Resources 80/07/31. 
KANHERER, C.C. Office of Cnngresslanal Affairs Spp 335B3 264 
SAX Fiche, 50-000,84/03/13,6403080179. 


— BI010&0767 Notifies of findings of possible capable fault near 
facility 

JACKSON, R E Oeosclences Branch 80/10/37 ROUSE, L C Advanced 
Fuel fc Spent Fuel Licensing Branch Ip 28503 267 24X 

Fiche 50-000,04/03/13,8403080179 


--8101130363 Responds to Itr forwarding n Hamilton concerns re 
facilities CPs issued in Apr 1978 after safety & environ 
reviews te ASLO public hearings Public hearings may be 
requestad when util applies for OLs 

KANHERER, C Office of Congressional Affairs 80/12/16 
KAQNUSON.V Senate Ip 33593 271 24X Fiche. 50-000, 84/02/13, 

04O3OBO179 


--BI02200029 Forwards action plan for resolution of non-TMl Issues for 
pending CF/mfg license applications, par Ofe of Nuclear 
Reactor Regulation approach to resumption of licensing. 

Safety evaluation inputs should be provided hy 810601 
EI86NHUT, D 0 Division of Licensing 80/13/31 VOLLHEfi, R 
Division of Engineering. ip 32583 377 34X 

FUhe 50-000,84/02/13,8403000179 


--B1O3D400S2 Forwards short It long-term OL t, CP review schedules. In 
rasfonse to 001216 meeting w/UBOS List of OL. plant reviews 
for which NRC tentatively plans to seek I/BBS assistance is 
provided 

JACKSON, R E OeoBcltnees Branch NffC-03-80-113 81/01/21. 

DEVINE, J F Interior, Dept of, Oeolaglcal Survey Spp 
22583,272. 24X Fiche 50-000,04/02/13,8403000179 


— 8104220329 Concludes thet Teble 3.2-2 of PSAR,re safety-related 
struc tures, sys ti component s> Is incomplete from Oeotechnical 
Engineering Branch viewpoint 

LEAR, B E. Hydrologic It Oeotechnical Engineering Branch 61/04/08 
HAASBjN.P. Ouelity Assurance Branch. 3pp 225831270 24X 

Fiche 50-000, 84/02/13, 0403080179. 


— 8104300020 Responds to 010414 memo re util request for clarification in 
use of ASME code cases Uti) use of coda cases u/o prior NRC 
approval is inadvisable due to potential hardship for user 
BQSNAK.,RJ. Neehenlcal Engineering Breneh. 81/04/21. 

YOUNOBLOaO, B, J Licensing Branch 1 ip 23503 360 24X 

Fiche SO-OOOi 04/03/13, B4030B0179, 


— 8105010554 Advises that Nechanical Engineering Branch completed review 
of util request for authorl kation to use ASHE Code Cases 
N-2i9 6 N-207 for application in design of concrete 
containments Code cases acceptable 

KNIOHT, JP Assistant Director for Comp It Structures Engineering 
(Pre 030301 } 81/04/29 TEDE8C0, R L Assistant Director for 

Licensing Ip 32503 281 84X Fiche 50-000, 04/02/13, B4O3O0O179 


--81-05140106 Advises thet info provided on 810213 I, 0403 re air intake 
arrangements for diesel generators reviewed Diesel generator 
combustion air supply arrangement meets acceptance criteria 
In Section II of 8RP a 5 8 Sys acceptable as designed 
UNOARO, A R Power Systems Branch Bl/OS/01 YOONOBLOOD. B J 
Licensing Branch 1 Ip 22583 283 24X Fiche 50-000,84/02/13, 

8403080179 


— 8105180436 Forwards Itr from util requesting concurrence by NRC to 
omit Subsections 2 5 1-2 5.3 of FSAH Review L comment! 
requested by 810622 

ADEN8AN.E 0 Assistant Director for Licensing 81/05/12 

JACKSDNiR E Oeosciencss Branch Ip 32583 2B3 24X 

Fiche 50-000, 04/08/13, 8403080179. 


— 8105210109 Concurs w/llcsnses proposal to ref Sections 2 5.1-2 5 t- 
2. 5 a of WPP9-2 F8AR in MPPS-1/4 FSAR since both prejeeti 
located in close proximity Mods listed 

JACKSON, R E Oeosciences Branch 81/05/15 ADENBAM,E. 9 
Licensing Branch 4 Spp 22383 206 24X Fiche. 50-000, 04/02/13, 

8403000179 


— 8106170130 Forwards results oP branch review of EPRI/PUR test, per 
010602 memo 

H1RA0LIA,F J Licensing Branch 3. 01/06/12 TEDESCO.R L 

Assistant Director for Licensing Ip. 22583:200 


— 8106230066 Requests that appropriate comments re Cycle 2 evaluations, 
per Eisenhut 810604 memo, be submitted by 010623 

NIRAOLIA, FJ Licensing Branch 3 81/06/18 HAA8S, U B. OuaUty 

Assurance Branch Ip 22503 291 24X Fiche. 50-000, 84/02/13, 

8403000179 


— 8107130981 Forwards info re impact of Mount St Helens eruptions on 
facilities, for use by 8ALP review beard Comments prepared by 
HE Lefevre, geologi st. 

JACKSON, R E, Oeoieiences Branch 81/06/23 MIRAOLIA, P J. 
Licensing Branch 3 2pp 22583*293 84X Fiche. 50-000, 04/02/13, 

8403000179 


— 8107140105 Forwards Ofc of Nuclear Reactor Regulation performance 
evaluation in compliance U/B10604 memo re tystamatie 
assessment of Hesnsse performance Cycle 2, Notifies that 
review board meeting for facility scheduled for 810723 
NHEELER, L Licensing Branch 3 81/06/30. EISENHUT, 0. 0. Division 

of Licensing Ip 225B3 295 24X Fiche 90-000,04/02/13, 

8403080179. 


--0107140192 Forwards Oeosciencss Branch input for use by facility 
systematic assessment of licensee performance review hoard, 
per 810618 request 

JACKSON, R E Oeosclences Branch. 01/06/23. MIRAOLIA, F J. 
Licensing Branch 3. Spp 22583 298 24X Fiche. SO-000, 84/02/13, 

8403080179 


"8107270274 Accepts use of ABME Code Case N-242-1 dtd 800410 for 
application In const of pipe support frames in pipe chases 
loceted in two lower elevations of reactor auxiliary bldg. 
Conditions of use discussed 

KNIOHT, J.P Assistant Director for Comp 8 Structures Engineering 
(Pro B3020U 81/07/21. TEDESCO, R L. Assistant Dlrsctor for 

Licenilng Ip 22583.301. 24X Fichsi 50-000, 84/02/13, 8403080179 

\ 

—0107280171 Notification of 810729 mooting w/util I, BLN in BethesdOiMD 
to discuss method util Intends to use to fulfill requirments 
of NUREO-0737 Item II F 2 (inadequate core cooling 
instrumentation) 

HERMAN. RH Licensing Branch 4 01/07/21 ADEN8AM, E 0 

Licensing Branch 4 2pp. 22563* 305, 34X Fiche* 50-000, 84/02/13, 

8403080179. 


— 8100110038 Notification of B1O820 meeting w/util in BethesdsiMO to 
discuss proposed independent design review programs, 

HERMAN, R.U Licensing Branch 4 81/07/30. AOENSAN, E. 0. 

Licensing Branch 4 Spp 22583 302. 24X Fiche; 50-000, 84/02/13, 

8403080179 


—8110080618 Discusses proposal to use lORs in licensing process, IDRt nsy 
be useful in certain areasfbut clarification of role needed. 
TEDEBCO.R, L Assistant Director for Licensing 81/09/23. 
EIBENHUT,DO. Division Of Licensing Ip, 22583 307. 24X 

Fiche* 90-000, 84/02/13, 6403080179. 
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—81 101?OOS6 RequBsts that comparison of fire protection program to App R 
of 10CFR90 be included in overall fire protection program 
submittal U/o end FR notice 

EI8EMHUT. D 0 pivtslon of Licanstng Bl/0?/3O FEROUBON.R L 
Uashlngton Public Pouer Supply System Spp 2S583 308 34X 

Flche 30-000, 64/03/13.Q40308017? 


— 8111060697 Notifies of util Intention of sending technical team to 
present F8AR to review staff during uk of 811130 Revieuers 
should complete attached form ti confirm attendance 
HERMAN, R U Licensing Branch 4 81/10/23. Licensing Branch 4 

4pp 22383.311 24X Fich e 30-000, 84/02/13. B4030B0179 


— 8111120933 Forwards form which identifies Power Sye Branch electrical Ei 
mechanical reviewers for project in accordance w/811093 
memo Requests established review schedule dates when 
available 

UNGARO, A Power Systems Branch 81/ll/OS HERMAN, R W Licensing 
Branch 4 Spp 22383 316 24X Flche 30-000.84/02/13,8403080179 


— 8111130007 Submits names of D Oupa U O Stalley as technical reviewers 
for facility P8AR per 811023 memo 

LEAR, 0. Hydrologic b Oeotechnlcal Engineering Branch 81/10/30 
ADENSAM, E Licensing Branch 4 Ip S23B3 313 24X 

Flche 30-000,84/02/13,8403080179 


— 8111200219 Informs of receipt of trlcon from Yakamar Indian Nation 
requesting that tribe be given full rights In facilities 
proceedings. 

TEDESCO.R L Assistant Director for Licensing 81/10/21. 
KETCHEN.E. Hearings Division. Ip. 22383-310 24X 

Flche- 30-000. 84/02/13, 8403080179 


— 8112300309 Notification of 811211 meeting w/utl 1 In Bsthasda.NO to 
discuss F8AR w/technlcal review staff at time OL application 
Is tendered. 

HERNAMiR. H. Licensing Branch 4 01/11/23 ADEN3AM. E. O 

Licensing Branch 4. Spp 22383 318 24X Flche 30-000,84/02/13, 

8403000179 


— B201190297 Forwards Central Files version of "Description of Early 
Naming 8ys for WPPBS Nuclear Plants 1, 2 b 4, " in response 
to NRC 810720 Itr re prompt notification in event of 
emergency. Sys will be in place prior to OL issuance 
BOUCHEY, 8 D Nashlngton Public Power Supply System 62/01/11 

TEDESCO.R L Assistant Director for Licensing ip 22383 321 

24X Flche, 30-000, 84/02/13, B4030B0179 


— 82021B0436 Requests that Fire Protection Section perform acceptance 
level review of facilities' revised fire protection program 
prior to docketing of OL application Util aware that App R 
to 10CFR30 will apply. 

ADEN9AN, E. 0. Licensing Branch 4 82/01/29. BENAROYAtV Chemical 

Engineering Branch. Ip 22983 322 24X Flche 30-000,84/02/13, 

84030B0179 


— 8202260171 Requests assistance In performing acceptance review of 
environ rept for OL application Only portions applicable to 
Unit 1 need be considered since Unit 4 cancelled on B20122 
ADENSAN.E 0 Licensing Branch 4 82/02/10 JACKSON, H.E 

Oeosc lances Branch. Ip 22383 324 24X Flche 30-000,84/02/13, 

8403080179 


— B203D2O139 Advise* that listed info needed to perform acceptance review 
of fire protection program for conformance w/NUREO-OBOO, 

Section 9 3-1 

BENARDYA, V Chemical Englnearlng Branch. 82/02/09 ADENSAMiE 0 
Licensing Branch 4 Ip 22383.323 24X Flche- 30-000. 84/02/13, 

B4030B0179 


■8203100419 Discusses Part 21 rapt re UEliC design of structural steel 
at facility Oaneric Implications appear to be noneslstent 
since no similar design concept used at othar facilities Two 
oversiie drawings end. Aperture cards in Central Files. 

BHEWNAKER, R. E Division of Engineering b Quality Assurance CPrc 
830103). 82/02/24. DR ONE RICK, A W Division of Engineering b 

Quality Assurance IPra 830103) 2pp 22983-323 24X 

Flche 30-000,04/02/13,8403080179 


— 8203100870 Recommends environ rept be accepted, Addl questions re 
external appearance, plant layout b soctaeconamic* of single 
unit operation will be submitted. 

REOAN, U. H Siting Analysis Branch. 8S/02/29 ADEN8AM, E 0 
Licensing Branch 4 Ip 22383 328. 24X FI c he- 30-000, 84/02/13, 

8403080179 


— 8203190028 Forwards addl info requirement* for review of er for OL 
application per 820210 request. 

BALLARD, R.L. Environments! Engineering Brench 02/03/02. 
ADENSAM, E 0. Licensing Branch 4. Spp. 22383.329 24X 

Flche. 30-000, 84/02/13, 8403080179 


— 8203180004 Advises that environ rept is acceptable re radlotogical 
Impac ts 

HOUSTON, R M Assistant Director for Radiation Protection 
02/03/02 TEDESCO.R L Assistant Director for Licensing Ip 
22583 338 24X Fiche 50-000,84/02/13.8403080179 


— 8203180118 Forwards two relevant documents for FQIA request re WPP6S b 
Elion Litigation 

MIRAOLIA.F J Licensing Branch 3 82/03/06 MILBON, V H 

Hanagemant Analysis Branch 3pp 23383 333 24X 

Flche 30-000, 04/02/ i3. 8403000179 


— 8204090099 Informs that sufficient Into provided to begin meteorology 
review Inappropriate models b diffusion parameters used In 
Section 6132b accident evaluations 

HULMAN, L 0 Accident Evaluation Branch 62/03/16 ADENSAM, E 
Llcenailtg Branch 4 2pp 22383 336 24X Fiche 30-000.84/02/13. 

8403080179 


— 0204390637 Notification of 820311 meeting w/ulll to discos* review 
process b preliminary Identification of any possible 
unique features 

WHEELER. L L Licensing Branch 3 02/04/22 MlRAOLIA.F.J 

Licensing Branch 3 Ip. 22383 340 24X Flche 30-000,04/02/13, 

84030B0179 


— B20S0700B8 Forwards list of sys to be added to Q-list Sys provides 
ongoing knowledge of changes In radiation environ b ability 
to deal effectively u/unusually high radiation b 
radioactivity levels 

CONOEL, F J Radiological Assessment Branch 82/03/23 HAASS, U P 
Quality Assurance Branch 2pp 22303 333 24 X 

Fiche 30-000.84/02/13,8403080179 


— 8206300082 Lists Info not yet addressed for OL application Recommends 
general Info be accepted For docketing 

LEE, 1 J Licensing Branch 3 02/06/18 UKEELER, L. L Licensing 

Branch 3 Ip 23503 347 24X Flche 50-000.84/02/13,8403080179 


— 8208120240- Forwards Central Files version of revised page to Revision 2 
of emergency plan adding local fire depts within 20 mile* of 
facility to backup fire protection sves 

BOUCKEV, 0 D Washington Public Power Supply System G02-62-642 
82/08/09 SCHWENCER, A Licensing Branch 2 2pp 22383 348 24X 

Flche 30-000.84/02/13.0403080179 


— 8208120248 Central Files version of revised page to Revision 2 of 
emergency plan re provision of backup fire protection sves 
» Washington Public Power Supply System 82/08/03 Ip 
22583 350 24X Flche 50-000,84/02/13,8403080179 


— 8209280165 Forward s Cycle 3 systematic appraisal of licensee 
performance input for BJ07O1 through 820730 In response to 
Region 5 820623 request Strong mgt evident Resolution of 
technical Issues, respanslvencss b staffing satisfactory 
HERNAN, R W Licensing Branch 4. 82/09/15 EIBEMHUT.D 0 

Division of Licensing 6pp 22583 331 24X Fi c he; 30-000, 

84/02/13, 8403000179 


— 8212070382 Ack receipt of 821109 Itr re Target Rock environ 

qualification testing program info re valve upgrade b retest 
antic Ipated 

HEI8IIMAN.R F Division of Reactor Programs IPre 830103). 
82/12/01 BOUCHEVrO D Washington Public Power Supply System 
Ip 22583 357. 24X Flche 30-000,04/02/13,0403000179 


— 8303100476 Forwards util 830223 submittal in response to telcon during 
which remaining Phase I open Items of "Control of Heavy 
Loads - Case Rtvieus, " were di scussed, W/o end 

CLEMENBON, F. Aui illary Systems Branch NRC-20-lB-3a8 83/02/28 

STICKLEY, T H E«bO. Inc Ip 228B3 360 24X 

Fiche 30-000, 84/02/13. 84030001 79 


— 8304060977 Requests search for documents re govt litigation w/util on 
five specific issues 

8LA001E, E L Office of the Central Counsel 83/03/23 
DIRCKS.W. J Office of the Executive Director for Op erat Ions Ip 
22503.361. 24X Fiche 90-000,84/08/13,8403080179. 


— 8304070113 Rscosunands that radiation exposure records be retained for 
1 yr prior to disposal Ref Nurphy to Vargs B01222 
CDNOELiF J Radiological Assessment Branch B3/04/01 
SCHWENCER, A Licensing Branch 2. If. 22383.327 24X 

Fiche 50-000,84/02/13,0403080179 


—8403060253 Forwards suininapy of review costs b supporting documentation 
from program ofes W/o end 

HOLLOWAY, C J License Fee Management Branch. BO/03/03 License 
Fee Management Branch. tp 28383 241 24X Flche 30-000, 84/02/13, 
B4030B0179 
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e^O3O0<J19fc FDIA r*i},UB»t for docuniOTits re WR McAfee allejatlons 
Invdlvins faciiltij fron Mac J 977 - Mar 1979. NRC open 
conference at site In Nov i979 & revleu of utli topical OA 
manual 

CARDE. B P I ANSELL. E Coverntnent Accountab 1 11 tij Project 83/1 l/Sl 
Office of Adminl strati on 5pp S3584 163 S4K 
Flche S0-4I3. 83/ 11/51. B4030SQ19& 


8403080500 FOIA request for S categories of ilocuinents re NRC 
correspondence w/Lltl.lnc & BA Huber Consoltanti 

UIESELMAN.K LIXI. Inc 63/11/85 MILLER. V L Division of Fuel 
Cycle b Material Safety Ip 33367 308 


B4030BO303 Responds to FDIA request for documents from Mar 1977 - Kar 
1979 re WR McAfee allegations Forwards App A docueisnts. Info 
also available in PDR 

FELlOR. J M Division of Rules and Records 84/01/24 OARDE. □. P 
Oovernnent Accountability Project. 2pp 225B4 IA4 S4K 
Flche &0-413. 84/01/84. 8403080203 


— B403DB0212 Discusses 791113-lA interviews w/craftsmen Interviewees 
selected by principal 1 nspet tor. per T1 2512/4 criteria. 

Related Info end 

MURPHV. C E Region 3, Chicago, Reactor Construction «< Engineering 
Support Branch 79/19/04 THORNBORO.H 0 Director's Office. 
Office of Inspection and Enforcement* 9pp. 22584 16A. 24X 

Fiche 50-413,84/01/24,8403080203 


8403080207 Respond) to FOIA request for NRC correspondence u/Llxi.lnc L 
BA Huber Consultants Forwards documents listed on app 
□ocunentf also available In PDR 

FELTON. J M Division of Rules and Records. 84/01/23 WIESELMAH. K 
LIXI. Inc 3pp 225A7 209 


— 790A2SD47'0 Comments on proposed Reg Guide 10 B- 100 dpm limit seems very 
arbitrary t< requires calculations to relate to Individual 
equipment Strict application of reg guides should be 
avoided 

HUBER. S A • Btan A Huber Consultants. Inc 79/02/08 Docketing 

& Services Branch 2PP 225A7 212. 


— B4030B021B Advises that 830198 aieno requiring Llxi scope evaluation to 
include public comment period contradicts advice givan at 
821013 meeting Comment period will unreisonably delay 
license Issuance b cause financial loss 

BAV1RI.R0. LIXI. Inc. 83/02/24 OLMSTEAD, W. Office of the 
Executive Lagal Director 2pp 22S&7 214 


— 8403080923 Responds to 830924 request for reconsideration of advice 
re public comment on proposed rule concerning addition of 
Llaiscope to list of devices In iOCFR33 100 Public coaiment 
unnecessary for issuance of Llxlscope license 

OLMSTEAD.W J. Office of the Executive Legal Director. 83/03/30 
aAVINI.R J LIXI. Inc 3pp 229i7 SIA 


8403080919 Partial response to FOIA request for two categories of 
documents re PUR RGB t< sptclfied Inip repts Document 
available in PDR Search for addl documents continuing 
FELTON. J H Division of Rules and Records 84/01/29. MADDEN, T J 
Kaye. Scholer. Flerman. Hays & Handler 2pp 22584.182 


8403D8022A FOIA request for two categories of documents re PMR RCS D 
specified Insp rept* 

MADDEN, T. 3 Kaye. Scholer. Fierman. Hays A Handler 83/19/12. 
NORRV.P 6 Office of Administration 2pp. 29SB4. 184 


8403080324 FOIA request for docupioTits contldared by NRC In preparation 
of notice of violation b proposed Imposition of civil 
penal ty. 831222 ]tr transmitting violatien A rept of 
Investigation re intimidation of QA parsonnel 

HARTMAN.B.U Oabavolse b Liberman 83/12/30 FELTON. J, M Division 
of Rules and Records 9pp 22583 1A9. 24X Flche 50-4 4 3.83/19/30. 

8403060394 


8403080325 Partial response to FOIA request for documsnts considered by 
NRC in preparation of three cetegories of documents 
concerning facilities Forwards documents listed on App A. 

FELTON. J H Division of Rules and Records 84/01/90. HARTMAN. 3. L 
Debevolse t> Liberman 5pp 22583:171, 24X Flche 50-445. S4/01 /20. 

8403060325 


—8403080327 Rev 97 to Procedure OI-QP"! 1 4-S re visual defects Insp b 
dry film thickness Related info end 

e Texas Utilities Electric Ca iformerly Texas Utilities 
Oenerating Co > 83/11/08 App. 92583.173. 24X 

Flche 30-445.84/01/20.8403080325 


— 8403080332 Describes commitments mad* to NRC In RV Gary 830928 
response to notice of violation & proposed Imposition of 
c Ivi I pena 1 ty 

CLEMENTS. 8 R. Taias Utilities Electric Co (formerly Texas 
Utilities Oenerating Co 1. EA-03-064 83/11/29 COLLINB.U T 

Region 4, Office of Director llpp 22383 182 94X 

Fiche 50-445.84/01/20,8403080325 


— 8403080333 Notification of significant licensee meeting on 831212 w/ 
util In Arlington. TX to discuss potentlel enforcement action 
re intimidation of employees by H Williams 

a Region 4, Office of Director 83/12/08. Region 4. Office of 
Director Ip 22SB3 193 24X Flche 50-445,84/01/20.8403080323 


— 8403080335 Forwards rept re investigation Into allegations siade by 
WA Dunham & concerns related to protective coatings Related 
documsnti end 

GARY. R U Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > TXX-40B7 83/12/13 COLLINS. J Region 4. 
Office of Director 22pp 22583 204 24X Fiche' 50-445. 84/01/20. 

8403090325 


8403080339 Pinal responsa to FDIA request for documints re NRC 
1 nves t 1 getlon of industrial accident involving burst steam 
plpa at facility "VEPCO Investigative Board Preliminary 
Rept** on accident placed in PDR 

FELTON. J M. Division of Rules and Records 84/01/20 GARDE. 0 P. 
Dovernment Accountafa il ity Project Ip 22576' 214 24X 

Flche' 50-280, 84/01/20, 8403080339 


— 6403080341 "VEPCO Investigative Board Preliminary Rept." W/o cover 
sheet 

• Virginia Electric St Power Co 84/01/20 27pp 29576*215 24X 

Fiche' 60-280, 84/01/20. 8403080337 


8403080344 FOIA request for documents re proposed N6HC determination 
on 1 Ic enis I amends for Millstone 9 b entry into operational 
mode for conducting final tests of pressuriier safety valves 
at Trojan 

AOATO.M Union of Concerned Sclintists 84/02/02 FELTON, J M 
Division of Rules end Records Ip 22583 038. 24X 

Fiche 50-000.84/09/09,8403080344 


8403080346 Appeals denial of FOIA request for "Borssele Rept " Rept 
discussed in Board Notification BN-B3-131. "Uisblnghouse 
ECC8 Actuation Logic " 

WEI58.E R Union of Concerned Scientists. 84/01/05 DIRCKB.W U 
Office of the Executive Director for Operations Spp, 22567*288 


B4030fl0347 Partial response to FOIA request for documents re proposed 
NSHC determinations for Millstone 2 b entry Into operational 
mode for conducting final tests of pressuriier safety valves 
at Trojan Forwards App 8 documents 

FELTON. V.M Division of Rules and Records 84/03/02 ADATO.H 
Union of Concerned Bclentlsts 4pp S2503 039 24X 

Flche 50-000.84/03/09.8403080347 


— 8307180403 Initial NBHC determination b noticing action re util 030524 
application to amend License NPF-1. clarify ing purposa of 
auxiliary hoist b testing o.f hoist b manipulator crana. 

TRAMMELL. C NRC - No Detailed Affiliation Given 83/06/27 2pp 
29563 043 24X Flche 50-000. 64/03/09. 8403080347. 


— B307160414 Requests FR publication of notice of consideration of 
issuance of amend to License NPF-1 b proposed NSHC 
determination b opportunity for hearing re 830594 request to 
heat up to hot standby mode 

CLARK, R. A Operating Reactors Branch 3 83/07/06. KREUTZER.P M 

Operating Reactors Branch 3 3pp 22503 045 24X 

Fiche' 50-000. 84/03/02, 8403060347 


— 8312230261 Evaluates Util 631102 arguments to support validity of 
previous LOCA analyses for removal of thermal shield from 
Cora barrel Reanalysls of small break UOCAs not required 
Restart approved tubj to confirmation of peak clad temp 
HOUSTON. R W Assistant Director for Reactor Safety, TAC 51969 
83/19/13 LAINAB. 0. C. Assistant Director for Operating Reactors. 
2pp 22583.060. 24X Flche 50-000.84/03/02.6403080347, 


— 8403080352 Returns request for publication in FR of notice of 
consideration of isauance of amend to OL b proposed NSHC 
determination re Tech Spec changes resulting from Cycle 6 
refueling considerations Revs requested W/o end, 

ROTHSCHILD. M. U. Office of the Executive Legal Director, 83/06/13 
CLARK. R A Operating Raactors Branch 3 Ip 22583 059, S4X 
Flche. 50-000. 84/03/02.0403080947. 


8403080350 Rbeponds to 831018 b 1201 raquests for "Borsieia Rept." 
"Borssele Rept" submitted in confidence to Commission by 
foreign source b exempt from public disclosure per 
1 0CFR2. 790 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
83/19/22 POLLARD. R. Union of Concerned Sclentlste ip 
92367 991 
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B403080394 RBC(u«stt assiktance in obtaining rapig to 831018 1 tr to 
D Eiaenhut ronoaitinB "Borkiala Rept ” 

POLLARD. R D Union of Concarnatf Sciantiiti 83/13/01 OIRCKB.U J 
Offlca of tha Enacutlye Dlractor for DpeTation*. Ip 23S67 293 


8403080397 Ratpond* to appaal t« danlal of FDIA raqueit for "Bortselc 
Rapt " Foruiarda two rapti on Borsaaln Nuclaar Pouar Station 
FELTON) J M Dlviaion of Rules and Records 84/01/17 UEI88. E R 
Union of Concarnad Sctantiats Ip 229&7 394 


'^“8403080360 Forwards two repts. "Btaara Oanarator Tube Rupture Frocadura 
at Borasala Nuclaar Power Station" li "Natural Circulation tt 
Heat Transfer Tests in Dorssale Nuclear Power Plant “ 

VAN OAATSELAAR Netherlands. Oovt of 83/08/03 LAFLEUR.J D 
Office of International Prograffle. Director. Ip 33967 399 


— 8403080364 ''Steam Oanarator Tube Ruptura Procedure at Boriseie Nuclear 
Power Station. Imp lementation of Lessons From TMI. DOEL b 
Oinna '* 

VAVBStER. 0 Natherlands. Oovt of 83/06/30 17pp 33967‘396 


— 6403060366 "Natural Circulation b Heat Transfer Tests in Borssele 
Nuclaar Powar Plant " 

KALVERBOERi C Nath ar land a. Oovt of, 83/07/1 1 18pp 33967 312 


■04D30B036D Forwards two repts. "Steam Oenerator Tube Rupture Procedure 
at Borssele Nuclear Powar Station” b "Natural Circulation b 
Heat Transfer Tests in Borssele Nuclear Power Plant " 

VAN DAAT6ELAAR Net bar lands, Oovt of, 83/08/02 LAFLEUR.J D 
Dfflca of Intsrnati onal Programs. Director Ip 32967' 399 


— B4030B0364 "8team Deneretor Tube Ruptura Procedure at Borssele Nuclear 
Power Station. Imp lamentation of Leesons From TMI, EXIEL b 
Oinna " 

VAYBBIER.O, Netherlands, Oovt of. B3/06/30 17pp 23967 296 


— 64030B0366 "Natural Clrculetlon b Heat Transfer Tests in Borssele 
Nuclear Power Plant. " 

KALVERBOER, C Netherlands, Oovt of B3/07/il tBpp 32967 312 


B4030B0363 FOIA request for documents re BWR Intergranular atrees 
Corrosion Cracking Owners Group meeting on or about 6tl03B 
HAFNER, B. Suffolk Nuclear Study Croup, 83/11/26 Office of 
Administration ip 229B3 007. 24)C Flche 90-322.83/11/26, 

8403080363. 


B4030B0367 Responds to FOIA request for documents re BUR Integrenular 
Stress Corrosion Cracking Ownars Croup meeting an or about 
B1 1028. Forwards App A documents. Records also in PDR 
FELTON) J.H Division of Rules end Records B^/QS/SB HAFNER) B 
Suffolk Nuclear Study Group 2pp. 23983' 008 24X 

Fichs, 90-000) 84/02/38, 8403080367 


— B30B090070 Advises that Div of Licensing responsible for developing 
plan for coordination of BUR pipe crack activities Review b 
input to end proposed draft of activities list requested by 
B30729 

CABE>E. 0. Office of Nuclear Raactor Regulation) Director 

83/07/38. ARLOTTOi O A Division of Engineering Technology 

JORDANiE L Division of Emergency Preparedness b Engineering 
Response iPost B30103). MATTSON/ R. Division of Systems 
Integration (poet BS1D091. 3pp, 23983 016. 


— 8309210434 Raquaste evaluation of Grand Oulf b Shortham 830817 b S3 
rasponseei respectively re Intergranular stress corrosion 
cracking in BUR piping. Response requested by B30916 U/o 
end, 

EIBENMilT) D 0 Division of Licensing. 83/09/06. VOLLMER, R 
Division of Engineering, ip 28963,010, 24X 

Fiche: 90-000) 84/02/26) 6403080367 


8403060370 Appeals denial of FDIA request far draft lE Insp Repts 
90-4B4/e3~i3 h 90-439/83-13. 

BOMBV/A H. Troutmam Senders, Loc kerman b Ashmore 83/11/14 
Office of the Esecutlve Director for Operatians. Spp 33976' 344 
84X Fichti 90-429.83/11/14)8403080370, 


8403080372 Rasponds to appeal re denial of FOIA request for draft IE 
Insp Repts 90-424/83-13 b 90-429/B3-13. Forwards documents 
FELTONiJ.fl. Division of Rules and Records. 64/01/31 DOMBV.A.H, 
Troutman) Sanders. Loekerman b Ashmore. Ip 22976' 246. 24X 

Flche: 90-424) 84/01/31. B4030B0372 


"8403080377 Forwards IE Insp Repts 90-434/83-13 b 90-429/83-13 on 
830621-0780 h notice of violation. 

LEWIS.ft, C. Divieion of Project b Resident Programs 83/10/14 
KELLEY, R,J, Georgia Power Co 2pp. 22976' 247, 24X 

Flche. 90-424, 84/0 1 /31 1 8403080372 


•B4030B03B1 Notice of violdtlan from insp on 830621-0720 

* Region 3, Office of Director 30-433/83-13 B3/10/I4 3pp 

33976 349 24 X Fiche 90-424.64/01/31.8403060372 


— 84D30B03B4 IE Insp Repts 90-424/63-13 b 90-429/63-13 on 830621-0720 
Violations no ted- fall ore to implement pipe support control 
documents b provide appropriate concrete ejpansion anchor b 
structural steel acceptance criteria 

BROHNLEE. V L , BANDERS. H F , JACKSON. L H Region 2, Office of 

Director 90-425/ 83-13 83/10/11 36pp 32576 252 24X 

Ficho 90-424, 04/01 /31, 8403080372 


•84030B0377 Forwards IE Insp Repts 90-424/83-13 b 30-429/83-13 on 
830621-0720 b notice of violation 

LEWIS, R C Oivlston of Project & Resident Programs 83/10/14 
KELLEY. R J Georgia Power Co 2pp, 22976 247 24X 

Flche 90-434, 84/0 1 /31 , 8403000372 


— 64030603B1 Notice of violation from insp on 830631-0730 

• Region 2. Office of Director 30-429/83-13 83/10/14. 3pp. 

23976:249 34X Fi c h e: 90-434, 84/01 /3 1 , B4030B037S 


— 8403030364 IE Insp Repts 90-424/83-13 b 90-423/03-13 on 630621-0720 
Violations noted failure to Implement pipe support control 
documents b provide appropriate concrete expansion anchor b 
structural steel acceptance criteria 

BROWNLEE. V L . SANDERS. W F , JACKSON. L H Raglan 2. Office of 

Director 30-429/83-13 63/10/tl 36pp 23376 2 93 24X 

Fiche- 90-424, 84/01/31, 8403000372 


6403060379 Final response to FDIA request for SECYs 83-32, 98B> 233. 226A. 
240)246 b 361 to b e placed in PDR Attachment 3 to SECY-63- 
228 w/ossociated end placed in FDR Attachment 4 to 
SECY-83-22a partially withheld (ref FOIA Exemption 9) 

FELTON, J M Division of Rules and Records 04/02/17 CRABER.L D 
NUS Corp. 2pp 22967 330 


— 6301140173 Provides responses to 821220 questions re SECY-a2~4B9, 
"Licensing of Dunslghts Illuminated by Byproduct Hatl ” 

D1RCK8) U J Office of the Executive Director for Operations 
83/01/09 AHEARNEi J F Commissioners 3pp 22967 334 


— B4030S0379 Requests comments on whether public distribution of 
Illuminated gunslghts would contravene any existing federal 
regulation or policy ra firearms or accessories Response 
requested by 830218 H/o SeCY-a3-489 

HAL0CH) M 8 Office of the General Couneel 63/01/19 OLBON.T B 
Justice. Dept of 2p p 32967 332 


— 84030B03B3 Responds to Inquiry re NRC review of policy concerning 
licensing of gunslghts Illuminated by nuclear byproduct 
matl Contact w/crltnlnal div of DOJ b FD I may provide insight 
re firearms control Info deleted 

SHANKS, R. B Justice. Dept of. 63/06/03 MAL&CH. M O Office of 
the General Counsel 3pp 33967' 337 


84030803B5 FOIA request for 37 documents referenced in 1979 Et3 re 
facilities b slmiller environ documents List b news articles 
enc I, 

RYAN. J A Btrelchi Lang. Weeks b Cardan 84/01/17 Office of 
Administration 9pp 22981 171 24X Fich e- 90-936. 84/01/ 17, 

6403080383 


B4030803BB FDIA request for documents rs landfill located in Middletown 
Towrishi p I Bucks County, PA 

MILL, a. White b Williams 84/02/13 FELTON. J Office of 
Administration ip 229B1 326 


8403080390 Responds to FOIA request for 27 documents referenced in 1973 
EI8 re facilities b simlliar environ documents Forwards App 
A Documents 1-10 Documents 11 b 13 available at NTIS 
FELTON, J M Division of Rules and Records, 04/02/13 RYAN, J A 
Streich, Lang, Weeks b Cordon 2pp 22981 180 24X 

Flche 50-928,84/02/13,8403080390 


‘6108270490 Bubmlts Oeosclinces Branch DE8 Input Updated summary of 
geology b seismology section F6AR will be included In 6ER. 
JACKSON. R E Otosclences Branch 81/08/14 MlRAGLIAi F 
Licensing Branch 3 Spp. 22981 183 24X Fiche 30-928,84/03/13, 

8403080390 


— 6403080400 Discusses review of environ rept re transmission lines 
crossing Indian raservatlons Tribal council consent should 
be obtained for right-of-wey before environ rept published. 

Related info end 

« Interior, Dept of, Bureau of Indian Affairs 74/13/11 
REGAN, H.H Atomic Energy Commission - Deputy Director for Reactor 
Projects 9pp 23981 184. 34X Flche 30-928.84/02/13,8403060390 
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— 8<1030804{>& CamniDnt on J)E8> psr 7S0414 re(itiBst Btatoinent lameuhat biased 
touard project More detailed maps of pipeline ti transmission 
line corridors should be provided in final statement 
DOnEMUS. S D Interior. Dept of 7915 75/07/23 REQAN 

Division of Reactor Licensing {NRR-1975 onlgl 29pp S2SB1 1B9 
24X Flche 30-520.84/02/13,5403090390 


—0403080409 R-900-74-2 

"Qrpunduater Conditions -of Louer Hassagampa-Centennia 1 Area, 
Maricopa Countp. AZ *' Related info oncl 

» Harshbarger It Associates 74/06/30 B3pp 22581 219 24X 

Flche 50-520,04/02/13,8403080390 


8403080391 Responds to FOIA request for Info re landfill located in 
Hiddletoun Tounshlp, Bucks CountgiPA Foruards J Kinneman 
840207 Itr to Koroian Corp W/Q end. 

FELTOM, U M Division of Rules and Records 84/03/02 MILL, 8 
Hhitc ti Mill lams Ip. 22501:327 


8403000393 Forwards DL Oensen 830517 Itr to N Palladino re DOJ 
Investigation of TKt. Document subj to Voigt 830326 FOIA 
request {< 930919 appeal Document should be placed in PDH 
SHEEMEY.M Office of the Oeneral Counsel 84/01/27 PQOL.M J NRC 
- No Detailed Affiliation Olven. ip 22S67 354. 24X 

Flche 50-889,84/01/27,8403080393 


— 8403080423 Responds to 830411 itr re TM1-1 restart ti DOJ investigation 
Into allegations re mgt competence Investigation being 
pursued dlligentlg but uill not be completed bg requested 
date 

JENSEN, DL Justice. Dept of 83/05/17 PALLADINO, N J 
Commissioners 4pp 22567.335 24X Flche 50-289.84/01/27, 

8403080393 


8403080390 Responds to FOIA request for Info on nuclear free is NRC has 
no documents subp to request Suggests that DOD be contacted 
at listed address for Info 

FELTON, J M Division of Rules and Records 84/02/28. ENOS. B 
Affiliation Not Assigned Ip 22567.361 


8403080401 FOIA request for Info re nuclear freete 

ENOS. a Affiliation Mot Assigned, 04/02/05 Office of 
Administration Ip 22567 362 


8403080402 FOIA request for Info or sources of Info re nuclear uiaste 
J0NE3,F H Affiliation Not Assigned 84/02/14 FELTON. J Division 
of Rules and Records Ip 22567:359 


0403090404 Responds to FOIA request for info re nuclear uiaste Forwards 
listed documents M/o encls 

FELTON. J H Division of Rules and Records 84/02/23 JONES, F H 
Affiliation Not Assigned ip 22567 360 


9403090405 Further response to FOIA request for documents re EER 
related to operatiun of facilities Foruards App B documents 
App A t< a documents available in PDR Ravleui of remaining 
documents subj to request in progress 

FELTON, J M Division of Rules and Records. 84/03/02 OARDE, D P 
Oovernment Accountab I lltg Project. 4pp 82593:073 24* 

Flche* 50-275. B4/03/O2. 84O30B0403 


— 8312230256 Forwards responses to Allegations 7, 9 *< 48, per B31130 
request 

SPEIS, T P Division of SaPetg Technolagg 83/12/09 KNIGHTON,© 
Office of Nuclear Reactor Regulation. Director. I2pp. 22383:111 
24* Fiche. 50-275. 84/03/02,8403080405 


— 8403080411 Forwards response to Allegation RV-a3-A-0O34j p er GW 
Knighton 831122 note Tamporarilg exempting licensee from 
maintaining physical security ft safeguards contingeneg 
plans did not InerBaae ris* of radiological sabotage 
MCCORKLE, 0 W. Power Reactor Safeguards Licensing Branch 
93/12/01 THOMAS, C 0. Standard 1 ration & Special Projects Branch 
4pp 22583 077. 24* Flche. 50-275, 84/03/02, 8403080405 


— 8403080417 Resubmits response to Allegation RV-83-A-0034i per ON 
Knighton 831103 memo Temporarily exempting licensee from 
maintaining physical security fc safeguards contingency plans 
did not Increase risk of radiological sabotage 
MCCORKLE. G M Power Reactor Safeguards Licensing Branch 
83/12/05 THOMAS, C 0 Standard 1 ration tf Special Projects Branch 
3pp. 22SB3 081. 24X Flche 50-275. 84/03/02. 8403000409 


— 8403080420 Forwards response to Allegation RV-83-A-0034. par GM Knighton 
021122 note Temporartlg exempting licensee from maintaining 
physical security 6 safeguards contingency plans did not 
increase risk of radiological sabotage 

BURNETT, R F, Division of Safeguards 03/12/08, ElSENHUT.D 0, 
Division of Licensing. 3pp 22SB3 0B4 24X Flche 50-275. 

04/03/02. 8403000403 


— B4030B0421 Requests assistance In addressing improper design activities 
re use of U-bolts (< code break icode boundary) design, per 
affidavit re allegations 

BISHOP, T U Division of Resident. Reactor Project 6 Engineering 
Programe 83/11/2? E18ENHUT. D 0 Division of Licensing ISpp 
22983 093 24X Fiche 30-275.04/03/02,8403000403 


— B4030BD422 Forwards input on Allegations 91 t< 52 Fuel loading addressed 
in 031100 Memorandum b Order CLI-B3-27 No significant safety 
concerns matl to fuel loading b precriticallty tasting 
warrant continuation or suspension of activities 
BURNS, S Office of the Executive Legal Director CLI-a3-27 
83/12/09 KNIGHTON, 0 Office of Nuclear Reactor Regulation, 

Director 3pp 22583 lOB 24X Fiche 30-273,84/03/02,6403000403 


— 8403080426 Forwards safety evaluations for Allegations B. 10, 11. 14, IS, 
16,17,27,28,29.31.32,33.33,36.53.85 b 86 Licenses approach 
far determining containment stability against tilting 
acceptable 

VOLLMER.R H Division of Engineering IEB-BO-11 03/12/09 
EI8ENHUT. D O Division Of Licensing 31pp 22583 132 24X 

Flche 90-275,84/03/02,0403080403 


— 0403060431 Forwards BBER input re Allegation 68 Programmatic braakdown 
in Pullman Power Products DA program not Indicated Installed 
hardware safety concerns not Identiflad 

LIEBERMAN. J Office of the Executive Legal Director 83/12/27 
EI8ENHUT.D Division Of Licensing 4pp 22983* 163. 24X 

Flche 90-275.84/03/02.0403080409 


B4030B040B FOIA request for repte of insp carried out under Condition 2 
of Nuclsar Energy Liability policies for facilities 
CALSDYAS, C D Affiliation Not Assigned 84/02/07 Region 9. 
Office of Director 4pp 22967 341. 84X Fiche* 30-000, 84/02/07, 

B4D30B040B 


8403060419 Rpsponds to FQIA request for repts Of insp carried out under 
Condition 2 to Nuclear Energy Liability policies for 
facilities NRC does not have repts 

FELTON, J M Division of Rules and Records 04/02/22 CALSOYAB. C D. 

Affiliation Not Assigned. Ip 22967 345 24X 

Flche 50-000.84/02/22,8403080419 


8403090006 Further response to FOIA request for all 1962 SECY papers to 
be made available 8ECY-82-37 b BECY-B2-37A placed in PDR 
FELTON, J M Division of Rules and Records 84/02/22 UEISB.E R 
Union of Concerned Scientists Ip 22591 218. 


— 0203050065 SECY-B2-037 

Informs of receipt of Executive Branch final draft rept 
to Congress per Section 601 of Nuclear Non-proliferation 
Act of 1978 Rept generally accurate No areas warrant 
forma 1 NRC Lomment 

DIRCK8, U J Office of the Executive Director for Operations, 
82/0 1 /2? 1 OOp p 22991. 220 


— 8204160230 BECY-Ba-037A 

Informs Commission of receipt of final version of rapt to 
congress re Section 601 of Nuclear Nonprolifaratlon Act 
DIRCKB.H J Office of the Executive Director for Operations 
62/03/29. 64pp 22991.317. 


0403090015 FOIA request for 6ECY-B3-449 to be placed In PDR 

BUCKLES, R NUB Corp. CD-U IB-83-098. 04/01/26 Division of Rules 

and Records Ip 22392 311 


0403090016 FOIA request for documents re background radiation survey at 
BNL. 

GROSSMAN. K Island Closcup News Service, Sag Harbor. NY 84/02/15 
FELTON NRC - No Detailed Affiliation Olven Ip 22992; 343 


0403090017 Responds to FOIA request for 8ECY-83-44S to be placed in 
PDR Forwards SECY-03-449 Document also in PDR 

FELTON, J H Divisioh of Rules and Records. 84/02/28 BUCKLES, R. 
NUS Corp Ip. 22592:312. 


— 0403090019 SECY-83-445 

Responds to Commission request for human factors program 
plan quarterly repts cited in Cbllk 830216 staff 
requirements nemo 

D1RCK8. W J Office of th* Executive Director for Operations, 
63/10/28 16pp 22392,313 


B40309001B Responds to FOIA request for documents re BNL background 
radiation survey DOE preparing Shoreham b BNL site repts. 

Uhen printed. Bhor'eham rept will be available from NRC b BNL 
rept will be available from DOE 

FELTON. J ti Division of Rules and Records 84/03/02, GROSSMAN. K 
Island Cloeeup News Ssrvlcd. Sag Harbor, NY. Ip. 22592:344. 24X 

Fiche; 50-322, 84/03/02. 8403090018 



NONDOCKETED ITEMS 


8409090020 FOIA raquact for NoV I9B3 docuin*nt re resolution of Oeneric 
Issue 90> "Reactor Vessel Level Instrumentation in DURs. " 

CHAPMAN, N.e Bechtel Corp 84/02/01 FELTON. J M Division of 
Rules and Records Ip 22992 340 


6403090021 Responds to FQIA request for documents proposing resolution 
of Oeneric Issue 50, "Reactor Vessel Level Instrumentation 
In BMRs, " Documents entirelg withheld (ref POJA 
Exemption 9) 

FELTON.J M Division of Rules and Records 04/03/02 CHAPMAN, N 0 
Bechtel Corp 2pp 22992 341 


B403090027 FQIA request for records re 1977 Nuclear Bvcs Corp audit oif 
Pullsian Power Products, 

REYNOLDS, J Center for Law In the Public Interest 84/01/20 
Office of Administration. 2pp 22992 327 24X 

Flche. 90-279, B4/01/2D, 8403090027 


6403090028 Partial response to FOIA request for records re 1977 Nuclear 
Bvcs Corp audit of Pullman Power Products Documents entirely 
withheld (ref FOIA Exemption 9). Review of remaining 
docunants eubj to request in progress 

FELTON, J M Division of Rules and Records 04/03/01 REYNOLDS, J 
Center for Lsw in the Public Interest 2pp. 22992 331 24X 

Flchs: 90-279,84/03/01, B4O3O9OO20 


8403090032 Final responss to FOIA requsst for flvt categories of 
documents rs fad llty, Forwards addl documents listed on App 
A. 

FELTON, J M Division of Rules and Records 84/03/02, LYON, V F 
Lyon h Kuri 2pp 22992.333 24X Flche . 90-382, B4/03/02, B403090032 


— B403090036 Lists areas of corctrn at facility requiring Invasti gation. 
Ebasco l( util failed to address l< resolve deficiencies 
Idsntlflsd by many psrsonnsl, including OA documentation 
raviewars, 

a Louisiana Powar i< Light Co B4/03/02. NRC - No Detailed 
Affiliation Olven 2pp. 22992.331^. Z4X Flchs 90-382,04/03/02, 
B403090032. 


B4032A0116 FOIA request for five categories of documents re facilities 
BARNEO, C Affiliation Not Aseigned 83/12/02. FELTON, J M 
Division of Rules and Records Ip 227A3 333 


B403260123 Partial response to FOIA request for five catagorles of 
documents rs Kerr-McOse Oil Industrl as, Inc Forwards 
documents listed on app. Review of addl documents subj to 
request continuing. 

FELTON, J.K Division of Roles and Records 84/03/02 DARNEB, C. 
Affiliation Not Assigned 2pp 22743 334. 


— B403260129 Rspts 440207 axploslon due to accumulation of hydrogen gas, 
killing operator i< injuring two other empl ogees. Opera tlon of 
thorium process line tarminated 

WLN.LER,0. E, Kerr-McOee Corp. 64/03/03 PRICE, ER Atomic Energy 
Commission 2pp 22743.334 


— 6403240134 Forwards Investigation rspt rt 440207 stplosion at facility 
Licansaa evaluation of haiards involved in processing source 
natl should be reviewed. U/o stated ends. 

DUBINBKIiL Atosiic Energy Commission 44/00/02 PACE, R 0 
Atomic Energy Commission 4pp 22743 340 


— 8403240141 Confirms that Enforcement Branch will not communicata 
w/llcsnsee re complianca Investigation rapt concerning 
asplosion on 440207. No items of noncomp 1 lanes noted during 
investigation 

RASE, R, B, Atomic Energy Commisaion 44/00/17 Atomic Energy 
Commission Ip 22743:344 


— 8403240140 Forwards Region IV 440729 memo rs results of survey of 
licansse facility at Cushing, OK. Licensee measurements, as 
rsportad in 440409 Itr, sub stent lated by Region IV findings 
ROY, M Atomic Energy Commission, 44/06/OS NUfiSBAUHER,D A 
Atomic Energy Commission. Ip 22743 349. 


— 6403240193 Discusses certification of 440424 rept rs disposition of 
BNHiptr 0 Waller 640402 telcon Rept should Indicate that 
contamination limits met In order for Commission to 
authorize transfer of facility. 

NUS8BAUHER, D A Atomic Energy Commission. 44/04/10 LAMBERTUB, H 
Kerr-McBes Corp, 2pp 22743: 340. 


— B40326015B Confirms 440207 chsmicel explosion at Cushing, OK thorium 
processing plant, per 440207 telcon Investigation complete 
LAMBERTUB, H, Kerr-Mcflee Corp, 44/02/08 WALKER, N I. Atomic 
Energy Commission. 3pp. 22743,392 


8403280074 FOIA request for seven categories of documents 
HlATTtS L Ohio Cltlisns for Rtsponslbls Energy, B3/11/30 
FELTON, J. N. Division of Rules and Records Ip. 22808:243. 


B4032800BO Partial response to FOIA request for seven categories of 
documents Forwards App A documents responsive to Items 1,2, 

9. 4 *( 7 of request NUREO-03a6, "NRC Practice l< Procedures 
Manual, " presently being updated 

FELTON, J M Division of Rules and Records 04/01/17 HI ATT. S 
Ohio Cltlisns For Responsible Energy 3pp 2280B 244 


— 0107200104 Responds to NRC request for legality of providing free 
transcripts of adjudicatory proceedings NRC may use funds 
appropriated by Energy (< Water Development Appropriation 
Act 1781 to provide free hearing transcript to all parties 
VANCLEVE.HD Oeneral Accounting Office 6-200909 81/09/11 

Commissioners 4pp 22808 344 


— 8403380081 Discusses costs of intirvsntlon 1, legal authority to provld 
financial assistance to Interveners in NRC proceedings 
KELLER, R F Oeneral Accounting Office 74/03/19 General 
Accounting Office 14pp 22808 544 


8403200163 Second partial response to FOIA request for documents re 
NRC internal procedures or guidance for evaluating new 
generic requirements Forwards App A document App B documents 
avsllable In PDR. Search for addl documents continuing 
FELTON, J M Division Of Rulfs and Records 04/02/17 WEISS, E R 
Union of Concerned Scientists 3pp 23789' 391 


— 8312190232 Outlines Formal NRR procedural to ensure timely feedback h 
closure on CROR revieui of generic issues developed by NRR 
Director's ofe will distribute meeting minutes to div 
directors 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
83/12/04 EISENHUT.O, 0. Division of Licensing Spp 23789.399 


8403280144 FOIA request for radiation sourcs or davice registration 
certificates Issued to JL Sheperd U Assoc ti Alpha Omega 4 
application for device registration from OL Bheperd 
HAMMITT, H, A FOI Services 3449 04/02/07 FELTON, JM Division 

of Rules and Records Ip. S2B07 203 


S4Oa20O167 Rssponds to FOIA request for radiation source or device 
registration certificates issued to JL Sheperd 4 Assoc 4 
Alpha Omega Forwards certificates Application for device 
registration available from State of CA Dept of Health Sve s 
FELTON, J M Division of Rules and Records 84/02/22 HAMMITTiH A 
FOI Bervlces Ip. 22807:204 


— 8403200170 Registry of radioactive sealed sources 4 device s, safety 
evaluation of calibrator mfg by JL Bheperd 4 Assoc using 
13,500 mCl Cs-137 In Mark IV TL dosimeter irradiator 
S NRC - No Detailed Affiliation Olven CAg9aD105S 80/09/07 
3pp. 22807 205. 


— 8403380174 Registry of radioactive sealed sources 4 device s, safety 
nvaluation of instrument calibrator 4 gamma Irradiator mfg 
by JL Sheperd 4 Assoc using various sealed source model 
designations containing 300 Ci Cs-t37 4 33 Cl Co-40 
e NRC - No Detailed Affiliation Olven CA59BD104U 80/04/23 
4pp. 22007 208. 


— 8403200177 Amended registry of radioactive sealed sources 4 devices, 
safety evaluation of instrument calibrator 4 gamma 
irradiator mfg by JL Sheperd 4 Assoc using various sealed 
source model designations containing Cs-137 4 Ca-60 
» NRC - No Detailed Affiliation Olven CA598Dt07U 83/01/31 
App, 22807 212 


— 8403280182 Amended registry of radioactive sealed sources 4 devices, 
safety evaluation of callbr range mfg fay JL Sheperd 4 Assoc 
using sources in 78 or 28 series calibrators containing 
440 Cl Cs-137 

a NRC - No Detailed Affiliation Given CA99eDIO0U 03/01/31 
3pp 22807' 214. 


— 8403280189 Registry of radioactive sealed sources 4 devices, safety 
evaluation of neutron detector calibrator mfg by vL Sheperd 
4 Assoc using Monsanto 2722B - 29D,2737B (t 2749 containing 
Pu-2a8/Be,Am-241/Ba 4 Cf-292 

* NRC - No Data tied Affiliation Oiven CA998D109U 80/10/06 

3pp 22807:219. 


— 8403280188 Registry of radioactive sealed sources 4 devices, safety 
evaluation of portable calibrator mfg by JL Sheperd 4 Assoc 
using Industrial Reactor Lab Series 2,3M Co 4P4E 4 leotope 
Products Lab 193 containing 370 mCl Cs-137 
WDNO, 0 J NRC - No Oetalled Affiliation Olven, CA99eDllO0 
81/06/29, 9pp 22807. 222 


— 8403200171 Raglatry of radioactive sealed sources 4 devices, safety 
eveluatlon of gemma irradiator mfg by JL Sheperd 4 Assoc 
using JL Sheperd 4 Assoc Model 7010 4 Oamma Industries Type 
VDHP <AN3I 46315) containing 4.011 Cl Co-60. 

ECKDERO, 8 R. NRC - No Detailed Affiliation Given CA978DU38. 
83/09/21 4pp 22807 227 
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— 8403200197 Regi«trv o** radioactive sialed sources & devicesr safety 
evaluation of dossraetej- calibrator mfg by JL Shepard It Assoc 
Using Isotope Reactor Lab Series 2> Isotope Products Lab 
Model 22& & 3M Co Model 4F6E containing 25 niCi Cs-IG/ 

WOHO. G MHC - No Detailed Affiliation Given CA598DU2S 
DB/ 12/02 6pp B2B07 233 


8403380211 FOIA request for documents re falsification of OA/QC records 
by M Annas at facility 

BELL.N Nuclear Information b Resource Service 84/01/09 Office 

of Administration 2pp 22799 3Zb 24X Fiche 90-4B2. 84/01/05. 
840328021 1 


8403280216 Partial response to FOIA request for documents re 
falsification of OA/QC records by M Annas at facility 
Furuards App A documents Documantation also available in 
pon 

FELTON, o' M Division of Rules and Records 84/03/07 8ELL. N 
Nuclear Information b Resource Service 2pp 22799 328 24X 

Fiche 50-482.84/03/07.8403200216 


— 8403280325 Discusses review of closed b open files re alleged 
falsi ficat 1 an of traveler records A Gauthier "spread sheet" 
shows Files 82-10 b 82-13 as closed b assigned to 
J Sinclair Region IV had nothing in files. 

BONER Si H Office of Inspector b Auditor 83/03/16 CUMMINGS. J J 

Office of Inspector b Auditor ip 22799 330 24X 

Fiche 50-482. 84/03/07. 8 4032 B 02 16 


— 8403280229 Forwards IE investigation rept re facility. per telcon 
request W/o end. 

CUMMINGS. J J Office of Inspector b Auditor S2/01/12 
M8RRISSETTE. K Justice. Dept of Ip 22799 331 24X 

Fiche 90-482.34/03/07. 6403260216 


— B4D32B0235 Responds to Region IV 810782 b IE 811016 memos re Improper 
duplication of aaf e ty— re 1 ated pipe banger DOJ contacted b 
edvlsed that no obiection raised to IE issuing investigation 
rept 

SCHMt-OELEN. A Office of Inspector b Auditor Bl/12/23 
THOMPSON. 0 Enforcement b Investigation Staff IPre B2020U Ip 
22/79 332 24X Fiche 50-482. 84/03/07.. 6403280216 


— 8403260240 Discusses Improper duplication of safety-related pipe 
hanger K Horr 1 sse tte. DDJ. a ppr i sed on 811200 of contents of 
Region IV investigation rept re fabrication op safety- 
related pipe hanger GOJ had no abjections te rept issuance 
SINCLAIR. JR Office of Inspector b Auditor BI/12/B3 Office 

of Inspector & Auditor Ip 22799 333 24X Fiche 30-482. 

84/03/07. 8403280216 


B4032900G2 Final response to FOIA request for four categories of 
documents. tests. studies b analyses referencing or pertaining 
to NUnE0-0I03, "BIS for QbU PNR “ App A documents end 
FEITON. J M Division of Rules and Records S4/01/13 MADDEN. T J 
Kaye, itholer. Fierman. Nays b Handler 6pp 22816 127 24X 

Fiche 50-ODO,84/01/13>B403290002 


— B403270004 Speech entitled "RCPD Leakage Detection Sys " 

POMEROY.D L Atomic Energy CommisBian. Directorata of Regulatory 

Operations 84/01/13 Spp 22B17 003 24X Fiche 50-000. 

84/01 /13..8 4 03290002 


— 8403290006 Discusses 730115 Draft 2 of proposed safety guide entitled. 
"RCPD Leakage Detection Sys " 

ROGERS. L Atomic Energy Commission - Directorate of Regulatory 
Standards 73/01/17 SHAW. M Atomic Energy Comeilssion Ip 
228 I 7 008 


— 8403290007 Forwards draft safety guide re leakage detection sys Oulde 
suitable for publication 

FAULICKI.S 8 Atomic Energy Commission - Directorate of Regulatory 
Standards 72/03/16 MINOGUE.R Atomic Energy Cemmisalon - 
Directorate of Regulatory Standards Ip 22616 135 


— 6403290009 Discusses Reg Outde 1 45 re RCP8 leakage detection sys b 
rept on leakage observed at plant in Germany 

PORSL.L Atomic Energy Commission - Directorate uf Regulatory 
Standards 73/03/17 MURLEY. T E Atomic Energy Commission Ip 
22817 009 


— 0403290010 Draft safety guide. “RCPB Leakage Detection ” 

• Atomic Energy Commission 72/03/15 9pp S2B16 106, 


--840329001 1 Requests cpmments on encl Draft 2 of safety guide re RCPD 
leakage detection sys by 730119 

ponsE.L Atomic Energy Commission. 73/01/19 PAHLICKl . S 8. . 
KLECKER. R W • KAASSiil P Atomic Energy Commission 2pp 
82fll7 olO 


— 8403290012 Forwards Surveillance b Noise Diagnostics Prograni Planning 
760607 meeting minutes 

farmer, W S NRC - No Detailed Affiliation Given 79/06/26 
DROUN.E > JAOODUR.K NRC - No Detailed Affiliation Given 
HENDERSON. J Office of Inspection b Enforcement. Office of the . 
Director 96pp 22816 145 


— 8403290014 Draft 2 to safety guide. "RCPD Leakage Detection Sys " 
« Atomic Energy Commission 73/01/13 Upp 22917 012 


— 8403290016 Forwards Draft 1 to 721219 proposed safety guide entitled, 
"RCPB Leakage Detection Sys " W/o encl 

ROGERS. L Atomic Energy Commlsiion - Directorate of Regulatory 
Standards 72/12/20 FRALEY.R F Atomic Energy Commlselon. Ip 
22317 023 


— 8403290018 Notification of 730110 meeting w/ACR8 Subcommittee on Sefety 
Guides in Washington. DC to discuss Draft 1 of 721219 
proposed reg guides re RCPB leakage detection sys 
ARLOTTQ, 0 A Atomic Energy Camrnieelon - Directorate of Regulatory 
Standards 73/01/04 ROOERB.L Atomic Energy Commlselon - 
Directorate of Regulatory Standards tp 22817 024 


— 8403290020 DIbcusssb draft safety guide re RCPD leakage detection sys 
Editorial changes suggested 

PDRSE.L Atomic Energy Commission - Directorate of Regulatory 
Standards 7S/12/04. ARLOTTO, 0 A Atomic Energy ComAisslon. 

4pp 22817-025. 


— 8403290021 Task II B. Draft 3 to proposed rule requiring inerting of 
Mark I b II containment structures b hydrogen control 
measures to deal u/accident conditions Involving large 
amounts of hydrogen generation In DWR containment veesels 
« NRC - No Oetalled Affiliation Given 60/03/09 12pp. 

22816 201 


— 8403290022 Summariies comments on seismic qualification for leakage 
detection Instruments b equipment 

PORSE.L Atomic Energy Commission - Directorate of Regulatory 
Standards 72/11/10 ARLOTTO, 0 A Atomic Energy CoeiMlsslon 
6pp 22817,029 


— 8403290023 Forwards ballot change re ISA draft 8td 67 03. Rev N. 
"Std for Light Water Power RCPB Leak Detection " 

UENZINOER.E C Office of Standards Development, Director. 
SO/12/10 Instrument Society of Amerlce Ip 22B16' 213 


— B40329O024 Requests assistance in reviewing draft safety guide, 
“Leakage Detection Sys, “ 

HINOGUE.R, B Atomic Energy Commission - Directorate of Regulatory 
Standards 72/09/20 HANAUER. 8 H < KRUESI.F. E . HENDRIX. J M 
Atomic Energy Commission ip 22817'039. 


— G40329002S Forwards positive ballot re draft Std 67 03. Rev N< "Std 
for Light Water Power RCPD Leak Detection " 

UENZINOER.E C Office of Standards Development, Director 
80/11/03 Instrument Society of America Ip. 22816.214. 


^-8403290028 Discusses proposed safety guide, "RCPB Leekage Detection " 
Comments b decision on whether to proceed u/gulde requested 
P0R8E. L Atomic Energy Commission - Directorate of Regulatory 
Standards 72/04/23 ARLOTTO. 0 A Atomic Energy CoeiMisslon 
2pp 22817 036 


^-8403290031 Advises that draft safety guide forwarded to 8 Paiellckl, 

R Klecker b D Pomeroy to enlist preliminary commante prior 
to formal request for review b comments, 

POHSE.L Atomic Energy Commission - Directorate of Regulatory 
Standards 72/09/25 Atomic Energy Commission - Directorate of 
Regulatory Standards tp 22817 038 


— 8403290034 Discusses Reg Oulde 1 49, ISA draft Std 867.03 b ANSI draft 
Std N 41 21 Suggested Items clarifying rag guide listed. 

HCOUEEN, M M Affiliation Not Assigned 79/07/23 Atomic Energy 
Coffl/ntssion - Directorate of Regulatory Standards, 19pp. 

22817 039 


— 8403290035 Requests comments re 18A draft Btd 67 03. Rev N. "Std for 
Light Water Power RCPB Leak De'tectton. " Response requested 
by 801001 Related documents end. 

MORRISON. W M Assistant Director for General Engineering 
Standards 80/08/22 MURLEY. T E. Office of Nuclaer Regulatory 
Research. Director MOSELEY. N C Division of Reactor Operations 

Inspections THORNBURG. H D Division of Reactor Construction 
Inspection B2pp 22816 220 


— 8403290036 Discusses rev to Reg Guido 1 49 re RCPB leakage detection 
sys 

PORSE.L NRC - No Detailed Affiliation Given, 79/02/26. 

ANDERSON, W F NRC - No Detailed Affiliation Oivon. 4pp. 

22817 094 



NONDOCKETED ITEMS 


— G403290040 Discusses Rev 1 to Reg Guide 1 45< "RCPB Leak Detection 
8ys *' Decision to revise reg guide not yet made 
PDR5E> U Atomic Energy Commission — Directorate of Regulatory 
standards 74/10/07 Atomic Energy Commission - Directorate of 

Regulatory Standards Ip 2261i6 30S 


— Q4D3290063 Discusses comments on reg 
sys 

PORSEiL Atomic Energy Commission 
Standards 73/04/04 HICKMAN. K R 
2281^ 334 


guide re RCPD leakage detection 

- Directorate of Regulatory 
Atomic Energy Commission Ip 


—0403290041 Forwards ISA draft Std B67 03/Rov Kill) *i ballot on std 
Recommends 867 03 be adopted as replacement for Reg Guide 
1 45 

HOSZTOCZY. Z R Analysis Branch 79/01/19 TEDESCD. R L 
Assistant Director for Reactor Safety 178pp 22017 05B 


— B4D3S90044 Discusses study of primary sys leakage detection monitors 
Related info end 

FAIRT1LE»M B Atomic Energy Commission 71/09/10 PAWLlCKIiB 
Atomic Energy Commission 96pp 22017 230 


—8403290045 Discusses 0 Reed 730301 Itr to O Arlotto re RCPB leakage 
detection sys Method for detecting slow departure from 
normal Indications of leakage detection sys provided In util 
monitoring charts 

PORBEf L Atomic Energy Commission - Directorate of Regulatory 
Standards. 73/03/09 HICHHANrR Atomic Energy Commission 2pp 
22816 303 24X Flche 50-000.04/01/13,8403290002 


— 8403290065 Comments on guides reviewed In Feb by ACR3 Subcommittee on 
Leakage Detection Sys t< Loading Combination Eocondary 
effects itherraall from transients may cause Valve body 
distortion it impair operability 

WJCHMANiH R Atomic Energy Commission - Directorate of Regulatory 
Standards 73/03/20 ARLOTTO* G A Atomic Energy Coniinlsslon 
2pp 22816 335 


— B40329006B Lists proposed reg guides that Engineering Stds Branch plan 
to submit to ACRS Safety Guide Subcommittee for 
consideration at Feb meeting 

ARLOTTO, G A Atomic Energy Commission - Directorate of Regulatory 
Standards 73/01/26 DiiRNS.H ACRS — Advisory Committee on 
Reactor Safeguards Ip 22816 337 


— 8403290070 Harked-up Draft 2 to safety guide, “RCPB Leakage Detectlo.ti 
Sys " 

* Atomic Energy Commission 73/12/26 14pp 22816 338 


—8403290046 Submits proposed response to 5H Bush 730310 comments on 
guides reviewed at ACRS Subcommittee on Leakage Detection 
Sys b Loading Combinations Feb 1973 meeting 

WICHHAN, K R, Atomic Energy Commission - Directorate of Regulatory 
Standards 73/03/20 WICHMAN, K R Atomic Energy Commission - 
Directorate of Regulatory Standards 4pp 22817 326 


—8403290040 Notifies of AN8I-N274 committee meeting to Include 
requirements of App J in ANSI Std N45 4 Related info enc 1 
ARLOTTO, 0 A Atomic Energy Commission ~ Directorate of Regulatory 
Gfcandards 74/D4/1B TEDESCO, R L Atomic Energy Commission, 
Directorate of Licensing MACCARYift R Atomic Energy Commission, 
Deputy Director for Technical Review {PrB-1975> GRIER, D H 
Atomic Energy Commission, Directorate of Regulatory Operations 
4pp 22816 305 


-8403290049 Forwards Info describing RCS leakage monitor ing, Related info 

one I 

REED. 0 A HI scons In Electric Power Co 73/03/01 ARLOTTO. G 
Atamic Energy Commission - Directorate of Regulatory Standards 
40pp- 22817 330 24X Flche 50-000,84/01/13,0403290002 


—0403290051 Forwards FR notice of issuance b availability of sl> reg 
guides classified as power reactor guides 

ROGERS, L Atomic Energy Commission - Directorate of Regulatory 
Standards 73/05/21 KARAS.F H Atomic Energy Commission Ip 
22816 313 


— 8403290073 Forwards Draft 1 to proposed safety guide entitled, 

'■RCPB Leakage Detection Sys." dtd 721219 

ROGER Bi L Atomic Energy Commission - Directorate of Regulatory 
Standards 72/12/20 FRALEY, R F NRC - No Detailed Affiliation 
Given Ip 22016 352 


— 0403290075 Draft 1 to safety guide, "RCPB Leakage Detection Sys 
* Atomic Energy Commission 72/12/19 12pp 22816 353 


8403290334 FQIA request far contract b mods resulting from RFP 
RS-RES-a3-025 

DA9IS,K L Trammell, Chase. Lambert S, Martindale 04/02/14 
Office of Administration Ip 22018 273 


8403290338 Responds to FOIA request for contract b mods resulting 
from RFP RS-RES-83-023 Forwards documents listed on app 
Documents also available in PBR 

FELTON, J M Division of Rules and Records 84/03/05 DAVIS, K L 
Trammell, Chase. Lambert b Martindale 2pp 22018 274 


— 8403290342 Advises that contract performance may eiceed current 
funding, per Mod 13 to Contract NRC-04-B2-102 ENSA unable to 
obtain firm price for disposal of raduasbe 

HAA8S, M Affiliation Not Assigned NRC-04-a2-013 84/02/14 

GUSTAVE. R NRC - No Detailed Affiliation Oiven Ip 22B10 276 


-Q4032900S2 Forwards listed Info re NUTEC moisture leak detection sys 
Sys applications considered at various facilities Include 
piping of ECC8 b welds of main steam lines 

TELLOCK, H C Nutec. Inc 72/07/14 P0R8E, L Atomic Energy 
Coniffllssion - Directorate of Regulatory Standards 229pp 
220 IB- 008. 


— 8403270343 Ltr Contract NRC-04-B4-1 02, "Structural Integrity of LMR 
Boundary Components - II," awarded to Matls Engineering 
As soc , Inc 

MORTON, K V Technical Assistance Contracts Branch NRC-04-84-102 
04/03/10 GREENDLATT.M Materials Engineering Associates, Inc 
77pp 22018 279 


-B4032900S4 Notice of issuance b availability of six 
Including Reg Guides 1 43 re stainless steel weld 
of low alloy steel components b 1 44 re control b 
sensitlied stainless steel 

ROGERS, L Atomic Energy Commission — Directorate 
Bkandards 73/05/18 5pp 22B16 314 


reg guides, 
cladding 
use of 

of Regulatory 


8403290341 Rosponds to FOIA request for records re facility Ltr dtd 
040117 failed to meet criteria for waiver of reproduction 
costs Forwards App A documents Address of Phoenix LPDR 
listed 

FELTDN, J M Division of Rules and Records 84/02/27 RYAN, J A 
Strelch, Lang, Heeks b Garden 3pp 22815 018 24X 

Flche 50-520.04/02/27,840329034! 


'8403290055 Comments on Reg Guide 1 45, RCPB leakage detection sys 
Editorial changes suggested 

KEELEV. 0 8 Consumers Power Co KEEL 115-73 73/07/18 Atomic 

Energy ComnlssiDn Ip 22818' 237 


-8403290058 Forwards draft reg guide. "RCPB Leakage Detection Sys, 
for comment Comments will be incorporated Into guide prior 
to issuance 

ROOERS.L Atomic Energy Commission - Directorate of Regulatory 
Standards 73/03/19 RAMEY Atomic Energy Commission Ip 
22816 319 


8403290059 Comments on Rag Guide 1 45, "RCPB Leakage Detection 8ys " 
Calibr of leakage ditection sys during shutdown sufficient 
Related info end 

8ALVAT0Rl,R. Meetinghouse Electric Corp NB-R8-112 73/12/12 

MUNTZINO, L, M Atomic Energy Commission - Directorate of Regulatory 
Standards. 23pp 22810 230. 


S 403290 061 Discusses issuance of six reg guides eat eg or lied as power 
reactor guides Guides delineate techniques used to evaluate 
problems or postulated accidents b provide guidance re info 
needed In review Documents end 

ROGERS, L Atomic Energy Commission - Directorate of Regulatory 
Standards. 73/05/21 BAU8ER,E 0 Congress (Volnt b Rotating 
Conmittaes, etc >. 14pp 22016 320 


— 0403290344 NURE0-7S/O22 

DRAFT ENVIRONMENTAL STATEMENT RELATED TO CONSTRUCTION OF 
PALO VERDE NUCLEAR GENERATING STATION, UNITS 1.2 b 3 Docket 
Nos 50-528,50-529 b 50-330 

e Office of Nuclear Reactor Regulation, Director 75/04/30 
175pp 22815 301 24X Flche 50-528,04/02/27,8403290341 


GEN TEC IS GENERIC TECHNICAL ISSUES 


B31207035B Notificotion of CROP Meeting 51 an 831123 to review 
exemption from CROR review of Unresolved Safety Issue A-1 
’"Hater Hammer" b proposed rev to Reg Guide 1 28, "QA Program 
Requirements (Design b Const) " 

STELLO, V Committee to Review Generic Requirements 83/li/lO 
MATTSON, R J Office of Nuclear Reactor Regulation, Director 
JORDAN, E U Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM.R E Office of Nuclear Material Safety b 
Safeguards, Director 2pp 22601 352 



464 


NON DOCKETED ITEMS 


B401SS04&6 roruardB engineering evaluation rejiti “Temporary Lots ot 
All AC Pouer due to Relay Pai lure-s in Dieeel Generator Load 
Shedding Circuitry " Practice oP running emergency pouer 
eouTces in parallel ci/oPFeite pouter eyi may be prevalent 
HELTEMES.C J Director's OF Pice 04/01/06 DENTON, H B OFF ice oF 

Nuclear Reactor Regulation, Director Spp 28437 34B 24X 

Fiche 50-267.84/02/21,0402290004 


8403010279 Fleiponds to FOIA request for BECV’-83-20a to be placed in 
PDB Forwards SECY'83-290 Document also available in PDR 
FELTON, Jli Division oF Rules and Records 83/12/16 PEDRO, J NUS 
Corp Ip 2S449 13B 


— 8403010203 Comments on SECY~B3-28B re proposed rule on pressurlied 
thermal shock Proposad rule should address cP applicants in 
addition to OL applicants k operating reactors Schedule For 
preparation of p 1 ant'Spec 1 f Ic safety analyses acceptable 
ZFRDE.J E Office of Policy Evaluations B3/0B/D1 PALLADINO, 
OILINSKY. ROOEBTS Cornell ss i oners 4pp 28449.222 


8403010477 Responds to 040113 1 tr re release of radioactive matl into 
atmosphere It embrittlement of containment shells in older 
nuclear power plants k capability of containment structure 
to withstand pressurlied thermal shock 

DENTON, H A Office of Nuclear Reactor Regulation, Director 
B4/02/1S AMDDRD, O A AF filiation Not Aisigned. 3pp 28430 300 


0403020313 Forwards addl camments to Ouidelines Saf7a k 7b of technical 
evaluation rept in response to NBC 880630 Itr ri control of 
heavy loads, per Generic Ltr 81-07 

H1LL8.LM Tennessee Valley Authority OL -01-07. B4/OZ/8S 

ADENSAN.E Licensing Branch 4 llpp 22439 190 24X 

Fiche: 90-337. 04/02/20,8403020313 


0403030080 Responds to FOIA request For documents re PA5NY submittal on 
sys Interact! ons, rep ts evaluating submittal t list of 
repts/analysf s From LLL evaluating PA9NY sys interaction 
program Forwards App A dO'Cuments 

FELTONrO M Division of Roles and Records 03/12/07 8H0LLV, S 
Union of Coheerned Scientists 6pp 28529 098 24X 

Fiche 50-000,83/13/07,0403090020 


— 8300040003 Forwards proposed test For ltr to PASNY requesting Info for 
sys interaction methadology s tudi es, Timing for receipt of 
documents critical to plan for resolving Unresolved Safety 
Issue A-17 Espedlted fcransdil ttal requested 

THADANI.A C Reliability k Risk Assassment Branch 03/06/14 
VARGA, 9 A Operating Reactors Branch 1 ip 22535 19S 24X 

Fiche 50-000, 03/12/07, 8403050020 


— 04O3OSOO23 "Di agraph-Hafcr I X Application on Indian Point 3 For Bys 
Interactions,''' statement of work Related info end 
a NRC - No Detailed Affiliation Given FIN A-a449 
20-19-30-51-5 03/12/07 35pp 22925 III. 24X 

Fiche 50-000,83/12/07,8403050080 


— 0403050024 Draft "Evaluation of Indian Point 3 Sys Inbaraction 
Analysis Program " 

• NRC - No Detailed AF filiation Given B8/02/20 7pp 
22525 104 24X Fiche: 90-000, 03/12/07, 0403050020 


— 040309003^ Discusses 791113 meeting re ACR5 ltr on Indian Point 3 sys 
interai, tl ons 

SCHWENCER, A Dperating Reactors Branch 1 (Pre 000420). 79/12/05 

EISCNHUT, D e Division of Operating Reactors. 2pp 22527 147 
24X Fiche 50-000,83/12/07.0403050020 


B403070I35 Brief on conflict posed by legal requirement of timeliness 
tl equitable considerations ABLB shoulif issue ruling nllouiing 
petitioners contentions that address new Fuel core dtslgn, 
changes In Tech Specs & reduction in safety margins 
HODDERihl H Center For Nuclear Responsibility OLA 04/03/03 
tipp 22538 869 24X Fiche 90-250,84/03/03,8403070135. 


— 0403070143 Forwards applicant 830323 Itr w/encl re util prasiuriied 
thermal shock k Flux reduction program per 040288 request. 

M/o ltr 

HODDER. n H Hoddir, N H HODDER, N H Center for Nuclear 
Responsibility OLA B4/03/03 Atomic Safety and Licensing 
Doard Panel. 7pp 82538 270 24X Fiche 90-850, 84/03/03, 

8403070135 


B4030B0OS0 Forwards integral neutron source data For evaluating b 
verifying flu* reduction per 84117 request. Data for Cycle 9 
care octant time averaged relative power dens I ty, critic al 
weld peaking Factor 4i peripheral assembly pin power end 
HILLIAHO.U. M Fl orida Polder & L 1 ght Co. L-04-S4. 04/03/01 

VARGA, S A Operating Reactors Branch 1 lOpp 22559:829 24X 

Fiche 90-250,84/03/01.8403000020 


0403000179 Fourth partial response to FOIA request for sis cetegories 
of documents re facilities Forwards App A documents. App D 
document entirely withheld <ref FOIA Exemption 5) Review of 
addl documents eubj to request continuing 

FELTON, J M Division of Buies and Records 84/02/13 ANDERSON, 8 I, 
Garvey, Schubert, Adams k Barer 7pp 88583 826 24X 

Fiche 50-000,04/02/13,8403080179 


— 8303100476 Forwards util 830283 submittal in response to teleon during 
which remaining Phase 1 open Items of "Control of Heevy 
Loads - Cese Reviews, " were discussed M/o end 

CLENENSONiF Auxiliary Systems Branch NRC -20 -18-380. 83/02/28 

8TtCKLEy,T H EObO, Inc tp 22983 360 24X 

Fiche 50-000,64/02/13,8403000179 


8403120081 Forwards safety evaluation re Sections 9 1 1 (i 5 3 of 
NUREO-061S, "Control of Heavy Loads at Nuclear Pouer 
Plants " Guidelines satisfied Phaie I acceptable 
JOHNSON, E.H Region 4. Office of Director 84/03/06 LEE.O. R 
Public Service Co of Colorado Spp 22590:168 24X 

Fiche. 50-267, 04/03/06,0403180081 


— 04O312OOB6 Safety evaluation re NURE0-061S, "Control of Heavy Loadi, “ 
Phase I Guidelines satisfied 

a NRC - No Dstalled Affiliation Given 84/03/06. 2pp. 

82590 170 24X Fiche 50-267,84/03/06,8403120081 


—0402280785 E0e-HS-6a94 R03 

"Control of Heavy Loads at Nuclear Power Plants, Fort 0t 
Vraln Nuclear Generating Station, Phase 1," technical 
evaluation rept 

8TICKLEY. T H E0(<0, Inc FIN A-6457 84/01/31, NRC - No 

Detailed Affiliation Given 27pp. 88590.172 24X 

Fiche 50-867.04/03/06,0403180001 


0403130190 Forwards response to FflC 801222 request for review of 
controls for handling heavy loads, as committed to In B30B09 
ltr Response to Items In Section 2 i of 801222 ltr also 
end 

BDDKER,J E Gulf States Utilities Co RBO-17168 84/03/01. 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 63pp. 
22606-063 24X Fiche 50-458,84/03/01,8403130190 


6403t400t9 Clertfles Sept 1983 draft technical evaluation rept of Phase 
11 submittal of control of heavy loads, per 040109 teleon. 

Safe load paths for reactor bldg dosed loop cooling water 
pumps revised 

MCCAFFREY, D R Long Island Lighting Co 8NRC-1012. 84/03/09 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 4pp 
22633 218 24X Fiche 90-322,84/03/05.8403140019 


0403140191 Forwards technical guidelines required by FAiRE0~0737, 
Suppl 1, Including guidance on station blackout conditions 
{Unresolved Safety Issue A-44),ta be considered as response 
to Generic Ltr 81-04. 

CODKiK H Louisiana Power k Light Co. U3Pe4-0494 84/03/05 

KNIGHTON, G U Licensing Branch 3 337pp 82621 001 24X 

Fiche 50-302, 04/03/05,8403140191 


8403140299 Forwards request For addl Info re control of heavy loads 
Response requested within 60 days 

MILLER, JR Operating Reactors Branch 3 84/03/06, GRIFFIN, J.M. 

Arkansas Power b Light Co 2PP 88635 327. 24X 

Fiche 50-313,84/03/06,8403140299. 


8403160131 Forwards draft "Status of Vessel Failure Made Analyses 
Feasibility Study b Preliminary Evaluations, “ to satisfy 
agraement rsachtd during NRC 840112 maatlng w/bNWL 
PEDERSON, L T Battelle Ne/norial Instltuts, Pacific Northusst 
Laboratories FIN B-2510. 84/02/24 HOODS, R. Generic Issues 

Branch 165pp. 22662 324 


8403190003 Notifies of CROR Meeting 45 on 830817 to discuss results 
of NRR study of electromagnetic pulse ti proposed exemptions 
from regulations In’ imp lamentation op Multi-Plant Action 
D~10 (Unresolved Issue A-2) 

BTELLO, V Cemmlttae to Review Generic Requirements 03/08/04 
MATTSON, R J Division of Systems Integration (post 811009). 

JORDAN, E L Division of Eaiergsney Preparedness k Engineering 
Response (Post 830103) CUNNINGHAM, R. E. Office of Nuclear Material 
Safety L Baf eguardi, Dlrec tor Spp 22664:347. 


8403190031 Notifies of CROR Meeting 44 on 830802 in Bethtsda.MO to 
discuss NLiREO-0970, re behavior of BHR Nark III containment li 
commission paper re integrated safety assessment program 
STELLO, V Cosunlttse to Ravi au Generic Requirements, 83/07/22. 
MATTSON, R J Division of Bystsms Integration (post 811009). 

JORDAN, E L Diihictor's Office, Office of Inspection and Enforeament 
CUNNINGHAM.R E Division of Fuel Cycle li Material Safety. 2pp. 
28666- 1 13 



NONDOCKETED ITEMS 


8403190037 Notlflss af> CROR Hsrting 43 an 830727 In Githesda.HD to 
dlBcuBS Unraiolved Bafstg I*»o» A-lSi ''St«am Oenerator b 
Aaactor Coolant Pump Support ToughndX" b Oeneric Isius B~96 
Tc dlatol generator requirements 

STELl-Oi V Committee to Revleui Oeneric Requirements 83/07/18 
HATTSDNiR 3 Division of Systems Integration (post BttOOS) 

JORDAN) E L Director's Office) Office of Inspection and Enforcement 
CUNNIN6HAM) R E Division of Fuel Cycle b Material Safety 2pp 

sz&ii,. saa 


8403190081 Notifies of CROR Meeting 99 on S403S8 In Oethesda.MD to 
discuss proposed resolution of Unresolved Safety Issue A~44 
re station blackout b Generic Issue D-9& re diesel 
generator reliability 

STELLO) V Committee to Revieu Generic Requirements 84/03/i4 
MATTSON) R J Office of Nuclear Reactor Regulation) Director 
JORDAN) E L Director's Offlcai Office of Inspection and Enforcement 
CUNNINOHAM) R. E. Office of Nuclear Material Safety b 
Safeguards) Director ip SSittf? 3A2 


8403190103 Notifies of CRGR Meeting 60 on 840411 to discuss 
activities of NRC Piping Review Committee b proposed 
resolution of Generic Issue A-30> "Adequacy of 
Safety-Related DC Power Supply " 

BTELLOi V Committee to Review Generic Requirements 84/03/14 
MATTSON) R J Office of Nuclear Reactor Regulation) Director 
JORDAN) E. 1. Director's Office) Office of Inspection and Enforcement 
CUNNINOHAN) R E Office of Nuclear Material Safety b 
Safeguards. Director. 2pp. 22669 310 


6403190146 Notifies of CRGR Meeting 47 on 630923 in Bebhesda.MD to 
discuss proposed exemptions to reguletioni in implementation 
of Multi-Plant Action D-10 (Unresolved Safety Issue A-2) b 
Rev 2 to Reg Guide 1. 109 

8TELL0. V Committee to Review Generic Requirements B3/09/19 
MATTSON. R J Offics of Nuclear Reactor Ragulattoni Director 
JORDAN. E L. Director's Officei Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety b 
Safeguard!) Director 2pp 22666 399. 


B403190171 Response to petitioners 840303 brief re consolidating two 
sets of license amends Issued in late 1983 in support of 
new fuel aseemblles A8LB should confine proceeding to 
S41007 emends, 

BAUSER.M A Florlde Power b Light Co. BAUSER. H. A Newman b 

Holtilnger DLA 84/03/14 Atomic Bafety and Licensing Board 

Panel. 19pp 22670 260 24X FI ch e' 80-250, 84/03/ 14. 84031 90171 


— B403190179 Affldevlt of DC Poteralski on petitioners 840303 brief re 
conflict posed by legal requirement of timeliness b 
equitable consideretlons Util 830720 emends not part of 
presBurlied thermal shock program M/Cir t i f t ca te of Sve 
POTERALSKI, D C Florida Power b Light Co A-49 B4/03/09 17pp 

22670:280, 24X Flche 90-290,84/03/14,8403190171 


B40320D009 Responds to B40229 request for addl action to verify aspects 
of overhead crane design et facility, per NUREC-061Z 
guldel Ines. Crane safety b rellebtlity satisfactory 
eUCNA.L. T. Georgia Power Co NED-e4-129 64/03/12, STOLZ, J F 

Operating Reactors Branch 4 2pp 22689 209 24X 

Flche' 80-321.84/03/12,8403200009 


B403200O99 Forwards schedule for implementation of activities for 
control of heavy loads, per NRC requests re NUREO-0612 Cask 
pit gate lilting lugs will be modified by 841019 
HUKILL.H D Oenerel Public Utilities - GPU Service Corp 
8211-64-2072 84/03/19 EISEffiUT.D G Division of Licensing 3pp 

B26BS’ 313. 24X Flche. 90-289, 84/03/19, 8403200099 


6403200229 Advises that similarity of Unit 1 b 2 17g-ton polar crane 
verified by noting thet cranes purchased under same contract 
w/same vendor, using identical procurement specs, per NUREO- 
O&IZ b 840223 telcon 

niLLS>L n. Tennessee Valley Authority. 84/03/14 ADENSAM, E 
Licensing Branch 4. 2pp 22699' 361 24X Flche 90-390,84/03/14. 

6403200229 


6403210029 Comments on proposed rule 10CFR90 re ellminetion of thermal 
annaallng requirements of App G, Section IV B re pressurlied 
thermal shock Supports rule Requirements not needed 
FAV.C. W Wisconsin Electric Power Co 49FR4498 002 84/03/19 

CHILK. 6. J, Office of the Secretary of the Commlsilon 2pp, 

22706' 398. 


6403210116 Forwards addl info re power distributions as part of 
pressurlied thermel shock program to effect flux reduction, 
per 630930 submittal, in rasponse to 840301 telcon 
ZIMMERMAN, a R Carolina Power b Light Co NL8-a4-119 84/03/12 

VARGA, 8. A Qperetlng Reactors Branch 1 3pp 22709 064 24X 

Flche: 80-261, 64/03/12. 6403210116 


8403220192 Forwards "Control of Heavy Loads. Phase II " Rept result of 
review of crane opera tion, design b maint, inc luding analysis 
of load drop risk to safety-related equipment beneath travel 
paths Confirms defense-in depth, per NUREO-061S 

WHITTIER. G D Maine Yankee Atomic Fouer Co GDW-B4-33 84/03/19 

MILLER, J R Operating Reactors Branch 3 2pp 22717 048 24X 

Fiche 50-309,64/03/19,8403220192 


— 8403220199 "Control of Heavy Loads, Phase II " 

* Moine Yankee Atomic Power Co 2763L-SEN 84/03/19 124pp 

22717 090 24X Flche 80-309,84/03/19,8403220192 


8403220326 NUREG-0978 FC 

MARK III LQCA-REUATED HYDRODYNAMIC LOAD DEFINITION Generic 
Technical Activity 8-10 

* Division of Systems Integration (post 611008) 84/02/29. 7Spp 

22721 1 12 


8403260212 Forwards revised info re monorail paths, updat t ng util 840206 
1 tr responding to Oanerlc Ltr 81-07 concerning NURE0-O612, 

"Control of Heavy Loads at Nuclear Power Plants " Field 
investigation will be provided 1 month prior to fuel load. 

MILLS. L M Tennessee Valley Authority OL-81-07 64/03/20 

ADENSAM, E Licensing Branch 4 2pp 22796 164 24X 

Flche 50-390, 84/03/20, 8403260212. 


8403290083 Responds to 640221 request for addl info re control of heavy 
loads Initial load testing performed for head strongback, 
dryer separator sling b spent fuel cask yoke 

ZIMMERMAN, 8 R Carolina Power b Light Co NL8-84-a94 64/03/20 

VAS8ALL0, D D Operating Reactors Branch 2 3pp 22806-325 24X 

Fiche 50-324.84/03/20.8403290083 


8403290110 Forwards J Preston 830104 memo re generic safety isaues 
pr lor i tl la tien mothoclelagy for placemant in PDR 
ROBERTS. B J ACRS — Advisory Committee on Reactor Safeguards 
84/03/14 MCKNIGHT, J Di s tr i but i on Servi c es Branch Ip 
22822. 214 


— B403290113 Advises of review of generic safety Issues prioritl lation 
methodology described In NUREG-0933 Inherent limitations 
of value impact score formula discussed Use of structured & 
iterative consensus judgement methodology recommended 
PRESTON, J ACR8 - Advisory Committee on Reactor Safeguards 
B3/Ot/04 BENDER, M ACRS - Advisory Committee on Reactor 
Safeguards 3pp 22B22 219 


0403290299 Provides justification why limiting use of 6-lnch 
containment vent sys considered unnecessary Based on info 
provided, vent sys demonstrated capable of performing 
Intended isolation function under transient conditions 
MEDFORD, H O Southern California Edison Co B4/03/27 
CRUTCHFIELD, D Operating Reactors Branch 9 9pp 22800:037. 24X 

Flche 50-206,84/03/27,8403290295 


8403300268 Requests remittance of fee for review of 840210 rept 
EUmmariting available reactor vessel mails data in response 
to pressurised thermal shock concerns 

DIQGS.R M License Fee Management Branch 84/03/15 UHRIG, R E 
Florida Power & Light Co Ip 22B44 329 24X Flche 90-290. 

84/03/1 9, 840330028Q 


IbE INSPECTION AND ENFORCEMENT 


8401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation “ 8vc list 
end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc tlSpp 22909 239 24X Flche 90-000, 84/02/28. 8401 190072 


8401230630 Partial response to FOIA request for IE 800103 rept re 
review of matl false statement at faci 11 ties, assoc lated b 
supporting records to rept b repts prepared In response 
Forwards App A documents Review of add! records In progress 
FELTON, J M Division of Rules and Records 83/11/01 WINSLOW, R 
Wall Street Journal 2pp. 21909 337 


— 6401230660 PNQ-79-039 on 790309, investigation concluded that QA program 
for obtaining proper soil compaction of facility deficient 
excessive settlement observed w/dietel generator bldg t, 
incorrect Info re soil foundation contained in FSAR 
SHEWMAKER, B, E Office Of Inspection b Enforcement. Office of the 
Director 79/03/06 2pp 21909 392 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC," Sve list end 

GRACE, J N Division of OA, Safeguards b Inspection Programs (Post 
830103). 84/03/02 Consolidated Edison Co Of New York, Inc 

130pp 229521329 24X Fiche 90-000,84/03/02,8402090007. 
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S4<^S0900[)S IE InFo Notice 94— 1&> 'Tollure of Automatic Spi'iniler Sys 
Valves to Operate " Sve list ertcj 

JtWOAN/ E L Btynion of Emergency Preparedness i Engineering 
Response iPost 9301031 B4/O3/02 Consolidated Edison Co oF Neu 

York. Jnc 122pp 32S33 090 a4X FicJie 130 - 000. 04/03/05, 0402090009 


B40209000'9 IE Info Notice 84-13, "Reporting of Radlolagical Releases " 
5vc liet end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 04/03/03 Consolidated Edison Co of Nou 

York, inc liVpp 22533 217 24)(Flche 50-000,94/03/02,0402070009 


0402090011 IE Info Notice B4-l7i "Problems 14/Liquld Nitrogen Cooling 
Components Belou Nil Ductility Temp ” Svc list encl 
JORDAN. E t Division of Emergency Preparedness b Engineering 
Response <Post 030103) 04/03/05 Consolidated Edison Co of Neu 

York. Inc lt7pp 22553 336 24X Pic ho 30-000,84/03/03,0402090011 


B402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdouin Bys " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Neu 

York. Inc llBpp 22633 047 24 X Ficlie 50-000. 84/03/07. 0402090024 


9402090029 IE Info Notice 04—19, "Stress Cdrrosien Cracking in PNR 
Sys “ Svc list encl 

JORDAN. E U Division of Emergency Prepareditess b Engineering 
Response (post 030103) 04/03/07 Consolidated Edison Co of Men' 

York, Inc llBpp 22584 106 24X Flcho 50-000, 04/03/07. 0402090028 


0402090031 IE Bulletin S4— 02, "Failures of QE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

OEVOUNO. R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Coneolldated Edison Co of Neu York. Inc 

134pp 67245 273 24X Fiche 30-000,84/03/12,6402090031 


8402090043 IE Info Notice 04-17. "Tuo Events Involving Unauthorized 
Entries Into PVIR Reactor Cavities " Bvc list encl 
JORDAN. E L Division of Emergency preparedness b Engineering 
Response (Post 0301031 04/03/21 Consolidated Edison Co of Neu 

York. Inc I2DPP 22333 229 24X Fldhe 30-000,84/03/21.0403070043 


8402090044 IE Info Notice B4-20, "Bvc Life of Relays In Safety-Related 
Sys ■' Bvc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of Nsui 

York. Inc 135pp 22733 001 24K FI che- 30-000, 84/03/21. 8402070044 


8402210133 PNQ— I— 84— 014 on B4011I.Netii England Wuclsar truck carrying 
radlopharms fc research products ran off Interstate 90 No 
breakage or leakage of radioactive contents found b 
radiation levels uithln DOT reguirements 

FRIEDMAN, OLENN.J , JOYNEP, J Region I. Office of Director 
84/02/13 Ip 22314 319 


B4030IO363 EN-04-OOS on 840229, npt 1 ce of violation b proposed 
imposition of dvll penalties to he issued in amount of 
440.000 Action based on five violations re open cantalfimenb 
Isolation valves 

CRA16, J . AXELRAD. J Director's Office, office of Inspection and 
Enforcement 84/02/24. 2pp 92433 013 24X Fiche. 50-209, 84/02/24, 

8403010363 . 


6403010375 EN-03~O63A on B4022B. susp enslon b order modify ing license 
rescinded Action based on licensee responses to order to 
show cause Licensee b State of NV will be notified 
FLACK. F J AXELRAD. J, Director's Office, Office of Inspection and 
Enforcement 04/02/28 ip 22434 083 


8403020196 PNa-n-84-017 on B40227, power to plant lost due to power 
outage caused by high lalnds Licensee declared unusual 
event b Initiated plant radiological contingency plan Backup 
power continued to function 

KAHLE.J D , MCALPIME, E J Region S, Office of Director, 04/02/27 
2pp 22437 001 


)403020235 PNO— 1 1— 84— OI 9 on 040220, trip Oc curred. in terrup tin g electric 
svc Caused by lightening arrestor falling on 230-lrV line due 
to voltage transient sensed by reactor coolant puaip power 
monitors Svc restored within 30 minutes 

ROOOE.J.F , PANCIERA.V Region 2, Office of Director 84/02/28 
2pp P2440 079 24X FIch* 50-302,04/02/20,0403020233 


40302023B PN0-I1-B4-020 labor contract w/lntl Brotherhood of 
Electrical Horttes oxfiTes at inidnlght on 040229 Possibility 
exists that workers will reject contract b not rapt to work 
on 040302 Supervisory personnel will continue operations 
8HECNMAN, E Region 2, Office of Director LIPIMSKJ, D Region i. 
Office of Director 64/02/29 ip 22440-093 24X 

Fiehe- 50-213, 04/02/29, 9403020230 


8403020240 PNO- 1 1 -84-01 8 on 040227, Units shut down following failure 
of Slemens-Allls breaker to trip during functional test of 
4-11/ electrical breakers for nonsafety-relatetf electrical 
bus 3C Insp b repair underway 

DANCE, H C , LEMIB.R C Region 2. Office Of Director 04/02/28 
2pp 22440-101 24X Flche 30-230.04/02/28,8403020240 


0403020311 Pno-I— 04-019 on 040220* Reg ion I advised of contamination at 
facility Decontamination activities halted until approved 
plan developed 

JOYNER. J Region 1. Office of Director 04/02/29 2pp 22439 188 


8403050094 EN-84-D0& on 840302. notice of violation b proposed 
imposition of civil penalty In amount of *0,000 to be 
1 seued. Action based on failure to equip two radiography 
rooms w/audlble b visible alarms 

FLACK,E , AXELRAD.J Director's Office, Office of Inspection and 
Enforcement 04/02/28 tp 22488 066 


8403060103 PNO— TNI— 64— 002 licensee pleaded guilty to one count of 
using incorrect procedure to determine RC8 water inventory b 
nolo contendere on six of remaining 10 counts, subj to flnol 
acceptance by court on 840229 

FA3AN0, A , BARRETT, L TMI Prograni Office 84/02/29 Ip. 

22517 018 24X Flche 30-320,84/02/29.0403060103 


0403060110 PNQ-Tm-B4-O03 an 840229. load test of reactor bldg polar 
crane scheduled Load test will qualify crane to lift 170 
ton reactor vessel head NRC plans to continue monitoring 
events 

MDSUAK.T , 0A3AN0. A . BARRETT. L TMI Program Office 04/02/29 Ip 
22S1B 310 24X Flche 50-320.84/02/29.8403060110 


0403060119 EN-04— 008 on B40302. order to show cause b order 
temporarily suspending license Issued Action based on 040223 
contamination Incident resulting from employee repackaging 
radwaste 

FLACK. E , ^XEURAD. J Director's Office. Office of Inspection and 
Enforcement 04/03/02 Ip 22516:327 


B403060144 PNO-TM1-S4-002A on 840229. Court accepted licensee plea of 
guilty to one count of using incorrect procedure to 
determine RC8 water Inventory b plea of nolo contendere on 
six of remaining 10 counts 

FASANO, A, BARRETT, L TMI Program Office 04/02/29 Ip 
22513 350 24X Flche 50-320,84/02/29,8403060144 


04O3D6O2J5 PND-V-B4-01I on 840221. reector trip breaker B undervoltege 
device Inoperable Caused by metal shavings in one control 
room manual reactor trip pushbutton On 640228. four leads In 
plant protection sys cabinets found disconnected 

CANTER. H Region 5. Office of Director 84/02/29 ip 22917-230 
24X Ficha 50-361,84/02/29.8403060215 


8403060435 PH0-Trll-B4-OO3A on 840229. qualification load test of reactor 
bldg polar crane completed Load test qualified crane to lift 
170 ton reactor vessel head scheduled for summer 

MD8LAK. T , FASANO. A , BARRETT. L TMI Program Office 84/03/01. ip 
22511 362 24X Flche 50-320,04/03/01.8403060435 


B403O70263 PNO-I 1-04-020 on 040301, rad ioagraphtc tests confireied 
feedwater noiile crack Indications on all thrae steam 
generators Component replacements under active 
consideration IE b NRR informed 

BLAKE. J J , BUTCHER. R C Region 2, Office of Director IEB-79-13. 
04/03/02 app. 22547 290. 24X Ficbe 90-348, 84/03/02, 0403070263. 


0403070203 PNa-I-B4-021.on 840301, radiographer working at field site 
could not fully retract 24 1 Cl Ir~172 to safe shielded 
position Caused by Improperly connecting pigtail to 
guldetube Whole body dose read 40 mrem 

ROUE.C. , OLENN.J Region 1, Office of Director 04/03/02, Ip 
22546 359 24X Flche 50-293.04/03/02.8403070283 


8403080016 Further reeponse to FOIA request for lists b records re 
Co-60 licensees Forwards App A documents. per Item 3 of 
request Portions of Documents 2 through 9 of App B deleted 
Iref FDIA Exemptions 6 b 7} 

FELTON, J N Division of Rules end Records. 84/01/11 COHIE, D J 
Bouck, Kolloway, Klernan b Casey 5pp 22976,294 


— 0403080170 PNA-Bl-006 on 810714. Loul slana Nuclear Energy Dlv notified 
NRC of radiography incident occurring on barge located less 
than 3 mllas offahore Barge captain b radiographer exposed 
to 11 Ci Cd- 60 . Medical attention obtained 

DODA, R. J Region 4, Dalles, Of Pice of the Director (Bl/03/01). 
8J/07/21 2pp. 22977 130 
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—— 0403080 16Z PW)— I“B1~033A on B t0307r sp acla 1 Insp ton due ted to determine 
extent of Cd- 60 contamlnat J on resulting from leaking 
radiography source Contaminated clothing found at employee 
residence mill be treated as raduaste 

COSTELLDi F Director's DfFlce> Office of Inspection and 
Enforcement KlNNEMANi <J Region li Philadelphia! Office of the 
Director (81/03/01) Bl/OS/O"? Ip, 33377 12? 


“"*8005010203 PNQ— 1 1 1 *"80*"d>0 on B0031B! 23 mCl Co**60 sealed source under 
License t8-13730*-01 fell into coke hopper Source believed to 
be in pile of coke In facility yardman barge heading for 
Chicago or in freight car bound for Shaulnl gani Quebec 
SCHULTZ. W H . DAVIS. A B Region 3. Chicago. Office of the 
Director BO/03/23 Ip 32376 2?9 


S4030B0213 EN-B4-007 on 840307. notlc e of violation t. proposed 
imposition of civil penalties in amount of 440.000 to be 
Issued Action based on failure to control access Into vital 
area due to guard leaving post 

ROBANQ. R . AXELRAD. J Director's Office. Office of Inspection and 
Enforcement. 84/03/03 Ip 22560 031 34X Fiche 50-339,84/03/02. 

B4030B0213 


8403080233 PND-1 H-B4-01 7A several cracks discovered in stainless steel 
piping sections in LPCI sys tt jet pump instrument seal 
Stainless steel sections ti jet pump instrument seal lines 
silll be replaced. 

DEFAVETTE. R , CHRIBBOTIMOB, N , SHAFER. W Region 3, Office of 
Director IEB-B3-02 B4/03/01 Ip 22360 133. Z4X 

Fiche. 30-363, 04/03/01. 84O3O0OB33 


6403080237 PNO-I I I-B4-012. on 840139. Campbel 1 Pacific moistur e/dens 1 ty 
gauge containing 10 mCi Cs-137 << 30 mCl Am-241 sealed 
sources stolen from back of pickup truck in Noruood.OH 
Suspect in custody 

LASUK. B R . AXEL80N, H L Region 3. Office of Director 84/01/30 
Ip, 33857. 093 


B4030902B4 PN0-1-B4-023 on 840303. reactor scrammed from 74X power 
Caused by fast closure of main turbine control valva during 
survaillance on hydraulic detector. Suspect relays in 
detector test Instrumentation replaced 

vTACOBB. R . KELLY. E, Region 1, Office of Director 04/03/05 Ip 
SS57S 077 34X Fiche* 50-387, B4/03/0S. B403090S34 


B403120063 Updeted PNO-V-84-01 lA discovered manual pushbutton not 
Inoperable as rssult of metal shavings in contacts Only 
operability of undcrvoltage trip on RTB-B affected Source of 
aetal flakes undetermined 

DODDS, R T Region 3. Office of Director 84/03/03 ip 2BSB6 2SB 
S4X Fiche* 30-361. 84/03/03, 8403120063 


B4O312007B Updated PND-1 1 1-84-02DA three reactor deprtssurli at 1 on sys 
valves fei 1 sd. Caused by binding of disc In seat resulting 
from increase in closing air pressure Reactor restarted b 
in situ tsstlng conducted 

DEFAVETTE, R. Region 3. Office of Director B4/03/06 Ip 
32586*303 24X Fiche 50-153.84/03/06.8403130078 


8403130208 PNO-I-84-OS3' on 840306. uor k er repairing lights In turbine 
bldg sustained radioactive contamination on waist b head 
Incident investigated b crl tiq.UBd. Correct tva actions being 
reviewed by specialist, 

NIMITZ. R. L , BHANBAKV. M. . BELLAMY. R. Region 1, Office of Dirsetor 
B4/03/07 Ip. '22603-036. 24X Fiche 50-219.84/03/07.8403130308, 


B4D3130235 PND-1 11-84-023. on 840303.HPCr sys declared Inoperable when 
surveillance teet revealed excessive leakage on main pump 
outboard bearing. During test of automatic depressuriiation 
sgs. electromatic relief valve E failed to open. 

CHHISSOTHIOB.N , SHAFER. M Region 3, Office of Director B4/03/06 
Ip. 22617- 27S. 24X Fiche 50-234. 84/03/06. 8403130233 


B40313027S PN0-III-B4-0211 on 840302, MSIV closura tripped reactor Cauea 
unknown Safety valve stuck open fallowing pressure 
reduction Incident responee ctr In standby mode 

JACKIW, I.> aOYD.D Region 3. Office of Director 84/03/02 ip. 
22607:139 24X Fiche: 50-346, 84/03/02, 8403130273 


3403130310 PNO-I I I-B4-D24: from 840130-0303, pa ti ent administered 8.700 
rads to midllne-braln rather than prescribed 6.000 rads 
Treatment stopped upon discovery of mi sadminl stration NRC 
medical consultant will review case, 

BimONS.T . SRENIAWK8I. D. Region 3. Office of Director. B4/03/07. 
Ip. 22613 335 


6403130336 PNQ-ni-B4-02IA- on 840303. MSI V replaced k steam generator 2 
rafllled following 840302 reactor trip Osnerator leolated 
during refilling to protect agatnet release of radioactivity 
in event of steam generator tube fei lure, 

JACKIW. I., BOYD.D. Region 3. Office of Director 84/03/05. 2pp. 
22607:243. 24 X Fiche 50-346,84/03/05.8403130336 


B403130379 PND-1 1 1-04-022 in response to IE Info Notice 83-39, exam 
identified 67 of 74 control rod drive support pins u/crack 
Indications Licensee U Nestinghouse evaluating exam findings 
to determine required action 

JORDAN.M , JACKIW. I . SHAFER, N Region 3. Office of Director 
IEIN-82-39 84/03/03 Ip 22616 093 34X Fiche 50-266,64/03/02. 

0403130379 


8403130406 EN-84-010 notice of violation It proposed Imposition of 
civil penalties in amount of $2,000 will be issued on 
640312 Action based on multiple failures to comply w/NRC 
requirements re radiation safety 

FLACK. C . AXELRAD. J Director's Office. Office of Inspection and 
Enforcement 84/03/07 Ip 32616 OSO 


8403130423 PNO-I 1 1-04-0 1 78 on 840308. during visual insp. four Jnoiiles 
on feedwater spargers of reactor vessel found cracked 
Decision on repair (. replacement pending more detailed exam 
State of MN notified 

DEFAVETTE, H , WALKER, R , SHAFER, W Region 3. Office of Director 
84/O3/0B Ip 32613 090 24X Fiche 30-263. B4/O3/0S. 8403 130433 


6403130445 EN-84-009 on 64031 2 . not 1 ce of violation k proposed 
imposition of civil penalty in amount of $30,000 will be 
Issued based on failure of Tech Specs procedures re entry 
Into locked high radiation area 

FLACK, r 1 AXELRAD, J Director's Office, Office of Inspection and 
Enforcement EA-e4-009 84/03/07 3pp 23613 130 24X 

Fiche 50-261,84/03/07.8403130445 


6403130456 PN0-1-B4-024 on 840306. during resin replacement operation, 
unplanned release of gaseous radioactivity occured Several 
workers slightly contaminated w/Rb-68 No activity detected 
State of ME Informed 

BICEHOUBE, H . BHANBAKV, M , BELLAMY. R Region 1. Office of Director 
84/03/07 Ip 22613 329 24X Fiche 50-309, B4/03/07.8403130456 


6403150093 EN-B4-013 on 640313. notice of violation 6 proposed 
Imposition of civil penalty in amount of $40,000 will be 
issued to license Action based on violation of Tech Specs 
re containment spray sys Inoperability 

CRAIO. J . AXELRAD. J Director's Office. Office of Inspection and 
Enforcement 84/03/06 Ip 22641 340 24X Fiche SO-247. 64/03/08, 

8403150093 


640315012i PMO-V-64-0'13* on 840307. Bechte 1 laborer suffered heart 
attack while working In auxiliary bldg Medical attention 
provided to Individual at site Individual pronounced dead 
upon arrival at Sierra Vista Hasp 

DDDD8. R T Region 3. Office of Director 84/03/07 Ip 22640 218 
24X Fiche 30-275. 84/03/07, S4D31 50121 


6403160001 EN-S4-Oi3 notice of violation k proposed imposition of 
civil penalty In amount c)f $3,000 will be issued by 840315 
re thiee violations concerning loss of well logging source 
FLACK. E . AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 04/03/12 Ip 22635 209 


B403160039 PND-n-B4-021 crack indications Identified In ell 14 t2-inch 
riser elbows In replacement recirculation piping scheduled 
to be Installed Caused by improper Farming temps used during 
bending process, 

BLAKE. J J . RDOSE.J F Region S. Office of Director 84/03/13 
3pp 23655 134 34 X Fiche 50-366,04/03/12,8403160039 


6403160031 EN-a4-0il - notice Of violation ti proposed imposition of civil 
penalty in amount of $30,000 to be issued Action based on 
Failure to control access to vital area 

RDSANO, R , AXELRAD, J Director's DffUi, Office of Inspection and 
Enforcement B4/03/06 Ip 23632 019 34X Fiche 50-331.64/03/08. 

8403 160051 


B403190013 PN0-III-84-O3S on 840310.unlt achieved initial criticality 
Agreement observed between actual conditions k predicted 
condlti ans 

WALKER, R , SHAFER, M Region 3, Office of Director 84/03/13 Ip. 
22 665-3 5 3 24X FI c h e: 30-374. 84/03/ 13, 840319001 3 


6403190091 PNO-1 II-B4-0S6 on 640313. during insp to verify support plate 
integrity after tube-pulling activities, damage observed to 
auxiliary fiaduater sparger piping in both steam generators 
Damage may delay Hay 19B4 startup 

DEFAVETTE, R . BOYD, D. Region 3. Office of Director 84/03/13 Ip 
32669 227 24X FI c h e: 50-253, 84/03/ 13. 8403190091 


6403190135 PNB-1-B4-O02 on 040312. bomb threat received from 
unidentified caller. Site emergency k safeguards contingancy 
plan requirements Implemented Public areas k site protected 
area searched w/negatlve findings. 

MADDEN, P , JOYNER. J Region 1. Office of Director 84/03/12 Ip 
22674 352 34X FI Che: 50-220. 84/03/13, S403190135 
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04O319O2S4 PK0~II-S4-0SS 1 1 rcum f Brent I a 1 crack found on one of foun 
feaduatBr noiiles during eiani of feedwator noiilo* p*r 
NUREO-Oi.91 Corrective action being evaluated Inepectora 
monitoring licensee uiork on regular basis 

CHOWUETi B R » PANCIEHApV Region Si Office of Director 84/03/14 
Ip SS&ya 27<) 24X Flehe 30-3&6. 84/03/14. 0403190384 


8403190385 PNO'I-84-035 on 8403 1 3. I ic ensee found crack in emergencg 
diesel generator 103 engine block between cglindtra 4 b 9 
Crack being Investigated through use of eddg current insp 
techni q.«jes 

PGTROKE. C . E6ELGROTH, P Region 1. Office of Director 04/03/14 
Ip 336732/8 24X Flehe 90-332.84/03/1418403190385 


B403I9033S EN-B4-014 an 8403161 notice of violation t. proposed 
impofiltlon of civil penalty in amount of •6.000 issued to 
licensee Action based on violations involving radiological 
occurrence u/potentlal for radiation exposures 

FLACKiE . AXElRAD.J Director's Office. Office of Inspection and 
Enforcpment 84/03/13 3pp 32675 037 


8403190376 FN5-V-84-004 on 840314. licensee notified that results of 
chemical tests performed on contractor cmplogees suspected 
of possession or use of controlled substances while onsite 
indicated positive in two of four tests. 

SCHHAH. C A . RORDERHAUO.L R Region S. Office of Director 
84/03/15 Ip 33675 316 34 X FI c h e 50-206. 84/03/ IS. 8403 1 90376 


8 403200 13S Updated PN0-V-B4-012A on 840304. rad i ogre pher received 
estimated 3 0 rems to whole body li 73 rems to left hand 
Caused by radiographer negligence Independent evaluation of 
Incident in progress 

THOMAS, R D. PANO, J F Region 5. Office of Director 84/03/16 Ip 
3268 S 354 


8403200386 PNO-l I I-B4-024A on 8401 30-0305, pa 1 1 ent undergoing Ca-60 
teletherapy treatments received therapeutic radiation 
exposure to head 45X In excess of prescribed dose New 
procedure instituted Region ill reviewing case 

SRENAHHKI.O . AXELSOH. W Region 3, Office of Director 84/03/15 
2pp 33696 174 


8403210040 Updated PN0-l-a4-O3lA on 840301, radiographer working at 
Pilgrim site received radiation overexposure of 550 
mlllirems Caused by recaupling of source guide tuba 
Enforcement action being evaluated 

ROWE.C , KINNeMAN. J Region 1. Office of Director 84/03/05 ip 
32707 015 


8403210133 PRD-II-B4-023 on 840312. State of BC advised of possible 
overexposure of radiographer t) assistant radiographer 
Caused by assistant radiographer performing duties as 
radiographer Exposures of 5.000 to 10.000 rem possible 
TROJANOMSKI. R , UOODRUFFi R L Region S, Office of Director 
84/03/16 2pp SS707’336 


8403220075 EN-B4-0i5:on 840320. noti c« of violation 6 proposed 
laipasltion of civil penalties in amount of tieOi 000 wi 1 1 be 
Issued to licensee Action based on failure to maintain 
containment integrity t. failure to conduct surveillance 
CRAIO.O. . AXELRADi 0 Director's Office. Office of Inspection and 
Enforcement 84/03/15 2pp 35712 308 24X Fic he; 50-220. 84/03/15, 

8403280079 


8403230083 PNQ-1 1 1-84-027; on 840310, diver working on fuel assembly 
upender received radiation dose to right thigh of 4 6 rems 
Caused by licensee failure to Identify loealiicd high 
radiation field near upender 

OREOER. L fi . PAPER lELLOjC Region 3. Office of Director, 84/03/19 
Ip 83726 318 24 X Flehe 60-255,64/03/19,8403230023 


8403230094 PN0-I-B4-O36 on 040313. crack discovered in emergency 
diesel generator engine. Ultrasonic & eddy current exam 
Indicated crack depth of 1 inch ti length of 3 Inches. State 
of NY Informed 

PETRONE. C , ESELOROTH.P Region I, Office of Director 84/03/30 
Ip 22724 345 34X F1 c h e 50-322, B4/03/20, 0403330094 


8403330117 PNO-V— 04— 016' on 840319. hy drog en explosion occurred in main 
generator Caused by circuit breaker trip shutting down 
hydrogen see] oil pump, resulting in hydrogen leak Manual 
safety injection to seal oil tank initiated 

NARBUT, P , ECKHARDT.U. Region 9, Office of Director. 84/03/20 Ip 
32730 335 24X Fich e, 50-313, 84/03/20, 04038301 17 


®d032701 14 EN-S3— 076A; on 040333. order imposing civil monetary penalties 
In amount of <50. 000. Ac tion based on failure to classify 
torus-to-drywe 1 1 vacuum breaker actuation arm shaft seals 
undar App B, Mitigation of 831119 penalty unwarranted. 

KUINOLFR. 0, » AXELRAD. U Director's Office, Office of inspection and 
®<^03/23, Ip 33774'09t 34X Fi Che' 90-837. B4/03/33, 


04O389OOOB PN0-1-84-0S7 on 840383, through-wal 1 crack dtscoverad on 
weld en condensate return lint from south isolation 
condenser. Ho repair or replacement plans formulated Facility 
currently shut down for refueling tc mod 

TRIPP. L , KEIMIO.R Region 1. Office of Director. 84/03/23. tp 
33603:302 34X Fiche 90-319,84/03/23,8403890008 


B40S300045 PNO-1 11-04-080 on 840322,01-137 source, part of industrial 
gauge, tost Inspector dispatched to waste treatment plant to 
review gauge removal t* shipment circumstances State 
personnel sent to facility to search for missing source 
SRENIAMSKl.D , AX EL SON, U Region 3, Office of Director 84/03/23. 

Ip 23021 102 


8403300074 PNS-1-04-003 on 840324, male phoned Jersey Central Power 
tc Light Customer Sve Ctr t, notified that FFA will start 
demolishing plants Oyster Creek implemented emergency 
contingency plan i< TMI increased security aueraness 
MADDEN, W . JOYNER, J Region 1, Office of Director 84/03/26. Ip 
23632 008 24X Fiche 90-000,84/03/26,8403300074 


8403300112 PNQ-I 1-84-024 on 840326, State of TN informed Region XI that 
state 1 ic ensee, Ouedrex Co. suspected as eource of sewer line 
c ontaninatlon detected by DOE State investigation underway 
TRDJANQUSKI.R Region 2. Office of Director 84/03/27 tp 
22831 330 


HISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


B310060076 Forwards AEOD engineering evaluation rept, “Review of Events 
Involving Failures of Power Supply in Instrumentation N 
Control Sys " Rept should be forwarded to Regions II (, III 
CHIRAMAL.M Reactor Operations Analysis Branch AEaD/E324 
03/09/21 SEYFRIT, K U Reactor Operations Analysis Branch Ip. 
23779 172 


—8310060077 AE0D/E324 

"Review of Events Involving Failures of Power Supply In 
Instrumentation N Control Sys, '' engineering evaluation rept 
CHIRAMAL.M Director's Office AE0D/E3a4 83/09/21. 32pp. 

28775 173 


8403020424 Responds to 840123 Itr re original issuance ti subsequent 
revs iu SRP 9 9 1 b aisbciated branch technical poeitlon 
Matrix of SRP fire protection chronology I. SRP revs encliper 
telcon W/D SRP revs. 

SPEia, T P Dlvlilon of Safety Technology 84/02/17, FLORA, J.M. 
Flora, J H 3pp 22491 264 


8403050330 Forwards A Lakner 840214 differing prof opinion on 
reliability matters for transmittal to PDR 

FLORV.s Office of Nuclear Regulatory Research. Director 84/02/27, 
Record Services Branch (Document Control Desk). ip 22901:316, 


--0403050339 Requests NRC reconsider differing prof opinion on 
rrllablllty matters by appointing peer review group composed 
of competent (, impartial members Reasons for request 
provi dad 

LAKNER, A A Lakner Associates 84/02/14 HINOOUE.R.B Office of 
Nuclear Regulatory Research, Director. 2pp 22901,317 


84030613929 Responds to 840214 memo re 0100 series of insp procedures 
applicable to power reactor t, fuel facility security insp 
programs Review indlcsted procedures provide satisfactory 
working tool for NRC Inspectors 

EISENHUT, DO Division of Licensing 84/02/17. FART LON, J. 0 
Division of 0A> Safeguards b Inspection Programs (Post 830103) Ip 
28549 359. 


— Q4020309S9 Forwards index of 0100 sorles insp procedures applicable to 
power reactor b fuel facility security insp programs 
prevlouily developed by LLL Review b comments requested by 
640324 

PARTLON, J 0 Division of OA, Safeguards b Inspection Programs 
(Post 8301031 84/01/24 MARTIN, T T Division of Enginaerlng b 

Technical Programs STOHRtJP. Division of Emergency Preparedness 
b Materials Safety. HIND, J A Division of Emergency Preparednasi 
b Operational Support. 3pp 22949,396. 


8403070103 Responds to B40130 request for NRR assistance in defining 
components subsys b sys subj to NPRDS reporting under 
general description of reactor protective sys/ESF actuation 
sys 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 
B4/0S/23 HELTEKE8,C. J Director's Office. Ip 22561:164 
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— 04021*0020 Informs of revieu of NPRDB data collection for reactor 
protoctlon sys/ESF actuation sys instrumentation IEEE 8td 
b03i "IEEE atd for Safety Sys for Nuclear Power Oenerating 
Statlont" should be used to establish boundaries 
ROSA. F Instrumentation 4< Control Systems Branch 84/02/0B 
MOLAHANi 0 M Operating Reactors Assessment Branch 2pp 
22561 ■ 16S 


— B4O22AO307 Forwards response to Feb memo re NPRDB data collection tor 
ESF actuation sys 

BPEIBiT P Division of Safety Technology B4/02/13 
EISENHUr. D O. Division of Licensing 3pp 22561 167 


□403270200 Ack receipt of 040227 1 tr re leak rate testing proposal 
Requests meeting u/technical evaluators of “Containment Sys 
Leakage Testing Requirements" on 840312 Decision on four 
other proposals should be made as soon as possible 

REYTBLATT, Z Extran. Inc 84/03/02 THOMPSON. R D Administrative 
Contracts Branch 3pp 2270? 263 


0403260270 Forwards preliminary case study rept re breaching of 
encapsulation of sealed well logging sources Comments re 
technical accuracy requested within 30 days of Itr receipt 
HELTEMES, C J Director's Office 64/03/07 LEE.J Dresser Atlas 
Export Sales Ip 22000 066 


— 8402130042 Requests assistance in defining reportable components for 
use by licensees in reporting engineering t< failure data for 
reactor protection sys/E8F actuation sys instrumentation 
to NPRD8 

HELTEHE9. C J. Director's Office 04/01/30 DENTON. H R Office 
of Nuclear Reactor Regulation. Director HINOSUEiR D Office of 
Nuclear Regulatory Research. Director DEyoUNO. R C Director's 
Office. Office of Inspection and Ertforcemont 2pp 22961 170 


8403080106 Requests NRC prepare proposed rule on use of high enriched 
U 1( plan 1. schedule for development of steps to improve 
security measuree at domestic nonpower reactors using high 
enriched U fuel, by B40330 for Commission consideration 
CHILK. 8 J. Office of the Secretary of the Commiision B4/02/23 
OIRCKS. W. J Office of the Executive Director for Operations 4pp 
32584. 0?1. 


S4030B0271 Recommends that beckfitting of anticipatory trips in custom 
Tach Specs, par \JA Olshirtski 630727 memo to DO Eiaenhut.be 
treated ai unique generic issue in accordance u/NRR Ofc Ltr 
40 Supporting info for anticipatory trip issue end 
MIRAOLIA.F. 0 Assistant Director for Safety Assessment B4/02/23 
MINNER9.W. Safety Program Evaluation Branch Bpp 225B4 066 


— 8403280273 Forwards preliminary case study rept re breaching of 
encapsulation of sealed well lagging sources Comments re 
technical accuracy requested within 30 days of ltr receipt 
HELTEMES. C J Director's Office 04/03/07 AGREE, E K Qulf 
Nuclear, tnc Ip 22B0B 069 


— B40326027B Forwards preliminary case study rept re breaching of 
encapsulation of sealed well lagging sources Comments re 
technical accuracy requested within 30 days of ltr receipt 
HELTEMES, C J Director's Office B4/03/07 SHELTON. C D 
Shelwell Services. Inc Ip 22S0B 070 


— S4032S0282 Forwards preliminary case study rept re breaphlng of 
encapsulation of sealed well logging sources Comments re 
technical accuracy requested within 30 days of ltr receipt 
HELTEMES. C J Director's Office 04/03/07 SELF. D M 
Consolidation Coal Co Ip 22SOS 071 


— S4032S02BB Forwards preliminary case study rept re breaching of 
encapsulation of sealed well lagging sources Comments re 
technical accuracy requested within 30 days of ltr receipt 
HELTEMES, C J Director's Office B4/03/07 SMITH. D A 
Frofesslonal Lagging Services. Inc Ip 22S08 072 


B4D3130300 Responds to questions in B31129 ltr to State of NJ Dept of 
Environ Protection re former Westlnghouse facility in 
Ploonfield. NJ. Contamination removed. 

MARTIN, T. T Division of Engineering & Technical Programs B4/02/23 

PENN. J Affiliation Not Assigned. 2pp 22607 124 


— 8403130312 Requests response to end 631125 ltr to State of NJ Dept of 
Environ Protection re use of Former Westlnghouse facility in 
B1 oomf laid, NJ 

PENMiJ. Affiliation Not Assigned 84/02/11 ALLAN. J N Region 
1. Office of Director 3pp 22607' 126, 


8403140233 Comments on proposed revs to 10CFR73 71 re safeguards 
roportlng requirements Requirements can be relaxed u/o 
changing NRC ability to respond to incidents on possible 
generic safeguards problems 

DENTDN.H R Office of Nuclear Reactor Regulation, Director 
84/03/09 DAVIS. J.O Office of Nuclear Material Safety t* 
Safeguards. Director 2pp. 22638.021, 


•'-8403140240 Forwards draft rule package proposing revs to tOCFR73 71 re 
safeguards event reporting riqulrements Revs make 
raqulramants mor# raasonabla i. improve NRC data base of 
aafaguards evants for more effective generic analysis 
DAVIS.J 0 Offict of Nudaar Material Safety & 

Safaguardi, Director 04 / 02 / 16 . DENTON, H R Office of Nuclear 
Reactor Regulation. Director DEYOtINO, R 0 Director's Office. 
Office of Inspection and Enforcement MINOOUE, R B Office of 
Nuclear Regulatory Reiaarch. Director 49pp 22630 023 


8403150160 Forwardo "Trends h Patterns Program Plan,FVB4'86 " Analysis 
of responses yielded listed conduiioni from 03OBO2 request 
for comments on draft version of plan 

HELTEMES. C J, Director 's Of flea, AE0D/P402 84/03/02 DENTON, H R 

Of flea of Nuclear Reactor Regulation. Director DEYOUNO. R. C. 
Director's Office. Office of Inspection and Enforcement 
MINOOUE.R, B. Office of Nuclear Regulatory Research. Director. 2pp 
33648 307, 


— 8403150164 "Trends i. Patterns Program Plan,FVB4-a6 " 

a Diraetor'i Offict AEQD/P402. 84/03/31. 85pp, 2264B 309 


8403260134 Raquests delation of C Sedky name from mailing list 
HAMILTON, P Kirkpatrick, Lockhart, Hill, Christopher fc Phillips 
04/03/22, NRC - No Detailed Affiliation Oivan. Ip. 22798 149 


— 8403280294 Forwards preliminary case study rept re breaching of 
encapsulation of sealed well lagging sources Preliminary 
Findings, conclusions & recommendations provided to give 
complete picture of rept Comments requested within 30 days 
HELTEMES, C J Director's Office 04/03/07 DAVIB. J 0 Office of 
Nuclear Material Safety *< Safeguards. Director DEYOUNO. R C 
Director's Office. Office of Inspection and Enforcement 
MINDOUEi R B Office of Nuclear Regulatory Research, Director 
3pp 22608 073 


— 04O32BO296 Forwards preliminary case study rept re breaching of 
encapsulation of well logging sources Requests rept be 
forwarded to States of KY, CO, TX tt other states w/large 
number of well logging licenses 

HELTEMES, C J Director's Office 84/03/07 KERB, Q H Office of 
State Programs. Director Ip 22800 076 


— 8403280301 "Preliminary Case Study Rept on Breaching of Encapsulation 
of Sealed Well Logging Sources " 

PETTI JOHN, 8 L Director's Office 04/03/31 47pp 22000 124 


NUREO NUREO REPORTS AND RELATED CORRESPONDENCE 


0402090302 Notifies that Rev 2 to "Rept of Independent Review of 
Environ Oual if Ication Programs to NUREO-OSSB" not complete 
reissue. per 040201 ltr Several rept apps had no changes 
PETRlCKiN A. Standardized Nuclear Unit Power Plant System SLNRC 
a4-00?5 04/02/07 DENTON, H R Office of Nuclear Reactor 

Regulation. Director Ip 22160 174 24X Fiche 90-000,84/02/07, 

8402090302 


8403010016 Further response to FOIA request for 16 catsgories of 
documents Forwards WJ Dircks 811219 ltr re 810606 sabotage 
event 8# special rept to Commonwealth of PA Info partially 
withheld (ref FOIA Exemption 3) 

FELTON, J M Division of Rules and Records 84/01/04 SHPLLV. 3 C 
Union of Concerned Scientists 2pp 22479 076 24X 

Fiche 50-334,04/01/04,8403010016 


B403010017 Forwards 9SER 4 (NUREO-Oas/) re operation of facilities 
U/o end 

YOUNOBL OOD. B J Licensing Branch 1 84/02/17 ED ELM A N. M P 

Cleveland Electric Ulumlnating Co 3pp 22479 34i 24X 

Fiche 50-440,84/02/17.9403010017 


8403270199 Informs that as result of review, of 520 items identified in 
840215 ltr ra products furnished by Bonney Forge. Carl Invi lie 
Plant, 910 era aoch-o-lets or nip-o-lats, 2-ineh nominal pipe 
alia b Chemical Analysis NC A 3867. 4 does not apply 
OERWIN, E F, Pullman, Inc. 84/03/21 JORDAN, E L, Division of 
Eattrganey Preparedness I, Enginatrlng Response (Post 830103) 4pp. 
22769. 191. 


B40S010024 Responds to FOIA request for documents re petition for 
rulemaking PRM-90-31 from Citizens Task Force of Chapel 
Hill.NC Forwards App A documents App D documents complstely 
withheld (ref FOIA Exemption 9) 

FELTON, J M Division of Rules and Records 84/01/18 BHDLLV, S C 
Union of Concerned Scientists 4pp 22446 035 



470 


NONDOCKETED ITEMS 


— 8403010074 Foriifards rBvl«iii ccmmont* on draft: RES denial of jtetition for 
rulemaking on einergencg planning zone at nuclear pouer 
plantajper request Oeneral comments end 

HULMAN^L G Accident Evaluation Branch 03/01/07 COTA.P C 
Research t. Standards Co ord 1 nat 1 on Branch 7pp Sa44& 047 


B4O30J'002& Responds to FDIA request for 17B2 HUHEO/CR-sei 5i "NRC>Natl 
Reliability Evaluation Program fNREP) Procedures Guide " 

Foruiards NOREO 

FELT0M» J M Division of Boles and Record's 84/01/04 BETCHER* J L 
northern States Power Co Ip 22477 003 


— 8403010041 NUnCC/CR~2Sl 5 DRFT 

Draft PBOBABILISrlC SAFETV ANALVSIS PROCEDURES GUIDE 
DARI-R A < BUSLIR. A J Drookhaven National Laboratory 
EL-BASSIOMI, A Office of Nuclear Reactor RegulatioDt Director 
FIN A-3382 BNL-NUBE0-3I 5S9 83/07/01 NRC - No Detailed 

Affiliation Given 23lpp 22477 003 


B403010050 Third partial response to FOIA request for si» categories 
of documents re facility Forwards App A documents App A 
documents also placed in PBR App B docume-nts ivill be placed 
in PDR upon request Revieui continuing 

FELTONj J M Division of Rules and Records B4/01/17 ANDERSON. S I 
Garvey. Schubert. Adams & Oarer 4pp S244& 293 24^ 

FI Che 50-000.04/01/17.8403010030 


— 8112020204 Forsiards now format for nuclear 
repl. WUBEO-0O3O igelloui book) New format 
provide next update info for planned Nov 
(data as of Sept 30. 19£)1 ) due 811130 H/o 
HABiriELD.R A Office of Management and 
81/10/30 DUNN. C N Ouquesne Light Co 
Fiche 30-000.84/01/17.8403010030 


power plants ~ const status 
should be used to 
1981 publication 
enc 1 

Program Analysis 
9pp 2244&. 309 24X 


B403010066 Forwards safety evaluation re 6:21223 response to Generic Ltr 
32-16 concerning NUREO-0737 Tech Specs Two items closed 
Items lAl 13I.IIE4 1 under c-onslderat 1 on Response 
acccp tab 1 e 

VARGA. S A Operating Reactors Branch 1, QL-02-16 84/02/10 

0IE9LER.C W Uisconsin Public Service Corp 7pp 22480 001 24X 

Fiche 50-303.04/02/10.8403010066 


84030100-92 Final response to FQIA request far comparative evaluation 
of nuclear facilities compliance w/NUHEO-0576 6 NUREG-0737 
requirements Forwards App A documents App B document 
entirely withheld (ref FOIA Exemption 5) 

FELTON. J M Division of Rules and Records 84/02/09 UEISS. E R 
Union of Concerned scientists 4pp 22448 )90 


B4D3010J17 Partial response to FOIA request for documents by named 
individuals re rep t s. ana 1 y se s. studl es> proc edures & sys for 
oieaeureiRont of RCS leakage App S documents placed in PDR 
App A documents already available in PDR Search continuing 
FELTON. J M Division Of Rules and Records 84/01/25 MADDEN. T v» 
Kaye. Scholer. Ficrman. Hays & Handler 7pp 22480 026 24X 

Fiche 50-000.84/01/29.8403010117 


— 0403010193 Informs that portable computers ebtalned for regional ofcs 
for use in independent measurement of leak rates from PHR 
cooling sys Draft module 8. user guide fNUREO— 0986) eitcl H/o 
ends 

JORDAN. E'L Division of Emergency Preparedness 6 Engineering 
Response iPosfr 030103) 83/03/31 TAVLOR. J M Division of OA. 

Safeguards s. inspection Programs (Post 830103} 4pp 22401^238 


8403010120 Forwards addl info to 031230 submittal re fWRE0-0737, 1 tern 
Ill.D 1 1, “Primary Coolant Outside Containment " Rev 

identifies portio-ns of sys not tO' be tested & responds to 
NRC comments Info should close SER Confirmatory Issue 28 
TRAMM. T R Commonwealth CiIisDn Co ai77N 84/02/22 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 8pp 22432 002 
24X Fiche 50-000. 04/02/22. 8403010120 


8403010173 Forwards order confirming licensee commitments to implement 
post— TMI related Items per Suppl 1 to NUREO-0737 Schedular 
commitments reasonab le. achle vabl e l< will provide timely 
upgrading of emergency response capability 

VARGA. S A Operating Reactors Branch I 0L-B2— 33 84/02/23 

WILLIAMS, J J Florida Power U Light Co 4pp 22479 209 a4X 
Fiche 80-230. B4/02/23i 84030101 73 


— 8403010180 Order confirming licensee commitments to upgrade emergency 
response capabi li ty, per Suppl 1 to NURE0-0737 
(Generic Utr 82-33) 

EISfeNHUTiDG Division of Licensing 0L-B2-33 04/02/23, 

Flotida Power 6 Light Co 6pp 22479 213 24X 

Fiche 30-250,84/02/23.8403010173 


8403010203 Forwards licensee 840120 6 24 Itrs on Chrl sta-Mar la 
Subcontcntion 9(6) which questions adherence to guidance of 
NUHEO-0737 re radiation monitoring sys Related 
correspondence 

GALLO. J Isham. Lincoln 6 Beale GALLO, J Consumers Power Co 
ISSUANCES OLA 84/02/27 BLOCH. P D , PARIS. 0 H . SHON. F J Atonic 
Safety and Licensing Board Panel 4pp 22435 283 24X 

Fiche 50-135,04/02/27.8403010203 


8403010235 Submits info re NUREO-0737. Items 1 1 E 1 2. “Safety Grade 
Auxiliary Feedwater Sys Initiation h Flow Indication" (. 

1 1 K 3 3. "Reporting of Safety & Relief Valve Failures 1. 
Challenges." per util B21230 Itr It Generic Ltr 02-16 
CDUNSIL. N 0 Northeast Nuclear Energy Co isubs of Northcest 
Utilities) COUNSIL.U 0 Northeast Utilities A03616 84/02/21. 

MILLER, J R Operating Reactors Branch 3 3pp 22434 108 24X 

Fiche 30-336,84/02/21.8403010235 


0403010262 Further response to FOIA request for documents re Sandla 
Contract A-11S3 6 bibliography used by R Bernero Forwards 
App A documents 

FELTON. J M Division of Rules and Records FIN A-1123 03/12/20 

RUTLEDGE. P Carolina Environmental Study Group 2pp 22444.069 
94 X Fiche 30-000,03/12/20.0403010262 


—8403010274 Discusses research rep t, NUREG/CR -2239 (SandSl-l 547) . 
"Technical Guidance For Siting Criteria Davalopinent " 

Forwards NUflEO/CR-2723 tt NUREG/CR-2099 for ref use only. M/o 
enc 1 s 

DIRCKS. U J Office of the Executive Director for Operations 
02/11/22 PALLADINO. OILINSKY. AHEARNE Commi ssionar s 2pp. 
22444 076 24X Fiche 30-000.03/12/20.8403010262 


0403010306 Application for amend to Licenses DPR-33. DfR-32 S. DPR-60< 
changing Tech Specs to lower Group 1 isolation setpoint for 
reactor lower water level H/propr ietary NEOE-30012. " HBIV 
Hater Level " Rept withheld (ref 10CFR2 790) 

HILLB.L M< Tennessee Valley Authority TVA HFNP TB 196 04/02/22 

DENTON, H R Office of Nuclear Reactor Regulation. Director 3pp 
22433 042 24X Fiche 50-239,04/02/22,8403010306 


— 8403010313 Proposed changes to Tech Bpecs lowering Group 1 isolation 
setpoint for reactor lower water level U/affidavlt 
• Tennessee Valley Authority 84/02/22 29pp 22433.049 24X 

FI (- he 50-239. 84/02/22. 8403010306 


8403010347 Forwards status 6 justification for nine listed NUREG-0737 tc 
Reg Guide 1 97 items, per 840222 request Analysis of lafoty 
parameter display sys will be submitted by B40430 
KUKILL.H D General Public Utilities - GPU Service Corp 
3211-04-2043 84/02/27 EISEMiUT. 0 G Division of Licensing 

21pp 22433 OIB 24X Fiche 30-289,04/02/27.0403010347. 


8403010331 Summary of 840209 meeting w/utit. Science Applications. Inc, 
MPR Assoc & MIT re NRC comments on detailed control room 
design review program plan. per requirements of Suppl 1 to 
NUREO-0737 Vlewgraphs end 

PAULSON. U A Operating Reactors Branch 9 LSD3-B4-02-057 

84/02/29 Operating Reactors Branch 5 36pp 22432' 329 24X 

Fiche: 50-253, 84/02/29. B4030I0331 


8403010384 Forwards BER For SEP Topic 1 1-3 C, "UHS <> Issue adequately 
resolved based on review of 831114 ltr Resolution will be 
incorporated in suppl to integrated plant safety assessment 
rept (NUREO-Oe26> 

CRUTCHFIELD. D. Operating Reactors Branch 3 L80S-84-02-O96 

84/02/SB CDUNSIL. W 0 Northaast Nuclear Energy Co (subs of 
Northeast Utilities) 6pp 22434 061 24X Fiche 30-213.84/02/28. 

8403010384 


8403010391 Summarises findings from audit of TMI action Itoms during uk 
of 831024 Item II B 3. “Post-Accident Sampling 8«i (PASS). " 
findings are of most concern Corrective actions listed 
COUNSIL.H 0 , OPEKA.J F Connecticut Yankee Atomic Power Co 
010959 B3/11/23 HURLEY, T E Region 1, Office of Director 4pp 

22434 068 24X Fiche. 50-213, 83/11/23. 8403010391 


8403010400 Submits Info re pressurlxer heater transformer barrier 
design, per License Condition 2 C. 9 Missile protection 
structure will be seismically anchored on concrete floor 
slab 

WILLIAMS. J H Florida Power h Light Co L-S4-44 84/02/27 

CISENHUT, DO Division of Licensing 3pp 22434 026 24X 

Fiche- 50-389.84/02/27. B4030I0400 


B403010M6 Summary of 040130-31 meetings w/util at site in Dauphin 
County. PA re status, schedule & scope of imp I emontation of 
selected NUREO-07^7 action items Agenda i. vlewgraphs 
end 

VAN VLIET.J Operating Reactors Branch 4. 84/02/22 Operating 

Reactors Branch 4 130pp 22443 303 24X Fiche 30-289,84/02/22. 

8403010316 
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O4030S0DOS’ FoTUiiaTds irifo rs^UDSted in SSEI^ 5 
performed for C-E on load limiting devices 
lower ftev horizontal supports 
VAN BflUMT* E E Arizona Public Service Co 
04/03/10 KNIOHTONi O Licensing Drench 3 
Fiche 5O-520< 84/02/10/ B403020005 


<NUREO-O057J re testa 
in reactor vessel 

ANPP-20B36-HFQ/ 

9pp 22442 201 24X 


8403020313 Poruards addl comments to Guidelines Saj 7a (i 7b of technical 
evaluation rept in response to NRC B20630 1 tr re control of 
heav^ loads/ per Generic Ltr 01-07 

MILLS/ L t1 Tennessee Val leij Authority QL-01 -07 04 /OS/ 20 

ADEN3AM/ E Licensing Dranch 4 llpp 22439 190 24X 

Fiche 50-327/84/02/28,8403020313 


8403020014 Partial response to FOIA request for seven categories of 
docunients re NRC regionalization program App A documents In 
FDR. Revlau of remaining documents Incomplete 

FELTOMi d M Division of Rules and Records 03/12/16 LDHENTHAL, J 
Nuclear Information tc Resource Service 3pp 22492 240 24X 

Fiche 80-000/ 83/12/16/ 0403020014 


0403020317 Foruiards Rev 10 to "Analysis of Hydrogen Control Measures at 
McOuiri Nuclear Station,*' per 8BEH 7 {NUREG-042ai 
TUCKER, H S Duke Pouer Co 84/02/29 DENTON, H R Of pice of 
Nuclear Reactor Regulation, Director 2pp 22441 216 24X 

Fiche 50-000/84/02/29,8403020317 


— B403020038 Forwards final draft program guidance for FV83”03ppBr 
NUnEO—OBSS, "NRC Policy ti Planning Oulclance " Rev of current 
ofc operating p Ian, incorporating Commission Aug 1902 budget 
decisions b program guidance, expected bg 021030 
DIRCKS/ hi J Office of the Executive Director for Operations 
82/09/20 NRC - No Detailed Affiliation Given 19pp 
2249S 294 B4X Fiche 50-000,83/12/16,8403020014 


—8403020082 Provides progrem guidance for FY03— 06, developed in support 
of NUREO-OBBSj Issue 2, "NRC Policy b Planning Guidance 
1903 " Correct ofc operating plan should be revised to 
Incorporate end comments 

DIRCKBi U J Office of the Executive Director for Operations 
B3/0S/2O. NRC - No Detailed Affiliation Given, 20pp 
22493 340 n4X Fiche 50-000,83/12/16,8403020014, 


0403020168 NUBEO-0936 V02 N04 

NRC REGULATOR'/ AGENDA Quarterly Report, Oc tober-Oecember 
1903 

a Division of Rules end Records 04/02/29 10Opp 22482 212 


Q403020171 Foruards order confirming util commitments to implement 
requirements of Suppl 1 to NtlREO-0737 Order based on 030418 
b 0823 Itrs In response to Generic Ltr 02-33, 

VARGA, 8 A. Operating Reactors Dranch 1 0L-B2-33 04/02/21 

DAYME, tf P. Pouer Authority of the State of Nou York 4pp 
22491:091 24X Fiche 50-206,04/02/21,0403020171/ 


0403020178 Order confirming licensee 830418 b 0823 comtni tment s on 
emergency responsa capabl 1 i ty, p er requirements of Suppl 1 to 
NUBEO-0737 b Generic Ltr 03-33 

EISENHUT, D O Division of Licensing aL~02~33 84/02/21 

Pouter Authority of the State of Neuj York 6pp 22491 099 24X 

Fiche* 80-206, 84/02/21, B4D3020171 


— 8403020321 Rev 10 to "Analysis of Hydrogen Control Measures at McGuire 
Nuc 1 ear Station " 

• Duke Pouter Cn 04/02/29 SQpp 92441 2 1 8 24X 

Fiche 50-000,04/02/29,8403020317 


0403020327 Requests that completion date of emergency operations 
facility be extended from 850201 to Q5062B, per 83D41S b 0824 
Itrs b NURE0-O737, Supp 1 1 Completion date does not cover 
safety parameter display sys installation 

BAYNE, J P Pouter Authority of the Stete of Neui York JPN— 84— 15 

04/02/29 VASSALLOi O B Operating Reactors Branch 2 2pp 
22439 205 24X Fiche 50-333,84/02/29,8403020327 


0403020343 Forwards SALP rept for Oct 1982 - Sept 1903 Malnl of low 
personnel error rate merits continued attention 

MURLEY, T E Region 1, Office of Director 04/02/29 LUNDVALL.A E 
Baltimore Oas b Electric Co 3pp 22439 217 24X 

Fiche 50-317.04/02/29,8403020343 


— 840302034S SALP rept for Qet 1902 - Sept 1903 

e Region 1, Office of Director IED-a3-04 03/12/12 57pp 

29439 220 24X Fiche 50-317,84/02/29,0403020343 


04O3O2D392 F0IA request for Chilk 021019 memo to Dlrcks re post- 
accident sampling ays (NURE0-0737i Item II D 3) to be placed 
in FOR 

PEDRO, J NU3 Corp CD-HS-03-048 04/01/26 Division of Rules 

and Records Ip 22491 208 24X Fiche 50-209.04/01/26,8403020392 


8403020395 Responds to FOIA request for Chilk 021019 memo to Dircks 
re 0ECV-02-3B4 concerning status of TMl-1 NUREO-0737 items 
Fnruards document Document also available in FDR 

FELTON, JM Division of Rules and Records 04/02/15 PEDRO, U NUB 
CoTp Ip 22491 286 24X Fiche 50-209.04/02/19,8403020395 


8403020104 Requests identification of any potential problems or Items 
that cannot be met uithln time frame required to meet Sept 
1904 goal for completion of NllREO-0737 items 

VARGA, 0. A Operating Reactors Branch t, 04/02/22, WILLIAMS, J 
Florida Power b Light Co 2pp 22495 OOS 24X 
Flch e: 80-230, 84/02/22, 0403020104 


B4D3020207 Forwards order confirming licensee commitments on emergency 
response capabi 1 ity, based on info provided in util 830414 b 
0029 responses to Generic Ltr B2~33, Suppl 1 to NUREG-0737 
SCHWEMCEB, A, Licensing Branch 2 OL-02-33 04/02/21 FARRAR, OL 

Commonwealth Edison Co. 2pp 22494 324 24X Fiche 50-373,04/02/21, 

8403020207 


— 0403020221 Order confirming licensee 030414 b 0029 commitments on 
emergency reeponie capab 1 1 i ty, per Generic Ltr 02-33, Supp 1 1 
to MLIRE0-07P7 

EIBENHUr, D G. Division of Licensing GL-B2-33, 04/02/21 

Conunonueal th Edison Co 7pp 22494 * 326 24X 

Fiche. 90-373, 04/02/21, 0403020207 


0403020207 Forwards "Rept on Special Lifting Devices,” per 031111 
response to 8ER Open Item 59 Rept covers design, fabrics tton 
b initial acceptance testing of six special lifting devices 
listed In Table 3 of 010717 ltr. 

MCCAFFREY, B R. Long Island Lighting Co BNRC-1007 04/02/21 

DENTON, H R. Office of Nuclear Reactor Regulation, Director 3pp 
22441.260. 24X Fiche. 90-322, 04/02/21, 8403020207 


8403020289 Forward B resolution of SER Confirmatory Issue 11 re util 
030210 b 0316 submittals concerning Till Action Items I C 2 b 
I. C. 8. 

yCMJNOBLQOD, B J, Licensing Branch I 84/02/21 GARY, R.J Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 
5pp. 22492:241. 24X Fiche, 90-448, 04/02/21, 8403020209 


B403020B98 Notifies that proposed Tech Bpoe for certain NUREO-0737 
Itene per Generic Ltr 03-37 will be submitted by 840401. 
01E8LER,C.W. Wisconsin Public Service Corp NRC-a4-33. 84/02/20 

EISENHUT, D. 0. Di vl slon of Licani i ng 2pp 22440 066 24X 

Fiche: 90-308, B4/O2/20, 8403020299 


8403020460 NUREG-0072 RDl 
EDO PROCEDURES MANUAL. 

a Office of the Executive Director for Operations 84/01/31 
ISSpp. 22491 200 


0403050009 Forwards request For addl info re NUfiEO-0737, Item II B 3, 
"Post 'Acc ident Sampling Bys, " to complete revieui Requests 
response within 45 days of ltr receipt 

CRUTCHFIELD, D Operating Reactors Dranch 5 LS03-a4-O2-057 

84/02/29 LINDER, F Dairy land Power Cooperative 3pp 22470 107 
24X Fiche 50-409,04/02/29,0403050009 


0403050016 Forwards Rev 7 to FSAR site addendum (filed in PDR Category 
K) b Rev 7 to radiological emergency response plan (filed in 
PDR Category F) 

aCHNEUL.D F Union Electric Co ULNBC-731 04/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 22405 304 
24 X Fiche* 50-483, 04/03/01, 0403050016 


— 0403080019 Rev 7 to radiological emergency response plan 

» Union Electric Co 04/03/01 354pp 22406 230 24X 

Fiche 50-483, 04/03/01,8403050016 


8403050020 Responds to FOIA request for documents re PASNY submittal on 
sys interactions, rep ts evaluating submittal b list of 
repts/analyses from LLL evaluating PASNY sys interaction 
program Forwards App A documents 

FELTON, J M Division of Rules and Records 83/12/07 SHOLLYrS 
Union of Concerned Scientists 6pp, 22529 098 24X 

Fiche, 50-000, 83/12/07,8403030020 


—8403050029 NURE0/CR~2O5O 

SYSTEMS INTERACTION EVALUATION PROCEDURE FDR APPLICATION TO 
INDIAN POINT-3 

LIN, U J , ALESSP, H P , RICE, T R Lawrence Livarmore Laboratory 
FIN A-0405. UCRL-83024 01/04/30 NRC - No Detailed 

Affiliation Given SOpp 22S26 009 34X Fi Che. 50-000. 83/12/07, 

8403050020 


8403050053 Summary ef 040203 meeting w/util at site re ravleu, of 
NUREQ-0737 items Ag enda, at tendance list b handouts end 
VISSING, G S. Operating Reactors Dranch 4 04/02/23 Operating 

Reactors Branch 4 24pp 22527 332 24X Fiche 50-346,04/02/23, 

0403050053 
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8403050083 Discusses analyses on 32 saFety relief valve < SRV ) discharge 
lines per 921SS9 request; to address qiuestians re SRO test 
program per THI Item 11 8 1 Analyses Inillcate supports A 
piping geonetry adequate 

OUCHA.L T Seorgia Pouer Co ArED-B4-040 64/02/10 STDUZ.J F 

Operating Reactors Branch 4 2pp 22490 007 SAX 
Fiche 50-321. 84/02/ 10< 8403030085 


8403030098 Forwards “Rept on Task 03088, Pressurlier Relief Valve 
Discharge Piping Dual i f 1 cat i on for Calvert Cliffs, Unit 2." 
p er TMI Item 1 1 D 1 

LURDVALL.A E Baltimore Oas & Electric Co 84/02/29 HILLER, J R 
Operating Reactors Branch 3 3pp 2S4S4 167 24X 

Fiche 50-318. 84/02 /S9.B40303 0098 


-,-□403030100 "Rept on Task 03088, Pre s sur 1 z er Relief Valve Discharge 
Piping Qualification for Calvert Cliffs, Unit 2 " Approx nine 
of Q4 existing pipe supports may experience stress 
PATEL. R B Oechtel Carp 84/03/14 162pp S24Q4 1 70 24X 

Fiche 50-318, 84/02/29. B40303009S 


—8403050103 CEN-249(D) R02 

Rev 2 to "Pressurlier Safety Valve Operability Rept “ 

• Combustion engineering. Inc B4/0J/31 30pp 22484 332 24X 

Fiche 30-310,84/02/29, B40305009B 


8403030103 Advises that operability testing of RC3 vent valves uill be 
performed per requirements of ASI1E. 8ec tiun XI. Subsect ion 
lMV-3410, for Category B valves. per NUReQ-0737. I tam II 0 1 
CDUNSliL.H 0 Connecticut Yankee Atomic Power Co. CDUNSIL, U 0 
Northeast Nuclear Energy Co Isubs of Northeast Utilities! 

COUNBlL.ty 0 Northeast Utilities 1111043 84/02/21 MILLER, J ft 

Operating Reactors Branch 3 CRUTCHFIELD. B Operating Reactors 
Branch 5 2pp 22486 043 S4X Fiche 30-000.84/02/21,8403050103 


84030S0107 Foruiards “Abnormial Transient Operating Oui de 1 ines . Part 1 
Procedural Oui del ine s. " “ Part IJ-Vol I Fundamentals of 
Reactor Control " It " Part Il-Vol 2 t " per B30415 
schedule For completing Suppl I to NUREO-0737 requirements 
CRDUSC. R P Toledo Edison Co 1030 B4/03/01 EISENHUT. D 0 

Division of Licensing 3Spp 22323 221 24X Fiche SO-34 6, 64/03/0 t. 

8403050107 


— 8403050110 Procedure 74 - 1123331 - 00 , "Abnormal Transient Operating 
Ouidel ine s> Pai t I Pro.cedu-ral Guidelines " 

• OubcDct t, Ullcox Co 82/10/12 B6pp 22S23 25£ 24X 

Fiche 30-346, 84 / 03/0 1 , 8403030 1 07 


— 8403050114 Procedure 74-1125331-00, “AbnOTmal Transient Operating 
Out de 1 1 nes, Part I I-Vol 1 Fundamental of Reactor Control for 
Abnormal Transients ” 

X Bebcock tr Uilcox Co 82/07/06 24Spp 22S23 342 24X 

Fiche 50-34 6, B4 /03/0 1,8403050107 


— 8403050116 Procedure 74-1125531-00, "Abnormal Transient Operating 
Cuidelines.Fart Il-Vol S Discussion of Selected Transients " 
s Babcock Ii Ullcot Co 82/07/06 230pp 22524 227 24X 

Fiche 50-346.84/03/01. 6403050 1 07 


8403030121 Foruards notice pF consideration of issuance of amend to 
License DfR-6. based an B1121S ti revised 231216 applications 
Amend changes Tech Specs re stack gfs monitoring sys 
CRUTCHFIELD, D Operating Reactors Branch 3 L803-B4-02~04S 

B4/OP/22 VANDEVALLE.D J Consumers Pouer Co 4pp 224B8 032 
24X riche 30-133,84/02/22,8403050121 


8403030161 Forwards "Structural Steel Survivability Evaluation." in 
response to 940209 request for addi info (RAl 290 261, 
per SCR Open Item 14 

KEHPCR, J S Philadelphia Electric Co SBVT |-1 84/02/29- 

SCKUENCER. A Licensing Branch 2 3pp 22483 037 24X 

Fiche 50-352,94/02/29.8403030161 


— 8403050163 "Sti uctural Steel Survivability Evaluation " Rev 1 to 
"Comparison of Philadelphia Electric Co Heat Balance 
Mpdel u/Nunco/CR-3192" end 

* F'hi ladelphia Electric Co 84/02/24 372pp 22403 040 24X 

Fiche 50-332, 84 /O 2/29. B4030 SOI 6 1 


8403050229 Submits review of post-accident sampling sys. Item II B 3 Ten 
af 11 criteria met Remaining Criterion re procedure For 
estimating eptent of core damage based on radionuclide 
evaluation, accep tab 1« on interim basis 

MILLER, V R aperatlng Reactors Branch 3 84/02/27 STEUART, U L 

Virginia Electric & Power Co 6pp 22320 001 24X 

Fiche 50-000, 84/02/27. 8403050229 


9403030233 Natl flee that Class IV rather than Class II] fee appropriate 
far review of B40127 application far amend to License 
DPR-49, changing Tech Specs re MjnEO-0737 & min staffing 
requirements 

DIOOS, R M License Fee Hanagement Branch 84/02/29 ARNOLD, 0. 

Iowa Electric Light St Power Co Ip 22327 337 24X 

Fiche 50-331, 04/02/29. S4030 S0233 


8403050238 Forwards Amends 69 It 62 to Licenses DPR-42 St DPR-60, 
respectively St safety evaluation Amends revise Tech Specs re 
emergency air treatment sys St electric hydrogen recombiners 
DIIANNl.D C Operating Reactors Branch 3 84/02/21 HUSDLF, D H 

Northern States Power Co 2pp 22327 188 24X 

Fiche 50-282, 64/02/2 It 8403050238 


—9403050249 Safety evaluation supporting Amends 68 I, 6S to Licenits 
DPR-42 St DPR-bOi r B spectl ve ly 

e Office op Nuclear Reactor Regulation, Director 84/02/21 7pp 
22527 208 24X Fiche 50-282.84/02/21,8403050238 


B4030S0273 Requests provision of alternative surveillance to replace 
requirement presently in Tech Specs re turbine overspeed 
protection Proposed alternative malnt, cal ibr b testing 
program should assure that protection sys operable 
YOUNOSLOOD, B J Licensing Branch 1 84/02/29 OARY, R J Teias 

Utilities Electric Co Iformerly Tcias Utilities Generating Co. >. 
4pp 22501 109 24X riche 90-443, 84/02/29, 84O30SO273. 


8403090369 Summary of B40202 meeting w/util, HTI, Essex «, Bechtel in 
Bethesda.MD re control room design review, per Suppl 1 to 
NURBO-0737 Further clarification required in task analysis 
area Vlewgraphs end 

MAONER, D H Licensing Branch 2 84/02/24 Licensing Branch 2 

25pp 22527 284 24X Fiche 30-394.84/02/24,8403090369 


8403060039 Board Notification 84-041 forwards util 840202 updated 
proposed resolutions tc commitments per integrated assessment 
of plant Several issues under litigation before ASLB re 
proposed expansion of spent fuel pool storage capacity 
MIRAGLIA, F U Assistant Director for Safety Assessment 84/02/24 
BLOCH, P S . PARIS, 0 H . SHDN, F J Atomic Safety and Licensing Board 
Panel 3pp 22S4B 283 24X Fiche 30-1 99« 64/02/24, 6403060039 


8403060044 Forwards SER for NUREfi-0737, Item II B 2 2 re plant 
shielding Actions taken or planned for post-accident vital 
area access satisfy requirements of NUHEG-0737 
VAROA. S A Operating Reactors Branch 1 84/02/26 BAYNE, J P 

Power Authority of the State of Naw York 6pp 22928*316 24X 

Fiche 30-286.84/02/26,8403060044 


84030600S5 FOIA request for documents re Equipment Qualification 
Branch request to OELD for clarification of 10CFR90 49. 

HOLIMAN, P M Engineering Planning & Hanagement, Inc P13903. 004 
83/12/28 FELTON, J H Division of Rules and Records Ip 
22528 213 


8403060066 Approves state ii local plans 1, preparedness for alerting 1< 
protecting public in event of radiological emergency 
Approval conditional on verification of alert h notification 
sys per criteria of App 3 of NURBO-0694/FEMA-REP-l, Rev 1. 

SPECK'S N Federal Emergency Hanagement Agency 84/02/13 
DlRCKBiW J Office of the Executive Director for Operations Ip 
22516 300 24X Fiche 50-290,84/02/15,8403060086 


8403060091 Responds to FOIA request for records prepared by NRC re 
request to OELD for clarification of lOCFRSO 49 Forwards App 
A documents No addl records located subj to request 
FELTON, J K Division of Rules and Records 84/01/23 HOLZKAN.F H 
Engineering Planning tt Management, Inc 2pp 22528 214 


--8309120956 Requests comments on interpretations of Beetion 50 49 of 
lOCFRSOa "Environ Qualification of Electric Equipment 
Important to Safety for Nuclear Power Plants " 

VOLLMER.R H Division of Engineering S3/0B/31 0LM6TEAD. W J 
Regulations Division 3pp 22S8B 216 


— 8403060095 Responds to Specific questions raised in 830831 requast re 
legal interpretation of 10CFR90 49, "Environ Qualification 
Role. " 

0LM9TEAD, W J Office of the Executive Legal Director 83/10/04 
VDLUKER, R H Division of Engineering 3pp 22520.219 


— 6309120956 Requests ceoments on interpretations of Section 90 49 of 
lOCFRSO, "Environ Qualification of Electric Equipment 
Important to Safaty for Nuclear Power Plants " 

VOLLMER.R H Division of Engineering 83/00/31. OLMBTEAD, H J 
Regulations Division Spp 22926 216 
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8403060112 Foruiards ‘’Safety Parameter Display Sys Parameter Selection 
Evaluation b Implementation Plan< " per Oeneric Ltr 82-33< 

"Buppl 1 to NURE0~0737 He c^u i remen ts for Emergency Response 
Capability “ 

WILLIAMS. J W Florida Power *i Light Co L-04-40 B4/03/01 

EISENHUT. D 0 Division of Licensing Ip 2S91B 322 24X 

Fiche 90-339.04/03/01.8403060112 


— B403060116 "Safety Parameter Display Sy s Parameter Selection Evaluation 
tt Implementation Plan " 

» Florida Power fc Lleht Co GL-SH-33 B4/03/0I lOpp 
S291B 323 24 X Flche 90-339.84/03/01.8403060112 


8403060129 Forwards summary of identified technical evaluation rept 
deficiencies re environ qualification of safety-related 
electrical equipment. defined by IE Bulletin 7P-01B & 

NURE0-09Ba. respectively Enel withheld <ref I0CFR2 790) 

CLAVTONi F. L Alabama Power Co IEB-79-01B 84/02/29 VAROA. S A 

Office of Nuclear Reactor Regulation. Director 4pp 22919 036 
24X Flche* 90-348. B4/02/S9. B403060129 


8403060160 Forwards results of chemical analysis techniques performed 
on std test matrix solution as required by NUREO-O737i Act 1 on 
Item II. B. 3. per util B31 122 ltr. Response to Criterion 10 of 
draft 8ER complete 

HUKILL. H D Orneral Public Utilities - OPU Service Corp 
9211-B4-2099 B4/02/29 8T0LZ. J F Operating Reactors Branch 4 

Spp 22916 263 24X Fiche 90-289.84/02/29,8403060160 


8403060167 Advises that NUREO-0737. Action Items 1 1 K 3 30 !< II K 3 31 
considered complete. based on B40104 telcon between hRC 6 OE 
Licensee need only identify to NRC ref on docket to OE 
Topical Kept NEDa-20966 or NED0-20966P 

ZIMMERMAN, S R. Carolina Power t, Light Co NLB-B4-096 S4/02/29 

VABBALLDi D 8 Operating Reactors Branch 2, 2pp 22918 334 24 X 

Flche: 90-324.84/02/29. 8403060167 


8403060186 Forwards safety parameter display sys implementation plan 
it parameter fclection rept. per 830415 commitment Rept meats 
requirements of Oeneric Ltr B2-33 re Buppl 1 to NUREO-0737 
WILLIAMS. J.W Florida Power h Light Co L-e4-49 84/03/01 

EISENHUT. D 0 Division of Licensing llpp 28919 001 24X 

Flche. 90-389. 84/03/01,8403060186 


S403D60233 Forwards design info. instrument accuracy t< response times to 
assist in post-implementation review of containment water 
level monitoring (NUREO-0737, 1 tern II F. D.per B307i9 
request 

HUKILL, H. 0 Senaral Public Utilities - OPU Service Corp 
9211-84-2043 84/03/01 BTOLZ. J F Operating Reactors Branch 4 

6pp 22917:317 24X Flche* 90-289, 84/03/01, B403060233 


B403060264 Forwards "Program Plan for Detailed Control Room Design 
Review*. " Including proposed schedule for implementetlon. 
per NUREO-0737, Supp 1 1 requirements 

PILANT.J M Nebraska Public Power District NLSB400074 B4/03/01 

EISENHUT, D 0 Division of Licensing Ip 22913 229 24X 

Fiche, 90-898. 84/03/01,8403060264 


— 8403060274 “Program Plan for Detailed Control Room Design Review ' 
« Nebraska Public Power District 84/02/29 65pp 22915 226 
84X Fiche* 50-290,94/03/01,8403060264 


B403060297 Lists concerns re operator license exam review process. 
Proper security measures can bs taken to prevent 
dissemination of questions to license applicants during 
exaM Requests NRC reconsider new guidance. per NUREO-1021 
CAREV. J J Ouquesne Light Co 84/02/24 DENTON. H R Office of 
Nuclear Reactor Ragulablan. Director 2pp 22511 134 24X 

Fiche: SD-334. 84/02/24, 8403060297 


8403060313 Provides comments on DEB (NUREO~1026> Justification for not 
providing design analysis of seismic event requested 
ETCHISON. D Illinois. Btate of. Dept. Nuc Safety (formerly Dept 
Public Health! 84/02/22 Division of Licensing 3pp 
82919.330 24X Flche 90-496,04/02/82,8403060313 


B403060323 Notification of CROR Meeting 98 on 840319 to discuss 
proposod NUREO-0801, "Evaluetlon Criteria for Detailed 
Control Room Deelgn Review '' Requests ofe directors limit 
attendance of staff at CROR meetings. 

STELLOi V. Committee to R evieiit Oeneric Requirements 84/03/02 
MATTSON. R J, Office of Nuclear Reactor Regulation. Director. 

JORDAN. E L, Director's Office. Office of Inspection and Enforcamtnt, 
CUNNINOHAM.R E Office of Nuclear Materiel Safety Ic 
Safeguards, Director Ip, 22313 339 


8403060394 Forwards descriptions of Reg Quids 1 97 requirements It 
schedule for implementation of emergency response 
capability. per NUREO-0737, SuppI 1 

PILANTi J.M. Nebraska Public Power District NLSB400073 84/03/01 

EISENHUT. D. 0. Division of Licensing 19pp 229)9 311 24X 

Flche: 90-298, 84/03/01, 8403060394 


8403060364 Revised application for amend to License DPR-72. changing 
Tech Specs to reflect addition of two Independ ent. in-place 
hydrogen monitors Certificate of Svc end 
WESTAFER. OR Florida Power Corp 3F0284-)3 04/02/24 

DENTON. H B Office of Nuclear Reactor Regulation. Director 6pp 
22311 297 24X Flche 30-302.84/02/24,8403060364 


—0403060369 Proposed Tech Specs reflecting addition of two independent, 
in-piace hydrogen monitors, in response to NUREO-0737. Item 
II F I 

* Florida Power Corp OL -03-37 84/02/24 9pp 22911 303 24X 

Fiche 30-302,84/02/24.8403060364 


84D3060399 Provides addl Info re reactor coolant gas vent sys. per 
NUREO-0737, Item II B 1 Sys used to purge nitrogen 
accumulated In reactor vessel head on 831118 RCS will be 
vented periodically to reduce nitrogen pressure 
MEDFORD. M 0 Southern California Edison Co 84/03/02 
CRUTCHFIELD, O Operating Reactors Branch S 3pp 22518.271 24X 

Fiche 50-206, □4/03/02,0403060399 


B403D6D430 Provides preliminary estimates for emergency operations 
facility mods to raise radiation protection factor to 
greater than or equal to five, per NUREO-0696. in response to 
NRC 840214 request Util will not implement mods 
MARSHALL. J R Arkansas Power *c Light Co 0CANO2a413 84/02/29 
STOLZ.J F. Speratlng Reactors Branch 4 HILLER, J R Operating 
Reactors Branch 3 2pp 22518 192 94X Flche, 50-313, 84/02/29. 

8403060430 


B40306043? Forwards markad-up procedures generation package for 
implementing symptom-based emergency opereting procedures, 
per Supp! 1 to NUREO-0737 p for comment 

LEMPQLS. T E Niagara Mohawk Power Corp 84/03/01 VA89ALL0. D B 
Operating Reactors Branch 2 i22pp 22900 143 24X 

Flche 50-220.04/03/01,8403060439 


B4D3060447 Forwards rev to B30314 order, changing completion dates 
for NURE0-O737, Items 13 F 1 1, "Noble Oas Effluent Monitors" 
li 1 1 F 1 2i "Iodine Monitors." from 831231 to startup for 
fuel Cycle 7 

MILLER. J R. Operating Reactors Branch 3 84/02/21 WITHERS. 0 0 

Portland Oeneral Electric Co 3pp 22592 023 24X 

Fiche 50-344.84/02/21.0403060447 


— 8403060449 Rev to B30314 order extending completion date for Items 
II F 1 1 t< II F I 2 from 831231 to startup for 1904 
refueling outage 

EISENHUT. D G Division of Licensing 84/02/21 Portland 
Oeneral Electric Co 4pp 22952 026 24X Flche 50-344.84/02/21, 

8403060447 


S4O3D60470 Discusses negotiations w/ltcensee on NUREO-0737 items re 
emergency operating procedur es. per 830601 li 0712 memos 
REQUA.O Operating RBac*torB Branch 1 83/09/09 EISENHUT, D 0 

Division of Licensing ip 22549 326 24X Flche 50-261,83/09/09, 

B403060470 


8403060473 Requests expected completion dates for NUREa-0737 items (. 
justification for propased schedule for items that will not 
be completed by June 1964 by 840227 

EISENHUT, D 0 Division of Licensing 84/02/22 HUKILL, H 0 
General Public Utilities — CPU Service Corp. 4pp 22592 325 24X 
Fiche. S0-2B9. 84/02/22, B403060473 


8403060476 Requests expected response date for each TMI action item 
listed in enc 1 within lo days 

EISENIHUT, D a Division of Licensing 84/02/21 HUKILL, H D 
Oeneral Public Utilities - OPU Service Corp 5pp 22992 320 24X 

Fiche, 50-289. 84/02/21, B403060476 


84030604/7 Notification of 840313 meeting w/utll In York County. SC to 
conduct confirmatory site visit per Section 13 6 of 8RF 
(NUREO-OBOO). 

JABBOUR.K N Licensing Branch 4 S4/02/24 ADEN8AM.E 0 Licensing 

Branch 4 3pp 22549 340 24X Fiche 50-413.84/02/24,8403060477 


8403060508 Forwards order confirming util commitments to Implement 
requirements of Suppl 1 to NUREO-0737 Order based on 
commitments contained in util 840415 b 630824 responses to 
B212I7 Oeneric Ltr 02-33 

VAR0A.8 A Operating Reactors Branch 1 OL-82-33 04/02/21 
UTLEY.E E Carolina Power b Light Co 3pp 22552 169 24X 
Flche 50-261.84/02/21,8403060908 


— 8403060910 Order confirming licensee commitments on emergency response 
capab 1 1 1 ty. per Oeneric Ltr 82-33. Suppl 1 to NUREO-0737 
EISENHUT, DB Division of Licensing, GL-B2-33 B4/02/21. 

Carolina Power (. Light Co 6pp 22592,168 24X 

Fiche. 90-261,84/02/21, B403060908 
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84030A0333 NUREG/CR-30fc7 

CALIDRATIDM SOURCES FOR THE C-M COUNTER USED WITH TTE BNL 
AIR SAMPLER 

HUCHTON-R L . 6IRD<.S K i TKACHYKi U W Ejxon Nuclear Co . Inc <aub» 
at e»«ori Corp ) Fitt A-6347 ENICO-HS!! 64/02/29 Division of 
Facility Operations 92pp 22322' 064 


6403060334 NDtificafelon of B4D315-16 meetings u/utll in Sues tieateri TN 
to conduct conf i rine tory site visit per Section 13 6 of 8RP 
iNUREO-OBOOl 

KENYON> T J Licensing Branch 4 94/02/20 A DENS A Mi E 0 Licensing 

Branch 4 3pp 2253? 317 24X Flche S0-390> 94/02 /ZB> B403 060334 


B403070&93 NUREB/CR-3607 

RADIONUCLIDE DIETHIDUT I ONE AND rtlQRATlON MECHANISMS AT 
SHALLOW LAND BURIAL SITES 1902 Annual Report of Research 
Investigations On The Pis tr 1 bu t 1 on» Migra t i an And Containment 
□ f Radionuclides At Maiey FI at Sr Kent ucky 

KIRBViL J Dattelle Memorial Institute! pacific Northuest 
Laboratories FIN C-2291 B4/02/29 Division of Heelthi Siting (< 

Waste Hanagemeiit BOpp Available at NRC 49 50 22563 229 


8403070098 FDIA request for V Stello 830BO3 memo re task group to 
study surveillance testing In Tech Specs it 830916 & 1004 
Itrs from UU Sheppard of Westlnghouse Ouners Croup to be 
placed In PDR Documenti referenced in NURE0-t024 

PEDRO. J NU0 Corp CD-L 15-83-073 04/02/02 Division of Rules 

and Records. Ip. 22561 152 


B40307O104 NUflEe-0675 317 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT. UNITS 1 AND 2 Docket Nos 30-275 
And 50-323 iPacific Oa» And Electric Company! 

» Division of Licensing 94/02/29 22pp. Available at NRC 

♦3 00 22561 214 24X Flclie 50-275.84/02/29,9403070104 


— B403070221 Requests confirmation on lead responsibilities for 
flnaliilng NRC position re steam erosion contention issue 
Responsib lllty should be shared by Mechanical Engineering 
Branch l< Metoorology ft Effluent Treatment Branch 
NOVAK I T M Assistant Director for Licensing 03/08/29 
KNIGHT. J P Assistant Director for Comp fc Structures Engineering 
(Post 9302011 2pp 22363 224 


6403070255 Application for amend to Licenses DPR-24 t. DPR~27 Amend 
incorporates changes to Tech Specs re accident monitoring 
instrumentation to be Installed per NUREO-0737 requirement 
FAYiC H Wisconsin Electric Power Co 0L-e3-37 64/02/29 

DENTONi H R Office of Nuclear Reactor Regulation, Director 

MILLER. J R Operating Reactors Branch 5 4pp 22336 179 24X 

Fithe 50-266.84/02/29,0403070253 


— 8403070257 Proposed Tech Specs incorporating changes re accident 
monitoring instrumentation to he Installed per NUREO-0737 
requirement 

* Wisconsin Electric Power Co 84/02/29 lOpp 22536 103 24X 

Flche 50-266,84/02/29,8403070235 


9403070282 Forwards IE Insp Rept 50-267/93-32 on 931101-640112 No 
violations noted 

3TAR0STECKI. R Division of Project I, Resident Programs 84/02/21. 
HUKILL, H D General Public Utilities - QPU Service Corp 4pp 
22547 079 24X Fiche 30-299,94/02/21,8403070262 


—8403070267 IE Insp Rapt 50-289/83-32 on 631101-840112 No violations 
noted Major areas inspected actions on previous insp 
f Indlngs, p lant operations (long-term shutdounl, Tech Spec 
surveillance test program (, update to NUREO-0680. Supp 1 4 
YOUNG, F , BAUNACK, W , CONTE, R Region 1. Office of Director 
ALAB-729 84/02/06. ISpp 22547 003 24X Fiche- 30-289. 04/02/21, 

6403D702B2 


8403070109 NURE0/CR-36O1 

MANAOFMEHT AND URGAN! ZAT I ONAL ASSESSMENTS. A REVIEW EF 
SELECTED ORGANIZATIONS 

NADEL, M V . KERWIN. C H Dattelle Human Affairs Research Centers * 
Battelie Memorial Institute. Pacific Northwest Laboratories FIN 
D-2360 PNL-4B13 84/02/29 Division of Human Factors Safety 
42pp Available at NRC. *3 75 22561 172 


9403070114 NOREG/CR-3649 

DYNAMIC TESTING OF AS-BUILT CIVIL ENGINEERING STRUCTURES - 
A REVIEW AND EVALUATION 

3RINIVASAN.M G > KOT, C A , H5IEH. B J Argorud National Laboratory 
FIN A-2217 ANL-B3-20 94/01/31 Division Of Engineering 

Technolngy tl7pp 22562 055 


0403070307 Forwards IE Insp Repts 50-324/03-42 t. 50-325/83-42 on 
831215-B401 15 No violations or deviations noted 

VERRELLIi D t1 Division of project ti Resident Programs OA/OO/OA 
UTLEY. E E Carolina Power S, Light Co 2pp 22546- 175 24X 

Fiche- 50-324, 84/02/06. 8403070307 


—8403070310 IE Insp Repts 50-324/83-42 »< 50-325/83-42 on 8312I3-840U5 
No violations or deviations noted Major areas inspected 
survel 1 lance, malnti operational safety ver i f icatl on, E8F tys 
ualkdoun.LER revi eu. Ind ependent Insp t< plant transients 
MYER8, D □ , GARNER, L W Region 2, Office of Director BEH18,F R 
Division of Project 1. Resident Programs 50-325/83-42 04/02/03 

8pp, 22546 177 24X Fiche 50-324.84/02/06,8403070307 


8403070115 NVREO/CR-3091 V03 

REVIEW OF WASTE PACKAGE VERIFICATION TEET8 Semiannual Report 

Covering The Period Aprll-September 19B3 

BOO.P Brookhaven National Laborato.ry FIN A-3167 

BNL-NURE0-5t 630. 04/02/29 Division of Waste Management 164pp 

Available at NRC *5 50 22562 176 


8403070110 NUREG/CR-3449 

LABORATORY EVALUATION OF LIMESTONE AND LIME NEUTRALIZATION 
OF ACIDIC URANIUM MILL TAILINOE SOLUTION Progress Report 
OPIT2, B E ^ DDDBOM, M E , SERNE, R J Battelie Memorial Institute, 
Pacific Northwest Laboratories FIN D-2370 84/02/29 Division 

of Health. Siting L Waste Management 50pp Available at NRC 

•44 00 22562 004 


8403070121 NUfi£0-I03a BOl 

LICENSEE EVENT REPORT SYSTEM Description Of System And 
Guidelines Fur Reporting 

HEBDON.F J. Director's Office 84/02/29 BSPP Available at NRC 
44 30. 22561 308 


B40307DI57 Application supplementing 820316.830623 & 0906 requests for 
amend to Licenses DPR-62 A OPR— 71 > cons 1 st i ng of Tech Spec 
changes for Item 9 re Isolation of HPCI E, RCIC mod {NUREO- 
0737, Act I an Item II K. 3 IS) ic Generic Ltr 63-02 
HOWE, P W Carolina Power A Light Co GL-e3-02 84/02/28 

VASSALLO, D D Operating Reactors Branch 2 2pp 22338 316 24X 

Fiche 50-324. 04/02/28. 8403070137. 


8403070303 NUREG-1039 

REVIEW AND EVALUATION OF THE NUCLEAR REGULATORY COMMISSION 
SAFETY RESEARCH PROGRAM FOR FISCAL YEAR 1905 

♦ ACB9 - Advisory Committee on Heeetor Safeguards 94/02/29. 74pp 
Available at NRC »4 50 22961 234, 


9403070392 NUREG/CR-aOOO V03 N1 

LICENSEE EVENT REPORT <LER) COMPILATION For Month Of 
January 1984 

* Oak Ridge National Laboratory FIN A-913S ORNL/NSIC-SOO 
84/02/29 Director's Office 123pp 22554 092 


0403070397 NUREO/BR-OOSV ROl ER 

SMALL BUSINESS INNOVATION RESEARCH PROGRAM Program 
Solicitation FV19B4 

* Office of Nuclear Regulatory Research. Director 84/02/21 Ip 
22567 022 


8403070401 NUREO-0304 VOB N04 

REGULATORY AND TECHNICAL REPORT Compilation For 1993 
» Division of Technical Information it Document Control 84/02/29 
S69pp 22S94 217 


0403080003 FOIA request for 10 contractor repts on generic modeling far 
vital area A safeguards analysis referenced in 
NUREO/CR-3121 

SHDLLY, S C Union of Concerned Scientists 84/01/10, FELTON. J,M 
Division of Rules and Records 2pp 22579 001 


—8403070162 Propased Tech Spec changes for Item 9 re Isolation of HPCI 
A RCIC mod (NURED-0737. Act Ion Item II K 3 IS) A Generic Ltr 
83-02 

* Carolina Power A Light Co 01-63-02 84/02/28 31pp 

2253B-31S 24X F i c he- 50-324, 64/02/26, 8403070137 


8403080039 Lists planned submittal dates far eight action Itema.per 
840221 request 

HUKILL, H D General Public Utilities - GPU Service Corp. 
9211-84-2054 84/03/02 E I BEIdiUT, D G. Division of Licensing. ?PP 

22599 197 24X Fiche' 50-2S9, B4/03/02, 8403080039 


8403070215 Responds to FOIA request for documents re 830919 meeting 
to discuss steam erosion issue in facility proceeding A TM 
Novak 830829 memo on subj Forwards App A documents Documents 
4 A 3 withheld (ref FOIA Eiemption 5! 

FELTON, J,M Division of Rules and Records 04/01/23 HIATT, S 
Ohio Cltiiens for Responsible Energy 3pp 22563 220 


84030BODS3 Forusrds order modifying implementation date for TMI Actisn 
Item 11 F 1 1, “Noble Gas Steam Effluent Monitor." per 
NUREO-0737 Order provides new completion date of 041231 W/o 
enc I 

MILLER, J R Operating Reactors Branch 3 84/03/02 LUNDVALL. A E 

Baltimore Gas A Electric Co App 22584 099 24X 

Fiche 50-317.04/03/02,8403080083 
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8-403060095 FDlA rsctusit for SER (< 8SER 21 (NUREC— 0675) re operation of 
facilitiei 

©ARBEi 8, P Oovarnment Accountab i 1 1 tg Project 84/01/07 Office 
of Admin litratlon Spp 225B4 074 


B4030B0177 Fourth partial responee to FOIA requeet for si « categories 
of documents re facilities Poriuariis App A decuments App D 
document entirely uithheld (ref FOIA Exemption 5) Revlaui of 
addl documents subj to request continuing 

FELTON# J M Division of Hu lee and Records 84/03/13 ANDERSON, H I 
Sarveg# Schubert# Adams It Barer 7pp 2aSB3 226 24X 

Flch* 50-000, 84/02/ 13# B4030B0177 


— 8107280171 Notification of 810729 meeting u/utll U B&H in Bethesda.MO 
to discuss method util intends to use to fulfill requlrments 
of NUREO-0737 Item II F 2 (Inadequate core coaling 
Instrumentation) 

HERNAN#R M Licensing Branch 4 Bl/07/21 ADEN8AM, E 0 

Licensing Branch 4 2pp 225B3 305 24X Flche 50-000# 94/02/13, 

B4030B0177 


— B2072B016S Foriitards Cycle 3 systematic appraisal of licensee 
performance input for S10701 through 820730 in response to 
Region 5 B20625 request Strong mgt evident Resolution of 
technical issues# responsiveness tt staffing satisfactory 
HERNANtR U. Licensing Branch 4 62/09/15 EISENHUT#D. 0 

Division of Licensing 6pp, 22583 351 Z4X Flche 50-0()0# 
84/02/13# B4030B0179 


B4030BD227 Lists concerns on proposed water supply sys discussed in 
Dec 1983 DEB (NUREO-1026) # Includ ing degradation of water 
quality from cooling water discharge to Kankakee River 
0ALLA6HER#J R Hill County, IL. B4/O3/0S Division of Licensing 
Ip a2561'031, 24X Flche 90-456# 84/03/02# 04030B0227 


6403080264 Forwards "Control Room Design Review Program plan for North 
Anna t# Surry Power Stations# " in rasponee to Suppl 1 to 
NUREO-0737 Review expected to be completed by BS0B30 
BTEHART<WL Virginia Electric fc Power Co 007 84/03/0L 

DENTON# H R Office of Nuclear Reactor Regulation# Director 2pp 
22997'299 24X Flche SO-OOO# 84/03/01, B4030B0264 


— B403DB0269 "Control Room Design Review Program Plan for North Anna h 
Surry Power Stations# " in response to Buppl 1 to NVREO-0737 
« Virginia Electric t# Power Co 84/03/01 Htpp. 22557 299 
24X Flcha' 30-000, 84/03/01# B4030B0264 


B403080265 Forwards throe repts re facility safety parameter display 
sgs <8PDB>iper requirements of Suppl 1 to NVRE8~0737 
8PDS will be installed during upcoming recirculation piping 
replacement outage 

PILANTfJM Nebraska Public Power District LQA8400069 84/03/01 

eiBENHUr# D 0 Division of Licensing 2pp 22558 OSO 24X 
Flche* 90-29B, B4/03/01# B4030B0265 


8403080405 Further response to FOIA request for documents re BER 
related bo operation of facilities Forwards App D documents^ 

App A li B documents available in FDR. Review of remaining 
documents subj to request in progress 

FELTON# J M Division of Rules and Records 84/03/02 OARDE# Q P 
Oovernmant Accountability Project 4pp 22583 073 


— B312230256 Forw,ards responses to Allegations 7# 9 t# 48# per 631130 
request. 

8PEI8. TP Division of Safety Technology. 83/12/09 KNIONTON# O 
Office of Nuclear Reactor Regulation# Director 12pp 22SB3 lit 


—8403080426 Forwards safety evaluations for Allegations 8# 10# 1 1# 14# 15# 
16# 17# 27# 28# 29, 31# 32# 33# 35# 36# 55# 85 Ic 86 Licensee approach 
for determining containment stability against tilting 
accaptable, 

VQLLMERiR. H Division of Engl naer ing IEB-BO-11 83/12/09 
EI8ENHUT, D 0. Division of Licanilng 31pp 22983 132, 


8403090012 Forwards "High Prcssura Safety Injection Pump#" mechanical 
environ qualification reptiper S8ER 9 (N(JRE0-0BS7), 

VAN BRUNT# E E. Ariiona public Barvlca Co ANPP-2B970-HFQ/. 
64/02/27. KNIOHTON, O W Licensing Branch 3 2pp 22568 001 24X 

Flche; 50-928# 84/02/29, 8403090012 


8403070081 Forwards Suppl 4 to response to IE Bulletin 83-02# cons is t ing 
of rept# "Recirculation# RHR Shutdown Cooling# Head Spray Lina 
Reactor Info (Rev 2) " 

DALTBOFF#SL. Philadelphia Electric Co. IEQ-B3-02 84/02/21 

HURLEY. T.E. Region 1, Office of Director 3pp 22579 153 24X 

Flche 50-277# 84/02/21, 8403090081. 


8403090099 Forward! application to amend License DPR-26 consisting of 
proposed Tech Spec changes# incorporating requirements of 
Itam II B 1 Of NUREO-0737# "Reactor Coolant Vent Byt " 

O'TDQLE.J. 0 Consolidated Edison Co, of New York# Inc 0U*'B3-37 
84/02/28. VAROAtS. A Operating Reactors Branch 1 2pp 22576007 
24X Ficha 50-247. 84/02/20# 8403090095, 


— 8403070098 Application for amend to License DPR-26# revl sing Tech Specs 
to incorporate requirements for reactor coolant vent sys 
O'TOOLE# J D Consolidated Edison Co of New York# Inc 84/02/28 
2pp 22576 007 24X Flche 50-247,84/02/28.8403090095 


— 8403090101 Proposed Tech Spec re RCS vents per NUH £0-07 37# Item II B I 
» Consol Idatetf Edison Co, of Nam York. Inc 84/02/29 Bpp 
22576 011 24X Flche 50-247, 84/02/20# 8403090095 


8403090100 Application for amend to License DPR-16# changing Tech Specs 
re fire detection instruments to comply w/NUREO-0737 
(Generic Ltr 83-36). Items IIB1#1IB3, IIF1J(1ID34 
KUNCL.L 0 Nebraska Public Power District NLS 8400076 84/02/29 

VASSALLO, D D Operating Reactors Branch 2 6pp 22571 116 24X 

Flche 50-298,84/02/29,8403090100 


— 6403090116 Proposed radiological Tech Specs per NURE8-0737 (Oenerlc 
Ltr 03-36) re fire detection Instrumentation 

* Nebraska Public Power District QL-B3-36 84/02/29 16pp 

22571 122 24X Ficho 50-290, 04/02/29# 0403090100 


8403090118 Forwards comments re DEB (NURE0-1033> for consideration in 
preparation of FES 

aORENSENi 0 C. Washington Public Power Supply System 003-84-131 
84/03/05 KNIOHTON# 0 W. Licensing Branch 3 5pp 22576 074 24X 

Flche. 60-908# 84/03/05# 8403090118 


B403090I21 Advises that 24 h humidity test of three safety-related 
components per 8BER 4 (N(JHEO-O09Z) satisfactorily completed 
SORENSEN, O C Washington Public Power Supply Bystem <302-84-109 
64/03/01 8CHMENCER.A Licensing Branch 2 Ip 22576 066 24X 

Flche 50-397.84/03/01,8403090121 


8403090145 Requests submittal of documentation re NURE&~0737 items 
within 30 days to complete technical reviews I# 

Imp lement a t Ion# es c luding Suppl l#by Sept 1984 

VAROA. S A Operating Reactors Branch I 04/03/02 FARRAR, B L 
Commonwealth Edison Co 8pp 22592 309 24X Flche 50-29 5,04/03/02, 

8403090149 


8403090153 Notifies that goal for completion of technical reviews t# 
Implementation of NUHEO-0737 Items # exc lud Ing Suppl Ills Sept 
1964 All required documents must he provided t< Tech Specs in 
place to meet goal 

VARQA.a A Operating Reactors Branch I B4/03/02 CAREY. J J 
Duquosne Light Co 3pp 22584 350 24X Flche 30-334# 04/03/02, 

0403090153 


8403090179 Forwards supplemental info re core exit thermocouples (CET) 
for inadequate core cooling interim operation# per 640210 
telcDn CET sys complies w/most NURE0-0737i Item II F 2 
requirements 

MARSHALL, J H Arkansas Power t, Light Co lCANO304Ot B4/O3/07 
STOLZ.J F Operating Reactors Branch 4 Spp 22573 267 24X 

Flche 50-ai3#a4/03/07#a403090179 


8403090210 Advises that util 840220 proposed variance for hlgh-range 
stack gas monitors unacceptable Sys should be modified to 
meet display guidon Co of NUR £0-0737# Item II F 1(1), "Addl 
Accident Monitoring Instrumentation " 

CnUTCHFIELD, D Operating Reactors Branch 5 LS 05 -84 -03- 007 

84/03/07 VANDEHALLEiD J Consumers Power Co Spp 22574 358 
24X Flche 50-000# 84/03/07# 0403090210 


8403090252 Application to emend Licenses DPR-71 I# DPR-62, rev 1 s Ing Tech 
Specs re accident monitoring instrumentation per NUREO-0737 
ti Oenerlc Ltr 83-36 

HOWE. P H Carolina Power t< Light Co NLa-a4-074 84/03/02 

VA83ALLD, D 0 Operating Reactors Branch 2 7pp 22571 192 24X 

Flche 50-324,84/03/02,8403090252 


— 8403090260 Proposed Tech Specs re limiting conditions for operation 1< 
surveillance requirements for accident monitoring 
instrumentation per NUREO-0737 t< Oenerlc Llr 83-36 
* Carolina Power S< Light Co OL -83-36 04/03/02 21pp 

22971,199 24X Ficho 30-324.84/03/03,0403090252 


8403090272 Notifies that submittal date for STS addressing NUREO-0737 
items# per Oenerlo Ltr 03-37# rescheduled for 040305 
C0UN91L.H O Connecticut Yankee Atomic Power Co CDUN8IL#I#I 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

CDUWaiL.H O Northeast Utilities A03610 E4/02/24 EIEENHUT.D 0 

Division of Licensing, 2pp 22572 196 24X Flche 50-336,04/02/24# 

8403090272 


8403120004 Reevaluates response to NUREO-O737r Item III D 3 4# "Control 
Room Habitability#" based on PRA technique for onsite S< 
offsite sources App R mods will assure adequate smoke 
detection in control room 

HUK1LL,H D General Public Utilities - OPU Service Copp 
5211-84-1056 B4/03/02 STOLZ# J F Operating Reactors Branch 4 

2pp 22S86 306 24 X Flche 50-209# 84/03/02# 8403120004 
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8^03120043 "Annii'al Hept of Facilitv Ch 4ng«s> Tc > t&i Ex p er Iment t h Safety 
!< Relief Valve Failure* & Ch al lenge*) 19B3 ’• M/B4030-1 Itr 
MINECK, 0 U Iowa Electric Light h Pouer Co DAEC-B4-129 03/12/31 

KEPPIER.J 0 Region 3, Office of Director 73pp 32591 143 24J< 

Flche S0-331> B3/13/3I. B403120D42 


9403130059 Forward* result* of safety evaluation of KLREO-O737i I tern 
11 K 3 IB concluding that eliminating high dryvell pressure 
permissive could Increase severity of lost of feedwater 
transient by actuating automatic depressur 1 lati on sgs 
MANOANi C V ffiagara Mohauik Power Corp 64/03/0i> VASSALLOi D D 
Operating Reactors Branch 2 3pp 22S8di 295 24X 

Fithe 50-Z30.e4/03/0£.<B40312DOS9 


B403120DB1 Forward* safety evaluation re Sections 3 1~1 {< 5 3 of 
NUREC~0&1S| "Control of Heavy Leads at Nuclear Pouier 
Plants " Guidelines satisfied Phase 1 acceptable 
JDHHSDN.E H Region 4i Office of Director B4/’03/Oh LEEi O R 
Public Service Co of Colorado 2pp 22590 16B 24X 

Flche' 60-267. 84/03/06, B4031200B1 


— 8403120096 Safety evaluation re NU’RE0-0bl2, “Control of Heavy Loads.'’ 
Phase I Guidelines satisfied 

» NRC ' No Detailed Affiliation Given B4/D3/0& 2pp 
22390 170 24X Flche 50-267, S4/03/06, B4031200B1 


--9402290725 E00-HS-A294 R03 

"Control of Heavy Loads at Nuclear Power Plants, Fort St 
Vraln Nuclear Generating Station, Phase I, " technical 
evaluation rept 

STICKLEV, T H EOiO, Inc FIN A-6457 B4/01/31 NRC - No 

Detailed Affiliation Given E7p P 23390 172, BAX 
Flche 50-267. B4/O3/06, B4 031 BOOai 


B4031SOI 30 Comments on NUREG-0737, Item II B 1. “RCS Vents “ Six listed 
items comp 1 eted. per B30903 9ER RCS vent sys solenoid valves 
not susceptible to common mode failure Mo corrective action 
necessary 

WEBTAFER.O rt Florida Power Corp 3F03a4-O4 B4/03/07 STtJLZ, J F 

Operating Reactors Branch 4 3pp 22599 202 24X 

Flche 50-302,04/03/07,8403120130 


8403120157 Advises that. due to delays in delivery ft Installation of 
auxiliary safety instrumentation panels ( ASIPs I. ins tal latlon 
of six accident monitors addressed In NUREQ-0737i Items 
JI F J 1 through II F I 6 Will not be completed by 840630 
FAY.C W Hlscunsin Electric Power Co B4/03/09 DENTON, H R 

Office of Nuclear Reactor Regulation. Director MILLERiJ fi 
Operating Reactors Branch 3 3pp 225B6 2S0 BAX 
Flche 50-366,84/03/05,9403120157 


B403120179 Forwards info supporting util position that implementation 
of add] insp criteria provides no addl Increase In safety, 
per SER <N0REO-O947l 

HILLS.L H Tennessee Valley Authority B4/03/07 ADEN5AN, E 
Licensing Branch 4. 3pp 22390 205 24X Flche 50-390. B4 /03/07. 

9403120179 


8403120193 Forwards application for amend to License DPR-40, revising 
Tech Specs to add limiting conditions for operation, 
survei 1 1 argee requirements ft administrati ve requirements, per 
NURE8-07a7 

a LeDoeuf, Lamb, Lrlby ft HacRae. * Omaha Public Power District 
84/03/09 DENTON, H Office of Nuclear Reactor Regulation. Director 
3pp 22985200 24X Flche 50-285,64/03/09.6403120193 


— B403120192 Application for amend to License DPR-40i revi sing Tech Specs 
to add limiting conditions for operation. surve i 1 lane e 
requirements ft administrative requirements. per NUREO-0737 
JONES. H C Omaha Public Power District 04/O3/OB 2pp 
22585 203 24 X F 1 c h e; 50-26 5, 54/03/09. B403 1201B3 


— 8403120195 Proposed Tech Specs re limiting conditions for operation, 
surveillance requirements ft administrative requirements 
• Omaha Public Power District 94/03/09, I4pp 22 585 205 24X 

Flche' 50-285.84/03/09,8403120183 


B4031201B6 Requests that NVREG-O 737. Item 1 1 E 4 2 re Containment 
pressure setpoint be closed in next SSER. Fad 1 1 ty will 
employ 17 1 psia setpoint. per Tech Specs, 

COOK.K H Louisiana Power ft Light Co ftl3PB4*0602 84/03/05 

KNlGHTaN.O U Licensing Branch 3 Ip 22585 OOJ 24X 
Flche 50-382.64/03/05.8403120186 


B4D3120302 Requests remittal of Class HI fee for review of 840123 
application for Tech Spec changes re NUREG-0737 
requirements 

DIGQS.R M License Fee Management Branch 84/03/01 RODRIGUEZ. R J 
Sacramento Municipal Utility District Ip 22596 360 24X 

Flche 50-312,94/03/01.6403120302 


B403120339 Forwards order confirming util commitments to Implenant 
post-TMI-related items set forth in Suppl 1 to NUREG-0737. 
“Requirements for Emergency Response Capability " Order 
based on util 921217 response to Generic Ltr 62-33 
aTOLZ. J F Operating Raactors Branch 4 OL -92-33. 94/02/21 

RDDRIOUEZ.R J Sacramento Municipal Utility District 3pp. 
22615 320 24X Flche 50-312.94/02/21.8403120339 


— 9403120342 Order confirming licensee commitments on emergency retpenit 
capabi 1 i ty I per Suppl 1 to NUREO-0737, 

EISENHUr. D 0. Division of Licensing 94/02/21 Sacramento 
Municipal Utility District 6pp 2261S 323 24X 

Flche 50-312,84/02/21,9403120339 


8403120354 Forward* ordar confirming licensoe commltmants to Implemint 
p ost-THI-related items set forth in Suppl 1 to NUREO-0737. 
"Requlrtments For Emergency Response Capability." Ordar 
based on util responses to 921213 Generic Ltr 92-33 
8T0LZ, JF. Operating Reectore Branch 4 OL-Ba-33 04/02/21. 
VILCUa. U S Florida Power Corp 3pp 22619' 329 24X 

Flche 50-302,84/02/21,9403120354. 


— 8403120359 Order confirming lletneee commitments on emsrgency reipohi* 
cBpab 1 1 t ty , per Suppl 1 to NUREO-O7a7, 

EISENHUT, D, G, Division of Licensing 94/02/21 Florida Power 
Corp 6pp, 22615 332 24X FI che; 50-302. 94/02/21. 94031 20354. 


8403120379 Forwards rept of results of in-progra*s audit for facility 
datalled control room dasign raviau par Suppl 1 to 
NUREG-0737 conducted on 831212-16 

MILLER, J R Operating Reactore Branch 3 84/02/29. NITHERB,B,0 

Portland Oenaral Elactrlc Co 73pp, 22619' 006 24X 

Fiche 50-344.84/02/29,9403120379 


B403130D07 Forwards response to Generic Ltr 83-36 re NUREO-0737 Tech 
Spec* , 

MILLS, L M Tennessee Valley Authority OL-83-36 94/03/07 

DENTON, H R Office of Nuclear Reactor RagUlation, Diractor 3PP. 
226 1 3. 349 24X F 1 c h e . 50-2 59, 84/03/07, 6403 1 30007 


8403130057 Commant* on DEB <NURE 0 - 1 D 26 > for facility DCe does 
not complataly describe fuel cycle impact ft should contain 
statement re rang* of nonfatal cancer injuries ft birth 
defects induced by fuel cycle Rn-22S 

DOHERTY.J F. Doherty, J F. 84/03/07 STEVENS. J A Division of 
Licensing 2pp 22601 117. 24X Fiche. 50-436, 84/03/07. 6403130057. 


9403130066 Advises that raqueit to revise Tech Specs to provide 
requirement* for overtime limits ft reporting of relief ft 
safety valve failure* will be submitted per Generic Ltr 
82-16 (NUREG-0737) by 840515 

UILLIAhfS, J U Florida Power ft Light Co. OL -92-16 84/03/08 
MILLER, J R, Operating Reactore Branch 3. ip 22601' 252 24X 

Flche 50-335,84/03/08,8403130066 


B4D3130155 Advisee that state ft local plans ft preparednafs for 
radiological emergencies adequate Approval conditional on 
FEMA verification of adequacy of alerting ft notification 
sys, per App 3 of Rev 1 to NURE0-0654/FEMA-REP-1. 

SPECK. 9 U Federal Emergency Management Agency, 94/03/02 
DIRCK8, W J Office of the Executive Director for Operatione 2pp 
22608 229 24X Flche. 50-254, 84/03/02, 64031301SS 


9403130185 Discusses evaluation of State of IL ft local plant ft 
preparedness for faculties Plane adequate to protect health 
ft safety of public Approval of public alert notification eye 
conditional on verification of criteria of NUREO-0654. 

SPECK, S W Federal Emargancy Management Agency. 84/03702 
DIRCKS, U. J Office of the Executive Director for Operations Ip 
22613 316 24X Fiche 50-293.84/03/02.8403130195 


8403130190 Forwards response to NRC 801222 request for review of 
control* for handling heavy loads, ae committed to In 830909 
ltr, Response to items in Section 2 1 of 601222 ltr also 
end, 

BOOKER, J E Gulf States Utilities Co. RB0-1716S, 94/03/01, 

DENTON, H R. Office of Nuclear Reactor Regulation, Director 63pp 
22606 063. 24X Fiche; 30-459, 84/03/01, 9403130190. 


9403130194 Responds to NRC comments on detailed control room design 
review program plan, par 831223 ltr Control room inventory 
requirements will be satlsf 1 ed, per Suppl 1 to NUREO-0737 ft 
Generic Ltr 83-16 during Apr 1984 task analysis review 
EDELMAN.M R Cleveland Electric Illuminating Co PY-CEI/hmR-'009S. 
84/02/29 YOUNGBLOOD, B. J Licensing Branch 1. 7pp. 82617:300. 
24X Flcha 50-440,84/02/29,8403130194. 


9403130199 Forwards info in response to NRC 920630 ltr re NUHEO-O737i 
Item II, B. 3, "Poet-Accident Bampling Syi. " M/thrae ovarslxe 
drawlngi Aperture cards are available in PDR. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 94/03/06 
CRUTCHFIELD, D Operating Raactors Branch 3 35pp, 3860B'846 34X 

Flche' 50-219,84/03/06,8403130199. 
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S403130SS7 Forwards Info ra shift cxprri one ei per DF Schnvll B403O1 
ItT t> SER <WREO-OB?S) Licensed classrooni training t< com 
conduc tad 

BDRENBENrO C Washington Public Power Supply Systoni 002-84-127 
B4/03/09 DENTON) H R Office of Nuclear Reactor Regulation) 
Director 7pp 22f>0Q 231 24X Flche SO-S"??) 84/03/09, 0403130227 


8403130234 Disagrees w/util B40209 1 tr concluding that no Tech Spec 
revs required to flnallie NUREO— 0737 items presented in 
Oaneric Ltrs 03—36 U 83—37 Changes needed for conformance 
tc NUREO-0737 end Commitments requested within 20 days 
JOHNSON, E H Region 4, Office of Director GL-83-3<> 04/03/08 

LEE,D R Public Service Co of Colorado 3pp 22617 269 24X 

Flche: SO-267, 04/03/08, 8403130234 


8403130287 Requests exemption from 10CFR90 44< c )< 1 1 ) (B), specifying 
requlromonts for containment penetrations designated for use 
as post— acc ident hydrogen recomblner , by 840405 
KAY) J A Yankee Atomic Electric Co PVR 84-31 84/03/06 

CRUTCHFIELD) D Operating Reactors Branch 5 3pp 22614 146 24X 

Flche 30-029)84/03/06)8403130207 


B4O313029O Forwards response to Section 4.4 of NUR £0-0827) SEP Topic 
ri-3 Cf “aafety-Related Mater Supply (UHS) “ Submittal of 
applicable Tech Spec changes rescheduled for 840401 
LINDER) F Dalryland Power Cooperative LAC-9627 04/03/00 

CRUTCHFIELD) D Operating Reactors Branch 9 3pp 22608 034 24X 

Fiche- 50-409)84/03/08) B40313O29O 


B403130S98 Provides implementation Itr rapt for reactor vessel level 
Instrumentation sys. per NRC B40116 1 tr Ei TNI Action Item 
II F 8. Requests NRC approve use of installed reactor vessel 
level Instrumentation based on previous acceptance 
STEWART) W L Virginia Electric it Power Co 047A 84/03/07 

DENTON) H R. Office of Nuclear Reactor Regulation) Director 
EIBENHUT) D 0 Division of Licensing 3pp 22607 360 24X 

Flche 50-338)84/03/07)8403130298 


840'313O34D Forwards offsite dose calculation manual) per proposed 
radiological effluent Tech Spec dtd 640201 Response to 
Franklin Research Ctr comments re 030301 offsite dose 
calculation manual also end 

LEMP0E9) T E Niagara Mohawk Power Corp 84/03/07 VASSALLO) O B 
Operating Reactors Branch 2 6pp 82607 154 24X 

Fiche 50-220)84/03/07)8403130340 


— 6403130349 "Offsite Dose Calculation Manual " 

* Niagara Mohawk Power Corp B4/03/01 -BOpp 22607 160 24X 

Fiche- 50-220. 84/03/07, B403130340 


8403130353 Documents present resolution of SER open items & 
deficiencies noted in Franklin Research Ctr technical 
evaluation rept re environ qualification of safety-related 
electrical equipment 

RYBAK, B Commonwealth Edison Co 8181N 04/02/29 DENTON. H R 

Office of Nuclear Reactor Regulation) Director 40pp 22617 000 
24X Flche 50-254,84/02/29,8403130353 


0403130386 Forwards response to B40112 request for addl Info ro 
NURE0-0737, 1 tern II B 3, "Post-Accident Sampling Bys " 

Emergency Procedure EPP-9, "Determination of Core Damage 
Under Accident Conditions” also end 

MANOAM. C, V Niagara Mohawk Power Corp 84/03/03 VA8BALLO. D B 
Operating Reactors Branch 2 i5pp 22605 010 24X 

Flche. 50-220, 84/03/08. 8403130386 


B4O313O4B0 Advises of effort to determine effect of dead leg piping 
extending into secondary contalnmant. per NURE0-O737, Item 
II. B 2 <( util 630916 Itr re environ qualification of 
safety-relotad equipment. 

SORENSEN, O C Washington Public Power Supply System 002-B4-1 12 

B4/03/09. BCHWENCER.A Licensing Branch 2 2pp 22613.214 24X 

Fiche. SO- 397, 84/03/05, 8403130480 


B4031304B6 Forwards addl Info re Generic Utr 82-33, "Suppl 1 to NUREO- 
0737 - Requirements for Emergency Response Capability “ 

Info suppls amergoncy operating procedures generation 
package submitted 830831. 

BOOKER, J.E. Oulf States Utilities Co. RBO-17137 84/02/27 

DENTON) H R Offiee of Nuclear Reactor Regulation, Director. 4pp 
22614*009. 24X Fiche: 50-458. 84/02/27. 8403130486 


B403130496 Forwards comments on 630930 detailed control room design 
review program plan per Buppl 1 to NURE8-0737 Specific areas 
of plan not described in enough detail to ensure that plan 
will meet requirements tn-progress audit suggested 
VASSALLO, D fi. Operating Reactars Branch 2 84/02/22 RHODE, 0 K 

Niagara Nohawk Power Corp 13pp 22619 348. 24X 

Flche 50-220,64/02/22,8403130496 


8403140001 Forwards comments on DE3 <NUREG-1026) Comments submitted for 
consideration by Commission per I0CFR91 

MCDONOUGH) C L Commanieeal th Edison Co 4342E 84/03/12 

Division of Licensing I3pp 22633 291 24X Flche 30-456,34/03/12, 

8403140001 


8403140019 Clarifies Sept 1983 draft technical evaluation rept of Phase 
II submittal of control nf heavy loads, per 840109 telcon 
Safe load paths for reactor bldg closed loop cooling water 
pumps revised 

MCCAFFREY, S R Long Island Lighting Co SNRC— 1012 84/03/09 

DENTON) H R Office of Nuclear Reactor Regulation, Director 4pp 
22633 218 24X Ficho 50-322,84/03/09,8403140019 


B403140040 Comments of JF Doherty on DE9 (NUREO-1026) Statement must 
clarify if. In analysis of environ impacts of postulated 
accidents. any credit given for applicant compliance w/any 
TMI-related requirements Related correspondence 
DOHERTViJ F Affiliation Not Assigned 04/03/07 STEVENS, J A 
Division of Licensing 2pp 22633 120 S4X Flche 90-456,84/03/07, 
0403140040 


B40314O1B3 Forwards BER on NOREO-O737i Item II D 1 re performance 
testing of BWR relief X, safety valves Item satl sfactori ly 
resolved 

VASSALLO, D B Operating Reactors Branch 2 84/02/24 MU80LF, D M 

Northern States Power Co i7pp 32630 004 24X 

Flche 50-263.84/02/24.8403140185 


8403140191 Forwards technical guidelines required by MlREQ-0737, 
Buppl 1, including guidance on station blackout conditions 
(Unresolved Safety Issue A— 441, to be considered as response 
to Generic Ltr 01-04 

COOK, K W Louisiana Power 6 Light Co W3P84-0494 04/03/09 

KNIGHTON. O W Licensing Oranch 3 337pp 22621 001 24X 

Flche 50-382,04/03/09,8403140191 


B40314O197 Forwards draft BER (NUREO— 1057) re operation Proposed 
schedule for submittal of written response to open Items 
should be provided by 840330 

KNIGHTON, 0 M Licensing Branch 3 84/03/01 WDOLEVER.E J 

Ouquesne Light Co 3llpp 22636 001 24X Ficho 50-412. B4/O3/01, 

6403140197 


8403140236 Forwards order confirming licensee commitments on emergency 
response capability 

VASSALLO, D B Operating Reactors Branch 2 84/02/22 UTLEY, E E 

Carolina Power ti Light Co 2pp 22636 393 24X 

Fiche 50-324,04/02/22,8403140236 


— 8403140239 Order confirming licensee commitment on emergency response 
capability per Generic Ltr 82-33 (Buppl I to NUREO-0737) 

EISENHUT.D G Division of Licensing GU-B2-33 84/02/22 

Carolina Power & Light Co 5pp 22636 395 24X 

Flche 90-324,84/02/22, 0403140236 


8403140246 Forwards comments on detailed control room design review 
program plan per Suppl | to NunEG-0737 speciric areas of 
plan not described in enough, detail to provide assurance 
that applicable requirements will be met 

VASSALLO, D D Operating Reactors Oranch 2 84/02/22 BAYNE. J P 

Fower Authority of the State of New York lOpp 22636 343 24X 

Fiche 50-333,04/02/22.8403140246 


8403140252 Forwards order confirming licensee 830419,0711 tc 20 h 1230 
commitments to comply w/Supp 1 1 to NUREC-0737 re emergency 
response capability 

VASSALLO.D B Operating Reactors Branch 2 04/02/22 PIUANT.J M 

Nebraska Public Power District 2pp 22636 332 24X 

Fiche 50-298,84/02/22,8403140252 


— 8403140256 Order conflrailng licensee commitments to comply w/Suppl 1 
to NUREO-0737 (Generic Ltr 02-33) re emergency response 
capabi 1 ity 

CISCNHUT. D G Division of Licensing 0L-B2-33 04/02/22 

Nebraska Public Power District 6pp 22636 334 24X 

Flche 90-298, 04 /02/22 , 8403 1 402 52 


B4O314O205 Informs that onsite ti offsite emergency preparedness 
adequate & emergency plans upgraded per NUREG-0737, 

Item III A 2 1 Roasonablo assurance exists that prompt 
protective measures will be taken to protect public 
VASSALLO.D 0 Operating Reactors Branch 2 B4/02/22 SINCLAIR, J B 

Vermont Yankee Nuclear Power Corp 3pp 22636 320 24X 

Flche 50-271.84/09/22,8403140289 


8403140900 Forwards SSER re Trtl Action Plan Items I C 1 «, I C 8 of SER 
Confirmatory Issue 5 concerning guidance for evaluation L 
development of procedures for transients b accidents 
YOUNGDLGQD, B J Licensing Branch 1 GL-B2-33 04/03/06 QAHV.R J 

Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co 1 6pp 22636 312 24X Fiche 30-445.04/03/06.8403140280 
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0403140293 Prayjd«t clarification of WRC favorable findings re SER 
Conflrmatorii Issue 11 for TMI Action Plan Item I 0 1 Util 
should either tonmlt to perform natural circulation boron 
niiing test or ref boron niiing test at Diablo Cangon 
VO'JNffCLOOD 9 J Licensing Branch 1 84/03/06 CARY.R J Tetas 

Utilities Electric Co ffornerlg Tetas Utilities Ceneratlng Co J 
3pp 22635 3J3 24X Flche 10-445.84/03/06.0403140293 


S403130243 Faruiards order confirming commitments to implement 
po*t-THI-related items set forth in Suppl I to NtWE8-0737. 
"Requirements for Emergency Response Capability. " based on 
util 821217 response to Oencric Ltr 02-33 

STPLZ.J F Operating Reactors Branch 4 OL-Ba-33 04/02/81 
CROUSE. R P Toledo Edison Co Ip 22649 001 24X 

Fiehe 50-346.04/02/21,0403150843 


0403140399 Forwards request for add! mfo re control of heavy loads 
Response requested uithln 60 days 

MILLER. UR Operating Reactors Branch 3 64/03/06 ORIFFIN, J M 

Arlansas Power t. Light Co 2pp 22633 327 24X 

Flche 50-313 84/03/06.8403140299 


— 8403130246 Forwards order confirming licensee commitments re emergi 
response capability for transmittal to Ofc of f^R for 
publication 

* Operating Reactors Branch 4 0L-B2-33 04/02/21 Docketit 

(< Services Branch 2pp 22649 002 Z4X Flche 30-346.04/02/31, 
8403) S0243 


8403130040 Forwards request for addl info to support conclusions re 
current design codes 6 criteria 6 load combinations In 
820002 ltr per Integrated plant safety assessment rept 
<NUREO-0823) 

CRUTCHFIELD. D Operating Reactors Branch 3 LS03-B4-03-010 

84/03/09 FARRAR, D L Comnonuealth Edison Co 8pp 22643 004 
34X Fiche 30-237, 04/03/09, S403130040 


— 0403150230 Order confirming licensee commitments on emergency resps 
capability, per requirements set forth in Suppl 1 to 
NUREO-0737. "Requirements for Emergency Response 
Capability " 

EISENHUT.O 0 Division of Licensing 0L-B3-33 04/02/21 

Toledo Edison Co 6pp 2264? 003 24X Flche 30-346, 84/03/21> 

04031 50243 


8403150050 HUREC-0020 VOS HOI 

LICENSED OPERATINO REACTORS STATUS SUMMARY REPORT Data As Of 
December 31.1983 (Crey Bool) 

« Hanagement Information Branch 84/02/29 396pp 22647 001 


0403130092 Forwards results of in-progress audit of detailed control 
room design review Util pursuing course of review which NRC 
believes will satisfy requirements of Suppl 1 to NUREG-0737 
CRUTCHFIELD. D Operating Reactors Branch 5 L505-84-03-016 

84/03/14 Farrar. D L Commonuealth Edison Co llpp 22643 002 
24X Flche 50-237.04/03/14.8403150092 


B403150146 Forwards IE Insp Rept 30-266/04-02 on 040116-0213 6 notice 
of vlo.lation 

STARDSTECKI. R Division of Project ti Resident Programs 84/03/01 
8R0NS. vl C Power Authority of the State of New York 2pp 
22643 027 24X Flche 30-286.04/03/01,8403150146 


-0403130166 IE Insp Rept 30-286/84-02 on 840116-0215 Violation noted RHR 
syi changes not delineated on sys print or sys checkoff list 
1. safety evaluation not performed 

KENNY, T J , ROSSOACH. L H Region 1, Office of Director 
NORRHDLM.L Division of Engineering 6 Technical Programs 
IEB-79-15 04/02/22 13pp 22643 030 24X Flche 30-286, 

04/03/01. 8403150146 


0403150175 RlL-139 

Research Info Ltr 139 provides appraisal of II dloiide fuel 
oiidation phenomena 6 Botential impacts on transportation of 
irradiated power reactor fuel assemblies Potential for 
occupational eiposiires during unloading major impact 
NINOCUE.R B Office of Nuclear Regulatory Research. Director 
84/03/03 DAVIS. J C Office of Nuclear Material Safety 6 
Safeguards.Dlrector 31pp 22646 311 


0403150198 Forwards FR nofcice of eitension of comment period for DES 
1NUREC-1033> to 840312. por 840130 ltr 

KNICHTQN, C W Licensing Branch 3 84/02/27 HIRSCH. A 
Environmental Protection Agency 7pp 22662 020 24X 
Fitbe 50-508,04/02/27.0403130198 


-B402290440 Notice of eitension of comment period 
to 040312 

KNIGHTON, 0 H Licensing Branch 3 04/03/24 

Firhe 50-50B. 84/02/27, 0403150190 


for DES (NUREO-1033) 
Ip 22662 033 24X 


B4031502I I NUREC-0805 103 

US NUCLEAR REGULATORY COMMISSION POLICY AND PLANNING 
GUIDANCE 1984 

2266n3r‘°'’"* B4/01/3I 23pp Available at NRC « 00 


8403160020 Informs that facility will amploy 17 1 psld setpoint for 
containment Isolation as reflected In current draft Tech 
Specs, per Item II E 4 2 of NURE0-O737 Item should be closed 
In next SSER 

COOX.K W Louisiana Power 6 Light Co U3PS4-O610. B4/03/1&. 

KNIOHTON. 0 U Licensing Branch 3 2pp 22653 331 24X 

Fiche 50-382.84/03/12.0403160020 


8403160026 Notifies that Natl Ctr for Devices & Radiological Health b 
no comment re postulated plant accidents described In DES 
<NUREO-0974) 

VILLFORTH, J C Food k Drug Administration 04/02/10. BCHHENCEB.^ 
Licensing Branch 2 ip 22654 346 24X Flche: 30-352, 04/02/10, 

8403160026 


0403160080 Submits addl info on Generic Ltr B2— 33 schedule requlremen 
for emergency response capab 1 1 ities. Vendor of new computer 
sys requested 1-yr delay to June 1905 for del ivory. affecting 
scbadular commitments made to MIC 

FAY. C U Mlsconsin Electric Power Co 0L-02~33. 04/03/00 

DENTON. H R Office of Nuclear Reactor Regulation. Director 4pp. 
22662 327 24X Flche 50-266. 84/03/00. B4031 60000 


8403160214 Forwards IE Insp Repts 50-390/B3-56 6 50-391/83-44 on 
031225-840120 Ho violations or deviations Identified 
VERREILI.D M Division of Project & Resident Progrems 04/02/17 
PARRIS. H 0 Tennessee Valley Authority 2pp 23661 067 24X 

Flche 50-390,04/02/17,8403160214 


-8403160222 IE Insp Repts 50-390/83-56 S< 50-391/83-44 on 831223-6401! 
Nd Violation or deviations identified Major areas inspsetsd* 
action on previous enforcement matters tt Insp Items, followup 
on licensee identified Items & verification of as~bullts. 
SHYMLOCK.M B , BHAN.W D , HOLLAND, W E. Raglan S, Office of 
Director 50-391/03-44 84/02/16 9pp 22661*069. 24X 

Flche 50-390,84/02/17,8403160214 


aivsJiovfCsj/ rprwarflft lb 






VERRELLI.o M Division of Project ti Resident Programs. 84/02/27. 
PARRIS.H 0 Tennessee Valley Authority 2pp 23660* 315 24X 

Flche 50-390.84/02/27,8403160237 


~ . 7, ■“ ■•-r- w.w. W-, -w. u,, w-IUIWU-VKUO ISO ’ 

deviations noted. Major areas inspected const status tt 
as-butlt conf iguratlon for radioactive resin transfer 
preoperatlonal testing of radwaste sys 
HOSEY.C M Region 2, Office of Director BARR. K P, 
Engineering 6 Operational Programs. 84/02/23 Bpp 
24X riche 50-390,04/02/27,8403160237 


sys 6 

Division of 
22660; 317. 


8403150214 NUREO/CR-3605 

EVALUATION OF NUCLEAR FACILITY DECO/1MISBION1NO PROJECTS 
Summary Report - Plum Brook Reactor Facility 

NRC « 23 KiU’SsS 

22649 032 24X Flche 50-030.04/02/29.0403130214 

8403150219 NUHEG/CR-3422 V02 

"-Sress 

52»» 22662 087 jvtsion of Accident Evaluation 


7 V I r^ceipv see • • r * w I |J| « 1 1 y OT 

correct viDl^tionc notvd in IE InKp R»pt !iO**a61/B3“35, 

Implementation of corrective actions will be examlinad durlno 
future insps. * 

1jti^^v‘p p Proisct t> Resident Programs 04/02/29. 

UtLEYi E E Carolina Pou#r t( Li^ht Co Ip 29660*299 24X 

Fichr 50"26ld 04/O2/29i 8403160249 

-0403160262 Responds to NRC B4011B ltr re violations noted In IE Insp 
PE? Corrective action. Em.rg.ncy ?ro«S!;?. " 

t revised to implement recommendations of IE 

Info Notice 03-20 fc NUREO-0654 

^ Carolina Power 6 Light Co. IElN-83-20 84/02/17 

^ Region 2, Office of Director 3pp. 22660 300 24 

Flche 50-261,04/02/29,8403160249 ^ 





NONDOCKETED ITEMS 


479 


— 84031^0300 IE Inap R»pt 50-261/03-35 on 031205-09 Violation noted IE 
Info Notice 03-26 guidance not incorporated into Emergency 
Procedure PEP-105i '’Emergency Control - Qeneral Emergency " 
arODDART. P 0 Region a, Office of Director JENKINS. 0 R 
Divlilon of Emergency Preparedneoe b Materials Safety IEIN-83-2a 
04/01/11 7pp 22660 305 a4X Flche 50-261,04/02/29,8403160249 


B403160264 Foruards IE Insp Repts 50-335/83-42 t< 50-309/63-70 on 
031101-1210 No violations or deviations noted 

DANCE.H C Division of Project t. Resident Programs 04/02/24 
U11.LIAM8, J W Florida Pouer & Light Co 2pp 22660 335 24X 

Flche 50-335,04/02/24,0403160264 


— 04O316D260 IE Insp Repts 50-335/83-42 ti 50-309/03-70 on 031111-1210 No 
Violations or deviations noted Major areas Inspected maint & 
surveillance ob sarvat Ion, p lant operations, LERs t, IE info 
notic Cl 

SIBBjH E Region 2, Office of Director ELROD, 5 A Division of 
Project t Resident Programs 50-309/83-70 04/02/23 lOpp 

22660 337 24X Flche 50-335,04/02/24.0403160264 


8403160338 Ack receipt of 640206 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/03-32 fc 
50-366/ B3-34 

DANCE.H. C Division of Project Ic Resident Programs 04/03/09 

KELLY, R J Oeorgla Power Co Ip 22660 015 24X 

Flche 50-321,84/03/09,8403160330 


— 3403160365 Notice of deviation from insp on 631114-10 

• Region 2, Office of Director 50-366/03-34 64/01/06 Ip 

22660 020 24X Flche 50-321,04/03/09.0403160330 


— 0403160372 IE Insp Repts 50-321/83-32 t, 50-366/83-34 on 031114-10 
Deviation noted failure to electronically calibr high range 
dryurell radiation monitors, per NU'REO-0737, I ten 11 F 1 
WRAY, J R Region 2, Office of Director DARR, K P Division of 
Engineering ti Operational Programs 50-366/83-34 64/01/04 7pp 

22660 021 24X Flche 50-321,04/03/09,6403160338 


8403190008 Bubmlts mod to agenda for CROP Meeting 45 on 030817 In 
Bethesda, HD to discuss NUREO-0737, Supp 1 1 control room 
design review It NRR study of electromagnetic pulse 
BTELLO, V Committee to Review Generic RequirementB 83/00/15 
HATT80N, R J Division of Systems Integration (post eilOOSl 
JMDANiE.L Director's Office, Office of Inspection and Enforcement 
CUNNINDHAH, R E Office of Nuclear Material Safety 6 
Ba feguards, Director 2pp 22664 361 


B4D3190D09 Notifies of CROR Meeting 58 on 840315 to discuss 
proposed NUREO-0001, "Evaluation Criteria for Detailed 
Control Room Design Review " 

BTELLO, V. Committee to Review Generic Requirements B4/03/02 
MATTSON, R J Division of Systems Integration (post 81 10051, 

JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety «< 

8a faguards. Director Ip 22665' 352 


0403190013 Forwards Calvert Cliffs Instruction CCI-310, "Emergency 
Operating Procedure Writers Guide, " implementation 
schedule, validation verification plan L training plan per 
Suppk 1 to NUREO-0737 

LUKDVALL, A E Baltimore Gas L Electric Co 04/03/14 MILLER, J R 
Operating Reactors Branch 3 Spp 22666 001 24X 

Fichc' SO-317, 04/03/14, 6403190010 


8403190029 Notifies of CROR Meeting 57 on 840213 to discuss 
proposed NUREG-OBOl, "Evaluation Criteria for Detailed 
Control Room Design Review" i, NUREG-DB3S, "Human Factors 
Review Guidelines for Safety Parameter Display Sys “ 

BTELLO, V Committee to Review Generic Requirements 64/02/07 
MATTSON, R J Division of Byitemi Integration (post eilOOSl, 

JORDAN, E. L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety Si 
Safeguards, Director Ip 22665 362 


8403190031 Notifies of CROR Meeting 44 on 830802 In Bethesda, MD to 
discuss NUREO-0976, re behavior of BWR Mark III containment b 
commlssian paper re integrated safety assessment program 
STELLO, V Committee to Review Generic Requirements 03/07/22 
MATTSON, R. J. Division of Systems Integration (post Si 1005) 

JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R.E. Division of Fuel Cycle b Material Safety 2pp 
22666. 1 13 


8403190048 Informs that util postponed ultrasonic test/lnsp of safe- 
end, nozilc bore b blend regions of feedwater noztle per 
NUREO-061 9, due to installation of law flow feedwater 
c ontr d 1 ler 

COUNSIL.K, 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities). COUNSIL, W 0 Northeast Utilttles D110S6 84/03/05 

CRUTCHFIELD, D Operating Reactors Branch 5 2 pp 22666 251 24X 

Flche; 50-245, 04/03/05, 6403190048 


0403190052 Informs that local emergency operations facilities at North 
Anna b Surry Power Stations will be functions 1 , escept far 
data c oramun 1 c ot i ans b display, fay 050731, per N'UnEO-0737i Sup p 1 
1 

STEWART, W L Virginia Electric b Power Co 137 04/03/14 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
22666 173 24X Flche 50-000,04/03/14,8403190052 


0403190005 NUREG/CR-3645 

A GUIDE TO LITERATURE RELEVANT TO THE ORGANIZATION AND 
ADMINISTRATION OF NUCLEAR POWER PLANTS 

SOMMERS, P Dattelle Human Affairs Research Centers * Battelle 
Memorial Institute, Pacific Northwest Laboratories FIN B-236a 
PNL-4906 84/02/29 Division of Health. Siting b Waste 

Management 656pp 22678 001 


0403190056 Responds to constituent RE Burks 840123 request for info re 
accident Foruards "Population Dose b Health Impact of 
Accident at TMI Btatlon, " <NUREG-O5S0) W/o end 
DIRCKS, W J Office of the Executive Directar for Operations 
84/03/05 HEFLIN. H Senate 3pp 22601 317 24X 

Flche 50-320,84/03/05,8403190056 


8403190073 Feruiards questions for FEMA witnesses to assist in 
preparation of testimony on offsite emergency planning 
contentions All testimony will be required to be filed 
on 040406 b 09 Hearing will commence on 840424 W/o end 
NCGURREN.K J Hearing Branch 3 04/03/15 PERRY, 5 Federal 

Emergency Management Agency Ip 22666 135 24X 

Flche 50-413,84/03/15,0403190073 


8403190178 Forwards safety evaluation approving util response to 
NUREG-0737, Item II K 3 44, "Evaluation of Anticipated 
Trsnsiente W/Blngle Failure to Verify No Fuel Failure " 

Issue resolved 

CRUTCHFIELD, D Operating Reactors Branch 5 L605-e4-03-020 

04/03/15 VANDEWALLE, D J Consumers Power Co 6pp 22671 167 
24X Flche 50-155.04/03/15,0403190170 


6403190251 Submits agenda mods for CROR Meeting 55 on 640125 re 
proposed lE bulletin on OE HFA relays b NUREO-OBOl on 
criteria for detailed control room design 

BTELLO, V Regional Operations b Generic Requirements 04/01/31 
MATTSON, R J Office of Nuclear Reactor Regulation, Director 
JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINOHAM, R E Office of Nuclear Material Safety b 
Safeguards, Director Ip 22672 270 


— 0403190256 Notifies of CROR Meeting 55 on 640125 in Bethesda. MD to 
discuss draft IE bulletin, "Failure of GE Type HFA Relays In 
Use in Class IE Safety Sys," NUREO-OBOl b NUREa-0B3S 
STELLO, V Regional Operations b Generic Requirements 84/01/09 
MATTSON, R J Office of Nuclear Reactor Regulation, Director 
JORDAN, E L Director's Office, Office of Inspection and 
Enforcement CUNNINGHAM, R E Office of Nuclear Material Safety t, 
Sa Pag uards, 01 rector 2pp 22672 271 


0403190258 Ack receipt of 640214 Itr informing NRC of steps taken to 
correct violations noted In IE Emergency Preparedness 
Appraisal Rept SD-266/61-DS 

MARTIN, T T Division of Engineering b Technical Programs 64/03/13 
DR0N3, J C Power Authority of the State of New York 2pp 
22672 221 24X Flche 50-286,84/03/13,8403190256 


— 8403190265 Responds to NRC 611119 Itr re violations noted in IE 
Emergency Preparedness Appraisal Rept S0-266/61-0S 
Corrective ac tlons. post-accident instrumentation b sampling 
requiremants per NUREO-0737 b Reg Guide 1 97 Implemented 
DR0N9, J C Power Authority of the State of New York 04/02/14 
MARTIN, T T Division of Engineering b Tachmlcal Programs 2np 
22672 223 24X Ficho 50-206,64/03/13,0403190250 


0403190296 Responds to 840208 request for info re emergency operations 
facility (EOF), spec i fical 1 y preliminary cost nstlmate far 
upgrade to overall radiation protaction factor of five 
Existing EOF maets Buppl 1 to NUREO-0737 requirements 
BAYNEiJ.P Cansolidatad Edison Co of New York, Inc 1NP-B4-10 
04/03/14 VARGA, S A Operating Reactors Branch 1 2pp 22674 354 
24X Flche 50-286,04/03/14,6403190296, 


0403190314 Forwards IE Insp Repts 50-295/83-27 & 50-304/83-28 on 
031122-1220 b 040202 b notice of Violation Concerns re fflgt 
control Inadequacies, per TMI Action Plan Item II F 1 I, 

"Noble Gas Effluent Monitor,'' expressed 

HIND, J A Oivlslon of Radiological b Materials Safety Programs 
84/03/01 REED, C Commonwealth Edison Co 2pp 22673 196 24X 

Fiche 50-295,84/03/01,0403190314 


— 8403170334 IE Insp Repts 50-295/03-27 b 50-304/03-28 on 631122-040202 
Violation noted failure to follow plant procedures re 
source handling, to evaluate radiological haiards b to 
control access to high radiation area 

LOVENDALE, P C Region 3, Office of Director 50-304/63-20 
84/02/29 14pp 22673 201 24X Flche 50-295,84/03/01,8403190314 
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04O31^O3?5 Informs that requested info re core exit thermocouples •& 
subcooltnq marglo monitors per INtREO-0737 & Generic Ltr 
0S-S8 utn be provided by B41531 

WnUtlfb. D D Portland General electric Co OL-Ba-2a 04/&3/12 
FISEKHUT. D a Division of Licensing Ip S3673 23? S4X 
Fiche ^jO- 344. 94/03/ IS, B403i?0325 


B40J190345 Foruards clarification of previous responses to NRC 
Questions 6>?. 12 & 13 re discharge piping sys li “EPR I PUP 
Safety fi Relief Valve Test Program Guide ” Info satisfies 
requirements of Ttil Item II D I 

MEDFORU, M Q Southern California Edison Co 94/03/14 
KNIGHTON, O U Licensing Branch 3 Jlpp S24i79 07? S4X 
Fiche 50-361. 94/03/14. B4031?0345 


B403190355 Foruards revised schedule re safety assessment sys/safetg 
parameter display sys per Suppl 1 to NUREG-0737 Assessment 
indicates contractor capable of completing job 

Q'TODUE. J D Consolidated Edison Co of Neu York. Inc 94/03/iS 

bIBENKUT.DO Division of Licensing 4pp 2557S 17& 84X 

Fiche 0Q-S47. 94/03/12, Q4031903S5 


B403190363 Foruards evaluation of LILCO transition plan per NUREG~06S4/ 
fEMA-ntP-I.Sev 1 Deficiencies noted 

SPECK. S W Federal Emergency Management Agency 84/03/15 
DIRCKb. Id J Office of the Executive Director far Operations 71pp 
22673 091 24X Fiche 50 -322 , 94/03/ i 5. 9403 1 90363 


840319037? Foruards IE Insp Rept 50-303/93-17 on 031216-840215 No 
n one omp 1 1 ante noted 

SHAFER. W D Region 3. Office of Director 84/02/27 OIESLER.C W 
Uiscorisln Public Service Corp 2pp 2267S 20? 24X 

Fiche 50-303.04/02/27.9403190379 


— Q4031903B4 IE Insp Rept 50-303/93-17 on 931219-040213 No noncompliance 
noted Major areas inspected ma i n t. survei 1 1 anc e. indep end ent 
insp. regional requests 6 operational safety 

NEl&ON, R L , jACKIW, 1 N Region 3. Office of Director 84/02/24 
5pp 22673 2li 24X Fiche 50-305. 04/02/27, 84031 90379 


B403190397 Provides updated info re mods required by NUREQ-0737, Item 
1 I 11 i 2 re safety U relief valve performance Unit 1 piping 
h supports uill be installed during ne i t refueling outage 
scheduled for 850105 

MUSOLF.D Northern States Potuer Co 34/03/14 Office of Nuclear 
Reactoi Regulation. Director Ip 22675 192 24X 

Fiche 50-282.04/03/ 14. 8403190397 


8403190437 NUREO/CR-3666 

ASECBSMENT OF THE IMPLICATIONS OF C0NVER3I0N OF UNIVERSITY 
RESEARCH AND TRAINING REACTORS TO LOW ENRICHMENT URANIUM 
FUEL 

HARRIS. D R • OURN.R R . CLARK, L Rensselaer Polytechnic Institute, 
Troy, NY FIN □-1126 94/02/29 Division of Accident Evaluation 

i6Spp Available at NRC «3 SO 22690 001 


0403190444 NUREG/CR-OSOa 

STANDARD SETTING STANDARDS A SYSTEMATIC APPROACH TO 
MANAGING PUBLIC HEALTH AND SAFETY RISKS 

FISHCHDFF.D Decision Research, Inc * Oak Ridge National 
lafroiatory FIND-0424 ORNL/SUB-7576/3 84/02/29 Division of 

Risk AnaLysis 66pp 226B1 004 


840319044? NUREG/CR-3573 

PERSONNEL EXPOSURE FROM RIGHT CYLINDRICAL SOURCES (PERC8) 

The Theory.The Code And Eiamples 

REECE. U D . HADLEY. R T . HARDTY. R Battel le Memorial Institute, 
Pacific Northuiest Laboratories FIN 0-2412 PNL— 4923 84/01/31 

OlvlElon of Enslneering Technology 173pp Available at NRC 
fS SO 22680 170 


8403200005 Responds to 840229 request for addi action to verify aspects 
of overhead crane design at facllity.per NURE0-06i2 
guidelines Crane safety (< reliabilltv satisfactory 
GUCHA. L T Georgia Pouer Co NED-B4-129 84/03/12 STOLZ, J F 

Operating Reactors Branch 4 2pp 23695 20? 24X 

Fiche 50-321. 84/03/12.9403300005 


8403200053 Forwards monthly operating repts for Feb 1984 revised 
monthly operating repts for Aug 1983 - Jan 1984 Revs reflect 
values reieroed from beginning of commercial opera t ion. p er 
NUREG-D030 

HAYNES. J 0 Southern California Edison Co 94/03/15 Office of 

Resource Management. Director Ip 82685 OOl 24X 
Fiche 50-361. 84/03/15. 8403200053 


8403200099 Forwards schedule for Implementation of 'ttivitles For 
control of heavy loads.per NRC requests re NiHr0~0612 Cask 
pit gate listing lugs uill be modified by 84 015 
HUKIIL.H D General Public Utilities - GPU lirvice Corp 
5211-04-2072 84/03/15 EISEIWUT.DG Division of Licensing 3pp 

22685 313 24X Fiche 50-289.84/03/15.8403200079 


84032001/7 Fpruards comparison of proposed radiological effluent Tech 
Specs <RETSI lu/modBl DHR RETS h comparison of proposed 
offsite dose calculation manual w/NRC generic guidelines 
& NUREO-0133 

CRUTCHFlELDi D Operating Reactors Branch 5 LS03-B4-03-021 

04/03/15 VANDEHALLE.D J Consumers Pouier Co 157pp. 22697 206 

24X Fiche 30-155,84/03/15.0403200177 


8403200103 Affirms resolution of TIil Action Plan Item 11, K 3 31 re 
smell break LOCA analysis No further action necessary 
JENS. H H Detroit Edison Co OU-83-35 04/03/14 YOUNGBLOOD, B, J 

Licensing Branch 1 2pp 226B6 330 24X Fiche 50-341.84/03/14. 

8403200185 


0403200223 Application for amend to Licenses DPR-50 5 DPR-74. revising 
Tech Specs re reactor coolant vent sys per TMl Item II B 1 
Justification for NSHC provided in 840120 ltr still 
appl i cable 

ALEXICMrM P Indiana t< Michigan Electric Cd AEP NRC 0S84C 
84/03/15 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 2pp 22690 190 24X Fiche 50-315,84/03/15,8403200223 


— 8403200220 Revised proposed Tech Specs for reactor coolant vent sys 
per TMI Item II D 1 

e Indiana It Michigan Electric Co 84/03/15 7pp 22690 192 
24X Fiche 50-315,84/03/15,8403200223 


B4D3200225 Advises that similarity of Unit 1 t. 2 175-ton polar crane 
verified by noting that cranes purchased under same contract 
iii/same vendor, using identical procurement specs, per NUREO- 
0612 & 840223 tslcon 

MILLS. L M Tennessee Valley Authority 84/03/14 ADENSAM. E 
Licensing Branch 4 Spp 22699 361 24X Fiche 50-390.84/03/14. 

8403200225 


B40320023B Comments on DES (NURE0-iO33) Assertions re socioeconomic 
Impacts fj'am station operation demonstrate loui level of 
expertise among study team or refusal to consider relevant 
research findings on social impacts 

FREUDENBURO. W Washington State Univ . Pullman. WA 04/03/12. 
VIETTI.A Division of Licensing 2pp 22691 ill 24X 
Fiche 50-509,04/03/12,8403200238 


0403200261 Advises that control equipment for air operators CBP-AD-5. 
CSP-AO-6 6 C8P-AD-9, listed on Table B of 10CFR50 49 
justification for interim operation revised to not 
qualified Status to be upgraded by 850331 commitment date 
90RENSENr 0 C Washington Public Pouer Supply System 002-84—131. 
84/03/14 SCHWENCER.A Licensing Branch 2 2pp 22690 199. 24X 

Fiche: 50-397. 84/03/14, 8403200261 


0403200350 NUREG/CR-OSOl 

THE EFFECTS OF DELAYING THE OPERATION OF A NUCLEAR POWER 
PLANT 

HILL, L J , RAINEY, J A . TEPEL, R C Oak RidflB National Laboratory, 

FIN Q-0472 ORNL/TM-0604 84/01/31 Division of Health. Siting 6 
Waste Management 47pp 22709 010 


8403210030 Foruards justification for exemption from Type C leak 
testing. list of isolation valves ulthln essential sys 6 
penetration Isometric drauings re finalization of Tech Specs 
in preparation for OL 

CDOK.K W Louisiana Pouer 1. Light Co W3P84-0577 84/03/16. 

KNIOHTON.O W Licensing Branch 3 17pp 32707 016 24X 

Fiche 50-382.84/03/16.8403210030 


8403210061 Foruards response to 940202 request for addl info re 
NUREO-0737. 1 terns 1 1 F 1 4. "Containment Pressure Monitor 
Sys." II F 1 5. "Containment Water Level Monitor Sys" * 
n F I 6. "Containment Hydrogen Monitor Sys " 

ZIMHERMAN.S R Carolina Pouer *< Light Co NL9-84-111 84/03/09. 

VAS0ALLO, D B Operating Reaetore Branch 2 20pp 22705 OOi. 24X 
Fiche 50-324.84/03/09.8403210061 


8403210068 "1983 Annual Rept " W/e40301 ltr 

HEIDER.L.H Yankee Atomic Electric Co FYR 94-27 83/12/31. 

MURLEY.T E Region 1, Office of Director 9pp, 22705 • 043 24X 

Fiche 50-029,83/12/31.9403210069 


8403310129 Responds to 840202 request re TMI Action Item tI.K.3. 18 
concerning automatic depr essuriiatlon sys <AD8) logic mods 
High dryuell pressure permissive eliminated it manual inhibit 
suitches to ADS logic added 

HOWE, P W Carolina Pouer 1< Light Co NLS-04-102 04/03/09 

VASEALLO. D B Operating Reaetore Branch 2 Ip 22707,235 24X 

Fiche 50-324,84/03/09.8403210129 


8403210175 Foruards HD Kukill 840222 It 27 Itrs re emergency feeduatar 
sys Plou instrumentation 1< NUREO-0737 selective item status, 
respectively Sve list ehc I 

BAXTER. T A Shau. Pittman, Potts << Troubrldge BAXTERiT. A. 
Metropolitan Edison Co DS8 005 84/03/20 CHILK.S. J Office of 

the Secretary of the Commission 27pp 22710 106 24X 

Fiche 50-209.84/03/20,8403210175 
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8403S10179 Requests identification of any potential problems in 
completing NUREO-0737 items by Sept 19Bq Response requested 
ulthin 30 days of 1 tr receipt 

VAROAi 6 A Operating Reactors Branch 1 84/03/05 CLAYTONi F L 

Alabama Power Co 2pp 32709 176 24X Flcho 50-348,64/03/03, 

8403210199 


B4D3220012 Forwards responses to listed 031207 requests for info re 
environ qualification of electrical equipment, Inc lodlng 
resolution of deficiencies It ThtI action plan items 
(MUREO-0737) to be Installed at end of Cycle 10 outage 
FIEDLER. P B general Public Utilities - OPU Service Corp 84/03/16 
CRUTCHFIELD, D Operating Reactors Branch 9 IBpp 22712 343 24X 

Fiche 50-219.04/03/16,0403220012 


0403220093 Ac k receipt of B40306 1 tr informing NRC of corrective 
actions re deviation from commitment It resolution of revised 
emergency plan SER clarification items noted In IE Insp 
Repts 90-266/83-29 1. 90-301/83-29 

PAPERIELLD, C J Region 3, Office of Director 04/03/19 
BUHBTEIN, a Wisconsin Electric Power Co Ip 22716 324 24X 

Fiche 90-266,04/03/19,0403220093 


— 0403820099 Responds to NRC 040202 1 tr Forwarding revised emergency plan 
BER li request for clarification oF listed Items tc deviation 
from commitment Corrective actions Procedure EP 5 0, 

"Organizational Control oP Emergencies," revised 

FAV.C W Wisconsin Electric Power Co 04/03/06 KEPPLER.J 0 

Region 3, Office of Director 9pp 23716 329 24X 

Fiche 90-266,04/03/19,8403220093 


B403220094 Forwards IE Insp Repts 90-494/84-10 fc 50-499/84-08 on 
040131,0201-03 !< 07-10 No noncomp 1 1 ance noted 

PAPERIELLO. C J Region 3, Office of Director 84/03/07 REED, C 
Commonwealth Edison Co 2pp 22716 311 24X Fiche 50-494.84/03/07, 

8403220094 


— 0403220097 IE Insp Repts 90-494/84-10 U 90-459/04-08 on 040131.0201-03 
ir 07-10 No noncomp 1 lane B noted Kajor areas Inspected 
preoperational radiation protection program, including 
organization, staff ingi training !< NUREO-0737 Items 
HUETER.L J . OREOERiL R Region 3, Office of Director 

50-459/84-08 84/03/07 llpp 22716 313 24X 

Fiche 50-494, 84/03/07, 8403280094 


B4032201D7 Forwards safety evaluation re TNI Item II K 2 17, 
"Potential for Voiding in RCB During Transients " Safety 
evaluation documenting completion of item end 

STOLI.J F Operating Reactors Branch 4 84/03/05 HUKILL. H D 

Oaneral Public Utilities - OPU Service Carp 4pp 22723,208 24X 

Ficiie- 90-269, 84/03/09,8403220107 


B4O3220I43 Forwards IE Insp Rept 50-322/84-02 on 040123-0226 No 
Violations found 

BTARDSTECKI. R Division of Project & Resident Programs 04/03/06 
POLLOCK, H 0 Long island Lighting Co 2pp 22714.317 24X 

Fiche: 50-322, 84/03/06, 8403820143 


— 8403220160 IE Insp Rept 50-3S8/B4-02 on 840123-0226 No violations 
found tlajor areas inspected IE Bulletin 00-07 (Detail 3}>TMt 
action items, review of emergency diesel generator testing it 
previously identified insp findings 

PETRONEtC, . 8HEDL08KY, T , MCCABE, E C Region t. Office oF 
Director IEB-80-07 04/02/20 lOpp 22714 319 24X 

Fiche 90-382, 84/03/06, 0403220143 


8403220162 Application to amend Licenses DPR-24 t* DPR-27, changing Tech 
Specs to add addl restrictions on heavy loads over spent 
Fuel pool h making additions S, deletions re safety-related 
snubbersiper IE Bulletin 79-14 h item 1101 
FAY,C. W, Wisconsin Electric Power Co JEB-79-14 04/03/16 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
MILLER, T R Operating Reactors Branch 3 4pp 2271B 097 24X 

Flcha. 90-266, 84/03/16,8403220162 


0403220189 NUREI»-043D V04 NOl 

LICENSED FUEL FACILITY STATUS REPORT Inventory Difference 
Data, January 1903 - June 1903 (Drey Book) 

e Dlrector'i Offlca, Office of Inspection and Enforcement 
84/03/31 14pp 22721.097 


B403220192 Forwards "Control of Heavy Loads, Phase II " Rept result of 
review of crane operation, design tt maint, inc lud Ing analysis 
at load drop risk to safety-related equipment beneath travel 
paths Confirms dePense-in depth, per NUREO-O6t2, 

WHITTIER, 0 D, Maine Yankee Atomic Power Co 0DU-B4-33. 04/03/19 

MILLER. J R Operating Reactors Branch 3 2pp 22717 040 24X 

Fiche. 90-309. 84/03/19.0403220192 


— 0403220199 "Control of Heavy Loads. Phase II " 

a Maine Yankee Atomic Power Co 2763L-seN 84/03/19 124pp 

82717'090. 24X Fiche 90-309,04/03/19.8403220192. 


8403220215 Notification of 840329 meeting u/Wes ttnghouse & Westinghouse 
Ownoi B Group Procedures Subcommittee in BethesdaiNO to 
discuss how EPG task analysis addressed operator Info (, 
control reeds, per NUREG -0737, Sup p 1 1 

CLAYTON, H D Procedures t, Systems Review Branch GL-82-33 
□4/03/05 ZIEMANN. D L Procedures & Systems Review Branch Dpp 
22721 36t 


0403220301 Forwards interim draft SER (NUnEQ-1047) Identifying 
unresolved Issues as open Items Complete draft SER expected 
to be reissued in May 1984 Detailed agenda aimed at 
resolving open items requested 

SCHWENCER.A Licensing Branch 2 84/03/08 RH0DE.<5 K Niagara 

Mohawk Power Corp 456fp 82720 001 24X Fiche 50-410,84/03/03. 

0403220301 


B403220326 NUREQ-097B FC 

MARK III LOCA-RELATED HYDRODYNAMIC LOAD DEFINITION Qenerlc 
Technical Activity B-IO 

a Division of Systems Integration (past 811005) 34/02/29 75pp 

22721 112 


0403230009 Ack receipt of 040381 order confirming commitments to 
implement p ast-TMl-r elated items in SuppI I to NUREO-0737 
re emergency response capability status for completing each 
basis requirement sobmitted 

CROUBE.R P Toledo Edison Co 1033 04/03/20 EISENHUT.D 0 

Division of Licensing 4pp 82730 133 24X Fiche 50-346,04/03/20, 

0403830009 


0403230029 Forwards response to request For addl info concerning 
Suppl 1 to WURCG-0737 re prncedures generation package t< 

Rev 1 to emergency procedures guidelines 

COUNSIL, W G , 0EARB, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL, W 0 Northeast Utilities 603666 
84/03/09 CRUICHFIELO.D Dperating Reactors Branch 5 46pp 
22720 210 24X Fiche 50 - 245,84/03/09,8403230029 


0403230040 Responds to NUREG-0737. I tom 1 1 D 1 re relief 6 safety valve 
testing, per 840215 Itr Facility adequately represented by 
EPHl valve tests Precaution of 1,000 pslg overly 
c onservatlve 

HUKILL, H D General Public Utilities - OPU Service Corp 
5211-84-2073 04/03/20 STOLZ, J F Operating Reactors Branch 4 

Ip 22724 331 24 X Fiche 90-209,84/03/20,0403230040 


0403230057 NUR EO/CR-3628 

A PROBABILISTIC MODEL OF ANNULA0-D1 SPERSED FLOW IN A REACTOR 
SUBCHANNEL AS SEEN BY CYLINDRICAL GEOMETRY IMPEDANCE PROBES 
ALLGDDD, 0 O , ROBERTS, M J Oak Ridge National Laboratory PIN 
0-0414 ORNL/TM-0041 04/02/29 Division of Accident Evaluation 
63pp 22742 300 


0403230068 LER 84-001-00 an 040223. pipe snubber ID 2HS-M75 removed for 
NUREO-0737 mod prior to obtaining Tech Spec change allowing 
removal Snubber reinstalled within 72 h Tech Spec change to 
delete snubber initiated U/640315 Itr 

FAY, C W Wisconsin Electric Power Co B4/03/15 KEPPLER, J G 
Region 3, Office Of Director 3pp 22726 324 24X 

Fiche 50-301,04/03/15.0403230060 


B4O3230D85 Forwards safety evaluation of BWR Owners Group generic 
response to NUREG -073 7, Item II K 3 45 re depressurization 
u/other than automatic depressurization sys (ADS) No mode to 
plant design 6 operation required 

CRUTCHflELD, D Operating Reactors Branch 5 LBOS- 84 -03-027 

04/03/20 COUNSIL, W 0 Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 6pp 22726 333 24X Fiche 50-245,84/03/20, 

0403230005 


0403230131 NUREO/CR-3149 U02 

GEOPHYSICAL 1 NVESTIOATION OF Tl-E WESTERN OHIO - INDIANA 
REGION Annual Report. October 1902 - September 1983 
POLLACK, HN , CHR IBTENBEN, D Michigan, Unlv of, Ann Arbor, MI 
04/03/30 Division oF Health, Siting (, Waste Management. 64pp 
22739 232 


0403230133 NUREO/CR-3929 

REVIEW OF THE ARKANSAS NUCLEAR ONE OENERATINO STATION UNi i 
NO 1 EMERGENCY FEEDWATER SYSTEM RELIABILITY ANALYSIS 
YOUNGBLOOD, R , PAPAZOOLOU,! A Brookhaven National Laboracorij 
BNL-NURE0-5172t 84/02/29 Division oF Safety Technology lOrf, 
22739 130 24X Fiche 90 -313,84/02/29,8403230133 


0403230143 Forwards corrected safety evaluation re NUREQ-0737> 

Item 11 K 3 44, "Evaluation of Anticipated Transients 
w/81ngle Failure ta Verify No Fuel Failure ” Item resolved 
f or fee i 1 ity 

CRUTCHFIELD. D Operating Reactors Branch 9 LSa5-B4-03-03] 

84/03/22 VANDEWALLE.D J Coneumers Power Co 5pp 22734 142 
24X Fiche 30-195.64/03/82.8403930143 
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e^ooaaoivs murec/cr-356o 

EVALUATION METHODS FDR THE CONSEQUENCES OF BELOW HATER TABLE 
MINE DISPOSAL OF URANIUM MILL TAILINGS 

HCKEDN>T J • NELSON. R M Sat till* Mtmarial Institutr. Pacific 
Narthuiest Laburatorlo FIN B-S370 PNL~4?04 84/01/31 

Division of Haalthj Siting & Hast* Managsment 90pp 22743 217 


0403230177 NUREG/CR-3104 

AQUIFER RESTORATIDM TECHNIQUES FOR IN-SITU LEACH URANIUM 
MINES 

DEUT5CH.U J . BELL. N E , MERCER. B H BattilK Hfmorlal Instituta. 
Pacific NorthuBst La6 pt ator 1 »t FIN B-2379 PNL-45e3 B4/02/2<? 
Division Of Hsalth. Siting t. Hast* Hanagtntnt 98pp Available at 
NRC T4 90 227S? 121 


B40D230I83 NUREO-0750 VI B N04 

NUCLEAR fieeULATORY COMMISSION ISSUANCES Detobar 1VB3 Pages 
743-1. 137 

a Division of Tecbnlcat Information & Document Control 03/10/31 
400pp 22B13 040 


B40323019D NUREO-lOlO 

STATE surveillance OF RADIOACTIVE MATERIAL TRANSPORTATION 
Final Report 

SALDMON.SN Office of State Programs, Director 84/02/29 72pp 
Available at NRC *4 50 22759 048 


0403230197 NUREO/CR-3390 

DOCUMENTATION AND USER'S GUIDE UN3AT2 - VARIABLY SATURATED 
FLDU MODEL (Including 4 Eiample Problems) 

DAVIS, L A . NEUMANN, S P Hater. Haste & Land, Inc FIN B-7361 
HHL/TM-1791-1 83/12/31 Division of Haste Management 2iBpp 

22742 00 t 


B403230P00 NURE0/CR-3ii21 

SAFETY SYSTEM STATUS MONITORING 

LEUIB.J R . HDRGENSTERN.n , RIDEOUT. T B Bat telle Memorial 
Institute. Pacific Northuest Laboratories FIN 6-2360 PNL-4B32 
84/03/31 Division of Human Factors Safety 129pp Available at 
NRC tS 90 22741 077 


B403230207 NUREQ/CR-3A74 

DESIGNING VEGETATION COVERS FOR LONG-TERM STABILIZATION 
OF URANIUM MILL TAILINGS 

BEEDLOU.P A Dattelle Menorlat Institute, Pacific Northuiest 
Laboratories FIN D-2370 PNL-49a6 04/03/31 Division of 
Health, Siting )< Haste Management 103pp 22741 207 


8403230208 NUREO/CR-3661 

PROTOTYPICAL STEAM OENERATOH {MB-2J TRANSIENT TESTING 
PROGRAM Task Plan/Scalkng Analysis Report 

YOUNG. M . TAHEUCHI. K . MENOLER.U Hestlnghouse Electric Corp FIN 
B-B252 EPRI NP-3494 B4/03/31 Division of Accident Evaluation 

t98pp Available at NRC «6 00 22743 096 


B4032600S1 Application to amend Licenses DPR-5I *< NPF-61 changing Tmch 
Specs re RCS vents, post-accident sampl Ing. long-terni 
auilllary feedwater sys evaluation, nob la gas monitor ti 
Iodine particulate sampl log. par NUREO-0737 Items. 

GRIFFIN, J M Arkansas Pouiar I< Light Co 0L-B3-37 84703/16. 

BTOLZ, U F Operating Reactore Branch 4 MILLER. J R, Operating • 
Reactors Branch 3 9pp 22750 293 SAX Flehe 50-313. 64/03/16. 
8403260091 


— 8403260137 Proposed Tech Spec changes re RC8 vent post-acc Itfent 
samp 1 ing. long-term auxiliary faaduater sys evaluation. nob 1 a 
gas monitors, iodine particuleta eampllng St containment water 
level monitor 

* Arkansas Power St Light Co 84/03/16 37pp 22750:302, SAX 
Fiche SO-313. 84/03/16. B4032600Si 


B403260056 NUREO/BR-0091 VOS N9 

POWER REACTOR EVENTS Sept emb er-Oc tob er 1983. 

MASSARD.S A Director's Office 84/02/29 37pp 22763* 190. 


B403260069 Forwards evaluation of 830718 request for deletion of 
steam electric station license condition re low-pressure 
turbine disc insp NRC maintains position in SER (NURE0-0797> 
that imp must be conducted 

VOUNOBLDOD.B J Licensing Branch 1 B4/02/3B GARY. R J. Texas 

Utilities Electric Co. (formerly Texas Utilities Oensrating Co >. 
2pp 22763 235 24X Fi c h a- 90-445, 84/02/28. B40326(K)69 


8403260078 Forwards IE Insp Rept 50-382/64-05 on 840123-27. No 
violations or deviations identified Status of actions taken 
re previously identified insp findings examined 

JOHNSON. E H Region 4. Office of Director 84/02/27. LEODICK.H B 
Louisiana Power 6 Light Co 2pp. 22798:274. 24X 

Fiche 50-382.84/02/27.8403260078 


—8403260087 IE Insp Rept 50-382/84-09 on 840123-27 No violations or 
deviations Identified Major areas inspected, redia tlon 
protecti'on program I. implementing actions for NUREO-0737 
action items 

CHANEY. H D , MURRAY, fi . CROSSMAN, H A Region 4, Office of 

Director 84/02/27 13pp 22790'276, 24X Fiche 90-382.84/09/27. 

8403260078 


8403260113 Forward* FEMA review of Rev 3 to util transition plan for 
offsite emergency preparedness. per NUREG-0694. 

MARTIN. T T Division Of Engineering 6 Technical Programs. S4/03/20 
POLLOCK. M 8 Long Island Lighting Co 3pp 22798:001 24X 

Fiche 50-322. 84/03/20. S4032601 13 


— 8403260117 Review of Rev 3 to util transition plan for offslts 
emergency preparedness, par NURE&-0694. 

* Federal Emergency Management Agency. B4/02/iO 66pp 
22758 004 24X Fiche 90-322,84/03/20.8403260113, 


6403230212 NUREG-06D6 V06 NOl 

UNRCSDiVED SAFETY ISSUES SUMMARY Data As of 
February 17.1984 (Aqua Book) 

• Management Information Branch 84/02/29 SSpp 22743 294 


8403230216 NVREG/CR-3224 

AN ASSESSMENT OF CRBR CORE DISRUPTIVE ACCIDENT ENERGETICS 
THEOFANQUS.T C . BELL, C R LO* Alamos Scientific Laboratory FIN 
A-727J LA-9716-M3 64/03/31 Clinch River Breeder Reactor 

Program Office 436pp Available at NRC «B 50 22740 001 24) 

Fiche 50-537.84/03/31.6403230216 


8403230238 Advise* that, based on review of 831125 submittal of detailed 
control room design, spec 1 f 1 c areas of program plan do not 
meet requirement* of Supp] 1 to NUREO-0737 Meeting 
requested to resolve deficiencies 

ST0L2.J F Operating Reactors Branch 4 04/03/06 GRIFFIN, J M 

Arkansas Power b Light Co 2pp 22799 278 24X 

Fiche 60-313.84/03/06.84 03230236 


B403260006 Informs that functional training for personnel necessary 1 
staff requirements per Table 8-1 of NUfiEO-0654 b staff liey 
emergency program positions not Included in Table B-1 
complete, per License Condition 24 b SSER 4 

SORENSEN. G C Washington Public Power Supply System. G02-B4— 1S4 
84/03/19 SCHUENCEH, A Licensing Branch 2 Ip 22747 357 24X 

Fiche 90-397.84/03/19.8403260006 * 


6403260050 Requests Identification of any potential problems or items 
re completion of NUftEG-0737 Items by Sept 1984 Response 
requested within 30 days of Itr receipt 

VARGA, S A Operating Reactors Branch 1 84/03/02 UDERlTZiR A 

Service Electric 6 Gas Co of New Jersey 3pp 22763 281 
S4X Flch. 90-272,84/03/02.6403260090 ^ 


6403260143 Forwards general position statement on Reg Guide 1 97. R«v 8 
re justification of significant generic deviation*, per 
NUREO-0737, Supp 1 1 

COUNBIL.H G Northeast Nuclear Energy Co (sub* of Northeast 
Utilities) SEARS. C F Connecticut Yankee Atomic Power Co. 

COUNSIL.W 0 Northeast Utilities. A029S9 B4/02/S9 HILLER, J R. 

Operating Reactors Branch 3 3pp 22756’ 162 24X 

Fiche 50-000,84/02/29.8403260143 


8403260102 Clarifies NUREQ-0737, Item II, K 3 31, in response to OenePlc 
Ltr 83-35 Hestlnghouse Owneri Group authorlied program to 
demonstrate conservatism of HFLABH small break LOCA 
analyses, per Item 1 1 K 3 30 

BARNES, P L Commonwealth Edison Co. 0L-B3-3S. 84/03/21. 

EIBENHUT.D Q Division of Licensing Ip, 22796.170 24X 

Fiche 50-000.84/03/21,6403260182 


Of vj*a«ov«fuu uommvnts on issuf 


w we imweiN^w wMUsJf l>nw fUAACU W T 

Guidance, 1904 " Seven themes Identified represent important 




objective* for Industry 
COUNSIL.W 0 Northeast Utilities B11O40, 84/03/12, 

Office of the Executive Director for Operations, 4D0 
24X Fiche 90-000.84/03/12,6403260200. 


DIRCKS.kf J. 
22796’ 204. 


8403260208 Corrects erroneous statsmont from 830429 response to Generic 
Ltr 83-02. NUREG-0737 Tech Specs." re Action Item II E. 4 1, 

Dedicated Hydrogen Penetration " Purge/repressur 1 xatlon lus 
used as backup for combustible gas control 

MCOAUOHY. R H Iowa Electric Light ti Power Co OL-83-02 84/03/20 

DENTON.H Office of Nuclear Reactor Regulation, Dt^etor 
22756 166 24X Fiche 90-331,84/03/20,8403260206 


4 3260212 Forwards revised info re monorail paths, updating util 640206 
ltr responding to Generic Ltr 81-07 concerning NUREO-0612, 

Control of Heavy Loads at Nuclear Power Plants." Field 

P»’°''lded 1 month prior to fuel load. 

AdfnIam c Tennessee Valley Authority OL-81-07. 64/03/20 

ADENSAMfE UicBnslnp Branch 4 2pp 

Fiche 50-390. 04/O3/2Of B4032A0aia, ^ 
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B403260261 Forwards order eonPlrnilriS licensee commitment to implement 
post-THI-related Itmes in NUREG-0737| Supp 1 1 (fleneric Ltr 
03-33)< “Requirements for Etnergencg Response Capability “ 

8TOLZ> J F Operating Reactors Branch 4 GU-B2-33 04/03/31 

BECliHAMt J T Georgia Power Co 3pp 33763 17? 34X 

Ftche 50-321,04/03/21,0403360361 


— 840336026B Order conflrminQ licensee commitments on emergency response 
capability requirements set forth in NURE6~0737, Suppl 1 
<Generlc Ltr 02-33) 

EI5ENHUT, D. 0 Division of Licensing 0L-B3-33 04/03/31 

Georgia Power Co 6pp 23763 182 34X Ficbe 50-331,84/02/21, 

0403360261 


B4O32602B0 NURE0/BR-0D25 VIO N2 

INFORMATION REPORT ON STATE LEGISLATION 

LANDAU, M Office of State Programs, Director 84/03/10 7pp 
2S761 307 


84032701BB Proposed change to Tech Spec 4 6 5 1 re combustible gas 
conti ol hydrogen monltora 

* South Carolina Electric 6 Gas Co GL-B3-37 84/03/23 Ip 

32771 125 24X Fie he 50-375, □4/03/32, 8403270103 


0403370193 Notifies that util will provide addl info re performance 
testing of relief L safety valves, per Item II D 1 of NUREG- 
□737, by 840613, per B40308 agreement 

a'TQDLEiJ D Consolidated Edison Co of New York, Inc 84/03/16 
VARGA, S A Operating Reactors Branch t ip 23771 103 24X 

Ftche 50-347,84/03/16,8403270193 


8403370209 Forwards Rev 4 to util response to NUREG-0737, Sup p 1 1> 
including control room review implementation priority 
schedule 

TUCKER, H B Duke Power Co 04/03/23 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 9pp 22773 088 24X 

Ficho 50-269, 84/03/23, 8403270309 


8403260386 NUREO/CR-31 93 

CALCULATION OF FLUID CIRCULATION PATTERNS IN THE VICINITY OF 
SUBMERGED JETB USING ORBMAC 

PARKtJ E , CROSS, K E Oak Ridge National Laboratory FIN 0-0168 
DRNL/TH-B693 83/12/31 Division of Health, Siting h Haste 

Management 130pp Available at NRC 46 50 32761 176 


B40327021S Provides follouiup to 840238 telcon re Suppl 1 to NUReO-0737. 
‘'Development of Emergency Operating Procedures, “ from 
generic Uastlnghouse emergency response guidelines 
Development will continue as described 

CAREY, U J Duquesne Light Co 0L-a3-33 04/03/14 VARGA, S A 

Operating Reactors Branch 1 3pp 33770 370 24X 

Fichc 50-334, 04/03/14, 8403270313 


8403260309 NURE0-0S4D VOS N12 

TITLE LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE December 
1-31, 1983 

* Division of Technical Information fc Document Control 84/03/31 
S30PP 32763 001 


640326D309 Forwards draft NUREO-1042, “Tech 8p ec s , Su squeh ann a Steam 
Electric Station " 

CURTIS.N W Pennsylvania Power t< Light Co PLA-8114 84/03/30 

DENTON, H R Office of Nuclear Reactor Regulation, Director 40Opp 
22753 tSB 24X Flche 50-308,84/03/20,8403360305 


8403370003 Responds to open item Identified in util integrated 
assBssment (NURE0-0B25>, SEP Topic III-S, A Analysis performed 
per AN9I/AN3 5D 2 to determine force imparted on electrical 
penetration Blister 12E from break on Steam Generator 2 
KAY. J. A Yankee Atomic Electric Co FVR 84-36 84/03/23 

CRUTCHFIELD, 0 Operating Reactors Branch 5 3pp 22769 346 24X 

Fiche 50-029.64/03/23,8403370003 


B403870007 Responds to open item identified in util integrated 
assessment (NUREO-0B25), Top t c III-IO A Util established 
criterion per Reg Guide 1 106 for thermal overload 
protection for motor operated valves 

KAY, J A Yankee Atomic Electric Co FVR B4-37 84/03/23 

CRUTCHFIELD, D Operating Reactors Branch 5 3pp 22769 350 34X 

Fiche- 50-029, B4/03/32, B403370007 


84D327D230 Advises that equipment qualification program tt RCIC sys 
revleucd, per NUR£0~0B92, SER Outstanding Issue 1 7(9)amads to 
automatic depressor 1 la fcion sys RCIC valves required for 
containment isolation remain in qualification program 
BOREN SEN, O C Hashlngton Public Power Supply System 003-84-160 
84/03/32 BCHUENCER.A Licensing Branch 3 Ip 22770 369 24X 

Fiche 50-397,84/03/22, 8402270920 


0403270267 NUnEO-1049 

ENVIRONMENTAL IMPACT APPRAISAL FOR RENEWAL OF SPECIAL 
NUCLEAR MATERIAL LICENSE NO SW1-42 Docket No 70-37 
tRabcock 4, Wllcni Company, Naval Nuclear Fuel Division) 
e Division of Fuo 1 Cycle 6 Material Safety 84/03/31 B7pp 
Available at NRC «4 50 33787 335 


84033/0269 NUREG-074B V04 NOl 

OPERATING REACTORS LICENSING ACTIONS SUMMARY Data As Of 
January 31,1984 (Orange Book) 

e Office of Resource Nanagement, Director 84/03/31 333pp. 

22708 001 


8403370315 Advises that emergency p 1 an, document ed in NURE0-0746< 
"Emergency Preparedness Evaluation for TMI-1" Si Suppl t> 

NUREe-0737, rtam III A 2 1, complete for facility 
STDLZ.J F Operating Reactors Branch 4 04/03/09 HUKJLL.H D 

General Public Utilities — GPU Service Corp Spp 227B9 241 24X 

Flche 50-289,84/03/09,8403270315 


8403270000 Informs that util will provide Info re planned deviations 
from Suppl 1 to NURE(9-0737 by 840501 Delay has no effect on 
schedules for implementation of Suppl 1 to NUREG-0737 
COUNSIL, W 0 Connecticut Yankee Atomic Power Co SEARS, C F 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL, W 0. Northeast Utilities A039S9 84/03/16 EISENHUT, D 0 

Division of Licensing 2pp 22770 011 24X Flche 50-000,04/03/16, 

8403270008 


B4032BD046 Forwards response bo 031205 request for addl info re 
NUREG-0737 Item II D 1, "Performance Testing of Relief & 

Safety Valves " Microfiche of RELAPS/ADLPIPE computer 
analyses end 

OIEBLER.C W Wisconsin Public Service Corp NRC~B4-4B 84/03/23 
VARGA, 8 A Operating Reactors Branch 1 S6pp 33776 2S3 24X 

Flche 50-305,84/03/23,8403280048 


8403270043 Informs that ultrasonic test exams of blend radii area L 
magnetic particle exam conducted by vessel mfg to determine 
degree of conformance to NUREO-0619 No recordable 
Indications found utllitlng either technique 
JENS, M H Detroit Edison Co EF2-67, 715 84/03/21 

YOUNOBLODD.S J Licensing Branch 1 Ip 22769’ 31 5 24X 

Flche 50-341.84/03/21,8403270043 


8403200066 Forwards safety evaluation re NunEO-0737, TMI Action Item 
II K 3 44, “'Evaluation of Anticipated Transients W/Single 
Failures " Facility In conformance w/NUREG-0737 position ti 
evaluation accoptati 1 e 

CRUTCHFIELD, D Operating Reactors Branch 5 LSa-04-03-033 

B4/03/P6 LINDER, F Dairy land Power Cooperative Spp 22776 349 
24X Fiche 50-409,84/03/26,8403380066 


0403270103 Forwards test exemptions required to perform NUfiEG-0737, 

Item I 0 I, “Natural Circulation Testing “ Exemptions need 
to be included in Tech Specs 

TUCKER, H B, Duke Power Co, 84/03/21 DENTON, H R Office of 

Nuclear Reactor Ragulation, Dlractor ADENSAM, E 0 Licensing Drench 

4. Spp. 22766 341 24X Fiche 50-413,84/03/21,8403270103 


8403270106 Forwards BER for SEP outstanding hydrologic issues 
Identified during review of integrated plant safety 
aeseasment rept (NUREG-0828) Issues include local plant 
flaodlng from PMP b flood emergency plan 

CRUTCHFIELD, 0 Operating Reactors Branch S LBOS-84-03-032 
84/03/22 VANDEMALLE, D J Consumers Power Co 3pp 22774:032 
24X Flche 50-155,84/03/22,8403270106 


6403270183 Forwards portion of combustible gas control Tech Spec 
surveillance requlremant Inadvertently omitted from util 
840116 response to Generic Ltr 83-37, “NUREO-OTa? Tech 
Specs " 

DIXON, 0 U South Carolina Electric Si Gas Co GL-e3-37. 64/03/22 

DENTON, H R Office of Nuclear Reactor Regulatloni Director 2pp 
22771 123 24X Flche 50-395, 84/03/22i 8403270103 


8403260076 FQIA request for seven categories of documents 
HIATT, 8 L Ohio Citizens for Responsible Energy 83/11/30 
FELTON, J M Division of Rules and Records ip 22S0B 243 


8403200080 Partial response to FDIA request for seven categories of 
documents Forwards App A documents responsive to Hems 1,2, 

5, 6 t( 7 of raquest. NUREO-03B6, "NRC Practice 4, Procedures 
Nanual," presently being updated 

FELTON, J M Division of Rules and Records 84/01/17 HIATT.9 
Dhla Citizens for Responsible Energy 2pp 22600 244 


8403280329 Forwards comments on detailed control room design review 
program plan, per B3J031 submittal Plan does not comply 
fully ui/Suppl 1 to NUREG-0737 requirements Recommends 
meeting in Mar or Apr 1984 

VARGA, S A Operating Reactors Branch 1 04/03/09 CLAYTON. F L 

Alabama Power Co i7pp 22007 208 24X Fiche 50-348. 04/’O3/O9, 

8403280329 
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BflOSS'JOO'OS Final TBsponst to FOIA TBquBit for Four categories of 
d ocumentsa tests. St ud ies & analijses refereocing or pertaining 
to NUIIEG-01D3. "BTS for Q&H PI^Fi " App A documents end 
FELTDMi J M Division of Rules and Records 04/01/13 MADDEN. T J 
Kage. Scholer. Flerman. Hags ti Handler 6pp 2'361& 127 S4X 
FichB 50“000. 84/01/13.0403290002 


84D329DD3B FoTUfards revised responses to B31123 Et B401D9 Itrs re 
approval of proposed license amend re post-accident 
sampling for f ac i 1 1 1 i e s . TKl Item 1 1 B 3 

MltLSaL M Tennessee Valleg Authorltg B4/03/23 ADENSAK. E 
Licensing Branch 4 9pp 220 Oi 237 24X Fiche 50-327.84/03/23, 

B4 03290 03B 


840329 D 0 A? Act receipt of 040208 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/83-36, 
50-270/83-37 t, 50-2B7/B3-36 Implementation of corrective 
actions ulll 1 ) e examined during future insp. 

DANCE.H C Division of Project & Resident Programs 84/03/20 
TUCKEf?. H Q Duke P osier Co Ip 22007 011 24 X 

F i the 50-269. 04/03/20, 8403270069 


— 0403290108 lE Insp Repts 50-269/83-36.50-270/83-37 L 50-287/03-36 on 
831111-1210 Violation noted failure to f o 1 1 ou Malnt 
Procedure 270/03-37-01 re qualltg performed on Reactor 
Coolant Pump 2112 

BRyANT.J Region 3, Office of Director 50-207/83-36 84/01/09 

lOpp 22B07 017 24X Fiche 50-269,04/03/20,8403290069 


8403290078 Ack receipt of 840308 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-348/84-03 -fc 
50-364/84-03 

VERfiELLI.D « Division of Project tc Resident Programs. 04/03/14 
MCDOHALD.R P Alabama Power Co Ip 22806-311 24X 

Fiche 50 - 340 , 84 / 03/1410403290078 


— 8403290103 IE Insp Repts 50-34B/B4-03 & 50-364/84-03 on 040111-0205 
Violotlon Foond failure to implement procedurei for control 
of malnt activities, 

BRADFORD. W.H Region 2. Office of Director 50-364/84-03 
04/02/15 Bpp 22806 317 24X Fiche 50-348,04/03/14,0403290078 


8403290083 Responds to 840221 request for addl info re control of heavg 
loads Initial load testing performed for head strongbacfc, 
drger separator sling & spent fuel cask goke 

IIHMERffAN.S R Carolina Power b Light Co NLe-a4-094 84/03/20 

VASSALLO, D B Operating Reactors Branch 2 2p p 22806 325 24X 

Fiche 00-324,04/03/20,8403290083 


8403290100 Informs that util expects to complete commitment on 
NUREO-0737. I tern II B 3 re post-accident sampling sgs bg 
June 1985 

DAYNE. J P Power Authorltg of the State of Neu York. lPN-84-il 
84/03/23 VAROA . 8 A Operating Reactors Branch 1 Ip 22806 356 
24X Fiche 50-286, 84 /03/ 23, 8403290 tOO 


8403290110 Forwards J Preston 830104 memo re generic safetg Issues 
pr 1 ori t 1 latl on methodologg for placement In POR 
ROBERTS, D J ACRS - Advisory Committee on Reactor Bafeguards 
84/03/14 MCKNIGHT, J Distribution Services Branch Ip, 
22822-214 


—0403290113 Advises of review of generic safetg issues pr ior Ltl xation 
methodologg described in NtJ'REO-0733 Inherent limitations 
of value Impact score formula discussed Use of structured & 
iterative consensus judgement methodology recommended 
PAEBTON, J ACBB - Advisory Committee on Reactor Safeguards 
B3/01/04 BENDER, M ACRS - Advisory Committee on Reactor 
Safeguards 3pp 22822 215 


0403290250 Ack receipt of 840306 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-330/83-31 A 
50-339/03-3! 

LEMISiR.C plviston of Project Sc Resident Programs 84/03/16 
STEWART, W L Virginia Electric & Power Co Ip 22802 032 24X 

Fiche 50-338,84/03/16,0403290250 


— 8403290291 IE Insp Repts 50-338/63-31 t. 50-339/83-31 on 031206-840105 
None omp 1 1 ence noted failure to maintain procedures re insp 
of wall tc failure to inspect fire barriers 
LUEHMAN, J 0 Region 2, Office of Director 30-339/83-31 
84/02/06 9pp 22802.040 24X Fiche 50-338,84/03/16.8403290250 


8403290289 Forwards IE Insp Repts 50-338/84-01 6 50-339/84-01 on 
84D1D6-020S No violations or deviations Identified 
DANCE, H C Division of Project l* Resident Progrems. 84/03/05 
STEWART, W.L Virginia Electric A Power Co 2pp, 22800.048 24X 

Fiche 50-338, 84/03/05, 8403290289. 


— B4O3B90294 IE Insp Ropts 50-338/84-01 h 50-339/84-01 on 840106-CS05 No 
violations or deviations identified Major areas inspected 
onsite areas of surveillance t, malnt act! vitles, pravl ous 
insp findings 6 identified items h safetg sys ualkdouins 
BRANCH, M W , LUEHMAN, J 0 Region S, Office of Director ELROl^.S 
Division of project t. Resident Programs S0-339/B4-01 84/03/02 

IQpp 22800050 24X Fiche 50-338,84/03/05,8403290289 


8403290296 Comments dn proposed rule 10CFR60 & NUnEO-1046 rs disposal 
of high level radwastes in unsaturated lona 

WILLIAMS, R E Williams (< Associates NfiC-02-B2-046 49FR5934 003 

84/03/15 POHLE, J Division of Waste Management 2 pp. 22800 198 


8403290317 Forwards IE Insp Repts 50-335/84-05 8 > 50-389/04-07 on 
840206-10 No violations or deviations noted 

DANCEiH C Division of Project Resident Programs 04/02/29 
WILLIAMS, J W Florida Power !< Light Co 2pp 22802 052 24X 

Fiche 50-335,04/02/29,8403290317 


—8403290320 IE Insp Repts 50-335/84-05 h 50-389/84-07 on 840206-10 No 
violations or deviations noted Major areas inspected health 
physics instrumentation, action on NUREO-0737 items, ALARA 
activities h followup on previous items 

WRAY, J R Region 2, Office of Director. BARR.K P Division of 
Engineering 6 Operational Programs 50-389/84-07 64/02/S2 Bpp 

22BD2 054 24X Fiche 50-335,84/02/29,8403290317 


8403290331 Informs that NUREO-0737. Item II K 2 17, ''Voiding in RGB 
During Transients" c omplete, based on util endorsement of 
CEN-t99, “Effects of Vessel Head Voiding During '* 

KNIGHTON, G W Licensing Branch 3 84/03/08 BASKIN, K P Bouthern 

California Edison Co. HOLCOMBE, J C San Diego Gas A Electric Co, 
9pp 22822 220 24X Fiche 50-361,84/03/08,8403290331 


8403290341 Responds to FDIA request for records re facility Ltr dtd 
840117 failed to meet criteria for waiver of reproduction 
costs Forwards App A documents Address of Phoenix LPOR 
1 1 sted 

FELTON, J M Division of Rules and Records 84/02/27 RYAN. J. A 
Strelch, Lang, Weeks A Cardon 3pp 2281S'01B 


—0403290344 NUnEO-75/028 

DRAFT ENVIRONMENTAL STATEMENT RELATED TO CONSTRUCTION OF 
PALO VERDE NUCLEAR GENERATING STATION. UNITS 1,2 A 3 Docket 
Noe 50-528, 50-S29 A 50-530 

* □fftce of Nuclear Reactor Regulation, Director 75/04/30 
17Spp 22815 301 


8403300038 Forwards rBsponees to NRC 040214-16 audit findings re util 
equipment qualification program, per NUREO-OB47 ( 8 ER) W/84 
overslic drawings Aperture cards are available in PDR 
MILLS, L M Tennessee Valley Autharity. 84/03/20 ADENSAM, E 
Licensing Branch 4 ISBpp 22824 146 24X Fiche 50-390.84/03/20, 

8403300038 


84D330D149 Forwards application for amend to License hFF-3, revising 
Tech Specs to reflect changes In post-accident seoipling sys 
A post-accident instrumentation for in-core tfiermocoupl e, p er 
NUREO-0737 A Generic Ltr 83-37 

CROUSE, R P Toledo Edison Co GL-03~37 84/03/22 STOLZ, J F 

Operating Reactors Branch 4 3pp 22021 002. 24X 

Fiche 50-346,84/03/22,8403300149 


— 8403300156 Application for amend to License NPF— 3, revising Tech Specs 
to reflect changes in post-accident sampling sys A post- 
accident instrumentation for in-core thermocouple A reactor 
coolant hot leg level 

CROUSE, R P Toledo Edison Co GL-83-37 84/03/22. 7pp 

22021 ' 004 24X Fiche. 50-346,84/03/22,8403300149 


B40330O192 Forwards draft Rev 5 to Procedure 08-3038 re low voltage on 
Emergency Dus 1 or 6—3 4B0-volt bus, draft Rev 5 to OP— 3844 
re low voltage on Emergency Bus 2 or 4-1 4BO-volt bus A 
draft Rev 5 to 0P-3B45, per SEP Topic Vlll-l.a, 

KAY, J A Yankee Atomic Electric Co FYR 84-39. 84/03/28. 

CRUTCHFIELD, D Operating Reactors Branch 5 12pp 22819*251 24X 

Fiche 50-029,84/03/20,8403300192 


840330023) Advises that goal for completion of technical reviews A 
implementation of all NURE9-0737 items, excluding Suppl 1, is 
8 spt 1904 Requests to be advised of potential problems 
within 30 days. 

VARGA , 8 A Operating Reactors Drench 1 84/03/13 O'TOOLE. J.O, 

Consolidated Edison Co of New York, Inc 2pp 22844.330, 84X 

Fiche 50-247,84/03/13,8400300231 


8403300232 Forwards, staff comments on detailed control room design 
review program plan, per NUREO-0737, Suppl 1 Soma areas of 
plan require further description 

VASSALLO. D B Operating Reactors Branch 2 84/03/06 

HARRINGTON, M D Boston Edison Co, IBpp 22844 264. S4X 
riche 50-293,84/03/06. a4033002,‘>^» 
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8403300Z33 Foruards comments on detailed control room design review 
Plan demonstrates commitment to meet requirements of Suppl 1 
to NUHE0-0737, houiever* add 1 info required Meeting should be 
hold in Apr or May to discuss comments 

VAilOA> S A Operating Reactors Branch i 84/03/13 DOLAN < J 
Indiana b Michigan Electric Ca iZpp 25643 350 S4X 
Fiche: 50-315, B4/03/13, 8403300233 


840330024-0 Summary of ACR8 Subcommittee on Human Factors 831207 
meeting in Mash ing ton, OC re status of ongoing activities in 
NRC human factors program plan, human reliability data base b 
uses fc reviaiii of program budget for FV85-fl6 

• ACRS - Advisory Committee on Reactor Safeguards 83/12/07 
ACRB " Advisory Committee on Reactor Safeguards 34pp 22845 320 


B4D33002&1 NURE0/CR-2B9& VOl 

COMMIX-IA A THREE-DIMENSIONAL TRANSIENT SINGLE-PHASE 

COMPUTER PROGRAM FOR THERMAL HYDRAULIC ANALYBIS OF SINGLE 

AND MULTICOMPONET SYSTEMS Volume 1 User's Manual 

DDHANUS, H H , SCHMITT, R C . 8HA. M T Argonne National Laboratory 

FIN A-2045 ANL-B2-25 VOl 04/03/31 Division of Accident 

Evaluation 327pp 22839,217 


B4033002Q5 NUREO/CR-2896 V03 

CDMMIX-IA A THREE-DIMENSIONAL TRANSIENT SINGLE-PHASE 
COMPUTER PROGRAM FOR THERMAL HYDRAULIC ANALYSIS OF SINGLE 
AND MULTICOMPONENT SYSTEMS Volume It Assessment And 
Verification 

DOMANUS.H M . SCHMITT, R C > SHA, U T Argonne National Laboratory 
FIN A-2045 ANL-B2-25 V02 04/02/29 Division of Accident 

Evaluation 9Spp 22840 182. 


6403300294 NUREO/CR-3427 VD3 

LONG-TERM PERFORMANCE OF MATERIALS USED FOR HIGH-LEVEL HASTE 
PACKAGING Third Quarterly Report, Oc tober- December 1983 
STAHL, D , MILLER, N E Dattelle Memorial Institute, Columbus 
Laboratories FIN B-67A4. 84/03/31 Dlvlalon of Health, Siting b 

Waata Management 90pp Available at NRC *4,75 22826 203 


B4033OO296 Advises that goal for conplettan of technical reviews b 
Implementation of alt NUREG-0737 1 tema, es c ludlng Suppl liis 
Sept 1984 Requcata to be adviaed of potential problems 
within 30 days 

VARGA, B A Operating Reactors Branch 1 '84/03/13 ODLAN, U 

Indiana b Michigan Electric Co. DOLAN, U American Electric Power 
Service Carp 2pp 22844.316 24X Fiche 50-315,84/03/13, 

8403300296 


Q403300300 NUREO-0675 822 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POHER PLANT, Units 1 AND 2 Docket Nos 50-275 
And 50-323 iPacific Gas and Electric Company! 

• Division of Licensing 84/03/31 400pp Available at NRC 

*11 00, 22043 OOl. 24X Fiche 50-275,84/03/31,0403300300 


0403300303 Notification of 040327 meeting y/util in Bethesda,MD to 
diacuat detailed control room deiign review itema relative 
ta requirementa of NUREO-O737i Supp 1 1 

SILVER, H. Operating Reactors Assassment Branch 84/03/20 
STOLZiJ. F, Operating Reactors Branch 4 2pp 22844 307 24X 

Fiche; 50-289, 84/03/20, 0403300303 


8403300306 NUREO/CR-3523 

A RANKING SCHEME FOR MAKING OECIBIDNS ON THE RELATIVE 
TRAINING IMPORTANCE OF POTENTIAL NUCLEAR POWER PLANT 
MALFUNCTIONS 

SELBY, D L , HENSLEY, W T. Oak Ridge National Laboratory FIN B-0466 
□RNL/TM-B9S0 84/02/29 Diviaion of Facility Operations 12ipp 
22842' 190 


0403300300 Board Notification 84-054' forwards NRC evaluation b 
conclusion re util variance from NUREO-0737 guidance 
concerning high range stack gas monitor 
<TMI Item II.F. t. 1> 

MIRAGLIA.F. U, Assistant Director for Safety Aaiesamint. 84/03/14 
BLOCH, P.B., PARIS, 0 H , SHON, F. J Atomic Safety and Licensing Board 
Panel. 7pp 22044.282, 24X Fiche. 50-155, 04/03/14, 8403300300 


0403300317 NUREO/CR-3334 V03 

HEAVY-SECTION STEEL TECHNOLOGY PROGRAM QUARTERLY PROGRESS 
REPORT FOR JULY-SEPTEMBER 1983, 

RUGH,C. E. Oak Ridge Neblonal Laboratory FIN 0-0119, 
ORNL/TM-07a7/V3, 84/03/31 Diviaion of Engineering Technology 
120pp, 22826-067 


0403300310 NUREO/CR-3549 

EVALUATION OF CONTAINMENT LEAK RATE TESTING CRITERIA 
DQUGAN,U. R. Dak Ridge National Laboratory. FIN B-0489 
ORNL/TM-8909. 84/03/31, Division of Engineering Ttchnology 

96pp. 22826,303 


8403300323 NUREC/CR-3275 

JOB ANALYSIS OF THE ELECTRICIAN POSITIDN FGJ? THE NUCLEAR 
POWER PLANT MAINTENANCE PERSONNSL RELIABILITY MODEL 

FEDERMAN, P U . DARTTER, W D , 8IE0EL, A I Applied Science Aseaciates, 
Inc FIN D-0461 ORNL/TM-a75S 04/02/29 Division of Facility 

□pcratlons 19lpp 22842 007 


0403300342 NUBEO/CR-S^OV 

A SIMULATOR -BASED STUDY OF HUMAN ERRORS IN NUCLEAR POWER 
PLANT CONTROL ROOM TASKS 

DEAREfA N , DORRIS, R E . OOVELL, C R General Physics Corp FIN 
A-itB0 6ANDa3-7095 84/01 /3i Diviaion of Facility Operations 

I90pp. 22844 070 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


8401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
□perotcd Valve Control Circuits b Annunciation “ Svc list 
end 

JORDAN, E L Division of Emergency ProparednoBB b Engineering 
Response (Post 830103] 84/02/20 Consolidated Edison Co of New 

York, Inc lJ5pp 22909 239 24X Fiche 50-000,04/02/28,0401190072 


8402090007 IE Info Notice B4~14. "Mighlighta of Recent Transport 
Regulatory Revs by DOT b NRC *' Svc list end 

GRACE, J N Division of QA, Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp. 223S2 329 24X Fiche 50-000,84/03/02.8402090007 


84020900DS IE Info Notice 04-16, "Failure of Automatic Sprinkler 8ys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 04/03/02 Consolidated Edison Co of New 

York. Inc 12Zpp 22553-098 24X Fiche 50-000.84/03/02,8402090008 


840209000? IE Info Notice 84-15, "Reporting ef Radiolaglcal Releases " 
Svc list end 

JORDAN, E L Division Of Emergency Preparedness b Engineering 
Response (Post 830103} 04/03/02 Consolidated Edison Co of New 

York, Inc ll9pp 22553 217 24X Fiche 30-000,84/03/02,8402090009 


8402090011 IE Info Notice 84-17, "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 04/03/05 Consolidated Edison Co of New 

York, Inc ll7pp 22553 336 24X Fiche 50-000,84/03/03,8402090011 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division cf Emergency Preparodness b Engineering 
Response (Post 0301031 04/03/07 Consolidated Edison Co of New 

York, Inc llDpp 2263S 049 24X Fiche 50-000,84/03/07,0402090024 


8402090020 IE Info Notice 04-10, "Stress Corrosion Cracking in PWR 
Sys " Svc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Responae (Post 8301031 04/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22584 106 24X Fiche 50-000,84/03/07,8402090028 


8402090031 IE Dulletln 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's OfflcBj Office of Inspection and 

Enforcement 64/03/12 Consolidated Edison Co of New York, Inc 

t34pp 22623:094 24X Fiche 50-000,84/03/12,8402090031. 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PHR Reactor Cavities " Svc list end 
JORDAN, E L Division Of Emergency Preparedness b Engineering 
Response (Post 83010-3). 84/03/21 Consolidated Edison Co of New 

York, Inc. 123pp 22023.229 24X Fiche 50-00-0.84/03/21,0402090043 


0402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
Sys " 8vc list enct. 

JORDAN, E. L Division of Emergency Prepared-neas b Engineering 
Response (Post 830103). 04/03/21 Cansolidated Edison Co of New 

York. Inc l3Spp 22933 001 24X Fiche 50-000,04/03/21,8402090044 


0403020378 Forwards request for 0MB review b supporting statement re 
lOCFRlIO concerning export b import of nuclear equipment b 
natl s 

HORRY, P 0 Office of Administration 84/02/28. MACRAE, J B Office 
of Management b Budget Ip 22492 181 


0403020300 Responds to approval request for info collection re physical 
inventory listing Request approved through 050331 under 0MB 
3 150-0050, p er Paperwork Reduction Act 

MACRAE, J B Office of Management b Budget OMB 3150-0058 
84/02/27 SCOTT, a Document Management Drench 2pp 22492' 092 


4S6 
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B4030S03B1 Re&ponds to approval rsquest for info collsctian ra 10CFR93 
cancorning operator Hcenaes Request approvotf through 070229 
under OKS 219a-D01B, p er Papsruiort Reduction Act 
ffACRAEi J 0 Office of Management h Budget DMB 3i3O“0018. 

04/02/19 SCDT7» S Document Management Branch 2pp 22492074 


B40302O3B3 Responds to approval request for info collection re 
registration certificate for in vitro testing cj/hgproduct 
matl under general license Request approved through B70121 
under OMB 3 i 90-003B/ per Paperuopk Reduction Act 
MACRAEj J D Office of Management tt Budget. 0MB 3150-0030 
04/02/27 SCOTT# S Document Management Branch. 2pp, 22492 096 


EI403O203B9 Responds ta approval request for info collection re 10CPR95 
concerning security facility approval 6 safeguarding of natl 
security info U restricted data Request approved through 
B60229 under OrtB 3 1 SO-0047, p er Paperwork Reduction Act, 

MACRAE. J a Office of Management tc Budget OMB 3150-0047 
04/02/17 SCDTT>S Document Management Branch 2pp. 22492 098 


B4030203B7 Responds to approval request for Info collection re 10CFR7S 
concerning safeguards on nuclear ma tl- imp I ementat ion of US/ 

IAEA agreement Request approved through B70131 under 0MB 
3150-0055# par Paperwork Retfuction Act 

MACRAE, J S Office of Management fc Budget 0MB 3150-0055 
84/02/27 SCOTT# S Document Management Branch 2pp 22492,100 


8403020388 Responds to approval request for Info collection re data 
effort on spouse contamlna 1 1 on. Bequest approved through 
B70229 under OHB 3150-0026# p er Paperwork Reduction Act 
MACRAE# J 0 Office of Management S< Budget DMB' 3150-0026 
04/02/27 SCOTT. S Document Management Branch 2pp 22492 102 


B403050004 Forwards FEHA 040206 Itr 6 final erercise evaluations on 
03D914 offsite emergency preparedness exercise. 

Recommendations from reft do not affect approval of plan 
PAPERIELLD. C 0 Region 3, Office of Director 84/02/29 REED, C 
Commonuiealth Edison Co 2pp 22490:240 24X Flche 50-237.84/02/29# 

8403050004 


B403050120 Act receipt of FEMA 840130 Itr ti associated final exercise 
evaluations of 031101 emergency preparedness exercise hlo 
deficiencies affecting public health & safety Identified 
based on performance of offsite agencies 

PAPERIELLD# C U Region 3, Office of Director 84/02/29, 

OIESLERtC W Ulsconsin Public Service Corp 2pp 22489. 109 24X 

Flche 50-305,04/02/29,8403090125 


0403050128 Forwards "Perry Nuclear Power Station Dffslte Radiological 
Emergency Planning#'* interim rept Exercise to test plans 
scheduled for D4112B 

KRIHM.R W Federal Emergency Management Agency B4/03/01. 

JORDAN# E L Division of Emergency Prepareifness 6 Engineering 
Response (Post 8301031 ip 22408 223 24X Flche 50-440,04/03/01, 

6403050128 


— 8403050131 "Perry Nuclear Power Station Radiological Emergency 
Planning,” interim rept 

e Federal Emergency Management Agency 84/01/10. I92pp. 
22488 224 24X Flche 50-440,84/03/01,8403050128 


8403050148 Forwards "Evaulation of Southern California Edison 
Site-Specific Offsite Radiological Emergency Preparedness 
Prompt Alert tc Notification Bys Evaluation." Sys adequate to 
alert tc notify public in event of accident 
SPECK, S U Federal Emergency Management Agency. 84/01/31 
OIRCKS, H J Office of the Executive Director For Operations Ip 
22407 314 24X Flche 50-206# 04/01 /31 , 84030501 48 


— 0403050172 "Evaluation of Southern California Edison Site-Specific 
Dffslte Radiological Emergency Preparedness Prompt Alert li 
Notification Bys " 

• Federal Emergency Management Agency 04/01/05, 61pp 
22407 315 24X Fichv 50-206# 04/01 /31. 0403030148 


8403050162 Forwards FEMA 840201 Itr# final exercise evaluatlani on 
831119 offsite emergency preparednesi exercise tc interim 
finding recommendations re offsite emergency response plan 
For ares around facility No deficiencies identified. 

PAPERIELLD, C J Region 3# Office of Director 84/02/29 REED# C 
Commonwealth Edison Co 2pp 22405.061, 24X Flche 50-494# 04/02/29, 

8403050162 


8403060086 Approves state 4i local plans tr preparedness for alerting t< 
protecting public in event of radiological emergency. 

Approval conditional on verification of alert R notification 
sys per criteria of App 3 of Nl#Reo-0654/FEMA-REP-l > Rev 1 
SPECK.# 8 U Federal Emergency Management Agency. 84/02/15 
D1RCKS«M J Office of the Executive Director for Operations Ip, 
22516 300 24X Flche 50-250,04/02/15,0403060086. 


B4030604S8 Reeponde to approval request for Info collection re Salem 
ATUS events Request approved through 850930 under OMB 
3190-01 19, per Paperwork Reduciloni Act 

MACRAE# J B Office of Management t< Budget OMB 3150-0119. 
B4/02/27 SCOTT# 8 Document Manegement Branch. 2pp 22549' 319. 


8403060460 Rasponds to approval request for info collection ra taCFR70 
concerning domestic licensing of 8NM Request approved 
through 870229 under OMB 3150-0009# per Paperwork Reduction 
Act 

MACRAE# J B Office of Management t< Budget ONB 3150-0009, 

84/02/27 SCOTT, 9 Document Management Branch 2pp 22 549 336 


8403060463 Responds to approval request for info collaction re 10CFR3I 
concerning domestic licensees for byproduct metl Request 
approved through 87022? under DMB 3150-0016. per Paperwork 
Reduction Act 

MACRAE# J B Office of Management 6 Budget DMB 3150-0016 
04/02/17. SCOTT# 8 Document Management Branch 2pp, 22549:339 


8403070363 Forwards FEMA comments on Draft 2 of public Info brochure* 
for review & consideration 

YOUNSBLOOD.B J Licensing Branch t 84/02/29 EDELHAN.M R. 
Cleveland Electric Illuminating Co 3pp 22567*205, 24X 

FI Che. 50-440# 84/02/29# 8403070363 


8403080238 Forwards "Monticillo Nuclear Powar Plant Bita-Speclfic 
Offsite Radiological Emergency Praparednass Evaluation" It 
"Montlcello Nuclear Power Plant Full-Scala Joint Emergency 
Exercise on 830223#" final rept 

KRIMH.RtM Federal Emergency Management Agency 84/03/05. 
Federal Emergency Management Agency, 3pp 22S60. 127 24X 

FI Che. 50-263# 84/03/05. 8403080238 


— B4O30B0242 "Monticello Nuclear Power Plant Bltc-Speclf Ic □ffsita 
Radiological Emergency Preparednees# State of HN it Sherburne 
tl Uright Counties." regional directors evaluation 
a Fodedal Emergency Management Agency 64/01/26 32pp, 

22960 130 24X Flche 90-263.84/03/05,8403080238 


— 0403080244 "Montlcello Nuclear Power Plant Full-Scale Joint Emergenco 
Exercise on 8302S3, " final rept 

a Federal Emergency Management Agency 84/03/05 llOpp, 

22S60 255 24X Flche 50-263,84/03/05.8403080238 


8403090218 Foruerds evaluation rept of offsite radiological amergancy 
preparedness exercise conducted on 830726 Deficiencies 
observed did not detract from overall demonstrated 
capability to protect public 

KRlMMiR U Federal Emergency Management Agency 84/03/06 
JORDAN# E L Division of Emergency Preparedness 6 Engineering 
Rssponss (Post 830103). 7pp 22971*142 24X Fi c he: 50-195. 04/03/06. 

8403090210 


— B40309D221 Evaluation of State of Ml# Charlevol x li Eeimet Counties 
offsite radiological emergency preparedness exercise for 
Big Rock Point Nuclear Power Station 

s Federal Emergency Management Agency 83/07/26 43pp 
22971 149 24X Fich# 90-199# 84/03/06. 8403090218 


8403090219 Foruerds applicant responses to Commission 011224 order# on 
behalf of Project Mgt Corp ti TVA 

CHIPMAN.O L Energy, Dept of 82/01/18. PALLADINO, N. J. . 
OILINEKY. V, ROBERTS, T F Commissioners, lOlpp 22974:168 24X 

Flche 50-537, 82/01/18, 8403090219. 


8403130159 Advises that state li local plans ii preparedness for 
radiological smergencies adequate Approval conditional on 
FEMA verification of adequacy of alerting li notification 
sys# per App 3 of Rev 1 to NURE0-0694/FEMA-REP-1, 

SPECK# S, W. Federal Emergency Management Agency, 84/03/02 
DlRCKSi R J Office of the Executive Director for Operations. 2fp. 
22608 229 24X Flche 90-294,84/03/02.8403130199 


8403130163 Forwards final rept re small-scale Dffslte radiological 
emargtncy preparedness exercise on 821014 No deficiencies 
noted 

KRlMMiR W, Federal Emargency Managament Agency. 84/03/09, 

JORDAN. E L Division of Emergency Preparednees ti Englnaarlng 
Response (Pott 830103) 6pp 22999.307. 24X Flche 90-282.84/03/05. 

8403130163 


— 8403130172 Final rept of small-scale joint emergency exercise on 
831014 

e Federal Emergency Management Agency, 82/12/17. 88pp 
22599, 313 24X Fiche, 90-282. 64/03/05. 8403130163. 


B40313017J Forwarda FEMA pa* t-exerci se aisesiment for 831026 joint 
exercise of State of DE 6 local radiological emergency 
preparedness plans for facility. 

MARTIN. T T Division of Engineering 6 Technical Programs. 84/03/07 
UDERITZ.R A Public Service Electric It Oae Co of New Jersey. 3pp 
22599.223 24X F1 eh e- 50-272, 84/03/07. 8403130171. 
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~*S403130178 Evaluation of 631086 joint eierciie of Stata of DE & local 
radiological amargencg praparodnaas plant For facility 
* Frdaral Eiriargancy Managamant Agancy 63/11/29 72pp 
22S'?7 226 24X Flcha 50-272,64/03/07,8403130171 


34031301BI5 Dlacuaaas avaluatlon of Stata of IL E, local plans h 
praparadnaaa for facllitlaa Plana adaquata to protact haalth 
Si lafoty of public Approval of public alert notification ays 
conditional on verification of criteria of NUfIEO-0654 
BPECK< 8 W Federal Emergency Management Agency 84/03/02 
DIRCKBj U. \1 Qffict of the Eaecutlve Director For Operations Ip 
28613:316. 24X Fi cbe- 90-275. B4/03/02, 04O313O1B5 


8403130176 Foriaarda evaluation oF Stata of MN t, Shelburne b Wright 
Counties emergency praparednasi plan for 830223 full-scale 
caerclee Identified deficiencies corrected 
KRIMMiR W Federal Emergency Management Agency 84/03/05 
JORDAN. E L Division of Emsrgency Preparedness 8< Engineering 
Response iPost 830103). 7pp 22613 256 24X Fieho 50-263,84/03/05, 

8403130196 


— B403130209 Evaluation of 6tate of MN b Ohelburne b ifpight Counties 
snergency preparedness plan for 630223 full-scale exercise 
« Federal Emergency Management Agency 64/03/05 63pp 
22613 263 24X Flche 50-263,84/03/05,8403130198 


8403130417 Forwards Rev 1 of Outdance Memo 17 Rev addresses concerns of 
NRC b FEMA riglonal staff re conducting preexercise b 
poet-ex ercl sa activities 

KRIIDliR.W. Federal Emergency Management Agency 84/03/05 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Rasponsa iPost 830103) lOpp 22606 273 


B40315O01B Informs that FEMA will transmit, on or before 640402, proposal 
re further ravlaui of Issuee concerning evacuation time 
estlmatas for population. including work program. as timat e of 
resDUrcei b schedule For completion oF major component!. 

KRIliH. R. W Federal Emergency Management Agency 04/03/09 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response iPost 630103) Ip 22640 330. 24X Flche 50-273.64/03/07. 

8403190016 


6403150052 Forwards State of LA B31227 request for exemption from full 
partlc ipatlon at 840410 annual radiological emergency 
preparedness exercise FEMA supports ex empt ton. based on State 
of LA full participation in Waterford exercise 
KRIMti. R W Federal Emergency Management Agency, 84/03/07- 
JDRDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 3pp 22641 355 24X Flche 50-416.84/03/07, 

8403150052 


B4031 50106 Poruerds FEMA final exercise rept For 820317 joint exercise 
of etata b local radiological amergencg preparedness plans 
for facility Rept of 631005 exercise will be forwarded 
MARTIN. T. T Division of Engineering b Technical Programs 64/03/09 
COUNBlLiW 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) Dpp 22640-142 24X Ficiie SO-336, 84/03/07. 8403150106 


8403190113 Forwards exercise repts of 620917 b 830316 joint exercises 
of offsite radiological emergency preparedness plans for 
Arkansas Nuclear One Power Station Deficiencies observed at 
both exarclsts, Approval under FEMA Rule 44CFR350 In effect. 

KRIMtiiR W. Federal Emergencu Management Agency 84/03/09 
JORDAN. E L O^^vlslon of Emergency Preparedness b Engineering 
Response (Post 830103) 2pp. 22640-001 24X Fiche 50-313.84/03/09. 

8403190113 


— B403190119 Exercise repts of B2091? b 630316 joint sxerclisi of offsite 
rsdlologlcal emergency preparedness plan for Arkansas 
Nuclear One Power Station 

KRIFVf.R W Fadoral Emergency Management Agency. 64/03/09 49pp 
22640-003 24X Fiche. 90-313, 64/03/09. 84031901 13 


8403190200 Forwards draft final axerciss rept for 840129 joint 
radiological emergency preparedness exerc isc. Btat e of MI b 
Berrlan County demonstrated capability to protect public in 
event of radiological tmergancy 

KRIMM.R. W Federal Emergency Management Agency 64/03/09 
JORDAN. E. L Division of Emergency Preparedness b Engineering 
Response (Post B30103), 2pp 22642,001 24X Fiche 90-319.84/03/09, 

0403150200 


— 0403190203 Draft evaluation of util, State of MI b Derrien County B40129 
joint exercise 

« Federal Emergency Management Agency. 64/02/22 42pp 
22642)003. 24X Fiche. 90-319, 84/03/09. 64031 90200 


6403170131 Discusses findings b determinations on LILCO transition 
plan. Key to Regional Assistance Committee (RAC) B40210 
review b consolidated RAC review end 

SPECK. 8. W Federal Emergency Management Agency OL-3. 64/03/19 

DIRCKSiM. J Office of the Executive Director for Operations 70pp 
S266B;2Se. 24X Flche 90-322,84/03/19,6403170131 


8403190363 Foruiards evaluation of LILCO transition plan per NURE0-06S4/ 
FEMA-RCP— 1 . Rev 1 Deficiencies noted 

3PECK. S W Federal Emergency Management Agency 84/03/15 
DIRCKS. W J Office of the Executive Director for Operations 71pp 
22673- OBI 24X Flche 50-322.84/03/19.6403170363 


8403200027 Forwards FEMA evaluation of Town of Lus b y. Ca 1 ver t County.MD 
post-exercise radiological emergency preparedness plans for 
facilities Schedule for corrective actions re offsite 
emergency preparedness deficiencies requested 

MARTIN.? T Division of Engineering b Technical Programs 84/03/15 
UUNDVALL, A E Baltimore Oas b Electric Co 3pp 22699-234 24X 

Fiche 50-317.64/03/19,6403200027 


— 6403200035 Evaluation of Town of Lus b y , C a 1 ver t County.MD post-exercise 
radiological emergency preparedness plans For facilities 
-e Federal Emergency Management Agency 63/10/13 96pp 
22677 237 24X Flche 90-317.64/03/15.8403200027 


84O320007B Forwards final exercise rept prepared by FEMA for 630687 
joint exercise of state b local radiological emergency 
preparedness plans 

MARTIN. T T Division of Engineering b Technical Programs 64/03/15 

HARRINOTON.W D Boston Edison Co 3pp 22697 099 24X 

Fiche 50-273,64/03/15,6403200098 


B4D3200166 Forwards FEMA 620609 final post-exercise assessment for 
B2021G joint radiological emergency preparedness exercise 
Rept for 830921 exercise will be issued shortly 

MARTIN.? T. Division of Engineering b Technical Programs. 84/03/15 
MURPHY, W P Vermont Yankee Nuclear Power Corp 3pp 22698 041 
24X Flche 50-271,84/03/15,8403200166 


B403930077 Respond* to approval request For Info collection re 10CFR7O 
concerning domestic licensing of SNM Request approved 
through 670331 under OMD 31 50-0007, per Paperwork Reduction 
Act 

MACRAE, J 0 Office of Management b Budget OMB 3150-0007 
64/03/14 BCOTT, B Document Management Branch 2pp 22739-046 


6403230060 Responds to approval request for info collection re 10CFR32 
concerning specific domestic licenses to mfg or transfer 
certain Items containing byproduct matl Request approved 
through 870331 under DMH 3190-0001 

MACRAE, J B Office of Management b Budget OMB 3150-0 001 
64/03/15 SCOTT, B Document Management Branch 2pp 22759 044 


6403230120 Notifies that State of PA eligible for biennial Frequency 
for participation in radiological emergency preparedness 
exercise Change from annual exercise requirement would be 
supported if requested by util 

KRIMM.R H Federal Emergency Management Agency 64/03/15 
JORDAN, E L Division of Emergency Preparednees & Engineering 
Response (Post 630103) Ip. 22730-336 24X Fiche 50-367.84/03/15, 

8403230120 


6403260039 Responds to approval request for Info collection re iOCFRllO 
concerning export b Import of nuclear equipment b matl 
Request approved through 661231 under OMD 3150-0036, per 
Paperwork Reduction Act 

MACRAE, J B OPflcB of Management b Budget OMO 3150-0036 
84/03/14 SCOTT, S Document Management Branch 2pp. 22763 278 


6403260113 Forwards FEMA review of Rev 3 to util transition plan for 
offsite emergency preparedne ss, per NUREO-0654 

MARTIN, T T Division of Engineering b Technical Programs 64/03/20 
POLLOCK, H 6 Long Island Lighting Co 3pp- 227 58 001 24X 

Fiche 50-322,34/03/20,8403260113 


— 8403260117 Review af Rev 3 to util transition plan For effslte 
emergency preparedness. p er NinEO-0694 

• Federal Emergency Management Agency 84/02/10 66pp 
22756 004 24X FI c h e- 50-322, 84 /03/20. 84032601 13 


6403270104 Requests extension until Dct 1984 for annual emergency 
preparedness exercise Extension would allow inclusion of 
offsite plans b use of proposed alternate emergency facility 
locati on 

DALTRDFF.SL Philadelphia Electric Co 84/03/20 EiaENHUT.DO 

Division of Licensing 6pp 22769:217 24X Flche 90-277.84/03/20, 

B4O3270104 


6403370117 Forwards FEMA final rapt for 831015-16 emergency exercise 
VERRELLliD M Division of Project b Resident Programs 84/03/20 
PARRIS, H 0 Tennessee Valley Authority Ip. 22807 027 24X 

Flche 50-259.84/03/20,8403290117 


6403290IB4 Forwards FEMA final rept for 830618 emergency exercise 
DANCE, H C Division of Project b Resident Pro-grams 64/03/19 
STEWART, WL Virginia Electric b Power Co Ip 22802 17 4 24X 

Flche. 50-338,84/03/19, 8403290184 
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B403300B65 Foruards request for QMB revleie ti supporting statement re 
HRC Form 3i3» “Application for Matl Licensej" concerning 
1DCFR30. 33-35 tr 40 

NOflRV>P a Office of Admi nil brat ion 04/03/28 MACRAEi J B Office 
of Management tr Budget ip S2B44 33<6 


PR PROPOSED RULE 


B4030?010S Comments on proposed rule lOCFRZO re accreditation of 
personnel dosimetrv processors Requirement should provide 
degree of consistencg & accuracy in personnel exposure 
dosimetry Supports rule 

HOBLKV. M H Tennessse, State of 49FRla03 025 84/02/16 

CHILKtS J Office of the Secretary of the Commission Ip 
22576 178 


B403090i06 Package of four comments supporting proposed rule 10CFR20 re 
improved personnel dosimetry processing 

MAflD.J □ California. State of JERRETT.L E Florida. State of 

VILLFORTM. U C Maryland. State of 49FR1205 B4/03/05 CHILK. 3 J 

Office of the Secretary of the Commission Spp 22376 069 


8403090159 Comments on proposed rule 10CFR20 re accredited dosimeter 
processors Supports rule 

PARIS. R D Oregon. State of 49FR1203 028 04/02/24 Docketing 

tr Services Branch Ip 22573 072 


8403090176 Comments on proposed rules 10CFR2 h 72 re hybrid hearing 
procedures for expansion of onsite spent fuel storage 
capacity at civilian nuclear pou/er reactors Recommends NRC 
establish stringent threshold for ncu contentions 

ZIMMERMAN, a R Carolina Pouer 6 Light Co 4aFRS4499 017 04/03/05 

CHILKj B J Office of the Secretary of the Commission 2pp 
22573.310 


3403090170 Forwards comments on proposed rule iOCFR20 re improving 
personnel dosimetry processing Personnel & area monitoring 
of exposures to ioniilng radiation principal foundation for 
control of radiation 

RUMMERFIELD. P. Applied Radiation Protection Services. 49FB1203 035 
84/03/02 PALLADINO. N Commlss toners Ip 22573 312 


— 8403090183 Comments on proposed rule I0CFR20 re improvement of 
personnel dosimetry processing Vendor among best providers 
of accurate readouts for persons exposed to loin energy 
photons in diagnostic radiology. 

RUKMERFIELD.P Applied Radiation Protection Services 49FR1205 
84/03/02 Docketing 6 Services Branch 6pp 22373 313 


G403090199 Advises recipients of comments on proposed rule 10CFR2 that 
Comment 12 miscoded Number 12 will not be used again 

e Docleting & Beryices Branch 46FRSOS3a B4/02/S3 Docketing & 
Services Branch. ip 22373 115 


8403070201 Comments on proposed rules lOCFRS & 72 re hybrid bearing 
procedures for expansions of onsite spent fuel storage 
capacity at civilian nuclear power reactors Suggests 
procedures as alternative to Commission options 

RAHE.E P Uestinghouse Electric Corp 4BFR54479 016 04/02/21 

Docketing & Services Branch 4pp 22375 073 


S40309020B Comments on proposed: rule 10CPR20 re improving personnel 
duBlffletry processing Extending accreditation to Feb 1986 
questioned 

JACOBSON. N League Against Muclear Dangers 49FRI205 026 
84/02/25 Docketing 6 Services Branch 2pp 22374 356 


B403090212 Comments on proposed rule 1OCFR20 re improved dosimetry 
processing Opposes rule.Rule allows no differentiation 
between performance testing requirements for large 
commercial processor L in-house programs 

MASSE. F X Massachusetts Institute of Technology. Cambridge. MA 
49FRla03 027. 84/02/27 Docketing 6 Services Branch 2pp 

22674 292 


B403O90214 Package of two comments supporting proposed rule 10CFR20 re 
Improving personnel dosimetry processing 

TAPERT. AC Delaware. State of EISENHOMER. E H Commerce. Dept 
of, Netlonal Bureau of Standards 49FFI120S 84/03/06 Docketing 

(. Services Branch 4pp 22575 OSS 


B403130203 Comments on proposed rule 10CFR20 re improved personnel 
dosimetry processing Opposes rule 

EORENseN, O C Washington Public Power Supply System 49FRt2a5 040 
04/03/97 Docketing l< Services Branch 2pp. 22617 317 


8403130219 Comments on proposed rule 10CFR20 re Improved daiinietry 
processing Opposes rule 

EVDOKIMOFF.V N Boston Univ Medical Center. Dos ton. MA 49FR1S0S 
037 04/03/05 Docketing t< Services Branch tp 22617:291 


B403130236 package Of four comments supporting proposed rule 10CFR20 
re improved personnel dosimetry processing 

RE8H.D L Maryland. State of ' BRADLEY. F J. New York. State of 
BRICK. R South Dakota. State of 49FR1205 84/03/09 Docketing 

tc Services Branch 5pp 22617 260 


B403t302B2 Comments on proposed rules 10CFR2 6 72 re hybrid hearing 
procedures for expansions of onsite spent fuel storage 
capacity at civilian nuclear power reactors Supports Option 
2. w/nod 

8HGHU0DD. 0. 0 General Electric Co 49FRS4499 017. 84/03/02 

Docketing & Services Branch 3pp 22614 IBS 


8403130327 Package of three comments supporting proposed rule 10CFR20 
re improved personnel dosimetry processing 

SKIERKOUSKI.P Oklahoma. Unlv. of. Norman. OK THOMAOBEN. D H. 
Wisconsin Clinic Cancer Center. Had lean. HI OOLLNICK. D. A. Pacific 
Radiation Corp 49FR1203 84/03/08 Dockoting 6 Services Branch 

Bpp 22617 122 


B403 130360 Comments on proposed rule 10CFR20 re Improved personnel 
dosimetry processing Supports ruls 

KEARNEY. J J Edison Electric Institute. 49FR120S 043 84/03/06 

CHILK.8 J Office of the Secretary of the Commlesion 3pp. 
22616- 244 


8403130379 Comments on proposed rule 10CFR20 r* licensee requireeiint 
to utillie only personnel monitoring sve certified by natl 
calibr SVC Rule unnecessarily complicated 6 overly 
restrictive 

TANNER. R L. Nurnbergar Radiation Protection Service 49FH 1205 044 
64/02/06 Doebeting 6 Servlcee Branch Spp 22616 274. 


8403140137 Comments on proposed rule lOCFRSO re Improved personnel 
dosimetry processing Addl dosimetry processor accreditation 
guidance required before imp 1 emsntatlon of rule 

UlTKERS. 0 D Portland Otneral Electric Co 49FR1205 036 84/03/09. 

DockeHng 6 Services Branch Spp 22624 111 


8403140144 Comments on proposed rule 10CFR20 re improved personnel 
dosimetry processing Roqueete. under FOIA. contract between 
NBS 6 Unlv of Michigan re 810717 interagency agreement to 
administer dosimeter program 

aCHUTZ, OF Telodyne Isotopes. 49FR 1203 033 G4/03/09 

Docketing b Services Branch 3PP 22623 360 


6403140147 Comments on proposed rule 10CFR20 rs improved personnel 
dosimetry processing Supports Alternatives 2 or 3. Option A 
as acceptable approach for obtaining competent results fruai 
dose measurements 

CLEMENTS, B R Texas Utilities Electric Co (formerly Texas UtlUtlci 
Oeneretlng Co ) 49FR1205 033 S4/03/07 Docketing li Services 

Branch Ip 22620 333 


B403140149 Comments on proposed rule lOCFRBO re improved personnel 
dosimetry processing Prefers Alternative 2 re use of 
dosimetry provider in QA program Alternative 3 B also 
acceptable although somewhat restrictive 

UlLBON. E F Arkansas, State of. 49FR1203 030. 84/03/07. 

Docketing & Services Brench ip 22620.263 


8403140131 Package of four comments supporting proposed rule iOCFR20 Te 
improved personnel dosimetry processing 

FARRAR, DL CoiNnonuealth Edison Co UISENBURDi H. R. Houston 
Lighting b Power Co PLATO, P Michigan. Unlv of. Ann Arbor. Ml. 
49FRt203 84/03/12 Pocketing b Services Branch 9pp 

22624 026 


8403140153 Package of two comment* supporting Alternative 3. Option B 
in ffetl Uoluntery Lab Accreditation Program on proposed 
rule lOCFRSO re Improved personnel dosimetry processing. 

BAYNE. J P Power Authority of th* Btote of New York. SCHUYLER. J 0 
Pacific Oas b Elactric Co. 49FR1205 84/03/12 cHILK. 8. J. Office 

of the Becretoru of the remmlsiion 4pp 22620:334. 


6403140156 Forwards Frontier Airlines comments on proposed rule 
lOCFRSO re personnel dosimetry processing. Frontier Airlines 
does not favor change In current requirement*. 

BALLENGER.V. H Air Transport Association 49FR120S 062. 84/03/08 

Docketing b Service* Branch Spp. 22620:233. 


640314D160 Comments on proposed rule 10CFR60 re high level radwaetet 
in unsaturated ton* Application of saeic std of measure to 
all rock types b all sites essential 

DOVER. B AffllUtion Not Assigned 48FR3934 001 04/03/06. 

Office of the Secretary of the Commission. Ip 22620-362. 


0403140166 Comments on proposed rule 10CFR20 re improved pereonnel 
dosimetry processing Dosimetry accreditation will impact 
on dosimetry research b upgrade. BNWL ''Guidelines for Calibr 
of Personnel Dostmsters" snyl for review, 

DEAL.U J Energy. Dept, of 49FR120S 047. 84/03/09 Docketing * 

Services Branch. 9pp 22624. 113. 
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— 6403140170 PNL-4ai5 

"Ouldailnt* for Catibr of Ptrsonnel Doslrntters " 

ROGERSONtP L « HOLBROOKi K L Battolte Memorial Institute, Pacific 
Northwest Laboratories llC-41 Q4/01/31 4Spp 23i£4 lis 


B40314017S Package of four comeients on proposed rule iOCFRSO re 
Inproved dosimetrg processing Oppooes rule in present form 
BAKANAUSK48, J Massachusabts, Univ of, Medical School DRISCOLL, F 
Tufts Unlv > School of Medicine, Medford, MA JOHNSON, R U Harvard 
Univ., Cambridge. MA 47FR1209 04/03/18. Docketing 5, services 

Branch. Bpp 88680 244 


84031908SO Comments on proposed rule IOCFRSO re improved personnel 
dostaietrij processing Subj should be addressed by reg guide 
COUNSIL.N 0 Connecticut Yankee Atomic Power Co C0UN8IL,N 0 
Northeast Nuclear Energy Co (subs of Northeast Utilltlesl, 
C0UN8IL.U 0 Northeast Utilities Servica Co (subs of Northeast 
Utilities! 49PR120S 064 B4/03/12 CHILK, 6 J Docketing «, 

Services Branch. 8pp 88673 873 


8403190889 Packaga of three eemmints supporting proposed rule IOCFRSO 
re Improved personnel dosimetry processing 

TUCKER. H B Duke Power Co WIBENBURO. M R Houston Lighting *, Power 
Co BJOBLOH, 0 L Environmental Protactlon Agency 49FRIS09 
84/03/14 Docketing 1, Services Branch llpp 88673 844 


8403190299 Package of two comments opposing proposed rule IOCFRSO re 
improved personnel dosimetry processing 

NCOAUOHVi R, W. Iowa Electric Light (, Power Co PRICE. K.W. Yale 
Univ., New Haven. CT 49PRia09. 84/03/14 CHILK, 3 J Docketing 8, 

Barvlees Branch 6pp SS679 318. 


8403190317 Package of four comments supporting Alternative 3, Option D 
of proposed rule 10CFR20 re Improved personnel dosimetry 
processing. 

BZALAY, R. Atomic Industrial Forum DOLECEK, E H , WYNVEEN, R A. 
Argonne National Laboratory 49FR1209 34/03/16 Docketing S< 

Sarvicee Branch 6pp 88679 OOl 


B403190326 Comments on proposed rule IOCFRSO re improved personnel 
dosimetry processing Supports Altsrnatlve 3, Option B NB9 
logical Administrative unit to eetablieh stds For 
processing 

DELANO. P. H Vet Admin Hosp Lexington, KY 49FR1209 069 
84/08/84 CUNNINOHAM, R. E Division of Fuel Cycle «< Material Safety 
Ip. 88673' 169 


8403190369 Comments oM^propossd rule lOCFRao re improved personnel 
dosimetry processing Recommends further consideration be 
given to other methods of certifying doslmatry processors 
HILLS. L.M Tennessee Valley Authority 49FRtS09 016 84/03/18 

Docketing l< Services Branch. Spp 88679,307 


B4031903B7 Package of three comments supporting proposed rule IOCFRSO 
re Improved personnel dosimetry processing 

VAN BRUNT, E B Aril one Public Service Co THORPE, J R. Oeneral 
Public Utilities - OPU Service Corp EURE. J. A Iowa, State of 
49FR1809, 84/03/19 Docketing 4( 8ervices Branch Spp 

38675. 309. 


8403190409 Comments on proposed rule IOCFRSO re improved personnel 
doslMetry processing. Supports rule, 

KENYON. B 0. P.ennsylvanla Power I, Light Co. 49FR1809 063 B4/03/18 

CHILK. S J. Docketing I, Services Branch ip 88674 396 


8403810004 Commants on proposed rule IOCFRSO re improved personnel 
doaieietry processing Supports Alternative 3, Option B re NB8 
lab accreditation programs, 

BROWN, H.W Mallinekrodt. Inc. 49FR1309 OBO S4/03/14 Docketing 
h Services Branch Spp 88706.334 


8403810009 Package of three commints supporting proposed rule IOCFRSO 
re Improved personnel dosimetry processing 

OlEeLER.C.W Wisconsin Public Service Corp, DIXON, OW. Southern 
California Edison Co, REED, J D Standard Oil Co of Indiana (see 
also AMOCO). 49PR1809, 84/03/19 Docketing (< Services Branch. 
Spp. 83706: 336 


8403810012 Comments on proposed rule IOCFRSO re improved personnel 
doslMstry processing. Recommends range of 90X plus or minus 
for doe i meters. 

LINTON. Q.W. American Collage of Radiology 49FR1209 063 B4/03/19. 

Docketing li Sarvicee Branch. Spp, 88706' 344. 


9403310013 Comments on proposed rule 10CFR60 re Waste burial In 
saturated 6 unsatureted tones. Suggests containment be shaped 
like pyramid to withstand earthquakes. tornadoes 6 concussion 
from, bomb blasts. 

NEHETHY, E Affiliation Not Asslgnad. 49FR9934 002. 

Oockotlng 6 Services Branch. ip. 22706<349, 


6403810028 Comments on proposed rule lOCFRllO re e xpurt/lmport of 
nuclear matl Questions why Soviet Union Is not on list of 
embargoad or restricted de s t inafcioi) s 

NEMETHY, E Affiliation Not Assigned 49FR7978 OOl 94/03/15 
Docketing & Services Dranch Ip 28705 086 


0403810029 Comments on proposed rule IOCFRSO re elimination of thermal 
annealing requirements of App 0, Section IV. D re pressurised 
th erma t shock Supports rule Requirements not needed 
PAY, C W Wisconsin Electric Power Co 49Ffi449e 002 B4/03/1S 

CHILK, 3 J Office of the Beer e tary of the Comml sslon Spp 
SS706 3SS 


8403830058 Comments on proposed rule IOCFRSO re Improved personnel 
dosimetry processing Supports Alternative 3. Option D re 
utilliatlon of N3S lab accreditation program 
THRON, R H Minnesota, State of 49FR1303 0B4 04/03/16 

Docketing tt Services Branch ip 28784 368 


8403290008 Final response to FOIA request for four categories of 
doc umenbs, testa, studios ti analyses referencing or pertaining 
to NUREfl-0103. ''STS for BfcW PWR " App A documents end 
PELTON, J. M Division of Rules and Records 84/01/13 HADDEN, T J 
Kaye, Bcholer. Fierman, Hays tc Handler 6pp 88016 187. 84X 

Plche 90-000.64/01/13.9403290002 


—0403290034 Discusses Reg Oulde I 45, ISA draft Std 867 03 J, ANSI draft 
Std N 41 81 Suggested items clarifying reg guide listed 
MCQUEEN, M M. Affiliation Not Assigned 79/07/23 Atomic Energy 
Commission - Directorate of Regulatory Standards 15pp 
88017. 039 


8403890248 Comments on proposed rule kOCFRSO re improved personnel 
dosimetry processing Seriously questions need for change 
Prefers current sys 

SORENSEN. Q C Washington Public Power Supply System 49FR120S 097 
04/03/07 Docketing Services Branch 2pp. SS300. 887 


0403390298 Advises recipients of comments on proposed rule 
IOCFRSO that Comment 67 duplicate of Comment 60 Number 69 
will not be used again 

* Docketing N Services Branch 49FRia09 94/03/86 Doekallng & 
Services Branch ip 88900 064 


9403290855 Comments on proposed rules 10CFR8 L 73 re hybrid hearing 
procedures for expansions of onsite spent fuel storage 
capacity at civilian nuclear power reactors Prefers Option 
8 w/mod. 

SHERWOOD, 0 0 Oeneral Electric Co 49FR54499 019 04/03/02 

Docketing R Services Branch 3pp 82600 078 


9403390863 Comments on proposed rule IOCFRSO re specifying residual 
radioactive contamination limits for decammlssionlng 
Adoption of 50 mreffl per yr effective dose equivalent for 
limiting valuo acceptable 

TEDFORD.C F Arixona, State of 49Ffil805 096 04/03/81 

CHILK, 9 J Office of the 9ec rotary of the Commissi on Ip 
82000 079 


9403890877 Comments on proposed rule lOCFRao re improved personnel 
dosimetry processing. Cone urs w/EEl comments to ml’nimiie 
unnecessary paper work N to provide suggested definition of 
dosimetry processor 

HlTTLtR.L Public Bervice Electric tr Oas Co of New Jersey 
49FRia05 005 94/03/18 CHILK, J Office Of the Secretary of the 

Commi ss ion Ip 22614 000 


8403890896 Comments on proposed rule 10CFR60 & NUnE0-i046 re disposal 
of high level radwastea in unsaturated xone 

WILLIAMS, R E Williams fc Associates NRC-OS-aa-046 49FH5934 003 
84/03/15 POHLC, J Division of Waste Management app 88600 198 


9403890897 Comments on proposed rule lOCFRaO re Improved personnel 
d os ime try processing Concurs u/ac t ions to improve acc uracy 
tc raliabiUty of dosimetry sys. Suggests NRC clarify Intent 
of rule to licensee 

HUSHES, T J Navy, Dept of 49FRiaOS OB6 94/03/88 Docketing ft 
Services Branch ip 88800 036 


B403S90321 Advises that end 940309 1 tr commenting on proposed rule 
IOCFRSO re Improved dosimetry processing not comments by 
J Bakaneuskas signature forged Comments should be withdrawn 
from consideration Forged Itr dtd 940309 end. 

SAKANAU8KA8, J Mas sechuset ts. Univ of. Medical School. 49FRtS05 

04/03/20. Docketing ft Services Branch Spp. SSM8 06S 


04/03/14. 
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PHM PETITION FOR RULEMAKINO 


S403010024 Responds to FOIA raRuest for docu/nsnts re petition for 
rulemsklnp PRN-5O~90'31i from Citiiens Tost Foret of Chepel 
HllliNC Foruards App A docuoiants App B docunants completely 
lolthheld (ref FOIA Eaesiptlon SK 

FELTONoI rl Divliion of Rules and Records B4/01/18 SHOLLY<BC. 
Union of Concerned Scientists 4pp 3£’44A 0*33 


— 63010A0420 Reiiuestt review & comments re end draft FR notice to deny 
Cltliene Task Force of Chapel HllliNC petition for 
rulemaking lPRK-50-31] U/a end 

NORBEROfil Hunan Factors tt Safegoarde Branch e3/lS/B7. 

BASSETTi 0 E Division of Accident Evaluation <Pre 840101) 8pp. 
S244& 041 


— 8403D1003B Renueots documents re petition for rulemakinp PRM-50-31 
filed by Citizens Task Force li R Bernero B30flb mamoi to 
HRC dlv directors re draft rulemaking on emergency 
preparedness 

MAHKEYiE <J House of Rep . Interior fc Insular Affairs 33/09/33 
PALLADINOi H J Comml si 1 oner s ip 33446' 040. 


S403070075 Comments on petition for rulemaking PRM-Sa-I4 ra disposal 
of short~lived radlonuclidei No comoirnts offerad. 

BZYMCZAK.O. Fire* Corp 47FR3667. 34/03/37 FELTON. <J M. Division 

of Rules and Record’s Ip. SS579 S93 


S403O90I73 Comments On petition for rulemaking PRK-20-14 ra disposal of 
very low level radweste Supports rulemaking 

MARTIN. J B Affiliation Not Assigned 49FR3667 00?. B4/DS72B 
CHILK. 8 \f Office of the Secretary of the Commission 6pp, 

22573 137 


6403290230 Package of two comments on petition for rulemaking PRM-20-14 
re disposal of ehort-llved redipnucl ides by burial 
OURKDBH.E D Pittsburgh. Unlv of. Pittsburgh. PA eRUNEHALO. R. 
Mlsconsin. Univ. of. Miluraukee. HI. 49FR3667 B4/03/26 

Docketing 6 Services Branch iOpp 22800:176 


B4032902S3 Comments on petition for rulemaking PRM-39-5 re restricting 
use of bone mineral analyzer to qualified ft trained 
physician. Suggests increase in ailn number of hours from 8 to 
16 Supports petition 

KFISHNAMURTHY Vet ^dmln. HOsp. Portland. OR 49FH8621. 84/03/20. 

Office of the Secretary of the Coamlsslen Ip 22800.179. 


e4032?02S? Package of three coeusents opposing petition for rulanallng 
PRM-39-9 submitted by Nudaar Radiation Conaultsnts on use 
of ed->i93 bon# alnsrel analyzer. 

SILBERSTEIN. E. Cincinnati. Univ of. Hosp. • Cincinnati. OH 
LLAURADO..i 0 Vet. Admin Hosp LomaLlnda.CA ZIELONKA.U.S 
Veterans Adsiin Medical Center. Hood. HI 49PR6B21 84/03/26 

CHILK. 8. J Office of the Secretary of the Comailition. 9pp. 

22eCX), 009 


8403290272 Commentm on petition for rulematlng PRM-20-i4 re burial of 
certain radioactive matl in hazardous uaste landfills. 

Opposes rulemaking 

8ALZMAN.L Friends of the Earth, 49FR3667 029. 84/03/19. 

Docketing ft Services Branch Ip 22814' 078. 


8403290301 Package of two conmants on petition for rulaataking 
PRn-20-14 re disposal of ihort-lived radionuclides, 

KANE. M 8 Brandt is Unlv Waltham. HA DOERSEa. J. E. Uyomlng. Unlv 
of, Laramie, HV 49FR3667. 84/03/23 Docketing ft Services 

Branch 9pp, 23B00: 043. 


S4030901BO Comments on petition For r ulema king PRM-20-14 re short-lived 
radionuclides Company does not use short-lived 
radionuclides 

JOHNSON, S.M Sangamo Heston, Inc 49FR3667. 84/02/16 FELTON, J M 

Division of Rules and Recorda Ip- 2S974 272 


B403290311 Package of two comments on petition for rulemaking PfiH-20-14 
re disposal of short-livad radionuclidts. Supports patltlon, 
te/rev, ' 

HOLLEMAM.D Alaska, Univ of. Fairbanks. TUTTLE, H. K. Vet. Admin 
Hosp. Portland. OR. 4?FR!3667. 84/03/23 Office of the Secretary 

of the Commission 3pp. 22802,096 


B40309DJB4 Coffimsnts on petition for rulemaking PRM-20-14 re 
deregulation of radionuclides u/less than 100 days physical 
half-life Supports petition Uaste uould be tozic ft should ba 
burned 

CABTRONOVD, F Massachusetts Oenarat Hasp.. Boston. MA 49FR3667 
007 B4/02/27 Docketing ft Services Branch, Ip 22973:309 


8403090186 Comments on petition for rulemaking PRM-20-14 re disposal of 
short-lived low level raduaste Supports rule Change uoold 
resolve lou level ueste disposal problem since airborne 
radiation hazard uill be negligible 

OVr.M Horcester Foundation for Esperlmental Qleloigy 49FR3A67 OOB 
84/03/01 Docketing ft Services Branch ip, 22973:279 


B40313024 9 Comments On petition for rulemaking PBM-20-14 re dispoeal of 
very low concentrations of short-lived radioactive matl 
Supports amend proposed by Univ of Utah 

UIEN, 0 O Ulen Laboratories, Inc 49FR3667 010 83/03/09 

Docketing ft Services Branch 2pp 22617:299 


8403140189 Comments on petition for rulemaking PRM-EO-14 re diapoaal of 
very low concentrations of short-lived radioactive matl. 

Emphasis should be pieced on disposal of truly hazardous 
chemical waste 

HADE.L Tezes, Univ of. Austin. TX 49FR3667 Oil 84/03/09 
Docketing ft Services Branch. Ip 22620 219. 


B403140221 Comments on petition for rulemaking PRM-20-M re proposed 
ezteneion of scintillation vial eremption to include 
short-lived isotopes Supports proposed rule 

GLASS, DU Diotechnica International. Inc 49FR3667 012 S4/03/09 

Docketing ft Services Branch. 3pp. 22631.032 


8403190362 Comments on petition for rulemaking PRH-20-)4 re dispoeal 
of short-lived radionucl ides. Supper fes rulemaking 

JOHNSON, R U Harvard Univ , Cambridge, HA. 49FR3667 013 S4/ 03/05 

Docketing ft Services Branch 2pp 22679 233. 


PRDJ PROJECTS - PREDDCKET LICENSINO 


S4030tO123 Respond* to FOIA request for studies perfareied by U8C8 
ft State of CA Dlv of Hinas ft Oeology re facility salsmlc 
daslgn. Foruards App A document* Info also available in POR, 

FELTON. J.M Division of Rules and Records. 83/12/20 CALSOVAS.C. D 
Affiliation Not Assigned 3pp 22444.349. 24X 

Fiche. 50-312. 83/12/20.8403010123 


—7911120370 Requests add! info to complata reviaw of initial tita 
eeomlnation info data form 

DEVOUNC.R C Atomic Energy Commission, Directorate of Licensing. 
74/1S/13 DAVIS. E.K Secramanto Municipal Utility District. 2pp 
22449 028 24X Fiche' 30-318. S3/ 12/20, 8403010123, 


— 791 1 120403 Requeste initial site ezamination info. 

OlAMBUSSO. A Atomic Energy cammlsilon. Directorate of Licensing 
74/08/14. DAV18. E K Saeremsnto Municipal Utility District 9pp. 
82449 034 


— 79111S04I3 Responds to 760115 Itr re DL Kelleker 791217 concern about 
nuclear plant in OrvllleiCA vicinity. No plant planned for 
area Olacueses 08E re plant design 

DIRCKS.H J. MRC - No Detailed Affiliation Olven. 76/02/06 
CRANSTON. A Senate 3pp. 22449.041. 84X FI cha. 90-312. SS/U/SiO, 

B403010123 


— B4030101SO Forwards avaluatlon of Unit 2 initial site azan info data 
raview Site safety members participating in ravlew listed, 

DENTON. H.R Atomic Energy Coouslssion. Directorate of Llceneing 
74/10/10 DEYOpNO. R. C, Atomic Energy Commission. Directorate of 
Licensing 4pp 22449:046 24X Fiche: 90-312. 83/12/20, 8403010123 


PT21 NONCOHPLIANCE REPORTS AND RELATED CORREAPONDENCE 


8403210107 Package of four comments supporting petition for rulemaking 
PfiM-2D-14 r» disposal of vary low level concentrations of 
short-lived radionuclides, 

MILES. H L, Army. Dspt of LIETD.R. F Henry Ford Hosp . Detroit. 
MI LANCIONE.D Mlllipore Carp. 49FR3667. 84/03/19 Docketing 

ft Services Brench. Bpp 22706’ 133 


8402090020 Board Notification 84-044: forward# Part 21 rapt re 
Transameriea Oelaval. Inc turbocharger thrust bearing 
lubrication dafect resulting in ■nglna noneval lafal 1 Ity, 
EISENHUr.D.O Division of Licensing. 84/02/29. PALLADXNO 
Commisslonar*. 4pf 22941.263 24X Fiche: 90-000. 84/02/29, 

8402090020. 


B403230D69 Comment* on patltlon for rulemaking PRH-20-i4 submitted by 
Univ of Utah re current restrictions an waste disposal. 

Supports rulteiaking 

HADE.L Htelth Physics Society 49FH3667 Oia. 84/03/09. 

Docketing ft Services Branch ip 22726 327. 


8402270274 Third interim deficiency rapt, Item 111 re seismic 
qualification test failure of Transameriea Oelaval. Inc 
starting air check for amergancy diesel engine generator 
sets Also reportable par Part Dl.Nazt rept by 840929 
PAR80NS.R M. Carolina Power ft Light Co NRC-lBl 84/02/19 

O'REILLY, J P Region 2. Office of Director. 4pp 22391:304 24X 

Fiche: 90-400,84/02/19, 8402270274. 
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9403290274 Int*rlm r»pt loose flexible coupling drive 

hubs on components supplied by Trensemerlca Dslaval<Inc 
Initially reported on 940120 Nest rept by B40S31 Also 
reported per Part 21 

EOELHANiM R Cleveland Electric Illuminating Co 04/02/17 

KEPPLERiJ e Region 3. Office of Director 2pp 22424 299 24X 

Fiche* 90-440. 84/02/17. 8402290274 


B403010390 Interim deficiency rept. Item 158 re Pullman Const 
Indvstries/Ebasco design interface HVAC ducluork. DifPerenc ss 
Impacting seismic qual i f Icat ion may exist betueen design h 
fabrication documents Also reportable per Part 21 
PARSONS. R M Carolina Pouer b Light Co 138 94/02/17 

O'REILLY. J P Region 2, Office of Director ip 22432‘328. 24X 

Flche. 90-400. 84/02/17. 6403010390 


8403010394 Deficiency k Part 21 repts. Item 197 re Ruskln Mfg Co 
eupplled actuators failing to meet functional test 
requirements of OH Settis Co. Initially reported on 831221 
Nest rept uill be submitted by 940323 

PARSONS. R M, Carolina Power b Light Co, NRC-192 84/02/17, 

□ 'REILLY. J P, Region 2. Office of Director Ip 22434 046 24X 

Flche, 90-400. 84/02/17. B403010394 


8403090120 Responds to fWc 840126 Itr re deviation noted In QA Program 
Insp Rept 99900330/83-02, Corrective actions speclfiid max 
value reevaluated. Exceeding value did not adversely affect 
performance of UVTD Condition not reportable per Part 21, 

SAUTER.b M Haetinghouse Electric Corp 84/02/23 POTAPOVS. U 
Vendor Program Branch. 2pp. 22488 030 


B403090170 Part 21 rept re potential degradation of actuator stroking 
times re elapsed time from original mfg Caused by ethylene 
propolene seal absorbing hydrocarbons from grease 

UPTDN.R T OH-Bettli Co 84/02/20 SEYFRlTi C Region 4. QPfice of 
Director iBpp 22485' 210 


B403D60311 Part 21 final design rept re inadequacy of svc water fa 
circulating water pump house structure Analysis completed 
Repair const activities in progress, 

KREIDER.H. O, United Engineers fa Constructors. Inc (subs, of 
Raytheon Co, ). B4/02/28. Director's Office. Office of Inspection 

and Enforcement. 3pp 22919 335 84X Flche 50-443.84/02/28, 

8403060311 


B403070296 Followup Part 21 rept re defective mechanical qnubber 
capstan springs supplied by Peclfic aclentific Affected 
utils listed. Purchasers have been notified fa advised to work 
directly w/Paclflc Scientific in disposition. 

HOVI.L, NFS Industries, Inc NP8I-01-3825. 84/02/24 DEVDUND. R C 

Director's Office. Office of Inspection and Enforcement 2pp 
22836279 24X Flche 90-000.84/02/24,8403070296 


B403070285 Fifth interim deficiency fa Part 21 repts. Item 117 re welding 
defects on Class IE 6 9 kV circuit breakers Initially 
reported on 830211, Alt Class IE brsakars at site returned to 
Blemens-All is Final rept expected by 840331, 

PARSONS. R M. Carolina Power fa Light Co NRC-ISS. 64/02/29 
O'REILLY, UP Region B> Office of Director 4pp, 22947' 075 24X 

Flche* 90-400. 84/02/29.8403070285 


B4OSO702B6 Final deficiency rept re Parsons-Paeb lei emergency diesel 
generator 8B-B rear bearing problem Initially reported on 
830627 Generator, repaired to be used as spare Also reported 
par Part 21 

niLLS.L.M, Tennessee Valley Authority 84/02/29. O'REILLY.JP 
Region 2. Office of Director 4pp 22946 224. 24X 

Flche: 50-390. 84/02/29. 8403070286 


B403070290 Fourth interim deficiency rept. Item 77 re seismic Class I 
cable tray. conduit fa HVAC hangers supplied by Peden Steel 
Initially reported on 820802, Component relnsp in progress. 

Nest rept by 840701, Also reported per Pert 21 
PARSONS, R M CeroUna Power fa Light Co 77 84/02/24 

□ 'REILLY, U. P, Region 2, Office of Director. 4pp. 22547 067 24X 

Flche' 90-400, 84/02/24, 8403070290 


8403070297 First interim deficiency rept re numerous deficiencies on 
E-mei panels Initially rsporteri on 04013}, Incorrect 
connected wires will be repaired. Nest rept by 840607 Also 
reportable per Part 21 

HILLS. L.M. Tennessee Valley Authority. 84/02/29. O'REILLY, J P. 
Region 2. Office of Director, 2pp. 22946-397. 24X 

Fiche; 90-438. 84/02/29. 8403070297 


B403070329 First interim deficiency rept re adaptor keyway on B-inch 
8org-Harner globe valves, Inl tlal Ig rsported on 840131, Vendor 
will provide corrective action fa identify eddl valves 
requiring mods. Alee reportable per Part 21, 

HILLS, L H Tennessee Valley Authority. NCR 2787 84/02/29, 

0'REIU.y. U. P. Region 2, Office of Director. Spp. 22946.313 24X 

Fiche: 90-438, 84/02/29, B403070329 


0403000240 Part 21 rept re failure of Pacific Air Products linear 
converter Initially reported on 040117 Failure due to 
excessive wear of brass shaft guides on Input fa output 
shafts Investigation underway 

HALL.D P Illinois Power Co U-i0l32 04/02/29 KEPPLER. J Q 

Region 3. Office of Director 2pp 22956 209 a4X 
Fiche 50-461.84/02/29.8403000240 


8403090082 Fourth interim fa Part 21 repts, Item 101 re defective 
governor drive coupling supplied by Transamerico Delaval 
Initially reported on 820909 Couplings to be replaced Final 
rept by B40S29 

PAR80N8, R H Carolina Pauier fa Light Co NRC-IBS B4/02/24 

O'REILLY. J P Region 2. Office of Director 4pp 22575 299 24X 

Fiche 50-400, 84/02/24 . 8403090002 


B403090181 Twelfth interim deficiency rept re main steam line failure 
due to main feedwater averf 1 11- Ini 1 1 ally reported on 600319 
Field change package submitted by DfaU Next rept by B406S2 
Also reportable per Part 2i. 

MILLS, L M Tennessee Valley Authority 04/02/27 O'RElLLY.dP 
Region 2. Office of Director. 3pp 22973 272 24X 

Flche 90-430,84/02/27,0403090181 


B40309019B Forwards two Itrs referenced In B30916 Ur, representing 
entire dialogue w/NRC re OC breakdown All future 
correspondence will be forwarded to IE fa will be routed 
through author oPc 

KALE. D L Qulf fa Western Industries, Inc B4/01/17 ANDERSON, W F 
Director's □fflee. Office of Inspection and Enforcement ip 
22574 273. 


— 8403090200 Potential Part 21 rept reviewing documentation re all 
nuclear component shipments Based on reviaw. qual i ty problem 
nonexistent fa Part 21 inapplicable 

KALC, D L. Oulf fa Nos tern Industries, Inc 03/09/16 
O'REILLY. J P Region 2, Office of Director 2pp 22574 274 


— 8403090202 Advises of potential quality program breakdown re metallic 
pipe fittings Thorough internal Investigation underway 
KALE.D L Gulp & Western Industries, Inc 83/03/11 
□ 'REILLY. J P Region 2, Office of Director Ip 22974 277 


— 8403090203 Submits follbuiup rept to 630311 Initial notification of 
potential quality program breakdown Areas of concern 
Include traceability of matl through mfg mill test repts fa 
heat treatment of matl 

KALE.D L Oulf fa Western industries, me. 03/04/11 
□ 'REILLY. J P Region 2, OPrice of Director 12pp 22974 278 


8403090269 Final Deficiency Rept PRD 63/08 re inability to maintain 
pressurlxad water supply to RHR pumps fa discharge piping 
supplied by Bechtel. Ini tl al 1 y reported on 0304 IS. Hardware 
mods implemented Also reportable per Part 21 

HCGAUGHY, J P Mississippi Power fa Light Co PRD 03/08 84/03/02 

O'REILLY, J P Region 2. Office of Director. 4pp 22972.144 24X 

Flche 90-416,84/03/02,0403090269 


0403120032 Final Deficiency Rept DER 83-70 re wiring in emergency 
response facility cabinets supplied by Energy. Inc not in 
conformance u/IEEE— 304 criterle Initially reported on 
831011 Drawings resubmitted Also reported per Part 21 
VAN BRUNT, E E Arliona Public Service Co DER 83-70 04/02/28 

DI8KDP, T W Division Of Res i d en t. Reac tor Project fa Engineering 
Programs 4pp 22900 025, 24X Fichs 50-528.04/02/28,8403120032 


0403120109 First interim deficiency rept re loose drive hubs on 
overspesd governor drive shaft on TranSamerica Delaval, Inc 
diesels Initially reported on 040203 Svc info memo being 
reviewed for approval Also reportable per Part 21, 

MILLS, L M. Tenneasee Valley Authority 84/03/01 O'REILLY.JP 
Region 2. Office Of Director 2pp, 22589.22? 24X 

Flche. 50-000, 84/03/01, 0403120105 


0403120136 Part 21 rept re Weitlnghouse Type SA-1 DSR or DSRV standby 
diesel generator differential relay defect Relay problem 
reported in 040215 BuppI 1 to IE Info Notice 03-63 RTE Delta 
requested to revi eu defect fa recommend correc t Ion, 

BOYER, R E Transamerico Delaval. Inc IEIN-B3-63 84/03/07 
Dlrector'e Office. Office of Inspection and Enforcement 2pp 
22583' 219 24X Fiche 50-416.84/03/07.8403120136 


0403120163 First interim deficiency rept re setting of shutdown voltage 
for vital Inverters by Inti Power Machines Initially 
reported on 640209. Corrective action requested from vendor 
Next rept by 640522. Also reported per Part 21 

MILLS, L M Tennessee Valley Authority 04/03/01 a'REILLYiJ P 
Region 2, Office of Director 2pp 22989 207. 24X 

Flche 50-438,84/03/01,6403120163 
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0403130837 Interim deficiency Part 31 reptsjltero 139 re fleilble 
coupling drive ahaft in overspend governor U fuel transfer 
pump drive of standby diesel generator Initially reported on 
B40206 Final rept mill be submitted by 840416 
PARSONS. R M Carolina Pouer & Light Co NRC'190 B4/O3/02 

O'REILLV.J P Hogion 2. Office of Director Ip 32617 277 24X 

Flche 50-400.04/03702, 0403130237 


B4031303B7 Part 21 rept re stop tab breakage in BBM type control 
suitches Replacement front platee lui 1 1 be furnished to 
affected customers 

MANKOrF.L L General Electric Co 04/03/02 DEVOIjMO, R Director's 

Office, Office of Inspection and Enforcement 3pp 22613 323 


B403130398 Fifth interim deficiency rept, Item 53 re potential for 
Hestlnghouse mfg gate valves failing to fully elose/opeti 
under design cntiditlono Also reportable per Part 21 
Harduare changes completed Final rept eipected by 040415 
PARSONS. R « Carolina Pouer i Light Co NRC-1B7 84/03/01 
O'REILLY, JP Region 2. Office of Director. lOpp 22616 283 24X 

Fiche 50-400,04/03/01,0403130370 


8403140182 Part 21 rept re status update concerning abnormal uear on 
linear converters Test program undoruiay Results of 
investigation indicate excessive uear caused by hunting of 
control circuitry 

DODSON, J P Pacific Air Products Co B4/03/09. Director's 
Office, Office of Inspection and Enforcement 7pp 22624 068 24X 

Fiche 50-000, B4/03/09, B403 140 122 


S4O3I4OI30 Part 81 rept re metis shipped from Carlinvtlle plant lacking 
chemical overcheck reRuirement Affected items listed Ltrs 
sent to affected vendors end 

KALE.D L Oulf 6 Uestern Industries, Inc PT21-a4-133-000 
04/02/17 DEYOUNG. R Director's Office, Office of Inspection and 
Enforcement 33pp 22620 298 


6403160042 First Interim deficiency rept re ITT Orinnel pipe supports 
designed ui/suiay struts Instead of required gaps. Ini tia 1 ly 
reported on 04O1OB Alternate analysis load tables luili be 
revised Also reportable per Part 21 Neat rept by 840828 
MILLa, L M Tennessee Valley Authority 04/03/06 0 'REILLY. J P 

Region 2. Office of Director 2pp 22653 126 24X 

Fiche 50-430,04/03/06. 3403160042 


0403190036 Interim deficiency t< Part 2t repts re status on open items 
K0E3TER, OL Kansas Oas & Electric Co KMLNRC 04-025 04/03/05 

GAOLIARDD. J E Region 4. Office of Director IBpp 22666 215 24X 

Fiche 50-408,04/03/03.8403190036 


8403190051 Interim deficiency rept re failure of linear converters on 
multi-blade dampers supplied by Pacific Air Products, Co 
utillicd in safety -related HVAC sys Initially reported on 
040216 Final rept by 040710 Also reported per Part 21 
EDELMAN.MP Cleveland Electric 1 1 J unilno 1 1 ng Co RDC 94<04> 
04/03/09 KEPPLER, J 0 Region 3# Office of Director 2pp 
88666 1B6 24X Fiche 50-440,04/03/09,0403190051 


0403190101 Part 21 rept re apparent design deficiency in SiemenE Allis 
Hodel nA-20SB stored energy circuit breaker Dreaker insp & 
hold doun device orientation ulll be complete by B40401 
Determination of permanent fix i< implementation by 040601 
JOHNSON, 0 D , VANDE MALLE, D xl Consumers Pouer Co 84/02/29 

KEPPLER, J G Region 3, Office of Director 5pp 22669 305 24X 

Fiche 50-855.84/02/29,0403190101 


B40319024S Supplemental Part 21 rept re failed engine thrust bearing 
Plugs properly installed in both units Units free of 
potential defect 

MDRIARTY.J M Colt Industries, inc 04/03/00 KEPPLER, J 0 Region 
3, Office of Director ip 28675 045 24X Fiche, 30-000, 84/03/00, 

B403 190248 


B4O319D807 Third interim Deficiency Rept NCR 8393 re Bl ngham-Mi I lame t te 
makeup/HPI pump vibration Initially reported on 030622 Next 
rept expected by B40723 Item also reportable under Part 21 
MILLB.L M Tennessee Valley Authority NCR 2393 B4/03/t2 

O'REILLV.J P Region S. Office of Director, 3pp 22672 275 24X 

Fiche 50-430,04/03/12,0403190287 


0403190389 Forwards Vendor Program Insp Repts 99900231/83-01 S, 
99900231/04-01 on 031115-17 & 840 1 1 6-20, reap fre t Ive 1 y, 
closing out Part 21 rept re seepage of oil from Dkonlte 
cables 

POTAPOU6.U Region 4, Office of Director 64/03/15 NDRELIUS, C E 
Division of Project h Resident Programs ip 82675 026 84X 

Fiche 50-461,04/03/15,8403190329 


0403190374 Part 21 rept re failed engine thrust bearing Initially 
reported on 800502 Field insp of Colt-Pielstlek Type PC~2 
diesel generator sets completed using revised drauiings Unit 
in compliance u/lnsp procedure It free of potential defect 
MDRIARTY.J M Colt Industries, Inc 84/03/00 KEPPLER. J 0 Region 
3, Office of Director Ip 22674 353 24 X Fiche 50-443.04/03/00. 

8403190374 


0403200203 Interim deficiency rept, Item 101 it Part 21 rept re 
defective governor drive coupling Correct Itr date is 
8402241 not 030224 

PARSONS, R M Carolina Pouer It Light Co NRC-192 84/03/09 

O'REILLV.J P Region 2, Office of Director Ip S2699 347 24X 

Fiche' 50-400, 84/03/09,6403200203 


8403210032 Part 21 rept re failure of auxiliary feeduater pump drive 
turbines. Olmpel NPB-4 TliT valve, tb close Enel Itr dtd 840203 
sent to listed utils OE notified of effected units in BUR 
plants 

THEROUX, R R Terry Corp PT21 84-140-000 84/02/22 WODDRUFF, R M 

Director's Office, Office of Inspection and Enforcement 6pp 
22706 327 24X Flcha 50-000,84/02/22.8403210032 


8403210041 Final deficiency rept re incorrict operation of Div I I, II 
diesel generator load shedding sequencing sys panels 
Initially reported on 030921 Circuit cards It card racks 
returned for mod Reinstallation expected by 840427 
MCOAUOHV. J P Mississippi Pouer It Light Co AECM-04/O14a 
84/03/15 O'REILLY, J. P. Region 2, Office of Director Spp 
22707 032 24X Fi ch O' 50-417. 84/03/15, 8403210041 


8403210046 First interim deficiency rapt re ITT Orinnel pipe supports 
designed w/suay struts Instaad of required caps, Ini tial ly 
reported on 840216 Next rept by 850213 Also reportable per 
Part Bl 

MILLS. L M Tennessee Valley Authority 84/03/13 Region 3. 
Office of Director 2pp. S2704 328 24X Fiche. 50-438, 84/03/13. 

840321004/1 


0403210095 Part Bl rept re nonconPormonee of metal hose assemblies 
For ASHE. Section III, Class 2 It 3 ivc. Status of nonconforming 
Items shipped encl Alt customers notified 
LAHKD3, JM Tlteflex Corp PT21 03-141-000. 83/12/16. 

Director's Office, Office of Inspection and Enforcement 4pp 
22704 324 24 X Fiche 50-000,83/12/16,8403210095 


6403210125 Final deficiency rapt re cavitation of jot pumpa dua to 
induction heating stress Improvament cool ing. Initially 
reported on 831206 No aroslon found Also reportabla par 
Part 21 Item not reportable per 10CFR30 SSle) 

CURTIS, N U Pennsylvania Pouer It Light Co. PLA-2103 64/03/06 

HURLEY, T E Region 1, Office of Director 4pp. 22707.226 24X 

Fiche: 50-308, 84/03/06.8403210125 


0403210136 Interim deficiency rept re Anchor Darling FFCS sys valve 
vibration loosening anti— rotational sat scraus. Initial ly 
reported dn 840127 li reported by OE per Part 21 
Investigation in progress. Final rapt by 840723 
MANOAN, C U Niagara Mohauk Pouer Corp 6113 64/02/27 

8TAR0STECKI, R, Division of Project t< Resident Programs, 2pp 
22707 272 24X Fiche- 50-410, 64/02/27, 8403210136 


0403210145 Final deficiency I, Part 21 repts re safety paramatar display 
sys Technology Energy Corp Hodel 196 isolators Initially 
reported on 040106, Non-IE pouer supply ulll be provided for 
Isolator prior to end of first refueling 

CURTIS, N M Pennsylvania Pouer li Light Co. PLA-2009 84/02/27 

HURLEY, T E Region 1. Office of Director 4pp. 22707'2ai. 24X 

FUhr 50-300, 64/02/27.6403210145. 


0403210192 Final deficiancy rapt re anti-rotational setscrews in Anchor 
Darling glove valvas. Init ial ly reported on 840213. Setserau 
tightened li stem collar threads staked using ctr punch. 

Also reported per Part 21 for Unit 1. 

HCOAUSHYi J P, Mississippi Pouer I, Light Co AECM-B4/0199 
04/03/14 D'REILLY.J P Region 2, Office of Director. Spp 
32707 297 24X Fiche: 90-416, 84/03/14, 8403210192 


0403230019 Final Deficiency Rept DER 62-46 re ITT Barton preseure 
transmitters supplied by C~E not meeting overpreiiurc 
requirements Caused by leakage of metallic uaehers ti 
methodology error during calibr Also reported per Part 21, 

VAN BRUNT, E E Aril one Public Service Co. DER 82-46. 04/03/19. 

BISHOP, T M Division of Resident, Reactor Project ti Engineering 
Programs 7pp 22724 383 24X Fiche. 50-928, 64/03/19, 8403230019 


0403230020 Followup Part 21 rept re nuclaar valva/actuator stroking 
time possibly lengthaned beyond 19 s when using 
hydrocarbon-based lubricante Ltrs to affected utils end 
MILBQN, A K Henry Pratt Co CAR 0023 64/03/00 KEPPLER, J.O 

Region 3, Office of Director 6pp. 22730:306. 24X 

Fiche: 90-000.64/03/06, 6403230026. 
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840323Q09& Part 21 rapt re Mtftinghoufr* me chanlca 1 ly interlocked full 
voltage raveralng etartere not maintaining required relative 
poeltioni. Caueed by assembleri incorrectlg removing backing 
p lates. 

RamiCUEZiR J. aacramento Municipal Utility Diitrict RJR 64-054 
84/02/19. MARTINiJ B Region 3i Office of Director 5pp 
2272i. 349 24 X Ficha 90-312.64/02/19,8403230056 


B4O3230099 Becond interim deficiency rept re improper relief valve 
• etting. design preeturet It design temp ulthin several tya 
Initially reported on 631 116 Spec H-199 revised !< code data 
rcpts amended, Also reported per Part 21 

CURTI8, N. U. Pennsylvania Power >c Light Co, PLA-2079 64/03/02 

HURLEY. T E Region 1, Office of Director 14pp 22726 277 24X 

FI c h e 90-386, 04/03/02, 0403230099 


B40323010B Part 21 rept re design dsflcitncy In field-run cebles to 
Valcor solenoid valvae Initially raported on 840319 Appro* 

90 valves affected at each facility Hgt corrective action 
repts issued 

HEYERS, fl,L Dechtel Corp, 84/03/19 DEYQUNO.R Director's Office, 

Office of Inspection and Enforcement. Dpp 22730 234 24X 

Flche; 90-000,84/03/19, 8403230108. 


8403230113 Rev 1 to final Deficiency Rept 62-90 re possible damaged 
fltklbla conduit couplings between auxiliary l< control bldgs 
in event of seismic events sxceedlng 3/4 inch isovemint, Rev 
changes final rept disposition to reportable under 10CFR21, 

VAN BRUNT, E E Ariiona Public Eervlce Co. DER 62-90 84/03/09 

BIOHOP, T. W Division of Res Ident, Reactor Project ti Engineering 
Programs. 4pp. 22730' 219. 24X Flche 90-926,84/03/07,6403230113 


8403230119 Final Deficiency k Part 21 Rept U-62 re failure of stator 
winding on NE02B tmergency diesel generator mfg by Beloit 
Power Bys Inltlatly reported on 630612 Stator replaced. 

Emergency generator installed It load tested 

8CHNELL, D. F. Union Electric Co ULmc-766 64/03/13 KEPPLER, J. O 
Region 3, Office of Director 4pp. 22730.211. 24X 

Flche* 90-463, 64/03/19, 9403230119 


8403260233 Forwards summary list of deficiencies identified per 
10CFR90, 99<e), Part 21 I, potential generic Itr repts For 
c omments 

BTAROeTECKl. R Division of Project It Resident Programs. 04/02/20 
Region i. Office of Director 7pp. 22756.069. 24X 

Flche* 90-000,64/02/28, 8403260233 


8403270099 Interim significant const deficiency rapt, Item 100 rs 
terminations to Knox fuss blocks, BE 4,160 kV switchgear All 
Knox fuse block terminations reinspicted Nixt rapt will bt 
•ubmitted by 840406 Also reported per Part 21 
0ERRET6.T. F. Louisiana Power it Light Co 100. 64/03/12. 

C0LL1N9.J. T. Region 4, Office of Director. 3pp 22766 159, B4X 
Flche* 90-382, 64/03/12,8403270099 


B4032701B2 Final Deficiency It Part 21 Rapt U-64 re Liml torque valve 
actuators BN-KV-6ei2A It B Initially reported on 631017 Valve 
failure due to improper installation of motor pinion gear. 

All 8B-2-ao actuators verified for proper gear Installation 
BCHNELLiD. F. Union Electric Co. ULNRC-769. 64/03/20. REPPLER, J O 
Region 3, Office of Director 4pp 22771:331. 24X 

Ficha; 90-483, 64/03/20, 8403270182 


8403270219 Part 21 rapt re broken contact carrier in control device of 
7.9 ltV-19 kV, 900-790 MV A, 9 kV 350-3,000 It all HKV circuit 
breakers, Ini tlally riportad on 830223 Addenda to 
installation It maint procedures sent to affected units 
DUVALL, D.D. Brown Boveri Corp. tsubo. of Brown Boverl It Co , Ltd 1. 
84/03/19. Record Bervlcei Branch (Documant Control Disk I 9pp 
22772:114. 24X Ficha* 90-000, 64/03/17. 6403270219 


8403300020 Rav 1 to final Daflcitncg Rapt DER 82-46 re ITT-Barton 
praasurt transmitters supplied by C-E failing to meet 
ovarpraSBUra raqulremsnts. Initially reported on 820624. Also 
reported per Part 21 

VAN BRUNT.B. E. Aritona Public Service Co. ANPP~29099-BBR/, 
84/03/17. BISHOP, T.H. Dlvlalon of Resident, Reactor Project It 
Enginaaring Programs, 7pp, 22622*171. S4X Fichi* 90-928, 84/03/19, 
8403300020. 


8403300034 Interim dsflciancy ript. Item 197 re OH Bettis operators on 
Rushtn-iuppllsd HVAC dampars failing to matt functlensl tsst 
raqulramtnts. Inltlall y rsportad on 631321, Required info 
unavailable. Nest rapt by 840321. Also reported par Part 31. 
PARSONStR.H. Carolina Power It Light Co, NRC-17e 64/03/23. 

□ 'REILLY, J, P. Region 3, Office of Director Ip, 22821*311, 24X 

Ficha! 90-400, 84/03/33, 8403300034. 


8403300043 Third intsrlm deficiency rept, Item 99 re shop welding 
dafacts in Baismic I pipe hangars supplltd by Bargan- 
Pmttarson It Item 72 re undsrsltad skewed tee fillit weld on 
hangars. Final rapt by 841201 Also reported per Part 31 
PARBONSiR.H. Carolina Power k Light Co NRC-196. 84/03/21. 

O'REILLY, J.P. Region 2. Office of Director. 9pp 32817' 319 24X 

Ftehe; 90-400, 84/03/21,8403300043 


6403300054 Fifth interim deficiency rept re defects in raw cooling 
water chiller unit flou control valves mfg by Metrei Valve 
Corp Initially reported an 821126 Investigation in progress 
Next rept by 850421 Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 04/03/22 O'REILLY.JP 
Region 2. Office of Director 2pp 22821 264 S4X 
Flche 50-438,64/03/22,8403300094 


8403300099 Suppl to. Bould 330926 Part 21 rept re potential defects in 
molded case for 100 ampere frame, mult i -pole E I, HE series 
circuit breakers, clarifying part distribution k af fills tion 
arrangement 

BRADLEY, R D 8 1 eman s~A 1 1 t s, Inc 83/11/17 HURLEY.TE Region 1. 
Office of Director Ip 22821.360. 


840330010? First interim deficiency rept re new defects In Barton 
pressure transmitters supplied by Westinghouse Initially 
reported on 840323 Westinghouse will define corrective 
action by 840331 Also reportable under Part 21 

M1LL8,L M Tennessee Valley Authority 64/03/22 O'REILLY.JP 
Region 2, Office of Director 2pp 22821 223 34X 

Flche 50-390,84/03/22,8403300109 


0A999 QUALITY ASSURANCE INSPECTIONS 


B402D1017B Ack receipt of 831223 Itr informing NRC of steps taken to 
correct nonconformanc e noted In QA Program Insp Rept 
97900743/83-01 

POTAPOVS. U Region 4, Office of Director 84/01/25 DUVALL, D D 

Drown Dovarl Corp Isubs. of Drown Boverl fc Co , Ltd I Ip 
22038:335 


— 8402010189 Responds to NRC 831202 Itr re nonconformance noted in QA 
Program Insp Rept 79700743/83-01 Corrective actions 
Engineering Drawing 609143 revised w/approprlate dates k 
signatures 

DUVALL, D.D Drown Boveri Corp. Csubs of Drown Doverl k Co , 

Ltd I 63/12/23 PDTAPQVS, U Region 4, Office of Director ip 

22038 336 


8402150211 Forwards QA Program Insp Rept 97900919/83-03 on 631031-1104 
Implementation of QA program failed to maet certain NRC 
requirements, 

POTAPOVS, U Region 4, Office of Director 83/12/28 K0ME8.JM 
Bechtel Corp 2pp 22244 121 


— 6402150216 Notice of nonconformance from insp on 031031-1104 
« Region 4, Office of Director 63/12/28 Ip 22244 123 


—0402150226 QA Program Insp Rept 99900519/03-03 on 631031-1104 
Noncomp 1 lance noted eight pipe whip restraints riquestsd by 
mechanclal group to civil group , spec if led In F6AR but not 
insta 1 1 ad. 

COBTCLLO, J R . MADSEN, 0 L Region 4, Office Of Director 
83/12/23. 12pp 22244 124 


8403010079 Responds to NRC 840126 Itr re nonconf ormance noted In QA 
Program Insp Rept 99900299/83-01 Corrective actions 
suppliers of code exempt Items will be evaluated on basis of 
quality sys questionnaire k performance review 
THOMSEN, E R Pacific Scientific 6000-08-92-84. 64/02/14 

POTAPOVS.U. Region 4, Office of Director 13pp. 2243 6 096 


8403010079 Responds to 840123 Itr informing of nonconformances noted in 
QA Program Insp Rept 97900378/83-01. Insp Procedures 
NSP20-DO'OS-OOOB r ev 1 sed, 1 ssu ed k Implemented, 

BWAN80N, N E Acme-Cl oval and Co 84/08/17, POTAPOVS, U Vendor 
Program Branch. ip. 22436 114 


8403010082 Advises that proposed engineering QA manual will be revised 
within 60 days to comply u/Crlterion V of App 0 to 10CFR50, 
per 640123 request 

WILK1N8,M D Anaconda Co (subs, of Atlantic-Rich Field Co.) 
64/02/14 POTAPOVS.U Vendor Program Branch Ip 22439:876 


0403010122 Responds to NRC 830921 k 1203 Itrs rs violations k 
nonconformances noted in QA Program Insp Repts 
99700277/83 “01. 79900277/63-02 k 79900277/63-04 Corrective 
actions' tests will be performad on Class IE cabls types 
LXTTLEHALES.O, Rock best os Co, 84/02/14, POTAPOVS.U Region 4, 
Office of Director 2Spp. 22439:293 


8403050066 Confirms QA program insp at Ph 1 tadelphla, PA facility on 
640309-09, per 840216 telcon, 

PQTAPOVa, U. Vender Program Branch 84/02/23 CUI?NANE,R. A United 
Engineers k Constructors, Inc (subs of Raytheon Co I. Ip. 

22490, 006. 
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640305003? Confirms OA progrdn insp at Orove Clttj,Pfi plant on 640312" 
t6>per B40217 telcon 

PDTAPOVSi U Vrndot Program Branch 64/02/24 STOLBAi F B Gooprr 
Industriesi Inc Ip 22490 013 


8403050102 Clarifies Jte/ns mentioned in OA Program Imp ftept 
?9900820/a3“01 Fornta 1 training con due ted in Mov 1983 
included perionnel performing quality affecting activities 
Omega Engineering certified callbr of equipment performed 
MCCRONE.J Fluorocarbon Co 04/02/17 POTAPOVS. U Vendor Program 
Branch 3pp 22485 230 


8403050120 Responds to NRC B401EA Itr re deviation noted In OA Program 
Insp Rept 99900330/B3-02 Corrective actions specified max 
value reevaluated Exceeding value did not adversely affect 
performance of UVTD Condition not reportable per Part 21 
SAUTER.DM Hestlnghouse Electric Carp 04/02/23 POTAPOVS.U 
Vendor Program Branch 2pp 2240B 030 


B403050I2A Confirms OA program Insp at Ml 1 1 iman t lc> CT plant on 
840312~l6.per B4D2I3 telcon 

POTAPDVBj U Vendor Program Branch 84/02/27 ROHOlTSi L B 
Drand-Rei Co Ip 224B9 158 


8403050130 Confirms OA program Insp at Lynchb urg > VA plant on 04O312-lf>i 
per 040224 telcon 

POTAPOVBiU Vendor Program Branch 84/02/27 OUiLBERTi D> E 
Oabcocl tr Ullcox Co ip S2489 1 71 


B40305017di Confirms QA program Insp at State of DR ofc on B4(1303-09'i 
per 840216 telcon 

POTAPOVS, U Vendor Program Branch 64/02/24 WALTERS. C H Oregon, 
State of Ip 2246? 065 


B4030&0006 Confirms OA program Insp at Colorado EpritiSs, CO plant on 
840312-16, per B40224 telcon 

PDTAPOVS.U Vendor Program Branch B4/03/01 PIRAIND, D Kaman Co 
Ip 22513 362 


8403040092 Act receipt of 83 1013 !< 040131 Itr 6 infor/nlng NRC of steps 
taken to correct violation 1, nonconf ormance noted In QA 
Program Insp Rept 99900330/83-01 

POTAPOVS.O Region 4. Office of Director 84/03/01 BAUTER, D M 
Uestinghouse Electric Corp Ip S3516 309 


— B403D60096 Responds to NRC 84010? Itr re none a n Formanc e noted in QA 
Program Insp Rept 99900330/B3-01 Corrective actions each 
undervoltage trip device assigned unique serial number 
VONES. D D , SAUTERi 0 M Me sting ho use Electric Corp 84/01/31 
POTAPavs.U Region 4, Office of Director Ip 2SS14 310 


— B40306009B Ac k receipt of 631013 Itr informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99900330/B3-01 Add! info required for Item C of notice of 
nonconformance re undervoltage trip devices 

POTAPOVS, y Region 4, Office of Director 84/01/09 SAUTER, D M 
Mestinghouse Electric Corp Ip 22516 311 


— 8403060101 Responds to NRC 830913 Itr re violation tc nonconformance 
noted In OA Program Insp Rept 99900330/83-01 Corrective 
actions revised poster lu/revs promulgated up to 630110 
completed 4 revised poster uill be posted promptly 
dDNES. D Q > SAUTER, D H Mestlnghouse Electric Corp 83/10/13 
POTAPOVS, U Region 4. Office of Director 5pp 22516 312 


8403040157 Ack receipt of 840202 Itr informing NRC steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99900002/83-02 

POTAPOVS, U Region 4. Office of Director 84/03/01 LICHTENBEROER 
Combustion Engineering, Inc Ip 235S8 SIO 


— 6403060161 Reeponds to NRC 840109 Itr re nonconformance noted In OA 
Prngiam Insp Rept 99900002/63-02 Corrective actions 
individuals responsible for revieu Si approval of 
cel tl f icatlon data alerted to discrepancies observed 
LICIHENOEROER Combustion Engineering, Inc NOA 84-003 84/02/02 

POTAPOVS, y Region 4. Office of Director. 2pp B252B 211 


8403040167 Responds to NRC B40124 Itr re noncon Poritiance noted In QA 
Program Insp Rept 99900231/03-01 Corrective actions 810922 
Itr from Isomedli confirmed applicability of Parts 21 50 

for prior work 

BRODeUfi,H I Dlonite Co 84/02/14. POTAPOVS, U Region 4, Office 
of Director Ip 22518 361 


0403040219 Ack receipt of 840125 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900319/03-03 

POTAPOVS, u Vendor Program Branch 84/02/16 AOrtES, J N Dochtel 
Corp ip 22508 264 


— 8403060228 Responds to NRC 831228 Itr re nonconformance noted in QA 
Program Insp Rept 99900519/83-93 Corrective actions 
Engineering Dept Procedure EDP S 1 revised to require 
Interdl sc Ipl ine conmuni cat ions of significant nature 
HOMES, J M Bechtel Corp. □A8-B4/030 04/01/25 PDTAPOVS.U.. 

Vendor Program Branch 3pp 22S08 265 


840304D251 Confirms OA program insp at Tulsa, OH plant on 840326-30, p er 
840223 telcon 

POTAPOVS, U Vendor Program Branch 84/03/01 DUVALL. D D, Broun 
Boverl Corp (subs of Drooin Doverl ti Co , Ltd ) Ip 22515 194 


0403060262 Responds to NRC 631220 Itr re nonconformances noted in OA 
Program Insp Rept 99900277/83-03 Corrective action* flC 
supervisor responsible for follouup to assure irradiation 
unit callbr completed on schedule 6 stickers in order 
LITTLEHALES.O Rockbestos Co 84/02/27 POTAPOVB. U. Region 4. 
Office of Director 3pp 22917 129 


8403060282 Confirms QA program insp at A8ME administration ofc 
on 840326-30, per 840227 telcon 

POTAPOVSiU Region 4, Office of Director 84/03/02 OREEN.M R 
American Society mf Mechanical Engineers Ip. 22919,070. 


0403040287 Confirms QA program insp at Beloit, Ml plant on 840324-30, per 
840301 telcon 

PDTAPOVS.U Vendor Program Branch 84/03/02 MOfilARTY.J M Colt 
Industries, Inc Ip 22518 362 


8403060348 Ack receipt of 831123 ti 840217 Urs informing NRC of steps 
taken to correct deviations 6 nonconformance noted In QA 
Program Insp Rept 99900020/83-01, 

PDTAPOVS.U Vendor Program Branch, 64/03/02 MCCRONE, U 
Fluorocarbon Co Ip 22508 054 


— 8403060352 Ack receipt of 831106 6 23 Itrs informing NRC of steps taken 
to correct nonconformance noted In QA Program Insp Rept 
99900820/83-01 Addl info re training (c surveys requested 
within 25 days of Itr date 

PDTAPOVB, U Vendor Program Branch 84/01/23 MCCRDNE, J 
Fluorocarbon Co tp 22508 055 


— 84D30603SS Requests delay in submitting response to 631012 Itr re 
nonconformance noted in QA Program Insp Rept 99900820/83-01 
Response expected by 831118 

MCCnONE.J Fluorocarbon Co 83/11/08 CONWAY, J T Region 4, 
Office of Director ip 22S08 0S6 


— 8403D6D3&1 Responds to NRC 831012 Itr re nonconformance noted in QA 
Program Insp Rept 99900820/83-01 Corrective actions Section 
206, FCD QA Procedure CQCP-OIG & 830831 10CFR21 notice 
posted 

MCCRDNE, U, Fluorocarbon Co 83/11/23 POTAPOVB.U Region 4, 
Office of Director 4pp 22508 097 


— S4O3O60365 Rev O to Procedure CQCF-013, "Procedure for Reporting 
Defects & Noncomp 1 lance " 

SHISLER.E Fluorocarbon Co 83/11/17 Bpp 22508 061. 


— 8403060369 Rev O to Procedure QCP-014, "Indoctrination 6 Training 
Procedure for QC personnel " 

BHlSLERiE Fluorocarbon Co 83/09/28 4pp 22508 069 


— 8403060372 Rev O to Procedure QCP-0i7, "Qualification of Personnel for 
NDT " 

SHlSLER.E Fluorocarbon Co 83/11/17 24pp 22508:073 


— 6403060374 Rev O to Procedure CMP-047, "Held Removal Procedure “ 
8I1IBLER.E Fluorocarbon Co 83/11/17 30pp 22508 097. 


— 0403060376 Rev 1 to. Procedure CPB-023, "Held Aging Procedure for 
Nuclear O-Rlngs " 

PRINT!, N Fluorocarbon Co 83/11/17 7pp 22508 1 27 


— 8403060379 Rev 1 to Procedure QCP-020, "Training Procedures for 
Rad 1 ographer E " 

SHlSLER.E Fluorocarbon Co. 63/11/17, 9pp 22506.134. 


6403120036 Ack receipt of 840217 Itr informing NRC of steps taken to 
correct nonconformance noted In QA Program Imp Rept 
99900376/63-01 Implementation of corrective ections will be 
revieiaed during future insp 

PDTAPOVS.U Vendor Program Branch, 64/03/05 SHANSONiN. E, 
Acme-Oeveland Co ip 22 S 89; 270 
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64031S0043 Responds to NRC 840124 1 tr re nonconfordiance noted in QA 
Propram Insp Rept 99900702/83-01 Corrective actions 
Engineering Change Proposal d>717 instigated to activate 
Engineering Change Notice 0712 voided 020702 

J0NE3. WF Morrison-Knodsen Co . Inc 84/02/28 POTAPOVS, U 
Vendor Program Dranch 7pp 22509 279 


0403130169 Responds to NRC 831206 1 tr re nonconformance noted in OA 
Program Insp Rept 99900224 / 03-02 Correc t I ve actions 
Instruction 1766-03-01 re contact for unknouin customers 
revised Related liifo enc 1 

HOWE, H Dailey Controls Co (suds of Babcock ti Wllcoi Co 1 
84/02/29 POTAPOVS, U Vendor Program Branch 31pp 22609 iJ6 


8403120108 Act receipt of B40203 Itr informing NRC of notification to 
customers re potential loosening of globe valve anti- 
rotation collar set screies tt recommended corrective action 
per OA Program Insp Rept 99900053/03-03 

POTAPOVS, U Vendor Program Branch 84/03/05 CARON, A E 
Anchor/Darl Ing Valve Co (subs oP Anchor/Dar 1 ing Industries, Inc ) 
Ip 22SBB 122 


— 8403120114 Foruards sample 1 tr, w/a ttachment s ti cover Itrs dtd 831017- 
840130, sent to customers having Anchor/Darl ing globe valves 
u/nonrotatlng stems per QA Program Insp Rept 99900053/03-03 
KNIESERi 0 W Anchor/Dar 1 ing Valve Co fsubs of Anchor/Darling 
Industries, Inc ) S4/02/D3 KELLEY, W Vendor Program Dranch 

37pp 22588 123 


B403120117 Responds to NRC Itr re nonconformance noted in OA Program 
Insp Rept 99900394/83-02 on 831215 Corrective actions 
Rejection Rept 06660 paporuork corrected I< memo issued re 
requirements for recording rejection rept numbers 
0HAFER, J C Metal Bellous Carp 84/02/24 POTAPOVS, U Vendor 
Program Branch 4pp 22589 214 


8403130026 Responds to NRC 8’40131 Itr rs nonconformance noted In QA 
Program Insp Rept 999007861/83-02 Corrective actions annual 
OA audit uill confirm documentation for set-up b operator 
training b qualification, per OA manual requirements 
DIXON, 0 J Oeneral Electric Co 04/03/01 POTAPOVS, U Vendor 
Program Branch 9pp 22615 tl4 


0403130032 Foruards OA Program Insp Rept 99900273/83-02 on 831205-09 
b notice of nonconformance 

POTAPOVS, U Vendor Program Dranch 84/02/02 SCHMIDT, W T 
Hestinghouse Electric Corp 2pp 22614, 300 


B403130244 Responds to NRC 031223 Itr re nonconformance b violation 
noted in OA Program Insp Rept 99900539/03-01 Corrective 
actions procedures for evaluating deviations revieued b 
Sec t ion 206 of Energy Heorganuatlon Act posted 

ALL EN, R D MATSCO Isuhs of Multi-Amp Corporation 1 84/01/10 

POTAPOVS, U Region 4, Office of Director Op p 22617 273 


8403130268 Foruards OA Program Insp Rept 99900616/04-01 on 040116-18 
No none amp 1 1 anc e noted 

POTAPOVS, U Vendor Program Branch 84/02/17 GREEN, M American 
Society of Mechanical Engineers 2pp 22604 350 


— 0403130432 QA Program Insp Rept 99900616/B4-01 on 840116-18 Mo 
noncompliance noted Major areas Inspected program survey, 
manual revleui b acceptance cri teri a, program implementation 
& certificate of a uthor 1 la 1 1 an status 

SUTTON, J M , HALE, C J Vendor Program Branch 84/02/17 5pp 
22604 352 


8403130376 Foruards QA Program Insp Rept 99900522/04-01 on 040116-19 
b notice of nonconformance 

POTAPOVS, U Vendor Program Dranch 84/02/08 STRATTON, C D 
Dechtcl Carp 2pp 22617 167 


--8403130281 Notice of nonconformance from insp on 840116-19 
■» Vendor Program Branch 84/02/08 2p p 22617 169 


— 0403130291 QA Program Insp Rept 99900329/84-01 on 840116-19 

Noncomp 1 iancB noted failure to include preaudit b post-audit 
conference u/project audit b incorporate all design changes 
into design documents by required due date 

COSTELLO, JR , MADSEN. O Vondpr Program Qranch 84/02/07 25pp 
22617 171 


— D403130036 Notice of nonconformance from insp on 831205-09 
* Vendor Program Branch 84/02/02 Ip 22614 310 


—8403130042 OA Program Insp Rept 99900273/83-02 on 031205-09 
Noncompliance noted internal audits not performed prior to 
current NRC insp b correct suffii not applied to style 
numbers on SA-1 relay nameplates for current relay units 
SUTTON, J W , HALE, C, Vendor Program Dranch 04/01/30 tSpp 
22614 311 


8403130046 Ack receipt of undated Itr received on 840126 informing NRC 
of steps taken to correct nonconformance noted in OA Program 
Insp Rept 99900400/83-02 

POTAPOVS, U Vendor Program Branch 84/02/16 OUILDERT, D E 
Babcock b Milcox Co tp 22613 247 


— B4031300S8 Responds to NRC 031117 b 1223 Itrs re nonconformance noted 
In OA Program Insp Rept 99900400/03-02 Corrective actions 
BTALUM computer program users manual updated b BbW 
Calculation Document 32-4S7B-00 will be revised 

OUILDERT, 0 E Babcock b Wilcox Co 84/01/26 POTAPDVS.U Vendor 
Program Branch 6pp 22615 240 


— 8403130068 Forwards correct ends to 8311 17 
of OA Program Insp Rept 99900400/03-09 on 
of nonconformance W/o ends 
POTAPOVS,U Region 4, Office Of Director 
OUILDERT, D E Babcock b Wilcox Co Ip 


transmittal Itr, consisting 
831004-07 b notice 

03/12/23 
226 IS 254 


— 8403130076 Advises that NRC 831117 Itr foruiar-ded QA program insp rept 
of another company Original Itr b rept end. 

KOBIBA, R E Babcock b Wilcox Co 83/11/28 POTAPOVS, U Region 
4, Office of Director Ip 22615 255 


— B4031300S9 Forwards QA Program Insp Rept 99900400/83-02 on 031004-07 b 
notice of nonconf ormanc e. W/a correct ends 
POTAPOVS, U Region 4, Office of Director 03/11/17 
OUILDERT, D E. Babcock b Wilcox Co 2pp 22615 256 


0403130204 Responds ta NRC 840200 Itr re nonconf ormance notod In QA 
Program Insp Rept 9990O322/B‘r“0i CorrectJvo actions senior 
person designated In each engineering discipline group to bo 
responsible to project engineer for document followup 
STATION. C D Bechtel Corp 84/03/01 POTAPDVS.U Vendor Program 
Branch 6pp 22614 140 


0403130309 Forwards OA Program Insp Rapt 79900616/04-02 on 040123-25 
No none ompl i ance noted 

POTAPOVS, U Vendor Program Dranch 84/02/16 GREEN, M American 
Society uf Mechanical Engineers 2pp 22614 132 


— 0403130325 QA Program Insp Rept 99900616/84-02 on 840123-25 No 
noncompl lance noted Major areas inspected program survey, 
manual review b acceptance cr 1 ten a. program Implementation, 
b CBitiflcate of author i ia tion status 

□LLERiR E , HALE, C J Vendor Program Dranch 84/02/16 4pp 
22614 134 


0403130316 Responds to NRC 840117 Itr re nonconformances noted In QA 
Program Insp Repts 99900334/83-02 b 99900334/83-03 
Corrective actions QA manual b assembly route sheet revised 
b training class far inspectors will be field 

DOVER, R E Transamerlca Del aval, Inc 84/03/02 POTAPOUS. U 
Vendor Program Dranch 18pp 22600 063 


0403130317 Ack receipt of 840104 !< 0214 Itrs Informing NRC of steps 
taken to correct none on PormancB noted In QA Program Insp 
Rept 999OO25S/03-OI 

POTAPOVS, U Vendor Program Branch 81/03/05 HADMAOV, P A Pacific 
Bclenliflc Ip 22614 120 


— 040313032? Ack receipt of G40104 Itr in response to QA Program Insp 
Rept 99900255/83-01 Addl info requested re manner by which 
suppliers of non-ASME Code Items qualified b approved b QA 
manual revised to exempt non-ABME vendors 

POTAPOVS. U Vendor Program Dranch 84/01/26 HADNAOY, P A 
Pacific Scientific Ip 22614 121 


8403130059 Ack receipt of 840201 Itr informing NRC of steps taken to 
correct nonconf ormence s noted in QA Program Insp Rept 
99900403/83-04 

POTAPOVS, U. Vendor Progrem Branch 84/02/07, BRUOOEMAN. W H 
Oeneral Electric Co Ip 22615 216 


— 9403130064 Responds te NRC 040109 Itr re nonconformances noted in QA 
Program Insp Rept 99900403/83-04 Corrective actions design 
change documentation initiated, database updated b audit 
initiated to preclude recurrence 

BDHL, L 8 General Electric Co 04/02/01 POTAPOVS, U Vendor 
Progrem Branch. 2pp. 2261 S 217. 


— 9403130338 Responds to NRC 831206 Itr re none onformanc e noted in QA 
Program Insp Rept 99900255/83-01 Corrective actions calibr 
technician advised to exercise greater care in maintaining 
certi f Icatlons 

THOMBEN, E R Pacific Scientific 6000-83-43-04 84/01/04 

POTAPOVS, U Region 4, Office of Director 4pp 22614 122 


0403130407 Forwards OA Program Insp Rept 99900400/83-02 on 831004-07 
b notice of nonconformance 

POTAPDVS.U Region 4, Office of Director 83/11/17 BUILDERT.D E 
Babcock b Wilcox Co 2pp 22608 276 
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—8403130414 Notice- of nonconformance from Insj on B31004-07 

» Region 4, Office of Director B3/i i/17, Spp aStOB 378 


— 8403130429 QA Program Insp Ropt 99700400/ 83 '02 Oti 831004-07 
Noncompl iance noted full certified Vertion 17 O of STALUM 
computer program did not have controlled program manual 
Failure to identify inc-orrect values in stiffness matrix 
IIRICKLEY.R H . HALE. C J Region 4. Office of Director 83/ i 1/17 

13pp S260a 2B0 


8403130441 Forsjardi QA Program Insp fiept 99900S30/B4-OI on 840123-36 
6 notice of nonconformance 

POTAPOVS.U Vendor Program Branch 84/02/17 SHULMAN. M Cggna 
Energy Services Spp 22614 031 


— 0403130444 Notice of nonconformance from insp on B40123-36 
* Vendor Program Branch 84/02/17 ip 22614 053 


--04O313O46O QA Program Insp Rept 99900530/04-01 on 840123-26 
Nonconformance noted quality std operating procedures In QA 
dept procedures manual did not indicate affactive data ti 
four procedures did not contain preparer signature or date 
DRlCRLEy. R H , HALE. C J Vendor Program Branch 84/02/17 lOpp 
22614 054 


0403160119 Foruards vendor insp repts identifying concerns based on 
Vendor Program Branch Insps of vendor activities 
Significance of findings re quality b acceptability of 
product or sve provided by vendor should be evaluated 
OAOLIAMDD. J E Region 4. Office of Director 84/03/13 
KBESTER.O L Kansas Oas 6 Electric Co 2pp 226S5 116 24X 

FichB,50-4B2. 04/03/13,0403160119 


B403160235 Forwards vendor Insp repts identifying concerns found by 
Vendor Program Branch during insp of vendor activities 
Evaluation of significance of findings re quality & 
acceptability of product or sve requested 

VOHNSON.E H Region 4, Office of Director 84/03/13 CAHILL, U 8 

Quid States Utilities Co. 3pp 22661 043 24X 

Eiche 00-458. 04/03/13, 0403160233 


8403160242 Forwards vendor insp repts Identifying concerns found by 
Vendor Program Branch during insp of vendor activities 
Evaluation Of findings re quality ir acceptability of 
pioduct or SVC by vendors requested 

JOHNEOM.EK Region 4, Office of Director 84/03/13 LEDDICK.R E 
Louisiana Power tc Light Co- 3pp 22661 026 24X 

Flcfie 30-303.04/03/13,0403160242 


B403190D41 Confirms QA program Insp at Ale landrlai LA plant on 840326- 
30, per 840302 telcon 

POTAPOVS. U Region 4, Office of Director 84/03/09. 8CHAU6,R L. 
Dresser Industries, Inc ip 22666 24S 


8403190046 Confirms OA program insp at Apex.NC lab on 8403 1 9-23, p er 
84030] telcon 

P0TAP0V8.U Region 4. Office of Director, 84/03/08 VOW, J. R 
CoTporote Consulting (< Development Co, Ltd Ip 22666 249 


8403190070 Ack receipt of B40224 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Inep Rept 
99700394/03-02 

POTAPOVS. U Region 4, Office of Director 84/03/07. SCHAFER, J C 
Metal Dclloys Corp ip 22666' 134 


B403!90078 Ack receipt of 8403D1 Itr informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Ropt 
99900522/04-01 

POTAPOVB.U Region 4, Office of Director B4/03/oa BTATTDN, C. D 
Bechtel Carp ip 22669 361 


8403190112 Forwards Vendor Program Insp Rept 99900100/84-01 on 040130- 
0203 Insp rept closes out tack welding of motor shaft 
def Ic i ency 

POTAPOVB.U Region 4. Office of Director 84/03/15. LEWIS, R C. 
Division of Project L Resident Programs ip 22669 21B 


8403190183 Forwards OA Program Insp Rept 99900100/84-01 to 840130-0203 
6 notice of nonconformance 

POTAPOVS, U Region 4, Office of 'Director 84/03/02 filONOONA.T. 
Limi torque Corp 3pp 22670 323 


— 8403190185 Notice of nonconformance from Insp on 840130-0203 

a Region 4, Office of Director 84/03/02. Spp. 22670 326. 


— 8403190190 QA Program Insp Rept 99900100/84-01 on 840130-0203. 
Nonconformance noted:: corrective action in training non-QC 
personnal Inadequate 

MCNEILL. W M , HALE, C J Region 4, Office of Director 84/03/01, 
26pp 22670 328. 


8403190203 Confirms 840309 telcon request to withhold info in NRC 
840229 Itr L QA Program Insp Rapt 999000840/83-01 
F1E1H.ER. D C Cardinal Industrial Products Corp 84/03/12, 
POTAPOVS.U Region 4, Office of Director Ip 22671 131 


8403190206 Discusses closeout of AITS F02700410 re Inadequate OA 
program at Limitorque Corp, addressed in end Vendor Prograei 
Branch Insp Rept 99900100/84-01 on 040130-0203 TVA audit 
conclusions valid Limitorque QA program inadequate. W/o end 
POTAPOVB.U Region 4, Office of Director 84/03/14 LEUI8.R. C. 
Oivlslon of Project ti Resident Programs. PARTLOW, J. S, Division of 
OA, Safeguards ti Inspection Programs (Post 830103), 2pp 22670:361 


8403190209 Forwards QA Program Insp Rept 99900231/84-01 on 840116-20 h 
notice uf nonconformance 

PDTAPQVa.U Region 4, Office of Director. 84/02/23 VIOOIANO. V. A 
Okonite Co 2pp 22670 297. 


— 8403190210 Notice of nonconformance from insp on 840116-20. 

a Region 4, Office of Director 84/02/23 Ip. 22670.277. 


— 8403190214 QA Program Insp Ropt 99900231/84-01 on 840116-20 
Noncompliance noted qualification test results did not 
Include lack of 10 i rise time during accident anvi'ean 
simulation testing 

HUBBABD.O T . PHILLIPS, H S Region 4, Office of Director 
04/02/23 14pp. 22670.300 


B40319021S Forwards QA Program Insp Rapt 99900904/83-01 on 831213-16, 
No noncompl lanca noted. 

POTAPOVS.U Region 4. Office of Director 84/02/24 MIONOONA, T 
Limitorque Corp 2pp 22670 248 


— 8403190221 OA Program Insp Rept 99900904/83-01 on 831213-16. No 
noncomp 1 lance noted Major areas Inspscted environ 
qualification test plan (< action on previously identified 
findings re nuclear qualification facility QA manual 
UOHNSON.A R . PHILLIPS, H 8 Region 4, Office of Director 
04/02/23. ISpp 22670 250 


B40319D254 Confirms QA program inept at Chalfont. Horsham t> Spring 
Housa.PA plants on B40416-19, per 840309 telcon 

POTAPOVS.U, Region 4, Office of Director 84/03/14 DUVALL. D D 
Brown Boviri Corp (subs of Brown Boverl ti Co . Ltd, ), Ip 
22671 298 


B40319038B Forwards QA Program Insp Rept 99900781/84-01 on 040116-20 »< 
notices of violation ti nonconformance 

POTAPOVS.U Region 4. Office of Director. 84/02/24 JANDL. 0. C. 
Lone Star Screw Co 3pp 22675*007 


— B403190330 Notice of violation from Insp on 840116-20. 

« Region 4. Office of Director. 84/02/24. Ip. 22675' 010. 


— 8403190333 Notice of nonconformance from insp on 840116-20 

a Region 4, Office of Director 84/02/24 Spp, 22675.011. 


— 8403190340 QA Program Insp Rept 99900781/84-01 on 840116-20 Violations 
h noncompllanca noted, lack of appropriate procedures to 
evaluate deviations h review of records revealed eye eiaai 
record missing for 1981 for Level II examiner. 

CONMAY, J T I BARNES. 1, Region 4, Office of Director, 84/02/24. 

10pp. 22675 016, 


0 NRC B40SO3 Itr rt nonconf ormanei noted In QA 
'900273/83-02 Corrective actions. 1783 d iv 
te.all audit repts on file In OA ofc 6 
ond uc ted 
- - - tetri' 

Id 


8403190329 Forwards Vendor Program Insp Repbi 99900331/83-01 Ir 
: Corp 84/03/02, POTAPOVS.U 99900231/84-01 on 831115-17 Ir 8401 16-20, respectively, 

22666.315, closing out Part 21 rept re ittpage of oil from Olronlte 

cables. 

POTAPOVB.U Region 4. Office of Director, 84/03/15. N0RELIU8.C E 
informing NRC of steps taken to- Division of Project h Reitdent Programs, ip, 22675.026. 24X 

noted in QA Program Insp FI che; 50-461, 84/03/15. 8403190329. 

of corrective actions 

) 

1 rector 84/03/08 VIOQIANO.V A, 8403190337 Confirms QA program insp »fc Los Angeles, CA plant on 

840326-30, per 840307 telcon. 

POTAPOVS.U. Region 4, Office of Director. 84/03/09. PATTERSON, R. L 
Bechtel Corp Ip. 22675:029 
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8403190330 Dlseusseft in«p on 840130-0203 i>e fallurs of Llmltorqut 
spring conponsator housings Results of Insp documented In 
end Vendor Program Branch Insp Rept 99900100/84-01 
Uestinghouse evaluation continuing W/o end 

POTAPOVS, U Region 4< Office of Director VIT8 04-031 04/03/19 

LEUISiR C Division of Project t< Resident Programs Ip 2S673 203 


8403190342 Confirms QA program Insp at 8alsni, HA plant on 040402-06, per 
B40301 telcon 

POTAPOVS, U Region 4, Office of Director 64/03/19 COVET, J 
Atuood tc Horrill Co , Inc (subs of Foster Uhecler Corp > Ip 
22679 044 


8403190364 Discusses Insp on 840130-0203 re Llml torque crack ed/broken 
limit switch rotors Results of Insp documented in end 
Vendor Program Branch Insp Rept 99900100/84-01 Evaluation of 
condition continuing M/o end. 

POTAPOVS, U Region 4, Office of Director VITS 63-184 84/03/19 

N0RELIU8, C E Division Of Project & Resident Programs Ip 
22679 234 


8403190380 Ack receipt of 840214 Itr Informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rapt 
99900230/83-01 Implementation of corrective actions will be 
reviewed during future insp 

PQTAP0V8,U Region 4, Office of Director 84/03/07 CARDELLO.P 3 
Anaconda Co Isubs of Atlantlc-Rlchfield Co > Ip 22674 220 


B403200072 Ack receipt of 831219 *■ B40229 Itrs Informing NRC of steps 
taken to correct nonconformance noted In OA Program Insp 
Rept 99900224/83-02 

POTAPOVBi U Region 4, Office of Director 84/03/19 KEVE8, H A 
Balleg Controls Co Isubt of Babcock ti Ullcoi Co ) Ip 22689 031 


■8403200076 Responds to NRC 831206 Itr re nonconformance noted in OA 
Program Insp Rept 99900224/03-02 Requests 30-dag ei tension 
or responsa time due to personnel on vacation ti facility 
dosed 831223-840102. 

HOWE, H Balleg Controls Co (subs of Babcock ti Wlleok Co ) 
03/12/19 POTAPOVS. U Region 4, Office of Director Ip 
236B5 032 


0403200138 Ack receipt of 831017,1108 t, 840328 Itrs informing NRC of 
stops taken to correct violations <■ nonconformance noted in 
QA Program Insp Rapt 99900702/83-01 Implementation of 
corrective actions will be reviewed during future insp 
POTAPOVS. U. Region 4, Office of Director 84/03/07 vIOMES, W F. 
Horrl son-Knudsen Co , Inc Ip, 83697 079. 


— 8403200142 Ack receipt of 031017 !< 1108 Itrs Informing NRC of steps 
taken to correct nonconformance noted In QA Program Insp 
Rept 99900702/83-01 Addl Info re seismic capabilltg of valve 
requested within 29 days 

POTAPOVB.U Region 4. Office of Director 84/01/24 JDNES.W F. 
Horrl son-Knudsen Co > Inc ip 33697 076 


— 8403200190 Responds to NRC 830930 Itr re violations tc nonconformance 
noted In QA Program Insp Rept 99900702/83-01 Corrective 
actionf personnel involved u/data acquisition tc Part 21 
repts instructed on need for describing violations 
JONES.F Horrison-Knudsan Co , Inc 83/10/17. Ragion 4, Office 
of Diraetor 6pp 23697 077. 


— 8403200197 Forwards Horrl son-Knudsen Co, Inc 631017 response to OA 
Program Insp Rept 99900702/03-01. 

STAUBERjR.H Horrlson-Knudsen Co c Inc 83/11/08 POTAPOVS.U 
Region 4, Office of Director Ip 22697 083 


8403260092 Confirms OA program insp at Tsmpe,AZ plant on 040409-13, per 
840306 telcon. 

POTAPOVS.U. Region 4, Office of Director 84/03/19 SAYLOR, K 
Tobar. Inc Ip. 22748.362. 


8403270090 Ack receipt of 640111 Itr informing HRC of corrections to QA 
Program Insp Rapt 99900932/83-01 

POTAPOVA, U. Ragion 4, Office of Dtrsetor 84/03/21 SEHHLERiR. U 
Eaton Corp, ip 22769:309 


— 8403270094 Responds to NRC B40103 Itr rs OA Progrem Insp Rept 
99900932/83-01. Errors found In rapt listed 

SEMHLER, R. W. Eaton Corp 84/01/11. POTAPOVB.U Ragion 4, Office 
of Director. 2pp. 22769- 310 


8403270087 Responds to NRC 840223 Itr ra none on for mane a notad in OA 
Program Insp Rept 99900231/84-01. Corraetlva actions nuclaar 
qualification rapts ravlsed ra temp-prassura profile (i test 
vassal modiflad. 

BR0DEUR,R. I. Ofconlta Co 84/03/14 POTAPOVS.U Ragion 4, Offlca 
Of Director. Ip 22766:249. 


B403270092 Ack rerelpt of 840202 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900053/83-03 

POTAPOVB.U Region 4, Office of Director 84/03/21 CARON, A E 
Anchor/Dar 1 ing Valve Co (subs of Anchor/Darl Ing Industries, Inc ) 
1 p 22766 333 


— 0403270097 Responds to NRC 840112 Itr re nonconformance noted in QA 
Progiam Insp Rept 99900093/03-03 Corrective actions training 
session conducted on Importance of checking radii for 
backface on valve bonnet flanges 

KNIFBER.O W Anchor/Darling Valve Co (subs of Anchor/Darl Ing 
Industries, Inc I 04/02/02 POTAPOVS.U Region 4, Office of 
Director 2pp 22766 334 


0403270106 Responds to B40307 request for addl Info re measures taken 
or to be taken to preclude recurrence of nonconformance 
u/aSKC Code requirements Identified In QA Program Insp Rept 
99900649/63-01 Titeflex Corp nonconformance rept end 
LALIKOS. JM TltePIe* Corp 84/03/12 POTAPOVB.U Region 4, 
Office of Director 3pp 22774 029 


0403270113 Responds to NRC 840217 Itr re nonconformance identified in 
OA Program Insp Rept 99900930/84-01 Correctlva actions all 
quality std operating procedures ravleued (c corrections 
1 sEued 

SHULMAN, H N Cygna Energy Services 84/03/12 POTAPOVS.U Region 
4. Office of Director 3pp 22774 052 


0403870142 Confirms OA program Insp at Ban Diego, CA plant on 840402-06. 
per 840319 telcon 

POTAPOVB.U Region 4. Office of Director 84/03/22 COLANDRA.TR 
QA Technologies. Inc /General Atomic Co Ip 22769 149 


B40327014B Responds to OA Program Insp Rept 99900371/03-01 t< 840307 
Itr Dolt lists ere no.t drawings & do not require checking 
Bolt lists prepared as conventunce for preparing summaries 
In procurement t for convenience of erector 

CORRIN.R J Bristol Steel tt Iron Works, Inc 84/03/14 POTAPOVS.U 
Region 4, Office of Director 2pp 22769 146 


0403970168 Confirms OA program Insp at Richland. WA plant on 640403-05. 
per 840320 telcon Insp concerns implementation of QA program 
re control of computer codes SLOTRAX 8, PTHPWR2 

POTAPOVS.U Region 4. Office of Director 84/03/22 VOLMER, C J 
Esion Nuclear Co > Inc (subs of Exion Corp ) Ip 22772 181 


0403270174 Confirms QA program insp survey at administrative ofc of 
Factory Mutual Engineering Assoc on 840416-20, per 840319 
telcon NRC representative will be JW Sutton 

POTAPOVS.U Region 4. Office of Director 84/03/21 WHELAN, H 
Factory Mutual Engineering Corp Ip 22771 308 


0403270178 Forwards QA Program Insp Rept 99900616/84-03 on 040213-19 
POTAPOVS.U Region 4, Office of Director B4/03/07 QREEN.M 
American Society of Mechanical Engineers 2pp 22772 139 


— B4D3270184 QA Program Insp Rapt 99900616/64-03 on 840213-19 Major areas 
Inspec ted . ASHE audit activities during Newport News 
Shipbuilding t Dry Dock Co QA program audit 

OLLER.R. E , HALE.C J Region 4, Office of Director 84/03/06 
3pp. 22772 141 


0403270222 Responds to NRC telcon request re nonconformance noted in OA 
Program Insp Rept 99900732/03-02 Corrective actions items 
relnspected It individually marked Preliminary stress 
analysis rept returned for correction of minor errors 
OlESUER. JV Robert Shaw Controls Co 04/03/13 POTAPOVB.U 
Region 4, Office of Director Ip 22772 006 


0403270228 Forwards QA Program Insp Rept 99900884/83-0} on 831205-09 3. 
notice of nonconformance 

POTAPOVS.U. Region 4. Office of Director 84/03/02 BLAMKLEY.W 
Ameteki Inc. 2pp 23778' 065 


— 8403270234 Notice of nonconformance from insp on 031209-09 

« Region 4, Office nf Director 04/03/02 Spp 22772 067 


—8403270241 OA Program Insp Rept 99900884/83-01 on 831205-09 
None ompl lance noted* ASHE Code requirements not certified on 
matl manufacturer certified matl test repts to vendor 
CONWAY, J T , HAMILTON, J . BARNE3, I Region 4. Office of Director 
84/02/08 9pp 22772- 072 
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REGSD REGULATOR V GUIDES 


Q312O7035B Ro-fc i f J c a t i on oP CRGR Meetins 51 on 031123 to Tovieui 
Fiemption from CRGR ravieu of Unresolved Safety Issue A-£ 

"Mater Haruner" & proposed rev tn Refl Guide 1 2B. "OA Program 
Requirements (Design & Const! “ 

STELLQ. V Committee to Revletj Generic Requirements B3/11/SO 
MrtTTSDN.R J Office of Nuclear Reactor Regulation. Director 
JORDAM.e L Director's Office. Office of Inspection and Enforcement 
CUNMINOHAfl. R E Office of Nuclear Material Safety t 
Safeguards. Director 2pp 226-91 352 


S-403010347 Forwards status I. justification for nine listed NURE0-0737 
Reg Guide 1 97 items. per B40222 request Analysis of safety 
parameter display sys will be submitted by 840430 
HUKIUL.H 0 General Public Utilities - GPU Service Corp 
5211-94-2045 84/02/27 EISEfWUT. D G Division of Licensing 

2lpp 22433 Oie 24X Ficbe 50 - 2 B 9 . 04/02/27. 9403010347 


04O31<7O2&O Notifies of CRGR Meeting 54 on 040119 lO BethesdSfND to 
discuss Rev I to Reg Guide 1 67. "fnvlron Qualification of 
Electric Equipment Important to Safety for Nuclear Power 
Plants " 

STELLOt S/ Opsr-dtlons Sr Ovncrlc R* qu ir lEB“-79'"0 3- 

93/12/27 MATTSON. R U Office df Nuclear Reactor Regulation. 
Director UOrdan, E L Director's Office. Office of inspection and 
Enforcement CUNNINGHAM. F E Office of Nuclear Material SaPotU » 
Safeguards. Director ip 22672 058 


840317037? Notifies of CRGR Meeting 53 on 040111 in Bethesda.MD to 
discuss revs to lOCFRSl S. 73 t Reg Guide 1 105 re instrument 
setpoints for sa Fa ty -r e 1 s ted sys 

8TEEL0. U Regional Operations ^ Generic Requirements 
MATTSON. R -J Office of Nuclear Reactor fligulatlon. Director 
JORDAN, E L Director's Office. Office of Inspection and finforcemant 
CUNMINCHAM.R E Office of Nuclear Material Safety (i 
Safeguards. Direc tor 2pp 22675 SI8 


8403020225 Reg Guide 5 53, Rev i.Tast 60 049-4, "Qua 1 1 f i ca 1 1 on . Ca 1 1 hr A 
Error Estiifiation Methods for Nondestructive Assay " 

♦ Office of Nuclear Regulatory Research. Director 84/02/27 llpp 
22491 008 


8403020329 Responds to request for schedule for completion of Reg Guide 
1 97 requirements Fsceptsons to B11113 Itr re equipment 
replacement will be addressed in May 1904, In response to 
Generic Ltr B2-33 

CURTIS. N H Pennsylvania Power h Light Co PLA-20S1 34/02/29 
SCHMEhTCER.A Licensing Branch 2 Ip 22439 207 24X 

Flche 50-3B7, B4/02/29, B40 3020329 


B4Q322013B Forwards revised schedule for supplying info re emirgancd 
rBSponte capabilities requested by Generic Ltr 82-33. per 
940223 telcon Reg Guide I 97 rept will be completed by 
850228 

DREY. H L Public Service Co of Colorado OL— B8—33 84/03/09 

COtUtNS. J T RegioTi 4. Office of Director 3pp 22714' 2B&. a4X 
Fiehe 50-267,84/03/09.8403220138 


840329002+ Forwards MA McDuffie 840216 response to B30U9 request Por 
adril antitrust Info to continue review of OL application. P er 
Reg Guide 9 3 Recipient inadvertently omitted from list 
ZIMMERMAN, S ft Carolina Power tr Light Co NL8-04-128 04/03/19 

VOOLER, B NRC - No Detailed Affiliation Given Ip 22777:007 2 

Flche 50-400.84/03/19.8403280024 


8403060354 Forwards descriptions of Reg Guide 1.97 requirements tt 
schedule for impl ementatlon of emergency response 
capabll ity. per NURES-0737. Soppl 1 

PJLANT, J M Nebraska Public Power District NLSBq00073 64/03/01 
ElSENHUT. D G Division of Licensing I9pp 22515 311 24X 

Fiche 50-298.34/03/01.8403060354 


B403060494 Reg Guide 5 23, Rev l.Tasl SO 045-4, "In Situ Assay of Pu 
Residual Holdup 

a Office of Nuclear Regulatory Research. Director 84/02/29 ISpp 
22552 1B7 


— B403060499 Value/Impact statement of Reg Guide S 23. Rev l.TaSi 
SG 045-4, "In Situ Assay of Pu Residual Holdup " 

* Office of Nuclear Regulatory Research. Director B4/02/29 Ip 
02552 206 


B40306037B Forwards responses to NRC 840106 questions re FEAR revs, 
including info re training staff quali f Icat Ions. QA staff 
qualifications, fire protection training & cenformance to 
Reg Guide B 13 Proposed revs to FSAR also end 
BOO-ilER. J E Gulf States Utilities Co RB8-17. 0Q2 84/02/17 

DENtON.HR Office of Nuclear Reactor Regulation, Director 42p p 
22566 200 24X Flche 50-450.84/02/17,8403080376 


8403160070 Responds to 331230 requests for response to items identified 
In EGltO technical evaluation rept on conformance to Reg 
Guide 1 97 & comments on any assumptions that surpass util 
811113 submittal 

CURTIS.NU Pennsylvania Power {.Light Co PLA-2099 84/03/13 

SCHHENCER.A Licensing Branch 2 Bpp 226+3 1S3 2+lf 
Fiche 50-387. B4/D3/ 13. B4D 3 150070 


B403190146 Notifies of CRGR Meeting 47 on 830923 in Qethesda.MD ta 
discuss proposed eiemptlons to regulations In implementation 
of Multi-Plant Action D-iO (Unresolved Safety Issue A~2> Si 
Rev P to Reg Guide i 105 

3TEI-I-0. U Committee to Revleur Generic Requirements B3/09/15 
MATTSON.R J Office of Nuclear Reactor Regulation. Director 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety t> 

Safeguards. Direc tor 2pp 22666 359 


8403190176 Notifies of CRGR Meeting 48 on 831020 in Dethisda.MD to 
discuss eicmption of Category 2 personnel from lOCFRSO S5a , 

"Codes 6 Stds, " proposed rulemaking & proposed rev to Reg 
Guide 1 105 

BTELl-0, V Regional Operations S. Generic Requlrementi 03/10/14 
MATTSON. R J Office of Nuclear Reactor Regulation. Director 
JORDAN. E L Director's affice. Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety b 
Safeguards. Direc tor 2pp 22671 163 


0403280241 Questions requirements of Reg Guide 1-97 to insure 
Instrumentation to folloui course of ace ident. including 
severe accidents Qualification requirements do not Include 
anything beyond DBA 

CATTDN. I California. Unlv of. Los Angeles. CA CATTON. I. ACRB 
Advisory Committee on Reactor Bafegoardi 84/02/17 CAPUCCI. A J 
ACRS - Advisory Committee on Reactor Safeguards ip 22800 209 


8403280308 Summary of ACRS Subcommittee on Homan Factors 631130 
meeting si/Hes tlnghciu sv, BNL. Interlock Group 6 DOE in 
Hash 1 ng t on. DC re proposed revs to Reg Guides 1,149.1 8.1 134 
it 1 1 1 4 it proposed mod to lOCFRSO. App A 

* ACRS - Advisory Cbnmittee on Reactor Safeguards 84/02/24 
ACRS - Advisory Cammlttee on Reactor Safeguards 33pp 22008:007 


8403290002 Final response to FOIA request for four categories of 
documents. tests. stud lei k analyses referencing or pertaining 
to NUREG-0103. "STB for D&U PMR " App A documents end 
FELTON. J M Division of Rules and Records 84/01/13 MADDEN. T J. 
Kaye. Scholer. Flernian. Hays t> Handler 6pp 22816 127. 24X 

Fiche 50-000.84/01/13.8403290002 


— 8403290054 Notice of issuance b availability of all reg guides, 
including Reg Ouides 1 43 re stainless steel ueld cladding 
of low alloy steel components fc 1 44 re control fc use of 
sensitized stainless steel 

ROGERS. L Atomic Energy Commission - Directorate of Regulatory 
Standard* 73/05/18 3pp 22816 314 


— 8403290009 Discusses Reg Guide 1 45 re RCP0 leakage detection sys ti 
rept on leakage observed at plant in Germany. 

PORSE. L Atomic Energy Commission - Directorate of Regulatory 
standards 73/05/17 MURLEY. T E Atomic Energy Commission. Ip. 

22017 009 


B403290034 Discusses Reg Guide I 45. ISA draft Btd 967 03 li ANSI draft: 

Std N 41 81 Suggested items clarifying reg guide listed 

MCQUEEN, ri K Affiliation Not Assigned 79/07/S3 Atonic Energy 

Commission - Directorate of Regulatory Standards 15pp 

22817.039 


B403S90036 Discusses rev to Reg Guide 1 45 re RCP8 leekage detection 

PORSE. L NRC - No Detailed Affiliation Given 79/08/86. 

ANDERSON. H F NRC - No Detailed Affiliation Given 4pp. 

22617*054 

— -0403890040 Discusses Rev 1 to Reg Guide 1 45. "RCPB Leak Detection 
Sy< " Decision to revise reg guide not yet made. 
pORSEiL. Atomic Energy Commlielon - Directorate of Regulatory 
etandsTds 74/10/07 Atomic Energy Coamission - Directorate af 

Regulatory Standard. Ip 22816 302 


9403290055 Cosiments on Reg Guide I 45. RCPB leakage detection sys 

Editorial changes suggested 

KEELtY. O S- C-or*su«ers Power Co KEEL 115-73 73/07/10. Atomic 

Energy Commissiori !p 22810 237 
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— B403270089 Cominsrits on Reg Oultfe 1 49i "RCPD Leakage Detection 5ye " 
CaHb^ of leakage detection sys during ebutiioun eufficient 
Related Info end 

BALVATORl.R Meetlnghouee Electric Corp NS-RS-112 73/iH/ia 
MUNTZINOiL M Atomic Energy Commisalon ■" Directorate oP Regulatory 
Standard* Z3pp S281B SDB 


□403060323 Notification of CROR MeBtlng 58 on 840315 to. diecuss 
proposed NUREO-DB01« ''Evaluation Criteria for Detailed 
Control Room Design Revleu ■' Requests ofe directors limit 
attendance of staff at CRQR meetings 

STELLDi V Committee to Review Generic Requirements 64/03/02 
MATTSON) R J Office of Nuclear Reactor Regulation) Director 
JORDAN) E L Director's Office) Office of Inspection and Enforcement 
CUNNINOHAM)R E Office of Nuclear Natorial Safety (t 
Safeguards) Dlrectoi- )p 22513 335 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


6403050227 "Red i onuc 1 1 d a Release Under Specific LHH Accident 
Condition*! *' Vol 111. "Mark III Design " 

OIEBEKE.J A , CYDULSKIS. P , DENNINO. R S Battel le Memorial 
Initltute. Columbus Laboratories 64/02/29 Office of Nuclear 
Regulatory Reiearch. Director 106 pp 22526' 007 


6403050230 "Radionuclide Release Under Specific LHR Accident 
Condition*. “ Vol V. "PWR-Largo. Dry Contsinment (Surry 
Recalculations) ” 

OIEBEKE.J A > CVDULSKISiP i DEbNINO. R 8 Battel le Memorial 
Institute. Columbus Laboratories 84/01/12 □ffice of Nuclear 
Regulatory Research. Director 212pp 22502 ool 24X 

Fiche 50-200.64/01/12,8403050230 


B403050242 "Radionuclide Release Under Specific LWR Accident 
Conditions." Vol II, "BUR. Mark I Design " 

OIEBEKE.J A.. CYBULSKIB. P , DEfMIND. R S Battel le Memorial 
Institute. Columbus Laboratories. 84/02/2? Office of Nuclear 
Regulatory Research, Director 222pp 22503 07? 


8403120255 "Oeneric Study of Recycle of Contaminated Matls." monthly 
progress rapt for Jan 1964 

O'DONNELL. F R Oak Ridge National Laboratory FIN 0-0824. 

NRC—60— 10-01-05 64/02/15 6DL6ER0. D E Transportation l< Materials 

Risk Branch. 4pp. 22615 336 


6403120257 "Severe Accident Research Program." quarterly rept for Feb 
1964. 

e Battalia Memorial Institute. Columbus Laboratories 64/02/29 
NRC - No Detailed Affiliation Olven Slpp 22619 156 


8403150178 RIL-139 

Research Info Ltr 139 provides appraisal of U dloslde fuel 
DSldation phtnomeno b potential impacts on transportation of 
irradiated pouer reactor fuel assemblies Potential for 
occupational exposures during unloading major impact 
MINOOUE. R, B, Office of Nuclear Regulatory Research. Director 
64/03/05, 0AVI6. J, 0, Office of Nuclear liaterial Safety b 
Bafeguardii Director. 31pp. 22646 311 


6403270329 "FRAP-Tt Calculations for Inti Btd Program 14 " 

HAODNER.S. H . LAATB. E T EObO, Inc FIN A-6046 EOO-BAAM-6499 
63/12/31 NRC - No Detailed Affiliation Given 30pp. 227BB 333 


8403300120 Procedure "Cherntron Users Manusl " 

MILLER. C, H. Laurence Berkeley Laboratory FIN B-3D40 LBL-i615S 
83/03/31 Division Of Health. Siting b Waste Management ISOpp 
22622- 294 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


6312070358 Notification of CROR Meeting 51 on 631123 to revleu 
exemption from CROR review of Unresolved Bafety Issue A—i 
"Water Hammer" b proposed rev to Reg Guide 1 26. "QA Program 
Requirements (Design b Const) " 

BTELLD. V Committee to Review Generic Requirements B3/11/10 
MATTSON. R.J Office of Nuclear Reactor Regulation. Director 
JORDAN. E. L Director 'a Office. Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety b 
Safeguards. Director 2pp 22681 352 


640301010? Forwards revised CROR charter. Rev reflects Comtnlsslon 
directions contained in B40106 memo 

DIRCKB. W. J Office of the Executive Director for Operefelons 
64/02/24. PALLADINO, OILINSKV. ROBERTS Commissioners 16pp 
22436; 063 


640301032? Forwards Rev 1 to CROR charter dtd 640131. 

DIRCKB, W, J. Office of the Executive Director for Oparatione 
64/02/24. DENTON. H R , DAVIS. J 0 , DEYOUNG, R.C NRC - No Detailed 
Affiliation Olven. 3pp 29432’ 056 


— 8403010334 Rev 1 of CROR charter 

a Committee to Review Generic Requirements B4/D1/06. 14pp 
22432; 099. 


8403170003 Notifies of CRGR Meeting 45 on 03OB17 to discuss results 
of NRR study of electromagnetic pulse b propoeed exemptions 
from regulations In Implementation of Multl-piant Action 
D-IO (Unresolved Issue A-2) 

BTELLD, V Committee to Review Generic Requirements B3/O0/O4 
MATTSON, R J Division of Systems Integration (post 611009) 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post eSOlOOl CUNNINGHAM. R E Office of Nuclear Material 
Safety b Sa foguar d s. Dire c tor 3pp 22664 347 


8403190005 Notifies of CROR Meeting 4? on 631024 in Bethesda.MD to 
discuss proposed requirements for relnsp of BWR piping b 
repair of cracked piping 

STELLDi V Committee to Review Generic Requirements 63/10/19 
MATTSON, H J Office of Nuclear Reactor Regulation. Director 
JORDAN, E L Director's Office. Office of Inspection and Enforcement 
CUNKIINGHAM, R E. Office of Nuclear Material Safety b 
Safeguards. Director Hpp 22664 350 


8403190006 Submits mod to agenda for CROR Meeting 45 on 830817 In 
Dethesda.MD to discuss NUREG-0737. Supp 1 I control room 
design review b NRR study of electromagnetic pulse 
BTELLOi V Committee to Review Generic Requirements 63/08/15 
MATTSON. R J Division of Systems Integration (post 811005) 

JORDAN. E L Director's Office. Office of Inspection and Enforcement 
CUNNINOHAMj R E Office of Nuclear Material Safety b 
Safeguards. D1 rector 2pp 22664 361. 


840319000? Notifies of CRGR Meeting 5B on 640315 to discuss 
proposed NUREO-080t. "Evaluation Criteria for Detailed 
Control Room Design Review " 

BTELLD, V Commlttae to Review Generic Requirements 64/03/02 
MATTSON. R J Division of Systems Integration (post SHOOS) 

JORDAN, E L Director'* Office. Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety b 
Bafeguard*. Director Ip. 22665:352 


8403190DI2 Notifies that CROR Meeting 52 on 031209 in Dethesda.MD 
rescheduled for 831207 Mod to agenda discussed 
BTELLD. V Committee to Revleu Generic Requirement; 63/11/25 
MATTSON, R J Office of Nuclear Reactor Regulation, Director 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
CUNMINGHAMi R Office of Nuclear Material Safety b 
Gafeguard*. Director 9pp 22665 335 


640319001? Notifies of CRGR Meeting 56 on 640203 to discuss 
evaluation & conclusions re need for PORVs for C-E plant* 

BTELLO. V Committee to Review Generic Requirements 64/01/23 
MATTSON. R J Division of Systems Integration (post 611005) 

JORDAN, E L, Director's Offlca. Office of Inspection and Enforcement 
CUNKIINGHAM. R E Office of Nuclear Material Safety b 
Safeguards. Director. Ip , 22666 052 


8403190029 Notifies of CROR Meeting 57 on 840313 to discus* 
proposed NUREG-060i. "Evaluation Criteria for Detailed 
Control Room Design Review" b NUREQ-0B35, "Human Factor* 

Revleu Guidelines for Safety Parameter Display Bys ” 

BTELLO, V Committee to Review Oeneric Requirements 64/02/07 
MATTSON. R J Division of Systems Integration (post BttOOS) 

JORDAN. E L Director'* Office, Office of Inspection and Enforcement 
CUNKtlNGHAM. R E Office of Nuclear Material Safety b 
Safeguards, Director Ip. 22665.362 


8403190031 Not! fie* of CRGR Meeting 44 on 630802 In Dethesda.MD to 
discus* NUREO-0978, re behavior of 6WR Mark III containment b 
commission paper re integrated safety assessment program 
BTELLO. V Committee to Review Oeneric Requirements 63/07/22 
MATTBONiR J Division of System* Integration (post BllOOD) 

JORDAN. E L Director's Office. Office of Inspection end Enforcement 
CUNNINGHAM.R E Division of Fuel Cycle b Material Safety 2pp 
22666 il3 


8403190037 Nntifles of CROR Meeting 43 on 530727 In Dethesda.MD to 
discuss Unresolved Safety Issue A'-12 j "Steam Generator b 
Reactor Coolant Pump Support Toughness" b Generic Issue D-S6 
re diesel generator requirement* 

STELLO. U Committee to Review Oeneric Requirements 83/07/tB 
MATTSON. R J. Division of Systems Integration (post 811009) 

JORDAN. E L Director's Office. Office of Inspection and Enforce/nent 
CUNKONGHAMi R. E Division of Fuel Cycle b Material Safety 2pp 
22666 233 
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a^iosi^ooai NotlFle* at CROR MostiTig S'? on 8403Sa In Bethesda^MD to 
dlicust proposed r eso 1 utioii of Unresolved Safety Issue A-44 
re station blackout 6 Generic Issue iI-36 re diesel 
generator reliability 

STELLOiV Committee to Revieui Generic Re nu 1 r ement s B-i/03/iA. 
HATTSON. R J Office of Nuclear Reactor Regulation. Director 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety N 
Safeguards. D1 rector ip ?a&6*7 362 


8403190103 Notifies of CRGR Meeting 60 on B4041 1 to discuss 
activities of NRC Piping Revleui Committee & proposed 
resolution of Generic Issue A-30i "Adequacy of 
Safety-Related DC Power Supply " 

STELCD.V Committee to Review Generic Requirements B4/’03/14. 
MATTSON. R J Office of Nuclear Reactor Regulation. Director 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R E Office Df Nuclear Material Safety Si 
Safeguards. Director Spp S366? 310 


8403190146 Notifies of CRGR Meeting 47 on B30923 in Bethesda.MD to 
discuss proposed eiemptions to regulations In implementation 
of Multi-Plant Action D-10 (Unresolved Safety Issue A-2 1 Si 
Rev 2 to Reg Guide I 105 

STELLD. V Committee to Review Generic Requirements 03/09/19 
MATTSON. R J Office of Nuclear Reactor Regulation. Director 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety 6 
Sb feguards. Director 2pp 22666 359 


0403190176 Notifies of CflCR Meeting 48 on 831020 in Bethesda.MD to 
discuss eienption of Category 2 personnel from lOcrRSO, 9 Sb> 

"Codes >r Stdi." proposed rulemaking & proposed rev to Reg 
Guide 1 105 

STELLO. V Regional Operations li Generic Requirements 83/10/14 
MATTSON. R J Orrice of Nuclear Reactor Regulation. Director 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
CUNNIHGHAM.R E Office of Nuclear Material Safety b 
Safeguards. Director 2pp 22671 163 


8403190251 Submits agenda mods for CROP Meeting 95 on 840129 re 
proposed IE bulletin on OE HFA relays b NUREO-OBO] on 
criteria for detailed control roem design 

STCLLO. V Regional □perations b Generic Requirements 84/01/31 
HATTSON.fi J aPFlce of Nuclear Reactor Regulation. Director 
JORDAN. E L Director's affice. Office of Inspection and Enforcement 
CONMINOHAM.R E Office of Nuclear Material Safety b 
Sa f eguard E. Dir ec tor Ip 22672 270 


— 8403190296 Notifies of CRGR Meeting 55 On 840125 in Bethesda.MD to 
discuss draft IE bulletin. "Failure of GE Type KFA Relays in 
Use in Class IE Safety Sys. " NUREO-OBOl b NUfiEG-0035 
BTELLQ. V Regional Operations b Generic Requirements. 04/01/09 
MATTSON. R J Office uf Nuclear Reactor Regulation. Director 
JORDAN. EL Director's Office. Office of Inspection and 
Enforcement CUNNINGHAM. R E Office of Nuclear Material Safety b 
Safeguards. Director 2pp 22672 271 


8403190260 Notifies of CRGR Meeting 54 on 840116 in Bethesda.MD to 
discuss Rev 1 to Reg Guide 1 89. "Environ Qualification of 
Electric Equipment Important to Safety for Nuclear Power 
Planti, " 

STECLO.V Regional Qperatlons b Generic Requirements lEB-79-Oia 
83/12/27 MATTSON. R J Office Of Nuclear Reactor Regulation. 

Director JORDAN. E L Director's Office. Office of Inspection and 

Enforcement CUNNINGHAM. H E Office of Nuclear Material Safety b 
Safeguard 5. Dir ector Ip 22672 OSB 


8403190266 Forwards proposed rev to 10CFfi72i "Licensing Requirements 
for Storage of Spent Fuel in ISFSl." For review. comment b 
recommendatloiis CAG should participate In review for 
listed items H/o end 

SNIEZEK.J' H Regional Operations b Generic Requirements 84/01/12 
TRINER.E G Division of Budget b Analysis Ip 22672 225 


0403190372 Notifies of CRGR Meeting 53 on 840111 in QethesdaiHD to 
discuss revs to IDCFRSl b 73 b Reg Guide I 105 re instrument 
setpoints for safety-related sys 

STELLQi V Regional Operations b Generic Requirements B3/12/t9 
MATTSON. R J Office of Nuclear Reactor Regulation. Director 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM.R E Office of Nuclear Material Safety b 
Safeguard s. Dir ec tor 2pp 22675 218 


SECV PDSITION PAPERS BEFORE THE COMMISSION 


8402220050 SECY-B4-067 

Provides Commission w/draft preliminary document to focus on 
whether to grant or withhold concurrence in DOE general 
guidelines for recommendations of sites for nuclear waste 
repost toriei 

DIRCKS. U, J Office of the Esecuttve Director for Operations 
84/02/09 45pp 22646. 1B3 


8403010279 Responds to FOIA request for 6ECy-B3-28Q to be placed in 
PDR Forwards BECY-83-2B8 Documenli also available in PDR 
FELTON. J M Division of Rules and Records 83/12/16 PEDRO. J NUS 
Corp Ip 22449 130 


— 8403010203 Comments on 8ECY-B3-2GB re proposed rule on pressurlied 
thermal shock Proposed rule should address CP applicants in 
addition to OL applicants b operating reactors Schedule for 
preparation of plant-specific safety analyses acceptable 
ZERBE. J E Office of Policy Evaluations B3/0B/0t PALLAOINO. 
0ILJN5KY. RDDERTS Commissioners 4pp 22449 222 


8403010451 SECY-B3-034 

Informs Commission of problems w/smergency diesel generatore 
mfg by Transamerica Delaval. Inc 

DIRCKStW J Office of the Executive Director for Operations 
B4/01/25 4pp 22430 347 24X Flche 50-000.04/01/25.8403010491. 


B40302006B Responds to appeal re denial of FOIA raquest for 
SECY-B3-454 Forwards document Info partially withheld 
(ref FOIA Exemption 5), 

CHILKi S J Office of the Secretary of the Commission S4/02/19 
BEEGAL. J Union of Concerned Scientists 2pp 2249S. 009 


— B403OH0094 6ECY-B3-494 

Approves release of substantive info in Chairmans logs, 
calendars b notes. per UC8 request Info deleted b withheld, 
FITZGERALD.J A Office of the General Counsel B3/11/04 2pp. 
22495 Dll 


8403060469 Responds to appeal re denial of FOIA raquest for 8ECY-B2— 
340 Document placed In PDR 

FELTON. J M Division of Rules and Records S4/02/17 HICKEY. J P. 
Bhau. Pittman. Potts b Trowbridge Ip 22552 056 


—820920036^ SEC 9-02-340 

Informs of procedures to process board notifications 
involving allegations which may fall within investigative 
purview of Ofe of Investigations 

OIRCKS. Ul J Office of the Executive Director for Operations 
S2/OB/17 7pp 22552 057 


B4O3O0OO41 BeCY-84-095 

Requests Commission review of proposed Issuance of License 
XU”B5B6i approving export of natural 0 to EURATON eountriee. 
tu Oraunhohle Transport UBA 

DIRCKB, H J Office Of the Executive Director for Operations 
84/02/24 I5pp 22984 099 


0403080436 SECY-84-067A 

Provides update to preliminary draft document re DOE general 
guidelines for recommendation of sites for nuclear wasta 
repositories, dtd BSlllB.to assist Commission In deciding 
whether to grant or withhold concurrence 

DIRCK9. U J Office of the Executive Director for Operations 
04/02/22 49pp 22646 134 


8403090006 Further response to FOIA request for all 1982 SECY papars to 
be made available SECY-B2-37 b SECY-e2-37A placed in PDR 
FELTDN. J M Division of Rules and Records 84/02/22 UEIBS.E.R, 
Union of Concerned Scientists Ip 22591 218 


— 8203050065 BECY-82-037 

Informs of receipt of Executive Branch final draft rept 
to Ccngrcis per Section 601 of Nuclear Non-prolif eration 
Act of 1970 Rept generally accurate No areas warrant 
formal NRC Lomment 

DIRCKS, W J Office of the Executive Director for Operations 
02/01/29 lOOpp 22591 220 


— 8204160230 6ECY-82-037A 

Informs Commission of receipt of final version of rept to 
congress re Section 601 of Nuclear Nonprol if eration Act 
DIRCKS. M J Office of the Executive Otrictor for Operations. 
02/03/29 64pp 22591 317 


8403090017 Responds to FOIA request for 8ECV-B3-445 to be placed in 
PDR Forwards SECV-a3-445 Document also in PDR 

FEL10N. J M Division of Rules and Records 84/02/28 BUCKLES. R. 
NUS Corp Ip 22592 312 


— 0403090019 BECY-B3-44S 

Responds to Commission request for human factors program 
plan quarterly repts cited in Chilk 830216 staff 
requiriments memo 

DIRCKS. W J Office of the Executive Director for Operations 
03/10/28 16pp. 22592 313 
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8403140244 Board Notlf iCBtloti 04-066 forwsrdi SECy-B4-104 rt NRC imp 
of Nuclfar 8vci Corp audit of Pullman Pauer Product* at 
■ Itc, includlns draft IE Inap Rapt 90-279/03-37 b e4022<? 
final rapt 

EieENHUT. D 0 01 vl lion of Licanslng OL 84/03/20 BOCK. J H . 

HDORE. T 0 . JOHNSON. U R Atomic Safaty and Lleanaing Appeal Panel 
3pp. 22947 070 24X Ftcha S0-27S. 84/03/38. 8403140244 


— 8403200301 Provldei info to Coimtl aaloner* re c Ircumitancea aorroundlng 
docufliantatlon of NRC inap of 1977 Nucltar Svca Corp audit 
of Pullman Pouar Product* Co 

DIRCK8. M J Office of the Executive Director for Operations 
84/03/02 124PP 22947 073 24X Flcha 90-279.84/03/20. 

0403 140244 


STATE PROO STATE PROORAHB 


S4O3O7OO07 State of KO nuclear accident plan 

• nieBOurt. state of 03/09/31 400pp 23940 070 24X 

Flche 50-403.83/09/31.8403070007 


0403000016 Further reaponae to FQIA requeit for llata b records re 
Co-60 licensees Foruiarda App A documents, per Item 3 of 
request Portions of Documents 2 through 9 of App B deleted 
(ref FOIA Exemptlona 6 b 7) 

FELTON. J M Division oP Rules and Records 84/01/11 COUIE. 0 J 
Doucti Hollouag. Klernan b Caseg 9pp 22976 294 


•8403080170 PNA-81-006 on 61 0714. Lou 1 al ana Nuclear Energy Oiv notified 
NRC of radiography Incident occurring on barge located less 
than 3 milea offahore Barge captain & radiographer exposed 
to 11 Ci Ca-60 Medical attention obtained. 

DDDA. R J Region 4. Dallas. Office of the Director (81/03/01) 
81/07/21 2pp. 22977 130 


8402230176 Forwards revised State of CA nuclear power plant emergency 
response plan 

HE0FORD. M D Southern California Edison Co 84/02/16 
EI8ENHUT.0 0 Division of Licensing 303pp 22393 001 24X 

Flche* 90-000. 04/02/16. 8402230176 


0403090060 Further reaponso to FQIA request for documents re Lixi.Inc. 
Liiiscope of Amer Ic a. Inc b 8A Huber Consultants. Inc Foruards 
App B documents Docutnents also available In PDR 

FELTON. J M Division of Rules and Records 84/01/17 CAULK. 0 H 
Radiation Service Organiia t ion. 2pp 22384.001 


— 8403020117 Revised State of CA nuclear poiuer plant emergency response 
plan. 

* California. State of 83/04/30 2901pp 22393 003 24X 

Flche 90-000.84/02/16.8402230176 


8403020174 Notifies of upcoming meetings List will be updated uaekly 
TAYLOR. T. J Environmental Protection Agancy 84/02/17 HILLER. H 
NRC - No Datalled Affiliation Olven tp 22491 090 


8403020206 Requosts list of waite mgt documents from 831014 to present 
re Nevada Test Site project b info concerning process by 
which future documents can be received 

JOHNSON. C A Nevada. State of. 84/02/03 RUSSELL. C F Division of 
Haste Management. 27pp 22494 333 


B403D20332 Foruarde K Bhealy 030210 Hr containing State of SC comments 
on Chem-Nuclear topical rept. "Polyethulene High Integrity 
Containers “ 

NUBSDAUMER.D A Assistant Dlractor for Btate Agraements Programs 
84/02/16. HIOOINBOTHAM. L Low-Levil Masta b Uranium Recovery 
Projects Branch. Ip 22492.238 


— 0403020339 Comments on Chem-Nuclear topical rept. "Polyethylene High 
Integrity Containers." per NRC 831227 b 840123 requests. 

Container acceptable for uee at Barnwell site. 

BHEALY. H 0. South Carolina. State of 84/02/10 NUBSHAUMER.D A 

Aielstant Director for State Agreements Progrems 2pp 22492 239 


8403090109 Forwards responses to technical comments from NRC review of 
State of NM U licensing progrem. per 831216 Hr Addl 
personnel unavailable for U Itcinslng b licensing b 
registration sections due to budgetary restrictions 
BUHL.T New Mexico. State of 84/02/19. COLLINS. J T. Region 4. 
Office of Director 14pp 22488 045 


8403090196 Requests to be notified if HO Bell will continue to be state 
liaison officer or If new liaison offiesr will be appointed 
PALLADINO.N J Commissioners. 84/02/22 '‘'lAlN.H.A Mississippi. 
State of 2pp >22928* 189 


— 8403080119 Forwards. to Agreement States. proposed rule establishing na 
category to Group VI of 10CFR33 lOO for 1-129 as sealed 
source In portable device for bone Imaging b foreign body 
detection Change permits use of Li xlscope. U/o end 
NUBSBAUHERj D A Assistant Director For State Agreements Programs 
B3/04/O7 Affiliation Not Assigned ip. 22964 0J4. 


— 8403080128 Forwards, to Agreement States. Ifcr to Llxl re demonstration 
Industrial training in use of Llxlseope device Ltr requests 
clarifying info.ncit final licensing action. H/o encl 
NUSgnAUMERj D A Assistant Director for State Agreements Programs 
83/06/20 Affiliation Not Assigned ip. 22984019 


— 8403080130 Forwards NHSS policy to Agreemant Statai re licensing hums 
use of Lixiscope b bone matl ana ly ter. Byproduct matl 
autharliad for hutnam uss by nonph ysle tans (podiatrists (< 
dentl sis) 

NUSSBAUMERj D A Assistant Director for State Agreements Program* 
83/11/10 Affiliation Not Assigned ip 22904 016 


— 840308D181 Requests Info re Llxlseope licensing concerning number of 
hours b which topics to be covered In training of physicians 
not meeting Group VI erttoria 

NUSSItAUMER. D A Assistant Director for State Agreements Programs 
83/09/09 MILLER. V L Division of Fuel Cycle & Material Safety 
Ip 22984 060 


— 8403080090 Ac » 
agreement 
BOLLING. L A 
SAVINl. R J. 


receipt of 830222 ltr re State of NV reciprocity 


Office of State Programs. Director 83/03/03 
LIXt. Inc Ip 22984:013. 


B40312D24B Rispnnds to request for technical assistance In evaluating 
Nuclear Pac kag ing. Inc FLSO high integrity container (HICl. 

HIC design can be approved for continued us* provided vendor 
submits further info. 

NU80BAUMER.D. Assistant Director for State Agreements Program* 
84/02/29 STRONG. T R. Hashlngton. atate of. Dept of Social b 
Health Services 3pp 22618 359. 


8403090362 Forwards responses to 831 lOB qusstlons for inclusion in 
record of 830906 hearing re Southeast Interstate Leu Level 
Redwast* Mgt Compact 

PALLADINO. N. J Commissioners. 84/02/08. THURMOND. 8 Senate. 
Judiciary 16pp 22919 267. 


840309037? Request* to be notified if RL aanderi will continue as state 
liaison offiesr or if niw liaison will be appointed. 

PALLADINO.N J Commissioners. 84/02/82 COLLINS, M L. Kentucky. 
Commonwealth of.. 2pp 22927.256. 


8403150125 Discusses IE Insp on B3I220-2i b forwards notice of 
violation 

MARTIN. T T Division of Englreerlnj b Technical Programs 04/02/28. 

EISENBUD. M. New York Univ Medical Cenbar. New York. NV 8pp. 
22640*317 24X Flche 50-380.84/02/28,8403190185 


— 8403190132 Notice of violation from tnsp on 831220-21. Violation noted 
9.8 mCl Ce— 144 source transported to b possessed at facility 
not authorlxed by specific or general license 

a Region t. Qffice of Director. 04/02/26 ip. 82640 319 24X 

Flche 90-320.64/02/28.8403190129 


8403070089 Notification of grant exicutton, Mod 2. to " Invastlgation of 
Recent Crustal Movement* In Stats of ME." Orarttes* atate of 
ME. 

UMBEL. D. Tschnlcal Assistance Contracts Branch FIN 0-1041. 
NRC-0-04-a2-0D9. 64/02/27. BATSON. H. Office of Nuclear Regulatory 

Rasearch. Director, SCHMITT. T NRC - No Detailed Affiliation Given. 
Ip. 22963 194 


— 8403070032 Mod 2. providing addl funding, to "Investigation of Recant 
Crustal MoVemints In State of ME " 

ANDERSON, R B , ANDERSON. W. A Maine, State of. MORTON. K V 
Technical Assistance Contract* Branch. FIN 0-1041 
NRC-0-04-B2-009 84/02/27 Ip. 22963. 199, 


8403190221 Forwards study of soli samples collectsd during drilling 
of well located 100 ft south of Beatty site Requests any 
comments on study be submitted to State of NV 

NU88BAUMER. D A Assistant Director for State Agresminte Programs 
84/03/07 HIOOINBOTHAM, L Law Level Haste Licensing Branch Ip 
22648, 267. 


— 8403150222 Forwarde study made an soil samples collectsd during i 
drilling of well 100 ft south of Beatty site. According to 
data. sorption of selected ion* decreases below 290 ft. 

VADEN. J. Nevada. State of. 04/02/21. NUBBBAUMER, D A. Assistant 
Director for State Agreements Prograots Ip 22646 288 
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B4031900&S Forwards Btat» of NC *< Chatham) Marne t ti Lee tt Wato Counties 
emergency response plan Plan foruarded to ASLAB for use in 
hearings bg separate Itr dtd 04D220 

KCOUFFIE.K A Carolina Pouier & Light Co NLS-B4-104 84/03/12 

DENTCMi H R Office of Nuclear Reactor Regulation^ Director ip 
22663 130 24X Fiche 60-400) 84/03/ 12. 04031 9006S 


— agOSl^OOb? Emergency response plan 

» North Carolina. State df 04/02/29 494pp 22663 131 24X 

Fiche 80-4BO. B4/03/ia, B40319006S 


8403190420 Reviews responses to MRC comments on high integrity 
container design for TMI EPICOR-II prefilter uastes Approval 
of design r ecomitiend ed follouing resolution of listed 
c omments 

NUSSBAUHER) D A Assistant Director for State Agreements Programs 
B4/02/01 KIRNER) N Mashlngton. State of 2pp 22681.342 


8403190447 Forwards trip ropt of B40130-0203 visit to Oolden it Fort 
CoIIlnS) CO to attend NRC Agreement States tnee 1 1 ng> quart erl y 
meeting of UMTHAF participants h sisth symposium on mgt of 
if tailings, low level waste tc hazardous waste 

MEOER.M F Oeotechnlcal Branch (Post BSlOOl) 84/02/16 KNAPP. K R 
Oeotechnical Branch (Post 831001) 60pp 2267?-2?7 


8403210133 PN0-Il-e4-023 on 840312. State of 3C advised of possible 
overeeposure of radiographer 8 i assistant radiographer 
Caused by assistant radlographar performing duties as 
radiographer Exposures of 6.000 to 10.000 rem possible 
TnOJANDWSHI, R , WOODRUFF. R L Region 2, Office of Oirector. 
B4/03/i6 2pp 22707 236 


B40323002S Comments on petition for rulemallng re DDE guidelines for 
recommendation of sites for nuclear waste repositories 
Concurs u/seven points in preliminary decision 

FRISHHAN. S Texas. State of 49FR9650 004 84/03/19 CH1LK.8 J 

Office of the Secretary of the Commission Ip 22728:349. 


0403230188 List of State of WA Dept of Ecology high level nuclear waste 
mgt legislative proposals.as of B403D2 

* Washington, State of 00695 84/03/02 2pp 22759 119 


0403230190 NUfieO-1013 

STATE SURVEILLANCE OF RADIOACTIVE MATERIAL TRANSPORTATION 
Final Report 

SALOMON. 8 N Office of State Programs. Director 84/02/29 72pp 
Available at NRC C4 50 22759 04B 


B4032302SO Summary of State of I4A High Level Nuclear Waste Advisory 
Council B40120 meeting u/llsted attendees re forthcomlns 
public info program w/Bfe of High Level Nuclear Waste Hg t 
« Washington. State of 00686 84/01/20 Washington. State of, 

36pp 22739 327 


B4D32602O3 Advises that proposed license amend re spent fuel storage 
expansion submitted on 840314 rorwarded to state designee 
far State of FL. in accordance w/ tOCFRSO 91 < h ) ( 1 > 

WILLIAMS, J W Florida Power L Light Co L-a4~74 84/03/16 

EISENHUT.D 0 Division of Licensing tp 22756 209 24X 

Fiche: 90-250, 84/03/16,0403260203 


8403260280 NURE0/IlR~OO29 VtO N2 

INFORMATION REPORT ON STATE LEOISLATIDN 

LANDAU, <1 Office of State Programs, Director 84/03/10 9pp 
22761 307 


8403270286 Notification of contract eiscution, Hod 1, to "Radiation 
Monitoring Program Requirements " Contractor State of ME. 

UMBEL, O Technical Assistance Contracts Branch FIN B-8357. 
NRC-2a-83-603 B4/03/07 MCOSCAR, J Office of Resource Managemtnt, 

Director KOTTAN, J NRC - No Detailed Affiliation Given Ip 
22769.262 


— B403270290 Mod i, providing funds for CVB4 & changing B(,R number b NRC 
authorized repra lentat 1 vc, to "Radiation Monitoring Program 
Requirements " 

e Maine, State of BHITM.P A Division of Contracts FIN 
0-B387 NRC-2a~S3-603 84/03/07 Ip 22789 293. 


B4032B0221 Requests reiponsa to author 840201 Itr re sources of funding 
in 1984 for cleenup of facility Sve list end 

SALTZHAN, 3 Assistant Director for State St Licensee Peletions 
B4/03/I2 ORANAH, U 0 General Public Utilities — QPU Service Corp 
2pp 22789.344 24 X Fiche 50-320,84/03/12,8403280221 


8403260254 Forwards draft Itr incorporating conclusions fc 
recommendation re technical assistance to State Of WA on 
NUPAC high Integrity container design Addl info required re 
corrosion performance of F295 welds it pitting corrosion 
HIGGINBOTHAM, L Low-Level Waste ti Uranium Recovery Projects Branch 
04/02/16. NUSSflAUMERiD Assistant Director for State Agreements 
Programs 7pp 22800 1B2 


8403290316 Comments on petition for rulemaking re DDE general 
guidelines for recommendation of sites for nuclear waste 
repositories NRC concurrence decision offers some 
improvement to DOE guidelines 

KALITQWSKI, T Minnesota, State of 49FR9690 006 84/03/20. 

PALLADINOiN S Commissioners 3pp 22802 062 


S4033001I2 PNa-lI-84-024 on B40326, State of TN informed Region II that 
state 1 Icensee, Ouadrex Co, suspected as source of sewer line 
contaminetl on detected by DDE State investigation underway. 
TROVANBUSKI , R Region 2, Office of Director. 84/03/27 Ip 
22021 230 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8309190492 Forwards technical review rapt on undetectable failure In 
Westinghouee solid-etate protection eys, 

CHlRAMALi M Reactor Dperatione Analysis Branch. AE0D/T30B. 
33/04/20 SEYFRIT.K V Reactor Operations Analysis Branch Ip 
22709 285 


— B305190497 AE0D/T30B 

"Undetectable Failure in Westinghouse Solid State Protection 
Sys <S5PS>, " technical review rapt 

CHIRAHAL, M Reactor Operations Analysis Branch, 83/04/20. 6 pp 
22789 2B6. 


B401120625 Forwards nonpropri etary version of topical rapt," 

"Title 10CFR61, Waste Form Certlf Icetton - Cement." 

BTAEHR, J P J PQPPE, L K Chem-Nucleer Systems, Inc, S3/11/30. 
JOHNSON, T NRC - No Detailed Affiliation Given. Ip, 21603* ill 


—B401 120650 CN3I-WF-C-01~NP 

Nonpropri etary version of "Title IOCFR 6 I 1 Waste Form 
Certification - Cement, " 

« Chem-Nuclear Systems, Inc 83/11/30 109pp 21803*113 


8401 130363 Comments on proposed new SRP 5 3 4 re fracture toughness of 
steam generator it reactor coolant supports No addl 
regulatory guidance necessary 

CAHN, A L Bechtel Corp, 84/01/09 DENTtm. H R Office of Nuclear 
Reactor Regulation, Director 2 pp 21799 360, 


8401190219 Notification of rescheduled 840130 meeting u/Westlnghouse in 
Dethesda.MD to discuss nine topical repts to ba published in 
CY84 re BWR fuel reloads Meeting originally scheduled on 
B40113 

MORAN, D H Standardl latlon I, Special Projects Branch. 83/12/22, 
THOMAS. C □ Standerdlsetion b Special Projects Branch. Ip 
21870*228 


6402090020 Board Notification 84-044. forwards Part 21 rapt re 
Transernsrica Delaval.lnc turbocharger thrust bearing 
lubrication defect resulting in englns nonavailability, 
EieENHUT, D O, Division of Licensing 84/02/29. PALLADIND 
Commissioners 4pp. 22541 263 24X Fiche* SO-000, 84/02/29, 

8402090020 


B4D2090D21 Board Notification 84-039* d iscusses NRC 840210 b 16 meetings 
w/Transamirlca Delaval, Inc Emergency Diesel Generators 
Owners Group Meeting scheduled on 840308 for flnaliiatlon of 
generic program plan prior to hnc review. 

EIBENHUT.D O Division of Licensing. 84/02/28 PALLADIND 
Commisslonsrs Spp 22546,003 24X Fiche ! 90-000, 84/02/28, 

8402090021 


8402090033 Board Notification 84— 047: forwards Transamerica Delaval.lnc 
Owners Group piston skirt rept b task descriptions 
EISENHUT.D O Division of Licensing. 84/03/07 PALLADINO 
Commissioners 4pp. 22674,221, 24X Fiche: 90-000, 84/03/07, 

8402090033, 


8402090039 Board Notification 84-093 forwards "Emergency Dleeel 
Generetor Component Tracking Sys," facility component data 
base for design review b quality revalldetlon effort of 
Trensemsrica Delaval Owners Group program plan. 

EISENHUTiD O Division Of Licensing. 84/03/12 PM.LADINO, 
OILlNSKYi ROBERTS Commissioners, 4pp, 67218*079. 24X 

Fiche: 50-322, 84/03/12,8402090039 


— 8403190389 "Emergency Diesel Generator Component Tracking Bys " 
* TDt (Transamerica Delaval, Inc > Owners Group, 84/02/29, 
9 t 5 pp 22673*322. 24X Fiche; 90-322, 84/03/12, 8402090039. 


8402090038 Board Notification 64-091' forwards "Trantamarl ea Delavel, Inc 
(TDD Diesel Generators Owners Group Program Plan." 

EISENHUT.D 0 Division of Licensing. 84/03/12 PALLADINO 
Commissioners 9pp 22688,214 24X Fiche 90-000,84/03/12, 
8402090038 
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■“"0403200143 "Tranft^mB r i ca Oalaval (TDI) DieBol Oanaratora Ouners Group 
Proaram Plan " 

* TDI (TransamBMca Delavali Inc ) Omners Croup 84/03/13 
a61pp 231>0e 219 a4X FUhe 50-332. 84/03/12< 0402090038 


0402090039 Board Notification 84-052 foruards maatlna sumcnar lap 
containing trantcripti of 840310 b 16 meetings betuieen NRC b 
Transamer lea Oelaval, Inc ITDl ) Ounere Oroup Distribution 
list end 

EIBENHUT. D 0 Division of Licensing 04/03/12 P«.LAOINO 
Commissioners 3pp 22700 001 24X Ficho 50-000.84/03/12, 

8402090039 


—8403060536 Forwards summarg of 840210 meeting w/Traniamerlca Delaval. 
Inc Owners Croup in Bethesda.ND re probloms u/smergeneg 
diesel generators 

CARUSO. R Licensing Branch 2 84/02/27 O 'REILLY. J. P NBC - No 

Detailed Affiliation Olven 6pp 22708 006 24X « 

Ficho 50-000.84/03/13.8402090039 


—0403060854 Transcript of 840210 meeting w/Transatnerica Delaval. Inc 
Owners Oroup in Bethesda.HD re problems u/emergeney diesel 
generators 

» NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 008 24X Fleho- 50-000. 84/03/12. 8402090039 


—8403070409 Summary of 840216 meeting w/TransamBrlea Delaval. Inc Owners 
Oroup In Hading Filver.NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript b 
attendance list end 

miller. M A Licensing Branch 4 04/02/27 Licensing Branch 4 

Bpp 2270B- 161 24X Flche 50-000. 84/03/12, 8402090039 


—8403070423 Transcript of 040216 conference in Hading Rtver.NY re 
Transamerlca Delaval. Inc diesel generators Pp 1-82 
« Commissioners 84/02/16 64pp 22708 169 24X 

Flche. 50-000, 84/03/12. 8402090039 


8402100259 Forwards proprietary "Probability of Missile Ceneration In 
OE Nuclear Turbines." per B30428 commitment Rspt will be 
presented at 840207 meeting in Bethesda.MO Affidavit end 
Rept withheld (ref 10CFR2, 790) 

TIMO. D P Osnerat Electric Co 84/02/06 IPPOUITO, T A Operating 
Reactors Branch 3 9pp 22181 266 


0403010105 Summary of 820209 meeting u/Hestlnghouse b Hes t Inghouse 
Owners Oroup re gentrlc emergency operating procedure 
technical guidelines Viewgraphs end 

CLAYTON. H B Procedures b Systems Review Branch 82/02/24 

ZIEMANN. b L. Procedures b Systems Rtvlew Branch 36pp 22479 301 


0403010115 Forwards revs to organitatlon for OA dept. ref 1 act ing Hated 
changes 

KELLY. R 0 Stone be Hebster Engineering Corp 84/02/10 POTAPOVS. U 
Vendor Program Branch. 6pp 22436 032 


8403010207 Forwards '"Investigation of Types AF & AE Piston Skirts.'' per 
Transamtrlca Dslaval.Inc Owners Oroup program conunitmsnts 
Rspt evaluates cracks In AF piston skirts In Shoreham b 
Orand Oulf Nuclear Power Stations 

MU8ELER. H U TOl (Transamerlca Delaval, Inc i Owners Oroup IDt-2 
84/02/27, DENTON, H R Office of Nuclear Reactor Regulation. 
Director. 3pp 22434* 090. 24X Flche. 50-000. 84/02/27, 8403010207 


—8403010446 FAAA-a4'-2-14 

'•Investigation of Types AF b AE Piston Skirts '' 

» Failure Analysis Associates, FME-R-6/7396 84/02/27. 03pp. 

22434*093 24X Flche: 50-000. 84/02/27, 8403010207, 


8403010218 Forwards task descriptions for 16 known problems re 
Transamsrlca Delaval. Ine emergency diesel generators, 

MU8ELER.W 3 TDI (Transamerlca Delaval, Inc > Owners Oroup TDI-1 
84/02/28. DENTON, H R Office of Nuclear Raactor Regulation. 
Director 42pp. 22435,177 24X Flche. 50-000, 84/02/28, 8403010218 


8403010306 Application for amtnd to Licenses DPR -33, DPR -52 b DPR-6er 
changing Tech Specs to lower Oroup 1 isolation setpoint for 
reactor lower water level H/proprl etary NEDE-30012, " ,.MStv 
Hater Level ..." Rept withheld (ref 10CFR2 790) 

MILL8.L M. ■ Tannessee Valley Authority. TVA BFNP T8 196. 84/02/22 

DENTON. N R Office of Nuclear Reactor Regulation. Director, 3pp 
82433*042 24X Flche 50-259,84/02/22,8403010306. 


840301 0451 BECY-B3-034 

Informs Commission of problems w/emtrgency diessl generators 
mfg by Transamerlca Delaval. Inc. 

DIRCK8. H. J. Office of tht Executive Director for Operations 
84/01/25, 4pp 23438:347. 24X Flche, SO-OOD. 84/01/25. 8403010451. 


8403020195 Forwards addl Info to complete review of Topical Rept 
VEP-FRD-4i, "VEPCO Reactor Sys Transient Analysis Using 
RETRAN Computer Code." In response to NRC 19B2 Informal 
request 

STEWART. H L Virginia Electric b Power Co 060 04/02/27 

DENTON. H R Office of Nuclear Reactor Regulatkon. Director 16pp 
22413257 24X Flche 50-000,84/02/27.8403020195 


8403020226 Requests that CROR Consider merits of NRC position re 
containment Isolation requirements far post-LOCA hydrogen 
recombiner lines, per 830900 appeal meeting NRC position 
extends beyond clarification of intent of SRP 624 
KELHIO.D R DUR Owners Group BHRa0-B403 84/02/27 DBNTON.HR 
Office of Nuclear Reactor Regulation, Director 2pp 22439215 


8403020275 Responds to reliability survey questions re diesel generator 
startup b. operation Responses to NRC request for addl info 
re Transamerlca Delaval emergency diesel generators will be 
submitted by 840801 

MEDFORD. M 0 Southern California Edison Co B4/0’2/29 
CRUTCHFIELD, D Operating Reactors Branch 5 3pp 22440.074 24X 

Ficho 50-206,84/02/29,8403020275 


6403020406 Advises that draft "Final Rept on Dlv I b II Transamerlca 
Delaval. Inc Diesel Generators/'* forwarded to NRC on 840216 
will be submitted In final form on 840231 

HOUSTON. M D Licensing Branch 2 84/02/21. Licensing Branch 2 

3pp 22492 104 24X Flche 50-416,84/02/21.8403020406 


— 8403020410 Draft "Final Rept on Dlv I b II Transamerlca Dalaval. Ine 
Dlese 1 Generators ■' 

» Mississippi Power b Light Co 84/02/15 74pp 22492 107 24X 

Flche 50-416,84/02/21.8403020406 


8403050098 Forwards "Rept on Task 05080. Pressuri xer Relief Valve 
Discharge Piping Oual 1 f le atlon for Calvert Cliffs. Unit 2."' 
per THl Item II D 1 

LUNDVALt.AE Baltimore Gas b Electric Co 84/02/29 HILLER. JR. 
Dperating Reactors Draneh 3 3pp 224B4 167 24X 

Flche 50-318.04/02/29,8403050098 


-*“8403050103 CEN-24BIB> R02 

Rev 2 to "PresBwrlier Bafety Valve Operability Rept " 
e Combustion Engineering. Ine 84/01/31 SOpp 224B4 332 24X 

Flche 50-318.84/02/29.8403030098 


B4030S0215 Notifies of fee due for review of NEDD-24934. “Emergency 
Procedure Guidelines Rept, Rev 2 “ 

KILLER. H □ License Fee Management Branch CL-B3-03 84/02/22 

QUIRK.J F. General Electric Co Ip 22538 143 


8403050222 Informs of fee doe for review of 811130 Mestlnghouse Owners 
Oroup emergency response guidelines rept. 

MILLER. W 0 License Fee Management Branch 84/02/22 RAHE.E P 
Hestlnghouse Electric Corp Ip 22537 361 


B4030S0225 Advises of fee due for review of CEN-iS2. "C-E Emergency 
Procedure Ouldellnes Rept " 

MILLER. H 0 License Fes Management Branch 84/02/22 SCHERER, A E 
Cambustlon Engineering. Inc Ip 22527 360 


0403060011 Informs that NRR completed review of QbH Owners Oroup rept 
on emergency procedures b response guidelines Dlv of Finance 
b Accounting will forward bill 

MILLER. W O License Fee Management Branch 04/02/22 TAYLOR, J H 
Babcock b Wilcox Co Ip 22528 353 


8403060167 Advises that NURE0-O737i Ac t ion Items II K 3 30 b II K. 3 31 
considered compl ete. based on 840104 telcon between NRC b OE 
Licensee need only identify to NRC ref on docket to OE 
Topical Rept NE0O-SO566 or NEDD-20S66P 

ZIMHERMAN.S, R. Cerollna Power b Light Co NLS-B4-096 04/02/29 

VASSALLO.D B Operating Reactors Branch 2 2pp 22510.334 24X 

FUhe, 50-324. 84/02/29.8403060167 


8403060174 Confirms CASE BA program Insp at Ariiona Public Sve Co in 
Phoenix. AZ b Aerojet Mfg Co in Bacramento. CA on 830305-07 b 
08-09. respsetively. per 840216 telcon 

P0TAPOV9, U Vendor Program Branch. 84/02/29 MARSH. R N Florida 
Power b Light Co Lp. 22518:344 


8403060325 Forwards HCAP-10433, "Determination of Copper Content of 
Longitudinal Held 9eams in Intermediate Shell Region of 
Kaddam Nack Reactor Vessel." conflrinlng past estimates of 
c op per content b through-wall distribution 

eoUNSIL.H 0, Connecticut Yankee Atomic Power Co 811040 84/02/17 

CRUTCHFIELD. D Operating Reactors Branch 5. Ip 22513*320. a4X 
Fiehe, 50-213. 84/02/ i7, 8403060325 
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— B4030&0326 WCAP-»0433 

“Detcrniinati on of Copper Content of Longitudinal Held Soams 
in Intermediate Shell Region of Hsdda<n Neck Reactor Veesel ~ 
DQOeSjR B • YANICHKO. B E H*stlnghou>e Electric Corp. 83/11/30 
llpp 2291 S 331 34X FI Che 90-213.84/03/17. 8403060339 


B40306033S Advl«»s of problem compromising integrity of design revleu/ 
■tuallty revalldation of emergency dipsel generators mfg by 
Transamerlca Delavali tnc Util involvement in review 
represents conflict of interest 

DROHN.H.H Kirkpatrick. Lockhert. Hill. Chr 1 stopher & Pb 1 1 1 Ip s 
BRDHN.H H Buffolk County. NY 84/03/01 DENTON. H R Office of 

Nuclear Reactor Regulation. Director App- 38917 060 24X 

Flche 00-388.84/03/01,8403060338 


B4030A0367 Forwards Endorsement 137 to NELIA Policy NF-34 
ABHJURN.D J Marsh b McLennan. Inc 84/02/28 .SALT2HAN. J 
Assistant Director for State b Licensee Relations 2pp 22911 397 


0403060379 Forwards Endorsements 62 b 63 to NELIA Policy NF-193 &. 
Endorsement 33 to MAELU Policy MF-94 

ASHOURM. D J Marsh b McLennan. Inc 84/02/88 SALTZHAN. O. 
Assistant Director for State b Licensee Relatione. 4pp. 22918.203 


6403060409 Transmits Rev 0 to Rept 84-3. ’’Mark I Hetuell to Orywell 
VactiuRi Breaker Load Methodology." per Mark I/NRC 831219 
meeting Affidavit end Rept withheld 

PFEFFERLEN.H C Oeneral Electric Co MFN-039-84. 84/03/02 

VASSALLO, D B Operating Reactors Brandi 2 9pp 22918 219 


8403060493 Discusses deficiencies discovered in Delaval anergency 
diesel generators Mritten submittal requested giving details 
of enhancement program to justify interim operation 
EISENHUT.D S Division of Llcanslng 84/02/34 RICHARD. 
Mississippi Power b Light Co 4pp 22990 003 84X 

Flche 90-416. 84/02/24. B40306 04 93 


—8403090299 WCAP-10474 

"Analysis of Capsule U From Alabama Power Co OH Farley Unit 
1 Reactor Vessel Radiation Surveillance Program. " 

80O0S. R B . YANICHKO. 8 E . Cl^ NEY. C A Westlnghouso Electric Corp. 

84/02/2? 90pp 22968 304 24X Ficha 90-348.84/03/01. 

B4O3090299 


8403090314 Forwards ropts re passive containment sys b comments on 
ALO-137. "Evaluation of Passive Containment Sys. " by 
Sandia Natl Labs 

FALLS. OB NocleDyne Engineering Corp 03/09/30 DENTON. H H 
Office of Nuclear Reactor Regulation. Director THOMAS. C 0 
Btandardl lation b Special Projects Branch 3pp 33968.349 


— B4030903IS NEC -6 

"Passive Containment Sys for Nuclear Power Plant “ 

• NucIeDyne Engineering Corp 83/09/30 66pp. 32968’ 391. 


— 8403090319 NEC- 10 

"Response to Comments on Passive Containment Sys made at 
Meeting of ACRB aubcomnl ttee on Fluid Dynamics '* 
s NucIeDyne Engineering Corp. 81/09/19. 9?pp 33368 392. 


—8403090323 NEC-? 

"Response to Comments on Passive Containment Sys made at 
Meeting of ACRS Subcommittee on Fluid Dynamics " 
s NucIeDyne Engineering Corp Bl/Oi/90 16tpp 23969:099. 


— B403D90324 "Presentation to ACRS Bubcommittea on Improved Reactor 
Safety." on 790626 

S NucIeDyne Engineering Corp 79/06/26. 33pp 32D69' 116 


— B40309031B NEC'-B 

"Passive Containment 8ye Overdone* Class 9 Accident* " 

* NucIeDyne Engineering Corp. B3/09/30 34pp 22969.316 


8403070127 Forwards proprietary Rav IpAmend 1 "Eicon Nuclear Analysis 
of power Distribution Measurement Uncertainty for 
Hestlnghouse PHRs " Rept withheld Cref 10CFR2. 7901 
CHANDLER. U C. Exxon Nuclear Co . Inc (subs of Exxon Corp >, 
84/02/03 TIHDNA8. C O Standardization b Special Projects Branch 
tp. 22941 360 


8403080209 Forwards proprietary b nonproprletary Info eupportlng 
application for Tech Bpec changes for Cycle 9 reload 
Proprietary repts withheld 

CHANDLER. J C Exxon Nuclear Co . Inc. (subs, of Exxon Corp 1 
UCC.D40 84 84/03/02 DENTON.H R Office of Nuclear Reactor 

Regulation. Director 5pp 22998 224- 24X Flche 90-316.84/03/02. 

8403030205 


—3403080210 XN-NF-B3-89 BOl 

Suppl 1 to "DC Cook Unit 2, Cycle 9 BAR " 

CDPELAND.R A • STOUT. R B . H ILL I AMBON. H E. Exxon Nuclear Co . Inc 
(subs of Exxon Corp >. 84/02/23 19pp 22998 229 S4X 

Fiche 90-316. 84/03/02. 8403080209. 


—8403060316 XN-NF-a4-21 (NP) 

Nonproprletary "DC Cook Unit 2 Cycle 9 - 9X Btaan Benerator 
Tube Plugging Limiting Break LOCA/ECC8 Analysts." 

AOESi M. J . BRAUN.D J > FAUSZ.N F. Exxon Nuclear Co . Inc (sub* 
of Exxon Corp. > 84/03/01 69pp. 23998 344 24X 

Flche. 90-316. 84/03/02. 8403080209. 


—8403080220 XM-NF-B3-a5 

"DC Cook Unit 3. Cycle 9 BAR " 

MIMPY. P D , BKDOEN.F B . HI LLI AMBON. H E Exxon Nuclear Co.. Inc 

(subs of Exxon Corp 1 83/10/24 34pp 22998 310 24X 

Fiche. 90-316. 84/03/02. 6403060209 


—0403080223 XN-MF-Ba-32 (NP) H02 

Nonproprletary Rav 2 to "Plant Transient Analysis for DC 
Cook Unit 2 Reactor at 3.425 MHT Operation W/9X Steam 
Oenerator Tube Plugging " 

ADAMS. F T . KAYBER.H V , CHANDLER, J, C Exxon Nuclear Cn. * Inc. 
(subs of Exxon Corp. > S4/O3/03 114pp 23998:349. 24X 

Flche. 90-316. 84/03/02. 6403080209 


— B403090323 "Safety Improvements u/Passive Containment Sys. " 

» NucIeDyne Engineering Corp. 78/06/12 37pp 22969 296 


— 0403090328 Paper entitled "Passive Containment Bys in High Earthquake 
Motion." presented at 770730-0804 meeting* in Sun Valley. ID. 
KLEIMOLA.F U . FALLS, 0. B NucIeDyne Engineering Corp. 77/07/30 
IBpp 2296? 290 


— B4O3090330 "Accessibility Into Passive Containment By* " 

KLEIMOLA.F H . FALLB.O. B. NudeDyne Engineering Corp. 03/09/30 
3Spp 22969 327 


— 8403090316 "Inservlce Insp b Plant Surveillance w/Passlve Containment 
Bys " 

KLEIMOLA.F U < FALLS, O.B NucIeDyne Engineering Corp. 78/01/23 
Sapp 23969.345. 


— 8403090321 Speech entitled "Recommissioning - an Alternate to 
Decommissioning." presented at AN8 winter meeting in 
Uashington. DC 

KLEIMOLA, FH. FALLB.O. B. NucIeDyne Engineering Corp 7B/11/30 
2Spp 23570.019 


— B403090329 Bpcech entitled "Passive Conteinment By*. New Concept to 
Solve Safety Concerns. " presented at American Power 
conference on 790424 In Chicago. IL 

FALLS, O.B. , KLEIMDLA.F W NucIeDyne Engineering Corp. 79/04/24. 
aapp. 23970 072 


— 8403090327 Speech entitled "ALARA Consideration* w/Passive Containment 
Bys." presented at ANS 830613 annual meeting in Detroit. MI 
FALLB. 0 B ) KLEIMOLA.F. U NucIeDyne Engineering Corp. B3/06/13 
17pp. 23970’ 100. 


”8403090329 ALO-137 

"Evaluation of Nuclodyne Passive Containment Sys." 

« Cllbsrt Associate*. Inc. « Hestlnghouse Electric Corp. 
Bl/04/30. llpp. 22970’ 133, 


B403C9019B Forwards two Itr* raPorenced In B30916 Itrarepreientlng 
• ntlro dialogue w/NRC re OC breakdown. A1 1 future 
correspondence will be forwarded to IE b will be routed 
through author ofc. 

KALE. D L. flulf b Uestern Industries, Inc 84/01/17 ANDERBON. M F 
Director's Office. Office of Inspection and Enforcement. Ip 
22374, 273 


8403090299 Forwards "Analysis of Capsule U From Ala b erne Power Co JM 
Farley Unit 1 Reactor Vessel Radiation Burvail lance 
Program " 

.CLAYTONaF.L Alabama Power Co. 64/03/01. VAROA.SA Office of 
Nuclear Reactor Regulation. Director 3pp 32968’ 201 24X 

Flche: 90-346, B4/O3/01, S403090399 


— 8403090332 "Evaluation of Paeslve Containment Sys Concept as Applied to 
PHR Nuclear Power Plant. " 

LEININ9ER, H J . COLEMAN, U H . MERRELL, U H. Ebaeco Servlcee. Inc. 
(subs, of Enserch Corp. ) B0/01/S9 S06pp. 22970:160 


6403120105 First interim deficiency rept re loose drive hub* on 
ovarspeed governor drive shaft on Transamerlca Delaval, Inc 
diesels, Initially reportad on 840203. Sve Info memo being 
reviewed for approval. Also reportable per Part 21. 

HILLBfL M. Tanneasea Valley Authority. 84/03/01, 0 'REILLY. J, P. 

Region 2. Office of Director Spp 229B9. 229 24X 

Fiche: 90-000. B4/03/01, 8403120109. 
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B403tS0l27 InforiR* of caapVT'aliloii of BhR Ouintr* Group on inturgranuloi* 
■ troll corroiton erne king issua & u/^rI t< LLL on NHC- 
•upportad itudlai on doubla-adgad gutllotlna braak 
CURTlSi N W DWR Ounar» Oroup. CURTISiN U Panniglvanta Pouiar li 
Light Co S4/O3/0& DENTON. H R. Off Ira of Nuclaar Riactor 
Ragulotlon. Dlractor Ip 39968 20D 


6403120136 Part 21 rapt ra Utatlnghouia Tgpo BA-1 DBR or DSRV itandbg 
dlaaal ganarator dlffarantlal ralag daf act. ftalag problan 
raportad in 640910 Suppl 1 to IE Info Notlca 63-63 RTC Dalta 
raquastad to raviaw dafact (< racomfflond corractlon 
BOYER, R E Traniamarica Dalaval, Inc 1E1N-B3-63 84/03/07 

Dlractor'* Offlca. Offlca of Impaction and Enforcaraant 2pp 
29909 219 24X Flcha. 90-416. 64/03/07. 6403120136 


B403IB01BO Rasponds to NRC 840214 raquait for Info ra Tranaanarlca 
Dalaval dlaial anglnat Raaponia to Items 162 ulll ba 
provided ulthln raquirad 30 dags Osinars group working to 
davalop info to satisfg Items 3, 4 Si 9 

BIXBY, 0 T Traniamarica Dalaval. Inc. 84/03/02 EISENHUT. D. O 
Division of Licinting Bpp 299B9 173 


8403130112 Forwards tsntatlvs ichsdula for rsspondlng to NRC quastlons 
rs Traniamarica Dalaval dlasal ganaratora, par B40131 Itr. 

Oalags or changes In owners group qualification program 
could change schadula, 

ROORIOUEZ.R. vl. Sacramento Municipal utility District. RJR B4-0B4 
B4/03/09 STOLZ.J. F Opsratlng Rsaetors Branch 4 3pp 23619-292 
24X Ftche. 90-313. 84/03/09, B403130112 


6403130179 Interim Oaflciancg Rspt DR— 163 ra sat screw over kag on 
drive hub for ovarspaad governor fuel transfer pump drive in 
standbg dlasal generator A supplied bg Traniamarica Dalaval. 

Inc, Investigation Incomplete Next rapt by B40430 
BOOKER, a E Oulf State* Utilities Co DR-163 B4/03/02. 

C0LL1N8. vl. T Rsgion 4. Offlcs of Dlractor. Ip 22619. 29B, 24X 

Ficho- 90-496. 84/03/02. 6403130179 


8403130237 Interim deflclancg t< Part 21 repts. Item 199 ra flaxlbls 
coupling drive shaft In ovsrspsad govarnor In fuel transfer 
pump drive of standbg dlcssl generator Initlallg raportad on 
640306, Final rapt will be submlttsd bg B40416 
PARSONS, R.M. Carolina Pawar ti Light Co. NRC-19a. 84/03/02. 
O'REILLY.J.P Region 2. Office of Blpactor. Ip. 22617 277 24X 

FI Che- 90-400. 64/03/02, 6403130237 


8403130277 Forward* proprlstarg I. nonproprletarg "Respons* to NRC 
Request Numbsr 1 for Addl Info on C-E Rspt CEN-203 -M>. rsv 
1-Wi 'Further Response to NRC Action Plan Item 
II. K 3 30 '" Proprtetarg rapt withheld (ref 10CFR2. 790) 

NELLB.R. U. C-E Operating Plants Owners Oroup MELLS.R N. Northeast 
Utilities. RUW-Q4-13 64/02/26 THOMAS, C 0 Standardtiatlon 1, 

Bpecial Projects Branch 3pp. 32604-002 


—6403130293 CEN-203-NP ROl 801 

Rev 1 to Suppl 1 to nonproprletarg "Response to NRC Request 
Number 1 for Addl Info on C-B Hept CEN-203-NP, Rev 1-NP 
'Further Response to WtC Action Plan Item II K 3 30, 
Justification of Small Braak LOCA Hsthods. 

e Combustion Enginsarlng. Inc 64/02/29 321pp, 22603 246 


8403130289 Forward* proprlstarg draft Rav I to "OEBTR-LOCA h SAFER 
Modal* for Evaluation of LOCA," Vol 3, "SAFER/OEBTR 
Application Mathodologg, " Affidavit and. Rspt wlthbald 
(ref 10CFR2 790) 

aUIRK, J. F Oanaral Electric Co. MFN-023. 94/02/37. THOMAS, C.Q 

Btandardiiatlon li Special Projects Branch 6pp. 32614.182, 


B403130343 Forwards justification for Interim operation (JIO) for 
listed prograais ti draft Uastinghousa Class 3 topical rspt*. 

Final resolution of issuss for listed JIOs eipsctsd bg 
890331. 

PETRICKtN. A. Btandardlied Nuclear Unit Powir Plant Sgstam. 8LNRC 
84-0040. 84/03/06. DENTON. H. R. Offlca of Nuclaar Reactor 

Regulation, Director. 4pp 33616-149. 24X FI che- 90-000, 84/03/06, 

8403130349. 


—8403130398 WCAP-e9e7 R4EBE-13D 

Draft "Equipment Qualification Data Packaga," Rav 4 to 
EQDP-EBE-13, "Process Protsetion Sgs. " 

RAHEiE. P Uestlnghpuss Electric Corp. EODP-ESE-IS, B3/06/30 
S2pp. 28616:193. S4X Flche 90-483,84/03/06,8403130343. 


—8403130379 MCAP-G987 R0EaE-47AD 

Draft "Equipment Quellf Icatlon Deta Package," Rev 0 to 
E<U}p-E8£-47Ai "Boron Dilution Fix - Source/Intermsdiate 
Range Neutron Dotector. " 

RAHE,E,P, Hestlnghouso Eloctrle Carp, E0DP-E8E-47A 83/09/31, 
20pp. 22616:179 24X Flche: 90-462, 84/03/06, 8403130343. 


— 8403130389 WCAP~B5B7 ROHE-lOB D 

Draft "Equipment Quallf Icatlon Data Package. " Rev 0 to 
EODP-hE-IOB. "Head Vent By* - Electronic Control Module 
(HE-IOBJ 

RAH6, £ P. Uestinghouse Electric Corp EODP-HE-IOD 83/10/31 
38pp 32616-199 24K Flche 30-482.04/03/06,6403130342 


B403140006 Forwards Rev 2 to NEDe-340| l-p-A-2, "OE Oenerlc Reload Foal 
Application.” Issuad in Jul 1981 M/o end 
ENOEL.r E General Electric Co. rtFN-022-B2 82/02/17 

BERGORENi J B Btandardiiatlon *, Special Projects Branch Ip 
22632 139 


8403140D4B Forwards “Orand Oulf Component Tracking Sgs," "Shoreham 
Component Tracking Sgs” & "Transamer lea Delaval, Inc 
Diesel Ocneratora Ouiners Oroup Program Plan," to resolve 
concerns u/smsrgency diesel generators 

HUBELER.W J. Long Island Lighting Co TDI-3 64/03/02 
DENTON. H R Office of Nuclear Reactor Regulation. Director 8pp 
22626063 24XFlcha 90-000,64/03/02.6403140046 


— 6403140080 "Grand Oulf Component Tracking Bgs “ 

« Long Island Lighting Co. 64/02/29 879pp. S2626-064 24X 

Flche- 30-000. 84/03/02. 6403140048 


— 8403140091 "Bhorehara Component Tracking By* " 

* Long Island Lighting Co, 84/02/59 9l6pp 22637.069 24X 

Flche 50-000, 64/03/03. B403140O48 


— 8403140099 "Transamer 1 ca Delaval. Inc Diesel Oonarators Owners Oroup 
Program Plan " 

e TDI (Transamer lea Delaval. Inc > Owners Oroup, 64/03/02 
S6tpp. 22628:223 24X Flche* 30-000. 84/03/03. 6403140046 


B403140OSO Forwards "Design Revise* of Connecting Rod Searing Shalli for 
Trantener lea Delaval Enterprise Engines" for Shoreham & 

Grand Oulf diesel generators. 

MUSELEH, W J. Long Island Lighting Co 84/03/13. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director 2pp 22632 074 
24X Flche. 30-000. 84/03/13. 3403140090 


— 6403140086 FAQ 7396 

"Design Review of Connecting Rod Bearing Shnlle for 
Transamerlca Dalaval Enterprise Engines " 

e Failure Analysis Associatss FAAA-84-3-1 64/03/18 91pp 

32632 076, 34X Flc ho; 90-000, 84/03/13, B403H0Q90 


B40314007S Documents BtiM Owners Group Lsak-Defora-Break Task Force 
840119 meeting u/NRC in Dethesda, HD, Ounors group 
intention to apply 1 eah-b efor e-br oak concept to reactor 
vessel care flood noxxlas dl scussof. Agenda 4i handouts end 
DAYKIN, H U Babcock h Mil cox Operating Plants Owner* Oroup 
DAYKIN, H M Consumer* Power Co 84/03/06 KADAMDI.P NRC - No 
Detailed Affiliation Given. 30pp 32634:190. 


84031 40128 Forwards comments on PNL drafts. "Proposed Guidelines for 
Util Organixatlon Plan" h "Propossd Uorkbook for Assessment 
of Organisation tr Administration of Utils Seeking OL for 
Nuclear Power Plant " Drafts well prepared 1. thorough. 

EI8ENHUT. D O Division of Licensing. 84/03/03 THOMPSON. H 
Division of Human Factors Safety. 141pp 23637 001 


8403140131 Forwards "Justification of Trip Two/Lsave Two Reactor 
Coolant Pump Stratagg During Transient." to assist NR-C h 
owners group utils In resolution of THl Action Itsm 
II.K.3, 9 per Generic Ltr B3-10A 

NELLa.R M C-E Operating Plants Owners Group NELLS. R. N. Northeast 
Utilities RHH-B4-13 84/03/38 EIBENHUT. D. 0 Division of 

Licensing 2pp. 32620 ool. 


— 8403140140 CEN-368 

"Just 1 f ication of Trip rwn/Lsave Two Reactor Coolant Pump i 

Trip Strategy During Transients." 

• Combustion Engineering, Inc. 84/03/30 B6pp 32620, 009 | 


6403140203 Forwards ‘'Operating History Overview for Diesel Generator* 
In Nuclear Sve, " comparing Transamerlca Delaval. Inc 
generators w/generator* mfg bg other vsndors 

HEBDON, F. J. Program Technology Branch, AE0D/F401 64/02/27 

BERLINOER.C.H NRC - No Detailed Affiliation Given ip 22638 319 
34K Flche: 90-000, 84/08/27, 8403140303 j 


— 8403140309 "Operating History Overvlsw for Diesel Generators In Nuclaar 
6vc, " 

* Director's Office. AEDD/P401 84/08/39. 65pp. 33638-320 

S4X Flche. 90-(»0, 84/03/37, 8403140303. 


i 
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B403140340 Sownmary of 031215 maeting ui/OE & Marli T Owners Group In 
DethBsdajHD to Mark I containment uo twoll-dryue 1 1 vacuum 
broatkcr design methodology 

SIEGEL. B L OpoTBting Reactors Branch S 64/02/21 Operating 

Reactors Branch S 91 pp SSA3S 190 SAX Flche 90-000104/02/21. 
S40314O340 


8403150020 Responds to 64010S Generic Ltr 04-01 re MF1C use of terms 
Important to safety & safety-related Meeting to discuss 
Important to safety Issue reguested after B40401 Definition 
of Important to safety unresolved 

COTTER. A B Carolina Power 1< Light Co OL-04-01 04/03/12 

TAYLOR. J M Director's Office. Office of Inspection and Enforcement 
1 p 22d>40 331 


6403150005 Forwards "Q&M 177 Fuel Assembly Dinner s Group Safe End Task 
Force Kept on Generic Investigation of HP I /MU Noiile 
Cradling. “ summarizing util Involvement In cracking program 
CROUSE. R P Toledo Edison Co 1029. 84/03/09 BTOLZ.U F 

Operating Reactors Branch 4 Bpp 22639 035 24X 

Fiche 50-346. 04/03/09. B4031S00B5 


6403150097 Forwards nonproprl e tary version of XN-NF-B2-90 IMP J . Suppl !• 
"Potential Radiological Consequences oP Incidents Involving 
High Esposure Fuel." which supports application for Tech 
8pec changes for Cycle 5 reload 

CHANDLER. J C Ezzon Nuclear Co . Inc (subs of EjiO'n Corp ) 
JCC-049 84 04/03/13 DENTON. H H Office Of Nuclear Reactor 

Regulation. Director 6pp 22639 024 24X Fiche: 50—316. 64/03/13. 

64031 50097 


— 84031 D0104 XN-NF-B2-90 (NPl SOI 

"'Potential Radiological Consequences of Incidents Involving 
High Esposure Fuel. DC Cooi.Unit 2 " 

COPELAND. R A . KAYSER.M V . STOUT, R B Exson Nuclear Co . Inc 
(subs of Exxon Corp > XN-f^“S3-90CNP ) 04/03/31 2'4pp 

22639 030 24 X Flche 90-316.04/03/13.0403150097. 


6403150107 suppls addl info submitted in 040127 ltr r« fuel 
surveillance program. per request Insp of nonleakers not 
performed on routine basis unless info of special interest 
can be obtained 

CHARNLEY. J 6 General Electric Co MFN-024-B4 04/02/29 

RUOENSTEIN.L 0 Assistant Director for Core & Plant Systems 2pp 
22639 303 


B4D3150133 Forwards "Trarsamer 1 ca Delaval.lnc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines 1. svc conditions 

HUSELENtWJ TDI (Transamer 1 ca Detaval. Inc ) Owners Group TDI-5 
64/03/13 DENTON. H R Office of Nuclear Reactor Regulation. 
Director Spp 22639270 24X Flche 90-000.04/03/13.0403150133 


— 8403150154 "Emergency Diesel Generator Rocker Arm Capscreiu Stress 
Analysis." prepared for Transamcrica Delaval.lnc Owners 
Group 

* Stone 6 blebs ten Inc 64/03/31. 27pp 22639 272. 24 X 

Flche 50-000.04/03/13.6403150133 


6403160095 Notlpication of 640314 meeting ii)/Hest 1 nghous e. BHNL (i ANU In 
Oethesda.MD to discuss Uestinghouse research program re 
ultrasonic testing of cast stainless steel pipe 

LIAW. D D Materials Engineering Branch G4/03/06 JOHNSTON. Id V 
Assistant Director for Mails. Chem ti Environ Technology (Post 
630201) Zpp 22663 126 


8403160090 Forwards SWECO 7703. "M 1 ssH* -Harr 1 er Interac t ion . " 
submlttad per 840227 response to Action Item 18 of 
structural design audit 

ROOLEVCR. EU Duquesne Light Co. 2NRC-4-024 64/03/09 

KNIOHTON.OH Licensing Branch 3 Ip 22653.001 24X 

Flche 50-412.64/03/09.0403160090 


—6403160096 0WECO 7703 

"Mlssl le-Barrier Interaction," 

JANKDU. Z D . SHANAHAN. J A . bIHZTE, N P Stone U Hebster Engineering 
Corp EMTfi-BOl. 77/09/30 223pp. 22653 002 24X 

Flche 50-412,64/03/09.6403160090 


6403160369 Advises that 631209 description of proposed techniques for 
Inerting ti packaging Zlrcaloy matls revisuiad (c found 
acceptable Restrictions contained in cenf irmatlen action ltr 
did B3D819 withdrawn 

BTOHRiJ. P. Division of Emergency Preparedness ti Materials Befety, 
CAL 04/01/20 SRtTTDN.N H Mestlnghouse Electric Corp. Ip. 
22660 062 


6403190241 Forwards Rev 2 to BAW-1543. "Integrated Reactor Vestel Matl 
6uryeillance Program " Rev reflects modified capsule 
wlthdrauai schedule 

TAYLOR. U H Babcock bUtlcox Co ESC-164. 04/03/14 HORAN, D 

Office of Nuclear Reactor Regulation. Director 2pp 22672 321 


—0403190246 BAH~1543 R02 

Rev 2 to “Integrated Reactor Vessel Matl Burveillance 
Program " 

LOOB, A L , MOORE, K £ , AADLAND. J D Babcock tc Uilcax Co 
64/02/29 65pp 22672 323 


6403190257 Forwards “Steam Pressure Suppression Characteristics of 
Water-Soluble Plastic Membrane Shielded Ice for Ice 
Condenser Containment Nuclear Power Plants ” 

TUCKER. H □ Duke Power Co 04/03/07 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 7pp 22672 102 24X 

Flche 50-000.84/03/07,6403190257 


— 0403190261 "Steam Pressure Suppression Characteristics of Water-Bolubl # 
Plastic Membrane Shielded Ice for Ice Condenser Containment 
Nuclear Power Plants " Supporting documentation end 
5CRABI8.C M Westinghouse Electric Corp 03/06/30 129pp 

22672 109 24X Flche 50-000.04/03/07,8403190297 


8403190394 Forwards nonpropr letary t< proprietary "Technical Basis for 
Eliminating Pressurlzer Surge Line Ruptures ae Structural 
Design Basis for Catawba. Units 1 ti 2 " Revised F6AR pages 
also end Proprietary rept withheld (ref 10CFn2 790) 

TUCKER. H D Duke Power Co 04/02/2? DENTON, H R Office of 
Nuclear Reactor Regulation. Director. ADENOAM, E 0 Licensing Branch 
4 3pp 22674 089 24X Fiche 50-413,64/02/29.6403190394 


— 0403170399 Application for withholding proprietary rept WCAP-10407, 
"Technical Basis for Eliminating Pressurlzer Surge Line 
Ruptures as Structural Design Basis " 

UlESEMANNiR A Westinghouse Electric Corp CAW-84-13 64/02/15 

DENTON.H R Office Of Nuclear Reactor Regulation. Director 9pp 
22674 092 24X Flche 50-413,64/02/29,0403190394 


—0403190404 WCAP-104B8 (NP> 

Nonpreprietary "Technical Basis for Eliminating Pressurlzer 
Surge Line Ruptures as Structural Design Basis for Catawba 
Units 1 h 2 " 

SWAMY.8 A , YANG. C Y . SANE. A D Westinghouse Electric Carp 
84/02/10 107pp 22674 101 24X Fiche 50-413,64/02/29. 

6403190394 


6403200)00 Forwards Rev 1 to XN-NF-03-65. 8upp I 1. "DC Cook Unit 2. 
Cycle 5 SAR " 

CHANDLER, J C Exxon Nuclear Co , Inc (subs of Exxon Corp ) 

JCC 052 04 84/03/16 DENTON.H B Office of Nuclear Reactor 

Regulation! Director Ip 22699 166 24X Fiche 50-316,84/03/16, 

0403200100 


— 6403200101 XN-NF~83-85 ROl 801 

Rev l.Suppl l.to "DC Cook Unit 2. Cycle 5 SAR " 

COPELAND, R A , WILLIAMSON, H E , STCXJT. R B Exxon Nuclear Co , Inc 
(subs of Exxon Corp ) 84/03/15, 12pp 22699 187 24X 

Fiche 90-316,04/03/16.8403200100 


6403200129 Advises that GE control rod drive (CRD) tests indicated 
unanalyied load in design ti analysis of CRD sys Newly 
identified load does not represent condition reportable 
under Part 21 

HELWIG.D R BWR Owners Group flWRO0-a4O5 04/03/13 EISENHUT, D O 
Division of Licensing 2pp 22699 041, 


6403200162 Forwards Topical Rept 7703 on missile barrier Interaction 
W/o rept 

EMERSON. W.F Stone ti Webster Engineering Corp 04/03/06, 
DOOLITTLE, EL Licensing Branch 1 Ip 22606-340 24X 
Flche 50-423.64/03/06,8403200162 


6403200164 Forwards procurement spec to which Transamerlca Delaval 
standby diesel generators ordered. In response to NRC 040131 
request 

RODRIGUEZ, R.J Sacramento Municipal Utility District RJR 84-99 
84/03/15 8T0LZ, J F. Operating Reactors Branch 4 337pp 

22666 001 24X Fiche 50-312.64/03/15,6403200184 


6403200222 Responds to 640214 Requests for Info 1 li 2 re R-4 series 
engines List indicating engine number. model & svc number, 
customer name h address, rating, date shipped ti date started 
end 

MATHEWS, C 8 Transamerlca Delaval, Inc 04/03/16 EISENHUT. DO. 
Division of Licensing 20pp 22691.179 24X Flche- 50-000, 84/03/16. 

0403200222 


8403200271 Affidavit of 0 Sherwood requesting NEDE-20592-6P, "STR 
Bundle Submittal. Mi 1 is tone-l Segmented Test Rod Bundle. 6uppl 
6. “ dtd Jul 19B2.be withheld from public disclosure 

SHERWOOD, 0 0 General Electric Co 03/06/02. Spp. 22696.171 24X 

Flche 50-245, B3/06/02, 6403200271 . 
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^0019 ForusrdB proprietary retponss to 0^0332 fcelcon request for 
J. info on HCAP-10107 (P>. "CONDDR-A Therma l“Hy d rau 1 i c 
^ormance Code for BMRs *' Response uithheld Cref 
7901 

^•E P Wsstlnahouie Electric Corp NB-EPR-SaVd aA/03/09 
f^ASi C 0 Btendardl rat ton & Special Projects Branch 8pp 
i?A 346 


□403860219 Corrects Suppl 1 to Rev 3 to XN-NF-79-7 1 (P )i "He t hodo 1 og y 
for Including Code t/ncer tain t las in Detertnining Operating 
Limits For Rapid Pressur i cat i an> " to indicate broken line 
corves as COTRANSA If solid line curves as DATA 
CHANDLER* J C Exxon Nuclear Co • Inc (sobs of Exxon Corp > 

JCC 094 04 84/03/19 THOMAS, C □ Standard 1 ifl t i on A Special 

Projects Branch Ip 22756 153 


j^SI0020 Requests that response to request for addl info on HCAP- 
iC>107 (Pli "CONDOH-A Tberira 1-Hyd raul i c Perforitiance Code 
tfMT BWRs, " per EP Rah e B40307 Itr^be withheld per 
EJCFR2 790 I. 9 3 

JTEQEHAim, R A Wes ting house Electric Corp AM-04- 19 B4/O3/09 

pdCHASi C 0 Btandardl la tion It Special Projects Branch Ip 

^706 348 


8403270010 Application for amend to License DPR-35i c ons i sting of 
Proposed Tech Spec Change 84-02 allowing increased core 
flow 

HARRINOTON, M 0 Boston Edison Co BECO 84-049 84/03/20 

VASSALLa, D B Operating Reactors Branch 3 3pp 22769 165 24X 

Fiche 50-293,84/03/20,8403270010 


50093 Endorses 3H Hobbs Feb 1984 Ltr HON-015 to W Denton in 
Iponse to NRC 031200 request for addl info re Hydrogenl 
IPTol Owners Oroup ihiCDO-) test program Ouestions to b e 
i«j»red by HCOO It ut 1 1 < respec tlv* ly, 1 Isted 

^pL F Hlsalsslppl Power l< Light Co AECM-B4/0091 84/03/09 

'f'ON, H R Office of Nuclear Reactor Regulation, Director 2pp 
04- 344 24X Fiche 90-416.84/03/09,0403210093 


50073 Forwards addl Info re BWR steady-state analysis methods, per 
640117 request Answers provided to 12 of 19 questions 
^ed by NRC OE will provide Input to Questions 4.0 & 13 
5 responses will be subnlttad by 840921 

"lERKAN.S R Carolina Power b Light Co NLS-B4-112 04/03/15. 

0ALLO, D B Operating Reactors Branch 2 Bpp 22709' 122 24X 

fee 50-324,04/03/19,8403210079. 


3S1OO0O NF-1903 04-1 AOl 

'fiend 1 to "Verification of Carolina Power It Light Ref BHR 
Is ernial-Hydraullc Methods Using FIBHR Code " 

,^NITA>R K Carolina Power b Light Co B4/03/31 41pp 
2705 124 24X Fiche 90-324,84/03/15,8403210079 


20219 Notification of 040329 meeting w/Mes t Ingh ousn b Idesti nghouse 
»rs Oroup Procedures Subcommittee in Be thesda. HD to 
truss how EPO task analysis addressed operator info b 
b-rol needs, per NUREO-0737, Suppl t 

/'TON, H D Procedures b Systems Review Branch CL -02-33 

33/05. 2IEMANN. D L Procedures b Systems Review Branch Spp 
?1'361 


3DD93 Application for amend to Licenaa DPR-20i c onsis ting of 
oased Tech Spec change request to revise accident b 
-SBlent analyses due to steam generator tube plugging 
BM III amend fee encl, Heatup scheduled for B4090B 
4IS0N, D D Consumers Power Co B4/03/16 CRUTCHFIELD, D, 
mating Reactors Branch 5 IBpp 22731 099 24X 

10 50-259,04/03/16,0403230073. 


3230102 XN-NF-04-14 

^allsades Cycle 6 Betpoint Verification M/90X Bteam 
wnerator Tube Plugging " 

INOOUIBTiT R < NUTTiH T. Exxon Nuc i oar Co , Inc, (Jubs, of Exxon 
IT'P ) 84/03/09 43pp 22731 150 24X Fiche 30-299,84/03/16, 

T03230093 


3230106 XN-NF-B4-18 

^ lant Transient Analysis for Palisades Nuclear Power Plant 
'"SOX Bteam Oenefator Plugging " 

EiNDOUIST.TR > NUTT.W T Exxon Nuclaar Co., Inc (subs, of Exxon 
Bmp > 84/03/09 IDOpp 22731.202 24X Fiche 90-299,84/03/16, 

>03230093 


3230111 XN-NF-B4-24 

*allsades LOCA-ECCB Analysis Par 2129 HMt Operation b SOX 
tvam Oenerator Tubs Plugging. " 

\HVILI,T. Exxon Nuclear Co , Inc isubs of Exxon Corp, ). 

>/03/0? 94pp 22731 393 24X Fiche: 90-253, 84/03/ 16, 8403230093 


10024 Forwards "Juit i f ication of Manual RCP Trip for Small BreaX 
h Events," Mesttnghause Owners Oroup response to Oeneric 
t B3-10C b D 

*i*ARD, J U. Nestinghouse Operating Plants Owners Oroup 
*PARD. J J. Caroline Power b Light Co, OL-es-lOC 84/03/09 
TsdN.R J Division of Systems Integration (post S11009I, 134pp 

>0.017 


*0093 Summary of 840214 meeting u/eE, Westinghousa b Bachtel re 
power uprating program Attsivdee list b agenda end 
*EY, V. L Operating Reactore Branch 2. B4/02/29, VASSALLQ. D. B. 

"«tlng Reactors Branch 2. 20 pp. 22761:317. 


— 8403270022 NEDO-30242 

"Safety Review of Pilgrim Nuclear Power Station. Unit 1 at 
Core Flow Conditions Above Rated Flow Throughout Cycle 6 “ 
FISCHER, D L , ORIDLEY, R L Oeneral Electric Co 83/08/31 34pp 
22769 170 24X Fiche 50-293. 84/03/20, B40327Q010 


— 8403270024 NEDa-30242 SOI 

9uppl 1 to "Safety Review of Pilgrim Nuclear Power Station 
Unit 1 at Core Flow Conditions Above Rated Flow for End-of- 
Cycle 6 " 

FISCHER, D L , ORIOLEV. K L Oeneral Electric Co 83/09/30 ISpp 
22769 201 24X Fiche 50-293,84/03/20.8403270010 


B40327D130 Application for amend to License DPR-25, c hang ing Tech Specs 
In extend certain HAPLHGR curves to 40,000 HUd/8T 
RYBAKiB Commonwealth Edison Co BSSEN 84/03/19 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 2pp , 22774 129 
B4X Fiche 50-000,84/03/19,8403270130 


— B403270136 NED0-S4146A ERR 09 

Errata b Addenda Sheet ?, replacing Page 4-14 to "LOCA 
Analysis Rept For Dresden Units 2 b 3 b Ouad Cities 1 b 2 
Nuclear Power Stations " 

e Oeneral Electric Co 79iNED273 83/01/31 2p p 22774 139 

24X Fiche. 90-000, 84/03/19, B403270130 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension & Stress Analysis,*' prepared by SbM for 
Transamerlea DelavaJ.Inc ITDI) Diesel Generator Owners 
Oroup 

MUSELERiM O TDI (Transamerlea Delaval, Inc > Owners Oroup TDl-6 
84/03/23 DENTON. H.R Office of Nuclear Reactor Regulation, 
Director 2pp. 22774 001 24X Fiche 50-000. 04/'03/23, 8403270132 


— 8403270197 "Emergency Diesel Generator Air Btart Valve Capscrew 
Dimension b Stress Analysis," prepared for Transamerlea 
Delaval, Inc (TDI) Diesel Generator Owners Oroup 

■» Stone b Mebstar Enginooring Corp 84/03/31 23pp 22774 003 
24X F i Che’ 90-000, 84/03/23, 8403270102 


B403270134 Requests meeting on 840418 to discuss short-term b long- 
term corrective actions b Investigations re Transamerlea 
Delaval diesel gcneratori List of suggested meeting topics 
enc 1. 

MCGAUOHY, J P TDI (Trans amer i ca Delaval, Inc } Owners Oroup AECM 
84/0187 84/03/23, DENTON, H H QFflce of Nuclear Reactor 

Regulation, Director 4p p 22769 133 24X Fiche 50-000,84/03/23. 

8403270134 


8403280043 NottflcatlOTi of 840320 meeting u/utll b C-E In Be thesdd, MD 
to discuss proposed testing program to demonstrete adequacy 
of mods to RC8 pumps, thermowells, thermal sleeves b control 
element aesenbly shrouds 

LICITRAiE A Licensing Branch 3 84/02/29 KNIOHTON.GM 

Licensing Branch 3. Spp 22812.361 24X FI che' 90-528, 04/02/29, 

8403280043 


8403280122 Summary of 840224 meeting w/Mestinghouse Owners Oroup in 
BethesdaiHO re proposed Uestlnghouse steam generator tube 
rupture generic program Attendee list b agenda end 
NERSES. V Licensing Branch 3 84/03/07 Llcinsing Branch 3 

□ 9pp 22811 131. B4X Fleha:90“000,a4/0t3/07, 8403280122 


0403280242 Summarises 840222 meeting w/Nestlnghous-e re evaluation 
methodology for ECCS b convolution of LOCA ‘Uncertainties 
Meetinghouse presented MCAP-10399<P) , "Btatlstlcal 
Evaluation of LOCA Heat Source Uncertainties " 

MDRANi D H Standard 1 latl on b Special Projects Branch B4/03/16 
THDMA8, C □ Standard 1 xat ion b Spsclal Projects Branch. 3pp 
22808:206 


‘0170 Forwards Endorsement 107 to NELIA Policy NF-1, 

‘INS, JO Hers h b McLennan, Inc 04/03/07. SALTZMAN, J. 
setant Director for State b Ltceniei Relations. 2pp. 22790:357 


8403280248 Requests Info re lack of issuance of revised proposed rule 
on diverse scram sys for Meetinghouse reactors approved on 
831103 

OILINSHY.V Commies toners 84/03/06 Commisti oners. Ip 

22800: i 89. 



SOB 


NONDOCKETED ITEMS 


B40359OS&7 Rev to a31SiS application for amend to Licenses NPF-9 U 
NPF-)8> chansing listed Tech Spec basesiper Y Hsll b 
fl9SunenfaJd 840319 U ib tel c ans> respec ti va 1 v Uestinghouse 
proprietary Info ultblielif (ref 10CFB3 790) 

TUCKER. H 0 Duie Power Co Bg/OS/Sa DENTON. H R Office of 
Nuclear Reactor Regulation. Director AOENSAK. E 0 Licensing Branch 
A Opp asBDO 092 34)f Fie he 50-369. 84/03/23. 6403290267. 


— 6403290279 Requests withholding of propTletary info requested bg util 
from public disclosure (ref 10CFR3 790) Affidavit AH— 76— 60 
dtd 761202 end 

HI6SEHANN.R A He stin g hous e Electric Corp CAH-S4-1 B B4/03/14 
DENTON.H R Office of Nuclear Reactor Regulation. Director lOpp 
22600 iOO 24X Fiche 50-369.64/03/23.9403290267 


—6403290262 Nonp popr 1 e tary Info reflecting use of Boqemount resistance 
temp detector 

t Hestlnghouse Electric Corp 64/03/23 59pp 22600 110 84X 

Fiche 50-369. 64/03/23. 64 03S9 0267 


8403300066 Advises that fee reluctantly paid to Dlv of Accounting & 
Finance for review of Topical Rept NS&E-23785-1-P, Vol s 1-3 
NRC incorrectly termed Vol 3 as separate rept 

OUIRK. v) F Oeneral Electric Co NFN-033-94. 94/03/23. MILLER. W 0 

License Fee Management Dranch 3pp 22621 361 


6403300107 Forwards proprietary Si nonproprietary versions of. 
"Methodology for Addressing Superheated Steam Releases to 
Ice Condenser Containments “ Proprietary version withheld 
(ref I0CFR2 7901. 

TUCKER, H B Duke Power Co 64/03/28 DENTON. H B Office of 
Nuclear Reactor Regulatlan. Director ADEN SAM < E 0 Licensing Branch 

4 2pp 22919-001 24X FI ehe 50-413. 84/03/29. 8403300107 


—8403300116 Requests proprietary "Hethodologg for Addreiting Superhaated 
Steam Releases to lee Condenser Containments.'’ be withheld 
from public dtselosuri per 1(X)FR2 790 

HlESEMANN.n. A Hestlnghouse Electric Corp CAH-a4-24 84/03/26 

DENTON.H R Office of Nuclear Reactor Regulatlan. Director 0pp 
22619 003’ 24X Fiche 50-413. B4/03/20. 8403300107, 


— 640330011? Nonproprl e tary > "Hethodo 1 ogy for Addressing Superheated 
Steam Releases to Ice Condenser Containments " 

• Hestlnghouse Electric Corp 64/03/29 240pp 22819.011 24X 

Fiche 50-413,64/03/26.8403300107 


6403300170 Requests that Transamerlca Delaval.lnc diesel revltiii program 
be stopped promptly due to Improper role of util in 
directing review New independent review should bs 
establlahed. in consultation w/Buffoll County 

J0NE6,F F. Suffolk County, NY 64/03/23 DENTON.H R Office of 

Nuclear Reector Regulation. Director. 2pp 22820.047 24X 

Fiche 50-322.64/03/23.8403300170 


8403300179 Requests that Issues Mgt Program document. transmi ttad on 
940208) be classified pr opr le tary. Affidavit will ba submitted 
separately. Updated list of cognitant contacts between BbH 
Owners Qreup b fflC end 

TAYLOR, U H Oabcock I. Ullcoi Co 64/03/19 DENTON.H R. Office of 
Nuclear Reactor Regulation, Director, 2pp. 22820 331, 


6403300239 Responds to request for review of addl info re NueleDyne 
passive containment eye design Rivisw must be preceded by 
application for std design approval 

DENTON.H R Offict of Nuclear Reactor Regulation. Director 
84/03/13 FALL6. 0 Q NueleDyne Engineering Corp. 2pp 82842)346 


— 84D3300237 Forwards response to rept re review of NueleDyne Engineering 
Corp containment sys design. H/o end. 

FALLS. 0 B NueleDyne Engineering Corp, 84/02/17, DENTON.H R. 

Office of Nuclear Reactor Regutetlon. Director. 2pp 22642' 348 


6403300251 Summary of 940221 meeting u/utll in Be thee de. HD re details 
of util propeied ons 1 te/o f fs Ite electrical power rellabllltv 
program for Traneamirlca Delavel.Inc diesel generators 
Attendance list b vieugraphs and 

HOUSTON. H D. Licensing Branch S 84/03/06 Licensing Branch 2 
SIpp 82a45'001 24X Fiche 50-416.84/03/06.8403300251, 


WASH HBeULATORY FU8L1CATI0NS - PRB-NUREO SERIES 


8403010024 Rtspondi to FDIA request for documente re petition for 
rulemaking Prm- 90-31 from Ci titans Task Force of Chapel 
HHIjNC Forwards Apf A documents. App B documents completely 
lalthheld (ref POIA Eiemptlon 9). 

FELTON. J.H. Division of Rules and Records. 64/01/16. SHOLLY.S, C. 
Union of Concerned Sclantlsti 4pp. 22446' 035. 


— 9403010074 Forwards review comments on draft RES denial of petition for 
rulemaking on emergency planning tone at nuclear power 
plants, per request Oeneral comments end 

HULMAN. L 0 Accident Evaluation Branch 83/01/07 COTA, P C 
Research 6 Standards Coordination Branch 7pp 22446.049. 


HASTE MOT NUCLEAR HASTE MANAOEfENT 


8401120925 Forwards nonproprletary version of topical rapt." 

"Title 10CFR61, Haste Form Certification - Cement '• 

8TAEHR, U P , POPPE, L K Ch em-Nuc I ear Systems, Inc, 83/11/30, 
JOHNSON. T NRC - No Detailed Affiliation Olvin Ip 21803.111 


— 84UI12O930 CN31-HF-C-01-NP 

Nonproprietary version of "Title 10CFR61. Haste Form 
Certification - Cement " 

e Chem-Nudser Syetems. Inc 63/11/30 105pp. 21803:113. 


8402170325 Forwards UMTRA project EIB It environ atsessnant revised 
schedules 

ARTHUR. J Energy. Dept, of. 64/01/26. PENNFILL.B NRC - No 
Detailed Affiliation Oivin Spp 22313 196 


8402290471 Forwards tvaluation requested by 840127 memo re ShiprockifRI 
site seismicity assessment ee part of remedial action plan 
for stab illtatlon of inactive Umtlt tel tings. Level of 
coneervatism for assessment not sped fled, per request 
JACKSON. R.E Oeosclences Branch. 64/02/16, JU8TU8.P. 6 
Oeotechnlcat Branch (Post 631001) 4pp 67189.211 


6403010396 Requests results/coihmenta on rtvitvi of end analysis of 
water samples QA program by 640229 

WHITE. M 0 Energy. Dept of 64/02/16 KNAPP, H NRC - No Detailed 
Affiliation Olven 12pp 22449. 336 


B403020174 Notifies of upcoming meetings, List will be updated weakly 
TAYLOR, T J. Environmental Protection Agency. 84/02/17, MILLBfi.M. 
NRC - No Detailed Affiliation Olven CKRI 8 TOFFER 80 N Utah) State of 
FRISHNAN, 6 Texas, State of Ip S2491<090. 


6403020195 Lists Otv of Haste Ngt representatives chosen to be located 
at attfs under investigation by DOE as potantial 
repositories for geologic disposal of high level waata.per 
JS Davis 630729 memo. 

BROHNINO, R. E Division of Haste Management 94/01/16. KEPPLER, J. 0 
Region 3. Office of Director MARTIN. J B. Region 5. Office of 
Director 2pp, 22499 003. 


8403020206 Requests list of waste mgt documents from 631014 to prssent 
re Nevada Test Site project b Info concerning process by 
which future documents can be rieeived 

JOHNSON. C A Nevada, State of 84/02/03. RUSSELL.C, F. Dlvlfion of 
Haste Msnegament 27pp 22494.333 


6403020216 Forwards records of PM. radiological surveys at Edgemont, 80. 
Addl detailed avaluetifln of van "miseBi" b "falee bite" 
needed by DDE Addl DOE funding for activities necessary, 

JACKSON. P □ fisttalle Memorial Institute. Pacific Northweet 
Laboratories 64/02/09 PLORY.C.A Lou Level Waeta Licensing 
Branch 76pp 22462.132 


6403020332 Forwards H Shealy B30210 Itr containing State of SC comments 
on Chem-Nuclear topical rept. "Polyethylene High Integrity 
Containers, " 

NUSSBAUMER. D A Assistant Otractor for Stata Agraamants Progreme 
84/02/16 HIOOINBOTHAM.L Lota-Leval Haste b Uranium Raeovary 
Project! Branch. ip 22492-238. 


— 8403020339 Comments on Chem-Nuelaar topical rapt. "Polyethylana Hlglk 
Integrity Containersi" per NRC 831887 b 840123 raqueetc. 

Container acceptable for use at Barnwell site. 

SHEALY. K 0 South Carolina. State of 84/08/10 NU8BBAUMER.D A 
Assistant Director for Hteta Agreements Programs, 2pp. 22492 28^. 


9403020344 Forward s summary of 930627-29 meat logs w/DOE/NPO in Silvir 
Spring. MO ra priparatien of site charaeterixatlon plan for 
salt site. per 630711 tclcon. 

COPLAN, S.M High Level Haste Technical Development Branch. 

83/07/21 YIETH, D L. Energy, Dept of, 13pp. 22492:225, 


9403020374 "Procedures for Fitld Chemical Analyiee of Hater Bamplee. " 
KORTEj N. > EALEY.D. Bendti Corp KORTE.N, Energy, Dept, of, Idaho 
Operations Office UC-70A, 83/12/31, 32pp 82492- 190. 


6403050315 Forwards "Data for Qeochamlcal Invastigatlon of UNTRAP 
Ofslgnatad at Salt Lake Clty,UT " ", at Orand Junction, 

Co, " "... at Shlproek, NH" b " .at Mexican Hat. UT ■ 

BUSHiK J. Oaochemistry b Environmantal Chamlstry Rtsaarch, Inc 
fiECR-90/2-a4/6. 84/02/09 HEBER. M NRC - Ho Ottallad Afflliatior 

Oiven. Ip. 82305:031 


NONDOCKETED ITEMS 


509 


—0403030318 «-0ai7 

“Data for Oeochami c a] Invoatlgation of UriTRAP DBaignateiJ 
Site at Balt Lake Citv< UT “ 

HARKQSi 0 > DL)5l-li K J Oeoc h eml stry St Environmental Chemistry 
Research. Inc DOE/iyrir/023& 64/08/08 63p p 22309 033 


— B4030S0317 R-B215 

“Data for Oeochetnical Investigation of OMTRAP Designated 
Bite at Orand Junction/ CO " 

MARKOBi 0 / DUSHi K J. Oeoc homi stry £< Environmental Chemistry 
Research. Inc DDE/UMT/0»3a 04/02/08 73pp 22905 095 


—0403090322 R-031& 

"Data for Oeothemlcal Investigation of UMTRAP Designated 
Site at Shiprock.NH " 

MARKO0. 0 . BUSH. K J Oeoc h emi stry & Environmental Chemistry 
Research. Inc DDE/UnT/0234 04/02/08 65pp 22505 168 


— B403050323 R-B212 

"Data for Oeochemlcal Investigation of UMTRAP Designated 
Site at Mexican Hat.UT " 

KARKOSiO . BUSH. K J Oeochemlstry St Environmental Chemistry 
Research. Inc UMTRA-DOE/ALO- 04/02/08. 12Bpp 22505 233 


0403060432 Forwards Design Section comments on draft Site Technical 
Position NNHSI BTP-1 O. “Oroundwater Issues far Mevada 
Nuclear Waste Storage Invest 1 gat 1 ons ” Marfced-up copy enc 1 
providing genoral !< specific comments 

OREEVES. J T High Level Waste Technical Development Branch 
B3/0B/17 PDHLE. J A High Level Waste Technical Developmont Branch 
17pp 22S92' 030 


B40306045D Forwards current schedule of DDE/NRC technical meetings on 
repository 1 icensing. Bchedol e being updated & distributed at 
least biweekly to reflect changes 

MILLER. H J Repository Projects Drench (Post B31001) B4/02/0t 

BROUNINO.R . BELLiM . OUNTINO. J NRC - No Detailed Affiliation 
Olven 4pp. 22552 019 


B403D60319 Forwards "Reotedial Actions at Former Vitro Chemical Co Bite 
South Balt Lake Preliminary FES. “ for review b comment 
MDRLEV. J A Energy. Dept of e4/03/24 HIOOINBDTHAK. L . MARTIN. D 
NRC - No Detailed Affiliation Oiven OROELEEMA. 0 Energy. Dept 
of 3pp 22350 012 


— B403060521 UMTRA-D0E/AL-O099-F 

"Remedial Actione at Former Vitro Chemical Co Site South 
Salt Lake. Preliminary FEB " 

« Energy. Dept of 84/02/29 724pp. 22950 015 


B403120241 Draft annotated agenda for B4031S~16 meetinge w/DQE in 
Richland. WA to discuss geology of BWIP 

• NRC - No Detailed Affiliation Olven 00607 84/02/15 NRC - 

No Detailed Affiliation Olven Spp 22619*232 


840312024S Responds to request for technical assistance in evaluating 
Nuclear Packaging. Inc FL50 high integrity container (NIC) 

HIC design can be approved fop continued use provided vendor 
submits further info 

NUSSBAUMERi D Assistant Director for Btets Agreemente Programs 
64/02/29. STRONO.T R. Washington. State of. Dept of Social St 
Health Services. 3pp 22610,359 


8403140027 Forwards commsnts on NRC proceeding for concurrence In DDE 
guidelines for recommendation of sites of nuclear waste 
repositories b interpretation of avallahle evidence 

MATHE80N. B M Utah. State of 4eFR50432. B4/03/0?. PALLADINO. N vJ 

Commissioners 0pp 22633.301 


S403140132 Discusses B40227 tele on u/B Cook re Hovls Itr concerning 
data collection effort et Hanford that involved L Lehman b 
availability of data, 

DELLIOATTI.M Repository Projects Branch (Post 931001). 84/02/2B. 

HRtOHT.R. Repository Projects Branch (Post B31001), Ip 22637 335 


5403140312 Forwards monthly update detailing project activities 
covering contacts w/Btates of PA. UT.WY.b OR b plan for 
implementing EPA Stds at UMTRAP sites 

MORLEY. J. A Energy. Dept, of, 04/03/01 HIoaiNBQTHAM. L Lou Level 
Waste Licensing Branch. Spp 22633. 30B 


5403190221 Forwards study of soil samplet collected during drilling 
of well located 100 ft south of Beatty site. Requests any 
comments on study be submitted to State of NV 

NVSSBAUMERi 0 A Assistant Director for Btate Agreements Programs. 
84/03/07 HleOINOOTHAH. L. Lou Level Waste Licensing Branch Ip. 
B264B 2B7 


— 8403150222 Forwards study made on soil samples collected during 
drilling of well 100 ft south of Beatty site According to 
data. sorption of selected luns decreases below 290 ft 
VADEN. J ((evada. State of B4/02/21 NUBSD AUMER. D A Assistant 
Director far State Agreements Programs Ip 22640 2B8 


— B403IS0223 "Sorption of Selected Ions in Alluvial Profile " 

HE1DK.gr, J C Nevada. Vniv of 84/02/21 IBpp 2264B 289 


□403130300 Suggests meeting of groundwater hydrologists re proposed 
exploration program at Lakevlew. OR UMTRAP site Exploratory 
pro.gram should provide groundwater info required for NRC 
concurrence in NEPA documents b ra d i ol o.g 1 ca 1 assessment 
HlOQINBDTHAM. L Low-Level Waste b Uranium Recovery Projects Branch 
B4/02/I4 MATHEWS. M Energy. Dept of Ip 22649316 


B4D31S0313 Forwards repts of telcons held u/NRC re QUIP 

ASH. E B Rockwall International Corp 6BS 64/02/16 DLSON. 0 L 
Energy. Dopt of Spp 22647 309 


B403160056 Trip rept of B40201-03 visit to Fort Collins, CO to attend 
conference on mg t of U mill tailingsilou level waste b 
ha I ardous waste 

QDDDE. D Geotechnical Branch (Post B3I001 ) 84/02/26 KNAPP. M R 

Oeotechnicai Branch (Post B31001) 2pp 22662 310 


B403160072 Requests written concurrence on DOE/State of WV b Navajo 
Indian Tribe cooperative agreements, to provide record of 
review process 

HIGDINBOTHAM. L Low-Level Waste b Uranium Recovery Projects Branch 
B4/02/2B FONNER. R L R egu 1 atl on s Dl vl s ion Ip 22662309 


640316DD73 Forwards J Fields rept summarixing effects of two changes 
on ouput of NUFT/DUM graphics package 

WISE. M J Repository Projects Branch (Post B3I0D1 ) 84/02/16 

Repository Projects Branch (Post 631001) 2lpp 22662 200 


B4031904P0 Reviews responses to (vflC comments on high Integrity 
container design for TMI EPICDR-II prefilter wastes Approval 
of design recommerided following resolution of listed 
comment s 

NUSSBAUMER. D A Assistant Director for State Agreements Programs 
B4/02/D1 KIRNER.N Washington. State of 2pp 226B1 342 


6403190422 Notifies of 340306-07 meetings w/onsite licensing 
representatives In Silver Spring. MD to discuss activities 
required to provide timely guidance to DOE Agenda enc I 
DROWNINO. R E Division of Waste Management 00393 84/02/24 

COOK, F R . PREBTHDLT.P T , VERtiA. T R Division of Waste Henagement 
4pp 22601-332 


6403190447 Forwards trip rept of 840130-0203 visit to Golden b Fort 
Cnllins.Ca to attend NRC Agreement States meeting. quarterly 
meeting of UMTRAP participants b sixth symposium an mgt of 
U tai I Ingsi 1 Obi level waste b halardous waste 

WEBER, M F Geotechnical Oranch (Post 831001 ) 84/02/15 KNAPP. H R 

Geotechnical Branch (Post S31001) 60pp 22679 297 


6403200312 Responds to 840130 memo requesting review of ahiprock 
remedial action plan for UMTRAP Due to limited resources, 
assistaivce requested from Seismelogy Beetton In reviewing b 
commenting on plan Seismologist comments end 
JUSTUS. P,S Geotechnical Branch (Post 8310011 84/02/27 

HIOGINBQTHAM. L Lou-Level Waste St Uranium Recovery Projects Branch 
Ip 22709 16B 


6403200314 Forwards notice of upcoming meetings as result of 830719-20 
meetings Notice will he updated weekly 

TAYLOR, r J Energy, Dept of OO3B0 64/02/24 MILLER. H NRC- 
No Detailed Affiliation Given CHRESTOFFER&ON Utah, State of 
FRIBHMAN, 9 Texas, State of Ip. 22709*167 


6403200331 Notification of U subcommittee St U administrative group 
organtxatlon B40207 meeting in Richmond. UA Resolution passed 
by State of VA Coal b Energy Commission end 

CATON. B, J Virginia. Cominonuealth of. 84/01/24 Virginia. 
Commanuealth of., 7pp 22709 132 


8403200345 Forwards current list of technical meetings on repository 
licensing tentatively established di/DClE Several addl 
meetings being scheduled & organlxed 

HILLER, H.J Repository Projects Branch (Post 831001) 00693 

84/02/16 BRQWNINO.R , CELL, H . HILLER, H NRC - No Detailed 
Affiliation Given 4pp 22709 110 


8403200346 Announces fifth bimonthly salt states/NRC meeting in 
Columbus, OH Forwards draft agenda for next meeting scheduled 
for 840329-30 

NEFF, J. O Energy. Dept of 84/02/27 JDHNSDN.R NRC - No 
Detailed Affiliation Given 3pp. 22709 107 


I 
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8403300391 Discus«es DOE request For meeting to discuss draft 
comments on Durango preliminary DEB Comments should be 
sent by 830215 List of attendees & handouts from 640214-S9 
meetings attached 

PENNIFlLt.R Uranium Recovery Licensing Branch 84/02/21 
HARTIN. □ E Uranium Recovery Licensing Branch 29pp 2270? 073 


8403300354 Foruards environ assessment preparation schedule Fulfilling 
□PS Plan Commitments 93141211. 53141231 & 93141231 ti 
reflecting current scheduling for site uork shops, deta revieu 
S< products 

KNAPP. K R Geotechnical Branch (Post B310011 B4/03/17 

DROWFirNO. R E Division of Uaste Management. 3pp 22708 3hl 


8403220277 Foruards Hydrology Team proposed action plan for rcvieuting 
data on salt hydrology prior to environ assessment release 
Comments requested by 830227 

CDDKEiD A Oeotechnical Branch {Post 831001) 00403 84/03/31 

JOHNSON. R L Repository Projects Branch (Post 031001) 3pp 
22723 311 


6403220303 Foruards description of hydrogeological exploration test 
program per 840223 telcon Meeting should be deferred until 
after exploration program Initiated In late Mar 
HATHEUSiM L Energy. Dept of 84/03/02 HIOOINBOTHAM. L 
Loui-Level Haste ti Uranium Recovery Projects Branch 14pp 
23730 346 


8403300356 "Ra-236 Analysis For Shiprock Site Tailings Samples " 
• a end lx Corp. 03/08/09 lOpp 22709 065 


8403300370 Forwards questions l< comments re review of surfece water 
hydrology, erosion & long-term stab 1 1 1 la 1 1 on aspects of 
draft remedial action plan 

JOHDSON.T L Geotechnical Branch (Post 831001 I. 84/03/38 
PENMtFILLiR Lou-Level Waste J< Uranium Recovery Projects Branch 
5pp 23708 351 


8403310034 Commants on petition for rulemiking re DDE guidelines for 
recommendation of sites for nuclear waste repositories 
FINN. D F Affiliation Not Assigned 49FR9650 002 84/03/19 

Docketing & Services Branch 3pp. 32706 360 


8403210038 Foruards Stats of NV comments on petition for rulemaking re 
concunence in DOE guidelines for recommendation of sites 
for nuclear waste repositories 

MURPHY. M R Murphy t Davenport 49FR9630 OOl 84/03/16 
PALLADINO. N Commissioners 4pp. 32707 011 


840322OI1S Submits notice of upcoming meetings of salt state 
representatives !< onsite representatives 

TAYLOR. J J Energy. Dept of 00398 84/03/03. MILLER. H NRC- 

No Detailed Aff 11 la t Ion Given FRISHHAH.B Texas. State of 
FORSYTHE. R Mississippi. State of Ip 32723 307 


8403220133 Forwards schedule for review of Topical Rept 
CN3I-HIC-14571-01r "Polythlene High Integrity Containers " 
JUNOLINB.TL. Engineering Branch (Post 831001). 84/02/27. 

PDPPE.L.K Chem-Nocloar Systems. Inc 2pp. 23733 293 


8403S2019S Trip rept of attendance at 640109 fc 13 class re geotechnical 
aspects L reclamation of tailings Impoundments 
PENNIULL. R Uranium Recovery Licensing Branch 84/02/21 
MARTIN. D E Uranium Recovery Licensing Branch Ip 32723 280 


8403320205 Provides process For ddaling w/irregularltiesi both technical 
& procedural, in hydrologic test methods 

HRIGHT.R d Repository Projects Branch (Post 831001] 00699 

84/02/23 MILLER.H J Repository Projects Branch (Post 831001) 

2pp 32723 375 


8403230335 0J-04(B3} 

"Environ Assessment of Preliminary Cleanup Activities at 
Offsite Properties Contsoiinated by Tailings from Grand 
Junction Inactive U MI 1 1 si te. Grand June tlon. CO. 

• Bend lx Carp 83/04/30 2Bpp 22719 309 


8403220220 Informs Of review of listed sections of Shiprock remedial 
action plan Plan acceptable upon receipt of adequate 
response to end comments ft questions 

YOUNG. Y Division of Haste Kanagenent 84/03/02 PENNIFILL.R 
Division of Wsstt Kanagenent 9pp 22723 393. 


0403530029 Comments on petition for rulemaking re DOE guidelines for 
recommdndation of sites for nuclear waste repositories 
Concurs w/seven points in preliminary decision 

FRISHMAN, S Texas, State of 49FR9690 004 84/03/19. CHILK. 8 J 

Office of the Secretary of the Commission ip. 22728' 349. 


8403230030 Suppls comments on petition for rulemaking re DDE guidelines 
for recommendation of sites for nuclear waste reposltor les. 

Requests serious action be taken on DOE feilure to provide 
peer environ program 

FINN.D F Affiliation Not Assigned 49FR690 003 84/03/17 

Docketing & Services Branch 2pp 33724 333, 


8403230050 Comments on petition for rulemaking re compliance w/DOE 
guidelines for recommendation of sites for nuclear waste 
repositories Generally supports Commission position. 

JIM.R Yakima Indian Nation 49FR9690 005 84/03/20. 

PALLADINO.N J Commissioners Ip 22726 343. 


8403330180 List of State of HA Dept of Ecology high level nuclear waste 
mgt legislative proposals. as of 840303 

« Hashlngton, State of 00699 84/03/03 2pp 22799' 119 


8403330193 Forwards documents re high level nuclear waste repository 
Issue, per 840206 request Clarification of some documents 
1 i sted H/o end 

MATTSON, 0 R Policy it Program Control Branch (Post 831001) 00394 

84/02/24 DRIVER, D M Utah. State of 2pp. 22741 361 


B4D3230349 Forwards agenda for NRC/DOE 040313-19 briefing on geological 
sciences Investigation In Richland, UA 

□LBON, 0 L Energy, Dept of 00694 84/03/01. HRIGHTiR J 

Repository Projects Branch (Post 831001) 4pp 22741 397, 


8403230390 Summary of State of HA High Level Nuclear Haste Advisory 
Council 840120 meeting u/llsted attendees re forthcoming 
public info program w/Ofc of High Level Nuclear Haste Mgt 
• Hashlngton, State of 006B6 84/01/20, Hashlngton. State of 

35pp 22739' 337 


8403260043 Informs that preliminary version of NU8 topical rept. 
"Qualifications of Cement Solidification Proceii for 
Stabillilng Haste Forms." cannot be processed for detailed 
review due to absence of incomplete Info 

HIOOINDOTHAM. L Low-Level Haste it Uranium Recovery Projecte Branch. 
HH-84047 84/02/17 PDHELL.R, NUS Carp Ip 22763' 396. 


8403260344 Summariies 840123-26 data review vlilt at eite Review 
process consisted of conveying preliminary observations, 
review t, analysis of data it performance of sensitivity 
analyses & analysis of test data 

NATARAJA.M 8 Engineering Branch (Post 831001). 04/02/27 

URIGHT.R J Repository Projects Branch (Post 631001) 8ipp. 
33779 319 


6403220231 Confirms vsrbal advice that ELD reviewed (< approved 
cooperative agreements negotiated between DOE 8. State of HY 
l< Navajo Nation. For reclamation b cleanup of U mill 
tailings disposal sites 

FONNER.R L Regulations Division, 64/03/07 HIGGINBOTHAM. L 
Low-Level Haste tc Uranium Recovery Projects Branch Ip. 23719 399 


B4D32S0239 Confirms info on NRC plans Si preparations for review of 
draft environ assessments pressnted at 831119-16 meetings 
R Browning 831130 Itr b S Cop Ian 831116 Itr end 
LINEMAN. J Repository Projects Branch (Post 631001) 00402 

64/03/24. NEFF.J O Energy. Dspt of, Spp 32719.360 


8403250374 Act receipt of 640111 response to B30619 Itr re exploratory 
shaft const b seeling. List of requested refs end. 

LINEHAN, J J Repository Projects Branch (Post 831001). 00401, 

84/02/29 NEFF.J. Q Energy, Dspt of 4pp 32723 315 


—8403260347 nHQ-BW-8A-2a6 P 

"Design b Const of Block Test in Closely Jointed Rock '* 

BLACK. M T , CRAMER, M L Rockwell International Corp 83/06/30 
124pp 22776.034 


— 8403260390 Forwards data obtained or requested from DOE during 840134- 
26 data review visit 

RAJARAM.V Engineers International, Inc, 84/01/31, BEAMANS, T, 
Engineering Branch (Post 831001) l?pp 33776.161 


— 8403260393 Forwards draft rock mechanics data review chec k liet. FORTRAN 
listing of algorithm to calculate displacements from 
axtensometer data b sample input data instruction for plots 
generated by data aquisltion sys, 

HAHI.K.K Sandia Laboratories 84/01/31 NATARAJA. N. B. 

Engineering Branch (Post 831001) 49pp 22776 IBO. 


8403280293 Trip rept of attendance at Third Uorkshop on Regi on-to-Area 
Screening Methodology for Crystalline Repository Project on 
840231-24 In Atlanta, GA. Regi stratlon list end 

LDGSDON, M J Repository Projects Branch (Post 631001), MATTSON, D B. 

Policy b Program Control Branch (Post 831001) 84/03/07 

BROUNINO, R E Division of Haste Management 10pp. 32808*190. 
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8403280284 Foruard* draft Itr Incorporating conclusions (i 
recommendation re technical assistance to State Of M on 
NUPAC high integrity container design Addl Info required re 
corrosion performance of F299 uelds ti pitting corrosion 
HfOOINOOTHAHi L Lou-Level Uaste Si Uranium Recovery Projects Branch 
84/02/16 NUSSHAUMERiD Assistant Director for State Agreements 
Programs 7pp 22808 182 


8403280257 Trip rept of attendance at SistS Symposium on Mgt of U Mill 
TaillngsjLou Level Masts & Haiardous Waste on B402Dt-03 in 
Fort CollinsiCO Agenda end 

PEARRlNOtJ R Eng Inter Ing Branch (Post 031001) 84/03/06 

OREEUESi J T Engineering Branch (Pott 031001), 7pp 22808 175 


843328025? Trip rept of participation at working setaion on DDE UMTRAP 
document. "Uiclnltvi Properties Mgt h Implementation Manual ” 

FLORY* C. Lou-Level Maste h Uranium Recovery Projects Drancli 
84/03/07 HIQOINBaTHAMi L. Lou-Level Waste ti Uraniumi Recovery 
Projects Branch. 4pp 22808:173. 


B4032B0267 Foruards Info ro geotechnical engineering topics suggested 
for cons! daratlon in development of IWTRAP remedial action 
plana. Plan should includo sufficient info to indicate that 
bases for conclusions ti findings are uell founded 
OREEVESi J T Engineering Branch (Post 831001) 84/03/02 

HIOOlNBOTHAMf L, Lou-L#vei Maste t< Uranium Recovery Projects Branch. 
4pp 22808.077 


B4032?0316 Comment* on petition for rulemaking re DOE general 
guideline* for recommendation of litsa for nuclear waste 
repositories, MAC concurrence decision offer* some 
letprovcment to DOE guidelines 

KALITOUSKIiT Mtnnesotai State of 4?FR?690 006. 84/03/20 

PALLADINOf N 8. Commi esioncr s, 3pp 22B02 062 


8403300239 Forwards K Bchmadar 840119 itr to prospective offerors re 
Amend 1 to RFP E912-0B400R 6 cover Itr ti std order for 
work dtd 831230. M/o incl. 

NEFF.J. □. Energy. Dept of 00097 84/03/14 LllEKAN.JL 

Repository Projscts Branch (Post 831001) 2pp. 22042,344 


8403300243 Requests listed documents re BUtP he forwarded to Yakima 
Indian Nation, 

TOUSLEY.D R, Harmon fc Weise 00703 84/03/08 BUNT I NO. J 

Dlvliion of Waste Hanagamint. Spp 22840.399, 


B40330024B Rev 0 to Procedure 8D-BW1-PMP-D03, "Project Mgt Plan Far 
Hydrothermal Testing of Wastc-Barrier-Rock Interactions 
Using Fully Raduasts Project '■ 

DEJU. R. A Rockwall International Corp EVANS. E, A Mestinghouse 
Electric Corp CHI KALLA. T, D Bs t te 1 1 e Memorial Institute. Pacific 
Northwest Laboratories 00709 62/10/31 67pp 22840 2Bi 


XPDRTLIC EXPORT AND IMPORT LICENSES 


8402020431 Amend 2 to Edlow Inti Co export 1 icense. ex tending expiration 
date to 860101 

PETERBON. M R Assistant Director for Export/Impart ti International 
Safeguards. 84/01/16. ip 22062* 182, 


8403010084 Application to amend export 1 icense. ex tend Ing expiration 
date to 870331. 

WILSON. B.D. Oeneral Electric Co BDM-13-84. 84/02/06, HEMBY. E 0 

Office of International Program*. Dlrectar ip 22479:356, 


8403010338 License for Mitsui li Co. Inc to export 189.790 lbs Zr-2 it 
Zr-4 trex to Japan 

ZIMMERMAN. J, V. Assistant Director for Export/lmpor t ti Intarnatl onal 
Safeguards 803-236. 84/02/24. Ip. 22449 395 


8403010346 License for Mestinghouse to export one proportional counter. 
Type 23744. to France 

ZIMMERMAN. J V. Assietant Director for Export/Import it International 
Bafeguarde. ZE 40190. 84/02/21. Ip 22449. 352. 


6403010364 License for Sandvlk Special Metals Corp to export 
200.000 lbs Zlrcaloy 4 part pilgtred cladding to Canada, 

ZIMMERMAN. J. V Assistant Director for Export/Import ti International 
Safeguarde, 88M-3t016. 84/02/21 Ip. 22479*173, 


8403010369 License for Meitlnghouse to export six compensated 
ioniiation chamhere. Type 23944. to France, 

ZIMMERMAN. J. V Aseletant Director for Export/Import ti International 
Bafeguarde ZE 40189, 84/02/21, ip 22449; 362, 


8403010418 Amend 1 to Reactor Experiments. Inc export license. increasing 
quentity of U-239 to is g Sc U to 16, 84 g 

ZIMMERMAN. J. V Assistant Director for Export/Import li International 
Safeguard* 1464 84/02/24, Ip 22449*339, 


8403010421 Foruiarde application for export license for minor nuclear 
export Ltr of assurance required U/a enci 

ZIMMEnriAN.J V Assistant Director for Export/Import 5. International 
Safeguards 84/02/23 STOIBER.C R State. Dept of. Bureau of 
Oceans t. Inti Environ & Scientific Affairs Ip 22449 334 


0403010425 License Por Mestinghouse to export four lirconium fuel 
tubes. top end plugs, bottom end plugs k> stainless steel 
springe to Belgium 

ZIMMERMAN. J V Assistant Director for Export/Import & International 
Safeguards KMH-4S3 84/02/21 ip 22449 333 


0403010432 License for Mitsui ti Co. Inc to export 164.490 lbs Zi — 2 
trex to Japan. 

ZlMMERMANiJ V Assistant Director for Ex port/ Import t. International 
Bafeguords 803-290 84/02/24 Ip 22449 322 


8403010454 Forwards application to export 200 Zircaloy channel blank 
strips to Japan 

STREET. L L Edlnw International Co MUI 64387 84/02/16 MOORE. N 

NRC - No Detailed Affiliation (Jlven Ip 22444 067 


— 8403010456 Application for license to export 200 Zlrcaloy channel 
blank str 1 p s to Japan 

BTBEET.L L Edlow International Co ABEA B4/02/L9 Ip 
22444 068 


8403010459 Application for license to export 10 kg thorium fluoride 
powder. containing 7 54 kg thorium. to Italy 

CDLTON.E Cerac. Inc 84/02/19 HEMBY, E NRC - No Detailed 
Affiliation Given Ip, 22444 066. 


8403010463 Application for license to export three 8F3 proportional 
counters, two compensated Ion chemliert two startup 
astembliei to Buitxerland. 

HEETHER.U H Mestinghouse Electric Corp ZE 10997 84/02/21 Ip 

22438’ 282 


&403010'464 Ltr of assurance re export of 13 g U-23S, contains d in 325 g 
U. to Japan 

SHJRAKAMA.T Japon. Govt of 04/02/08 RAYMOND. J F Energy. 
Dept, of Ip. 22443 301. 


8403010465 Forwards application to export 971 kg U-239, enri c hed to 
3 4D'X U hexafluoride, to Japan 

3KtMA. 8 Mitsubishi International Corp (subs of Mitsubishi Corp.) 

84/02/10, Assistant Director for Export/Import 6 International 
aafeguards 2pp 22443 298 


— 0403010468 App 1 lest ion for license to export 751 kg J-239. enri ched to 
3 40X U hexaf luor Idoi to Japan 

8HIMA.G Mltaublshl International Corp (subs of Mitsubishi 
Corp } 84/02/21 ip 22443 300, 


8403010466 Forwards application to export 20 g Pu {meialk to Japan 
NAKAMURA. N Marubeni America Corp (subs of Marubeni Corp ) 
B4/02/kS MRIOHTiD L Assistant Director for Export/Import ii 
International SaPoguards tp 2243B 286 


— 8403010467 Application for license to export 20 g Pu (metal) to Japan 
End use statement end 

YAMADA. K, Marubeni America Corp (subs of Marubtnl Corp ) 

ZH-Ol 19 84/02/ 1 9 3pp. 22438* 287 


8403010470 Forwards application to export slightly enriched U 
hexafluarlds to Japan 

SKIHAi 9 Hltsublahl International Corp (subs, of Mitsubishi Corp.) 

H9A-94B3-10, 84/02/10 Assistant Director for Export/Import ti 

International Safeguards, 2pp, 22443*299 


— 8403010473 Application for license to export 583 kg U-235> enricliad 
to 3. 40X U hsxaFluorlde. to Japan 

SHI HA. 8 Mitsubishi International Corp (subs, of Mitsubishi 
Corp, ). HSA-54e3-10. 84/02/10 Ip 22443* 297. 


8403010471 Ltr of assurance re export of 302 kg U-23S. contai nid in 
9,993 kg U, to Japan 

8H1RAKAMA.T Japan, Govt of. 84/02/22. RAYMOND. J.F Energy. 
Dept, of ip. 22438 362 


8403010478 Application to amend export 1 i cense. e x tend ing expiration 
date to 870331, 

WILSON, B.S General ElactrlcCo, QDM-i2-a4. 84/02/06 HEMBY.EO 
Office of Internati anal Programs. Director, Ip. 22438:361 
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B4030I0479 Requests Executl /e Brerch position re Nlssho lual American 
Corp application for amenils to licenses to eiporti increasing 
quantity of U authorited for esport to Japan 

ZlMt1Eni1AN»J V Assistant Director for Ex p art/ 1 mpor t & International 
Safeguards BA/0?/J7 BTOI DERj C Statei Dept of< Bureau of Oceans 
& Jntl Environ U Scientific Affairs ip 72443 297. 


a4030104B4 Application to amend export 1 Icenses^ 1 nereasing quantity of 
Australian origin hexaf luorldej conta ined in fuel rods/assysi 
for export to Korea 

HEBBCH.M M Mostinghouse Electric Corp. MMJH-460. 94/02/17 

ZlMHEnMANjJ V Assistant Director for E x port /toipor t & International 
Safeguards 2pp 22439 304 


B4030I04B7 Ltr of assurance re application for amend to license to 
export lb 94 g high enriched U me tal i con t alning 13 7 g 
U-235< to Japan 

SHIRAKAWA.T Japan. Oovt. of B4/02/22 RAYMOND, J F, Energy. 
Dept of Ip 2243B 3bO 


9403010490 Application for license to export 002 g CF-2S2, to India 
BENSON, E C Isotope Products Laboratories M/O 10274 83/11/02 

Ip 22439 359 


9403010491 Requests Executive Drench position re 840221 application for 
license to export 1, 000, 000 Ci tritium, in bulk gaseous form, 
to United Kingdom W/o enc 1 

Z IMMEttMANj J V Assistant Director Par Expor t/Impor t it International 

Safeguards 84/02/23 STOIBER, C R State, Dept. of. Bureau of 
Oceans b Inti Environ & Scientific Affairs. Ip 22436,356 


840301049S Foruards application for export license for oiinor nuclear 
export to Canada Ltr of assurance required W/n enc I 
ZINMEHHAN, J V Assistant Director for Ex por t Ylmport It International 
Safeguards 94/02/24 RAYMOND, J Energy, Dept of Ip 
22439 357 


6403010940 Application to amend export license, extending expiration 
date to B7033I 

UILSON. D D General Electric Co B0M-li-B4 a4/02/0b HEMSY.E O 
Office of International Programs. Director Ip 22438 391, 


B40301054S Application for license to export fuel assembly tubes, 
ilrconlum p lugs, stalnl ess steel springs b Inconel, to Italy 
HERSChl, M M Uestinghouse Electric Corp 84/02/23 Ip 22443' 302 


0403020019 Forwards Transnuc lear, Inc B40202 application for amend to 
export license increasing quantity to 1,348 334 kg ti-239, 
contained in 3b,b43 kg U 

ZIMMERMAN, J V Assistant Director for Export/Import b International 
Safeguards 04/02/09 RAYMOND, J Energy, Dept, of Ip 
22491 094 


— 8403020024 Application to amend export 1 icense, increasing quantity tc 
1,348 334 kg U-235, c onto 1 n sd in 36,643 kg U 

HANNtTT.B A Transnocloar, Inc RBU-394. 84/02/02 MQORE.R. M. 

Office of International Programs, Director tp, 22491:069 


B4DS020079 Application for license to export miscellaneous designed 
primary pump components to Spain 

PEARSON, A Borg-Harner Corp 8S6-V-229B 84/02/06 Ip 

22491 188 


8403020089 Application to amend export 11 cense, ex tend Ing expiration 
date to 870331, 

HILSOM, D D General Electric Co BDW“i7-84. 84/02/06 HEMBY.E Q 

Office of International Programs, Director ip 22491 '183 


8403020118 Forwards application to export spent nlckel/U catalyst 
NDA-21, containing 77. U b IIX nickel, to Canada 

VANDERSTEEO, F Parkans International, Inc, 84/02/14 MaORE, R. N. 

Office of International Programs, Director Ip 22491 177 


8403010499 Application for license to export 25 pieces of xirconlum 
tubing matl to Mest Bermany 

WILSON, D D General Electric Co BDW-2a-B4. 84/02/16 Ip 
22439 356 


8403010502 Ad'Vises that Westinghouee 840221 application for license to 
export ml icellaneous fuel assembly components to Italy for 
weld quat 1 flcatl on tests issueif w/o normal iS-day waiting 
period 

ZIMMERMAN, J V Assistant Director for Ex por t /tmpor t b International 
Safeguards 84/02/24 Assistant Director for Ex port/lmport b 

lixternatl onal Safeguards. Ip 22439:339 


8403010509 Application for license to export 150 kg U dioxide, as powder 
or pellets, to Taiwan 

a OencTBl Electric Co BDW-27-84 84/02/16 Ip S243B 309 


B403D10312 Forwards applicstion to export 322 kg LI-235, enriched to 
2 40,4 U hexaf luarld e, to Japan 

BHIMArS Mitsubishi International Corp (subs of Mitsubishi Corp > 
84/02/10 Assistant Director for Export/Import b International 
Safeguards 2pp 22438 336 


— 8403010517 Application for license to export 322 kg U-239, enriched to 
2 40X U hexaf luor 1 do, to Japan 

SHI HA I S Mitsubishi International Corp (subs of Mitsubishi 

Corp 1 H3A-54B3-0B B4/02/01. Ip 224 38 338 


8403010522 Forwards newsletter on Omnibus sys describing CEDAC plant 
monitoring b display sys per 840208 discussion b 84D2D1 
application for export license W/o end 
WILSON, B D General Electric Co. BDW-21-B4 84/02/08 

PETERSONiM R Office of International Programs, Director Ip 
22438 392 


— 8403010546 Forwards application to export plant monitoring b display 
sys. consisting of three VAX b two OEDAC sys, to Finland. 

WILSON. D D General Electric Co IirM~09-a4 94/02/01 
WRIGHT, 8. L Dfrice of International Programs, Director ip. 

22439 353 


— 8403010550 Application for license to export plant monitoring b display 
sys, c one t sting of three VAX b two OEDAC ays, to Finland, 
e General Electric Co SDW-oe-B4. B4/02/01 Ip 22438 354 


B403010539 Application to amend export 1 ic ense, extending expiration 
dote to 870930, increasing quantity to 190 pieces fa changing 
description of equipment, 

WILSON, B D General Electric Co. 84/02/17. HEMiBY.E, 0 Office of 
International Programs, Director. Ip 22439 343 


— 8403D20119 Application for llccnee to export spent nickel/U catalyct 
NUA~21, containing 77. Ufa il/. nickel, to Canada 
s Parkans International, Inc 84/02/10 ip 22491.178. 


8403020151 Ltcenee for Uestinghouse to export mi seel lance out fuel 
assembly components to Italy 

ZIMMERMAN, J V Aseletant Director for Export/Import b International 
Safeguards 84/02/24 Ip 22491 '156 


B40SD20154 License for Teledyne Wah Chang Albany to export 60,000 
lb Zircaloy-B trex to West Germany 

ZIMMERMAN, J. V Assistant Director for Export/Import b International 
Safeguards 3350 (JFM) 94/02/21 Ip 22491. 159. 


6403020157 Application to amend license to export, increasing quantity 
by addl 250 kg b extending expiration date to 660501 
LUCENA, 8 Interactive Radiation, Inc 84/02/17 tEMBY, E □ NRC - 
No Detailed Affiliation Given Ip 22491 149. 


8403020422 Application for license to export 164,450 lb Zr-2 TREX to 
Japan End use statement encl 

s Mitsui b Co (USA), Inc (subs of Mitsui b Co , Ltd ) 803-309. 

64/02/03 Epp 22491 267 


8403020420 Application for license to export compounds, canto ining 
deuterium, equivalent to 5 kg deuterium liquid over 2-yr 
period', to India 

« Sigma Chemical Co, 0-112 64/02/07 Ip 22491.263 


8403020451 Forwards application for export license for minor nuclear 
export. Ltr of assurance required 

ZIMMERMAN, J V Assistant Director for Export/Import b International 
Safeguards. 84/02/10 STAIBER, C R State, Dept of, Bureau of 

Oceans b Inti Environ b Scientific Affaire ip, 22491.197. 


— B403020453 Application to amend export license, adding ATLAS, A8 as 
fabricator/manufacturer of fuel elements. End use statement 
encl. 

HANNCTTiB A Transnuc 1 ear. Inc NUK-420. 84/02/02 MOORE, R. N. 

Office of International Programs, Director, 8pp 22491 '198 


8403050026 Amend 3 to OE export license, extending expiration date to 
67033 I 

ZIMMERMAN, J V Assistant Director for Export/Import fa Intarnatlonal 
Safeguards ODW 14-84 84/02/10 Ip 22496' 345 


8403050033 Application for license to export 189,750 lb Zr-2 b Zr-4 

trex to Japan. 

EJIKA, M. Mitsui b Co. (USA), Inc (tubs of Mitsui b Co., Ltd. 1. 
803-236 84/02/03 2pp 22527' 330 
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8403050036 Application to anond licentt to rxporti extendi ng expiration 
date to 831231 

HOZNIAK, D R Carpenter Tethnology Corp. 04/02/01 KEMDYi E 
Aetistant Director for Export/Import & International Safeguards Ip 
22327 32<? 


8403050039 Application to amend license to export, extending expiration 
date to B70331 

giLSON. B D Oeneral Electric Co BDU-lS-84 84/02/06 HEHDY, E 0 
Office of International Programs) Director Ip 22527 328 


8403030044 Application for license to export tuio compensated lonliatlon 
chanbersi Type 6377> to France 

HEETHER.W H Hestinghouse Electric Corp ZE40173 04/02/21 Ip 

22327. 323 


8403030043 Amend 3 to OE export 1 icensC) extend ing expiration date to 
B70331 

ZIHMERHANiJ V Assistant Director for Ex port/ Imp or t ti International 
Safeguards BDU 17-84 84/02/10 Ip 22327 322 


8403030047 Application for license to export 3i233 kg il-23S> contained 
in 97)957 kg 8) to Belgium 

HERBCH)M.H Us stlngbouse Electric Corp KHH-4BS 84/01/31 Ip 
22527 321 


8403050050 Application for license to export 225 kg U-23S>as U oxide 
powder) to Belgium. 

HERSCH)MH Uestlnghouse Electric Corp HHH-4S4 B4/01/31 Ip 
22527: 320 


8403050188 Advises that Reuter-Stokss 840221 application for license to 
export two fission counters to Japan Issued u/o normal 
13-day waiting period 

ZIKHERhAN)J V Assistant Director for Export/Import tt International 
Safeguards 84/02/24 Aaslstant Director for Eiport/lmport & 
International Safeguards Ip 22328 192 


8403030190 License for BbU to export 13 g U-235) contained in 323 g U. 
to Japan. 

ZIMHERNAN.J V Assistant Director for Export/ Import & International 
Safeguard e. 84/02/28 2pp 22326 190 


8403030193 License for Byron Jackson Pump Dlv to export miscellaneous 
specially designed primary pump components to Spain 
ZIMMERMAN) J. V Assistant Director for Export/Import & International 
Bafeguards 836-9-2238 84/02/27 Ip 22328-189 


8403030209 License for Hestinghouse to export three proportional 
counters) Model 699B> to Italy 

2IHHERNAN)J V, Assistant Dirsetor for Export/Import it International 
Safeguards ZE'-40193 84/02/29 Ip 22528 131 


8403030213 Amend 1 to license for OE to import 17 kg U) contained in 
,230 kg U-233 if tlO kg Pu metal clad fuel segments) from 
Norway, 

ZIMMERMAN) J. V Assistant Director for Export/Import b Int srnational 
Bafeguards 84/02/24. Ip 22328 144 


8403030261 Application to amend license to export, extend ing expiration 
data to 870331. 

HILSON. B.D. Oaneral Electric Co BDH-16-a4 84/02/06. HEHBY.EO 

Office of International Programs, Director Ip 22327 104 


8403030276 Amend 2 to CE export license, extending expiration date to 
870331. 

ZIHMERMAN.J V, Assistant Director for Export/Import tc International 
Safeguards. BDU-16-84. 84/02/10. ip 22301- 186 


8403030282 Amend 8 to OE export license, extending expiration date 
to 870331 

ZIMI«RMAN, J. V Aeeletant Director for Export/Import It Internatlonel 
Bafeguardi. 8DU 12-84. 84/02/10 Ip. 22301,187. 


8403030286 Amend 8 to OE export llcenie, extending expiretion date to 
670331 

ZIMMERMAN) J, V, Ascistant Director for Export/Import b International 
Safeguorde BOW 12-84. 84/02/10 Ip. 22301-206 


8403030320 Foruarde application for export licente for minor nuclear 
export, Ltr of aseurance required, 

ZIMMERMAN, J V, Aecistant Director ‘for Export/Import b International 
Safeguards 84/02/28 RAYMOND, J Energy, Dept of. Ip 
23301*275. 


— 8403030327 Foruierds epplleatlon for license to export 13,129 kg U, 
contained in 332 kg 11-233, to Jepan. 

8H1MA.S. Mltsutiehi International Corp. isuhs of Hitsublslii 
Corp, ) HBA-S4B3-08. 84/02/10 Aesietant Director for 

Export/Import b Internattonel Safeguards. 2pp 22301-276 


— 84030S0333 Application for license to export 13.129 kg U. contained in 
322 kg U-335, to Japan 

bHIMA. S Mitsubishi International Corp (subs of Mitsubishi 
Corp } 84/02/01 Ip 22301 276 


0403030350 Requests Executive Branch poeitioti re Marubeni America Co 
application for license to export 20 g Fu to Japan 

ZIMMERMAN. J V Assistant Director for Export/Import b International 
Safeguards 84/02/28 STOIBER, C R Energy, Dept of Ip 
22501 339 


— 8403050364 Forwards application to renew expired License X8NM-1617 to 
export 30 g Fu to Japan 

NAKAMURA. N Marubeni America Corp (subs of Marubeni Corp > 
04/02/15 UHIOHT.O L Assistant Director for Export/Import b 
International Safeguards Ip 22501 340 


— 8403030366 Application for license to export 30 g Pu to Japan 
NAKAMURA, N Marubeni America Corp (subs of Marubeni Corp > 
2H~0l 19 04/02/15 3pp 22301 341 


0403030359 Requests Executive Drench position re MRD Div application 
for license to export 60,000 Ci tritium in bulk gaseous form 
to Switierland H/o anc 1 

ZIMMERMANiJ V Assistant Director for Export/Import b International 
Safeguards 04/02/27 8TGI0ER, C R State, Dept of. Bureau of 
Oceans b Inti Environ b Scientific Affairs ip 22301 337 


0403030368 Forwards application for export license for minor nuclear 
eipolt Ltr of assurance required 

ZIHMERMAN.J V Assistant Director for Ex port/ Import b International 
Safeguards 84/02/20 RAYMOND, J Energy, Dept of Ip 
22327 309 


— B4030S0373 Forwards application for license to export slightly enriched 
U heiafluorlde to Japan 

SHIMA, 8 (Htsubishi International Corp (subs of Mitsubishi 
Corp ) HSA-S403-1O 84/02/10. Assistant Director for 

Export/Import b International Safeguards 2pp 22327 310 


— 84030SD376 Application for license to export 16,884 kg U, contained in 
383 kg U-233, to Japan 

SHIMA, B Mitsubishi International Corp (subs of Mitsubishi 
Carp ) HBA-34a3-10 04/02/10 Ip 22327 312 


0403060035 License for Mitsui b Co, Inc to export 302 kg U~23S, conta ined 
in 9,973 kg U, to Japan 

ZIHMERMAN.J V Assistant Director for Export/Import b International 
Safeguards MBK.-2F1-R3 (B) B4/02/27 2pp 22528 329 


0403060038 License for Reuter-Stekes, Inc to export two fission 
counters, Model R8-F6-0S05-134> to Japan 

ZIMMERMAN, J V Aaslstant Director for Export/Import b International 
Safeguards 0-1053 84/02/24 Ip 22549 343 


0403060075 Application to amend license to export, increasing quantity 
to 22,560 kg U for export to Ucst Germany 

DUDOla, D European Communities. Commission of RBU-42B 84/01/20 
RAYMOND, J Energy, Dept of tp 22320 272 


0403060007 Foruarde Ifestinghouse 040221 ltr -withdrawing application for 
license to export four fission chambers to Argentina 
ZIMMERMAN, J V Assistant Director for Export/Import b International 
Safoguards 64/02/27 8TOIBER, C R State, Dept of, Bureau of 
Oceans b Inti. Environ b Scientific Affairs Ip 22326 287 


6403060369 Requests waiving IS-day waiting period to expedite Issuance 
of export Itcense as shipment scheduled for 840301 
POWELL. C Reuter-Stokes, Inc 04/02/21 HEHQV, E. NRC - No 
Detailed Affiliation Given ip 22332 259 


— 8403060573 Appltcattoii for license to export 2 Model R8-PO-O0O3~134 
fission counters to Japan 

POHE(LL.C Reuter-Stokes, Inc D-0133 04/02/21 ip 22552 260 


8403070004 Amend 2 to OE export license, extend Ing expiration date to 
870331 

ZIMMERMAN, J V Assistant Director for Export/Import b International 
Safeguards. BOW 13-84 84/02/10. ip. 22362 333 


8403070333 Appl lea t Ion to amend export 1 1 c ense, extending expiration 
date tp 870331. 

HItSON, B D General Electric Co, DDU-14-84 B4/02/C6 KEMBY.Ea 

Office of International Programs, Director. Ip 22364 316. 


8403070377 Forwards Hestinghouse 040217 appticatlon for amend to export 
license Assistance In obtaining required approvals per US/ 

Australian Agreement requested 

ZIMMERMAN, J V Assistant Director for Export/Import b Internet 1 one 1 
Sefegtiards. 04/02/27. HART, T. Energy, Dept of Ip 22567* 194 
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— 9403070381 Flequosts ^ssistdnce in obtalnins 1*’' of assuranco from 
Australia to raoipart Austra 1 ian-orig in matl 
HERSCH.H M Oaneral El et trie Co MHK-460 84/03/17 

ZinilCRMAMp J V Assistant Director for Export/tmport Sr 
International Safeguards Ip 33567 195 


B403070434 Forwards application for aiport license for minor nuclear 
eiport Ltr of assurance required 

ilMMERHAN. J V Assistant Director for Eiport/Import Ec International 
Safeguards 84/03/28 RAVMDNDi J EnergiJ> Dept of Ip 
33S66 399 


— 8403070435 Forwards application to export slightlg enriched U 
heiaftuorlde to Japan 

SHtMA> 5 Mitsubishi International Corp Isubs of Mitsubishi 
Corp I HSA~54B3-11 84/03/17 Assistant Director for 

Expo-rt/ Import k International Safeguards 3pp 32366 396 


B403I50I74 License for NL Industries! Inc to export 10>SQS 3 kg depleted 
U to Canada 

ZlHMEBMANiJ V Assistant Director for Ex p or t/Inpor t t< International 
Safeguards 84/03/01 3pp 23646 343 


B4031S019S Requests discontinuation of further investigation ri export 
license Order canceled 6 export license no longer required 
TERHlLLIQERi L Meetinghouse Electric Corp 84/03/31 Assistant 

Director for Export/Import k International Safeguards Ip 
33646 369 


B403190197 Fortuards application to export 3 9 kg natural thorium tc 
26 kg depleted U-338i as coated particles 6 oxide 
partlculatesi to Mest Germany 

MDMRYiHR GA Tec hno 1 og 1 est Inc /General Atomic Co IEL-90S6 
04/02/39, ZIMMERMAN, J, HEMBV. E Assistant Director for 
Export/Import 6 International Safeguards Ip 32646 363 


— Q403070436 Application for license to export 34, 4B-9 kg U hexafluoride, 
contained in i< 104 kg U-333, to Japan 

SHlilA, S Mitsubishi International Corp isubs of Mitsubishi 
Corp ) HSA-54a3-ll 84/02/17 2pp 22566 299 


— 8403150199 Application for license to export 3 9 kg natural thorium 6 
36 kg depleted U~338i as coated particles (k oxide 
particulates, to Mest Germany 

MDWRY,W R GA Technologies, Inc /General Atomic Co IEL-90B6 
84/03/39 Ip 33646 264 


8403080115 Forwards application for export license for minor nuclear 
export Ltr of assurance required 

ZTMMERMAN,J 9 Assistant Director for Ex por t / Imper t Sc International 
Safeguards 84/03/38 RAYMOND, T Energy, Dept of tp 
33SBJ 338 


8403190241 License for CERAC, Inc to export 7 540 kg thorium, contained 
in 10 DO kg thorium Fluoride powder, to Italy 

ZIMMERMAN, J V Assistant Director For Export/Import 6 International 
Safeguards TLX 8439 84/03/07 Spp. 33649 392 


0403140237 Forwards application for export license for minor nuclear 
export Ltr of assurance required 

ZIHMERMANiJ V Assistant Director for Export/Import k International 
Safeguards 84/03/06 STOIDER,C R. State, Dept, of. Bureau of 
□reans £, Inti Environ S, Scientific Affairs Ip 22637 330 


6403140307 Forwards Transnuc 1 ear, I nc B40324 application to amend export 
license to Include CERCA, Romano-sur-I sere, France, as 
intermediate consignee For fabrication of fuel elements 
ZIMMERMAHtJ 9 Assistant Director for Ex p art /Impor t t< International 
Safeguards 84/03/07 STOIBERi C State, Dept of. Bureau of Oceans 
U Inti Environ k Scientific Affairs tp 2363S 313 


— 8403140308 Application to amend license tn include CERCAiRomano-sur- 
I sere, Franc e, as intermediate consignee for fabrication of 
fuel elements 

HANNLTT. fl A Tran snucl ear, Inc NUK-40a 84/03/34 MOORE, R N 

Office of International Programs, Director Ip 33639 314 


8403140315 Forwards Marubeni America Corp application to export 24,355 
kg U he xaFluoride, c ontalning 717 kg U-235, to Japan 
Assistance in obtaining required approvals per US-Australla 
Agreement requested 

ZIMMERMAN,J V Assistant Director for Exp or t/ Impor t k International 
Safeguards B4/03/D6 HART.T Energy, Dept of Ip 32635 298 


D403150139 Informs that license for NL 1 ndus tries, Inc to export 
10,583 3 kg depleted U to Canada, issued u/o iS-day waiting 
p erlod 

ZIMHERM’AN,J V Assistant Director for Export/Import k International 
Safeguards 84/03/01 Assistant Director for Export/Import & 

International Safeguards Ip 23646 353 


8403150134 Forwards application to export 13 kg U, enriched to SX U 
h exaf luor Ide, to Mest Oermany 

HARMDN, D M Braunkoble Transport k Storage, Inc hCX-EX-A 
04/03/38 MRICHT, B Assistant Director for Export/Import & 
International Safeguards Ip 33646 349 


— 840-3150143 Application far license to export IS kg U, enriched to 9X 
U hexafluoride, to Mest Germany. 

HARMDN, D W Braunkohle Transport k Storage, Inc HEX-EX-4. 
84/03/30 Ip 32646 390. 


8403 1 90153 Application to amend export 1 1 cense, extending expiration 
date for 2 addl yrs 

MORGENSTERN, A Sigma Chemical Co 84/03/01 HEMBY, E Assistant 

Director for Export/Import k International Safeguards Ip 
23646 353 


B40319015B Application to amend export 1 i cens e, add 1 ng ml seel laneeus 
special designed primary pump components for export to 
Spain 

PEARBDNiA Borg-Merner Corp. 84/03/01 HEMBY NRC - No Detailed 
Affiliation Olven ip 23646 351 


8403150169 Application to amend export license, dtd 820713, to include 
CERCA, Romans-sur-lsere, as possible tntermed late consignee 
for fabrication of fuel elements 

HANNETTtB A Transnuclear, Inc NDK-40a, 84/03/24 MOORE, R. N 
Office of International Programs, Director. Ip 32646 344, 


8403160169 Foruyrds application to export 3,003 mCl Cf-3S2 in cermet 
wire to France 

HANNETT, B A Transnuclear, Inc TNP-443 04/03/39 MOORE. N 

Office of international Programs, Director ip 33663 363 


— 8403160184 Application for license to export 2,003 mCl Cf-8S3 in 
cermet wire to France 

HANNETT, B A Transnuclear, Inc TNP-443 84/02/39 Ip 

33663 364 


8403300309 Ltr of assurance notifying that employer name changed from 
Elsinore Shipyard to Atlas A8 Installation k personnel 
identical 

DUBOIS, D European Communities, Commission Of 84/03/09 NEAL, R 
Aeslstant Director for Export/Import k International Safeguards Ip 
32709 169 


8403300371 Mithdraws application for license to export 39.33 g 
deuterium to South Africa 

NaUAKDVICH, D Air Products k Chemicals, Inc 84/02/38. MARTIN, H 
Assistant Director for Export/Import k Inbarnatianal Safeguards. Ip 
33708 390 


B403300373 Application for license to export 31,000 lb depleted U 
tetrafluoride, containing 23,381 lb depleted U, to Canada 
POTTER, A NL Industries, Inc 84/02/39 MOORE, N Assistant 
Director for Export/Import k International Safeguards Ip 
23708 344 


8403300393 Informs that License X8NH-8D9B may be issued. No mail 
changed circumstances since issuance of License XENM-3097 
MOORE, R N Assistant Director for Export/Import k International 
Safeguards 84/02/33 Assistant Director for Export/Import k 
International Safeguards Ip 33708*309. 


9403300395 Executive Branch position re Westlnghouse application to 
export 10 g U-239, contained in 320 g Lf, to Spain License 
should be Issued 

DE-VINE, J B State, Dept of. Bureau of Oceans k Inti, Environ k 
Scientific Affairs 84/03/06 SHEA, J R Office of Internettonal 
Programs, Director 4pp 22700 303 


8403200396 License for Natl Nuclear Corp to import 20 290 kg U, enriched 
to 4X U-339, from United Kingdom 

ZIMMERMAN, J Assistant Director for Export/Import k International 
Safeguards 84/03/09 Ip 33708 304 


B403S00398 License for Braunkohle Transport U8A to export 19 kg 
U-235, contained in 307 kg U, to Mest Germany. 

ZIMMERMAN, J V Assistant Diractor for Export/Import k International 
Safeguards HEX-EX-4 84/02/29. 2pp 32707 359. 


8403220197 Ltr of assurance ra export of 757 kg U-239, contained in 
21,932 kg U to Japan 

SHIRAKAMA.T Japan, Govt, of 84/02/38 RAYMOND, J. F Energy, 
Dept of ip, 23783 378 


B4D32S0301 License for Mestlnghouse to export two compansated 
lonlxation chambers, Type 6377, to France 

Z IMHERMANi J V, Assistant Director for Export/Import k International 
Safeguards. ZE40195 84/03/20 Ip. 33733.277 
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8403220330 Ltr of fiS5U^anev r« esport of IS kg U-235i contain od in 307kg 
U< to tho Notharlandci Uni ted Ki ngd ami Franc e ti Meet Oermang 
DUDOISi D European C-OOimun i 1 1 esi Commissi on o-f HEX~EX^4 64/02/28 
RAYMOND. U Energy. Dept of Ip 22723 3S3 


6403260011 Application to amend export 1 ic ense. add i n g NUKEH OmbH & 
CERCA as intermediate consignees 

DUDDlSt O European C onsmun i t i e s. Commission of NtrK-408 84/02/24 
RAYMOND, J Energy. Dept of ip 22763332 


B40322D264 Consents to proposed retransfer of nuclear matl to Japan 
auestions uihether matl Is of South African or Australian 
origin 

GORDON. R Australia, Qovt of 64/01/03 NIELSEN, C Office at 
Nuclear Material Safety ti Safeguards. Director HART. T Energy. 
Dept of ip 22723 322 


0403220279 Consents to proposed retransfer of nuclear matl to Japan 
Questions uhether matl Is of South African or Australian 
origin 

GORDON, fi Australia, Govt of 34/01/03 NIELSEN, C Office of 
Nuclear Material Safety * Safeguards, Director HART, T Energy, 
Dept of Ip 22723 310 


0403220233 Amend 2 to OE eiport 11 cense, tncreas ing quantity to ISO 
pieces tlrconiun tub ing, revi sing description of matl h 
extending explratlan date to B70730 

ZIMMERMAN, J Assistant Director for Export/ Import & International 
Oafeguards BDW-26-34 04/03/03 Ip 22723 309 


B40322D2B4 Ltr of assurance re export of 3 9 kg natural thorium ti 
0 26 kg depleted U-23Bi to Nest Germany 

DUBOIS, D European Comrnunltles, ComralBslon of IEL-0594 64/03/07 

RAYMOND, J Energy, Dept of Ip 22723 308 


0403220206 Amend 1 to Interactive Radiation, Ire export license. 
Increasing quantity to 290 kg deuterium oxide 

ZJHMERMAN.J Assistant Director for Export/ Import & International 
Oafeguards BL-4-01 84/03/07 Ip 22723 307 


840322020? Forwards application for amend to export licenses for minor 
nuclear export Ltr of assurance required 

ZIMMERMAM.J Assistant Director for Export/ Import & International 
Safeguards 84/02/27 HART, T Energy, Dept of Ip 22723 303 


— 0403220294 Requests authori jatlon to reexport Australian origin U 
hexafluoride to permit export license amend request to 
xncrease quantity of matl to be processed 

HER8CH, M M Westinghouse Electric Corp MMH-460 34/02/17 

ZIMMERMAN, J Assistant Director for Expor t/Import b International 
Safeguards ip 22723 304 


0403220299 License for GA Tathnolog les, Inc tp export 3 9 kg natural 
thorium it 0 26 kg depleted U, to Mest Germany 

ZIMMERMAN, J Assistant Director for Export/ Import S< International 
Oafeguards IEL-5006 04/03/09 Ip 23723 348 


0403220304 License for OE to export 29 pieces ilrcontum tubing matl to 
Uest Germany 

ZIMMERMAM.J Assistant Director for Export/ Import & International 
Oafeguards BDM-20-84 84/03/03 Ip 22723 342 


8403220314 License for Parkans Inti. Inc to export 15,676 kg natural U, 
contained in matl to be smelted for recovery of spent 
nlckle content only.to Canada, 

ZIHMERMAN.J Assistant Director for Export/ Import & International 
Safeguards P ISC ->11 04/03/08 Ip 22723 339 


6403260027 Forwards application to export 10 304 kg U-235, contained in 
32 650 kg U. to various EURATDM countries 

HANNETT, a A Tran snu c 1 ear , Inc NUK-442 04/03/05 MDORE, N 

Office of International Programs, Director Ip 22763 302 


— 8403260030 Application, for license to export 10 904 kg U-235, conta Ined 
In 52 650 kg U. to various EURATOM countries End use 
statement end 

HANNETT, 0 A Tr ansnuc 1 ear . Inc NUH-442 04/03/05 3pp 

22763 303 


6403260037 Forwards application to export 24,650 kg U, enriched to 
3 80/ U-235. to Taiwan 

KIEL, 0 R Exxon Nuclear Co , Inc (subs of Exxon Carp > 84/02/23 

ZIMMER Assistant Director for Export/ Import 6 International 
Safeguards Ip 22763 300 


— B403260042 Application for license to export 24,090 kg U, enriched to 
3 BOX U-239, to Taiwan 

KIEL. 0 R Exxon Nuclear Co , Inc (subs of Exxon Corp 1 
04/02/24 Ip 22763 301 


0403260041 Ltr af assurance re export of 1.109 kg U-23S. c onta ined in 
32, 123 kg U. t a Japan 

BHIRAHAMA, T Japan. Oavt of B4/02/2B RAYMOND. J F Energy, 
Dept of Ip 23763 297 


64D3360390 Ltr off assurance re export of 749 kg U-235> con tai ned in 
St, 660 kg-U.to Japan 

BHIRAHAWA, T Japan. OaVt of 54/02/28 RAYMOND, J 0 Energy. 
Dept of Ip 22779 255 


64032B0050 FOTwards application for export license for minor nuclear 
export Ltr of assurance required 

ZIMMERMAN, J V Assistant Director for Ex par t/Import 6 International 
Safeguards B4/03/13 RAYMOND, J Energy. Dept of Ip 
22012: 346 


— B4032S0099 Application for license 
UF6. to EURATOM countries End Use 
HANNLTT, D A Tran s nuc 1 e ar j Inc 

22012 347 


to export 52 650 kg U, in form of 
statement enc 1 
NUK~442 04/03/03 3pp 


0403200057 Application to amend license to reexport three 1 9 mlcragram 
sources of Cf-292 to Israel 

RAVENSCRDFT. N Edloui International Co 04/03/09 HEM8Y, E 
Assistant Director for Ex p or t / Imp or t 6 International Safeguards Ip 
22012 345 


0403200072 Executive Branch position re OE application to export U 
denstlo/neter, iii/Ce- 137 source, for use in automatic 
measurement of fuel pellet density. to Spain License should 
be granted 

DEVINE. J 0 State. Dept off. Bureau of Deeans b Inti. Environ 0 
Scientific Affairs 34/03/12 SHEA. J R Office of International 
Programs. Director Ip 22011 360 


0403220315 License for Westinghouse to export three proportional 
counters, two compensated loniiatlon chambers It two startup 
assenbllas to Sultierlanri 

ZIMMERMAN.J Assistant Director for Export/Import fc International 
Oafeguards 04/03/09 ip 22723 343 


8403280147 Forwards Air Products 840226 ltr advising that export 
licanse for praposexl shipment of deuterium of South Africa 
origin no longer required 

ZIHMERMAN.J V Assistant Director for Export/Import tr International 
Safeguards B4/03/0B BTOIBER. C R State, Dept of. Bureau of 
Oceans 0 Inti Environ b Scientific Affairs Ip 22809 329 


0403220322 Forwards application to export Pu. c ontalning approx 
10-i2X weight Pu-240, to Switierland 

CEJA. B N Energy. Dept of 84/03/02 Assistant Director for 
Export/Import b International Safeguards Ip 22723 349 


— 8403220324 Application for license to export Pu. conta Ining approx 
10~12X weight PU-240, to Sultxerland 

CEJA, a N Energy. Dept of. 79/12/20 Ip 22723 390 

0403220320 Application for licence to export five Modal R8-C6~l 100-241 
local power range assemblies to Swedsn 

POWELL. C fieuter-Stokes. Inc. B-0192 84/03/02 Ip 22723:391 


8403230179 Discusses OA Tee hnol ogl es, Inc 040229 application for export 
license to return small quanlty of source matt to West 
Germany License issued w/o normal 19-day waiting period, 

ZIHMERMAN.J V Assistant Director for Export/Import U In t trnatlonal 
Safeguards 04/03/09. Assistant Dirtc tor for Export/Import & 
Internationai Safeguards, Ip 22743 347 


— 8403280191 Informs of withdrawal of export license application for 
shipment of 29 23 g deuterium to Booth Africa. 

NDVAKOVICH, D Air Products b Chemicals, Inc 04/02/28 MARTIN. N 
Assistant Director for Export/Import b International Safeguards 
Ip. 22609’ 330 


04O32BO23O License for Mitsubishi Inti Corp to export 749 kg U-235, 
contained in 2i,68B kg U, to Japan 

ZIHMERMAN.J V Assistant Director for Export/Import U International 
Safeguards HBA-54a3-04, 04/03/13 3pp 22789 397 


8403280292 License for Reu t er-Btok es. Inc to export five Model 
RS-PO-OBOB-134 fission Counters to Finland 

ZIHMERMAN.J V. Assistant Director for Export/ Import b International 
Safeguards D-0046 S4/03/13 ip. 22B0B 201, 


B4032B0272 License for Mitsubishi Inti Corp to export 1 109 kg U-239, 
contained in 32,123 kg U, to Japan 

ZIMMERMAN, J V Assistant Director for Export/Import b International 
Safeguards H8A-34a3-09 04/03/13 app 22000 065 
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B403sa032T Amend 1 to Tran anu c 1 ear j I nc ejport 1 icenaej Inc rea sing 
quantity of U-235 to 793 3733 kg> contained in 33i 363 tg U 
ZtHMERMAN. JV Assistant Director for export/Import i International 
SaPeaoards RDU-^Sa B4/03/i2 Ip 2S799 359 


8403290337 Informs t^at Amend 1 to License XSNM-S002 nay be iseued No 
matl changed circumstances since Issuance of License 
XSNrt-eD43 

HOOREiR N Assistant Director for Export/Import b International 
Safeguards B4/O3/02 Assistant Director for Esport/Import & 

International Safeguards Ip 22799 336 


S403290I29 Discusses Natl Nuclear Corp 840217 application for license 
authorliing Import of up to 20 2S6 Jig UrOnrlcheir to 4 OX 
U-239. from United itingdom License should be issued 
NDDRErR N Assistant Director for Eiport/Imper t & international 
Safeguards 84/03/00 Assistant Director for Export/Import ti 

International Safeguards Ip 22622 218 


8403290323 Requests Executive Dranch position re Exxon Nuclear Coi Inc 
application for license to export SNK to Taiuan 

7IMKEnMAN>J V Assistant Director for Export/Import Ir Int erna t iona 1 
Safeguards 84/03/09 STOIDER<C R State> Dept ofi Bureau of 
Oceans & Inti Environ & Scientific Affairs Ip 22822 219 


8403290327 Application for license to export 2, 133 pieces Zircaley-‘4 
thimble 4i instrument tubes to Uapan 

DANDERTERiDH Sandvlk Special Metals Corp 88)4-41099/41098 
84/03/06 2pp 22818 361 




8403290340 J^oruiards DOE Itr requesting amend to export license 
to increase quantity of Pu to be exported from 3 13 kg to 
3 5 kg U/o end 

ZtMMERMAN<J V Assistant Director for Export/Import (c International 
Safeguards 84/03/09 STDlBERi C R Statei Dept of, Bureau of 
Oceans %t Inti Environ t Scientific Affairs Ip 22822 992 


8403290403 Poruards Hltsubishi Inti Corp 840217 application for license 
to export Australian origin matl to Japan Requests 
assistance in obtaining required approval s, per US-Australia 
Agreement for Peaceful Uses of Nuclear Energy 

ZIMMERMAN, J U, Assistant Director for Export/Import l< International 
Safeguards 84/03/12 HART, T Energy, Dept of ip 22018 396 


8403290404 Forwards Itr of assurance re export of five fission coontsrs 
to Finland 

aTDiDERiC. R State, Dept of, Bureau of Oceans & Inti Environ 6 
Scientific Affairs 04/03/00 ZIMMERMAN, JV Assistant Director 
for Export/Import & International Safeguards 2pp 22822 188 


— 8403290409 Ack receipt of retransfer assurance from 8ovt of Finland ra 
export license application Due to error in translation, word 
'•retransfer" was replaced w/ "retransformatl on " 

HENDV, E 0 NRC - No Detailed Affiliation Given 84/03/09 NRC 
- No Detailed Affiliation Given tp 22822 190 


8403300311 Informs that license to export UF6 heels to EURATOM 
countries being issued te/o tS-day uieltlng period 

ZIMMERMAN. J V Assistant Director for Export/Import & Internattonsl 
Safeguards 04/02/29 Assistant Director for Export/Import & 
International Safeguards Ip 22840 362 
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AADtAND, J 0 

B40319024&* 

TDPREP 


ANDERSDN, C J 

AAHODT,N □ 

B4031 30013 

90-289 

0 

ANDEROON, C J 

AAHODT, N 0 

8403ZZ024S 

90-289 

0 

ANDERSON, C J 

ABECSDN.H I 

0403300290 

90-333 

p 

ANDERSON, C J 

ABELSON.H. I 

B403300S3S 

90-333 

p 

ANDERSON, C K 

ACOUARIO.M J 

a40306022&» 

90-322 

T 

ANDERSDN, C R 

ACOUARID. M J 

04O3O6O24A» 

90-322 

T 

ANDERSDN, J J 

ADAH, W. J 

80092B09984 

FOIA 


ANDERSON, J J 

ADAH,W J. 

84D30BD10BK 

FOIA 


ANDERBONiM T 

ADAMS, F T 

04O3OBO323* 

90-316 

P 

ANDERSDN, P H 

ADAMS, R E. 

8403150219 

NURED 


ANDERSON. P H 

ADATO. M 

B4030S0344 

SO-336 

P 

ANDERSDN, P H. 

ADENSAM, E, 

8403010209# 

90-329 

A 

ANDERSON, P H 

ADENSAH. E 0 

B1091B043I1# 

90-460 

A 

ANDERSDN, P H 

ADENSAM, E 0 

B202ie049&« 

90-460 

F 

ANDERSON, P H 

ADENSAM, E 0, 

B202260171# 

90-460 

C 

ANDERSDN, n D. 

ADENSAM, E 0 

B302290083# 

90-913 

A 

ANDRUS, N J 

ADENSAM, E 0, 

B403ia0210 

90-369 

P 

ANDRUS, N J. 

ADENSAM, E. 0 

B403120213* 

90-369 

P 

ANBELL.E 

ADES. M. J 

B4030B021&# 

90-316 

P 

ANTHONY, H 1 

AHEARNE. J 

B403090042# 

FDIA 


ANTHONY, R L 

ALBERT, U. 0 

B4O214O03(>« 

90-928 

a 

ANTHONY, fi L 

ALBERTIN. R D 

e4030S0226« 

90-322 

T 

ANTHONY, R L 

ALBERTIN.R D. 

B403060246# 

50-322 

T 

ANTHONY, R L 

ALDEN, M. M 

.0403090117 

90-277 

R 

ANTHONY, R L 

ALDEN. U M. 

B4O319O190 

90-277 

R 

ARCHITZEL, R 

ALEBSI, T A. 

B403060177# 

90-341 

0 

ARIAS, J. 

ALESBO, H P 

8303080290# 

90-286 

P 

ARIAS, J 

ALEBBD, H, P. 

B403090039# 

90-286 

P 

ARIAS, J 

ALESBO, H P 

8403050039# 

90-286 

P 

ARLDTTOi 0, A 

ALEBBD. H P, 

6403090038* 

90-286 

P 

ARLOTTO, 0. A 

ALEXICH.H P 

B4030&0191 

90-316 

P 

ARLOTTO, 0. A, 

ALEXICH, M, P 

B4O30EO199 

90-319 

P 

ARTHUR, J 

ALEXICH. M. P. 

84030&0319# 

30-319 

0 

ASH.E B 

ALEXICH, M P, 

B4030801A9 

90-315 

R 

ASHBURN.O J. 

ALEXICH. M, P 

B403DB0214# 

90-319 

Q 

ASHDURMiD J. 

ALEXICH, M. P 

8403130202 

50-319 

F 

ASHBURM.D J 

ALEXICH, M. P 

B4031&0034 

90-319 

Q 

ABHE, F 

ALEXICH, M P. 

840320D210 

90-316 

P 

ASHE, F 

ALEXICH. M P 

8400200223 

90-319 

P 

ABHE, F 

ALEXICH. M P 

84002200^0# 

90-319 

0 

ASHE, F. 

ALEXICH, M. P 

84032301 38# 

90-319 

a 

Asselstine, j, K. 

ALEXICH.H P. 

8400260002 

50-319 

p 

AULUCK, R. 

ALEXICH. M. P 

8400260178 

90-319 

F 

AUSTIN, 0. 

ALEXICH, M.P, 

8400270047 

90-319 

a 

AUSTIN, P N. 

ALEXICH.H P. 

8400270110 

90-316 

p 

AXELRAD, J 

ALLEN, M. T. 

8400010139 

90-324 

a 

AXELRAD, J. 

ALLEN, M. T 

8403210139 

90-329 

8 

AXELRAD, J 

ALLEN, R 0 

8403130244 

QA9?9 


AXELRAD, J. 

ALLENMAN, 8. A 

8400090293# 

90-382 

F 

AXELRAD, J 

ALLOOOD, 0. 0 

S4D3230097 

NUREO 


AXELRAD. J. 

ALTERMAN, I. B. 

8009290349# 

90-312 

P 

AXELRAD. J 

AMBORP, D A 

8403010900# 

COMMISSION 

AXELRAD, J. 

AMY, 0, 0 

8403190234# 

70-371 


AXELRAD. J. 

ANDERSON, C. 

8403160197# 

90-272 

a 

AXELRAD. J 
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8403070242# 

90-387 

a 

AXELRAD, J 

0403190339 

40-0681 


8403090043# 

90-3 5 4 

a 

AXELRAD. J 

840 3220073 

50-220 

8 

840322009 1 » 

50-2 7 7 

0 

AXELRAD, J 

8403270114 

90-237 

0 

8403290071* 

50-271 

a 

AXELRAD. M 

0403300272 

50-344 

0 

8402030344* 

50-206 

F 

AXELRAD. M 

0403300272 

90-344 

0 

8403060126# 

50-24 4 

P 

AXELRDD.D 

0403020333 

50-322 

0 

8403260091 

90-286 

S 

AXELSON, H 

0403200286 

lt,E 


0403260297 

90-286 

s 

AXELBON. H 

0403300045 

ItiE 


8403270181# 

50-282 

0 

AXELSON. H L 

0403010336 

50-494 

0 

8403020182 

30-400 

0 

AXELSON, H, L 

0403060185 

90-263 

F 

0403020182 

50-400 

0 

AXELSON, U L 

B4O3OBOOB0 

90-309 

F 

0403020100# 

90-400 

0 

AXEU80N,M. L 

0403000297 

l&E 


0403020100# 

50-400 

0 

AXELSON, M 1 

0403130145 

90-331 

F 

04031301 S& 

90-400 

0 

AXELBONi U L 

840319021 1 

90-102 

0 

0403130196 

90-400 

0 

AXELBON, U L 

84031 90239# 

90-331 

0 

0403070032# 

CONTRACT 


AXELSDN, W L, 

8403260019 

90-346 

0 

0403200329* 

40-4492 


DAOE, K 

84030 1 0098# 

CONTRACT 


0403220045 

40-4492 


BACHMANN.n 0 

8403140099# 

SO-199 

0 

0403080196 

90-413 

A 

□ACHMANN.R 0 

040319011 1 

90-445 

0 

0403190132 

80-392 

0 

OAER.R E 

8403260250# 

90-382 

0 

0403190132 

50-352 

0 

DAER, R. L 

8203120197# 

FOIA 


0403190130# 

90-352 

0 

DAER, fi L 

8403010292# 

FOIA 


0403190130* 

50-352 

0 

DAILEY, R J 

8403220010# 

90-272 

a 

0403190142* 

50-353 

0 

□AIR, 0 

8403010355 

50 -344 

s 

0403190142* 

90-353 

0 

□AIR , a 

8403260216 

50 -344 

8 

0403220103* 

90-309 

a 

SAIRD.J D, 

0403120402# 

50-313 

0 

8402270129 

50-250 

8 

DAIRD.J » 

0403190280# 

90-313 

a 

8403160069 

50-251 

S 

DAKANAUSKAS, J 

0403140172 

PR 


0403220104 

90-290 

8 

BAKANAUSKAS. J 

0403290321 

PR 


8403290010* 

FOIA 


BAKER. C 

0403280110 

90-290 

F 

0403290048# 

FOIA 


BAKER. E 

0403010430# 

90- 423 

a 

0403290068# 

FOIA 


BAKER. K R 

0403200217 

90-316 

a 

0402170325 

HASTE MOT 

BAKER. P E 

0403230015 

90-373 

B 

040315031 9 

haste MOT 

BAKER, P. E 

8403230017 

90-373 

8 

0403060367 

TOP REF 


BAKER, P. E 

8403230027 

90-373 

8 

8403060375 

TDPREP 


BAKER, R 

8403010241 

90-333 

S 

0403060377 

90-397 

J 

BALCH, L. 

0403300192 

90-199 

R 

021 1110590 

90-29 

8 

BAUCH, L. L 

0403020088 

90-159 

R 

0211190076 

50-272 

8 

BALDA8SARRA, C 

0403140180* 

90-373 

F 

0403230129 

50-317 

S 

BALDABSARRA, C. 

0403140184# 

go-373 

F 

8403230120# 

50-317 

8 

OALDUIN>D. R 

0403010462* 

CONTRACT 


0403200160# 

50-289 

T 

BALLARD, M F 

0403200062# 

90-219 

0 

0403050292 

50-397 

P 

OALLARO.R. L. 

0203150028# 

90-460 

C 

0403190196 

50-299 

R 

tlALLENOER, U U 

8403140156 

PH 


04030 101 02# 

FOIA 


DALL1N0ER,P L. 

8403020003 

90-298 

R 

8403010363 

50-289 

0 

BALLINOER.P L 

B40330015O 

90-290 

R 

0403010379 

l&E 


DANOFRTER.D H 

0403290327 

XPORTLIC 


8403050094 

1(<E 


BARAK, A J. 

8403190192# 

90-329 

A 

0403060119 

IS,E 


DARAN, R 

8403020128 

go-219 

R 

0403080213 

50-259 

0 

□ARAN, R. 

8403300001 

90-219 

R 

8403130408 

l&E 


OARI.R A 

8403010041# 

FOIA 


0403130445 

50-261 

0 

BARKHUR0T.R P 

8403090253* 

90-382 

F 

8403150093 

50-247 

s 

BARKHURBT.H, P 

8403260194 

90-302 

A 

8403160001 

I6E 


BARNE8 , C 

8403260116 

40-1470 


8403160051 

50-331 

9 

QARNEB, I. 

8403190340# 

0A999 
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NUMBER 

SUBJECT 

CATEOCWY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

QARNEdi I 

B40327024 1 ♦ 

06999 


BAYNE, J P. 

0403190296 

90-286 

F 

BISHOP.T W 

0403130343 

90-312 

Q 

OARNESiP L 

340309011*? 

50-237 

P 

BAYNE. J P 

0403200094 

50-333 

P 

BISHOP, T H 

0403 190136* 

90-279 

T 

□ARNES. P L 

34032^0102 

50-295 

P 

DAVNE.J P. 

8403260171 

50-333 

P 

BISHOP, T U 

0403190144* 

90-279 

T 

aARNE3>P L 

8403260 I 9i 

30-237 

Q 

BAYNE. J P 

8403270185 

50-333 

F 

BISHOP.T W 

8403190192* 

90-279 

T 

BARNES. P L 

04032701 1 1 

SO-454 

Q 

DAVMg.J P 

0403290100 

50-286 

p 

BISHOP, T W 

0403190199* 

90-279 

T 

DAHNETT. J E 

8403010293 

70-1621 


BAVHE. 0 P 

8403290192 

90-206 

p 

BISHOP.T H 

0403190114* 

90-279 

0 

OARR.K 

0403290234* 

30-302 

0 

BAZIN. J P 

8403280260 

CONTRACT 


BISHOP.T W 

8403270139 

90-923 

0 

DARR.K P 

S4O3070072* 

90-239 

0 

DgACN, F J 

8403130091* 

50-322 

0 

fllSSETT.P 

84032901 90* 

90-392 

0 

BARR. K P 

8403070248* 

50-416 

0 

BEARE. A N 

8403300342 

NUREO 


BITOWF.T B 

8403260293* 

90-392 

E 

BARR.K P 

8403160240* 

50-390 

a 

BEAUDOIN. D E 

B403220029 

SO-329 

A 

fliXBY. D T 

8403120180 

TOPREP 


DARR. K P 

8403160372* 

30-321 

0 

BEAVER, J R 

8403190118 

SO-320 

F 

BLACK. M. T 

0403260347* 

UABTE tlOT 

DARR.K P 

840327022 0* 

50-259 

0 

BECHKQEFER. c 

8403130114 

90-329 

0 

BLACKBURN. J 0 

8403130207* 

90-400 

« 

BARR. K P 

0403290320* 

30-339 

0 

BECHHOEFER, C 

8403130016 

90-498 

0 

BLAKE, E L 

8403070029 

go-2B9 

G 

DARRETTj L 

8403060103 

30-320 

s 

BECHHOEFER, C 

0403130039 

60-498 

0 

BLAKE, E L 

8403070029 

90-289 

0 

BARRETT. L 

8403060110 

SO-320 

6 

BECHHOEFER, c 

8403320238 

90-498 

0 

BLAKE. E L 

8403090129 

90-289 

0 

BARRETT. L 

B403060I44 

90-320 

S 

BECHHOEFER. C 

8403220246 

90-329 

6 

BLAKE. J J. 

B403070109* 

90-400 

0 

□ARRETT.L 

8403060433 

90-320 

8 

DECICAi I J 

8403120244* 

90-335 

Q 

BLAKE, J J 

0403070263 

90-348 

B 

BARRETT. L H 

8403120293 

90-320 

R 

BECKHAM. J T 

8403090067 

90-321 

F 

BLAKE, J. J 

8403160039 

90-366 

8 

BARRETT. L H 

8403120334 

SO -320 

R 

BECKHAM, J T. 

8403090107 

90-321 

P 

BLAKE. J J 

8403160120* 

90-369 

0 

BARRETT. L Jl 

8403130467 

90-320 

Q 

BECKHAM, J T 

8403130346 

90-321 

F 

BLAKE, J J 

8403160198* 

90-321 

0 

BARTH, C A 

8403190093 

90-400 

G 

BECKHAM, J. T 

8403290194* 

90-366 

Q 

BLAKE, J J. 

8403160279* 

90-390 

0 

BARTH. C A 

84031 90098* 

50-400 

0 

beedloh.p a 

8403230207 

WBEO 


BLAKE. J J 

B403160363* 

90-413 

8 

BARTH. C A 

8403190141* 

90-400 

0 

BEOHIAN. L 

8403300169* 

90-223 

a 

BLAKE, J J 

8403160383* 

50-390 

G 

BARTH. C A 

8403210120 

90-400 

0 

BEHRENS, 0 U 

8403230141* 

90-279 

R 

BLAKE, J J 

8403190247* 

50-266 

0 

BARTH. C A 

8403270321 

90-400 

0 

BEIHECKE.P J. 

8403270109 

90-293 

S 

BLAKE, J J 

8403290173# 

50-400 

0 

BARTH. C A 

8403270333 

50-400 

a 

BEINECKE.P J. 

B40327D269 

90-293 

s 

BLAKE, J J 

8403290219* 

90-321 

a 

BARTON. J M 

B40309O264 

50-320 

F 

BEL18LE, 0 A. 

8403160319* 

30-413 

Q 

BLANCHARD, B 

8403020277 

50-320 

p 

BARTTER.W D. 

8403300329 

NUREO 


BELL. C R. 

8403230216 

30-937 

A 

BLANCHARD, B 

8403190343 

90-900 

0 

BABKIN. K P. 

8403090177 

50-361 

P 

BELL . J 

8403130471* 

50-320 

a 

DLATT. M 

8403020199 

50-247 

R 

BASKIN, K P 

8403090227* 

50-361 

P 

BELL. N 

8403220049 

50-460 

0 

SLATT, M 

8403130409 

90-247 

9 

BASKIN. H P 

8403090233* 

50-361 

P 

BELL . U 

040328021 1 

90-482 

Q 

BLATT. H 

8403210194 

90-247 

8 

BA6KIN.K P 

8403090238* 

50-361 

P 

DELL.M E 

8403230177 

NUREO 


BLATT. M. 

8403270106 

90-247 

R 

BABKIN.K P 

8403220018 

90-206 

F 

BELL, B. 

8403020240* 

FOIA 


BLIND, A A 

8403130121 

90-319 

F 

BASS. J T 

8403020219* 

FOIA 


BELLAMY. R 

8403130208 

50-219 

8 

BLOCH, P B 

B4030B0110 

50-199 

G 

BASSETT, H 

8403010928 

CONTRACT 


BELLAMY, R 

8403130456 

50-309 

8 

BLOCH. P. B 

8403090099 

90-449 

G 

OASSIN.H 

84 030201 87* 

F81A 


BELLAMY, H, R 

8403090070 

50-219 

0 

BLOCH. P B 

8403090132 

90-199 

G 

BAS3IN. N 

0403020191* 

FOIA 


BELHORE.C 1 

8403230112* 

50-219 

R 

BLOCH. P B 

8403190002 

90-449 

0 

BASSO. L F 

8403130039 

50-318 

S 

DELSER. A L 

8403200019 

50-392 

0 

BLOCH. P B 

8403190028 

90-449 

0 

BATEMAN, W H 

0403220089* 

90-394 

a 

BEMI3.P R 

8403070199* 

90-400 

a 

BLOCH. P, B 

8403200069 

90-449 

0 

DATES. J W 

0403160380* 

70-1113 


BEH13, P. R 

B403070310* 

90-324 

a 

BLOCH, P B 

0403200342 

90-449 

0 

BAUER. E a 

8403 1 SOI 40* 

90-277 

p 

BEHI8. P R 

8403160385* 

50-261 

Q 

BLOCH. P. B 

8403300262 

90-440 

0 

BAUNACK. U 

0403070287* 

50-289 

a 

DEMIB, P. R 

8403290092* 

90-324 

0 

block, S 

8403270338* 

90-400 

0 

DAUSER, B B 

8403200066 

50-289 

0 

flENAROYA.V 

8203020139* 

50-460 

F 

BLOOM, J. 0 

0403260361 

90-4 96 

0 

OAUSER.B B 

8403200066 

50-289 

0 

BENAROYA. V 

8209120076* 

50-400 

E 

BLOOM, J 0 

8403260361 

90-456 

0 

BAUSER.D B 

8403210187 

50-289 

0 

DENAR OYA. V 

8209270420* 

90-400 

E 

BLOSSOM, J. N 

8403190102 

40-8492 


QAUSER.D D. 

8403210187 

90-289 

e 

BENAROYA, V 

821 1110461* 

90-400 

E 

BLD880M.J N 

8403190226 

40-8492 


CAUSER. M A 

8403190171 

50-250 

0 

BENDER. H. 

8403280316 

ACRS 


OLOUQH.A R 

8403010322* 

90-277 

a 

bauseh.m a 

8403190171 

50-250 

0 

BENDER, M 

8403200316 

ACflS 


BLOUOH, A R 

8403190063* 

90-277 

d 

BAXTER. T, A 

8402290081 

90-400 

Q 

BENDER, M 

8403280341 

ACRS 


OLUBAUOH,R E. 

8401120171 

40-3493 


BAXTER. T, A 

8403070134 

90-400 

0 

BENDER. M 

8403280341 

ACRS 


BLUBAUOH.R E 

8403150280 

40-3493 


BAXTER, T. A 

8403070134 

50-400 

6 

BENNETT, D D 

8403190031 

50-206 

F 

BLUBAUGH, R E 

0403230267 

40-3493 


BAXTER, T A 

8403070225 

90-400 

0 

BENBON. E C 

0403010490 

XPORTLIC 


boardhan.j R 

8403090186* 

90-482 

0 

BAXTER.! A 

8403070229 

90-400 

B 

BERG, R £ 

8403260213 

40-8589 


boardhan.j R. 

8403260232* 

90-313 

a 

BAXTER.? A 

84 031 6001 B 

90-400 

0 

BEROAN.O U 

8403270096 

90-237 

8 

BOGDEN. 0 

8403190219 

40-8684 


BAXTER,! A 

8403160018 

30-400 

0 

BERKOM,H N 

8003240202* 

90-900 

A 

BOGGS, R S 

S403060326# 

90-213 

f 

BAXTER,! A. 

8403200030 

50-400 

a 

BERNABEl , L 

3402140014 

30-928 

0 

BOOOB.R 8 

B403090299* 

90-348 

p 

BAXTER.! A 

8403200030 

90-400 

0 

BERNARD. H 

8403070412 

90-142 

P 

BdHL. L 0. 

8403130064* 

0A999 


BAXTER.! A 

8403210179 

90-209 

0 

BESS, J E 

8403260177* 

90-267 

0 

boitel.e C. 

S403060405 

90-30 

R 

BAXTER.! A 

8403210179 

90-289 

o 

BETCHER, J L. 

8403010018 

FOIA 


BOLCH, N E 

0403280102 

90-413 

F 

BAXTER.! A 

B4032I0193 

50-28? 

0 

BETTE NHAU8EN.L. 

0403190034* 

90-388 

a 

BOLLING. L A 

8403080090# 

FOIA 


BAXTER.! A 

8403210193 

50-289 

c 

BETTENHAUSEN, L. 

8403290191* 

90-209 

0 

bqlon. a. E 

8403190080* 

90-123 

0 

BAXTER,! A 

0403260328 

50-400 

0 

DEULEY. E K 

8403200003 

90-317 

R 

BOHBYtA H 

8403080370 

90-429 

a 

BAXTER. T A 

8403260328 

50-400 

0 

BIBB. H E 

8403I6026B* 

90-339 

0 

BOOKER, J. E 

8403010073 

50-458 

8 

BAXTER,! A 

B403260348 

90-400 

o 

BIBB.H e. 

8403290132* 

90-339 

0 

bqdker,j E 

8403010220 

50-438 

8 

BAXTER.! A 

8403260348 

50-400 

a 

8IBB.H 8 

8403290180* 

50-339 

0 

booker, j. E 

8403010321 

90-498 

A 

BAXTER,! A 

8403260354* 

SO-400 

0 

BICEH0U3E, H 

8403130456 

90-309 

0 

booker, J E 

B403010379 

90-490 

B 

BAXTER. T A 

8403260394* 

30-400 

a 

B ICEHOUSE. N 

8403190017# 

90-219 

0 

BOOKER, J. E 

8403020294 

90-498 

A 

BAXTER. T. A 

8403270327 

90-400 

0 

BIDINOER, 0 H 

0403220249 

70-371 


BOOKER, J E. 

8403090078 

90-498 

A 

BAXTER. T A 

8403270327 

90-400 

0 

alDINGER.O H 

8403260084# 

70-1257 


BOOKER, J E 

8403060320 

90-498 

a 

BAXTER, T A 

8403290386 

90-2S9 

0 

D I DINGER. 0. H 

8403300297# 

70-1297 


DODKER, J E 

8403070010 

90-498 

A 

BAXTER.! A 

8403290386 

90-2B9 

0 

B1ELAH8KI.A P 

S403D20181 

90-494 

0 

BOOKER, J E 

8403070092 

90-4SB 

A 

DAY. U.H 

8403200021 

90-142 

<f 

BIELAWSKIiA P 

8403020101 

50-434 

G 

BOOKER, J. E 

8403070061 

90-438 

A 

BAY. J. K. 

8403200021 

90-142 

9 

BIEMILLER, B 

8403020069 

90-309 

R 

BOOKER, J E. 

8403070062 

90-498 

C 

BAYLESS. P D 

84032801 1 7 

90-368 

3 

bieniller.s a 

8403300162 

90-309 

R 

BOOKER, J E 

84030B037B 

90-438 

A 

DAYLEBS.P D. 

B403280J24 

90-369 

S 

BIRD, a K 

8403060933 

NUREO 


BOOKER, J. E 

8403130069 

90-438 

E 

BAYNE. J P 

8401200078 

90-286 

V 

BISHOP, T.W 

8403060029 

90-206 

Q 

BOOKER. J. E 

8403130179 

90-438 

« 

BAYNE, J. P 

S403O20327 

50-333 

F 

BISHOP.T H 

0403060131 

90-279 

0 

BOOKER, J E. 

8403130190 

90-438 

A 

0AVM6, vl P. 

8403020391 

90-333 

P 

BISHOP, T « 

8403060136 

90-273 

0 

BOOKER, J E 

8403130264 

90-498 

B 

BAYNE. J. P 

S403090267 

50-286 

P 

BISHOP, T M 

0403060207 

90-279 

a 

BOOKER, J E. 

8403130406 

90-458 

F 

OAYNe, vJ. P. 

8403120024 

90-333 

P 

BISHOP, T H, 

8403060341 

90-344 

a 

BOOKER, J E 

8403160310 

90-498 

8 

BAYNE, vl P. 

8403130162 

80-286 

F 

BISHOP. T W. 

0403060401 

90-312 

a 

BOOKER, J E 

8403190017 

90-438 

E 

BAYNE, J P 

8403130466 

90-333 

O 

BISHOP. T W. 

8403080294 

90-928 

0 

BOOKER. J E 

8403200034 

90-498 

A 

BAYNE, J P 

8403140193 

PR 


BISHOP.T H. 

0403000266 

90-397 

a 

BOOKER, J E. 

8403210069 

S0-49B 

A 

BAYNE. J P 

8403160009 

90-286 

P 

BISHOP.T. W. 

8403000274 

90-312 

Q 

BOOKER, J. E 

8403220209 

90-438 

A 

BAYNE, J P 

8403160017* 

90-286 

P 

BISHOP. T. M 

8403080421* 

90-279 

8 

BOOKER, J E. 

8403260291 

90-490 

A 



ACCESSION SUBJECT 


AUTHOR 

NUHSER 

CATEOORY 

BCdKER. J. E 

8A0337003& 

90-498 

a 

BOOKER, J E 

3403270037 

90-490 

8 

BOOKER. J E 

3403270049 

90-498 

a 

BOOKER, J E 

3403270201 

50-498 

a 

BORCHARDT. R 

84031 S0073» 

90-293 

a 

bordenick,b M 

8403140037 

90-322 

o 

BORDENICK.S H 

8403140100 

90-322 

o 

boroenick, E n 

6403140114 

90-424 

0 

BORDENICK, B H 

8403140136 

90-322 

0 

fiORDENICK, B M 

8403140199 

90-322 

0 

BORDENICK, B H 

8403140198 

90-322 

e 

BORDENICK, B N 

8403140161 

90-322 

fl 

BORDENICK, B H 

8403170124 

90-322 

0 

BORDENICK, B H 

8403170169 

90-322 

0 

BORDENICK, B H 

8403210100 

90-322 

e 

BOROENICK, B H 

8403380340 

90-322 

0 

BORDENICK, B. M. 

8403280362 

90-322 

0 

B0R8T, F. J. 

8403010118 

90-267 

R 

flORBT,F J. 

8403060307 

90-267 

R 

borst. f. j. 

8403130177 

90-267 

p 

B08NAK, R. J. 

B104aO0020» 

90-377 

A 

aOBNAK,R J. 

8403070370* 

90-319 

P 

BOUCHEY.fl D. 

8201170297* 

90-397 

F 

BOUCHEY, e. D 

8208120240* 

90-397 

F 

bournia, a. 

8403140390 

90-374 

F 

BQURNIA, A. 

8403300226 

90-374 

P 

bovell.c R. 

BOWERS, H. 

8403300342 

8403280229* 

NUREO 

90-482 

0 

BOt^AN, C, E. 

8403120027 

90-273 

R 

BOHNAN. D C 

BQHMAN, D. C. 

BOYD, D. 

8403210001 

8403300008 

8403130279 

40-6720 

40-6920 

90-346 

8 

BOYD. D. 

8403130336 

90-346 

8 

BOYD. D 

8403190091 

90-289 

8 

BOYD. D. C. 

8403220169* 

90-299 

0 

BOYER. L 

8403200033 

90-324 

F 

BOYER, H E. 

8403120136 

90-416 

8 

BOYER, R. E. 

BOYER, V. S. 

8403130316 

8403010144 

04977 

90-332 

E 

BOYER, U. S. 

8403020109* 

90-332 

0 

BOYER, V S 

8403270017 

90-352 

0 

BOYER, U. J. 

8403270048* 

90-332 

T 

BRADFORD, H H. 

8403160284* 

90-348 

0 

BRADFORD. M H 

8403270103* 

90-348 

0 

SRADHAti, 0, 8 

8403130397 

90-393 

F 

BRADtEY, E J 

8403020297 

90-392 

A 

BRADLEY. E. J 

8403190036 

90-392 

C 

BRADLEY. E. J. 

8403190140* 

90-277 

P 

BRADLEY, E J. 

8403210049 

90-277 

P 

BRADLEY, E J 

8403260094 

80-277 

J 

BRADLEY, E J. 

8 40326033 3 

90-392 

0 

BRADLEY, F J 
BRADLEY, R. D 
BRADY. J. A. 

8403130236 

8403300097 

8403090191 

PR 

PT21 

30-320 

F 

BRADY, J A 

8403080178 

80-320 

F 

BRADY, J A. 

8403140088 

80-289 

F 

BRADY. J. A. 

8403270073 

80-320 

F 

ERANLETT, L. 8 

8403020081 

80-368 

fl 

BRANLETT.L 9, 

8403300164 

SO-368 

R 

BRANCH. M. ». 

8403270274* 

80-338 

a 

BRANT. K. T. 

8403130279 

80-317 

B 

BRAUN, D J, 

8403080216* 

30-316 

P 

BREI8MEI9TER, F. 

8403120010* 

30-273 

0 

BRENNER, L. 

8403060077 

30-392 

0 

BRENNER, L 

8403190040 

30-392 

0 

BRENNER, L. 

8403190193 

30-392 

0 

BRENNER, L. 

8403200070 

30-332 

0 

BRENNER, L, 

8403270069 

90-392 

0 

BRENNER, L. 

8403280331 

90-392 

6 

BRENNER. L. 

8403280390 

50-322 

0 

BRENNER, L. 

8403280394 

90-392 

0 

BRENNER, L 

8403290373 

90-322 

B 

BRENNER. L. 

8403290373 

90-392 

6 

BRENNER, L 

8403300007 

80-392 

T 

BREWER, R, 

8403020241* 

90-290 

0 

BREY.H L. 

8403010304 

90-267 

0 

BREV, H. L. 

8403130376 

90-267 

R 

BREY.H L 

8403220138 

90-267 

F 

BREZINSKI.H. 8. 

8403140183* 

50-373 

F 

BR tCH, R, 

brickley.r H. 

BR ICKLEY, R. H 
BRIOHT.O. 0. 

8403130236 

8403130429* 

8403130460* 

8403170029 

PR 

04977 

0497? 

90-400 

e 

BRIflHT, 0. 0, 

8403210091 

80-400 

a 

BR IfiHT, e. 0. 

8403260003 

90-142 

0 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEODRV 

BRlOHT.O 0 

8403300262 

50-440 

C 

BR INKHAN, B 

8403200113 

50-336 

8 

BRITT, L F 

8403010220 

90-322 

0 

BROCK, B L 

8403270221* 

70-1257 


BRODEUR.R 1 

8403060187 

0A979 


BRODEUfl.R 1 

84 03270087 

QA777 


BHDN9. J C 

8403120152 

90-286 

9 

SRONS, J C 

8403130296 

50-296 

R 

BRONS, J C 

84031 80047 

30-286 

9 

BR0N9, J C. 

8403130030 

30-286 

B 

BRONS, J C 

8403170263* 

50-286 

Q 

BRONS, J C 

8403210049 

50-286 

S 

BRONS, J C 

8403210113 

50-286 

R 

BRONS.J C. 

8403260071 

50-286 

S 

BR0N8. J. C. 

8403260297 

50-286 

8 

ORONS.J C. 

8403300157 

90-286 

R 

BRONS, J. C, 

B403300179 

90-286 

O 

ORONSKI.D 

8403120038 

90-206 

H 

BRONZAN, fi 

8403270392 

90-273 

0 

BROWN, C H. 

8403120149* 

90-263 

o 

BROWN, E. J. 

8303170014 

90-315 

8 

BROWN, E J 

8303 1700 17* 

50-313 

8 

BROWN, H H. 

8403060338 

30-322 

5 

BROWN, H H 

8403060338 

50-322 

B 

BROWN. J H 

8403020079* 

FOIA 


BROWN, J M 

8403020101* 

POIA 


BROWN, J. H 

8403020113* 

FOIA 


BROWN, J M 

8403020116* 

FOIA 


brown, v>. H 

8403020137* 

FOIA 


BROWN, J M. 

8403020142* 

FOIA 


BROWN, J H 

8403020172* 

FOIA 


BROWN, J. H 

8403020176* 

FOIA 


BROWN, J H. 

8403020177* 

FOIA 


BROWN, J H 

8403020187* 

FOIA 


BROWN, J M 

8403020171* 

FOIA 


BROWN, J.H 

8403020 179* 

FOIA 


DROWN, J M. 

8403020200* 

FOIA 


BROWN, J M 

8403020201 » 

FDIA 


BROWN, J. N 

8403020208* 

FOIA 


BROWN, J M 

8403020210* 

FOIA 


BROUN. J. H. 

8403020227* 

FOIA 


BROWN, J. H 

8403020291* 

FOIA 


SHOWN, R T 

8403080180* 

FOIA 


BROWN, R. W 

8403210004 

PR 


BROWN, W. 

8403090228 

70-720 


BROlOl, U 

8403090367 

70-3988 


BROWN, W. B. 

84 030801 99 

70-37 


BROWN, W. B 

8403030209 

70-27 


BROWN. W. B. 

8403030220 

70-143 


BROWN, W B 

8403090361 

70-27 


BROWN. W B 

8403090369 

70-2955 


BROWNINO.R E. 

8403020189 

waste mot 

BROWN I NO, R. E, 

8403190422 

WASTE MOT 

BROWN INO, R. E. 

8403220218 

27-37 


BROWNLEE,? L 

8403060384* 

80-424 

a 

BROWNLEE,? L. 

8403290108* 

30-269 

a 

BRUNNER. E. J 

8403090241* 

30-271 

B 

BRUNNER, J E 

8403060073 

90-327 

O 

BRUNNER, J. E 

0403120037 

80-327 

o 

BRUNNER, J E 

8403170166 

30-327 

o 

SRURO.R L 

8403060283 

50-263 

F 

BRUSUEN, A D 

8403270119 

50-263 

I 

BRYANT, J. 

B4O307O369* 

50-267 

Q 

BRYANT, J 

8403270108* 

50-267 

Q 

SUCKLEB, R. 

8403070019 

FOIA 


BUCKLEY, 8 C. 

6403020084 

50-400 

M 

BUCKLEY, B. C. 

8403020096 

50-400 

M 

BUCKLEY. B C. 

8403280070 

50-400 

A 

BUHL, T. 

8403090109 

Stat* Frog 

SURD, R. 8. 

8403130180 

90-508 

D 

BURDOIN, J. 

8403270139* 

30-528 

Q 

BUROOIN.J F. 

8403060223* 

30-323 

0 

BURDOIN. U. F. 

8403060406* 

30-312 

O 

BURCER.F, J. 

B403170086 

30-271 

R 

BUROEBS, J L. 

8403020132* 

FDIA 


BURSEB8, J L 

8403020219* 

FOIA 


BURDIN, R. E 

8102240066* 

FOIA 


BUROJN, R E. 

8403080108* 

FOIA 


BURBIN.R E. 

B4030B0202* 

FOIA 


BURKE, D J. 

8403070293* 

90-200 

a 

burke, U C 

8005130793* 

30-387 

E 

burn, R, R. 

8403170437 

MJRES 


BURNETT, P. T 

9402140173* 

30-261 

a 

BURNETT, P T. 

840316010S* 

90-416 

a 

BURNETT, R. F 

8403010029* 

ACRS 



B 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOOR 


BURNETT, R F 

8403010033* 

ACRS 


BURNETT. R F 

8403010037* 

ACHB 


flURNETT. n F 

8403010042* 

ACRS 


DURNETT. fi F 

8403090363 

70-143 


BURNETT, H. F 

8403080420* 

50-275 


nURNfl.E M 

B4O312O027* 

90-275 


BURNS. 8 

8403080422* 

80-275 


BUHSTEIN.C H 

8403080130 

50-302 


BURWELL. B B 

8403300249 

50-449 


BUSH, K J 

040309031 9 

MA8TE HO 


BUSH, K J 

8403090318* 

WASTE HO 


DUSHrK J 

8403030317* 

WASTE MO 


OUBHrK J 

840 3090322* 

WASTE MO 


BUSH, K J 

8403090323* 

WASTE MO 


BUSLIK, A J 

8403010041* 

FOIA 


BUTCHER, R C 

8403070136* 

50-379 


BUTCHER. R C 

8403070263 

50-348 


BUTCHER, R C. 

8403160282* 

50-237 


BUTLER. 8 D 

8403070163* 

50-327 


BUTLER, 8 D 

8403160225* 

50-327 


BYRD, R. 

8403130192 

50-416 


BYRD, R 

8403130274 

90-416 


BYRD. R 

8403170033 

50-416 


BYRD. R 

8403200017 

50-416 


BYRD, R 

8403260244 

50-416 


BYRD, R 

8403300027 

50-416 


BYRD, R 

8403300037 

50-416 


BYRD, R 

8403300113 

90-416 


BYRD, R 

8403300117 

90-416 


BYRD, B W 

0403070071 

50-416 


OYRD. R M 

8403200064 

30-416 


BYRON, P M. 

8403220114* 

80-341 


CAHILL. W J. 

B403130373 

50-458 


CAHILL, W J 

8403130448* 

30-4 5B 


CAHILL, W J 

8403270076* 

50-450 


CAHILL. W J- 

0403280032 

50-450 


CAHN. A U 

8401130363 

TOPREP 


CALDWELL, R A 

8403260167* 

50-267 


CALDWELL, R A 

840326021 4* 

50-445 


CALDWELL, R A 

8403260240* 

30-270 


CALLENDINE. 0 W 

BIO 1300020* 

FOIA 


CALLENDINE. 0 W 

8101300029* 

FOIA 


CAL SOYAS, C D 

8403010117 

SO-312 

, 

CAL SOYA 3, C D 

0403080408 

50-206 

1 

CAHPDELL, E J 

8403060247 

50-275 


CAMPBELL. R D 

8403200152* 

90-423 


CAMPBELL, R K 

8403270179 

50-387 


CAMPBELL, R M 

84031 50034* 

50-308 

■ 

canter. H 

8403060215 

SO-361 


CANTER. H L 

8403060027* 

50-206 

• 

CANTER, H L 

8403060142* 

50-279 

i 

CANTER, M L 

8403060143* 

50-275 

, 

CANTER, H L 

8403060146* 

50-275 

, 

CANTER, H. L 

8403060147* 

90-275 

• 

canter, H L 

8403080277* 

50-312 

' 

CANTRELL, F 8 

84030700BB* 

50-373 

f 

CANTRELL. F S 

8403070136* 

90-373 

f 

CANTRELL, F 8 

8403160186* 

50-287 

< 

CANTRELL, F S 

8403160282* 

50-299 

f 

CANTRELL. F 8 

0403160284* 

50-348 

‘ 

CANTRELL. F 8 

8403290103* 

90-348 

<. 

CAPHTOM, D. L. 

0403090243* 

POIA 


CAREY, J J 

0403020086 

50-334 

n 

CAREY, J J. 

8403060997 

50-334 

? 

CAREY. J J 

8403070243 

90-334 

R 

CAREY. J. J. 

0403070269 

50-334 

R 

CAREY. J J 

0403070344* 

50-334 

u 

CAREY, U. J 

B403I20172* 

90-334 

0 

CAREY. J J 

8403190276 

50-334 

R 

CAREY, U J 

8403190319* 

50-334 

R 

CAREY, J J 

8403260160 

50-334 

R 

CAREY, J J 

840327021 8 

50-334 

F 

CAREY. J, J 

8403280017 

90-334 

F 

CAREY, J. vl 

8403300062 

50-412 

A 

CAREY, J. J. 

8403300181 

90-334 

R 

CABLBON.D N 

84030 1026 0* 

50-148 

0 

CARLSON, » M. 

8403010265* 

50-142 

0 

CARLSON. D. M. 

840319001 4* 

50-142 

0 

CARLSON. R. A 

8403000147* 

FOIA 


CARPENTER, J H 

8403190023 

50-400 

0 

CARPENTER, J H 

0403210031 

50-400 

9 

CARPENTER, T 0. 

8403150196* 

CONTRACT 


CARR, A. V. 

8403130071 

50-413 

0 

CARR. A V. 

8403130077* 

50-413 

0 

CARR. A. V. 

0403200007 

50-413 

0 
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CATECORV 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATECORY 

CARRiA V 

9^403300007 

90-413 

0 

CHILK.S J 

8403230164* 

lOCFR 


CLAYTON. F L 

8403130499 

90-348 

P 

CARROU. H 

6403300117 

90-400 

0 

CHILK.S si 

8403260001 

90-293 

0 

CLAYTON, F L 

8403140210 

S0-34B 

F 

CARROM. N 

B4D3300J39 

SO- 400 

0 

CHILK, 3 J 

0403380343 

90-289 

0 

CLAYTON, F L 

8403190099 

90-349 

a 

CARROMi H 

8403200135 

90-400 

0 

CHILK.S si 

84032S034S 

90-329 

0 

CLAYTON, F L 

8403190084 

90-348 

8 

CART£R>B R 

9403070043 

50-483 

M 

CHILK.S J 

84032903B1 

90-279 

a 

CLAYTON, F L 

8403160269* 

50-340 

Q 

CARTER) R. C 

040301 0255P 

50-142 

0 

CHILK.S si 

B40330D002 

90-293 

0 

CLAYTON. F L 

0403230134 

90-348 

P 

CARTER. B- 

B40330D171 

50-240 

3 

CHILK. S J 

B4033O00I? 

90-444 

0 

CLAYTON, F L 

8403260017 

90-340 

0 

CARTER. S D 

B403O2O32S 

90-299 

5 

CHIN. R Y 

B403870203 

50-299 

8 

CLAYTON, F L 

8403260227 

90-348 

P 

CARUSO. R. 

S40306053A* 

50-322 

8 

CHIPMAN, 0 L 

B403090219 

90-937 

A 

CLAYTON, F L 

8403280037 

90-348 

P 

CASE. E 0, 

930BD?0070« 

FOIA 


CHIRAMAL.M 

8211120296 

50-311 

8 

CLAYTON. F L 

8403290084* 

90-348 

0 

cassel.d u 

S4031A0019 

SO-454 

O 

CH3RAMAL.M 

821 1220029 

90-282 

3 

CLAYTON, F. L 

8403290319 

90-340 

a 

CASSEUD W 

940314001? 

90-494 

O 

CHIRAMAL, M 

8302020109 

50-299 

8 

CLAYTON, F L 

8403300077 

90-340 

p 

CASSIDV, B. P 

9403070020 

SO-443 

o 

CHIRAMAL.M 

B309 190472 

TOPREP 


CLAYTON, F L 

8403300134 

50-364 

tt 

CASrrCLlCHE. L 

B40327O0A& 

50-159 

e 

CHIRAMAL.M 

8309190497* 

TOPREP 


CLAYTON, F. L, 

8403300172 

50-348 

R 

CASTRONDVD, F 

94O3O?Ot04 

PRM 


CHIRAMAL, M 

8309200133 

90-219 

8 

CLAYTON, H B, 

8403010109 

TOPREP 


CATDN.B J 

8403300331 

HASTE MOT 

CHIRAMAL, M 

8309270091 

90-338 

8 

CLAYTON. H. B 

8403220219 

TOPREP 


CATTDM. I 

9403140099 

ACHE 


CHIRAMAL.M 

B31 0060076 

HI8C 


CLENENSON. F 

8303100476* 

50-397 

A 

CATTOM. I 

6403140076 

ACRS 


CHIRAMAL.M 

8310060077* 

MI8C 


CLEMENTS. B. R 

8403080332* 

90-449 

a 

CATTDN. I 

B403SS024I 

ACRS 


CHIRAMAL. M 

8401290496* 

90-267 

P 

CLEMENTS, B R. 

8403130160 

90-449 

V 

cattow. r 

9403290241 

ACR8 


CHIRAMAL.M, 

8401290910* 

90-267 

P 

CLEMENTS, B R 

8403140147 

PR 


CATTDN. 1 

9403300246 

ACRS 


CHOULEB.N C 

B403060176* 

50-266 

Q 

CLEt^NTB. 8. R 

8403230099 

90-449 

H 

CAVADA8. K. J 

9403120140 

90-299 

R 

CH0ULE8.N C 

8403000188* 

50-461 

0 

CLEMENTS, W L. 

8403200199* 

90-209 

0 

CAVOT.R F 

8403230141* 

90-273 

R 

CKRISSQTIMDB.N 

8403080233 

90-263 

8 

CLEMONS. P 

8403010366* 

70-1100 


CEARLEY. J E 

0403 19031 7 

PR 


CHRISBDTIMDS. N 

8403120137* 

50-237 

0 

CLEWETT, J 

8403060303* 

90-279 

0 

CEUA. S 14 

B40322032S 

XPDRTUJC 


CHRISEOTIHOS.N 

8403130239 

50-294 

8 

CLEHETT, J 

8403060303* 

90-279 

a 

CEJA, 9 N 

6403220324* 

XPORTUIC 


CHRISTENSEN, D 

8403230131 

NUREO 


CLEWETT. J 

8403190010 

90-279 

9 

CELESTE, fl F 

9402130340* 

30-390 

U 

CKRISTKAN.J N 

8403010199 

90-322 

0 

CLEWETT. J, 

8403190010 

90-279 

9 

CELIArN. a 

B403 070304 

90-249 

P 

CHRISTMAN. J N 

B40301D195 

90-322 

0 

CLEWETT. J. 

8403260364 

50-275 

9 

CERNE, A C. 

8403020300* 

50-443 

0 

CHRISTMAN.J N 

8403060269 

90-322 

0 

CLINE. W 

8403160146* 

90-348 

a 

CEBARErJ Q 

8403020047 

30-416 

R 

CHRISTMAN.J, N 

8403130090* 

90-322 

0 

CLINE, W. E 

8403160111* 

90-369 

a 

CEBAHE, J. 0 

B403220I47 

90-416 

R 

CHRISTMAN. J N 

8403130090* 

50-322 

e 

CLINE. W. E 

8403160141* 

90-269 

a 

CHAFFEE. A. E 

9403040029* 

50-206 

0 

CHRISTMAN. J N 

8403130119* 

90-322 

0 

COBB.L I, 

8003240207* 

90-900 

A 

CHAILLE.C E 

9403220024* 

90-206 

F 

CHRISTMAN.J N 

8403130119* 

90-322 

0 

COFFMAN, F 

0309230119* 

90-286 

p 

chamberlain, D 

B4 03 120072* 

90-490 

Q 

CHRISTMAN, J, N 

8403200031 

50-322 

0 

COHEN. !, 

8403210016* 

90-317 

a 

chandler. J c 

9403070127 

TOPREP 


CHRIBTMAN.J N 

8403200031 

90-322 

0 

COLBURN, T 0. 

8403060979 

90-266 

p 

CHANDLER. J C 

8403080205 

90-314 

P 

CHRIBTNAN.J N 

6403200037* 

50-322 

0 

COLBURN, T. 0 

8403220294 

90-266 

p 

CHANDLER, J C 

9403090223* 

90-314 

P 

CHRISTMAN.J N 

8403200037* 

90-322 

0 

cole. R. F 

8403060097 

90-392 

« 

CHANDLER. J. C 

9403190097 

90-314 

P 

CHRISTMAN.J N 

6403300296 

90-322 

0 

COLEMAN, J H. 

8403090332* 

TOPREP 


CHANDLER. J C 

9403200100 

50-314 

P 

CHRISTMAN.J N 

6403300296 

30-322 

0 

COLEY, J L 

8403160279* 

90-390 

a 

CHANDLER, vl C 

9403240219 

TOPREP 


CHRISTNOT, E 

8403080129* 

90-373 

a 

COLLINS. J T 

8402210338 

90-289 

0 

CHANDLER, L 0 

B403190100 

90-279 

0 

CHR 1 STHOT, E 

8403190076* 

90-373 

a 

CDLLINS. J T. 

8403090137 

90-302 

F 

CHANDLER. L J 

9403210033 

50-279 

0 

CHURCHILL, D H 

8403010009 

30-889 

9 

COLLINS, J. T. 

8403050138 

90-289 

F 

CHANDLER. L J. 

B403210114 

50-279 

9 

CHURCHILL, 0, M, 

8403010009 

90-209 

0 

COLLINS, J T 

8403090141 

90-290 

F 

CHANDLER, L J 

840327029 B 

90-279 

9 

CHURCHILL, B U 

840301 01 87 

90-382 

0 

COLLINS, J, T. 

8403090142 

90-313 

F 

CHANDOLA. V 

8403000009* 

90-29 

F 

CHURCHILL. B N 

8403010187 

90-382 

9 

COLLINS, J, T 

8403090149 

90-49 0 

F 

CHANEY. H 0 

8403130148* 

50-267 

O 

CHURCHILL. B H 

8403060084 

90-209 

9 

COLLINS. J, T. 

B403090146 

90-445 

F 

CHANEY. H a 

B4032600B7* 

90-382 

Q 

CHURCHILL, B U 

8403060064 

90-289 

0 

COLLINS, J T 

8403090149 

90-498 

F 

CHAPMAN. M 

8403020103 

50-299 

R 

CHURCHILL. B M. 

8403130443 

90-289 

0 

C0LL1N8, J. T 

8403090192 

90-402 

F 

CHAPMAN. M 

8403300139* 

30-299 

R 

CHURCHILL, 6 U 

8403130443 

50-209 

0 

COLLINS, J T. 

8403260187 

40-8681 


CHAPMAN. N « 

8403090020 

FOIA 


CILIKB'EROiR L 

8403190208* 

90-234 

9 

COLLINS, M. L. 

9402130399* 

90-398 

W 

CHARLTON. T R 

6403280332 

90-338 

8 

CILlMBEHS.n L 

0403190394* 

50-440 

a 

COLLINS, 8. J, 

8403010006 

90-410 

0 

CHARNLEY.O E 

B4030703I8* 

90-325 

Q 

CINTULA, T C 

0210120303 

90-339 

B 

COLLINS, 8 J 

8403070316* 

90-333 

0 

CHARNUBY. J. B 

6403190107 

TOPREP 


CINTULA. T, C 

0212010901 

90-361 

B 

COLLINS, 8. J 

8403130021* 

90-220 

0 

CHARNOFF, 0. 

6403070191 

90-445 

0 

CJPOLLA. A J 

0403230097 

40-3392 


COLLINS, 8 J 

8403190101* 

90-410 

<t 

CHARNDFF.O. 

6403070191 

90-445 

0 

CLARDY. L S, 

8403120133* 

90-331 

0 

COLLINS, a J. 

8403190429 

90-244 

V 

CHARNOFF. Q, 

B4032903B5 

40-2041 


CLARK. B. L 

8403010398 

90-277 

B 

COLOMBO, R. 

8403200049 

90-312 

R 

CHAUDKARY.E K 

8403070319* 

50-392 

Q 

CLARK.fi L 

0403120019 

90-270 

B 

COLOMBO. R W 

8403060492 

90-312 

B 

CHENEY, C A 

0403090299* 

90-348 

p 

CLARK. B. L 

B4031200B9 

90-277 

8 

COLOMBO. R W. 

8403060467 

90-312 

0 

CHENO.T M 

94031 400 ?S 

50-204 

p 

CLARK, B- L. 

0403120179 

50-278 

a 

COLOMBO. R W 

8403200001 

90-312 

p 

CHIKALLA. T, D 

9403300248 

HASTE MOT 

CLARK. B. L 

0403130198 

90-278 

8 

COLTON, E. 

8403010499 

XPORTLIC 

CHILES, L 

8403280194* 

90-250 

H 

CLARK, B. L 

8403200019 

90-277 

8 

CON, V, 

8403120292* 

90-339 

0 

CHILK. 8 J 

9402220197 

SO-IO 

« 

CLARK. D, 

0403120107 

90-269 

8 

CONOEL.F J 

8209070088* 

90-460 

F 

CHILK.S. J 

8403010238 

90-10 

0 

CLARK, 0, 

8403200106 

90-269 

e 

CON0EL.F J, 

8304070113* 

90-397 

A 

CHILK. S. J 

8403020048 

FOIA 


CLARK. D. 0. 

S4031 60027 

90-269 

8 

CONLON. T. E. 

8403160092* 

90-413 

0 

CHILKrS. J 

8403090044 

90-398 

0 

CLARK, J, R 

8403010286 

90-299 

B 

CONLON. T E. 

8403160212* 

90-424 

a 

CHILK. B O 

8403090244 

lOCFR 


CLARK, L 

0402130347 

90-20 

f 

CONLON. T, E, 

8403290196* 

90-416 

a 

CHILK.S J 

8403090296 

lOCFR 


CLARK. L. 

8403190437 

NUREO 


CONLON. T, E. 

8403290199* 

90-400 

a 

CHILK, 8. J 

B4030701 1 4 

90-463 

e 

CLARK. P R. 

0403090264 

90-320 

F 

CONNER, E 

8403070287* 

90-289 

a 

CHILK.S J. 

8403070370 

90-320 

0 

CLARK. R A 

03071 804 I 4* 

90-344 

P 

CONNER, E. L 

8403070319* 

90-392 

a 

CHILK. S. J 

B4 03080 104 

Hi SC 


CLARK. R, J. 

8403090091 

90-296 

8 

COIWER.E L. 

8403130280* 

90-219 

a 

CHILK.S J 

B 4 03090040 

90-919 

e 

CLAWSON. C A. 

8403070190* 

30-322 

T 

CONNER, T B. 

8403190020 

90-394 

0 

CHILK.S U. 

B4 03090042 

90-443 

Q 

CLAWSON. C A 

0403070194# 

90-322 

T 

CONNER, T. B 

8403190020 

90-394 

0 

CHILK. B U. 

B403090049 

90-10 

e 

CLAWSON. C A. 

8403070204* 

90-322 

T 

COW«R, T. B. 

8403190022* 

90-394 

❖ 

CHILK.S J. 

8403090074 

90-10 

0 

CLAWSON. C. A. 

8403260379* 

90-322 

T 

CONNER, T, B, 

8403190022* 

90-354 

0 

CHILK.S J. 

8403090113 

90-10 

0 

CLAY, E. L 

8403160348* 

70-1113 


CONNER, T. 8. 

8403200018 

90-416 

9 

CHILK.S J. 

8403120028 

lOCFR 


CLAYTON. F. L, 

B403O1O417 

50-364 

8 

CONNER. T, B. 

8403200018 

90-4)6 

9 

CHILK. B. J. 

8403120034 

90-414 

0 

CLAYTON. F L 

8403060129 

90-340 

0 

COMCR, T, B 

8403200102 

90-3 94 

9 

CHILK.S J 

8403140028 

90-394 

O 

CLAYTON. F L 

8403080077 

90-340 

F 

CONNER, T. B. 

8403210092 

90-392 

9 

CHILK, 8 0 

8403140102 

50-400 

0 

CLAYTON, F U. 

6403080081 

90-340 

P 

CONNER, T. B, 

8403210092 

50-392 

9 

CHILK.S si 

8403140009 

50-320 

« 

CLAYTON. F L 

8403080148 

90-348 

P 

CONNER. T. B. 

8403210178 

90-398 

0 

CHILK. B. J. 

8403140014 

90-279 

0 

CLAYTON, F, L 

8403000198 

90-348 

P 

COIMER, T. B, 

8403210178 

90-398 

a 

CHILK. S J. 

8403190144 

90-483 

0 

CLAYTON, F. L 

8403080272 

90-340 

P 

CONNER, r B 

8403260349 

90-392 

0 

CHILK. S, si. 

6403210180 

50-382 

0 

CLAYTON, F, L, 

8403090243 

90-348 

8 

CONIER. T B 

8403260349 

90-392 

0 

CHILK. s. J. 

B403230003 

90-352 

0 

CLAYTON, F. L. 

8403090299 

90-348 

P 

CONNER, T, B. 

8403300270 

90-394 

e 

CHILK, 8 sf 

8403230142 

lOCFH 


CLAYTON. F. L 

0403130031 

90-348 

P 

CONNER. T, 8 

8403300270 

90-394 

0 
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AUTHOR 

ACCESSION 

NUKBER 

SUBJECT 

CATEGORY 

CONRANt H 

8309220297* 

FOIA 


CONSTABLE. 0 L 

8403130140* 

50-382 

a 

CONTE. R. 

CONWAY. J, r 
CONWAY, vl T 

8403070287* 
84031 ?0340* 
0403270241* 

90-209 

0A999 

0A999 

a 

COOK. J 

8403130390 

50-333 

R 

COOK. J, H 

8403060104 

90-329 

8 

COOK.J W. 

840306026? 

90-329 

8 

COOK. J W 

8403060272 

50-329 

8 

COOK. J W. 

8403070000 

50-329 

R 

COOK. J. W 

8403000171 

50-329 

8 

COOK. J W. 

8403000222 

50-329 

S 

COOK. J W 

B403140021 

50-329 

A 

COOK. J. W 

8403140032 

90-329 

A 

COOK.J W 

0403220016 

50-329 

Q 

COOK. J. W 

8403220067 

50-329 

8 

COOK.J W. 

0403220100 

50-329 

8 

COOK, K. W 

0403020209 

50-302 

A 

COOK. K, W 

8403020333 

50-302 

A 

COOK. K. W. 

COOK. K U. 

8403090069 

0403060190 

90-382 

70-2946 

E 

COOK. K. W 

8403060293 

50-302 

E 

COOK.K W, 

8403060306 

90-302 

E 

COOK.K W. 

8403060337 

50-302 

E 

COOK, K. H. 

8403120168 

50-302 

A 

COOK, K. W 

8403120169 

50-302 

A 

COOK.K H. 

8403120186 

50-302 

E 

COOK. K, W 

8403130109 

50-302 

0 

COOK. K. W 

8403130170 

50-302 

A 

COOK.K W. 

8403130331 

50-302 

a 

COOK, K. W 

8403130446 

50-302 

A 

COOK.K M. 

8403140191 

50-382 

F 

COOK. K, M 

8403190046 

90-382 

A 

COOK. K. W 

8403190079 

90-382 

F 

COOK.K W. 

8403160020 

90-382 

A 

COOK. K. M. 

8403200161 

50-382 

F 

COOK.K W 

B403200168 

90-382 

A 

COOK. K. W 

8403200209 

50-382 

A 

COOK.K W. 

8403210030 

90-382 

A 

COOK.K W 

8403270194 

90-382 

A 

COOK, H, M, 

8403300048 

50-382 

F 

COOK, R. J 

8403230046* 

50-329 

R 

COOK. T L. 

8403070399* 

50-315 

P 

COOK. T. L. 

8403260339 

50-416 

P 

COOKE. B. A 

8403220277 

WASTE NOT 

COONER.T B. 

8403200102 

50-394 

0 

COONEY. M. J 

B4D30902B9 

50-277 

F 

COPELAND, R. A 

8403080210* 

50-316 

P 

COPELAND, R. A 

8403190104* 

50-316 

P 

COPELAND, R. A 

8403200101* 

50-316 

P 

COPELAND, V 

B403060192* 

90-159 

0 

COPELAND. V 

8403060192* 

90-159 

0 

CDPLAN, 8. M 

8403020344 

HASTE NOT 

CORDARO.N C 

8403070 1 90* 

90-322 

T 

CORDARO, M. C. 

8403070194* 

50-322 

T 

CORDARD, N. C 

8403070198* 

90-3S2 

T 

CORDARO, n C. 

8403070160* 

90-322 

T 

CORDARD, N. C 

8403070169* 

90-322 

T 

CORDARO, M. C. 

8403070171* 

90-322 

T 

CORDARO.N C 

8403070170* 

90-322 

T 

CORDARO. N. C. 

0403070183* 

90-322 

T 

CORDARO.N C 

8403070190* 

90-322 

T 

CORDARO.N. C. 

8403070199* 

90-322 

T 

CORDARO, N. C 

8403070198* 

90-322 

T 

CORDARO, N. C. 

8403070201* 

90-322 

T 

CORDARO.N C. 

8403070204* 

90-322 

T 

CORDARO, N. C. 

8403070207* 

90-322 

T 

CORDARO, H. C. 

8403070211* 

90-322 

T 

CORDARO.N C 

8403070214* 

90-322 

T 

CORDARO.N C. 

8403070217* 

90-322 

T 

CORDARO. M. C 

8403070220* 

90-322 

T 

CORDARD, H. C. 

8403070222* 

90-322 

T 

CORDARO.N C. 

8403070227* 

90-322 

T 

CORDARO. N, C 

8403070231* 

90-322 

T 

CORDARO, N C. 

8403230016 

90-322 

T 

CORDARO. N. C. 

8403230020 

90-322 

T 

CORDARO. H. C. 

8403230032 

90-322 

T 

CORDARO.N C. 

8403230038 

90-322 

T 

CORDARO, N. C. 

B40323004B 

90-322 

T 

CORDARO, N C 

8403230066 

90-322 

T 

CORDARO, H. C. 

8403230073 

90-322 

T 

CORDARO, H. C 

8403260379* 

90-322 

T 

CORNIER. H. H. 

8403140089 

90-142 

0 

CORNIER, U, H. 
CORRADINI, N 

8403260300 
840328031 4 

90-142 

ACRS 

0 


ACCESSION SUBJECT 
AUTHOR NUilDER CATEGORY 


CDRRADIMIiM B4035B03M ACRS 

CORRADIMI. M B1O3aa032S ACRS 

CORRADINIfM 8403200324 ACRS 

CORRADINI f M 040329034 5 ACRS 

CORRIN. R J 0403270148 0A999 

COBOROVEr P F 0403060322* 50-322 T 

CDBBARiA e, 040322011? 50-30? M 

COSTANTINOi C J 0403010217* 50-329 A 

C08TANTIN0. C J 0403010231* 50-32? A 

COSTELLOfF 040300010?* FOIA 


COSTELLO, F 
COSTELLO, F 
COSTELLO, F 
COSTELLO, J R 
COSTELLO, J. R 

COTTER, B, P 

8403000133* 

0403000162* 

0403000166* 

0402190226* 

8403130291* 

0403210163 

FOIA 

FOIA 

FOIA 

QA999 

aA999 

50-354 

a 

COTTER, B P 

0403270027 

50-332 

a 

COTTER, B P 

0423300029 

50 -4 50 

a 

COTTRELL. H.B 
C0UN8IL. W 0 

0403010102* 

0403010239 

FOIA 

50-336 

p 

COUNSIL.W e 

B403010239 

90-336 

p 

CDUN9IL, W 0 

B403010340 

50-213 

P 

COUNSJL.H 0 

840 301 0391 

50-213 

p 

COUNaiL.W. 0 

6403090001 

60-423 

D 

CQUNSIL.H 0 

0403090001 

90-4 23 

D 

CDUNSIL.H 0 

8403030103 

50-213 

P 

COUNSIL.W 0, 

0403050109 

90-213 

P 

COUNSIL.W. O 

84030501 OS 

90-213 

P 

COUNSIL.W. 0 

8403060323 

50-213 

P 

COUNSIL.W 0 

8403070273 

90-423 

C 

COUNSIL.W 0 

8403070273 

90-423 

c 

COUNSIL.W O 

8403070299 

50-423 

A 

COUNSIL.W e 

8403070299 

90-423 

A 

COUNSIL.W a 

0403070336* 

50-423 

a 

COUNSIL.W 0 

0403070336* 

50-423 

a 

CQUNBIL, H. e 

8403090137 

50-213 

0 

COUNSIL.W 0 

8403090297 

90-336 

p 

COUNSIL.W <9 

8403090297 

90-336 

p 

COUNSIL.W, 0 

8403090272 

90-336 

p 

COUNSIL.W 0 

8403090272 

50-336 

p 

COUNSIL.W e 

B403090272 

50-336 

p 

COUNSIL.W Q 

B40312D13S 

50-249 

R 

COUNSIL.W. S 

8403120135 

50-249 

R 

COUNSIL.W 0 

B4031 30027 

90-213 

P 

COUNSIL.W a 

8403130027 

90-213 

P 

COUNSIL.W Q. 

8403130027 

50-213 

P 

CDUNSIL, W. Q 

8403130213 

90-423 

8 

COUNSIL.W e 

8403130283 

50-213 

R 

COUNSIL.W. e 

84031 3036 D 

90-423 

C 

COUNSIL.W S 

8403130360 

90-423 

c 

COUNSIL.W e 

8403140014 

90-213 

p 

COUNSIL.W 0 

8403I40I01 

50-423 

K 

COUNSIL. w. e 

8403140101 

90-423 

K 

COUNSIL.W. e 

8403160292 

50-423 

E 

COUNSIL, W. 0 

8403160292 

50-423 

E 

COUNSIL.W 2. 

8403190048 

90-245 

P 

COUNSIL.W. 2 

8403190048 

90-243 

P 

COUNSIL.W 2 

8403190139* 

50-213 

a 

COUNSIL, W. 2 
COUNSIL.W 2 

COUNSIL.W. 0 
COUNSIL.W 0 

8403190280 
84031 90280 

8403190280 

8403200149 

PR 

PR 

PR 

90-423 

A 

COUNSIL, W. 2 

8403200149 

50-423 

A 

COUNSIL, W. 0. 

840321001 1 

30-423 

a 

COUNSIL.W 0. 

840321001 1 

50-423 

a 

COUNSIL.W 2, 

8403210161 

90-423 

8 

COUNSIL.W 0, 

8403220148 

90-423 

F 

COUNSIL, W 2, 

8403220148 

50-423 

F 

COlWSILiW 0 

8403230022 

90-213 

R 

COUNSIL, W. 2 

8403230022 

90-213 

R 

COUNSIL.W. 0 

8403230022 

90-213 

R 

COUNSIL.W. 0. 

8403230029 

90-249 

F 

COUNSIL.W 0. 

8403230029 

90-249 

F 

COUNSIL.W. 0. 

8403230033 

90-4 23 

a 

COUNSIL, W. 0. 

8403230033 

90-423 

a 

COUNSIL.W. 2 

8403230136 

90-213 

Q 

COUNSIL, W. 2. 

8403260143 

90-213 

F 

COUNSIL, W. 0. 

8403260143 

90-213 

F 

COUNSIL, W. 0. 

8403260143 

90-213 

r 

CQUNBIL, W. 0 

8403260149 

50-336 

p 

COUNSIL.W 0. 

8403260149 

90-336 

p 

COUNSIL.W 2. 

8403260146 

50-213 

F 

COUNSIL.W 2. 

8403260146 

90-213 

F 

COUNSIL.W a. 

8403260146 

90-213 

F 

COUNSIL.W. 2 

840326014? 

50-423 

E 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CAiEOORY 

COUNSIL. u a 

8403260149 

90-423 

E 

COUNSIL. w. a 

8403260162 

50-213 

P 

COUNSIL, H 0 

84032 6D1 SI 

50-423 

A 

COUNSIL.W a 

8403260181 

50-423 

A 

CDUNSIL, W 0 

8403260195 

50-245 

F 

COUNSIL.W a 

8403260199 

50-243 

F 

COUNSIL, W 0 

8403260200 

50-213 

P 

COUNSIL, W 0 

8403260232 

50-213 

P 

COUNSIL, W 0 

8403270008 

50-213 

F 

COUNSIL. W 0 

8403270008 

50-213 

F 

COUNSIL, W 0 

8403270008 

50-213 

F 

COUNSIL, M 0 

8403270068 

50-213 

F 

CDUNSIL, W 0 

8403270081 

50-336 

P 

COUNSIL, W 0 

8403270081 

90-336 

P 

COUNSIL, M 0 

8403290112 

90-423 

A 

COUNSIL.W a. 

8403290 1 1 2 

50-423 

A 

COUNSIL.W a 

8403290230 

50-336 

P 

COUNSIL, W 0 

8403290230 

50-336 

P 

COUNSIL, H a. 

8403290278 

50-213 

P 

COUNSIL, M a 

e4033000?2» 

50-243 

a 

COUNSIL.W a 

8403300092* 

30-248 

0 

COUNSIL.W a 

8403300144 

30-213 

a 

COUNSIL.W a 

8403300144 

90-213 

a 

COUNSIL.W a. 

8403300144 

80-213 

a 

COUNSIL, M a 

8403300166* 

80-213 

a 

COUNTS. M 

8403130397 

30-398 

F 

COWAN, K D 

8403020097 

50-397 

R 

COWAN, K. D 

8403300056 

50-397 

R 

CQW0TLL, C 

84031 30200* 

50-219 

0 

COWOILL, C 

8403130060* 

50-307 

0 

COWLEY. P J 

COX. J W. 

8403230200 

8403280102 

MURES 

50-413 

F 

COYLE, L. 

8403260223 

90-237 

8 

COYLE, L 

8403260260 

50-237 

8 

CRAIO, J 

8403010363 

50-209 

a 

CRAIO, J 

8403190093 

90-247 

B 

CRAIO, J 

8403220079 

90-220 

8 

CRAMER, M L 

8403260347* 

WASTE HOT 

CRANE, P A, 

8403060178 

50-133 

J 

CRANE. P A. 

0403270063 

50-279 

0 

CRANE. P A 

B4032B0033 

90-279 

J 

CRANE, P A 

B403280091 

50-133 

1 

CRAWLEY, 0 E 

B4032 60277 

50-327 

F 

CREED. J R 

B40301034B* 

50-494 

0 

CREED, U R 

B403 190239* 

50-331 

0 

CREED, J R. 

S403260023* 

50-346 

0 

CREWS, J L. 

8403050250* 

90-312 

p 

CREWS, J. L. 

8403190126* 

90-275 

0 

CREWS, J L 

8403190130* 

90-275 

0 

CRLENJAK. R V 

0403290197* 

90-366 

0 

CROCKER, H. U 

8403020342* 

90-247 

Q 

CROCKER, H, W 

B4030203S7* 

90-206 

0 

CROCKER, H. U 

B40321Q016* 

90-317 

0 

CROCKER, H U 

8403210094* 

50-320 

0 

CROCKER, H. W 

8403210105* 

50-334 

0 

CROSS. K. E 
CROSSMAN, W A 

8403260286 

B4030S0134* 

NUKEO 

80-450 

a 

CROSBMAN, W. A 

8403050186* 

80-402 

a 

CROSBMAN. W. A 

8403120072* 

90-430 

0 

CROSSMAN, W A 

8403130140* 

50-302 

a 

CROSSMAN, W A 

8403260 D6B* 

90-450 

a 

CROSSMAN, W A 

8403260087* 

80-302 

a 

CROSSMAN. W. A 

8403260220* 

80-458 

a 

CROSSMAN. W A 

8403260232* 

50-313 

a 

CROSSMAN, W A 

8403260230* 

50-382 

a 

CROUSE. R P 

8403030107 

90-346 

F ■ 

CROUSE. R P 

8403130133 

50-346 

P ■ 

CROUSE, R P 

8403130429 

90-346 

P I 

CROUSE, R P 

8403190085 

50-346 

P , 

CROUSE. R P 

8403190349* 

80-346 

B 

r 

CROUSE. R P 

8403200008 

50-346 

Q . 

CROUSE, R P 

8403200046 

90-346 

P ' 

CROUSE, R P. 

8403230009 

50-346 

F . 

CROUSE. R P. 

8403300149 

50-346 

P ' 

CROUSE, R P 

8403300196* 

50-346 

P 1 

CROUSE. R P 

8403300163 

90-346 

p : 

CROUSE. R. P 

8403300178 

90-346 

J . 

CROW. W. T. 

8403010913* 

40-8027 


CROW, W T 

CROW.W T. 

8403060490 

8403140217* 

40-4Bt 

40-8027 

i 

CROW, W T. 

8403 23024 6* 

70-1359 

1 

1 

CROW, W T 

CROWE, 0. S 

0403260084* 

8403300342 

70-1257 

MURES 

1 

CROWLEY, 0. R 

8403160198* 

50-321 

0 , 

CROWLEY. 8. R 

8403190284 

90-366 

8 ' 


! 


522 PERSOIMAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

CBDHLEV.a R. 

S/IOSaVOBJ*?# 

50-321 

8 

CROV. P A 

BWS03033B 

50-206 

F 

CROYi P A 

B403 150031 

50-206 

F 

CRUTCHFIELD. D 

B403010S31 

50-29 

a 

CRUTCHFIELD. D, 

B40001007a» 

50-255 

p 

CRUTCHFIELD. D 

S40D4103S4 

50-213 

p 

CRUTCHFIELD. B 

B403090005 

50-155 

p 

CRUTCHFIELD. 0 

840305000 

50-153 

P 

CRUTCHFIELD. D 

3403050009 

50-409 

p 

CRUTCHFIELD, D 

0403050121 

50-153 

P 

CRUTCHFIELD, D 

a403OA032 1 

50-155 

p 

CRUTCHFIELD, 0 

0403060327 

50-219 

p 

CRUTCHFIELD. D 

84030(10454 

30-243 

P 

CRUTCHFIELD, D 

84030604 S9« 

50-245 

p 

CRUTCHFIELD, D 

8403000094 

50-219 

p 

CRUTCHFIELD, D 

8403090210 

50-155 

p 

CRUTCHFIELD, D 

8403090297 

50-219 

p 

CRUTCHFIELD. D. 

8403130216 

50-206 

p 

CRUTCHFIELD, D 

8403130225 

50-244 

F 

CRUTCHFIELD, D. 

8403140133 

50-249 

e 

CRUTCHFIELD, D. 

84031401430 

30-249 

p 

CRUTCHFIELD, 0. 

84031 5004 0 

50-237 

P 

CRUTCHFIELD, D. 

8403150092 

30-237 

F 

CRUTCHFIELD, D 

8403190074 

50-249 

0 

CRUTCHFIELD, D 

8403190178 

50-155 

P 

CRUTCHFIELD, D 

8403200177 

50-135 

P 

CRUTCHFIELD, D 

84032 1 0070 

30-245 

P 

CRUTCHFIELD, D 

840321 00790 

50-245 

P 

CRUTCHFIELD, D. 

8403210135 

50-244 

P 

CRUTCHFIELD, D. 

8403210143* 

50-244 

P 

CRUTCHFIELD, D 

0403220021 

50-155 

F 

CRUTCHFIELD, □ 

8403220047 

30-237 

P 

CRUTCHFIELD, D 

0403230005 

50-245 

P 

CRUTCHFIELD. D 

0403230143 

50-135 

P 

CRUTCHFIELD, D 

8403270106 

30-155 

P 

CRUTCHFIELD. D 

0403200005 

50-219 

Q 

CRUTCHFIELD, D 

0403280011 

50-219 

P 

CRUTCHFIELD, D 

0403280066 

50-409 

P 

CULVER. « H- 

0403160036 

50-302 

R 

CUMMlNOa, J-O 

8403280229* 

30-482 

0 

CUNNIHDHAM.A L 

8403160202* 

60-390 

□ 

CUNHINDHAH.A L. 

8403290239* 

50-259 

Q 

CUNNIN9HAH, O E 

8403150072 

50-73 

R 

CONMINOHAM,® E 

84 03200242 

50-70 

R 

CUNMINDHAM, 0 H 

8403140141 

50-322 

0 

CUNNINDHAH.O H 

84 03140182 

50-322 

D 

CUNNINGHAM, U J 
CUNNINGHAM, R E 
CUNNINGHAM, R E 
CUOMO, M 

8208240003* 

8403080146* 

8403300307 

8403020123 

FOIA 

FOIA 

70-2980 

60-322 

0 

CURRAN. D 

8403020173 

50-443 

0 

CURRAN. D. 

8403020173 

50-443 

0 

CURRAN. D 

8403070232 

50-443 

0 

CURRAN, D 

8403070232 

50-443 

Q 

CURRAN, D 

84 03 30026 3 

50-443 

Q 

CURTIB.D, J. 

0403120010* 

50-275 

6 

CURTIS. D, d 

8403120023* 

60-275 

0 

CURTIS. N H 

8403010294 

60-380 

E 

CURTIS, N W 

8403020329 

50-387 

P 

CURTIS, N. W 

B40 3050 108 

60-387 

P 

CURTIS, N H 

8403050116 

60-307 

P 

CURTIS, N U. 

8403050122* 

50-387 

P 

CURTIS, N. H. 

8403060175 

60-387 

8 

CURTIS. N W. 

0403060437 

30-387 

vi 

CURTIS, N H. 

CURTIS. N H. 
CURTIS, N H. 

8403120127 

B403120127 

0403130111 

TOP REP 

TOP REP 
50-387 

p 

CURTIS, M H. 

0403130150 

50-388 

V 

CURTIS. M W. 

0403150070 

60-387 

p 

CURTIS, N. H. 

0403190232 

30-307 

F 

CURTIS, N M 

040 31 90395 

50-387 

P 

CURTIS, N H 

B40 3200006 

50-380 

A 

CURTIS, N H 

B4D 3200071 

50-300 

E 

CURTIS, N W, 

B40 3200093 

50-307 

P 

CURTIS. H M 

B40 32001 03 

50-307 

F 

CURTIS. N H. 

8403210072 

50-387 

K 

CURTIS, N U 

8403210081* 

50-387 

K 

CURTIS. N. W 

8403210125 

50-388 

a 

CURTIS, N. U 

8403210145 

50-38S 

8 

CURTIS, N U 

0403220040 

30-388 

A 

CURTIS, N M 

B403220069 

50-387 

0 

CURTIS. N H. 

0403220102 

50-387 

P 

CURTIS. N U 

0403230095 

50-388 

8 

CURTIS. N U. 

B4032603DS 

50-388 

A 

CURTIS, N U 

8403270195 

50-387 

1 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOORY 

CUTTER, A B 

8403060140 

50-324 

P 

CUTTER, A B 

8403130093 

50-261 

P 

CUTTER, A, B 

8403150028 

TOP REP 


CUTTER. A B 

8403210093 

50-261 

P 

CUTTER, A D 

8403270235 

50-261 

P 

CYBULBKIS, P 

8403050227 

RE8 


CVBULSRIS, P 

84 030 30230 

50-280 

P 

CYDUL8KI8. P 

8403050242 

RES 


O'ANOELO, A 

8403060029* 

50-206 

0 

dale, L F- 

0403010121 

50-416 

8 

DALE, U F 

84 03020047 

50-416 

B 

DALE, L F 

8403070057 

50-416 

a 

DALErL F 

8403070173* 

50-416 

□ 

DALE.L F. 

8403070176* 

50-416 

0 

DALE.L F 

8403070180* 

50-416 

a 

DALEiL f. 

8403070109* 

50-416 

s 

DALE.L F 

B40307026B 

50-416 

Q 

dale, L, F, 

8403090091 

50-416 

5 

DALE.L F 

8403090192 

50-416 

8 

dale, l, f. 

8403090215 

50-416 

P 

dale,l f 

840 3 120037 

50-416 

P 

DALE>L F, 

8403120148 

50-416 

8 

dale, L F 

8403180159 

50-416 

S 

DALE.L F. 

8403130095 

50-416 

8 

DALE.L F 

8403130192 

50-416 

a 

DALE.L F 

8403130848 

50-416 

a 

DALE.L F 

8403130853 

50-416 

S 

DALE.L F. 

0403130274 

50-416 

8 

DALE.L F 

B4D31 30464 

50-416 

8 

dale, L. F 

S4031 40181 

50-416 

J 

DALE.L F 

0403190033 

50-416 

8 

DALE.L F 

0403190043 

50-416 

S 

DALE.L F 

84031 90059 

50-416 

s 

DALE, L, F 

8403190115 

50-416 

s 

DALE, L. F. 

8403190216 

50-416 

8 

DALE.L. F, 

8403190298 

50-416 

8 

DALE.L F 

8403190331 

50-416 

8 

□ale. L. F 

8403200014 

50-416 

8 

DALE.L F 

8403800017 

50-416 

8 

dale, L. F 

8403200064 

50-416 

8 

DALE, L. F 

840321 0053 

50-416 

P 

DALE,L.F. 

8403210109 

50-416 

P 

DALE, L. F 

8403810140 

50-416 

E 

DALE.L F 

8403220147 

50-416 

R 

dale, L.F, 

8403220196 

50-416 

X 

dale,l f. 

8403260244 

50-416 

B 

DALE, L F 

8403290094 

50-416 

P 

DALE.L F. 

8403290306 

50-416 

0 

DALE, L F. 

B4 03300 007 

50-416 

8 

DALE. L. F. 

8403300027 

50-416 

S 

DALE.L F 

8403300037 

50-416 

s 

DALE, L F. 

8403300082 

50-416 

8 

DALE.L F. 

8403300097 

50-416 

P 

DALE.L F. 

8403300 1 1 3 

50-416 

a 

DALE, L, F. 

84033DD 1 1 4 

50-416 

8 

DALE, L. F 

8403300117 

50-416 

S 

DALE.L F 

8403300 1 1 0 

50-416 

8 

DALE.L F 

8403300124 

50-416 

S 

DALTRDFF.S L 

0403070361 

30-352 

F 

DALTROFF, B L 

0403090081 

50-277 

a 

daltroff, S. L 

8403090131 

50-277 

0 

DALTROFF, 8 L 

8403090290 

50-352 

F 

DALTROFF. a L 

84031 SOOO 5 

30-277 

P 

daltroff, B L 

8403150137 

50-277 

P 

daltroff, B L 

8403810080 

50-352 

F 

DALTROFF, 9 L 

8403270104 

50-277 

F 

DALTROFF, 8 L 

8403270250 

50-277 

0 

DANCE. H C 

8403020248 

50-250 

s 

DANCE, H C 

8403050177 

50-413 

a 

DANCE, H C. 

8403070012 

50-413 

Q 

DANCE, H. C 

840307001 B 

30-424 

0 

dance, H C. 

8403070140 

30-333 

a 

OANCEjH C 

8403070205 

30-413 

Q 

DANCE, H. C. 

8403070250 

30-280 

o 

DANCE, H C 

0403070327 

30-413 

a 

DANCE, H.C. 

8403070334* 

30-413 

0 

DANCE, H C 

8403000304* 

FOIA 


DANCE, H. C. 

8403150099 

30-280 

Q 

DANCE, H C. 

0403160006 

30-413 

Q 

DANCE, H. C 

0403160101 

50-369 

0 

DANCE, H C. 

8403160110 

50-369 

a 

DANCE, H C. 

8403160134 

50-269 

0 

DANCE, H C. 

6403160196 

50-321 

a 

DANCE, H C 

0403160206 

50-335 

a 

DANCE, H. C 

9403160207 

50-424 

Q 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEQORV 

DANCE, H C 

8403 160264 

9o-aas 

a 

DANCE. H C 

8403160306 

50-250 

a 

dance, H C 

8403160334 

60-302 

F 

DANCE, H C 

S403 160338 

90-321 

a 

DANCE, H C 

8403160343 

90-413 

a 

dance, H C 

8403160356* 

90-413 

0 

DANCE, H C 

8403160339* 

90-321 

8 

DANCE. H C 

B403 160360 

90-413 

a 

DANCE. H C 

B403S90069 

90-267 

a 

DANCE, H C 

8403290090* 

90-267 

a 

DANCE, K C 

8403290109 

90-335 

a 

DANCE, H C 

8403290134* 

90-335 

a 

DANCE, H C 

8403390143 

90-413 

<t 

DANCE. H C 

8403290174 

90-335 

o 

DANCE, H C 

8403290104 

90-338 

F 

DANCE, H C 

8403290208 

90-321 

a 

DANCE, H C 

8403290215* 

90-321 

a 

DANCE, H C 

0403290231 

gO-302 

a 

DANCE. H C. 

8403290262 

90-302 

0 

DANCE, H C 

8403290275 

90-367 

a 

DANCE, H C 

8403290289 

90-338 

a 

dance, H C. 

8403290317 

90-335 

Q 

DANIEL, 3 L. 

8403080029* 

FOIA 


DANIELS, G H 

8403060126* 

50-244 

p 

DANIELSON, D H 

8403080302* 

50-315 

8 

DANIELSON, D H 

8403190200* 

90-254 

a 

DANIELSON, D H 

8403190305* 

80-454 

0 

DANIELSON, D H 

8403190334* 

90-440 

0 

DARDEN, T H 

8403080173* 

FOIA 


DARUIBH, m 

8403150045* 

90-237 

p 

DAVENPORT, R E 

8403160238* 

90-257 

0 

DAVERID.C A 

8403070150* 

90-322 

T 

DAVERIOiC A 

B40307D134* 

90-322 

T 

DAVERIO.C, A 

84030701 SB* 

90-322 

T 

DAVERIO, C A 

8403070165* 

90-322 

T 

DAVERIO,C A 

8403070178* 

90-322 

T 

DAVERIOiC A 

8403070183* 

90-322 

T 

DAVERID.C, A 

8403070217* 

90-322 

T 

DAVERIO, C A 

8403230016 

50-322 

T 

DAVERIO, C. A 

8403230032 

90-382 

T 

DAVERID.C A 

8403230048 

90-322 

T 

DAVERID.C A 

8403230073 

90-322 

T 

DAVERID.C A 

8403260379* 

90-322 

T 

DAVIS, A B. 

8005010203* 

FOIA 


DAVIS, A D 

8005280995* 

FOIA 


DAVIS.A B 

8403080038* 

FOIA 

8 

DAVIS. C B 

8403280113 

90-313 

DAVIS. J F. 

7906140548* 

50-312 

P 

DAVIS, J 0 

8403010028* 

ACfla 


DAVIS, J Q. 

8403140240* 

Kiec 


DAVIS, K L 

8403290334 

FOIA 


DAVIS, L. A 

8403230197 

NUREO 


DAVIS, H J 

8403070253* 

90-280 

a 

DAYKIN.H, W 

8403140072 

toprep 


DAYKIN.H H, 

8403140078 

toprep 


DE AOAZIO, A. 

8403260396 

90-346 

F 

DE GRASSI.O 

8403200067* 

90-217 

a 

DEAL, L J 

B403140166 

PR 


DEBONS, A 

8403160046 

ACRS 


DEBS, B. T. 

8403070078* 

90-299 

a 

DEB8, B. T 

8403290220* 

90-257 

a 

DECKER, T. R. 

8403070145* 

90-339 

0 

DECKER, T H 

8403160244* 

90-257 

a 

DECKER, T.R. 

8403890087* 

90-348 

a 

DEFAVETTE. R 

8403080833 

90-263 

a 

DEFAVETTE, R. 

8403120078 

90-199 

a 

DEFAVETTE, R. 

0403130483 

90-263 

0 

DEFAVETTE, R 

8403190071 

90-259 

s 

DEGENS. B, 

8403220198 

90-908 

D 

DEHQLLANDER, 0 

8403200394* 

40-B6S1 


DEJU, R A 

8403300248 

habte mot 

OELAND. F, H, 

8403190326 

PR 


DELANEY, C. E 

8403080141 

90-394 

4 

OELOEOROE, L □ 

8403010083 

90-494 

a 

DELLA RATTA.A 

9403070257* 

70-1 too 


DELLA RATTA.A. 

8403290066* 

70-370 


DELLIOATTI, M 

8403140132 

WASTE HOT 

DELO, H. A. 

8403060231 

30-219 

H 

OELOATCH, V, 

8403010003 

CONTRACT 

DEMOSS, e T 

8403270188* 

90-244 

p 

DENISE, R P. 

8403120071 

90-267 

B 

denning, H, 8 

8403050227 

RES 


denning, R. 8. 

8403050230 

90-280 

P 

DENNING, R S. 

8403050242 

RE8 


DENTON, H R 

8210220012* 

FOIA 



PERSONAL AUTHOR INDEX 


AUTHCW 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

gUUJECI 

CATEOW 


DENTON, H R 

B21D3200SA* 

FOIA 


DIEDERICH, a J 

0403190117 

90-373 

S 

DIRCKS, W J 

8403190336 

90-272 


DENTON, H R 

BS1I19010S* 

FOIA 


DIEDERICH, 0. J 

0403200032 

50-373 

S 

DJRCKSj w j 

84G319009A 

90-320 


DENTON, H R. 

B21 2080692* 

90-267 

P 

DIEDERICH, 0 J 

6403200204 

50-373 

s 

DIRCKS, W J 

B4 03200301* 

dO ""iii ^ 


DENTON, H R 

621 21 00093* 

90-267 

P 

DIEDERICH, a J 

6403200212 

50-374 

s 

DIRCKB, W J 

8403200304 

50-320 


DENTON, H, R 

B213160099* 

90-267 

P 

DIEDERICH, 0. J 

6403230019 

SO -373 

8 

dirckh, w j 

B4032D0341 

50-320 


DENTON, H R 

B31 1230247* 

FOIA 


OIEDERICH.O. J 

B40323OO17 

80-373 

8 

DincKe. w J 

8403280149 

50-250 


DENTON, H. R 

6312190202* 

FOIA 


OlEDERlCHre. J 

6403230027 

90-373 

8 

D 1 XON, D J 

6403130026 



DENTON, H R. 

B403010104* 

FOIA 


DIEDERICH, a J 

8403260023 

90-374 

8 

D 1 XON, a H 

8403020039 

50-399 


DENTON, H R 

B40301D10S* 

FOIA 


DIEOERICH.O J 

0403280073 

90-374 

5 

DIXON. 0 U 

8403020297 

50-395 


DENTON, H R 

6403010190* 

90-312 

P 

DIETZ, C. fi 

6403010133 

90-329 

8 

OIXOM. 0 U 

8403060128 

50-395 


DENTON, K R 

B403D10477 

CDMHISSIBN 

DIETZ, C R. 

6403010139 

90-324 

S 

DIXON, 0. M 

8403060242 

50-379 


DENTON. H R. 

8403010929 

90-279 

H 

DIETZ, C R 

8403010202 

90-329 

s 

DIXON, 0 W 

840306039 1 



DENTON, H. R 

6403020027* 

90-267 

P 

DIETZ, C R 

8403010299 

50-324 

3 

DIXON, □ W 

8403070040 

SO-399 


DENTON, H. R. 

B403020041* 

90-267 

P 

DIETZ, C R. 

0403010399 

90-324 

S 

DIXON. □ W 

8403070129* 

50-399 


DENTON, H R. 

840302004 S* 

90-267 

P 

DIETZ, C R 

8403090023 

90-324 

S 

DIXON, O VI 

8403070337 

90-399 


DENTON, H. R 

B4D3020046* 

90-267 

P 

DIETZ, C R 

B403090205 

SO-329 

s 

DIXON. 0 W 

8403000193 

90-399 


DENTON, H R. 

0403020046* 

90-267 

P 

DIETZ, C. R, 

8403090039 

90-324 

8 

DIXON, O. H, 

8403090092 

SU** 


DENTON, H. R 

B403090219 

90-460 

A 

DIETZ, C R, 

8403130049 

90-32 9 

8 

DIXON, 0 M 

8403070249 

90-399 


DENTON, H. R 

B403060099 

90-269 

P 

DIETZ, C R, 

6403130078 

50-324 

a 

DIXON. O W 

8403090271 

90-379 


DENTON, H R. 

0403070014 

30-460 

A 

DIETZ, C R, 

8403130192 

50-324 

3 

orxoN. o. w 

8403130260 

50-399 


DENTON, H R. 

8403070103 

HI8C 


DIETZ, C. R 

8403130301 

50-324 

s 

OIXON. 0 W 

D40313037J 

90-399 


DENTON, H. R 

B4030B039D 

FOIA 


DIETZ, C R 

8403130323 

90-329 

e 

OI XON, O. W. 

8403130397 

90-399 


DENTON, H R. 

6403060410 

90-320 

P 

DIETZ, C. R 

8403130333 

50-324 

R 

DIXON. □ M 

8403190042 



DENTON, H, R 

8403120361 

90-320 

P 

DIETZ, C.R, 

8403130406 

90-324 

S 

DIXON, 0 vr 

8403210009 

PR 


DENTON, H. R 

6403140233 

MISC 


DIETZ, C R 

6403190039 

90-329 

8 

DIXON, a. VJ 

8403270183 

90-399 


DENTON, H R 

6403180349* 

90-309 

F 

DIETZ, C H, 

B4031S0179 

50-324 

S 

DIXON, O, VI 

8403270223 

90-399 


DENTON, H. R 

6403190107 

90-249 

a 

DIETZ, C R 

6403190186 

90-324 

S 

DIXON. O W. 

0403300145 

50-399 


DENTON. H R. 

6403220096 

90-279 

p 

DIETZ, C R. 

8403190302 

50-329 

8 

OODAiR j 

0403080170* 

FQIA 


DENTON, H R. 

6403260106 

90-279 

u 

DIETZ, C R 

84D320D2O7 

50-324 

S 

DOODS, R. T 

8403060344* 

90-344 


DENTON, H R. 

6403260049 

90-341 

H 

DIETZ, C, R. 

8403200273 

90-324 

3 

ODDDB, R T 

0403080270* 

50-397 


DENTON, H. R. 

6403300239 

TOPREP 


DIETZ, C R. 

8403210123 

90-324 

B 

DDDDS.R T. 

0403120063 

90-361 


DERKB, P. S, 

6403020006 

90-133 

R 

DIETZ, C R, 

8403210139 

90-325 

8 

oacDS, n T. 

8403190121 

90-279 


OERKS.P 8 

B403300079 

90-133 

R 

DIETZ, C R 

6403270266 

50-324 

3 

DOPOE, R. E. 

8403300081 

90-244 


DEUTSCH.H J 

B4D3230177 

t^'REO 


DIETZ.R L 

8403230060 

50-938 

R 

DODSON, J. P. 

8403140122 

90-220 


DEVINCENTIS, J 

B40313046B 

90-443 

S 

01008, R H 

8403020222 

90-206 

P 

DODSON, H. E 

B4030701ia 

NUREO 


DEVINCENTI6, J 

B4031 90100 

90-443 

8 

DieOB.R H 

6403020230 

90-413 

A 

DDERFLEIN.U T. 

8403070316* 

50-333 

. 

DEVINCENTIS, J, 

6403190100 

90-443 

8 

DieOB.R M 

6403090233 

90-331 

P 

DOERCE, d. h 

0403190214 

50-30 

* 

DEVINCENTIS, J 

84031 <>02 96 

gO-443 

F 

DiaoS.R M. 

8403070003 

90-213 

P 

DOEROES, J E 

8403290301 

PFM 


DEVINCENTIS, J 

6403160296 

90-443 

F 

DIOOS.R. M 

6403120290 

SO-29B 

P 

DOER I NO, J. 

84032 7004 B* 

90-392 


DEVINCENTIS, J, 

6403210099 

90-443 

A 

OIOSS, R H 

6403120302 

90-312 

P 

DOHERTY, J. r 

8403130097 

50-496 

1 

DEVINCENTIS, J 

6403210099 

90-443 

A 

DIODS.n.M 

6403140222 

90-336 

P 

DOHERTY, J F 

8403140040 

90-496 

, 

DEVINCENTIS, J. 

6403210142 

90-443 

A 

DIOOS, R H. 

6403300241 

90-220 

P 

DOHERTY. J. r 

8403270002 

90-443 


DEVINCENTIS, J. 

8403210142 

90-443 

A 

DIOOS.R. K. 

6403300288 

90-290 

P 

DOLECEK, E. I) 

8403190317 

PR 


DEVlWCENTIS, J. 

6403220009 

90-443 

6 

DIOOS, R. H 

6403300299 

90-220 

0 

DOHANUa, H M 

8403300261 

NUREO 


DEVINCENTIS, J 

6403220009 

90-443 

B 

DIOOS, R. rt 

6403300323 

90-263 

P 

DOMANUa, H. M 

8403300285 

NUREO 


DEVINCENTIS, J. 

S4032201SD 

90-443 

B 

DIONAN, T. 0 

8403080142 

90-443 

0 

DOMBV.A H 

8403080370 

90-424 

. 

DEVINCENTIS, J 

B4D32201 SO 

90-443 

8 

DIONAN, T. 0. 

6403060142 

90-4 43 

0 

donlon, u j 

0403290177 

90-220 

■ 

DEVINCENTIS, J 

6403220164 

90-443 

a 

D I ONAN, T O 

6403090093 

90-443 

a 

odNOfrio, li. 

8403090289 

90-213 

I 

DEVINCENTIS, vl 

6403220164 

90-443 

B 

DIONAN, T 0. 

64030 900 93 

90-443 

0 

DGNOOHUE.n J 

8403020026* 

FPJA 


DEVINCENTIS, J 

6403230061 

90-443 

A 

DIONAN, T a 

6403090124 

50-443 

0 

DOOLITTLE, C. L 

Q401 120495 

90-423 

* 

DEVINCENTIS, J 

B403230D61 

90-443 

A 

DIONAN,! 0. 

6403090124 

50-443 

a 

DOOLITTLE. E.L 

0403280286 

90-423 


DEVINCENTIS, v( 

8403270121 

90-443 

A 

DIONAN, T. 0 

6403300269 

90-443 

a 

DOREMUe.R R. 

8403230008 

90-322 

1 

DEVINCENTIS, J. 

640327012] 

90-443 

A 

DIONAN, r 0, 

8403300269 

SO-4 43 

Q 

DOREMUS.S U 

8403080406* 

50-928 

1 

DEVINE, 0, B. 

6403200399 

XP3RTHC 


DIIANNI, D C 

B40309023S 

90-202 

p 

DOROaNDW, J 

8403130069 

90-289 

j* 

DEVINE, J B, 

84032B007S 

XPORTLIC 


OlRCKSiM J 

7911120413* 

50-312 

p 

DORRIS, R. E 

8403300342 

NUREO 


DEVINE, T. 

6403190010 

90-279 

C 

DIRCKB.W J. 

8009110203* 

90-397 

u 

DOSe, K. c. 

0403120027* 

90-279 


DEVINE, T. 

6403200133 

90-279 

e 

DIRCK9, N. J 

6202220096* 

FOIA 


DOTY, R L. 

0403130099 

50-387 

« 

DEVINE, T 

B403200133 

90-279 

a 

DIRCKS, H J 

6203090069* 

FOIA 


DOUDNIKOTT, 6 

B403020073* 

CONTRACT 


DEVINE, T 

6403260364 

90-279 

a 

OIRCKB.U, J 

6204160230* 

FOIA 


DOUDANi j r. 

0403000310 

NUREO 


DEVINE, T. 

8403260364 

90-279 

a 

DIRCKS, H J. 

8209200364 * 

FOIA 


douohertv, r a 

0403220022* 

90-327 

R 

DEVINE, T M 

6403060303* 

90-279 

e 

DIRCKa, H. J 

8212060693* 

90-267 

p 

DDUOHTY. 0. 

D4030103B9 

FOIA 


DEVINE, T. M 

6403060303* 

90-279 

a 

DIRCKS, H J. 

8212100130* 

FOIA 


DOUflLAS. H. 

8403010296 

90-219 

8 

DEVLIN, U W, 

6403060067* 

FOIA 


DIRCKS, N. 'V 

8301 140173* 

FOIA 


DOVER. R 

6403140160 

PR 


DEWEY, L. S, 

S403190164 

90-394 

a 

DIRCKS, H. J 

8301 280380* 

S0-3B2 

A 

DOVER, R P, 

0403070219* 

90-413 

A 

DEYCWNO, R. C 

7911120370* 

90-312 

p 

DIRCKS, H J 

8310140347* 

50-275 

E 

DOYLE, J, 

04 030901 OB* 

90-449 

T 

DEVOUIM, R, C, 

6311190461* 

90-312 

p 

DIRCKS, H. J. 

831 2260099* 

50-279 

E 

DRAOOUH, T. 

0403190017* 

90-219 

9 

DEVOUNO, R. C 

B40 1290496* 

90-267 

p 

DIRCKS, N J. 

6402220090 

B6CV 


DRAPER, D M. 

0403200263 

90-319 

8 

DEYOUNOtR. C. 

6402090031 

90-3 

a 

DIRCKS, N, J. 

6403010032* 

50-334 

B 

DRAWBRIDOE, S L 

6403200219 

90-27 


DEYOUNO, R. C. 

6403020029* 

FOIA 


DIRCKS, W. J. 

6403010109 

REVIEW ORP 

DRISCOLL, F 

6403140172 

PR 


DEVOVNO, R. C. 

6403120234 

40-6920 


DIRCKS, W J. 

8403010268* 

90-247 

P 

DRUMMOND, F. J, 

0403120014 

90-302 

F 

DEYOUNO, R. C 

B403 120242* 

40-6920 


DIRCKS, M J. 

8403010274* 

FOIA 


DUBINBKl, L 

0403260136* 

40-1470 

1 

DEYOUNO.R. C. 

6403120309 

90-293 

F 

DIRCKS, M J 

6403010329 

review ORP 

DUBOia, D, 

8403060075 

XPORTLIC 


DEYOUN0, R. C 

6403120306* 

90-293 

F 

DIRCKS, W J. 

6403010491 

90-206 

8 

ousais, o 

8403200309 

XPORTLIC 


DEYOUNOiR C 

6403120311* 

90-293 

F 

DIRCKS, W J. 

6403010497 

90-329 

A 

ouBora , 0 

8403220230 

XPORTLIC 

1 

deyoOno, R. c 

8403220249 

90-484 

Q 

DIRCKS, H. J. 

6403020027* 

50-267 

p 

DUBDlBi D. 

84032202B4 

XPORTLIC 

' 

DICK, ®. F 

Q403060290 

90-244 

F 

DIRCKS, U J. 

B403020039* 

FOIA 


DUBOla.D. 

0403260011 

XPORTLIC 

1 

OIEDERICH.O, J. 

8403020136 

90-373 

R 

DIRCKS, W, J. 

8403020092* 

FOIA 


DUCK. J. R. 

0403060224 

30-327 

J 

DIEOERICH.O. J. 

64030601 90 

90-373 

R 

DIRCKS, VI. J. 

8403020443 

90-279 

R 

DUCK, J. R, 

8403060234 

90-339 

o' 

DIEDERICH, 0 J. 

8403120020 

90-373 

S 

DIRCKS, U. J 

04030 50236 

90-416 

P 

DUCK, J R. 

8403060277 

90-370 

0 

DIEDERICH. 0. J 

84031 20047 

90-374 

6 

DIRCKS, W. J 

840306001 1 

50-294 

8 

DUCK, J R. 

8403060261 

90-321 

''1 

DIEDERICH. 0, J. 

6403120094 

90-373 

S 

DIRCKS, VI. J 

B4030B0041 

SECY 


DUCK, vl. R. 

8403060332 

90-290 

o' 

DIEDERICH, e. J. 

6403120080 

90-373 

B 

DIRCKS, U. J 

6403080436 

6ECY 


duck.j R, 

8403060334 

30-299 

0 

DIEDERICH, 0 J. 

8403120099 

90-373 

B 

DIRCKS, W.J, 

840309001 9* 

FOIA 


DUCK, J. R. 

8403060393 

90-302 

0’ 

DIEDERICH, e J. 

8403160261 

90-373 

R 

DIRCKS, W. J 

B4031203BB* 

COMMISSION 

DUCK, J. R, 

8403060413 

90-430 

0; 

DIEDERICH. 0. J 

6403160266 

90-374 

B 

DIRCKS, M. J 

8403140206 

90-382 

U 

DUCK, J, R. 

8403060440 

90-340 

J, 


f 


I 



I 


524 


rtUTHOH 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DUCK. J n 

D403070175 

50-327 

J 

DUCK. J R 

8400140044 

50-340 

J 

DUCKj J R 

B40SEBD0Se 

50-381 

J 

DUCK . J R 

6400260093 

50-346 

J 

DUOeiN.O 

8403020147 

50-327 

8 

DUGGIN.O 

6403050080 

50-327 

B 

DUOOIN. G 

84a3DA027A 

50-327 

5 

DUOeiN. 0 

840315007? 

50-327 

8 

DUOOIN. C 

84031?ai2l 

50-327 

5 

DUOOIN. 0 

8403I?O36S 

50-327 

5 

DUOOIN.O 

S4033QOD73 

50-387 

S 

DUOeiN.G 

B4 03 3 00204 

50-326 

3 

□UOSTAD> D. 

64 03 3 0009 9 

SO-262 

R 

DUNAMflV.F R 
DUNLAP- U M 

B403220169<i 

B4030702S9» 

30-275 

70-1100 

Q 

DUNLAP. U H 

B403290205C 

30-320 

Q 

DUPONT. S O 

B403300097» 

50-341 

0 

DURBEL. R n 
DURKOSN.E D 

04O329O1A7 

6403270238 

50-346 

PHM 

F 

DURR. U 

B4032?0I04« 

50-217 

0 

DURR.J P 

B40303027S* 

50-273 

0 

DURR. J P 

B4030203D7ff 

30-277 

0 

DURR. J P 

B403070322P 

50-277 

a 

DURR. J P 

B40322006ae 

50-307 

a 

DURR, J P 

B40327006S* 

50-334 

0 

DURR. J P 

B40329029SC 

30-27 

0 

DURR. J P 

B40330Q076e 

50-322 

0 

DURR. J P 

B40330al03« 

30-354 

o 

DUS. R S 

DUVALL. D D 

B4032C0204 

B40201OIB5* 

50-373 

QA777 

S 

DUVALL. D D 
DYflELL.J C 

S4D32702J7 

B4031S030AO 

60-206 

CONTRACT 

B 

DYNNER.A R 

S4032202SO 

90-322 

0 

DVNNER.A R 

B40322D29O 

50-322 

0 

EALEY. D 

0403020374 

HASTE MOT 

EARLEY. A F 

8403210177 

50-322 

0 

EARLEY. A F 

8403210177 

50-322 

0 

EARLEY. A F 

84032600^3 

50-322 

0 

EDERSDLE.J C 

8401300131 

50-400 

□ 

EDNETER.S P 

8402140043# 

30-928 

Q 

EBNETER.8 D 
ECKOERO.S R 
ECKERT. J P 
ECKERT. J P 
ECKERT. J P 

ECKERT. J P 

8403190034* 
84D32B017I# 
B4012403i5» 
B403070I47# 
04030701 93# 

0403300015# 

90-386 

FDIA 

70-27 

70-27 

70-27 

70-27 

Q 

ECKHARDT. J 

B4032301 17 

30-312 

S 

ECONOMOS. N 

0403160363# 

90-413 

0 

EDDIN0B.I1 a 

B403300I94 

30-327 

R 

EDDLEHAN. U 

0403030061 

90-400 

E 

EDDLEMAH. M 

0403130001 

90-400 

0 

EDDLEMAN. U 

0403130186 

90-400 

0 

EDDLEMAN. U 

0403130176# 

90-400 

0 

EDDLEMAN. N. 

0403130220# 

30-400 

G 

EDDLEMAN. VJ 

8403130230# 

50-400 

0 

EDDLEMAN. VJ 

040320004 B 

90-400 

0 

EDDLEMAN. U 

0403220222 

90-400 

0 

EDDLEMAN. U 

0403220227 

90-400 

0 

EDDLEMAN. M 

8403220269 

90-400 

0 

EDDLEMAN. N 

040322026 9 

30-400 

0 

EDDLEMAN. U 

0403220270 

50-400 

0 

EDDLEMAN. U 

0403220270 

90-400 

0 

EDDLEMAN. U 

B40328D344 

90-400 

0 

EDDLEMAN. U 

6403260347 

SO-400 

0 

EDDLEMAN. M 

B4032S0349 

90-400 

0 

EDDLEMAN. N 

B4032BD391 

90-400 

0 

EDDLEMAN. U 

6403260360 

30-400 

0 

EDDLEMAN. W 

6403260361 

90-400 

0 

EDDLEMAN. H 

6403260361 

90-400 

0 

EDELMAN.I1 R 

8402290274 

50-440 

a 

EDELMAN.M R 

84030601B1 

50-440 

A 

EDELMAN. M. B. 

8403120092 

50-440 

a 

EDELMAN.M B 

8403120076 

90-440 

s 

EDELMAN.M R 

8403120126# 

90-440 

a 

EDELMAN.M B 

8403130072 

bo-440 

A 

EDELMAN.M B 

8403130174 

90-440 

f 

EDELMAN.M R 

8403170091 

90-440 

s 

EDELMAN.M B 

8403170373 

90-440 

A 

EDELMAN.M R 

8403170371 

90-440 

A 

EDELMAN.M R. 

840323001 1 

90-440 

E 

EDELMAN.M R 

8403230043 

50-440 

S 

EDELMAN.M B 

8403230047 

30-440 

A 

EDELMAN. M, R. 

6403230083 

30-440 

S 

EDELMAN.M R. 

6403230101 

90-440 

8 

EDELMAN. H. R. 

6403260247 

90-440 

8 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

EDELMAN.M R 

8403270224 

90-440 

a 

EDGAR, e L 

0403020100 

90-937 

0 

EDGAR. 0 L 

8403020100 

90-937 

0 

EDGAR. G L 

8403060082 

50-937 

0 

EDGAR, 0 L 

8403070086 

50-937 

0 

EDGAR, 0 L 

8403070086 

50-937 

0 

EDGAR. 0 L 

8403230106 

90-596 

0 

EDGAR, 0 L 

8403230186 

90-996 

0 

EDGEWORTH, P 

8403070339 

CONTRACT 


EDGEWORTH, P 

8403150206 

CONTRACT 


EDWARDS, D L 

8403150242 

40-3493 


EDWARDS, D L 

8403150264 

40-3493 


EISENHOWER, E H 

8403070214 

PR 


EISENHUT. 9 0 

7911120317# 

50-312 

p 

EISENHUT. D 0 

8102200029# 

50-466 

A 

EiBENHUT.D 0 

8110190026# 

SO-908 

F 

EISENHUT. D G 

8309210434# 

90-322 

A 

EISENHUT, D 0 

8312050626* 

90-329 

A 

EISENHUT, 9 0 

8401120425 

90-449 

A 

EISENHUT, D 0 

8401120428# 

90-44 9 

A 

EISENHUT. D 0 

8402090004 

90-279 

P 

EISENHUT. D O 

8402090006 

50-247 

F 

EISENHUT, D G 

8402090012 

50-279 

0 

EIBENHUT.D O 

8402090017 

50-279 

P 

EIBENHUT.D 0 

8402090020 

50-322 

8 

EIBENHUT.D 0 

0402090021 

50-322 

8 

EIBENHUT.D 0 

8402090022 

50-279 

0 

EISENHUT, D O 

8402070030 

50-279 

E 

EIBENHUT.D G 

8402070032 

90-279 

T 

EISENHUT. D G 

8402070033 

90-322 

S 

EIBENHUT.D 0 

G 402090039 

50-322 

8 

EIBENHUT.D G 

8402090038 

90-322 

8 

EIBENHUT.D O 

8402090039 

90-322 

8 

EIBENHUT.D 0 

8402090041 

90-247 

P 

EISENHUT, D 6 

8402140527 

90-331 

P 

EIBENHUT.D 0 

8402140536# 

90-331 

P 

EIBENHUT.D Q 

8403010020# 

50-289 

P 

EIBENHUT.D G 

8403010180# 

90-250 

F 

EISENHUT, D G 

8403010204# 

90-329 

A 

EIBENHUT.D G 

8403010211# 

90-329 

A 

EIBENHUT.D G 

8403010223# 

90-329 

A 

EIBENHUT.D 0 

8403010245# 

90-329 

A 

EIBENHUT.D O 

84D3D10273# 

50-329 

A 

EIBENHUT.D 0 

8403010501 

50-279 

P 

EISENHUT, 9 0 

8403020021# 

FOIA 


EIBENHUT.D 0 

8403020175# 

90-286 

F 

EISENHUT, D G 

8403020221# 

90-373 

F 

EIBENHUT.D 0 

8403050127 

90-206 

F 

EIBENHUT.D 6 

8403050341# 

90-269 

P 

EIBENHUT.D 6 

8403060009# 

90-261 

P 

EISENHUT, D 0 

8403060449# 

50-344 

P 

EIBENHUT.D 0 

8403060453 

50-416 

8 

EIBENHUT.D 0 

8403060466# 

50-338 

F 

EIBENHUT.D 0 

8403060473 

90-289 

P 

EIBENHUT.D 0 

8403060476 

50-209 

P 

EIBENHUT.D 0 

6403060510# 

50-261 

F 

EISENHUT, D, 0 

8403060529 

MI SC 


EIBENHUT.D 0 

8403070354 

50-416 

P 

EISENHUT, D 0 

B40307036B 

50-313 

P 

EISENHUT, D 0 

8403 120342# 

90-312 

F 

EIBENHUT.D 0 

8403120359# 

50-302 

F 

EISENHUT. D. 0 

8403140128 

TOPREP 


EIBENHUT.D 0 

8403140239# 

50-324 

F 

EIBENHUT.D 0 

8403140244 

50-275 

Q 

EISENHUT, D 0 

B4031402S6# 

50-298 

F 

EIBENHUT.D 0 

8403140290 

50-271 

F 

EISENHUT, D. 0 

8403140306# 

50-250 

Q 

EIBENHUT.D 0 

8403190250# 

90-346 

F 

EIBENHUT.D 0 

8403190268 

90-388 

A 

EIBENHUT.D, Q 

8403190279 

90-10 

P 

EIBENHUT.D 0 

8403190299# 

50-346 

P 

EISENHUT, D. 0 

8403190343 

90-309 

F 

EISENHUT, D. 0 

0403190433 

90-272 

F 

EIBENHUT.D 0 

8403220023# 

90-159 

F 

EISENHUT, D. 0 

840326026 S» 

90-321 

F 

EIBENHUT.D 0 

6403260308# 

50-344 

F 

EIBENHUT.D G 

6403280129 

50-483 

A 

ETBENHUT. D. O 

8403260283 

50-397 

P 

ETEENHUT, D. 0 

8403280287 

50-374 

P 

EJIMA.H 

8403090033 

XPORTLIC 


EL-DAS9]DNI,A 

8403010041# 

FOIA 


ELDER, M L 

8403290314 

90-270 

P 

ELLIOTT, C H 

8403270060 

90-392 

0 

B,LIDTT,C W. 

8403270069# 

90-392 

0 

ELLIOTT, C W 

8403300129 

90-392 

0 


AUTHOR 

ACCESSION 

NUMBER 

BUSJECT 

CATEOdRY 

ELLIS. J 

0403070177 

50-449 

0 

ELLIS, J 

Q40307O1B2# 

50-449 

0 

ELLIS. J 

0403090104 

90-449 

T 

ELLIS, J 

0403090120 

50-449 

0 

ELLIS, J 

0403140034 

90-449 

0 

ELL 1 8. J 

B4031 90006 

90-449 

a 

ELLIS, J 

0403190024 

50-449 

a 

ELLIS. J 

0403190032 

90-449 

a 

CLLIB. J 

0403200009 

90-448 

a 

EULIB, J 

0403200012 

90-449 

a 

ELLIB. J 

0403200029 

50-449 

a 

ELLIS, J 

8403200026 

90-449 

0 

ELLIS. J. 

8403200049 

50-449 

a 

ELLIB. J 

8403200073 

90-445 

a 

ELLIS, J 

8403200114 

50-449 

a 

ELLIS. J 

84032001 18 

50-449 

a 

ELLIS, J 

8403200126 

90-449 

a 

ELLIS. J 

8403200147 

90-449 

a 

ELLIS, T 8 

8403010242 

50-322 

a 

ELLIS, T S 

8403010242 

50-322 

a 

ELLIB, T, 8 

8403010249 

50-322 

a 

ELLIS, T S 

8403010249 

50-322 

a 

ELROD, 8 

8403070253# 

50-280 

a 

ELROD, a 

8403290132# 

50-339 

a 

ELROD, a 

8403290291# 

90-338 

a 

ELROD. S. 

8403290294# 

90-338 

a 

ELROD, 8 A 

8403160268# 

50-339 

a 

ELROD, 8 A 

0403290180# 

90-339 

a 

EL8AS8ER. T C 

8403010404# 

90-213 

a 

ELSABSER, T C 

8403020305# 

90-94 

a 

EMCH. R, L 

0403160122 

90-199 

p 

EHCH, R L. 

0403280034 

90-199 

p 

EMERSON, W F 

0403200182 

90-423 

A 

EMERY, R a 

8403190409# 

90-317 

a 

ENGEL, R E 

ENGLE, L 8 

8403140006 

8403090198 

TOPREP 

90-338 

p 

ENGLE. L D 

8403210203 

90-338 

p 

ENGLE. L 6 

8403220208 

90-338 

p 

ENGLE, L B 

8403260273 

50-338 

p 

ENNI6.J D 

8403190109# 

50-280 

a 

ENNIS, J D 

ENNIS. J 0 

ENOS. B 

EPSTEIN. E 

EPSTEIN, E 

EPSTEIN. E. 

EPSTEIN, E 
ERICKBON. J. 
ERICKSON, R W 
ERNST, M L. 

E8EL0H0TH, P 

8403260103# 
8403300044* 
840308040 1 
8403000036# 
0403000045# 

8403080049# 

B4O3OBOOS0# 

8403150210 

8403090141# 

8201220170# 

8403190289 

70-27 

70-27 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

40-299 

CONTRACT 

FOIA 

90-322 

3 

ESELGROTH, P 

8403230094 

90-322 

s 

ESKELMANi E. M 

8403130299 

80-317 

s 

ETCHiaoN, D 

8403060313 

90-496 

D 

ETZLER.R D 

8403120018# 

90-279 

a 

ETZLER.R. D. 

8403120029# 

90-279 

0 

EURE. J A 

EVANS. C A 

8403190307 

8403260220# 

PR 

90-498 

a 

EVANS, C. D. 

8403120149# 

90-263 

a 

EVANS, C. 0 

8403190076* 

50-373 

0 

EVANS. E A 

8403300248 

HASTE HOT 

EVDOKIMOFF, V, N 
EVERETT.fi R 
FAIULA, C. V. 

8403130218 

0403260109* 

0403260342# 

PR 

40-1341 

50-322 

T 

FAIR. J. R 

8403190116# 

50-279 

0 

FAIRTILE. M B 
fakler, j, L. 

8403290044# 

8403060322# 

FOIA 

90-322 

T 

FALCONER. D 

8403070369# 

90-269 

0 

FALCONER. D 

8403290108# 

90-269 

0 

FALEVITS, Z 

8403190076# 

90-373 

Q 

FALLS. 0. B. 

FALLS. 0 B. 

FALLS, 0. fi 

FALLS, 0. 8. 

FALLS, 0 B 

falls, D. B. 

FALLS. 0, B. 

FALLS, 0, B 
FALZONE.R R 

8403090314 

8403090316# 

8403090321* 

8403090329# 

8403090327# 

8403090328* 

8403090330# 

8403300237* 

8403130012 

TOPREP 

TOPREP 

TOPREP 

TCH*REP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

90-322 

» 

FALZONE.R, R 

8403130012 

90-322 

a 

FALZONE.R, R, 

8403130109# 

90-322 

9 

FALZONE, R. R 

8403130109# 

90-322 

9 

FALZONE. R. R. 

8403260377 

90-322 

T 

FALZONE, R.R 

8403260377 

90-322 

1 

farber.m j, 

8403080261# 

50-483 

0 


I 


PERSONAL AUTHOR INDEX 


B2B 


AUTHOR 

accession 

NUKBER 

SUBJECT 

CATEOORV 

FARHERi U. 8 

e40S290012« 

FOIA 


FARRAR, 0 

B400020101 

90-299 

P 

FARRAR, D. L 

B403090171* 

SO-373 

Q 

FARRAR, D L 

S403030174# 

90-373 

Q 

FARRAR, 0 L 

8403140191 

PH 


FARRAR, 0. L 

B403190090* 

90-373 

Q 

FARRAR, 0 L 

840320004 1 

90-373 

F 

FARRAR, D, L. 

B4032A0237* 

90-494 

Q 

FARRAR, J. P 

8403010397 

90-62 

R 

FARRELL, E V 

8403130426 

90-317 

8 

FARRELL. R E 

8403090134* 

90-4 98 

a 

FABANO, A. 

6403060103 

90-320 

8 

FABANO, A 

8403060144 

90-320 

3 

FABANO, A 

8403060439 

90-320 

s 

FABOND, A, 

B4O3130471* 

90-320 

a 

FAUBZ.N P. 

8403080216* 

90-316 

p 

FAHELL, T. W, 

8403020130 

40-2061 


FAY, C. M 

8403060396 

90-266 

R 

FAV,C.M 

8403070299 

90-266 

F 

FAY.C W. 

8403180066 

90-266 

R 

FAY. C. U 

B4D3120197 

90-266 

P 

FAY, C. W. 

B403130009 

90-266 

P 

FAY.C. H 

8403140139 

90-266 

R 

FAY. C, H 

8403160094 

90-266 

P 

FAY.C M. 

B403 160080 

90-266 

F 

FAY.C. M 

8403210029 

PR 


FAY.C H. 

8403210077 

90-266 

P 

FAY, C. W. 

0403220099* 

90-266 

0 

FAY.C.M 

8403220162 

90-266 

P 

FAY.C U. 

8403230068 

90-301 

8 



ACCESSION 

SUBJECT 


ACCES9IDM 

SUBJECT 

AUTHOR 

NUMBER 

CATEOOBY 

AUTHOR 

NUMBER 

CATEOORY 

FELTON, J M 

8403060467 

FOIA 


FINN, 9 

B403080010* 

FOIA 


FELTON. J M 

8403060486 

30-327 

A 

FINN, a 

3403080012* 

FOIA 


FELTON. J N 

8403070101 

FOIA 


FINN, 8 

3403090017* 

FOIA 


FELTON, J. M 

8403070110 

FOIA 


FINN, S 

8403080017* 

FOIA 


FELTON, J. M 

8403070219 

90-440 

A 

FINN, 8 

8403000029* 

FOIA 


FELTON. J H 

B403070227 

90-327 

8 

FIORELLI. 0 

B403070340* 

90-327 


FELTON, J, M 

6403080009 

FOIA 


FIORELLl.O 

8403070343* 

90-327 

<i 

FELTON, J. H 

8403080016 

FOIA 


FIORELLI, 0 

8403000263* 

90-928 

a 

FELTON, J H 

8403080027 

FOIA 


FIORELLI, 0 

8403270137* 

90-928 

0 

FELTON, J H 

8403080030 

FOIA 


FIBCHER, D L 

B403270022* 

90-293 

p 

FELTON, J M 

8403080068 

FOIA 


FISCHER, 0 L 

8403270024* 

90-273 

p 

FELTON, J. M 

8403080076 

90-279 

E 

FISH. R F 

8403080192* 

90-928 

( 

FELTON, J 11 

8403080126 

FOIA 


FI8HCK0FF. D 

8403170444 

NUREO 


FELTON, J M 

8403080179 

90-907 

A 

FISHER, R 

8403190340* 

40-8827 


FELTON, d M 

S4030S0203 

90-413 

0 

FISHER. U L 

8102240098* 

FQIA 


FELTON, J M. 

8403080207 

FOIA 


FITCH, W L. 

B40312D174 

90-900 

D 

FELTON, d. M 

04030802 1 7 

FOIA 


FITTl.C V. 

80032402 1 7* 

90-908 

A 

FELTON, J M 

8403080329 

90-449 

a 

FITZOERALD, d A 

8403020074* 

FOIA 


FELTON, J M. 

84030B0339 

90-200 

0 

FITZPATRICK, B 

8403130023* 

90-266 

<S 

FELTON, J. H 

8403080347 

90-336 

p 

FLACK, E 

8403010079 

ILE 


FELTON, d M. 

8403080397 

FOIA 


FLACK, E. 

8403090074 

IS.E 


FELTON, J. M 

8403080367 

90-322 

A 

FLACK, E 

84030601 1 7 

ILE 


FELTON, d M 

B4030B0372 

50-424 

Q 

FLACK. E 

8403130408 

ILE 


FELTON, d. N 

8403080379 

FOIA 


FLACK, E 

8403130449 

00-261 

8 

FELTON, d N, 

8403080370 

90-928 

0 

FLACK, E. 

8403160001 

ILE 


FELTON, d. M 

B403DB037 1 

FOIA 


FLACK, E 

8403170339 

40-8681 


FELTON, d. H. 

8403080378 

FOIA 


FLEENDR.C 

8403280047 

CONTRACT 


FELTON, d. M, 

8403080404 

FOIA 


FLE I BCHHANN, R 

840323001 S 

90-171 

n 

FELTON, J. M. 

8403080409 

90-273 

E 

FLIPPO.T A 

8403130140* 

90-382 

0 

FELTDN, J, 11 

8403080417 

90-206 

Q 

FLORY, C, 

8403280297 

MABTE HOT 


FAV.C.H 

8403260072 

90-266 

a 

FAY.C U. 

8403270078 

90-266 

p 

FAY, C, U 

8403270129 

90-266 

p 

FAY, C. W 

8403270237 

90-266 

p 

FEDERMAN. P J 

8403300329 

NUREO 


FEHRINOER. d. M 

8403260339 

90-416 

p 

FEIERABENO, C 

8403270180* 

90-339 

a 

FEIER ABEND, C. 0 
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8403050230 

30-280 

P 

GOSCH. C 

B403130128* 

90-44 0 

A 

8403050242 

RES 


GOBCH. C. 

6403130138* 

90-44 0 

A 

8402170104 

JW-309 

P 

GoeSICKiL V 

8402230226* 

90-400 

A 

8403020295 

50-303 

P 

GOSBICK. L V 

8402230242* 

FQIA 


8403060400 

50-305 

R 

GOSSICK.L V 

8403090031* 

FQIA 


8403130147 

50-305 

R 

OOTCHY, R 

8009190663* 

FOIA 


8403130100 

50-305 

P 

OQULD, T. L 

6403280006 

50-320 

9 

8403160298 

50-305 

d 

GRACE, J. N 

6402090007 

50-3 

<1 

8403160327 

50-305 

P 

GRADY. D 

6403280129 

90-280 

P 

8403200016 

50-303 

Q 

0RAE88ER, K, L 

8403060217 

90-299 

R 

8403200194 

50-303 

P 

ORAESSERiK L 

8403060249 

90-279 

8 

8403210009 

PR 


GRAE8SER.K L 

B4D3080174 

90-304 

a 

8403270030 

30-303 

P 

ORAEBBER.K L 

8403090164 

90-299 

8 

8403280048 

90-303 

P 

GRAESBER.K L 

6403090174 

90-304 

8 

8403270222 

QA999 


GRAESBER.K L 

B40319O196 

50-299 

R 

8403090276 

90-369 

F 

GRAE8BER, K. L 

8403200173 

90-304 

a 

8403200043 

30-494 

U 

GRAESSER, K. L 

8403270039 

90-295 

a 

8403200079 

90-434 

U 

ORAESSER.K L 

8403270109 

90-295 

a 

0403280157* 

COMMieaiON 

QRAESBER, K. L 

6403270203 

90-295 

a 

84032 BD24B 

COMMISSION 

ORAESSER.K L, 

6403270269 

90-299 

a 

8403200372 

40-0089 


GRAHAM, D 

6403060283 

90-302 

R 

8403020007 

30-316 

R 

GRAHAM, D 

8403160036 

90-302 

R 

8403020044 

90-313 

R 

GRAHAM, d 0 

6403220179 

90-320 

p 

8403300155 

30-316 

R 

GRAMM, R. A. 

8403190101* 

90-410 

a 

8403300157 

30-319 

R 

ORANGE, 0 

6403270073 

90-320 

F 

8403020146* 

50-299 

0 

ORANGE, G. d 

6403140088 

90-287 

P 

8403020146* 

50-299 

G 

ORANGE, G d 

8403190118 

90-320 

F 

840320001 1 

50-329 

0 

GRANT. N W 

8403020033 

90-290 

R 

840320001 1 

50-329 

G 

GRANT, N U. 

6403300189* 

90-290 

R 

8403270020 

50-329 

0 

GRANT, N U. 

6403300193* 

90-290 

R 

8403270020 

50-329 

6 

GRANT, U B. 

8403200291* 

90-263 

a 

8403120029* 

90-275 

0 

GRAVES, R. H. 

6403020093 

90-213 

R 

8403140221 

PRM 


GRAVES, R. H 

8403300176 

90-213 

R 

8403190449 

NUREG 


GRAY, E. H 

8403020397* 

90-293 

a 

8403230038 

50-322 

T 

GRAY, E, H. 

6403150034* 

30-3B8 

a 

8403060257 

50-440 

6 

GRAY, E H 

B403270062* 

50-334 

a 

0403060257 

50-440 

0 

GRAY, E. K. 

8403290104* 

90-217 

a 

B403D6D279 

90-440 

0 

GRAY, E H. 

8403290171* 

S0-2B7 

a 

8403060279 

90-440 

0 

GRAY, E H 

8403290272* 

50-29 

a 



ACCEBSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

ORAY> J. R 

6403 190003* 

90-142 

0 

eRAV>J R 

B403S 70300 

B0-2B9 

0 

OREENHAN. E. 

8403030336 

90-213 

8 

OREENMAN. E 0 

8403230103* 

90-309 

a 

OREEVESi J. T 

B4030&0433 

WASTE MOT 

OREEVEB, 0 T 

8403280267 

WASTE HOT 

OREOERiL R 

8403130094* 

40-3392 

OREOER. L R 

8403190334* 

90-299 

0 

OREOER. L. R 

840320029 1 « 

90-263 

0 

OREOERiL R. 

8403220097* 

90-494 

a 

OREOERiL fl. 

B403230023 

90-299 

B 

OREOERi L. R. 

8403270242* 

90-409 

a 

ORIDLEViR L 

8403270034* 

90-293 

p 

ORJDLEYiR, L 

8403270022* 

90-293 

p 

ORlERiB H. 

8403080032* 

FOIA 


ORIERiB. H 

8403080043* 

FOIA 


ORlERiB H. 

8403080099* 

FOIA 


ORIERiB H 

8403080073* 

FOIA 


ORIERiB.H 

8403080079* 

FOIA 


ORIERiB H. 

8403080107* 

FOIA 


ORIFFINiJ M 

8403060199 

90-313 

p 

ORIFFINi J M. 

8403190037 

90-313 

p 

ORIFFINi J. n 

8403360091 

90-313 

p 

ORlHEBiC. 1. 

8403160074 

90-409 

p 

ORIMSLEYiD H 

B304060998* 

90-397 

0 

ORDBEiJ A. 

8403120149* 

90 -263 

Q 

ORDBBiP. J 

B4030B0090 

90 -937 

A 

OROBSMANi H 

8403060102 

90-416 

o 

OROBSMANi K. 

8403010474 

FOIA 


OROS8MAN. K 

8403090016 

FDIA 


ORDTENHUIB, H 

8403190124 

90-324 

p 

OROTENHOIB, M 

8403300294 

90-334 

p 

ORUNEMALDi R 

8403290238 

PRM 


eUADAONOi V 

8403220173* 

40-8834 


OUCHA.L T 

8403090089 

90-331 

p 

OUCWA.L T, 

840307029 1 

90-321 

p 

OUCHA. L. T 

8403160349* 

90-331 

0 

aUCWAiL T 

8403200009 

90-321 

P 

OUCHAiL T. 

8403200262 

90-366 

P 

OUCWAi L. T 

8403290212* 

90-321 

a 

OUCWA.L T. 

8403300104 

90-321 

s 

OUEHRINO. U 8. 

8403090196* 

40-673 


eUERRYiJ E. 

84030901 1 1 

90-338 

R 

OUlLBERTi D. £ 

8403130098* 

QA999 


OUILDi R. 

B403070037* 

90-413 

0 

OUILO. R. 

8403070037* 

90-413 

O 

BUILD. R 

8403090113 

90-413 

G 

eUILDi R 

8403090112 

90-413 

G 

GUILD, R 

8403090119* 

90-413 

G 

aUILO, R. 

8403090119* 

90-413 

G 

OUILD, R 

B4D3820233 

90-413 

0 

OUILDi R. 

8403220233 

90-413 

0 

BUILD, R 

8403220233 

90-413 

G 

OUILO. R. 

8403290379 

90-413 

D 

BUILD, R, 

8403290379 

90-413 

6 

OUILD. R 

8403290382 

90-413 

0 

OUILD, R, 

8403290388 

90-413 

0 

BUILD, R, 

B4032903B8 

90-413 

0 

OUILD, R 

8403290388 

90-413 

0 

OUINN, P. R. 

8403020408* 

FOIA 


eUINNiP. R. 

8403020412* 

FOIA 


eULBRANBEN, E A. 

8403160041 

90-320 

p 

OULOEHOND, W. 0. 

84031 90076* 

90-373 

0 

BUMBLE, F. W 

B4031801S2 

90-3B6 

8 

BUMBLE, F. W 

8403190047 

90-206 

8 

OUMBLE, F. W 

8403190090 

90-386 

S 

OUHBLE, F. W 

B403310049 

90-386 

8 

OURLEY, M. K. 

8403060366* 

90-303 

P 

OUBTAVEiR P. 

8403010004* 

CONTRACT 


OUSTAVE.R P, 

8403010037* 

CONTRACT 


OUBTAVE.R P. 

8403010078* 

CONTRACT 


eUBTAVE, R. P. 

8403010462* 

CONTRACT 


OUSTAVE.R P 

8403070046* 

CONTRACT 


OUSTAVE.R P. 

8403090141* 

CONTRACT 


OUBTAVE, R. P. 

8403140336* 

CONTRACT 


OUBTAVE.R P. 

B403 190196* 

CONTRACT 


OUBTAVE, R. P 

8403530160* 

CONTRACT 


OUBTAVE, R, P. 

8403370363* 

CONTRACT 


eUTiM 

8403090186 

PRH 


GUTHRIE, B, C 

8403190076* 

90-373 

Q 

BUTHRIE, U. L. 

8403390304* 

90-290 

G 

OUTTMAN, D. 

8403390176 

90-498 

M 

OWYNN, T. P. 

8403190323* 

D0-39B 

Q 

HA ABB, M. 

8403390342* 

FOIA 


HAA88.W P. 

7906190142* 

90-460 

F 
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SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

HAAS9. U P 

7708010333* 

50-397 

A 

HAASS, W P 

0011120101* 

FOIA 


HAABB.H P 

B1101900S!* 

90-397 

A 

HAASS, W P 

8110210316* 

30-460 

A 

HAASS. M P 

8111020978* 

50-908 

A 

HAASS. W P 

8201300236* 

90-597 

A 

HACKNEY, C A 

6403130402* 

50-313 

a 

HACKNEY, C A 

6403190288* 

50-313 

Q 

HADLEY. R T 

04031904 49 

NUREO 


HAEHL. J. 0 

B403290177 

50-220 

I 

HAFNER.D 

B4030B0363 

50-322 

A 

HAGAN, T, 

8403010934* 

CONTRACT 

HAGAN, T. F 

6403010044* 

CONTRACT 

HAGAN, T. F 

6403010049* 

CONTRACT 

HAGAN, T F 

B403010060* 

CONTRACT 

HAGAN, T, F 

0403010437* 

CONTRACT 

HAGAN, T. F 

B4030703 7 3* 

CONTRACT 

HAGAN, T F 

6403120314* 

CONTRACT 

HAGAN, T F. 

B40312034 9* 

CONTRACT 

HAGAN, T, F, 

6403190378* 

CONTRACT 

HAOAN.T F. 

8403260322* 

CONTRACT 

HAGEN, E, M 

8403010103* 

FOIA 


HAGER, 0 W 

8403130197 

90-320 

p 

HAGUE, R L. 

6403130033* 

50-366 

Q 

HAIRBTON. W 0 

B4D30 10422* 

50-364 

s 

KAIRBTDN.U 0 

6403010438* 

50-364 

s 

HAIRSTON, H 0, 

6403090243 

50-348 

8 

HAlRBTONi W. 0 

6403 190084 

50-348 

5 

HAIRBTON, H G 

B403260036* 

50-348 

S 

HAIRSTON, W 0 

6403260032* 

50-348 

8 

HAIRBTON, W 8 

6403260040* 

50-348 

5 

HAIRSTON, W, G. 

6403360046* 

90-348 

S 

HAIRSTON, W 0 

6403300134 

90-364 

R 

HAIRSTON, M 0 

8403300172 

50-348 

R 

HALE, C, 

6403130043* 

0A779 


HALE, C -J 

B403130335* 

04979 


HALE, C J 

8403130429* 

04997 


HALE, C. vl 

8403130433* 

0A979 


HALE, C U 

6403130460* 

04777 


HALE, C J 

B403190I90* 

049 9 7 


HALE, C J 

0403270184* 

04977 


HALL, B, L, 

6403160388* 

50-302 

a 

HALL, D P. 

B403060240 

90-461 

3 

HALL, D P 

B403190179* 

50-461 

a 

HALL, 0. P. 

6403 1 90398 

90-461 

A 

HALL, D P. 

84033001 93* 

50-461 

A 

HALL, D, P 

6403360299 

90-461 

B 

HALLiR E 

6402140339 

40-8103 


HALL, R, E 

B40301DD41* 

FOIA 


HALL, R E. 

8403360068* 

90-438 

o 

HALL, R E 

0403260097* 

90-313 

G 

HALL.R, E 

6403260103 

40-1341 


HALL.R E. 

0403360138 

40-8103 


HALLER, R. E 

0403070014* 

50-328 

E 

HAMEL, D B. 

0403120107 

90-331 

8 

HAMID, A A 

6403120244* 

90-335 

Q 

HANID.A. A. 

8403120293* 

90-335 

G 

HAMILTON, 0. U 

8403120182 

90-483 

A 

HAMILTON, J. 

8403270241* 

04999 


HAMILTON, P 

8403200164 

90-293 

R 

HAMILTON, P. 

B403S60134 

MI3C 


HAMMER, M F 

8403130369 

90-263 

8 

HAMMITT. H. A, 

8403030008 

FOIA 


HAMMITT. H A 

8403380166 

FOIA 


HAMMOND, E. 

8403130487* 

90-4 58 

F 

HANCOCK, J A 

84033001 1 9* 

50-302 

e 

HANNETT, B A 

8403030034* 

XPORTLIC 


HANNETT, B A. 

8403020493* 

XPOHTLIC 


HANNETT, B A 

8403140308* 

XPORTLIC 


HANNETT, B A 

8403190167 

XPORTLIC 


HANNETT. B. A. 

8403160169 

XPORTLIC 


HANNETT, B A. 

8403160184* 

XPORTLIC 


HANNETT, B, A 

8403360037 

XPORTLIC 


HANNETT, B. A 

8403260030* 

XPORTLIC 


HANNETT, B. A 

B4033B0099* 

XPORTLIC 


HARAM, B. A. 

8403080064* 

FOIA 


HARAM. S. A. 

8403080111* 

FOIA 


HARAH, 8 A. 

8403080134* 

FOIA 


HARD, J. E. 

8403190043* 

90-202 

8 

HARDEN, K. C, 

8403190340* 

40-8829 


HARDGROVE.T W 

8403190342 

40-33 59 


HARDTY, R 

8403190447 

NUREO 


HARMON, D U 

8403190134 

XPORTLIC 


HARMON, 0. U. 

8403190143* 

XPORTLIC 


HARRAN, 0. 

8403020099 

90-245 

R 
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AUTHOR 
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HARRAN. G 


8403300135 

90-245 


HARRELL. E H 


B403G6DI53 

90-338 


HARRELL. E W 


8403140010 

S0-33Q 


HARR I GAN, N F 


8403060118 

40-2061 

HARRINGTON, T 

E 

8403150008 

50-293 


HARRINGTON, M 

D 

8403010334 

90-293 


HARRINGTON. M 

D 

8403070341* 

50-293 


HARR 1 NGTON, W 

D 

8403070047 

90-393 


HARRINGTON, H 

D 

8403070147 

90-293 


HARRINGTON. W 

D 

8403070192 

50-293 


HARRINGTON, W 

D 

8403130355 

50-293 


HARRINGTON, W 

D, 

B403140107 

50-393 


HARRINGTON. W 

D 

0403150117* 

50-293 


HARRINGTON, W 

S 

8403150177 

50-293 


HARRINGTON, M 

0 

8403300164 

90-293 


HARRINGTON, U 

D 

8403360317* 

90-293 


HARRINGTON, U 

D. 

8403370010 

50-393 


HARRINGTON, W 

D 

8403270095 

50-293 


HARRIS, D 


8403060204 

90-325 


HARRIS, 0 


8403060310* 

90-333 

1 

HARRIS, D 


8403220310* 

90-333 

1 

HARRIS, D R 


8403190437 

NUREO 


HARRIS, D R 


8403200239 

90-329 


HARRIS, 0 R. 


8403360156 

90-229 

J 

HARRIS, H 0. 


840313D244* 

90-339 


HARRIS, H 0 


8403120352* 

50-335 

r 

HARRIS, J. D 


8403010102* 

FOIA 


HARRIS, J R 


0403290179* 

50-4 00 

Cl 

HARRIS, R H 


0403180034* 

50-308 

cl 

HARRISON, F 


0403090011* 

50-289 

11 

HARRISON. F 


8403130333 

50-324 

R 

HARRISON, 0 


8403290346 

90-461 

E 

HARRISON, G 


8403300289 

50-461 


HARR I SON, J J 


8403010396 

50-327 

E 

HARRISON, J J. 


8403060363 

30-327 

1 

HARR] SON, J J 


B4Q306037B* 

50-327 

n 

HARR I BON, J J 


8403130153 

50-337 

A 

HARR I SON. J J 


8403130482 

90-327 

A 

HARR J SON. J J 


8403200084 

90-327 

A 

KARR I SON, J J 


3403220082 

30-327 

A 

HARRISON. 8 F 


8403130280 

90-358 

A 

H4RTF1ELD, R A 


8112020204* 

50-412 

A 

HARTOEN. D T 


8403130091* 

90-322 

0 

HARTIOAN.N F 


8403070027 

40-2061 


HARTMAN. S L 


8403000324 

90-445 

0 

HARTMAN. 3 L 


B403210170 

50-508 

0 

HARTMAN, 8 L 


6403210170 

50-508 

0 

HARTMAN, 8 L 


8403210173 

50-508 

0 

HARTMAN. 8 L 


8403310173 

50-908 

0 

HARTMAN, 3 L 


8403310187 

50-908 

0 

HARTMAN, 9. L 


8403310189 

90-908 

Q 

HARTMANN, P L 


8403190042* 

50-203 

0 

HARTZMAN, M 


8403190106* 

90-379 

o 

HARVEY, R C, 


8403200290* 

90-29 

p 

HASHIMOTO.P S 


8403300152* 

90-433 

A 

HABSE.R A. 


8403060176* 

90-266 

Q 

HASSELL, D F 


8403140079 

90-329 

Q 

HATHAWAY, Q H 


8403130008 

90-341 

A 

HATHAWAY, 0. H 


8403300138 

90-341 

A 

HAUGHEY, M F 


8403010298 

90-410 

A 

HAUOHEV.M F. 


8403090371* 

50-410 

A 

HAUOHEY, M F. 


8403060939 

50-410 

A 

HAUGHEY, M, F 


8403390394 

50-410 

A 

HAVEHKAMP, D 


8403070287# 

90-289 

O 

HAWKINS, D. A 


8403010040 

CONTRACT 


HAWKINS, D A 


8403190270 

CONTRACT 


HAWKINS. E 


8403200320 

40-8839 


HAWKINS, E F 


84031904 19 

40-8839 


HAWKINS, E F 


8403190418 

40-8839 


HAWKINS, E F 


8403300339* 

40-1341 


HAWKINS, E F. 


8403200399 

40-8768 


HAWKINS, E F. 


8403200360 

40-8681 


HAWKINS.E F. 


8403200363 

40-8681 

, 

HAWKIN8,E F 


8403200379 

40-8768 


HAWKIN8,E. F 


8403230182 

40-8903 


HAWKINS.E F 


8403220190 

40-8829 


NAWKINB.E. F, 


8403220196 

40-8503 


HAWKINS.E, F 


0403230197* 

40-8749 


HAWXHUR8T, J. J 


8403210016* 

30-317 

0 

HAYDEN, T. 


8403270366 

90-879 

P' 

HAYES, 8.B 


8403280339 

90-445 

oi 

HAYE8, D, W, 


8403130430* 

50-461 

0, 

HAYNES, J G, 


8403020010 

50-361 

R, 

HAYNES, J. 0 


840302021 a 

50-206 

r! 

HAYNEa, J. 0 


8403090003 

50-361 

Si 
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ACCESSION 

SUBJECT 



AUTHOR 

NUHOER 

CATEOWty 

AUTHOR 

HAYNES, d 0 

BA 03060 19A 

50 “206 

a 

HICOINBDTHAH.L 

HAYNES, J- fl 

BA 030603/8 

50-361 

8 

HIOOINBOTHAM.L 

HAYNES, d ft 

SAOSOfiOAOS 

50-361 

8 

HIOOINBOTHAM, L, 

HAYNES, d. 0 

BA030fi0A38 

50-206 

R 

HIOelNS. B d 

HAYNES, d ft. 

BA031E00A4 

50-361 

8 

HIOOJNS.T 

HAYNES, d 0. 

BA03 150033 

50-361 

8 

hildehorand.p 

HAYNES, d ft. 

BA031S00S7 

50-361 

3 

hildenbrand, p 

HAYNES, d ft 

84031 S0D7 4 

50-361 

S 

HILDENBRAND, P. 

HAYNES, d 0. 

8403300053 

50-361 

R 

HILDENBRAND, P 

HAYNES, J 0 

8403300179 

50-362 

8 

HILL.C, Z, 

HAVNEfi, vI 0 

B403S001RA 

50-361 

B 

hill, e e. 

HAYNES, vl D 

8403310065 

90-306 

B 

HILL, L. d 

HAYNES, d 0. 

84032 701 A4 

90-362 

S 

HILL, H B 

HAYNES, d B 

8403270356 

SO-206 

F 

HILL. H. H 

HAYNES, d. 0 

8403380002 

90-361 

S 

HlLLHANiR E 

HAYNES, d ft 

6403300003 

50-204 

R 

HILLY, C. F 

HEALD, A F 

8403310107 

PRH 


HINCKLEY, D. ft 

HEATON. T. H 

8403360088* 

90-344 

P 

hind, j, a 

HEBODN, F. d 

84030701 31 

NUAEO 


HIND, J A. 

HEBDON. F. d 

8403140303 

50-304 

8 

HIND, J. A 

HEDOLON. 11 

8403310019 

40-2061 


HIND, J A 

HEDfiLON, H 

8403390389* 

40-206 1 


HIND, d A. 

HEETHER, W H 

8403010463 

XPORTLIC 


hind, d A. 

HEETHER.H.H 

8403050044 

XPORTLIC 


HIND, d. A 

HEFLIN. H 

8403190060* 

50-330 

H 

HIND, d A 

HEHL.C. W, 

8403070136* 

50 --395 

a 

HIRBCH, D 

heider.l. H 

8403020072 

90-39 

R 

HOSBS.N A. 

HEIDER, L, H. 

8403020292 

50-39 

R 

H08B8. N. A 

HEIDER.L H 

8403210068 

50-39 

B 

HOBBS. M. A 

HEIOER, L H 

0403300083 

90-39 

R 

HOBBB.N A, 

HEIDKER, J C 

B403J 90323* 

WASTE HOT 

HOCH, J, B 

HEINZ, d. 

8402220388 

50-389 

V 

HODDER.M H 

HEINZ, d 

8402220303* 

50-289 

tr 

HODOEH, H H 

HEIBHHAN.H, F 

6312070382* 

90-460 

A 

HDDDER, M. H 

HEITNBR.iK L 

8403210208 

90-309 

0 

HODDER.H H 

HEL7EME3, C. d. 

B4012S046B* 

50-267 

P 

HODDERi M.H 

heltemeb,c j 

8402130042* 

HI SC 


HODDER, M H 

HELTEHES.C d 

8403130160 

HI SC 


HODDER, M, H. 

heltehes.c. j 

8403280270 

HISC 


HODDER.H H 

HBLTEHEB.C d 

B4032B0273* 

HI SC 


HODODONtA P 

helteiieb.c. d 

B4032B027B* 

Ml SC 


HQDODON, A. P 

HELTEtfES.C- d 

B4032B0282* 

HI SC 


HODftDON, A. P 

HELTEHE8. C. d 

8403260288* 

MIBC 


HODflDOK, A P 

HELTEHESr C. J 

8403280294* 

HISC 


HODftDDM.A P 

HELTEHESiC d. 

8403280296* 

HISC 


HOFFMAN, D A 

HELMIO, D. R 

8403020226 

TOPREP 


HOFFMAN, D P 

HEUHlft, D R. 

8403200129 

TOPREP 


HOFFMAN. D P 

HEMBY.E □ 

8403290409* 

XPORTLIC 


HOFFMAN, J. 

HENDERSON, J, 8. 

8401230660* 

50-339 

B 

HOFFMAN. J 

henbley. W T 

8403300306 

NUREft 


HOFFMAN, T. E 

HERBERT. R, d. 

8403200113 

50-336 

S 

hocan, R. 

HERBORN. D 1. 

8403130193 

90-461 

A 

HOLBROOK, K.L 

HERBDRN. D, I 

84031 900B9 

90-461 

A 

HOLDEN, C 

HERBORN, D. I 

8403290093 

50-461 

I 

HOLDER, E. T, 

HER 1 NO. R. F 

8403200203 

50-319 

0 

HOLLAND, W, E 

HERHANN.R A 

8403120224 

50-320 

P 

HOLLAR, D. E. 

HERMAN. R- 

6403190427 

50-302 

P 

HOLLAR, 0 E, 

hernan, r. w 

8107880171* 

50-460 

A 

HOLLAR, D. E. 

HERMAN, R. W 

eiOBl 10038* 

50-460 

A 

HOLLEMAN. D, 

HERN AM. R. W. 

81 1 1060697* 

90-460 

A 

HOLLEY. W, L 

HERMAN, R. U. 

8112300305* 

90-460 

A 

HOLLEY. W L. 

HERMAN, R M 

8209280165* 

50-460 

0 

HOLLOWAY, C d. 

HERNANDEZ, ft H. 

8403060147* 

30-275 

0 

HOLLOWAY, C. d 

HEBR.d C 

8403290188* 

90-244 

P 

HOLLOWAY, C d 

HERR, d. C. 

8403290189* 

90-244 

P 

HOLLOWAY. C. d. 

HERR.P. B 

8403060259* 

90-322 

T 

HOLLOWAY, C, d 

HERR. P. B. 

8403060289* 

90-322 

T 

HOLLY, d T. 

HERR.P B. 

8403060307* 

90-322 

T 

HOLMEB-RAY. P 

HERBCH, H H 

8403010484 

XPORTLIC 


HDLONlCH.d d. 

NERBCH. H M 

8403010545 

XPORTLIC 


HOLONICH, d, d 

HERBCH, n M 

8403050047 

XPORTLIC 


HOLONICH, d. d. 

HERBCH, H M 

8403090050 

XPORTLIC 


HOLTZ, d. J 

HERBCH, M. H. 

840307038 1 * 

XPORTLIC 


HOLTZ, d L, 

HERBCH. 11 n. 

8403220294* 

XPORTLIC 


HOLZNAM.P. M. 

HEUARDiR. W 

8403070303 

90-219 

R 

holzmeh, m. 

HIATT, S L 

8403010085 

FOIA 


HOLZMER, M M. 

HIATT. S. L. 

8403070313 

90-440 

A 

HOOD. D. 

HIATT. S.L. 

8403280076 

FOIA 


HOOD, D B. 

HICKEY, d. P, 

8403060461 

FOIA 


HOPKINS, 0. 

HICHEV, d, P. 

8403060464 

FOIA 


HOPKINS, d B, 

HIETALA, d. d. 

6403120047 

90-374 

B 

HOPKINa.B, 

HieOINBOTHAn, L. 

8403130201* 

27-48 


HOPPE Ri A. 

HIOOINBOTHAM, Lr 

8403190303 

27-48 


HOPPER, A. 

HIOOINBOTHAH, L 

6403190300 

WASTE HOT 

HOPPER, A. 

HIOftlNBOTHAN, L 

8403150317 

27-48 


HORIN.W, A. 


ACCESSION 

SUBJECT 



ACCEBSIDN 

SUBJECT 


NUMBER 

CATEftORY 

AUTHOR 

NUMBER 

CATEftOflY 

B403 160072 

WASTE MOT 

HORIN, W A 

8403140013 

90-449 

ft 

8403360043 

WASTE MOT 

HORIN, H. A 

0403140020 

50-445 

0 

S4 03380294 

HASTE MOT 

HORIN, W A 

8403140020 

90-449 

ft 

84030S00S?* 

FOIA 


HORTON, W 

8403000006* 

FDIA 


B40309CIS04 

90-483 

F 

HORTON, W 

0403060008* 

FOIA 


6403300399 

40-8768 


HORTON, W 

8403080010* 

FOIA 


8403300360 

40-8681 


HORTON. H. 

8403080012* 

FOIA 


8403300363 

40-8681 


HORTON, W 

0403080017* 

FOIA 


8403300379 

40-8760 


HORTON, W. 

0403000019* 

FOIA 


8403380099 

40-8984 


HORTON, W. 

8403000029* 

FOIA 


8403190016 

90-498 

0 

HQ9EY. C. M 

8403160240* 

90-390 

ft 

8403200358 

NUREO 


HOUSTON, M. D 

8403020406 

90-416 

a 

8403080039* 

FOIA 


HOUSTON. M D 

8403230273 

90-416 

p 

8403190323* 

90-398 

Q 

HOUSTON, M. D 

8403300291 

90-416 

p 

8403230112* 

90-219 

R 

HOUSTON, R W 

8203180004* 

90-4 60 

c 

8403010078* 

CONTRACT 


HOUSTON, R. U 

8301260036* 

90-400 

k 

8403130499* 

90-312 

0 

HOUSTON, R, W 

8310310449* 

90-400 

E 

B4O3190314 

90-299 

ft 

HOUSTON, R. H 

8312230261* 

90-336 

P 

8403190321* 

BO-299 

0 

HOVI, L 

8403070296 

90-219 

B 

B4031 90331* 

90-299 

a 

HOWE.H 

0403130169 

aA999 


8403370086 

40-8760 


HOWE, H. 

0403200076* 

aA999 


B403Z7O233 

90-409 

0 

HOWE, P. W. 

8403060296 

90-324 

P 

8403370S38* 

90-409 

0 

HOWE, P W. 

8403060300 

90-324 

P 

8403270253* 

90-494 

0 

HOWE, P. W 

0403070197 

50-324 

P 

8403270263* 

90-494 

ft 

HOWE, P, W. 

8403070200 

90-324 

a 

&40326D36S 

90-142 

ft 

HOWE, P W, 

0403070319 

90-329 

ft 

6403070169* 

90-322 

T 

HOWE, P. W. 

0403090292 

90-324 

p 

0403070178* 

90-322 

T 

HOWE, P. W. 

0403130498 

90-329 

p 

8403070190* 

90-322 

T 

HOWE, P. W 

0403210129 

90-324 

p 

0403070232* 

90-322 

T 

HOWE, P, W. 

8403230049 

90-329 

p 

8403120029* 

50-279 

0 

HOYLE, A 

0403220329 

CONTRACT 


8403070135 

90-290 

ft 

HOYLE, A 

0403230044 

CONTRACT 


8403070139* 

90-250 

ft 

HOYLE, A. 

8403270282 

CONTRACT 


8403070143* 

50-290 

0 

HOYLE, A. 

8403270302 

CONTRACT 


8403070143* 

90-290 

ft 

HOYLE, A 

0403200106 

CONTRACT 


B403140D17 

50-250 

ft 

HOVT, H, F. 

B403090107 

90-443 

ft 

0403140017 

90-290 

0 

HOYT, H F 

0403190102 

90-170 

ft 

8403140023* 

90-290 

ft 

HOYT, H F. 

0403260343 

90-443 

ft 

8403140023* 

90-290 

6 

HBIEH, a. d. 

0403070114 

NUREO 


8403140110 

90-352 

0 

HSIEH, 8 8, 

8403290189* 

90-244 

p 

8403140115 

90-392 

0 

HUBBARD, ft. T 

8403190214* 

04999 


8403210128 

90-392 

0 

HUBER, 8, A 

7906290470* 

FOIA 


8403210167 

90-392 

0 

HUCHTON, R. L 

0403060933 

NUREO 


8403290374 

90-392 

0 

HUDSON, 8 D. 

0403130021* 

90-220 

Q 

8403060301* 

90-322 

T 

HUDSPETH, d B. 

0403140212 

90-340 

F 

8403020080 

90-159 

R 

HUETER, L d 

0403220097* 

90-494 

ft 

0403300192 

90-195 

R 

HUFFMAN, 9. N. 

0403290266* 

90-302 

ft 

8403140019 

90-399 

J 

HUftHES, T. d. 

0403290297 

PR 


8403280064 

90-146 

d 

HUKILL, H D 

8403010347 

90-289 

F 

6403130286 

40-8029 


HUKlLLiH D. 

0403060133 

90-289 

F 

8403290120* 

90-387 

Q 

HUKILL, H. D 

0403060199 

90-209 

P 

8403140170* 

PR 


HUKILL, H D. 

0403060160 

90-209 

P 

B403220103* 

90-309 

a 

HUKILL, H. D. 

0403060222 

90-289 

P 

B40320D213 

90-299 

s 

HUKILL, H D 

0403060229* 

90-269 

P 

8403160222* 

90-390 

ft 

HUKILL, H D 

8403060233 

90-289 

P 

8403070091 

90-400 

ft 

HUKILL, H D. 

B4030B0039 

90-289 

P 

B403D70099 

90-400 

0 

HUKILL. H. D 

8403090125 

90-289 

P 

8403070090* 

90-400 

ft 

HUKILL, H. D. 

0403090244 

90-2B? 

ft 

840329031 1 

PRM 


HUKILL. H. D 

0403120004 

90-289 

P 

8403260172* 

90-269 

a 

HUKILL, H D. 

0403120016 

90-209 

V 

6403260290* 

90-382 

ft 

HUKILL. H. D 

8403120096 

90-289 

P 

6003240209* 

90-908 

A 

HUKILL, H 0. 

8403130286 

90-209 

F 

8004010792* 

90-908 

A 

HUKILL, H. D. 

0403190141 

90-209 

ft 

8004010799* 

90-900 

A 

HUKILL, H. D. 

0403160006 

90-209 

P 

0112210135* 

90-908 

A 

HUKILL, H. D 

0403160022* 

90-209 

P 

0403080293* 

90-908 

A 

HUKILL, H D. 

0403160024 

90-889 

P 

0402170107* 

90-309 

P 

HUKILL, H. D 

0403200060 

90-209 

n 

8403290197* 

90-366 

a 

HUKILL, H, D 

0403200099 

90-289 

p 

0403270240 

90-402 

A 

HUKILL, H. 0 

0403210076 

90-289 

R 

8403270271 

90-403 

A 

HUKILL, H D. 

0403210130 

90-289 

R 

0403200019 

90-403 

A 

HUKILL. H D. 

0403230001 

90-209 

H 

8403020086 

90-334 

R 

HUKILL, H D. 

0403230040 

90-289 

P 

0403300101 

90-334 

R 

HUKILL, H. D. 

0403230093 

90-269 

P 

8403060089 

FOIA 


HUKILL. H D. 

0403270146 

90-289 

N 

8403120137* 

90-237 

0 

HULMAN, L. ft. 

0204090097* 

90-460 

C 

B403220169* 

90-299 

0 

HULMAN.L ft 

0403010074* 

FOIA 


0312030134* 

90-329 

A 

HULBEV, 8, A 

8403160063 

90-206 

H 

0312070290* 

90-329 

A 

HUtWICUTT.D. M 

0403090106* 

90-402 

ft 

8403230208 

NUREft 


hunnicutt, D, M 

0403060104* 

90-449 

ft 

8403220101 

90-399 

P 

hunnicutt.d M, 

0403060373* 

90-449 

0 

8403140039 

90-494 

0 

hunnicutt, d. m 

8403130140* 

90-267 

(1 

0403220316 

CONTRACT 


HUNNICUTT.D M 

0403130219* 

90-449 

ft 

8403260392 

CONTRACT 


HUNNICUTT.D, M 

0403130493* 

90-449 

ft 

8403260363 

CONTRACT 


hunnicutt, D. M 

0403260107* 

90-267 

a 

8403140013 

90-449 

ft 

HUNNICUTT.D M. 

0403360167* 

90-267 

a 


PERSONAL AUTHOR INDEX 


AUTHCfl 

H«NNlCUTTtD « 
HUNHICUTT.D M 
HUWICOTT.D M 
HUNMICUTTi D. M 
HUNTBRt D. ft 

hunter. D ft 
HUSAIN. t>. 
IDE.W.B. 
I0NAT0NI8.A 
lONATtJNIB. A U 

lONATONiS B 
ILftEROi 0 
tHSRO.E 
IrtSRD. B. 
inSRD.E V. 

IHBRD. E. V 
WBRQ.E V. 
llttER.ft. 

1RV1N9. 8. M. 
IftNlN.S H 

IHUfN. D. P 
IRNIN.P P. 
inuiN.o.p 

IRUIN. 0. p 
IRUSN.B P. 

IRUIN. a. p. 
IRUIN. P P. 
IRUIN. 0. P. 
IRUIN. D P. 
IRHIN.O P 

JRUIN.P.P. 

I VERSON. 0 N 
OABBDUft.K. N 
JABBDUR, K. N 
./ABBOUR.K N 

JABLDNSKI.r J. 
UACKIH. I 
JACKIU. I 
UACKIU. I. 
UACKIUi l.N. 

JACKIU. I. N 
JACKIW. 1. N. 
JACKSON. H H 
JACKSON. L, H. 
JACKSON. P. 0 

JACKSON. R E. 
JACKSON. R. E 
JACKBON.ft. B. 
JACKBON. R.E 
JACKSON. R. E 

JACKSON. R. E 
JACKSON. R. E 
JACKBON. ft. E. 
JACKSON, ft. E. 
JACKSON. R. E 

JACKSON, ft. E. 
JACOBS. A. 

jAcaae. A. 
JACOBS. A 

JACOBS. A. 

JACOBS, ft 
JACOBS, ft. 
JACOBS. R 
JACOBSON. M. J. 
JACOBSON. N 

JAFFE. D. H, 
JANECEK.ft F. 
JANKOV. z. d 
JANKOWSKI. 8. M. 
JANUSKA. A. 9. 

JANUEKA. A. 0. 

JAPE.F 

JAPE.F. 

JAPe.F. 

JAPE. F. 

jAPe.F. 
jape. f. 

JAPE. F. 

JAPE. F. 

JAPE. F. 

JAPE.F 
JAPE, F. 
JAUDON. J. P. 
JEFFERS, 0. J. 
JENKINS, 9. ft. 


ACCESSION 

NUMBER 


8403260177* 

8403260211* 

8403260214* 

B403260240* 

B40306017A* 

8403080188* 

a4032QOa<?0» 

840SI4003S* 

0403070367* 

e4030700BBit 

8010230903* 

8403010041* 

830923093? 

8403230171 

6311020249 

8311020293* 

8403230179* 

B40S060220 

8409140012* 

8403210107 

8403010821 

8403010221 

8403010229* 

8403010229* 

8403020168 

8403130022 
B4 03 130022 
8403200069 
8403200069 
8403270292 

6403270292 

6403200299 

8403090377 

8403060477 

8403070422 


SUBJECT 

CATBOORV 


50-267 a 

90-267 O 
90-449 0 

90-296 0 

90-266 a 

50-461 a 
90-29 P 
90-980 a 
90-269 a 
90-398 a 

FOIA 

FOIA 

90-327 a 
SO-317 8 

go-aia a 

50-31 a s 
90-317 s 
90-209 H 
90-496 0 

PRM 

90-463 0 

90-463 0 

30-463 0 

90-463 « 

90-322 e 

90-322 0 

90-322 0 

90-323 0 

90-322 0 

90-322 0 

90-322 0 

90-863 8 

90-413 E 
90-413 A 
90-413 E 


AUTHOfl: 


JENKINS, 0 R 
JENKINS, O H 
JENKINS, 0 H 
JENKINS.O, R 
JENKINS.Q.R 

JENKINS. 0 n 
JENKINS.O ft 
JENKINS. 0. ft 
JENKINS. 0 R 
jeNNIMOS, R T 

JENS.U H 
JgNa.M H 
JENStU H 
JENS. U H 
JENS, U. H 

JEN8.U H 
jeN8,U.H. 
JENS.W H 

jens.h h 

JENSEN, i> i- 

JERHETT. L E 
JESSUP, B. 
JESSUP, B 
JiEftftEE.C C 
JIERREE.C. C 

JlK.R 

JOHNSON, A R 
JDW90N.A ft 
JOMNaONiA ft 
JOHNSON, a D 

ODHNSOM. B B 
JOHNSON, B B 
JOHNSON. B,D. 
JOHNSON. B. O 
JOHNSON, a. D 


8403130430* 

8403130879 

8403130336 

8403130379 

8403130023* 

8403190042* 
0403190384* 
001 21 60991* 
8403000384* 
8403020816 

0001290311* 
8009090737* 
8009290348* 
SI 01 060767* 
8103040092* 

3109810109* 

8107130981* 

8107140192* 

3100270490* 

9408290471 

B403260077* 

6403060491 

1^403140329 

3403190194 

8403270360 

94 03090224 
6403190060* 
64032901 99* 
6403120010* 
9403090803 

6403090309 

8403090194* 

9403160096* 

8403060499* 

6403130117* 

8403820140* 
8408140193* 
8403070017* 
8403070338* 
84031 601 OB* 

8403160210* 
8403160224* 
84031 6023B* 
8403160316* 
8403160339* 

84031603/0* 

8403290209* 

6403860177* 

8403220292* 

9403070013* 


90-461 a 

90-346 a 
90-346 B 
90-866 B 
90-266 a 

90-8B2 a 
30-309 ft 
50-397 U 
90-424 Q 
mSTE HOT 

90-312 P 
SO-344 P 
90-312 P 
90-397 A 
90-39/ E 

50-460 A 
90-909 0 

90-908 a 
50-929 0 

UASTS MOT 

90-344 P 

CONTRACT 

contract 

CONTRACT 

CONTRACT 

90-387 B 
90-307 a 
90-387 a 
90-879 0 

PR 

90-317 P 
90-837 P 
90-418 A 
CONTRACT 
40-2061 

SO-309 0 

90-261 0 
90-413 a 
90-413 a 
90-416 a 

90-339 Q 
90-413 a 
90-297 0 

90-890 Q 
90-899 Q 

90-413 a 
90-370 a 
90-267 a 
90-322 T 
90-379 a 


J0HH8QH.B D, 
JOHNSON. B B 
JOHNSON, B D 
JOHNSON. C A 
JOHNSON. D 

JOHNSON, E 
JOHNSON, E H 
JOHNSON. e. H. 
JOHNSON, e H. 
JOHNSON, E H 

JOHNSON, E H. 
OOMHaON.e H. 
JOHNSON, E. H 
JOHNSON, E K 
JOHNSON, E.H 

JOHNaoN.E H 
JOHHSOH.E.H. 
JOHNSON, B. H, 
JDHHSOM.E M 
JOHNaON, E. H 

JOHNSON, E H 
JOHNSON, E.H. 
JOHNS ON, E.H 
OOHNBON, E. H 
JOHNSON. E H. 

JOHNSON. E H 
JOHNSON, E H 
JOHNSON, E. H 
JOHNSON, E. H 
JOHNSON. B. H. 

JOHNSON, E H 
JOHNSON. E. H. 
JOHNSON, E H 
JOHNSON. E H 
JOHN0ON. E. H. 

JOHNSON. E. H. 
JOHNSON. E.H 
JOHNSON, E H 
JOHNSON. E.H 
JOHNSON, E. H 

JOHNSON, E. H 
JDV««ON. E. H 
jawiflON, «. e 
JOHNSON, 0. E 
JOHNSON, e.B. 

JOHNSON, O.E. 
JOHNSON, a. E 
JOHNSON, a. E. 
JOHNSON, a. c. 
JOHNSON, a. E. 


ACCESSION 

NUMBER 


8403070149* 

6403160111* 

B40316O141* 

8403I6D146* 

8403160244* 

8403160300* 

6403270027* 

8403270266* 

6403290270* 

8403300100 

0403020121 

6403070188 

8403070247 

6403190021 

6403200189 

040321 0046 
8403810074 
04D383OO1B 
8403270043 
0403080425* 

8403070106 

6403020037 

640323012? 

B4038OO339* 

6403260107* 

8403330050 

6403070093 

6403140061 

0403190221* 

B403060396 

0403080184 
9403000206 
S4Q312Q04 1 
8403120131 
0403190149 

B403170101 

0403220076 

8403230073 

8403020206 

0403269173* 

6403260245 

9403050071 

8403090129 

8403090193 

8403060100 

8403060371 

6403120069 

8403120001 

8403130122 

8403130131 

0403130103 

8403130231 

0403130234 

0403130297* 

8403130307 

8403130438 

8403130442 

8403160239 

840316Q24E 

0403160299 

B4031900B7* 

9403170271 

0403190320 

9403170406 

8403200129 

8403200247 

8403220031 

8403260060 

8403260076 

6403260100 

9403260161 

8403260174 

8403260209 

8403260206 

0403260217 

9403260235 

0403270070 

8403010209 

8403140043 

0403140046 

0403140123 

0403140124 

0403140190 

0403140167 

0403170174 


SUBJECT 



CATEOCJRy 

AUTHOR 

90-33 5 

a 

JOHNSON, e E 

50-369 

Q 

JOHNSON, J 

SO-267 

0 

JOHNSON, J e 

90-340 

a 

JOHNSON. J H 

SO-237 

Q 

JOHNSON. P H 

50-261 

a 

JOHNSON, ft U 

50-348 

a 

JOHNSON, ft U 

90-302 

a 

JOHNSON, ft V» 

90-367 

0 

JOHNSON, R U 

90-317 

9 

JOHNSON. 8 M 

90-341 

A 

JOlftlSON.T 

90-341 

V 

JOHNSON. T 1. 

90-341 

A 

JOHNSON. W A 

30-341 

V 

JOHNSON. W A 

90-341 

A 

JOHNSON, W A 

SO-341 

A 

JOHNSON. V» D 

90-341 

A 

JOHNSON, H. D 

90-341 

A 

OOHNaOH.M D 

50-341 

A 

OOHNaOM, W D. 

90-207 

P 

JOHNSON, W 0 

PR 


J0HN9OH.V1 B 

90-10 

P 

JOHNSON. U B- 

CONTRACT 


JOHNSON. M D 

40-1341 


JOHNSTON. 0 M 

40-1341 


JOHNSTON. M U 

HASTE H9T 

JOmSTONi M. V. 

90-402 

0 

JOHNSTON. M W 

50-4B2 

Q 

JOHNSTON, M V. 

aA?99 


JOHN3T0N, W. V 

50-199 

P 

JOHNSTON. H. V 

30-899 

R 

JOHNaTON. H. V 

90-299 

R 

JOHNSTON, W V 

90-259 

ft 

JOHNSTON, M V. 

50-199 

<3 

JOULE y.j. ft. 

90-298 

P 

JOLLEy. J ft 

90-293 

a 

JONES. 0. ft 

50-299 

p 

JONES. D ft. 

30-299 

p 

JONES. D. U. 

WASTE MOT 

JONES, B. M 

50-334 

a 

JONES. B U 

50-362 

0 

JONES, F 

SO-29B 

0 

JONES, F. F 

50-490 

ft 

JONES, F H 

80-267 

0 

JONES, a T 

90-449 

a 

JONES, O T. 

30-445 

0 

JONES, 0 T. 

30-498 

a 

JONES, 0. T. 

90-267 

p 

JONES, ft T. 

90-267 

Q 

JONES, O T 

30-302 

Q 

JONES, 0 T 

50-449 

a 

JONES, 0. T. 

30-267 

p 

JONES, 0 T 

90-267 

P 

JONES. 0 T 

90-267 

p 

JONES, O. T. 

90-29B 

Q 

JONES, O. T. 

30-498 

Q 

JONES, 0 T. 

30-449 

0 

JONES, a T. 

SO-49B 

a 

JONES, Q. T 

50-3B2 

ft 

JONES, O. T 

90-290 

a 

JONES. O T. 

90-267 

p 

JONEB, a T 

so-dsa 

0 

JONES, ft. A. 

90-267 

p 

JONES, ft A 

90-449 

0 

JONES, U R 

90-449 

0 

JONEB. W. C 

60-362 

Q 

JONES, U C 

SO-290 

0 

JONES, U C. 

90-49B 

ft 

JONEB, M C. 

90-362 

0 

JONES, U C 

90-267 

0 

JONES. U C 

90-267 

0 

JONES, M C, 

90-267 

0 

JONES, U C. 

90-267 

0 

JONES, M C 

90-449 

0 

JONES, U. C 

90-496 

0 

JONES, U. C. 

50-296 

0 

JONES, M. C. 

so-4sa 

ft 

JONES, U C. 

90-413 

0 

JONES, U. C 

50-413 

0 

JONES, M. C 

80-413 

0 

JONEB, W. C. 

90-413 

0 

JONES, U. C, 

90-413 

« 

JONES, U C, 

90-413 

Q 

JONEB, U. F 

90-413 

0 

JORBAN. 0. 

90-413 

0 

JOR&AN. E. L 


accession 

SUBJE. 

NUMBER 

CATEO 

8403270323 

90-413 

9403190073* 

50-273 

9403130376 

90-267 

6403090270 

90-262 

6403190074 

SO-929 

8403140172 

Pft 

B403 190362 

PRM 

9403060364 

50-344 

8403220247 

50-344 

84030701 60 

PRM 

B4Q320Q-370 

WASTE i 

B4 03200 372 

40-aS2<) 

8403140160* 

SO-373 

8403140163* 

90-373 

0403140164* 

90-373 

BAOaai0348» 

30-209 

8403090166* 

90-483 

6403130402* 

30-313 

8403170260* 

90-313 

8403260099* 

50-313 

8403260172* 

so-ass 

8403260232* 

90-313 

8403300030* 

50-313 

0403060344* 

50-344 

021130001 7* 

90-400 

0301 140474* 

90-400 

0307220302* 

30-400 

0310170079* 

90-400 

0310170067* 

50-400 

831 1140004* 

50-400 

8311290301* 

50-400 

9312020063* 

50-400 

031323O27S* 

90-400 

0403190071 

90-317 

8403300182 

90-317 

8403060096* 

{tA779 

B4O3O6O10I* 

0A779 

0403070328* 

70-27 

6403160270* 

70-140 

8403230060 

90-930 

8403200190* 

0A779 

8403300170 

90-322 

84030S040E 

FQIA 

8403010226 

90-297 

8403010371 

90-299 

8403020103 

90-297 

8403020329 

90-299 

8403060244 

S0-aS7 

8403070069 

60-297 

8403070249 

80-299 

9403070293 

30-297 

8403130181 

SO-260 

8403130209 

80-297 

8403170129 

50-297 

8403170371 

90-297 

6403200087 

50-276 

8403200171 

00-260 

0403200213 

90-237 

0403220046 

90-297 

S40322O197 

90-260 

8403300133 

50-297 

8403130116 

90-449 

6403130313 

90-449 

9403020097# 

90-200 

8402170166# 

90-2B9 

8402210397# 

80-269 

94030 1031 2 

90-288 

B40 3090077 

30-288 

8403090124 

80-288 

8403090139 

90-289 

0403060396 

S0~2B9 

0403070234 

80-289 

0403120172* 

S0-2B9 

8403100200 

BO-aas 

8403130498 

80-288 

8403170061# 

90-889 

8403170194 

90-808 

8403170261# 

80-889 

8403200176 

90-809 

8403270249 

90-299 

8403290169 

90-269 

8403230173 

90-869 

6403120043 

0A777 

6403010149 

71-911 

8011070922# 

90-317 



IQ 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRV 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCEaSlON 

NUMBER 

SUBJECT 

CATEODRY 

ROAM. E L 

B1033S063O* 

FOIA 


KARKAN. N 

0403270326 

S0-4B2 

0 

KELLY, M J 

8403130237 

40-1341 


ROAM. E L 

B4011?0072 

30“3 

Q 

KARR. J E 

B4O3O60411 

30-329 

3 

KELLY, R B 

8403010113 

TDPREP 


ROAM. E. L 

B4020S0073V 

50-293 

F 

KARR.U E 

0403060442* 

50-329 

a 

KELLY, T. 

8403200173 

30-30+ 

8 

ROAN. £ L 

8402090000 

50-3 

a 

KARR. J E 

8403060444* 

50-329 

a 

KELLY. W. J 

8403020004 

30-275 

R 

ROAM.E L. 

0403090007 

50-3 

a 

KARR. J E 

8403060443* 

50-329 

0 

KELLY. U J 

8403300141 

30-273 

R 

ROAM. E L 

B4 0209001 1 

50-3 

a 

KARR. J E 

6403060192 

50-329 

8 

KEMPER, O B 

8401240207 

30-332 

A 

ROAM. E L 

B402090024 

50-3 

0 

KARR. J E 

6403080221 

50-329 

S 

KEMPER. J a 

8403020104 

30-332 

A 

ROAM. E L 

8402090026 

30-3 

a 

KARR. J E 

8403080230 

50-329 

8 

KEMPER, J 6 

8403020266* 

30-332 

A 

ROAM. E L. 

0402090043 

30-3 

o 

KARR. J E. 

84031 30074 

50-329 

8 

KEMPER, J 8 

6403030161 

30-332 

E 

ROAN. E L 

8402090044 

30-3 

o 

KARR. J E 

8403130173 

50-329 

8 

KEMPER. J 8 

6403070281* 

30-332 

Q 

ROAM.E L 

84030101 99» 

FOIA 


KARR.J E 

8403130184 

30-329 

a 

KEMPER, J 8 

6403130084 

80-332 

B 

RDAN.e L 

6403010181* 

FOIA 


KARRbU £ 

S4031 30175 

30-329 

G 

KEMPER, J 8 

8403160192 

50-332 

A 

ROAM.E L. 

04O3OJOi63» 

FOIA 


KARR.J E 

8403130236 

30-329 

8 

KEMPER, J 8 

8403190197 

SO-332 

A 

RDAN.E L 

8403010193* 

FOIA 


KARR. J E 

8403130271 

50-329 

s 

KEMPER, J 8 

8403200144 

50-332 

0 

ROAN. E L 

B4030I019&* 

FOIA 


KARR.J E 

S403 130297 

50-329 

o 

KEMPER, J. 8. 

0403260249 

30-332 

E 

RDAN.E L 

e4D301020A» 

FOIA 


KARR.J E 

8403130321 

50-329 

S 

KEMPER, J 8 

B403270071 

80-332 

0 

RDAN.E U 

8403010214* 

FOIA 


KARR.J E 

8403130388 

50-329 

A 

KEMPER, J 8. 

8403270172 

50-332 

A 

ROAN. E L. 

B4O30SO1S4* 

FOIA 


KARR.J E 

8403130470 

50-329 

A 

KEMPER, J, B 

8403280333 

30-332 

0 

RDAN. M 

6403130377 

50-266 

B 

KARR.J E 

8403130477 

30-327 

B 

KENDALL, J ft 

8403080009* 

30-29 

P 

ROAM. M J 

B403060I7A* 

50-266 

a 

KARR.J E 

6403270062 

50-329 

R 

KENNEDY. 0 

8403060083 

30-320 

H 

RDAN.H H 

8403190002 

30-445 

0 

KARR. J E 

6403270093 

30-329 

8 

KENNEY, D. 

8403130474 

30-436 

D 

RDAN. U S 

B403020173 

30-443 

o 

KARR. J £ 

8403270096 

SO-329 

8 

KENNY, T J 

8403130166* 

50-286 

0 

RDAN.M S 

8403020173 

50-443 

a 

KARR. J £ 

8403270227 

50-329 

8 

KENYON, a. D. 

8403020036 

30-387 

R 

TNER. J 

8402210133 

I EE 


KARR. J. e 

6403300006 

50-329 

8 

KENYON, Q 0 

8403120026 

30-388 

A 

TNER, J 

840302031 1 

I(cE 


KARR. J E 

6403300035 

50-329 

8 

KENYON, 8 0 

8403130039 

30-387 

R 

[TNER.U 

B403 190133 

50-220 

B 

KAS8. D E 

8403080083 

FOIA 


KENYON, 8 D 

8403190366* 

80-387 

0 

CNER. U 

8403300074 

50-219 

B 

KABSAHATIB. L D 

8403070167 

50-397 

8 

KENYON, B D 

8403190403 

PR 


[TMER.U II 

8403070299* 

70-1100 


KASSAKATIBiL D 

6403130337 

50-397 

8 

KENYON, B D 

8403200230 

30-387 

F 

I’NER.J H 

G403DB01A3* 

FOIA 


KASSAKATI9. L D 

B4032D010S 

50-397 

8 

KENYON, B. D 

8403200292 

50-387 

F 

I'NERrU H 

8403220010* 

30-272 

a 

KABSAKATIB. L 0 

8403200239 

50-397 

B 

KENYON, B D 

8403210112 

30-387 

R 

rNER. J H 

6403890066* 

70-396 


KAB8AKATI8. L D 

B40326002S 

50-397 

8 

KENYON, B, D 

8403220041* 

30-387 

a 

fUER, J. H 

6403290203* 

SO-330 

a 

KASSAKATIS. L D 

6403280003 

50-397 

8 

KENYON, B D 

8403220133* 

30-387 

0 

-JAN. C A 

B4O307OI63* 

50-327 

a 

KA8SARATI3. L D 

6403280007 

50-397 

a 

KENYON, B. D 

8403300069* 

30-387 

a 

-IAN. C A 

8403070216* 

30-416 

a 

kassner. e 

8403090164 

50-293 

s 

KENYON,!) D. 

8403300147 

30-387 

R 

1AM. C A 

B403160222* 

50-370 

Q 

kabturi.b 

8403130014* 

50-440 

0 

KENYON. T J 

6403060334 

30-390 

A 

IAN. C A 

84 03160223* 

30-327 

a 

KAUFMAN. P D 

B403190354* 

50-440 

a 

KEPPLER, J 0 

81 01 290708* 

FOIA 


ISE.M 

B403060109 

30-318 

s 

KAV. J A 

8403080007 

50-29 

p 

KEPPLER. J 0 

8403070343* 

50-329 

8 

OLJMO. T. 1, 

84 03220 122 

WASTE HOT 

KAV.J A 

8403120123 

50-29 

p 

KEPPLER, J. 0 

8403080044# 

FOIA 


TWS. P S 

S4 032003 12 

WASTE MOT 

KAV.J A 

8403120161 

50-29 

R 

KEPPLER. J 6. 

8403080037* 

FOIA 


ILE. J D 

B403020176 

70-143 


KAY.J A 

8403130287 

50-29 

P 

KEPPLER. J 0 

8403080101* 

FOIA 


ILE.J D 

B40 3070248* 

50-416 

a 

RAV.J A 

8403 20028 4 

50-29 

P 

KEPPLER, J 0 

6403080137* 

FOIA 


'LEj j B. 

8403160366* 

70-143 


KAV.J A 

6403200268* 

50-29 

P 

KEPPLER, J 0 

B4030B017S* 

FOIA 


LE.J D 

0403160367* 

70-143 


KAV.J A 

8403270003 

50-29 

P 

KEPPLER. J. S 

8403080208 

80-313 

a 

U.M 

8403260369* 

50-275 

0 

RAV.J A 

6403270007 

50-29 

P 

KEPPLER. 0 0 

8403080249 

30-135 

6 

E. D L 

8403090198 

PT21 


KAV. J A. 

8403270216 

50-29 

J 

KEPPLER. J. 0. 

8403120116 

30-313 

0 

E. D. L 

8403090200* 

PTBl 


KAV.J A 

8403300192 

50-27 

P 

KEPPLER, J 0 

8403130380 

30-346 

8 

E. D L 

8403090202* 

PT21 


KAVSER.M V 

8403080223* 

50-316 

P 

KEPPLER, J 0 

8403190180 

30-329 

A 

E.D L 

8403090203* 

PT21 


KAVBER. H V. 

8403130104* 

50-316 

P 

KEPPLER, J 0 

8403190236 

30-331 

0 

E.D L 

8403140136 

PT21 


KEARNEY, J. 

8403010237* 

FOIA 


KEPPLER, J 0 

6403190286 

30-346 

a 

ITQHEKI.T 

8403290316 

HASTE HOT 

keaRnev, j j. 

6403130368 

PR 


KEPPLER. J B 

8403190294* 

50-346 

0 

1VIAMAKI8. N 

8403060113 

30-234 

R 

KEARNEY, J P 

B403130477* 

50-312 

a 

KEPPLER, J. e. 

8403190341 

30-346 

8 

rVIAMAKIB. N 

8403120107 

30-265 

8 

KEATINO. D E 

8403080302* 

50-313 

0 

KEPPLER. J 0. 

8403200190 

80-461 

A 

IVIAMAKIB. N 

8403130382 

30-254 

R 

KEATINO, D E. 

6403170305* 

50-454 

0 

KEPPLER. J. 0. 

8403230008 

30-10 

a 

IVlANAKia. M 

8403150019 

50-254 

R 

keeley.o a 

B4033900S3* 

FOIA 


KEPPLER, J 0 

8403260063 

30-338 

A 

IV1ANAK19. N 

8403160027 

50-265 

S 

keihio.r. 

8403290008 

30-219 

6 

KEPPLER, J 0 

8403270246 

30-434 

a 

IVIANAKIB.M 

8403200106 

50-263 

8 

KEIBER.N W. 

8403020233 

50-367 

8 

KERCH. H U 

6403020309* 

30-277 

o 

IVIANAKIS. N 

8403200188 

50-265 

6 

keiber.h W. 

8403020319 

50-367 

8 

KERCH. H W. 

8403130034* 

30-388 

0 

/ERfiDER. C 

8403080366* 

FOIA 


KEIBER.H. U. 

8403060108 

50-387 

8 

KEREKE8, M A 

8403010303* 

50-388 

E 

tER. D. 8 

8403070092 

50-390 

Q 

KEIBER.H W 

B40306O233 

50-387 

8 

KERHIN. C. M 

8403070109 

NUREO 


1ER. D. S 

8403070271 

50-259 

0 

KEISER.H U 

8403140011 

50-387 

B 

KEBSItfOER.U W 

8403220066 

30-273 

8 

iERER. C 

8101130363* 

50-508 

u 

keiber.h. H 

84031 40016 

50-387 

S 

KETZLACH. N. 

8403070019* 

70-1201 


1ERER. C 

8403010046* 

FOIA 


KEISER.H U 

8403160179 

50-387 

8 

KETZLACH. N. 

8403070112* 

70-824 


iERER. C 

6403010049* 

FOIA 


KEIBER.H H 

B403S6O226 

50-387 

8 

KETZLACH. N 

8403190160 

30-332 

0 

iERER. C 

6403010034* 

FOIA 


KEITH. H. N 

8403090023 

50-333 

8 

KEY8ERL1NB.H M 

8403220118 

ACR8 


iERER, C. 

6403010050* 

FOIA 


KEITH. H N 

8403200231 

50-333 

a 

KIEL, O. R 

8403260037 

XPORTLIC 


iERER. C 

B403010063* 

FOIA 


KEITH. H N 

8403290246 

50-333 

a 

KIEL.O R 

6403260042* 

XPORTLIC 


iERER. C. 

6403010067* 

FOIA 


KEITH, W. R 

8403060143 

50-331 

8 

KINNEMAN, J. 

6403080162* 

FOIA 


IERER. C 

6403020031* 

50-337 

A 

KELLER, M. 

8403120003 

30-263 

8 

KINNEfWN, J. 

8403080166* 

FOIA 


.M S 

6403290301 

PRM 


KELLER, H. 

8403220 003 

50-263 

S 

KINNEMAN, J. 

6403210040 

ItcE 


>Ai B. K 

B40302031 6 

50-320 

P 

KELLER, R F 

8403280081* 

FOIA 


KINNEMAN. J D 

8403000102* 

FOIA 


A.B K. 

6403080267 

50-320 

P 

KELLEY, D L 

8403130433* 

30-443 

Q 

KINNEMAN, J. D 

8403080173* 

FOIA 


A.B K. 

B 403090036 

50-320 

a 

kellev, j. L. 

8403190023 

30-400 

0 

KINNEMAN, J. D 

8403080189* 

FOIA 


)A. B K 

B40312010S* 

50-320 

a 

KELLEY, J L. 

B4032D0042 

30-413 

0 

KINNEY. H W 

8403020303* 

30-34 

a 

>A, B K 

6403130426 

50-320 

p 

kellev, J L, 

8403210031 

50-400 

0 

KINTER, E. E. 

8400270123 

30-320 

p 

A, 6 K 

8403130473 

50-320 

R 

kellev, w. j 

6403290098* 

50-461 

I 

KINTNER.L L. 

8403160189 

30-332 

A 

A.B. K 

B403190217* 

50-320 

0 

kelly, E. 

B 403090224 

30-367 

a 

KINTNER,L.L 

6403300303 

30-416 

P 

A.B H 

8403200201 

50-320 

P 

KELLY, J. 

8403260214* 
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3403210047 

50-320 

90-366 

B 

MARTIN, !. T 

3403210097 

50-334 

90-313 

P 

MARTIN,! T 

3403220006 

50-272 

90-313 

F 

MARTIN, T- T 

8403220034 

30-20 

90-368 

8 

MARTIN, T. T 

8403220056 

30-309 

90-368 

8 

MARTIN.T T 

3403220083 

50-277 

90-36S 

8 

MARTIN, T T 

3403220085* 

50-277 

90-313 

0 

MARTIN, T T 

8403220090 

40-672 

90-313 

F 

MART I N, T T 

8403220128 

30-3B7 

90-313 

F 

MART I N, T T 

8403220170 

40-8324 

90-313 

F 

MARTIN, T T 

3403260104 

50-317 

90-313 

F 

MARTIN, T T 

34032601 1 3 

30-322 

SO -3 66 

S 

MART I N, T T 

3403290043 

70-398 

SO-313 

P 

MART I Nr! T 

3403290093 

30-334 

SQ-36S 

a 

MARTIN.T T, 

3403290064 

90-271 

50-368 

B 

MARTIN. T T 

3403290099 

90-219 

90-313 

F 

MARTIN.T T 

3403290116 

90-307 

90-36B 

a 

MARTIN.T T 

3403290144 

50-352 

90-313 

R 

MARTIN.T T. 

8403290186 

50-209 

90-360 

R 

MARTIN, T, T 

3403290202 

90-320 

30-900 

T 

MARTIN.T T. 

3403290206 

90-272 

PHM 


MARTIN,! T 

3403290291 

30-3 

50-397 

R 

MARTIN.! T 

3403290236 

50-29 

50-397 

S 

MARTIN.T. T. 

8403300063 

50-337 

50-397 

8 

MARTIN.T T 

3403300065 

90-271 

50-397 

8 

MARTIN, T, ! 

3403300072 

50-322 

90-397 

S 

MARTIN,! T 

8403300034 

30-245 

90-397 

8 

martin,!. T 

3403300086 

30-243 

50-397 

3 

MARTIN,! ! 

3403300098 

30-334 

SO-397 

R 

MARTIN,! T 

8403300121 

50-354 

50-397 

B 

martin, T !. 

3403300142 

30-271 

90-272 

a 

MARTIN, T T. 

3403300161 

50-213 

50-394 

a 

MABCIANTONID. A 

0403270296 

30-332 

90-394 

0 

HA80N.C C 

3403020002 

30-327 

50-394 

a 

MASON, C C, 

3403020147 

30-327 

90-394 

B 

MASON. C, C 

84 0302024 4 

50-327 

70-1 100 


MASON, C C. 

8403090080 

30-327 

90-317 

F 

MA80N. C. C 

8403060276 

30-327 

50-392 

a 

MABON, C. C 

8403150079 

30-327 

70-1100 


MASONjC C 

8403190121 

30-327 

50-366 

a 

MASON. C C 

8403190365 

50-327 

90-293 

8 

KASON. C C 

8403260164 

30-327 

90-277 

8 

mabon, C C 

8403300073 

30-327 ' 

50-293 

a 

MABON. C C 

8403300154 

30-327 

40-6920 


MABON. C. C. 

8403300204 

50-328 

90-247 

a 

MABaARO, 8 A 

8403260056 

NUREO 

90-266 

a 

MASBE.F X. 

3403090212 

PR 

90-247 

a 

MATHENY, K A 

3403130106* 

50-440 

40-672 


MATHENY. K. A 

8403130118* 

50-440 ' 

FDIA 


MATHENY, K. A, 

3403130128* 

30-440 

90-387 

a 

MATHENY, K. A 

B4D31S013B* 

50-440 

70-1100 


MATHEfiQN, B M 

8403140027 

HASTE MQ 

90-392 

Q 

MATHEWa, C. B 

8403200222 

50-206 

90-309 

F 

MATHEHa, M. L 

8403220303 

HASTE M? 

90-387 

a 

MATHEWa, T.P, 

8403200176 

50-286 

90-277 

a 

MATTHEMSi D. B 

8312120445* 

50-400 

50-423 

Q 

MATTIA.M J. 

3403130495* 

CONTRACT 

FOIA 


MATTIAiM J. 

6403220240 

CONTRACT 

50-394 

a 

MATTIA. M J. 

3403280263* 

CONTRACT 

90-443 

F 

MATTIMOE, J J 

8403060492 

90-312 

50-387 

F 

MATTIMOE.J J 

3403060467 

50-312 

90-320 

Q 

MATTIMOE. J. J. 

3403260124 

30-312 

90-394 

Q 

MATTBOM, D B 

8403230193 

HASTE MQ 

90-272 

F 

MATTSON. D R 

3403 S 8029 3 

HASTE i1 

70-2199 


MATTSON, R. U 

3402010508* 

50-275 ' 

HI SC 


MATUSEHIC, a M. 

8403200020 

50-1S6 

40-6329 


MAURA, F.A 

3403190299* 

50-373 : 

90-219 

a 

HAUB8HARDT, D. B 

3403010015* 

ACR8 

90-388 

a 

MAU8BHARDT, D. B 

8403010097* 

ACR8 < 

90-272 

0 

MAXHELL.O, 

3402230246* 

30-400 ' 
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CATEOORY 

MAXUELLrO F 

eA0SS3(>24B* 

50-400 

A 

MCOAUQMY , J P 

8403090263 

90-416 

s 

MEDFORD, K 0 

8403230074 

30-361 

R 

MAXt4£LLrO F 

6403070197# 

50-400 

8 

MCOAUGMV, J. P 

6403210041 

50-417 

8 

MEDFORD. M 0 

8403260030 

50-20* 

F 

MAXUEUUr J C 

6403140302 

50-400 

Q 

MCOAUQHY. a. P 

8403210037 

90-416 

P 

MEDFORD. M □ 

8403290122 

S0-2q6 

F 

HAXUELLi J C 

6403140302 

50-400 

0 

MCGAUOHV.J P 

8403210192 

50-41* 

a 

MEDFORD, M □ 

8403290162 


F 

MAXWELL- B 

64030*0235 

50-259 

F 

MCOAUOHV, J P 

8403230084 

30-41* 

p 

MEDFORD, M 0 

8403290217 

50-3*1 


MAYER. M 

B4030*0310» 

50-322 

T 

MCOAUOHY, J P 

6403230087* 

50-416 

p 

MEDFORD, M 0 

6403290295 

50-20* 

p 

MAYER. M 

6403220310* 

50-322 

T 

MCGAUOHV.J P 

8403270134 

30-20* 

B 

MEDLOCtt.R L 

8403190239 

40-8452 


HAZUR^ D H 

6403260^74 

50-397 

P 

MCGAUOHV.J P, 

B40327O134 

50-20* 

8 

MEDLOCK, R L 

8403190249 

40-8432 


MCALPINE. E J 

6403020 1 ?* 

70-143 


MCGAUOHV.J F. 

8403290030 

50-41* 

a 

MEDLOCK, R L 

840319043* 

40-8432 


MC ALP I ME. E J 

8403070328* 

70-27 


MCOAUOHY. R U 

6403020106 

50-331 

P 

HENOELE, D J 

8403090270 

90-282 

F 

KCALPIME. E J 

64031*0270* 

70-143 


HCOAUDHV.R U 

840306013* 

50-331 

F 

MENDELSON, I N 

6403010044* 

CONTRACT 


NCALPINE. E J 

8403160348* 

70-1113 


MCOAUOHY. R W. 

8403090088 

50-331 

P 

MENDEZ, R 

B403200300* 

90-494 

d 

rlCALPINE. E J 

64031*0353* 

70-143 


MCOAUOHY. R W 

84030902*2 

50-331 

P 

mendler, j. 

8403230200 

NUREO 


MCAUPINE, E J 

64031*0380* 

70-1113 


MCOAUOHY, R H 

8403130144 

50-331 

P 

MENOe. R C 

840320021* 

30-319 

d 

MCALPINE. E J 

840316038** 

70-143 


MCGAUOHYiR H 

8403150087 

50-331 

P 

MERCER, B W 

B403230177 

NUREO 


HCALPINE. E J 

6403160369* 

70- 1 43 


MCOAUOHV, R W 

B40319O29S 

PR 


merrell, u. m 

6403090332* 

TOPREP 


MCALPINE. C a 

B4032IO156* 

70-143 


HCOAUDIHY.R U 

8403190300 

50-331 

P 

MERR 1 WEATHER. N 

84031*0212* 

90-424 

Q 

KCBAV.L 0 

84030901 BY 

50-424 

C 

MCOAUOHY, R W, 

8403200192 

30-331 

F 

HERSCHOFF.E W 

8403010430* 

90-423 

a 

MCBREARTY.R 

6403020399* 

50-293 

O 

MCOAUOHY, R M 

B403230004 

50-331 

P 

METZENBAUM, H M 

8402130392* 

30-398 

u 

MCBREARTY. R A 

8403020272* 

50-293 

o 

MCOAUOHV, R W. 

8403230103 

90-331 

a 

MEYERS, B L 

8403230108 

90-482 

3 

HCDREARTY.n A 

6403 150034* 

30-388 

0 

KC8AU0HV.R H 

84032*0208 

90-331 

p 

MICHEL, E a 

84030*0289* 

30-322 

T 

MCBREARTY.R. A 

8403220062* 

30-309 

Q 

MCODVERN.J J 

8403220043 

90-94 

I 

MICHEL, E J 

84030*0299* 

30-322 


MCBREARTY.R. A 

84032900*2* 

30-334 

0 

rtcoovERM.a a 

8403300140* 

70-667 


MICHEL, E J 

84030*0307* 

30-322 

T 

MCBRIDE. L H 

6403010155* 

50-2*7 

s 

HCOOWAM, a H 

8403140210 

90-340 

F 

MICHEL80N,C 

010422004* 

30-333 

B 

MCBRIDE. L H 

84030101*7* 

50-2*7 

6 

MCORACKEN.K M 

8403010141* 

50-340 

P 

HIDinA. H a 

8403070309 

30-272 

R 

HC9RIDE.H 

B403150073* 

50-293 

0 

MCGUIRE. D R 

B40S130404* 

50-348 

Q 

MIELE.M. L 

8403070183* 

90-322 

T 

MCCABE. E C 

B4D30 10390* 

50-322 

0 

MCOUIRE. D R 

8403020241* 

90-290 

a 

NIELE, M L, 

8403070217* 

90-322 

r 

MCCABE. E C 

B4031S0060* 

50-387 

Q 

MceUIRE, D R 

8403030178* 

50-413 

0 

MIELE. M L 

8403070231* 

90-322 

T 

MCCABE. E C 

3403220067* 

50-354 

0 

MCOUIRE. D R 

6403 1 30109* 

50-260 

0 

MIELE.M L 

840323001* 

90-322 

T 

MCCABE, e C 

8403220160* 

50-322 

o 

MCOUIRE. D R 

84031*001 *» 

90-390 

0 

MIELE.M L 

8403230020 

90-322 

T 

MCCABE. E C 

B40329015S* 

50-367 

0 

MCOUIRE. D R 

84031*0388* 

50-302 

Q 

MIELE.M L 

8403230032 

50-322 

T 

MCCAFFREY. 0 R. 

8403020139 

50-322 

A 

MCOUIRE. D R 

8403190188* 

50-259 

0 

MIELE.M L 

8403230038 

50-322 

T 

MCCAFFREY. D R 

8403020287 

50-382 

E 

MCOUIRE. D R 

84032*0103* 

70-27 


MIELE.M L. 

8403230048 

50-322 

T 

MCCAFFREY. D R 

3403140019 

50-322 

A 

MCGUIRE. D R 

8403300044* 

70-27 


MIELE.M L 

8403230073 

50-322 

T 

MCCAFFREY, D R 

6403190127 

50-322 

S 

MCGUIRE, P 

8403060289* 

50-322 

T 

HIELKE. F. W 

8403280091 

50-133 

1 

MCCAFFREY. B R 

6403200227 

50-322 

A 

MCGUIRE, P 

84030*0295* 

50-322 

T 

MIKLOS.a 

8403140191 

PR 


MCCAFFREY. D R 

6403200302 

50-322 

A 

HCflURREN. H J 

8403190073 

50-413 

0 

NIKOWSKI. a 

8403070113 

FOIA 


MCCAFFREY. D H 

64032701 17 

50-322 

R 

MCGURREN. H J 

84031 90 I 00 

90-275 

0 

miles, H L 

8403210107 

PRM 


MCCAFFREY. B R 

6403270197 

50-322 

0 

MCKAY. L. R 

8403200018* 

50-41* 

p 

mileti.d s 

8403010244 

50-322 

T 

MCCAFFREY. B R 

8403260029 

50-322 

F 

MCKAY, L R 

8403280029* 

90-41* 

p 

hileti.d s 

8403230032 

50-322 

T 

MCCARTHY. L T 

84 032601 1 1* 

50-275 

U 

MCKEE, P F 

8403130499* 

90-312 

0 

mill, b 

6403080388 

FOIA 


MCCLE8KEV.K E 

8403010183 

50-322 

0 

MCKENNA, E 

84030*019* 

50-20* 

p 

miller. A 

8403080 178 

50-320 

F 

MCCLESKEY.K E 

8403010103 

50-322 

0 

MCKENNA. E 

8403220001 

50-20* 

P 

miller. C A 

8403010217* 

30-329 

A 

MCCLESKEY.K E 

8403070147 

50-322 

T 

MCKENNA, E H 

8403230070 

90-206 

p 

miller. C A 

8403010231* 

90-329 

A 

MCCLESKEY.K E 

B4O3070147 

50-322 

T 

MCKEON, T a 

6403230173 

NUREO 


miller, C u 

8403300120 

RES 


MCCLESKEY.K E 

B40313DD30* 

50-322 

0 

MCLAUGHLIN, L. 

84030*0390 

50-389 

B 

HILLER, D. E. 

8403130094* 

40-3392 


MCCLESKEY.K E 

B403 130030* 

50-322 

0 

MCLEAHEN. T 

8403010091 

CONTRACT 


miller, d a 

8403200040 

90-334 

F 

MCCLESKEY.K E 

8403230013 

50-322 

0 

MCLEAREN. T 

8403010433 

CONTRACT 


miller. D U, 

8403090090 

90-387 

F 

MCCLESKEY.K E 

8403230013 

50-322 

0 

MCMURRAY. C M 

840319002* 

90~‘32S 

a 

HILLER, H. a 

84030*0490 

WASTE MOT 

YCCLESKEY. K E 

B403300277 

50-322 

0 

MCMURRAY, C M 

8403150026 

90-322 

B 

MILLER, H a. 

8403200349 

WASTE MOT 

iCCLESKEY. R E 

B403300277 

50-322 

0 

HCHURRAV.C M 

8403200131 

50-322 

0 

HILLER, a. L 

8403140129* 

90-400 

F 

'1CCLINTOCK. R 

B403aaOD70* 

FDIA 


MCMURRAY. C M 

0403200131 

90-322 

0 

miller, J R, 

8402210294 

90-339 

P 

ICCLINTOCK. R O 

84D3080DB7* 

FDIA 


MCHURRAV. C M 

6403200134* 

50-322 

0 

miller, J R 

8403010112 

90-344 

P 

iCCLINTOCK, R 0 

640306009 9* 

FDIA 


MCMURRAY. C M, 

8403200134* 

90-322 

0 

miller, J, R. 

8403010293* 

50-142 

e 

ICCLINTOCK. R □ 

B4030B0102* 

FOIA 


MCMURRAY. C M 

8403200191* 

90-322 

0 

miller, a R 

8403020283 

50-309 

p 

ICCOLLOM. K A 

8403190002 

50-449 

G 

MCMURRAY. C M 

8403200151* 

50-322 

0 

miller, a R. 

8403090203 

50-317 

a 

■ICCONNELL. T 

3403070352 

50-369 

F 

MCMURRAY. C M 

6403200155* 

90-328 

9 

miller, a. R 

8403090208 

90-2*6 

F 

ICCORKLEi 9 U 

840308041 1* 

50-275 

F 

MCMURRAY, C M 

6403200199* 

90-322 

0 

miller, a R, 

840309022* 

90-344 

P 

■ICCCRKLE. B U 

8403030417* 

90-273 

F 

MCNAMARA. A E 

6403020202 

50-844 

R 

miller, a R 

8403090229 

50-280 

P 

1CCRACKEN, C E 

3403190189* 

50-289 

0 

MCNEILL. C A 

8403010241 

90-333 

8 

miller, a R. 

8403090243* 

90-282 

P 

1CCRACKEN. C E 

8403210173* 

50-269 

Q 

MCNEILL, C A 

84030108*5 

90-333 

S 

miller, a R, 

8403090332 

90-33* 

a 

ICCRONE, a 

B4030 90102 

0A999 


MCNEILL, C A 

6403010413 

50-333 

R 

miller, a R 

8403030394 

90-339 

p 

ICCRONE. a 

84030*035 5* 

0A999 


MCNEILL, C A 

6403010420 

90-333 

R 

miller, a. R. 

8403090399 

50-309 

p 

ICCRONE, a 

84030603*1* 

OA999 


MCNEILL, C A 

64030*0193 

90-333 

6 

miller, a R, 

8403090380 

90-309 

p 

ICCUHBER. a T 

6403020065 

50-309 

R 

MCNEILL, C A 

6403090025 

50-333 

S 

HILLER, a, R 

84030*0080* 

50-339 

p 

ICCUMBER.a T 

B403300162 

50-309 

R 

MCNEILL. C A 

6403130137 

90-333 

R 

HILLER, a. R 

84030*0447 

90-344 

p 

ICDDNALD.D A 

64030*0 1 0* 

50-3*9 

F 

MCNEILL, C A 

6403130390 

90-333 

R 

miller, j r. 

84030*0496 

30-344 

a 

ICDONALD.D 0 

64030101*0 

50-250 

P 

MCNEILL. C A 

6403200231 

90-333 

6 

miller, a. R 

64030*04*2 

50-338 

F 

ICDDNALD. D.O 

B4030500SS 

FOIA 


MCNEILL, C A 

6403220081* 

90-333 

Q 

miller, j r. 

84030*0912 

90-283 

F 

ICDONALD. a. E 

640312O03B 

90-206 

H 

MCNEILL, C A 

640329024* 

90-333 

S 

miller, a. R 

84030*0991 

90-3*8 

P 

.CDDNQUBH.C.L 

6403140001 

50-456 

D 

MCNEILL, W M 

6403190190* 

0A999 


miller, a R 

B4030B0083 

30-317 

P 

CDUFFIE.M A 

6403130062 

50-400 

E 

MCQUEEN, M M 

6403290034* 

FDIA 


miller, j r. 

6403080191* 

FOIA 


CDUFFIE, M A 

6403140120 

50-400 

F 

HEDFORDjM d, 

640223017* 

90-133 

F 

miller, a. R 

8403120082 

30-3*8 

P 

CDUFFIE, M. A 

B4 03140174 

50-400 

0 

HEDFORD.JI a. 

8403020040 

90-3*1 

R 

miller, a R, 

8403120214 

30-333 

P 

CDUFFIE.M A 

6403190065 

50-400 

F 

MEDFORD. M. 0 

8403020092 

90-3*1 

P 

miller, a. R. 

8403120217* 

90-333 

P 

CDUFFIE.M A 

B403210131 

50-400 

A 

MEDFORD. M 0 

6403020275 

90-20* 

8 

miller, j r. 

6403120240 

90-339 

a 

CDUFFIE.M A 

B403260009 

30-400 

M 

MEDFORD, H 0 

6403050140 

90-20* 

S 

miller, j. r. 

8403120379 

30-344 

F 

CDUFFIE.M A 

6403290134 

30-400 

E 

MEDFORD, M 0 

84030*03*3 

90-20* 

X 

miller, a R, 

8403140299 

90-313 

P 

C BARRY, J M 

6403070048 

30-413 

0 

MEDFORD, M 0 

64030*0399 

90-20* 

S 

miller, a R. 

8403190290 

90-282 

P 

C8ARRY, J M 

6403070048 

50-413 

0 

MEDFORD, M 0 

84030*0424 

90-361 

p 

miller, J R, 

8403190333 

90-309 

P 

ceARRY.a M 

6403160029 

50-413 

0 

MEDFORD. M. 0 

8403090127 

90-3*1 

0 

MILLER, a. R 

8403190419 

90-2*6 

P 

COARRY. a M 

64031*0027 

50-413 

0 

MEDFORD, M 0 

8403130134 

90-3*1 

p 

miller, J R, 

840321020** 

90-338 

P 

COARRY.a M 

64032*03*7 

90-413 

0 

MEDFORD, H. 0 

8403190345 

90-3*1 

p 

HILLER, J, R 

8403220212* 

90-336 

P 

CCARRY.a M 

64032*03*7 

50-413 

0 

MEDFORD. M. 0 

6403200097 

90-20* 

F 

miller, a. R 

8403220299* 

90-26* 

P 

CCAUOHY.a P 

8403070325 

90-416 

p 

MEDFORD. M 0 

6403220181 

90-20* 

P 

miller, J R 

84032*0071 

90-344 

P 
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HILLER. J R 

8403?6030S 

90-344 

F 

HILLER, J R 

S4D3ES0ie3 

90-2BS 

p 

HILLER, L K 

B40322014» 

90-311 

R 

HILLER, L R 

0403220174 

50-272 

R 

MILLER. H A 

B403O9031 I 

50-424 

A 

MILLER, M A 

□403070409* 

SO-322 

S 

HILLER, H E 

B4032OO1OQ* 

SO-394 

0 

HILLER, H E 

8403210087 

30-394 

0 

HILLER. H I 

8403200122 

50-494 

0 

KILLER, K I 

8403200122 

50-454 

Q 

HILLER. M L 

8403010316 

90-263 

& 

MILLER, M S 

8403130174 

50-322 

0 

HILLER, K 8 

B40313O174 

50-322 

Q 

HILLER. H 8 

6403200140* 

50-322 

c 

MILLER, M 8 

B403200140* 

50-322 

0 

KILLER, H B 

S40320014S* 

50-322 

e 

HILLER, H 8 

S403200149* 

50-322 

o 

HILLER. H B 

8403200146* 

50-322 

0 

KILLER. H 8 
HILLER, N E 

8403200146* 

8403300294 

50-322 

WREO 

0 

MILLER, R L 
MILLER, V. L, 

0403190214 
04030 B0193* 

SO-30 

FOIA 

u 

MILLER. W A 

B402D903B4* 

60-390 

F 

MILLER, W H 

0403160092* 

50-413 

0 

MILLER, W D 

8003240199* 

50-908 

A 

HILLER, M 0 

821 109001 B* 

90-936 

0 

MILLER, W 0 

8309090906* 

50-509 

0 

MILLER. H 0 
MILLER, W 0 
HILLER, W 0 

MILLER, W.O 
KILLER. M 0 

8300100463* 

B40305021S 

8403090322 

8403090229 
840306001 1 

50-397 

TOPREP 

TOPREP 

TDPREP 

TOPREP 

A 

MILLER, M O. 

840307000 1 

50-338 

P 

MILLER, H. 0 

8403120237 

50-266 

P 

HILLER, W 0 

8403200391 

50-277 

F 

HILLER, U □ 

8403370390 

50-206 

P 

MILLER, W □ 

8403270371 

SO-3S9 

P 

HILLER, H 8 

0403300329 

90-261 

P 

MILLER, M □ 

0403300279 

90-331 

P 

MILLER, M. 0. 

0403300299 

50-324 

P 

HILLER, W 0 

B403300304 

50-219 

P 

MILLS, L. M 

8402090380 

50-390 

F 

HILLS, L H 

B40301O079 

50-438 

8 

HILLS, L H 

8403010306 

50-2S9 

P 

MILLS, L, M, 

8403010339 

50-390 

S 

MILLS, L M. 

8403010376 

50-430 

B 

MILLS, L M 

8403020236 

50-390 

F 

HILLS. L M 

8403020313 

90-327 

P 

MILLS. L H 

8403020334 

90-390 

F 

MILLS, L M 

8403060147 

90-299 

F 

HILLS, L M 

0403060238 

50-259 

F 

HILLS, L H 

0403060391 

90-327 

F 

MILLS, L. M. 

0403070023 

50-299 

a 

MILLS, L. H. 

0403070054 

50-259 

0 

HILLS. L M. 

B403070066 

90-430 

0 

MILLS, L M 

B4D3D700B9 

50-430 

Q 

HILLS. L H 

8403070199* 

50-327 

a 

HILLS, L H 

84 03070 174 

90-390 

B 

HILLS, L H 

8403070224* 

90-438 

0 

HILLS. L. M 

B403O7O23O 

50-390 

0 

MILLS, L M. 

6403070239 

50-390 

0 

MILLS, L. M 

8403070237 

50-259 

a 

MILLS, L H. 

8403070241 

50-438 

0 

MILLS, L.M. 

8403070249 

50-390 

0 

MILLS, L H 

8403070286 

50-390 

s 

HILLS, L. M. 

B403070294 

50-430 

3 

MILLS. L. H 

B403070297 

50-430 

S 

mills. L. M. 

0403070329 

90-430 

a 

mills, l. m. 

S403090024 

90-436 

s 

MILLS, L H 

B403090090 

90-390 

B 

MILLS, L. M 

8403090163 

90-43B 

3 

HILLS, L H 

B403090IB1 

BO-43B 

3 

HILLS, L. M. 

B403O9O2O6 

90-390 

3 

HILLS, L. H 

B4031 20109 

90-430 

a 

MILLSrL H, 

8403120163 

90-430 

B 

mills, L M 

B4031 20179 

90-390 

E 

MILLS, L M 

6403130007 

90-299 

P 

mills, L M. 

B403 130029 

90-299 

P 

hills, L, H 

B4031300BB 

90-327 

0 

HILLS, L H. 

B403 190007 

50-439 

s 

HILLS, L H 

S4031 90099 

90-438 

8 

HILLS. L M. 

mills. L.M 

6403190127 

640319022? 

90-390 

40-1341 

0 

HILLS, L. M. 

8403160042 

50-438 

0 

mills. L.M 

B403160I71* 

50-299 

0 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

MILLS, L H 

8403160233* 

SO-259 

a 

MILLS, L M 

8403160318* 

50-259 

Q 

MILLS, L M 

8403160364* 

50-390 

a 

MILLS, L H 

8403160373 

50-257 

F 

MILLS, L H 

0403190054 

50-390 

s 

MILLS.L M 

0403190099 

50-390 

9 

HILLS.L H 

8403190149* 

50-259 

0 

MILLS.L M 

8403190161* 

50-259 

Q 

MILLS.L M 

8403190287 

50-438 

S 

MILLS.L M 

8403190350 

go-390 

a 

HILLS, L H 

0403190369 

PR 


MILLS.L M 

8403190370 

50-327 

F 

MILLS.L M 

8403200170 

50-2 59 

P 

MILLS.L M 

8403200225 

50-390 

A 

HILLS.L H 

0403210037 

50-390 

S 

HILLS.L H 

0403210042 

50-430 

S 

HILLS.L H 

0403210046 

50-430 

S 

HILLS.L M 

8403210066 

50-390 

B 

MILLS.L H 

6403210086 

50-390 

S 

HILLS.L M 

8403210132 

50-438 

8 

MILLS.L M 

0403220220 

40-1341 


MILLS.L H 

0403260212 

50-390 

A 

MILLS.L M 

0403260218 

50-390 

A 

HILLS.L M 

0403260229 

50-239 

P 

HILLS.L M 

□403260277 

50-327 

F 

MILLS.L M 

84D3270149 

50-390 

F 

MILLS.L M 

8403270218 

50-390 

E 

MILLS.L M 

8403290026 

50-327 

P 

MILLS.L M 

8403290038 

50-327 

P 

MILLS.L M 

8403290183* 

50-259 

Q 

MILLS.L M 

8403290207* 

50-259 

Q 

HILLS.L M 

8403300004 

30-430 

S 

MILLS.L M 

8403300021 

50-430 

B 

MILLS.L M 

04O33ODD3B 

50-390 

E 

MILLS.L H 

6403300039 

50-430 

B 

MILLS, L M 

8403300094 

50-430 

S 

MILLS.L M 

8403300109 

50-390 

S 

MIHARtCK, J U 

8403010102* 

FOIA 


MINECK, D L 

8403060145 

50-331 

s 

MI NECK, D L 

0403120042 

50-331 

R 

HINECK.O L 

04031 2007 1 

50-331 

S 

MINECK. 0 L 

0403120139 

50-331 

S 

HINECK.O L 

0403130488* 

50-331 

F 

MINECK, 0 L 

0403220017 

50-331 

R 

MINER, 0 

8403010374 

50-312 

P 

MINER, a 

8403150390 

50-213 

P 

MINDSUE, R B. 

7910260122* 

50-312 

P 

HINDOUE. R D. 

84031 S0175 

RES 


MINDSUE, R B. 

8403270024* 

FOIA 


MINOR, 0 C 

8403220305* 

50-322 

T 

MINOR, 0 C 

0403220313* 

50-322 

T 

MIRAOLIA, F. J 

0106170138* 

FOIA 


HIRAOLIA. F J 

0106220066* 

50-300 

□ 

MIRAOLIA, F J 

0203180118* 

50-500 

A 

MIRAOLIA, F J 

0403020047* 

FOIA 


HIRAOLIA. F J 

0403050132* 

50-206 

F 

HIRAOLIA, F J 

8403060039 

50-155 

P 

MIRAOLIA, F J 

840306027 I 

MISC 


MIRAOLIA, F J 

8403090199 

50-206 

P 

MIRAOLIA, F J 

8403270245 

50-322 

F 

HIRAO'LIA.F J 

8403300303 

50-155 

P 

HlRDCHNA.n, 

0403230096 

50-237 

8 

MISAK, A 

0403130302 

50-254 

R 

MITTENBEROER, S 

0403160246 

50-483 

F 

MITTL.R L, 

0403140113 

50-354 

A 

MITTL.R L, 

0403210036 

50-354 

A 

MITTL.R L 

0403230041 

50-354 

C 

MITTL, R L 

0403290277 

PR 


MITTL.R L 

0403290302 

50-354 

A 

HIZUND.O- 8 

0403140059 

50-445 

0 

MOBLEY, H. H 

0403090105 

PH 


HONAOHAN, J A 

0403130018* 

50-322 

9 

HONAOHAN, J. A 

8403130018* 

50-322 

0 

HONAOHAN, J. A 

0403130041* 

50-322 

e 

HONAOHAN, J A 

8403130041* 

50-322 

e 

HONAOHAN. J A 

0403130053* 

50-322 

0 

HONAOHAN, J. A. 

8403130053* 

50-322 

0 

HONAOHAN, J A 

8403130063* 

50-322 

0 

HONAOHAN, J A 

0403130063* 

50-322 

0 

HONAOHAN, J. A 

0403130073* 

50-322 

0 

HONAOHAN. J A 

8403130073* 

50-322 

0 

MONTE I TH. J. L 

8403060289* 

50-322 

T 

MQNTEITH. J L 

8403060295* 

50-322 

T 

MONTOOMERY, 0 

8403290090* 

50-390 

Q 

MONTOOMERY, D. M 

8403160202* 

50-390 

a 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

MaNTaOMERY, D M 

0403160309* 

50-395 

MONTOOMERY, B M 

8403160329* 

50-369 

MONTOOMERY, D M 

0403290147* 

50-413 

tlONTOOHERY, 0 M 

0403290239* 

50-259 

MOONEY. J A 

8403060426 

50-320 

MDONFY.J A 

8403150003 

50-329 

MOONEY. J A 

8403200027 

50-329 

MOONEY. J A 

8403200039 

50-329 

MOORE, D E 

0402130404* 

50-340 

MOORE. D E 

8403030178* 

50-413 

MOORE. 0 H 

0403120010* 

50-275 

MOORE, J E 

8402070054 

50-400 

MOORE, J E 

040314015? 

S0-40O 

MOORE, J E 

8403140163* 

50-400 

MOORE, J E 

8403270319 

50-400 

MOORE, K £ 

0403190246* 

TDPREP 

MOORE, R N 

0403200392 

XPORTLIC 

MOORE, R N 

0403300337 

XPORTLIC 

MOORE, R N 

0403290129 

XPORTLIC 

MORAN. D H 

0401190219 

TOPREP 

HORAN, D H 

0403200242 

TOPREP 

MORELAND, P E 

0403210005* 

40-6920 

MORELAND, P E 

0403210010* 

40-6920 

MORGAN, R E 

B4O3O0OJ35 

50-261 

MDROAN, R E 

8403000258 

50-26t 

MORGAN, R, E 

8403150098 

50-261 

MORGAN. R. E 

8403160262* 

50-261 

HOHOAN, R. E 

040320024 5 

50-261 

MORGAN. R. E 

0403230127 

50-261 

MOROENaTERN. A 

0403150153 

XPORTLIC 

HORGENSTERN. M 

0403230200 

NJREO 

MORIARTY.J M 

0403190248 

50-395 

MORIARTY.J M 

8403190374 

50-443 

MaRKIH. K a 

840306024 4 

50-259 

MORKIN, K rt 

84032201 5? 

50-260 

MORLEY. J A 

0403060519 

WASTE MQT 

KORLEY. J A 

0403140312 

WASTE MGT 

MORRILL. P 

8309130401* 

FOIA 

MORRILL. P J 

8403010233* 

50-312 

MORRILL. P J 

84032101 19* 

50-275 

MORRIS. A E 

0403080412* 

50-320 

MORRIS. C 

B3JOI70712* 

50-286 

MORRia. C 

8403030025* 

50-286 

MORRIS. C A 

8403020010 

50-361 

MORRIS. C A 

8403020218 

50-206 

MORRIS, C A 

8403200037* 

50-361 

MORRIS, C A 

8403200074* 

50-361 

MORRIS, C. A 

8403200077* 

50-361 

MORRIS, C A 

8403200082* 

50-361 

MORRIS, C A 

0403200066* 

50-361 

MORRIS. C. A 

8403200088* 

50-361 

MORRIS. C-A 

8403800091* 

50-361 

MORRIS. C. A 

8403300003 

50-206 

MORRIS. P. A 

8403060097 

50-352 

MORRIS, P A 

8403200070 

50-353 

MORRISi P A 

0403200354 

50-352 

MORRISON.H M 

0403270033* 

FOIA 

MORTON 

0403010098* 

CONTRACT 

MORTON. K L 

0403020075 

50-313 

MORTON, K L 

0403300060 

50-313 

MORTON, K, V 

8403020043* 

50-10 , 

MORTON, K. V 

0403030237* 

CONTRACT 

MORTON, K. V, 

840306049 S* 

CONTRACT 

MORTON, K, V 

8403060SD2* 

CONTRACT 

MORTON, K, V 

0403070009* 

CONTRACT 

MORTON. K V, 

0403070032* 

CONTRACT 

MORTON. K V. 

0403070161* 

CONTRACT 

MORTON, K V 

8403070172* 

CONTRACT 

MORTON, K V. 

8403070346* 

CONTRACT , 

MORTON. K V. 

84 03090 135* 

CONTRACT 

MORTON. K V. 

04 03150209* 

CONTRACT 

MORTON. K V. 

0403230076* 

CONTRACT 

MORTON, K V. 

0403230130* 

CONTRACT 

MORTON, K V. 

0403290343* 

FOIA 

MOSLAK, T. 

0403060110 

50-320 

MOBLAK.T 

84D306D43S 

50-320 

MOSLAK, T. 

8403130471* 

50-320 M 

MOTES, B. 0. 

8403060533 

t«IREO 

MQURY.U R 

8403150197 

XPORTLIC 

MOURY, W R. 

8403150199* 

XPORTLIC , 

MROCZKA, E J 

0403010219 

50-336 

MR0C2KA, E. J 

04 03010219 

50-336 

HROCZKAr E, J 

0403020055 

50-245 „ 

MROCZKA, E.J 

0403020133 

50-336 

MROCZKA, E J 

0403020133 

SO-336 ,, 


536 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HROCZHA. E ^ 

B4 032001 iS 

SO-336 

S 

HHOCZKAiE J 

B4032A0294 

50-249 

s 

HROCZKA. E. 0 

6403300080 

90-336 

R 

MROCZKAi E. J 

6403300080 

90-336 

R 

MROCZKA.E. 

6403300139 

SO-249 

R 

MROCZKA. E. J 

6403300139 

50-249 

R 

HUDDi C H 

6403260109 

90-346 

F 

MUELLER, C.J 
MUELLER. C U 
MUFFETT. J 

6403140339 

8403140339 

B 403060302* 

ACR3 

ACR3 

90-319 

a 

HULLAUER.O R 
MULLER, D. R 

6403060219* 

6301OA0211* 

FOIA 

90-400 

E 

MULLER, D. R 

6309290412* 

90-400 

E 

MULLER, D. R 

B312OB0tBB« 

90-400 

E 

MULLER, K. 

MULLER, H. 

MUNSON, L-F 
HURLEY, T. E 
HURLEY. T. E 
HURLEY, T. E 

6403190293 

6403190260 

8403190449 

6403010472 

6403010483* 

6403020343 

40-8786 

40-8786 

NUREG 

40-6920 

40-6920 

90-317 

a 

MURLEY.T E 

6403060403 

50-289 

a 

HURLEY. T E 

6403080407* 

50-287 

a 

HURLEY, T E 

6403130212 

90-293 

a 

MURLEY.T E 

6403190111 

90-293 

p 

HURLEY, T. E 

6403190243 

90-3 

F 

HURLEY, T E 

B40322D136 

50-213 

8 

MURPHY. A J 

6403090013* 

80-289 

U 

MURPHY. C E 

6402230239* 

50-400 

A 

MURPHY. C E 

64 03060 21 2* 

90-413 

3 

MURPHY, L, E 

MURPHY, L. 0 
MURPHY, M R 

6403220307 

6403260296 

6403210036 

CONTRACT 

CONTRACT 
WASTE MOT 

MURPHY. H P 

8403020247 

90-271 

P 

MURPHY. W P, 

8403190086 

90-271 

R 

MURPHY, W P. 

6403200196 

90-271 

3 

MURPHY, H P 

B40 3230063 

50-271 

F 

MURPHY. H P 

6403270190 

90-271 

P 

MURPHY. H P, 

6403300071* 

90-271 

3 

MURPHY. W P. 

6403300146* 

90-271 

3 

MURPHY. M P. 

8403300193 

90-271 

3 

MURRAY , B 

6403060184* 

90-4 49 

3 

HURRAY. B 

6403130148* 

50-267 

3 

MURRAY, D 

6403260087* 

90-382 

3 

MURRAY. D 

6403260107* 

90-267 

3 

HURRAY, B 

B4D326D172* 

50-289 

3 

HURRAY, B 

6403260211* 

90-267 

O 

HURRAY. B 

6403260290* 

90-382 

3 

HURRAY, D 

6403300090* 

90-313 

3 

HURRAY, T D 

6401160290 

90-346 

8 

HURRAY, r D 

6403020076 

90-34 6 

R 

HURRAY, T. D 

6403090291 

90-3 4 6 

R 

HURRAY, T D 

6403130296 

90-34 6 

F 

HURRAY, T D 

6403190109 

90-3 4 6 

R 

HURRAY. T D 

6403190213 

90-34 6 

R 

HURRAY, T D 

6403290167 

90-34 6 

F 

HURRAY, T D. 

6403300164 

50-3 4 6 

R 

HUSELER.M J 

6403010207 

90-322 

S 

nUBELER.W U 

6403010207 

90-322 

8 

HUBELER.M J 

6403010216 

50-206 

S 

HUBELEfi, U O. 

6403010216 

90-206 

8 

HUBELER.M J. 

8403 1 4004B 

50-322 

8 

MUBELER, H. J. 

6403140090 

50-322 

8 

MUSELER.M J. 

8403190133 

90-206 

6 

MUBELER, W. J. 

6403190133 

50-206 

B 

HUBELER.M J. 

8403270132 

50-322 

S 

MUBELER, M J. 

8403270132 

90-322 

8 

HUSQLF. D 

6403010316 

90-263 

8 

MUBOLF. D 

8403020197 

90-263 

R 

MUBOLF.n, 

8403060429 

90-282 

P 

HUSDLF. D 

8403 1 20033 

90-263 

8 

MUBDLF. D 

8403 120088 

90-263 

8 

MUBOLF. D, 

6403130369 

90-263 

B 

HUBDLF. D 

8403 1 90388 

90-282 

0 

MUBOLF, D. 

8403190397 

90-282 

P 

MUBDLF, D 

6403200299 

90-263 

s 

MUBOLF, D. 

8403220003 

90-263 

8 

MUBOLF. D 

8403230091 

90-282 

P 

MUBOLF, D 

840327004? 

90-263 

P 

MUBOLF, D 

8403270170 

90-282 

a 

MUBOLF, D 

8403300087 

90-263 

B 

MUBDLF, D. 

8403300079 

90-282 

R 

MUTO, N. J 

8403220302* 

90-322 

T 

MYERS, D. 

84031 60369* 

90-261 

3 

MYERS, D. 0 

8403070310* 

90-324 

3 

MYERS, D. 0. 

8403290092* 

90-324 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MYRABD, A L, 

8403020197 

90-263 

R 

MYRABQ, A. L 

8403300087 

90-263 

R 

NADEL. M V 

8403070109 

NUREG 


NAIDU. K. 

8403190076* 

90-373 

Q 

NAKAMURA, N 

8403010466 

XPORTLIC 


NAKAMURA, N 

6403090364* 

XPORTLIC 


NAKAMURA, N 

6403090366* 

XPORTLIC 


NAPIER. J J. 

6403300100 

90-317 

8 

NAPUDA, 0 

6403020220* 

90-368 

0 

NARDUT. P 

6402140031* 

90-928 

G 

NARDUT.P. 

6403230117 

90-312 

8 

NARBUT.P P 

6403270139* 

90-928 

a 

NARDDCI.P B 

6403060232 

90-370 

8 

NARDOCI.P 6 

8403120190 

90-370 

S 

NARDOCIiP 6 

8403120173 

90-370 

8 

NARDOCI.P B 

6403130167 

90-370 

S 

NABDPCI.P B 

64031 30332 

50-369 

s 

NARDOCI.P B 

6403190138 

90-370 

s 

NARROM. L 

6403020272* 

90-293 

Q 

NARROW. L 

8403070322* 

90-277 

G 

NARVER.R, D 

6403140026* 

50-329 

A 

NATARAJAiH 8 

6403260344 

HASTE MOT 

NEFF, J. 0 

6403200348 

HASTE MOT 

NEFF, J. 0 

6403300239 

HASTE MOT 

NEICHALFEN. A P 

6403120104 

90-463 

A 

NE10HBOH8, J D 

8403020094 

90-260 

P 

NELSON, 0. B 

6403010266* 

50-142 

0 

NELSON. 0 B 

6403060331 * 

70-734 


NELSON, P R 

6403060049* 

FOIA 


NELSON. P R, 

6403060090* 

FDIA 


NELSON, P.R 

B403D6D099* 

FOIA 


NELSON, P R 

8403080102* 

FOIA 


NELSON, P. R 

6403080109* 

FOIA 


NELSON. P R 

S40308D123* 

FOIA 


NELSON, P R 

8403060139* 

FOIA 


NELSON, P R, 

S4D30BOU4* 

FOIA 


NELSON, P R 

6403060197* 

FOIA 


NELSON, P R 

6403060177* 

FOIA 


NELSON, R 

6403300030* 

90-494 

G 

NELSON, R L 

6403190384* 

90-309 

G 

NELSON, R M 

8403230173 

NUREG 


NEMETHY, E 

8403210018 

PR 


NEMETHY, E 

6403210022 

PR 


NERSES, V 

6403260122 

50-244 

P 

NEUMANN, S P 

6403230197 

NUREG 


NEMMAN, J R 

6403070117 

50-498 

G 

NEWMAN, T C 

6403060281* 

50-279 

E 

NICHOLAS, J, B 

8403060184* 

50-4 49 

G 

NICHOLS, N, N 

6403190024 

50-392 

0 

NICHOLS, N N 

8403190024 

50-392 

a 

NICHOLSON, N 

8403190334* 

50-295 

0 

NICHOLSON, M 0 

8403020090 

50-344 

R 

NIGHTINGALE, E 

8403190323* 

50-398 

G 

NIMITZ, R. L, 

8403070306* 

50-367 

G 

NIMITZ, R L 

8403130208 

50-219 

8 

NIMITZ. R L. 

6403290210* 

50-272 

G 

NIX, H C 

6403010330 

90-321 

S 

NIX, H C. 

B403O9O22B 

50-321 

6 

NtX.H C 

6403090262 

90-321 

F 

NIX, H C. 

6403120031 

50-366 

8 

NIX.H C 

6403190071 

90-321 

R 

NIX.H, C. 

6403160031 

90-366 

8 

NIXiH C 

6403160044 

90-321 

8 

NIX.H. C 

6403190026 

50-366 

8 

NIX.H, C 

6403260066 

90-366 

6 

NIX.H C. 

6403260119 

50-366 

B 

NIX.H, C 

8403260191 

90-366 

6 

NIX.H C 

8403300339 

90-321 

F 

NOBLES, L M, 

6403260277 

90-327 

F 

NOLAN, F J 

7908010102* 

50-909 

A 

NORBERO, J 

6301060420* 

FOIA 


NORDERHAUG. L. 

8403 120 169* 

90-361 

G 

HORDERHAUG, L, R. 

840306032? 

70-734 


NORDERHAUG, L. R 

6403060331* 

70-734 


NORDERHAUG, L. R 

6403060149 

80-928 

G 

NORDERHAUG, L R, 

8403120164 

90-361 

Q 

NORDERHAUG, L R 

8403190199 

70-964 


NORDERHAUG, L R, 

6403190224 

70-1297 


NORDERHAUG, L R. 

6403190376 

90-206 

8 

NORELiUS.C E 

6403010360 

90-373 

8 

NDRELlUa, C. E 

8403080232* 

FOIA 


NORELiUS, C. E. 

6403090239* 

90-309 

P 

NDRELIUS, C. E 

6403090296* 

90-299 

Q 

NDRELlUa, C E 

8403060290 

90-374 

P 

NORELIUS, C. E. 

6403060209* 

FDIA 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

'NORELIUS.C E 

640306021 1* 

FOIA 


NORELIUS.C E 

B4D3 120070 

90-237 

G 

NORELIUS, C. E 

8403120073* 

90-237 

G 

NDRELIUe, C. E 

6403120120 

90-331 

0 

NORELIUS.C E 

6403120124* 

90-319 

G 

NORELIUS. C. E 

B403120129* 

90-331 

a 

NORELIUS.C E 

6403130204 

90-440 

G 

NORELIUS, C. E 

8403190089 

90-123 

G 

NORELIUS, C E 

6403190094* 

90-123 

0 

NORELIUS.C E 

6403230137 

90-319 

0 

NORMAN, D 

6403010430* 

90-423 

0 

NORHHDLM, L. 

6403190166* 

90-266 

0 

NORRHOLM, L J 

8403220119* 

90-272 

G 

NORRHQLM, L J 

8403290139* 

90-272 

a 

NORRIS, H. R 

8403060139 

90-241 

R 

NORRIS, H R. 

84030B0298 

90-241 

R 

NORRIS, J 

6403260090 

90-299 

P 

NORRIB, J, A. 

6403120326 

90-299 

F 

NORRY. P, 0. 

8403020376 

ORO 


NORRY. P 0 

6403300269 

ORG 


NORTH, H 8. 

8403060079* 

90-312 

G 

NORTON, B. 

S403070044 

90-279 

G 

NORTON, B 

6403070044 

90-279 

G 

NORTON, B 

6403120006 

90-279 

0 

NORTON, B. 

8403120006 

90-279 

O 

NDTAROiJ A 

6403270116 

90-322 

A 

NOVACHER, F. 

6403010116 

90-247 

8 

NOVACHEK. F 

6403010199* 

90-247 

6 

NOVACHEK, F 

6403010167* 

90-247 

a 

NOVACHEK, F 

6403220063 

90-247 

8 

NOVAK. T. H. 

6402090016 

90-413 

A 

NOVAK. T M 

8403070221* 

90-44 0 

A 

NOVAK. T. M, 

8403190166* 

90-329 

A 

N0VAK3VICH, D 

8403200371 

XPORTLIC 


NOVAKQVICH, 0 

6403280191* 

XPORTLIC 


NUGENT, E L 

B403120291 

40-2299 


NUSBBAUMER, 0 

6403120246 

HASTE MOT 

NUS8BAUMER.D A 

8403020332 

haste mot 

NUSBBAUMER, D A 

6403060119* 

FOIA 


NUSBBAUMER, D. A. 

6403080128* 

FOIA 


NU88BAUMER, D A 

6403060136* 

FDIA 


NUSSBAUMER, D A 

6403080181* 

FOIA 


NUSBBAUMER, D A 

6403190321 

WASTE MOT 

NUSBBAUMER, 0. A 

6403190420 

HASTE MOT 

NUSBBAUMER, D A. 

6403260193* 

40-1478 


NUTT, U. T. 

6403230102* 

90-259 

P 

NUTT. W T 

8403230106* 

90-259 

P 

NYKIHK, J. M. 

6403140082 

90-299 

F 

O'CONNELL, J 

8403270347 

90-279 

G 

0 'CONNOR, P. H. 

B403270240 

90-482 

A 

O'CONNOR, P.W. 

6403270283 

90-482 

A 

O'CONNOR, P H 

6403290391 

90-482 

A 

O'DONNELL, F.R 

6403120299 

RES 


O'NEILL, J. 

8403260360 

90-199 

» 

O'NEILL, J H 

B4030 10263 

90-400 

a 

O'NEILL, J. H 

6403010263 

90-400 

G 

0 'NEILL, J H 

8403130447 

90-400 

G 

0 'NEILL, J H 

8403130447 

90-400 

G 

O'NEILL, J H 

8403130499* 

90-400 

G 

O'NEILL, J.H 

8403130499* 

90-400 

G 

O'NEILL.J H. 

6403220261 

90-400 

G 

O'NEILL, J. H. 

8403220261 

90-400 

G 

O'REILLY, J. P 

8401240304 

70-27 


O'REILLY, J. P 

8403070067 

90-259 

a 

O'REILLY.J P 

S403070191 

90-327 

a 

O'REILLY, J. P 

8403070196* 

90-327 

G 

O'REILLY, J, P 

8403070279 

90-280 

a 

O'REILLY. J, P, 

6403060091* 

FOIA 


O'REILLY, J. P 

6403060096* 

FOIA 


O'REILLY, J. P. 

B4030B0066* 

FOIA 


O'REILLY. J. P. 

8403060074* 

FOIA 


O'REILLY.J P 

8403060121* 

FOIA 


□ 'REILLY, J P. 

6403160109 

70-1 1 13 


O'REILLY, J. P 

6403160267 

90-261 

a 

O'REILLY, J P 

6403160273 

90-257 

a 

O'REILLY.J P. 

6403160329 

70-143 


O'REILLY, J. P. 

6403160377 

70-143 


O'REILLY. J, P 

6403290047 

90-259 

a 

O'REILLY, J P. 

6403290097 

90-250 

a 

O'REILLY, J. P. 

6403290161 

90-339 

F 

O'REILLY.J, P. 

6403290190* 

90-259 

a 

O'REILLY.J. P. 

6403290274 

90-280 

Q 

O'REILLY, J. P, 

6403290315 

90-290 

G 

O'REILLY, J. P. 

6403300324 

90-241 

G 

O'REILLY, J. P 

8403300327* 

90-241 

G 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOQRY 

O'TOOLE. J D 

B403020iS9 

90-247 

R 

O'TOOLE. J, D 

B40309001 9» 

90-247 

0 

O'TCMLE.O D 

Q403090079 

90-247 

P 

O'TOOLE. J, D 

B4030?0098> 

90-247 

P 

O'TOOLE, J D 

84030702B8 

90-3 

F 

O 'TOOLE, J. D 

8403130409 

90-247 

8 

O'TOOLE, J D 

640319002? 

90-247 

0 

O'TOOLE. J. D. 

B4031900&? 

90-3 

F 

O'TOOLE. J. D. 

8403170399 

90-247 

F 

O'TOOLE. J D 

B403200124 

90-247 

P 

O'TOOLE. J D 

8403210194 

90-247 

8 

O'TOOLE, v). D. 

B403230139 

90-3 

R 

O'TOOLE. J. D, 

6403260120 

90-3 

R 

O'TOOLE. J D 

6403270166 

90-247 

R 

O'TOOLE. U D. 

6403270173 

90-247 

P 

O' TOOLE, J D 

6403270204 

90-247 

8 

O'TOOLE, J.D. 

6403270170 

90-247 

P 

O'TOOLE, J. D 

6403270172 

90-247 

0 

O'TOOLE, J D. 

6403290268 

90-847 

0 

OaER«. C.R. 

B403060373* 

90-449 

0 

OBERO, C. T. 

6403060210* 

40-8830 


OBERLANDER. P L 

6403300132* 

90-478 

A 

ODEOAARDEN. fl. H 

6403160164 

71-7179 


ODELL, H. H. 

6403260160 

90-496 

A 

DEOTMANN, H J 

6403170313* 

90-341 

a 

DE8TI1ANN. M. J. 

6403300033* 

90-456 

a 

0E8THANN, N. J 

8403300040* 

90-288 

Q 

OLIVEIRA, H. 

6403270190* 

90-392 

0 

DLLER.R E 

8403130329* 

aA797 


OLLER.R E 

6403270164* 

0A797 


DLMBTEAD, W. J 

8403060099* 

FOIA 


OLHBTEAD, W. J 

6403080229* 

FDIA 


CH.BaN. 0. L. 

6403230249 

NA6TE HOT 

OMAN. R. 

6403120012* 

90-279 

0 

OMAN. R 0. 

6403120010* 

90-279 

0 

DPEKA. J.F 

6403010371 

90-213 

p 

□PEKA, J. F. 

6403070137 

90-213 

Q 

OPEKA, J. F. 

6403070297 

90-336 

P 

□PEKA.J F. 

6403070297 

90-336 

P 

OPEKA, J F. 

6403070278 

90-336 

P 

OPEKA.J F 

B403070272 

90-336 

P 

OPEKA, J. F. 

6403120139 

90-249 

R 

OPEKA.J. F 

6403120139 

90-849 

R 

DP ITT, B E 

6403070116 

NUREO 


DP REA, 0 H. 

6403130326 

90-496 

a 

□PREA, e U 

B403 130477 

90-496 

6 

□RBER.C. E. 

B4030900B1* 

90-456 

A 

PADEN. R. C 

6403060139 

FDIA 


PAOE. M. 

6403010017 

CONTRACT 


PACE. M. 

6403060900 

CONTRACT 


PAOE. M 

6403070360 

27-39 


PABE, n. 

6403070411 

CONTRACT 


PAOE. H 

6403070133 

CONTRACT 


PAOE. H 

6403070136 

CONTRACT 


PAOE. R. 0, 

6403010907 

40-6087 


PAOE. R 0. 

6403070019 

70-1801 


PAOE. R. e 

.6403070107 

70-684 


PAOE. R 9. 

6403070346 

40-6820 


PAOE. R 0. 

6403140219 

40-6027 


PAfiE. R. e 

6403200327 

40-2061 


PABE. R. 0, 

6403230241 

70-1399 


PAOE. R. 0 

6403830244* 

70-1399 


PAOE.R C. 

6403860068 

70-1897 


PACE. R. 0. 

6403860141* 

40-1476 


PABE.R. 0. 

6403870873 

70-36 


PAOE. R. 0. 

B4033D0373 

70-1897 


palladino.n j 

6408130393* 

90-356 

U 

PALLADINO. N. J. 

64081 30370* 

90-356 

u 

PALLADINO, N. J 

B4081 30393 

90-356 

u 

PALLADINO.N J 

6408130377* 

90-356 

u 

PALLADINO, N. J. 

8408820871 

90-289 

u 

PALLADINO. N. J 

B403090194 

90-346 

M 

PALLADINO, N. J. 

6403090176 

CDHHISSJON 

PALLADINO, N. J. 

B403090200 

C0HNI8BI0N 

PALLADINO, N. J. 

9403090804* 

COHMl&BION 

PALLADINO.N J. 

8403090346 

CQHHI861DN 

PALLADINO, N. J. 

B403090348 

COHNIBBION 

PALLADINO, N, J. 

6403090368 

COHHIBBION 

PALLADINO.N. J. 

B403090377 

COHHI88ION 

PALLADINO, N. J 

B403060014 

C0HN18S10N 

PALLADINO.N. J. 

6403060018 

COHHIBBION 

PALLADINO.N. J. 

8403060083* 

C0HHIS6I0N 

PALLADINO. N. J. 

8403060030* 

COHH186ION 

PALLADINO, N. J. 

6403060037* 

COHHlsaiON 

PALLADINO. N. J. 

8403060046* 

CDHH1&8I0N 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

PALLADINO.N J 

6403060061* 

COMMISSION 

PALLADINO.N J 

6403060065* 

COMMISSION 

PALLADINO.N J 

6403060071* 

COMMISSION 

PALLADINO.N J 

6403060074* 

COMMISSION 

palladino.n j 

6403070053 

50-267 

P 

palladino.n j 

6403070060* 

90-389 

U 

PALLADINO.N J 

6403070067* 

90-387 

u 

PALLADINO.N J 

64030700 03* 

50-2S7 

u 

PALLADINO.N J 

6403070004* 

90-2B7 

u 

PALLADINO. N J 

6403090005* 

90-307 

u 

PALLADINO.N J 

B403090007* 

90-309 

U 

PALLADINO.N J 

6403070008* 

90-287 

u 

PALLADINO.N J 

0403070007* 

90-387 

u 

PALLADINO.N J 

0403070010* 

90-287 

u 

PALLADINO.N J 

6403180376 

COMMISSION 

PALLADINO.N J 

6403160032 

90-287 

0 

PALLADINO.N J 

6403200171 

90-887 

0 

PALLADINO.N J 

6403200 1 78* 

90-287 

0 

PALLADINO.N J 

6403270087 

COMM I sa ION 

PALMER. B 

6403270014 

90-327 

A 

PALMER, » 

6403300070 

90-337 

A 

PALOMINQ.F. 0, 

6403830010 

90-322 

0 

PANCIERA.V, 

6403030239 

90-302 

6 

PANCIERA. V. 

6403070024* 

90-424 

Q 

PANCJERAi V. 

8403170234 

90-366 

6 

PANCIERA.V. H. 

6403870177* 

50-366 

Q 

panetta. l e 

PANO.J F. 

PAN0,J F, 

PAN0BURN. 0 C 

PANODURNiO C 

6318260102* 

6403200138 

6403200284 

6403200390 

6403200380 

90-879 

IbE 

70-1397 
40-84 92 

40-8102 

E 

PAOLINOi R. J. 

6403150034* 

90-388 

0 

PAPATOeLOU, I A. 

6403230133 

90-313 

P 

PAPER lELUO, C 

PAPER lELLO, C. J 

G4D3230OS3 

6009280778* 

90-859 

FDIA 

6 

PAPERIELLO. C J. 

B4D30S0004 

50-237 

F 

PAPERIELLO, C. J, 

6403030067 

90-346 

0 

PAPERIELLO, C J 

6403090078 

90-354 

a 

PAPERIELLO. C J 

6403090139 

90-309 

F 

PAPERIELLO, C J 

6403090 1 62 

90-454 

F 

PAPERIELLO. C J, 
PAPERIELLO, C J 
PAPERIELLO, C J. 

6403060305 

6403130083 

6403130101 

50-319 

40-3372 

40-2061 

0 

PAPERIELLO, C J, 

6403130478 

90-331 

F 

PAPERIELLO. C J 

6403170307 

90-341 

0 

PAPERIELLO. C. J. 

6403800109 

50-407 

F 

PAPERIELLO, C J 

6403200111 

90-483 

0 

PAPERIELLO. C J 

84032001 17* 

90-4B3 

Q 

PAPERIELLO, C J. 

6403800887 

90-263 

0 

PAPERIELLO, C. J. 

8403220090 

90-319 

Q 

PAPERIELLO, C J. 

6403880073 

90-266 

Q 

PAPERIELLO, C J. 

8403280094 

90-454 

0 

PAPERIELLO. C J, 

6403220134 

90-309 

0 

PAPERIELLO. C J. 

8403270177 

90-461 

0 

PAPERIELLO, C. J, 

8403300086 

90-456 

0 

PAPERIELLO. C J, 

8403300036 

gO-2B2 

0 

PAPERIELLO, C J. 

6403300042 

90-319 

a 

PAPERIELLO. C J. 

6403300047* 

90-319 

Q 

PARIS. 0 H. 

6403080 1 1 0 

90-159 

0 

PARIS, 0 H 

6403090138 

90-159 

0 

PARIS. 0. H 

PARIS, R D. 

PARK, J. E. 

6403130374 

6403090157 

6403260286 

90-424 

PR 

NUREO 

0 

PARKER, J 

6403010121 

90-416 

a 

PARKER, J 

8403120148 

90-416 

6 

PARKER, J. 

8403130464 

90-416 

s 

PARKER, J. 

6403190059 

90-416 

6 

PARKER, J. 

64033001 16 

90-416 

8 

PARKER. H E 
PARKINSON. T. F. 

6403220114* 

6403190437 

90-341 

NUREO 

Q 

PARKS, B 

6403130035 

90-387 

6 

PARR.O. D 

6306220210* 

90-440 

A 

PARRISH. 8 0 

6403230279 

90-424 

0 

parry. 0. u. 

8403860333* 

90-392 

E 

pARSaNS, C, H 

8403270314 

90-270 

P 

PARSONB. R. H. 

6402270274 

90-400 

8 

PAR80NB, R H 

8403010390 

90-400 

6 

parsons. R H 

8403010374 

90-400 

8 

parsons. R. M 

8403070095# 

90-400 

0 

PARSONB. R H. 

6403070096* 

90-400 

Q 

PARSONS, R. H. 

8403070184* 

90-400 

Q 

PARSONS. R. H. 

6403070283 

90-400 

6 

parsons, r. h 

8403070270 

90-400 

8 

parsons. R H 

6403070088 

90-400 

8 

parsons, r. h. 

6403120084 

90-400 

a 


AUTHOR 

ACCESSION 

NUM6ER 

SUBJECT 

CATEOORY 

parsons. R M. 

0403130237 

90-400 

8 

PARSONS. R H. 

0403130376 

90-400 

s 

parsons. R M. 

0403200203 

90-400 

u 

PARSONB, R M 

0403270071 

90-400 

9 

PARSONS, R M 

0403270166* 

50-400 

a 

PARBONB.R H 

0403300034 

90-400 

s 

PARSONS. R M 

0403300043 

80-400 

8 

PARTLOW.J O 

031 1 160367* 

90-400 

E 

PARTLOM.J C 

0402030999* 

MIBC 


PARTLOW.J O 

0403010427 

90-423 

Q 

PARTLOW.J 0 

0403130478 

90-312 

a 

pabciak.m 

0403010366* 

70-1 100 


PABCIAK.H J 

0403010314* 

90-392 

0 

PA8CIAK.W J 

0403150070* 

30-272 

a 

PABCIAK.M. J 

04031 6024 B« 

90-392 

a 

pasciak.m j 

0403270120* 

90-387 

0 

PASTVA, M. J 

0403010133 

90-329 

8 

PASTVA. M. J 

0403010202 

90-329 

8 

PASTVA. M- J 

0403130047 

90-329 

8 

PASTVA, M. J 

0403130192 

90-324 

6 

PASTVA. M, J 

0403130323 

80-329 

8 

PASTVA. M J 

0403190039 

90-329 

6 

PASTVA, M. J 

0403170302 

90-329 

B 

PASTVA. M J 

0403200273 

90-3E4 

6 

PASTVA, M, J 

0403210123 

90-324 

a 

PASTVA, M. J 

0403270266 

90-324 

6 

PATEL. R B 

0403090100* 

90-310 

P 

PATRICK, D P 

0403020132* 

FOIA 


PATRICK. D P. 

0403020219* 

FOIA 


PATRISSI.O A 

0402030344* 

90-206 

F 

PATTERSON, C, 

0403190100* 

90-259 

0 

PATTERSON, C 

0403270072* 

90-324 

0 

PATTERSON, J. 

0403200117* 

90-403 

0 

PATTERSON, R. 

0403120029* 

90-279 

0 

PATTERSON. W. F 

0403140092 

90-443 

9 

PATTERSON. W. F 

0403260395 

50-158 

9 

PATTI BON. R B 

0403150274 

40-8004 


PAUL.R A 

0403270242* 

30-409 

a 

PAULES. J 

8403140080 

90-289 

F 

PAULITZ.F 

8403090043* 

50-394 

0 

PAULK. 0 L 

8403160186* 

90-299 

a 

PAULaON.H A 

0403010391 

90-299 

p 

PAULSON. W A. 

8403010368 

90-299 

p 

PAULSON. W A. 

8403030232 

90-299 

p 

PAULSON, M A 

0403270166 

50-299 

p 

PAULSON. W, A 

0403300064 

90-299 

p 

PAWLICKI.S 8 

B403290007* 

FOIA 


PAYNE, H T 

0403120002 

30-400 

V 

PAYNE, M T. 

0403120002 

90-400 

E 

PAYNE, M T 

0403120002 

30-400 

1 

PEACOR.D H, 

0403150031 

90-206 

F 

PEAK, 0. J. 

0403020007 

90-316 

R 

PEARRINO.J R 

8403260297 

WASTE MOT 

PEARSON. A. 

8403020079 

XPORTLIC 


PEARSON. A 

8403150198 

XPORTLIC 


PEARSON. R 9. 

8403090340 

ACR8 


PEARSON. R. O 

8403090340 

ACRS 


PEARSON. R. 0 

8403160089 

90-400 

II 

PEARSON, R 0 

8403160089 

90-400 

IJ 

PEDERSEN. n. R 

8403140339 

ACRB 


PEDERSEN, D. R 

0403140339 

ACRS 


PEDERSEN. R. L. 

8403010106 

90-247 

r 

PEDERSEN. R. U. 

8403070394 

90-247 

r 

PEDERSON. L, T 

8403160131 
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la 
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PEDRO, J. 

8403020392 

90-287 

1 
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PELLET. J. 
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PELLET. J L, 

0304270367 

90-366 


PELLET. J L. 

0309040147 

90-273 


PELLETIER, J P 
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90-271 

' 

PELLETIER, J P. 
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90-271 


PELLETIER, J P, 
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90-271 


PENN. J 
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! 
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WASTE MOT, 

PENNIFILL.R. 

8403220193 

WASTE MOT 

PERCH, R. 
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90-387 

f 

PERCH. R L. 

8403190232 

90-387 

, 

PERCH, R L, 

8403190321 

90-368 


PEREZ, a. P. 
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90-312 


PERLIS, R. 0 

8403140091 

50-443 

1 

PERLIS, R. 0. 

8403140134 

90-275 


PERLIS. R. 0 

8403170124 

90-322 
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90-443 


PERLMAN. J. 
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P 

POTTER. A. 
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CONTRACT 
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50-206 

F 
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50-324 a 
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8403260316 
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POLK. P J. 
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80-286 

P 

POWELL, C 

8403060569 

XPORTLIC 

PERBY. P- A 

8403190071 

50-195 

1 

POLK.P d 
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50-286 

P 
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XPORTLIC 

PERSlNHOiD 
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P 

POLKa P J 
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50 '-286 

P 

POWELL, C 
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XPORTLIC 
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8403270192 

50-267 

1 

POLLACK. H N 

8403230131 

WREO 


POWERS, 0 A 

8403010076* 

FOIA 

PETER 5. M A 

8403120093 

50-373 

S 

POLLARD, B. B 

8310200141 

FOIA 


PRELL, d 

8403020220* 

30-388 Q 

PETER SONiL S 

8403300106 

90-344 

R 

POLLARD, R 0 

0403080334 

FQIA 


PHELL.d A 

8403290150* 

50-352 Qi 

PETERSON. M R 

B402O2049J 

XPORTLIC 


POMEHOYaD. L 

6403290004* 

50-247 

P 
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50-373 S 

PETRICKaN A 

8403090302 

50-482 

A 
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0403010137* 

50-348 

P 

PRESTON, d. 
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ACRS 
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8403010270 

50-402 

F 
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WASTE MOT 
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8403070199* 

50-400 0 
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8403010406 

50-402 

A 
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0403290009* 

FQIA 


PRICE, K W. 
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PR 

PETRICKa N A 

8403060298 

60-402 

A 
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FOIA 


PRINTZ, M 
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PETRICKa N A 

8403130342 

50-402 
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FOIA 
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PETRICKa N A 

8403200090 

50-482 

E 
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FOIA 
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8403200187 

50-482 
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FOIA 
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8403220091* 
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8403200293 

50-462 
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FOIA 
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50-271 a 
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50-482 

A 
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FOIA 
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8403220026 

50-482 

A 
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FOIA 
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8403220029 

90-492 

A 
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50-266 

P 
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8403220017 
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PETRICKa N A 

8403220184 

30-482 

A 
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FOIA 


PYRIH.L B 
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PETRICKa N A 

8403260282 

50-482 

A 
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0403230048 

50-322 

T 

QUAMME, D L 
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50-329 a 
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8403220297* 

50-322 

T 

POTAPOVS. U. 
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OUAHME, D. L 

8403060248 

50-329 A 

PETflONE. C. 

8403010390* 

50-322 

0 

PQTAP0V8.ll. 

0402150211 

0A999 


OUAMME, D L 

8403130168* 

50-329 A 

PET RONE a C 

8403190289 

50-332 

s 

POTAPOVS. U 

8403010430* 

50-423 

0 

OUAMKE, D. L 

8403130261 

50-329 A 

PETRONEaC 

8403220160* 

50-322 

0 

POTAPOVS. U 

S4030500B6 

04999 


OUAMME, D L 

8403190098 

50-329 A 

PETHONEa C 

8403230094 

30-322 

8 

POTAPOVS. U 

8403030089 

04999 


QUAMME, D. L 

8403220007 

50-329 A 

pettenoiel, H 

8403200333 

40-4492 


POTAPOVS, U 

8403050126 

0A999 


QUAMME, 0 L. 

8403230031 

50-329 « 

pettenoill, H. J 

8403060463 

40-3493 


POTAPOVS, W 

8403050130 

OA999 


QUAMME, D L 

8403230114 

30-329 A 

PETTENCILLaH J 

8403190413 

40-8084 


POTAPOVS. U. 

8403050176 

0A999 


QUAMME, D L 

8403270199 

50-329 Q 

PETTENOjLLa H 0 

8403190416 

40-6622 


POTAPOVS, U 

8403060006 

QA999 


QUIRK, d F. 

8403130285 

TQPREP 

PETTENOItL, H. J 

8403190431 

40-3453 


POTAPOVS, U 

6403060092 

QA999 


QUIRK, d F 

6403300086 

TOPREP 

PETTENOlLLa H J 

8403190443 

40-2259 


POTAPOVSaU. 

8403060098* 

QA999 


RADER. R N 

8403300129 

50-352 C 

PETTENGlLLa H J 

8403200343 

40-1162 


POTAPOVS, U. 

8403060197 

QA999 


RADER, R.M. 

8403300129 

30-352 fi 

PETTEMSiLLa H J 

3403200330 

40-8492 


POTAPOVS, U 

8403060174 

TOPREP 


RADFORD, E. P 

8403220305* 

50-322 T 

PETTENOlLLa H J 

8403200377 

40-6699 


POTAPOVS, U 

8403060219 

04999 


RAFEEDIE, 0. P 

8403150071 

50-321 R 

PETTENOlLLa H J 

8403200380 

40-8102 


POTAPOVS, U. 

8403060231 

QA999 


RAHE, E. P. 

8403090201 

PR 

PETTENOlLLa H J 

8403200397 

40-6622 


POTAPOVS, U. 

84030602B2 

QA799 


RAHE, E. P 

8403130358* 

50-482 A 

PETTENOlLLa H J 

8403200399 

40-3493 


POTAPOVS. U 

8403060287 

QA999 


RAHE, E P 

0403130375* 

50-482 A 

PETTENOlLLa H J 

8403220210 

40-8602 


POTAPOVSaU. 

8403060343 

QA999 


RAHE.E P 

8403130389* 

50-482 A 

PETTIJOHNaS L 

8403280301* 

Ml EC 


POTAPOVS, 0 

8403060352* 

0A999 


RAHE. E P, 

0403210015 

TOPREP 

PPAFFaS J 

B40326024S 

40-6699 


POTAPOVS, U 

8403120036 

04999 


RAINEY, d A. 

0403200358 

NUREO 

PFEFFERLENa H C 

8403060409 

TOP REP 


POTAPOVS, U 

8403120108 

04999 


RAdARAM, V 

0403260350* 

WASTE MOT 

PHILDRICKaS S 

8403160033 

ACRS 


POTAPOVS. U 

8403130032 

04999 


RAMA9. 8. L 

0403130499* 
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POTAPOV8, U 
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RAPKIN.A 
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POTAPOVS, U 
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8403070030* 

40-2061 
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0A999 


PQTAPOVB, U. 

8403130068* 

0A999 


HAPKIN, A. 

8403200083 

40-2061 

PHILLIPS, d D 

8309040013* 

FOIA 


POTAPOVS, U 

84031 300S9* 

04999 


RAPKIN, A 

0403200087* 

40-2061 

PHILLIPS, « P 

84032001 1 9* 

50-493 

0 

P0TAP0V3, 11 

8403130260 

04999 


RAPKIN, A. 

0403300258 

40-2061 

PHILLIPS. M P 

84032701B0* 

90-461 

0 

POTAPOVSaU 

8403130276 

04999 


RATH8AM, R 

0403270035 

50-293 S 

PHILLIPS. H P. 

8403300091* 

90-319 

a 

POTAPOVS, U 

8403130309 

04999 


RAVENBCROFT, N 

0403200057 

XPORTLIC 

PIERCE, d H 

8403 1400 12* 

90-458 

0 

POTAPOVS, U 

8403130317 

QA999 


RAW80N, R d 

0403140068 

50-434 Q 

PIERCE. R L 

8403020043* 

50-10 

p 

POTAPOVS, U 

8403130329* 

04999 


RAW8DN, R. d 

0403140081 

50-322 0 

PIOOTTa D. 

8403090126 

50-449 

0 

POTAPOVS, U 

8403130407 

OA999 


rawbon.r j. 

8403140129 

50-434 0 

PIOOTT.D 

8403090126 

50-445 

0 

POTAPOVS, U 

8403130441 

0A999 


RAWSON, R. d 

8403140146 

50-434 0 

PILANTad M 

8403050095* 

50-298 

0 

POTAPOVS, U 

8403190041 

QA999 


RAMSON, R. d 

8403140148 

50-434 0 

PILANT.d M 

3403060239 

50-298 

F 

POTAPOVSaU 

S403190046 

QA999 


RAWBON, R d 

8403190124 

50-322 9 

PILANTad.M 

8403060264 

50-290 

F 

POTAPOVS. U 

8403190070 

QA979 


RAMSON. R. d. 

8403210024 

50-289 0 

PILANTa d. M 

8403060346 

90-298 

F 

POTAPOVS, U 

B40319OO7B 

04999 


READ. d. d. 

8403060301* 

50-322 T 

PILANTad M 

8403060394 

30-298 

F 

POTAPOVS, 0 

8403190112 

QA999 


REAVia.d. A 

8402210150 

50-369 « 

PILANTad N 

8403060392 

90-298 

0 

POTAPOVS, U 

8403190145 

0A999 


REAVI S. d. A 

8403200010 

50-269 R 

PILANTad M. 

8403080265 

50-298 

F 

POTAPOVa, U 

8403190183 

0A999 


REAVIS. T A. 

8403200123 

50-369 R 

PILANTad M 

6403150168 

90-298 

P 

POTAPOVS, U 

9403190206 

QA999 


REBELLO, J. E 

8403020073* 

CONTRACT 

PILANTad M 

8403160260* 

90-290 

Q 

POTAPOVS, U 

8403190209 

04999 


REBELLOt d. E 

8403220219* 

CONTRACT 

PILANTad H 

8403190089 

50-298 

F 

POTAPOVS, U 

8403190218 

<14999 


REBELLO, d E 

8403220280* 

CONTRACT 

PILANTad M 

8403200167 

90-298 

F 

POTAPOVS, U 

8403190294 

QA999 


REBELLO, d E 

8403220312* 

CONTRACT 

PILANT.d M 

8403200294 

90-298 

P 

POTAPOVS, U 

8403190328 

QA999 


REBELLO, d. E 

8403220319* 

CONTRACT 

PILANTad. M 

8403220042* 

SO-290 

Q 

POTAPOVS, 0 
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a 

REBELLO, d. E. 
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CONTRACT 

PILANT.d M 

8403220095 

30-298 

F 

POTAPOVS, U 
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0A999 


REBELLO, d E. 

8403230052* 

CONTRACT 

PILANT.d M 

8403270013 

90-298 

F 

POTAPOVS, U. 

8403190338 

OA999 


REBELLO, d E. 

8403230154* 

CONTRACT 

PIRTLEaO U 

8403190239* 

50-331 

0 

POTAPOVS, 0 

8403190342 

04999 


REBELLO, d. E 

8403260307* 

CONTRACT 

PI RTLE.O L 

8403260023* 

90-346 

□ 

POTAPOVS, U, 

8403190364 

0A979 


REBELLO, d. E. 

8403260336* 

CONTRACT 

PLAINEaH H. 

8403200205* 

90-289 

0 

POTAPOVSaU 

8403190300 

0A999 


REBELLO, d. E 

8403260370* 

CONTRACT 

PLATO, E D 

8403070226 

90-329 

B 

POTAPOVSaU 

8403200072 

(M999 


REBELLO, d E. 

8403270284* 

CONTRACT 

PLATO, P 

8403140151 

PR 


POTAPOVS. 0 

B4032DO13B 

0A999 


REBELLO, J. E 

8403270306* 

contract 

PLlHLaO 

8403140082 

50-293 

F 

POTAPOVS. U 

8403200142* 

04999 


REBELLO. d £. 

8403280187* 

CONTRACT 

PLIHLiO 

8403210089 

90-293 

F 

POTAPOVS. 11. 

8403260092 

04999 


REECE, W. 0. 

8403190449 

NUREO 

PLIMLa 0 

8403230124 

50-295 

F 

POTAPOVS, U 

8403270090 

04999 


REEO.C. 

8403060394 

50-434 A 

PLIHL, 0 

S40388D119 

50-295 

F 

POTAPOVS. U. 

8403270092 

0A999 


REED.C, 

8403 130359* 

50-373 Q 

PLieCOa L. 

B403 150060* 

30-387 

a 

POTAPOVS, U 

8403270142 

04999 


REED, C. 

8403260194 

50-374 A 

PUBCO. La 

8403290195* 

90-387 

0 

POTAPOVS, U 

8403270168 

04999 


REED, 0. A. 

8403290049* 

50-266 P 

PLOSiKIa T 

8403200119* 

90-403 

0 

POTAPOVS. U 

8403270174 

0A999 


REED, d D 

8403210009 

PR 

POIDHURST, B. M 

0403270094* 

40-8760 


POTAPOVS, U 

8403270178 

QA999 


REED, L. 0, 

8403200104 

50-436 D 

PDUICHa T. 

0403060146* 

50-275 

0 

POTAPOVS, U. 

8403270226 

04999 


reed, U. L. 

8403130072 

50-73 R 
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P 

RILEY. J 
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0 
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60-279 

& 

REEVES, E 
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S0-34B 

P 

RILEY. J U 

8403070037* 

90-413 

0 

ROSANQ, R 

8403080213 

50-299 

0 

REEVES, E 

8403070399 

50-340 

P 

RILEY, J L 

8403220237 

90-413 

9 

ROSANOj R 

8403160091 

90-331 

s 

REEVES, E A 

8401120994 

50-348 

P 

RINO, N 

8403300030* 

90-494 

a 
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8402230237* 

90-400 

c 
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90-348 

P 
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90-443 

A 
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FOIA 
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P 
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30-443 

A 
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0 

REOAN, M H 

B203100970« 

90-397 

C 
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30-321 
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90-286 

P 
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0403060278 

90-413 

M 

RIVENBARK, B 
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90-321 

P 

ROEB, U J 
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o 

REOAN, W H 
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90-413 

M 
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P 
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h 

RIVKIN. U B. 
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FOIA 
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T 
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90-4SB 

M 
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8403000109* 

FOIA 


BOREHSON, J. 

8403130278* 

50-282 

R 

8403160319* 

50-413 

a 

SORENSON, J H 

8403010244 

50-322 

T 

8403190424 

40-8681 


SDRL I E, 6 

0403160228 

50-397 

D 

8403090085 

90-299 

B 

aORRELL. E. C 

8403070282 

50-321 

F 

8403130181 

50-260 

B 

SORRELL. E C 

8403130004 

90-321 

F 

0403190371 

50-297 

B 

SORRELL, E C. 

8403130169 

90-321 

F 

8403070299* 

70-1100 


SORRELL, E C. 

84032601 SO 

90-321 

F 

B40 328002 9* 

90-416 

P 

SORRELL, E, C. 

8403300143 

90-321 

F 

8403120071 

50-331 

B 

SORRELL. E C 

0403300339 

50-321 

F 

8403080076* 

FOIA 


SOWBY, F 

8403230076* 

CONTRACT 

' 

8403060126* 

90-244 

P 

SPECK, 8. W 

8403090140 

90-206 

R 

8403130308* 

70-2179 


SPECK, S W 

8403060086 

90-290 


8403290160 

90-322 

F 

aPECK, a. W, 

8403130)95 

50-294 

P 

B403 220302* 

90-322 

T 

SPECK, S W 

8403130109 

90-299 

F» 

B403070383* 

27-39 


SPECK, 8 W. 

8403190131 

90-322 

0 

8403070414* 

CONTRACT 


SPECK, 8. W. 

8403170363 

90-322 

R 

8403120226* 

CONTRACT 


SPECTER, A. 

8403200200* 

90-289 

a 
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AUTHDF? 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

■ECTERj A 

BAOaaOOBll* 

50-289 

0 

'EIB.T 

aO10D?OB6DK 

50-440 

A 

'EIB,T P 
'EIB.T P 
'E18rT P 

a31J140170» 

aaiaizooo&tt 

a312B30Z9d>« 

ACRS 

ACR8 

SO-275 

F 

E18, T. P 
■EIS. T. P 

ENCER. D A 

B40224O3B7* 

B4O302O424 

0403120034 

Hi BC 

HIBC 

50-373 

5 

ES5ARD. R L 
ESBARO, R L 

B4030S027'?* 
84030 &01 51 

foia 

50-244 

Q 

EBSARD. H L 

B403060162« 

50-244 

Q 

EBSARD.R L 

B40312aOOB 

50-454 

F 

■EBSARD. R L. 

B403 120021 

50-315 

F 

EBSARD.R L 

B4031 20023 

50-373 

F 

■EBSARD. R L 

B40312004S 

90-264 

F 

EBSARD.R L 

840312004^1 

50-483 

F 

EBSARD. R L 

S4031 20043 

90-305 

F 

EBSARD.R L 

840312004? 

50-341 

F 

EBSARD.R L 

B4031 20051 

50-2^5 

F 

EBSARD. ft L. 

8403120053 

50-10 

F 

EBSARD. R U 

8403120057 

50-331 

F 

EBSARD. R L 

B40312005B 

50-544 

F 

EBSARD.R L 

B40312Q060 

50-243 

F 

EBSARD.R L 

8403120074 

50-409 

F 

EBSARD.R L 

3403120077 

50-461 

F 

EBSARD.R L 

8403120093 

S0-35B 

F 

EBSARD.R L 

84031200?? 

50-155 

F 

EBSARD.R L 

8403120100 

SO -34 6 

F 

EBSARD. R U 

8403120103 

50-329 

F 

EBSARD. R L 

8403120104 

50-282 

F 

EBSARD.R L 

B40312010? 

50-454 

F 

EBSARD.R L 

8403120112 

50-440 

F 

EBSARD. R. L 

B40312O115 

50-255 

F 

EBSARD.R L 

B403120149 

50-254 

F 

EBSARD.R L 

B40313O34B 

50-373 

Q 

EBSARD.R L 

fl4031?0170 

50-461 

0 

EBSARD.R L 

a4a320D2?5 

50-434 

0 

EBSARD.R L 

a403200277» 

50-454 

0 

EBSARD.R L 

8403230075 

50-373 

0 

ITZBERO. D B 

ROAT, E F 

B403240109* 

B4 03270 048* 

40-1341 

50-352 

T 

ENAUSKI.D 
ENIAUKBI. D 
ENIAU5KI. D 
ENiAWSKI. D J 

ENIAMSKI.D J 
ENSSQN. B. A 

B4 03200ZB4 

B4 03130310 

B4 03300D45 
B4a30a0202» 

B4030BD219* 

8403<3025? 

I&E 

l&E 

I&E 

FOIA 

FOIA 

50-315 

R 

INJVASAN. M 

S3I2140429* 

50-400 

E 

IN1VA9AN.H 0 
LAURENT. M 

84030701 14 
8403020292 

NURZO 

50-29 

R 

LAURENT. M N 

B403090176 

50-29 

S 

LAURENT. N N 

B4 032002 IS 

50-29 

8 

J P 

B40I 120525 

WASTE MOT 

WL.D 

AMlRrS.D 

B4 03300294 
B403140U? 

NUREO 

50-329 

9 

AMIRIS.D 

B403200139 

50-329 

0 

*NLEy. L. 

84032700 48» 

50-352 

T 

ARSBURV.r a 

04031601 BB« 

50-352 

0 

ARLINO. J 

B4032B0DD9 

50-416 

P 

AROSTECKl 

B4O33OOiB0 

50-311 

0 

ARQSTECKl. R 

fl4030l0020» 

50-209 

p 

AROSTECKI. R 

B403010310 

90-277 

0 

ARDBTECKI. H 

B4030103BI 

50-322 

a 

AROBTECKJ.R 

8403010399 

50-213 

0 

ARQBTECKJ.R 

8403020282 

50-443 

0 

•tROSTECKl . R 

B403020S9B 

50-54 

Q 

ARQBTECHI . R 

8403020347* 

50-317 

0 

itRD&TECKl • R 

8403020348 

50-3 52 

0 

AROBTECKI > R 

8403070282 

50-269 

Q 

^RDSTECKI . B 

8403070303 

50-412 

0 

NHOBTECKI.H 

B40 30703 12 

50-333 

0 

VtOBTECKl. R 

B403070314 

50-352 

0 

WQ8TECKI. R 

B40 3070330 

50-293 

0 

\RDSTECKf.R 

8403070342 

30-334 

<t 

%Ra8TECKf.R 

B4D3120I70 

50-334 

a 

^RDBTECKl.R 

8403130004 

50-220 

0 

VROSTECKI.R 

84031302^9 

50-219 

0 

WOSTECKI.R 

8403130353 

50-354 

0 

\R08TECKI.R 
\ROSTECRI. R 

B40313047B 
B403 190053 

70-1100 

50-387 

a 

tROSTECKI.R 

9403150054 

50-277 

Q 

VROSTECKI.R 

84031 S0047 

50-293 

0 

VROSTECKI.R 

8403150096 

50-410 

0 

tROSTECKI.R 

8403150105 

50-309 

P 

VROSTECKI.R 

8403150144 

50-284 

0 
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STAROSTECKl.R 
arAROSTECKI. R 

S403 190231 
8403190247 

70-371 

50-29 

P 

grAROSTECKI.R 

B403220014 

50-317 

P 

arAROSTECKI.R 

B403220033 

50-337 

a 

STAROSTECKl.R 

B40322D07? 

50-333 

Q 

STAROSTECKl.R 

B403220086 

50-354 

a 

STAROSTECKl.R 

8403220095 

60-309 

0 

STAROSTECKl.R 

8403220105 

50-272 

Q 

STAROSTECKl.R 

8403220131 

50-412 

□ 

STAROSTECKl.R 

B403220143 

50-322 

G 

STAROSTECKl.R- 

8403260146 

60-334 

0 

BTAROSTECKI.B- 

8403260333 

50-3 

S 

BTAROSTECKI.R- 

8403260313 

50-293 

0 

STAROSTECKl.R. 

8403290135 

50-272 

Q 

STAROSTECKl.R- 

S403290140 

50-387 

a 

8TAR03TECKI. R 

B403290200 

50-412 

a 

STAROSTECKl. R 
STAROSTECKI, R. 

B403300137 

8403300165 

70-687 

50-223 

0 

STAROSTECKl. H. 

B403300I71 

50-272 

G 

STAROSTECKl. R 

B4033001B7 

50-423 

A 

STAROSTECKl.R 

B4D3300189 

50-244 

G 

STASEKi 8 

S403 120079* 

50-237 

G 

HTATTDM. c, d 
BTAUB.H P 
BTAUSER, R H 

STEARNS. C F 
STEFANOi J. J 

8403130284 
8403150205 
64032001 57* 

B4D3300167 

8403010246 

QA999 

40-8781 

QA999 

70-1717 

50-440 

A 

BTEFANOiJ U 

8403050350 

50-440 

H 

8TEIN. 8 a 

BTELLD, U 

B4D3O204D0 
BOOl £40314* 

FOIA 

50-460 

A 

STELLO. V 

B3Q4240013* 

60-267 

P 

STELLO. V 

STELLO. V». 

8308150440* 

8312070358 

FOIA 

REVIEW GRP 

STELLO. V 

8403040323 

REVIEW 

GRP 

STELLO. V 

8403190003 

REVIEW 

GRP 

STELLO. V 

84031 90005 

review 

GRP 

STELLO, U 

84031 9000B 

REVIEW GRP 

STELLO. V 

84031 90009 

review 

GRP 

STELLO, V 

8403190012 

REVIEW GRP 

STELLO. V 

840319001? 

REVIEW GRP 

STELLO. V^ 

B4031 90029 

REVIEW 

GRP 

STELLO. V 

8403190031 

REVIEW GRP 

STELLO, V 

8403190037 

REVIEW 

GRP 

STELLO. V 

8403190081 

REVIEW 

GRP 

STELLO. V 

8403190103 

REVIEW 

GRP 

BTELLD. V 

8403190146 

REVIEW 

GRP 

STELLO, U 

0403190176 

REVIEW GRP 

STELLO, V 

B 4031 90251 

REVIEW GRP 

STELLO, V 

8403190254* 

REVIEW GRP 

STELLO, V 

B4D3 190240 

REVIEW GRP 

STELLO. V, 

8403190372 

REVIEW 

GRP 

STEPTOE. P P 

8403020134 

50-293 

0 

steptoe. p. p 

8403020134 

50-293 

0 

STEPTOE. P P 

0403020140 

50-293 

0 

STEPTOE. F P 

0403020140 

50-293 

0 

STEWART. 0 P 

8403060029* 

50-206 

Q 

STEWART. M. 

8403200269* 

50-482 

A 

STEWART. H L 

8401130314 

50-280 

P 

STEWART. W. L 

8403020001 

50-338 

a 

STEWART, W L 

8403020042 

60-338 

p 

STEWART, W L 

8403020053 

50-280 

R 

STEWART. M L 

8403020122 

50-338 

R 

STEWART, W. L 

8403020175 

50-280 

P 

STEWART. W L 

84 03080071 

50-339 

P 

STEWART. M L 

8403000091 

50-280 

F 

STEWART, W L 

8403080264 

50-280 

F 

STEWART. W. L 

8403090242 

50-280 

F 

STEWART. W L 

8403130298 

50-338 

P 

STEWART. W.L 

8403140154 

50-280 

a 

STEWART. W L. 

8403190052 

50-280 

F 

STEWART. W.L 

8403190201 

50-339 

P 

STEWART. W L 

8403190243 

50-200 

F 

STEWART, W. L 

8403190377 

50-338 

P 

STEWART. W L. 

8403200114 

50-280 

F 

STEWART. W L 

8403220028 

50-338 

P 

STEWART. W.L 

8403220077 

50-338 

P 

STEWART, W L 

8403240105 

50-200 

P 

STEWART. W, L 

8403270021 

50-280 

Q 

STEWART. W L 

8403270208 

50-338 

P 

STEWART, W L. 

8403270248 

50-339 

P 

STEWART, W L 

8403280125 

50-280 

F 

STEWART, W- L 

8403290157 

50-200 

Q 

STEWART, W L 

8403290240* 

50-338 

Q 

STEWART, W L 

8403300005 

50-338 

P 

STEWART, W L 

8403300028 

50-338 

P 
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STEWART, W L 

8403300055 

50-33B 

R 

STEWART, W L 

8403300060 

50-280 

R 

8TICKLEV. T H 

8402280725* 

50-267 

P 

BTIETZEL, J F 

8403130259 

50-315 

R 

STILE, V R 

8403060266* 

50-322 

T 

STILE. V R 

G403060270* 

50-322 

T 

STILE. V R 

8403060278* 

50-322 

T 

STILL, J 

B4031 5031 6 

27-4-7 


8TILWELL, T C 

8403150045* 

50-237 

P 

8TITES, 8 J 

8403140060* 

50-461 

0 

STODDART.P 0 

8403070013* 

50-395 

a 

STODOART.P G 

8403160244* 

80-259 

a 

8T0DDART, P. 6 

8403160300* 

50-261 

a 

STODDART.P G. 

8403290290* 

50-369 

a 

STDHR.J P 

8403070146 

70-27 


BTDHR.J P 

8403070326 

70-27 


STDHR.J P. 

8403160043 

70-1151 


STOHRiJ P 

8403160138 

70-143 


STOHR.J P 

8403160173* 

70-143 


STOHR. J. P 

8403160258 

70-143 


STOHR.J. P 

8403160286 

70-27 


STOHR, J. P 

8403160337 

70-1 43 


STOHR.J P 

8403160340 

70-1113 


STOHR, J.P 

8403160369 

TQPREP 


STOHR.J P 

8403160375 

70-1113 


STOHR, J, P 

8403210151 

70-143 


STOHR.J P 

8403260179 

70-27 


STOHR.J P. 

8403290285 

70-143 


STOHR, J P, 

8403300011 

70-27 


STOHR, J P 

8403300041 

70-27 


STOIBER.C, R 

8403290404 

XPDRTLIC 


STOKEB, C 

B4D3 190021* 

50-275 

4 

STOLZ.J F, 

8403010124* 

50-321 

P 

STDLZ, J F, 

8403010377* 

50-312 

P 

STOLZ.J F. 

8403010494 

50-312 

P 

STOLZ.J F. 

8403020169 

50-289 

P 

STOLZ.J F 

84030S0037* 

50-206 

P 

STOLZ.J F, 

8403060440* 

50-321 

P 

STOLZ.J F. 

8403070137 

50-277 

P 

btdlz.j f 

8403070141# 

50-277 

P 

STOLZ.J F 

0403070357 

50-321 

P 

STOLZ.J F 

8403120310 

50-289 

P 

STOLZ, J, F 

8403120339 

50-312 

F 

STOLZ.J F 

0403120354 

50-302 

F 

STOLZ.J F 

8403150243 

50-346 

F 

STOLZ.J F 

8403150263 

60-346 

P 

STOLZ.J. F. 

84031 50328 

50-269 

P 

STOLZ.J F 

84031 50335* 

60-269 

P 

STOLZ.J F 

8403220107 

50-289 

P 

STOLZ.J F 

8403230238 

50-313 

F 

STOLZ.J. F. 

8403260045 

50-321 

P 

STOLZ.J F 

0403260048* 

50-321 

P 

STOLZ.J. F. 

8403260261 

50-321 

F 

BTDLZ.J F 

8403270315 

SO-2B9 

F 

BTOUT, 0 M 

8403150319 

40-8829 


STOUT, R B 

8403080210* 

50-316 

P 

STOUT, R, D. 

8403150104* 

80-316 

P 

STOUT. R B 

8403200101* 

50-316 

P 

STRACK.R. A 

8403270198 

50-54 

R 

STREET. L L 

8403010454 

XPORTLIC 

STREET, L. L 

8403010456* 

XPORTLIC 

STREETER, J F. 

8403050168 

50-373 

0 

STREETER, J F 

84030801 08* 

FOIA 


STREETER, J F 

8403080176 

30-461 

0 

STREETER. J F 

8403080251 

50-483 

G 

STREETER, J F 

B4030B0SS6* 

80-483 

0 

STREETER, J. F 

8403130351 

80-305 

V 

STREETER, J F. 

8403190290 

80-373 

a 

STREETER, J F 

8403190293* 

50-373 

Q 

STREETER, J F 

8403200279 

50-483 

G 

STREETER, J.F 

8403300017 

50-454 

Q 

STREETER. J F 

8403300023* 

80-454 

a 

STREETER, J. F 

8403300053 

50-341 

G 

BTRUCKHEYER, R. 

8403160248* 

50-352 

a 

btrumwasser.h 

8403060260 

50-273 

0 

8UBUDHI, M. 

8403260022* 

50-454 

A 

SUBUDHt. H 

8403260061* 

50-454 

A 

6U0ARHAN, R J 

8403130411 

50-352 

0 

SUOARMAN.R J 

8403130411 

50-352 

0 

summers, r. j. 

8403220115* 

50-272 

a 

BUND, H J. 

840307031 8* 

50-325 

a 

SUNSER.J J. 

8403090063 

50-220 

F 

SUTTON, J. W 

8403130042* 

0AV99 


SUTTON, J. U. 

8403130432# 

0A999 


8VEN88DN. B A, 

8403020007 

50-316 

R 
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AUTHOR 
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8UAKY,8 a 

e403t90404» 

90-413 

A 

THOMAS, C 0 

S403S90387 

90-328 

a 

TRIPP, L 

6403270006 

90-817 

3 

8MAN. U 0. 

B403i60522» 

90-390 

a 

THOMAS) E B 

B403130106* 

90-440 

A 

TRIPP, L E. 

0403010322* 

90-277 

0 

BWANSONi N. E 

S40301O079 

06999 


THOMAS, E B 

8403130110* 

50-440 

A 

TRIPP, L E 

8403190063* 

90-877 

0 

BHARTStD J 

8403080 136 

50-410 

Q 

THOMAS) E fl 

B403130188* 

90-440 

A 

TRIPP. L E. 

640322013?* 

90-418 

0 

SWARTZ* E D 

8403120013 

90-456 

8 

THOMAS. E, B 

6403130138* 

80-440 

A 

TROJANOWSKI. R 

0403210133 

m 


SUARTZtE. D 

0403190193 

50-456 

8 

THOMAS, J 

6403010198* 

50-34 B 

P 

TRDJANOMSKl.R 

0403300112 

IfcE 


SWARTZ) E D. 

B4031 90274 • 

50-494 

a 

THOMAB, J 

8403010186* 

50-348 

P 

TROaKOBKI, W M 

0403260173* 

90-334 

a 

SWEENEY) H 

8403000393 

90-889 

p 

THOMAS, M. 

6403290209* 

90-390 

Q 

TROUP, e. L 

0403160307* 

90-399 

0 

SWETUAND) P. 

B403220103* 

90-309 

a 

THOMAS, M 

B4030S0273* 

90-890 

F 

TROUP, 0 L 

8403270090* 

90-390 

0 

SWETtANDiP D 

8403010404* 

90-813 

Q 

THOMAS, fi D 

6403200138 

I6E 


TROWBRIDOE, 0 P 

6403060070 

90-484 

0 

SUlBERi H. A. 

8403130010 

90-440 

0 

THOMAS) R D 

B40 387081 7* 

70-1297 


TRQWERIPOE, 0 P 

B40 3060070 

90-484 

e 

BWISERi H. A 

B4031 30010 

90-440 

0 

THOMAS) R D, 

6403270281* 

70-1897 


TROWSRIDOE, 0 F, 

8403060109 

90-807 

a 

8WlefiR)H A. 

8403130139 

90-440 

0 

THOMAS, W M 

8318140391* 

90-879 

E 

TROWBRIPQE, 0 F, 

8403080109 

90-207 

6 

8WieER)H. A 

8403130139 

90-440 

0 

THOMAS, W M 

8403270367 

90-879 

U 

TRPHBRIBOE, 0. F 

6403200059 

90-267 

Q 

BWI«£Ri N A. 

8403130403 

90-440 

0 

THOMASON, P V 

8403080083 

90-870 

R 

TROWflRlPOE, a F 

B403200D99 

90-287 

0 

SWIOER) H. A 

8403130403 

90-440 

e 

THOMASON, P. V 

84031900B9 

90-890 

F 

TROWBRIDOE, 0. F 

B4032001SO 

90-2B7 

0 

BUIOER) H A. 

8403190001 

90-440 

0 

THOMASON, P V 

B403300190 

90-898 

R 

TROWBRlOeE, 0 F 

8403200180 

50-287 

9 

SWZOER) N. A 

8403190001 

90-440 

e 

THOHBERO.R. C 

6403070399 

90-879 

F 

TUCKER, H S. 

8408210190 

90-367 

R 

SWIOCTiN. A 

84031 S0009 

90-440 

0 

THOMBERO, R C 

8403880114 

90-279 

F 

TUCKER, H B. 

8403010140 

90-413 

s 

SUIOER) K. A. 

8403190009 

90-440 

« 

THOMPSON. D 

0403080180* 

FOIA 


TUCKER, H. B 

6403010300 

30-269 

0 

SWIOERiH. A. 

8403860327 

90-400 

0 

THOMPBON.D J 

6403870048* 

90-398 

T 

TUCKER, H. P 

8403010339 

90-413 

F 

BVIIOER) H. A 

8403260387 

90-400 

0 

THOMPSON) H, L 

6300040978* 

ACfiB 


TUCKER. H. 8. 

84030203 1 7 

90-367 

E 

BWlRENiS J. 

8403070082* 

90-443 

0 

THOMPSON) T 

6401160290 

90-346 

3 

TUCKER. H. fi. 

8403060106 

90-367 

F 

SYDNOR) R. B 

8403 130081 

90-318 

8 

THOMPSON, V J 

6403070161* 

CONTRACT 


TUCKER, H. fl 

040306082 5 

90-267 

K 

BYDNOR) R. fi. 

8403 130098 

90-317 

8 

THOMSEN, E. R 

0403010079 

0A999 


TUCKER, H B. 

8403060232 

90-370 

8 

SYDNOR) R. B 

B403130298 

90-317 

8 

THOMSEN, E. R 

0403130330* 

9A999 


TUCKER, M. B, 

0403060292 

90-869 

P 

BYDNOR) R. B. 

8403130879 

90-317 

B 

THONUS.L 

0403130471* 

90-380 

0 

TUCKER, H B 

8403060336 

90-413 

F 

BYONOR) R. B 

8403130413 

90-318 

8 

TH0NU8, L. 

S4031 90139* 

90-380 

a 

TUCKER, H 6. 

0403060417 

90-413 

F 

BYDNOR) R. B 

8403130490 

90-318 

S 

THORNBERRY.R C 

8403080004 

90-279 

R 

TUCKER, H 0. 

0403060482 

50-413 

A 

BZALAYi R. 

B403190317 

PR 


THORNBERRY, R C 

B4031 80029* 

90-879 

0 

TUCKER, H. B 

0403070189 

90-413 

A 

8ZYHCZAK) 0. 

B403O90O79 

PHM 


THORNBERRY.R, C 

8403300141 

90-879 

R 

TUCKER, H B. 

0403070810* 

90-413 

Q 

TAHVILI, T. 

6403S3011 1* 

90-899 

P 

THORNBURa, H D. 

0401830660* 

90-389 

9 

TUCKER, H. B 

0403070352 

90-367 

P 

TAKEUCHI) K. 

B403S3020B 

NUREO 


THORPE. J R 

8403090070 

90-819 

P 

TUCKER, H. B 

8403000837 

90-869 

V 

TALBDTi R. 

B403010D04* 

CONTRACT 


THORPE, J. R 

8403190307 

PR 


TUCKER, H a 

S403090222 

50-369 

F 

TAM) P. 

8403070387 

90-334 

P 

THORPE, J R, 

8403890019 

90-819 

H 

TUCKER. H. a 

0403090226 

50-413 

a 

TAM)P 8, 

8403160061 

90-334 

P 

THRDN, R. W 

8403830098 

PR 


TUCKER, H. B 

S403090241 

60-413 

8 

TAMBLINO)T. N 

8403190096* 

90-183 

Q 

TIDABACK, A J. 

8403000204* 

FOIA 


TUCKER, H 8. 

0403090894 

50-269 

F 

TAN) C. P. 

B31O310479* 

90-329 

A 

TIETZ, 0. 

8403090294 

90-294 

F 

TUCKER, H D 

0403090876 

50-369 

F 

TANNER) J. E. 

B4031 90449 

NUREO 


TILLMAN, A. 

8403020241* 

90-890 

0 

TUCKER, H. B 

0403120190 

50-370 

B 

TANNER) R. L 

8403130376 

PR 


TILLMAN, A. 

8403190160* 

90-299 

3 

TUCKER, H, fl 

8403120193 

90-413 

E 

TAPERT* A. C, 

8403090814 

PR 


TIMO, D P. 

0408100899 

TOPREP 


TUCKER, H. B 

8403120173 

90-370 

8 

TAUZIN) a. 

8403140808* 

90-302 

U 

TiPPB.a fl. 

0403180031 

90-366 

0 

TUCKER, H.B. 

8403130086 

90-413 

A 

TAYLOR* D. F. 

8403190346 

90-387 

F 

TIPP8, 8 B. 

8403160031 

90-366 

s 

TUCKER, H. fl 

8403130104 

90-413 

A 

TAYLOR) J. A, 

B4O3O90S13 

90-338 

B 

TIPPS, 8 B. 

8403160044 

90-381 

9 

TUCKER, H, B. 

0403130167 

90-370 

S 

TAYLOR) %1. A 

8403120176 

90-338 

P 

TIPPS. 8 B, 

8403190026 

90-366 

a 

TUCKER, H B 

0403130332 

90-367 

s 

TAYLOR* J A. 

8403190080 

90-338 

B 

TIPPS, 8. 8 

8403860006 

90-366 

a 

TUCKER. H, B 

6403 130341 

90-370 

p 

TAYLOR) J A 

8403190396 

90-338 

B 

TIPPS, 8. B 

8403860119 

90-366 

B 

TUCKER, H. B 

0403140231 

90-369 

F 

TAYLOR* J. H 

8403190241 

TOPREP 


TIPPS, 8. B 

0403860191 

90-366 

8 

TUCKER, H B. 

840319006 5 

90-413 

8 

TAYLOR, J, H 

B4033O0179 

TOPREP 


TISON, J, C. 

7911180366* 

90-318 

P 

TUCKER, H, fl. 

8403190188 

50-413 

8 

TAYLOR, a J 

8403880118 

WASTE MOT 

TKACHVK, J. W, 

8403060933 

NUREO 


TUCKER, H B 

8403190138 

50-370 

8 

TAYLOR,?, A. 

8403 160224* 

90-413 

Q 

TOBIAS, M L, 

8403190819 

NUREO 


TUCKER. H H 

8403150156 

90-369 

P 

TAYLOR) P. A 

8403160370* 

90-413 

a 

TOBIN, W 

8403160016* 

90-390 

a 

tucker, H. B, 

8403160088 

90-413 

A 

TAYLOR, R. 8. 

B4031Q0219* 

90-44 9 

a 

TOLL, J. S. 

8403210124 

90-166 

p 

TUCKER. H fl. 

0403160143 

90-413 

0 

TAYLOR, T. J. 

8403080174 

WASTE HOT 

TOLSON) V. 

0403070198 

CONTRACT 


TUCKER, H. B 

0403160177 

90-413 

A 

TAYLOR) T. J. 

8403800314 

UABTE HOT 

TOMPKINS, B. A. 

8403090066 

90-937 

0 

TUCKER, H B 

B403160216* 

90-413 

a 

TEDESCO)R,L. 

B1100Q0618N 

90-460 

A 

TOMPKINS. B. A 

8403060179 

90-879 

0 

TUCKER, H. B. 

6403160293 

90-413 

0 

TEDEBCO) R. L. 

8111800819* 

90-397 

A 

TONOUE, T, 

8403120137* 

90-237 

a 

TUCKER. H B. 

8403160277* 

90-413 

a 

TEDPORD, C. F. 

84d30 90106 

PR 


TONCUE. T. M. 

0403180079* 

90-837 

0 

TUCKER, H B 

8403160313* 

90-369 

0 

TEDFORO) C. F. 

8403890363 

PR 


TOTH, A D 

8403000870* 

90-397 

a 

TUCKER. H B, 

S4031702S7 

90-369 

p 

TEtCHKANN) T 

8403010041* 

FQIA 


TOUBLEV, D, R 

B4033O0843 

HASTE MOT 

TUCKER, H B 

64031 902B9 

PR 


TELLOCK) H. C 

8403890098* 

FOIA 


TOWNSEND, B 

0403280216 

CONTRACT 


TUCKER, H B 

6403170303 

90-370 

B 

TEMPLE, 0. M, 

8403080198* 

90-988 

a 

TOWNSEND, B. 

6403880896 

CONTRACT 


TUCKER, H. B. 

8403190374 

90-413 

A 

TEPBL, R. C, 

B4038O039B 

NUREO 


TOWNSEND, B. 

0403380279 

CONTRACT 


TUCKER, H B 

840380001 0 

90-269 

R 

TEPER, D. C. 

8403080186 

90-484 

0 

TOWNSEND, 8. 

0403830198 

contract 


TUCKER, H B 

0403800078 

90-413 

E 

TERC, N. M. 

8403810094* 

90-320 

a 

TOWNSEND, D. L 

B403080069 

CONTRACT 


TUCKER, H B 

8403800183 

50-369 

R 

TERWILLIOER, L. 

84031 SOI 99 

XPDRTLIC 


trahm,t.r. 

0403010106 

90-454 

A 

TUCKER, H. B 

6403800169 

90-413 

A 

THAOANZ)A. C. 

8308040003* 

90-886 

p 

TRAMM, T. fi. 

0403010180 

90-4 9 4 

E 

TUCKER, H 8 

6403800281 

90-413 

F 

THEOFANOUa, T. «, 

B403830216 

90-937 

A 

TRAMM, T. R. 

8403010130 

90-494 

a 

TUCKER, H B 

0403820038 

90-369 

P 

THEROUX, R.R. 

6403810038 

90-880 

S 

TRAMM, T. R 

8403010886 

90-4 94 

E 

TUCKER, H. B 

B40 3320074 

90-413 

A 

TH1E8) A. C. 

6403070331* 

90-413 

0 

TRAMM, T, R. 

8403060849 

90-494 

0 

TUCKER, H. B 

B40 3860034 

90-413 

A 

THW) T. 

B403080103 

<50-289 

R 

TRAMM, T. R. 

0403060349 

90-494 

E 

TUCKER, H B 

0403860073 

90-413 

A 

THOM) T. 

0403300136* 

90-899 

R 

TRAMM, T. R. 

8403880133 

90-494 

A 

tucker, h. b. 

0403870103 

90-413 

A 

THOHADBEN) B. R. 

0403130387 

PR 


TRAMM, T. fi 

8403260132 

90-494 

E 

TUCKER, H B 

B40387020 7 

90-269 

F 

THOMAS) B 

8403090008 

90-884 

Q 

TRAMMELL, C, 

8307180403* 

90-344 

P 

TUCKER, H.B 

8403270213 

90-413 

A 

THOMAS, B. 

0403090043 

90-10 

0 

treby, s. a, 

8403190047 

90-537 

0 

tucker, H, B. 

8403870230 

90-369 

F 

THOMAS. B. 

0403830107* 

90-10 

Q 

treby, s. a 

0403190116 

90-449 

e 

tucker, H B, 

0403270243 

90-369 

P 

THOMAB, B. P. 

0403880240 

CONTRACT 


treby, 8, A 

8403190140 

90-449 

0 

tucker, H. P. 

8403880102 

90-413 

F 

THOMAS, C, 0. 

0318190841* 

ACRS 


treby, 8, A. 

8403210102 

90-445 

0 

TUCKER, H B, 

8403890088* 

90-869 

0 

THOMAS, C. 0. 

8403020168 

90-13 

P 

trehan, N 

8403280181* 

90-201 

B 

TUCKER, H B 

840329014 8 

90-367 

P 

THOMAS, C. 0. 

8403070360 

90-9 

F 

trehan, n k 

8309160360 

90-281 

B 

TUCKER, H. 8. 

8403890844 

50-413 

s 

THOMAB. C. 0. 

B403 180894 

90-94 

P 

trehan, n k. 

8309860910* 

90-311 

S 

tucker, h b. 

B4038 90267 

60-369 

p 

THOMAS, C, 0. 

8403190178 

90-94 

P 

trehan, n r. 

8309260919 

90-011 

8 

tucker, H 6 

8403890276* 

90-413 

9 

THOMAB, C, 0, 

8403860340 

80-139 

F 

TREMBLAY, P. 

8403090884 

90-366 

a 

TUCKER, H 6 

8403300077 

90-413 

e 

THOMAS, C. 0. 

8403880069 

90-83 

P 

TRE8LER, H. 

0403120012* 

90-875 

0 

TUCKER, H B 

8403300107 

90-413 

A 

THOMAS, C, 0 

8403880068* 

90-B3 

P 

TRIPP, L, 

8403860173* 

90-334 

a 

TUCKER. H. a. 

8403300126 

90-413 

3 


PERSONAL AUTHOR INDEX 


ACCEBBION SUBJECT 
AUTHOR NUMBER CATEOORV 


KER.H B 

B4033D018B 

50-413 

A 

ANDiH J 

B4 03060209* 

50-322 

T 

AND. M J 

B4 03060295* 

50-322 

T 

rtAHISfK M 

B4 03030076* 

FDIA 


NER.S E 

B4 03060366* 

50-302 

P 

TLEi U R 

S4 03290 311 

PRM 


ETON. D R 

B4 03230 177 

IflREO 


RITZiR A 

&403300190* 

50-311 

a 

RICHtU T 

6403120019 

50-278 

8 

RICH. M T 

8403120085 

50-277 

s 

RICH. H T 

8403120175 

50-270 

s 

RICH. W T 

B4 031301 SB 

50-278 

5 

RICH. W T 

0403190190 

50-277 

R 

RICH. M T 

B4 03200 01 9 

50-277 

8 

RICH. w r 

6403270064 

50-277 

P 

EL. D 

8403010091 

CONTRACT 


ELi D 

8403010461 

CONTRACT 


EL. D 

8403050231 

CONTRACT 


EL. D. 

8403070029 

CONTRACT 


EL. D 

8403120221 

CONTRACT 


EL.D 

8403230071 

CONTRACT 


EL.O 

8403230159 

CONTRACT 


ELr D 

S403300309 

CONTRACT 


EL.O 

8403070039 

CONTRACT 


EL.O 

8403270286 

CONTRACT 


ARD. A 

B11I12D93S* 

50-460 

E 

ARO. A R 

8105140106* 

50-460 

A 

<EkriCZ.B 

8403020093 

50-213 

R 

ONE. A 

8403200269* 

50-402 

A 

lOHT. C. 

8403160319* 

50-413 

a 

’N.R T 

8403050170 

PT21 


V. 

8403020300 

50-317 

F 

< V 

84031 4D22B 

50-317 

p 

. V. 

8403150110 

50-317 

F 

. V 

8403150155 

50-317 

F 

EY.E E 

8403 090094 

50-261 

F 

EV.E E 

8403120076 

50-400 

V 

:V.E E 

8403150161 

50-261 

P 

;n. j 

8403150222* 

WASTE MOT 

BRUNT. E. E 

8402290008 

50-52B 

s 

DHUMT.E E 

8403010212 

50-528 

A 

BRUNT. E E 

8403020005 

50-528 

E 

BRUNT. E E 

8403090012 

50-528 

E 

BRUNT. E E 

8403090D77 

50-528 

S 

BRUNT. E E 

B4030900B7 

50-520 

S 

BRUNT. E. E 

8403090096 

50-528 

3 

BRUNT. E. E 

8403090122 

50-S2B 

B 

BRUNT. E E 

8403090167 

50-528 

S 

BRUNT. E E 

8403090197 

50-528 

3 

BRUNT. E E 

8403090258 

50-520 

3 

BRUNT. E E 

8403120032 

50-528 

3 

BRUNT. E E 

8403120069 

50-520 

3 

DBUNTfE E 

8403120113 

50-528 

S 

SHUNT. E E 

8403130449 

50-528 

3 

BRUNT. E E 

8403130461 

50-528 

B 

BRUNT. E E 

B40314D024 

SO- 5 28 

a 

BRUNT. E E 

8403160048 

50-528 

A 

BRUNT. E E 

8403160065 

50-528 

A 

BRUNT. E E 

8403190387 

PR 


BRUNT. E E 

84032001 1 5 

50-528 

S 

BRUNT. E E 

0403200160 

50-529 

S 

BRUNT. E E 

8403200186 

50-528 

8 

BRUNT. E E 

8403200226 

50-528 

S 

BRUNT. E E 

8403230006 

50-528 

s 

BRUNT, E E 

8403230019 

50-528 

3 

BRUNT. E E 

8403230039 

50-528 

3 

BRUNT, E.E 

8403230086 

50-530 

3 

BRUNT, E E 

8403230099 

50-528 

3 

BRUNT. E E 

84032301 13 

90-528 

3 

BRUNT, E E 

8403230132 

50-529 

8 

BRUNT. E E 

8403260014 

50-528 

F 

BRUNT. E E 

8403290236 

50-528 

A 

BRUNT. E E. 

8403300020 

50-528 

3 

BRUNT. E E 

8403300096 

50-528 

3 

CLEUE.H D 

8107200104* 

POIA 


DAATBELAAR 

8403080360* 

FOIA 


DYKE. vJ. M 

8403200358 

NUREO 


VLIET. J, 

84030(0030* 

50-289 

P 

VLIET. J 

8403010516 

50-289 

P 

VLIET. J 

84030204 1 S 

50-289 

P 

VLIET, V 

8403060472 

50-289 

P 

DENBERO. D 

8403120140 

S0-29S 

R 

denbursk. C. 

8403300030* 

50-434 

8 

DERSTEE^.F 

8403020112 

XPORTLIC 


DENALLE. D. J. 

8403070300 

S0-23S 

a 


AUTHOR 

ACCEBSION 

NUMBER 

SUBJECT 

CATEOORY 

VANDEWAULE. D J, 

8403190101 

50-255 

8 

VANDEUALLE. D J 

B40326O1 15 

50-255 

P 

VARELA. A A 

8403300076* 

50-322 

0 

VAROA.S A 

8401 120597* 

50-348 

P 

VAROA. 8 A 

8403010066 

50-305 

P 

VAROA.S A 

B4030L0171* 

50-250 

P 

VAROA.S A 

S403010173 

50-250 

F 

VAROA.S A 

B403O1O194* 

50-247 

P 

VAROA.S A 

6403020038* 

50-280 

P 

VAROA.S A. 

B403020156 

50-348 

P 

VAROA.S A 

B403020171 

SO-2B6 

F 

VAROA.S A 

8403020178 

50-247 

P 

VAROA.S A 

8403020184 

50-250 

P 

VAROA.S A 

8403020190 

50-315 

P 

VAROA.S A 

B4030S0217 

50-261 

P 

VAROA.B A 

8403060012* 

50-261 

P 

VAROA.S A 

8403060044 

50-286 

P 

VAROA.S A 

8403060504 

50-305 

P 

VAROA.B A 

B403060S08 

50-261 

F 

VAROA.S A 

8403070321 

50-305 

P 

VAROA. S A 

8403070382* 

50-348 

P 

VAROAi B A 

8403070389* 

50-334 

P 

VAROA. 8 A 

8403070390* 

50-247 

P 

VAROA, 8 A 

8403090145 

50-295 

P 

VAROA. B A 

8403090153 

50-334 

P 

VAROAi B a 

8403140199 

50-280 

Q 

VAROA. B A 

6403140200* 

50-280 

0 

VAROA. B A 

8403140224 

50-315 

P 

VAROAi B a 

6403140225 

50-305 

P 

VAROA. S A 

8403140300 

50-250 

0 

VAROA.B, A 

8403190150 

50-250 

p 

VAROA. 8 A 

8403190429 

50-250 

F 

VAROA.S A 

8403190450 

50-315 

P 

VAROA. 8. A 

8403210195 

50-348 

P 

VAROA.S A 

8403210197 

30-247 

P 

VAROA, S A 

8403210200* 

50-247 

P 

VAROA, 8 A 

8403260050 

50-272 

P 

VAROA, S A 

8403260294 

50-334 

P 

VAROA, S A 

8403280101* 

50-295 

P 

VAROA, S A 

8403280108* 

50-295 

P 

VAROA, 8 A 

6403280325 

50-334 

P 

VAROA, S A 

6403280329 

50-346 

F 

VAROA, 8 A 

8403300231 

50-247 

P 

VAROA, 8 A 

8403300233 

50-313 

F 

VAROA, S A, 

8403300296 

50-315 

P 

VARUEV.R A 

B403070171# 

50-322 

T 

VARNER, L 8 

6403120314* 

CONTRACT 


VARNER, L 8 

6403120345* 

CONTRACT 


VAS8ALL8, D, B 

6403050337 

50-265 

P 

VASEALLOiD B 

8403060022 

50-271 

F 

VABBALLO. D. B 

B4D3D60D34 

50-293 

F 

VA5SALL0,D B. 

8403060036 

50-220 

F 

VASBALLO. D B. 

8403060041 

50-263 

F 

VAB8ALL0, 0. B, 

B4D306004S 

50-333 

F 

VASSALLOiO 6, 

8403060050 

50-331 

P 

VASBALLO, D. B, 

B403060053 

50-324 

P 

VABSALLO.D 6, 

6403060063 

50-254 

F 

VASBALLO. D B. 

8403060067 

50-324 

P 

VABSALLOiD B 

6403060069 

50-324 

P 

VASBALLO, D. fi. 

B40306007S 

50-324 

P 

VASBALLO. D. B, 

6403060076 

50-239 

P 

VA38ALL0. D B. 

6403060471 

50-293 

F 

VA8SALL0. D B. 

6403060550 

50-331 

F 

VASBALLO, D B. 

6403060567 

50-324 

F 

VASBALLO, 0 B. 

6403060571 

50-259 

F 

VASBALLO. D, B. 

8403090066 

50-324 

F 

VASBALLO. D B. 

6403130496 

50-220 

F 

VASBALLO. D B. 

8403140185 

50-263 

P 

VASBALLO. D. B. 

8403140236 

50-324 

F 

VASBALLO. D B 

8403140246 

50-333 

F 

VABSALLO.D B. 

8403140248 

50-293 

F 

VASBALLO. D B 

8403140252 

50-296 

F 

VASBALLO. 0. B 

8403140276 

50-296 

P 

VASBALLO. D B 

8403140265 

50-271 

F 

VASSALLO. D B 

8403140267 

50-324 

P 

VASBALLO. D B 

8403140291 

30-324 

Q 

VASBALLO. D B. 

8403140304 

50-333 

P 

VASBALLO, D. 8. 

8403140313 

50-331 

P 

VASSALLO. D B. 

8403140319 

50-331 

0 

VASSALLO. D, B 

8403150323 

50-259 

P 

VASSALLO. D. B 

8403300232 

50-293 

F 

VASSALLO. D, B 

8403300266 

50-333 

P 

VASSALLO. D, B. 

8403300268 

50-271 

P 

VAUOHAN.C.H 

84031 40172 

PR 


VAUONM, T. E. 

8403060225 

50-269 

F 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

VAY89IER. 0 
VERRELLI.D H 

8403080364* 

8402130400 

FOIA 

50-348 

<1 

VERRELLI, D M 

8402140189 

50-261 

Q 

VERRELLl. D, M. 

8403070007 

50-395 

a 

VERRELLI.D M 

8403070085 

50-395 

a 

VERRELLI.D M 

8403070094 

50-400 

a 

VERRELLI.D M 

8403070100* 

50-400 

a 

VERRELLI.D M 

8403070168 

50-416 

a 

VERRELLI.D M 

8403070179 

50-400 

a 

VERRELLI. D, M 

8403070186* 

50-416 

0 

VERRELLI. D, M. 

8403070193* 

50-400 

a 

VERRELLI.D M 

8403070206* 

50-416 

0 

VERRELLI. D M 

8403070218 

50-438 

a 

VERRELLI. D. M. 

8403070247 

50-416 

a 

VERRELLI. D M 

8403070307 

50-324 

a 

VERRELLI.D. M. 

8403160008 

50-390 

a 

VERRELLI, D M 

8403160100 

50-416 

a 

VERRELLI, D. M 

8403160142 

50-348 

a 

VERRELLI.D M 

8403160201 

50-390 

a 

VERRELLI, D. M. 

8403160209 

50-390 

F 

VERRELLI.D M. 

8403160214 

50-390 

a 

VERRELLI, D M 

8403160217 

50-327 

a 

VERRELLI.D. M 

8403160232 

50-259 

a 

VERRELLI.D. M. 

8403160237 

50-390 

a 

VERRELLI.D N 

8403160271 

50-390 

a 

VERRELLI.D. M 

8403160274* 

50-261 

a 

VERRELLI.D. M 

8403160305 

50-395 

a 

VERRELLI.D M 

8403160336 

50-416 

F 

VERRELLI, D, H 

8403160350 

50-390 

a 

VERRELLI, D. M. 

8403160374* 

50-370 

0 

VERRELLI.D M 

8403160382 

50-261 

a 

VERRELLI.D M 

8403290019 

50-348 

a 

VERRELLI.D M 

8403290042 

50-390 

a 

VERRELLI.D, M. 

8403290078 

50-348 

a 

VERRELLI.D M 

8403290086 

50-324 

a 

VERRELLI.D, H 

8403290089* 

50-348 

a 

VERRELLI.D M 

8403290117 

50-259 

F 

VERRELLI, D, M, 

8403290151 

50-416 

a 

VERRELLI.D H 

8403290163 

50-400 

a 

VERRELLI.D, M, 

8403290169* 

50-400 

a 

VERRELLI.D. M 

8403290198 

50-400 

a 

VERRELLI, D, M 

8403290201 

50-390 

a 

VERRELLI.D M 

8403290237 

50-259 

a 

VERRELLI.D M, 

8403290284 

50-395 

V 

VE8ELY, U. 

VIETTl. A, 

8403010041* 

8403010444 

FOIA 

50-498 

A 

VILLFQRTH, J C 
VILLFORTH, J, C. 

8403090106 

8403160026 

PR 

50-352 

D 

VISSINfl.a. 8 

8403050053 

50-346 

p 

VITO. D. 

8403290191* 

50-289 

a 

VOeLER. B. H 

8403140115 

50-352 

e 

VDOLER, B. H. 

8403140116 

50-352 

<3 

VaOLER, B. H 

8403190173 

50-352 

0 

VaOLER, B, H. 

6403290376 

50-454 

M 

VflOLER, B H 

8403290399 

50-352 

0 

VQOLER, B. H 

8403290400* 

50-352 

0 

VOKAL.D J 

8403130050 

50-329 

8 

VOKAL, 0. J. 

8403130254 

50-329 

0 

VOKAL.D J 

8403 130292 

50-329 

8 

VOLOENAU, E 

VDLOENAU, E. 
VOLOENAU. E 
VOLOENAU, E 
VOLOENAU. E. 
VOLOENAU, E 

VOLOENAU, E. 
VOLOENAU, F 
VOLLMER, R, H 
VOLLMEB.R H 

8403080095* 

8403080112* 

8403080122* 

8403080132* 

8403080156* 

8403080160* 

8403080190* 

B4030B0092* 

8309120556* 

8403010282* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

60-329 

A 

VOLLMER. R. H. 

840308031 6* 

50-247 

F 

VOLLMER, R. H 

8403080426* 

50-275 

P 

VOROERBRUEOeEN 

8402140022* 

50-528 

0 

VORDERBRUEOOEN 

6403270139* 

50-528 

0 

VUHBACQ, F. J 
VUMBACO, F. J, 

VUHBACQ, F. J 

MADE. L 

MADE, L 

MAfiNER, A. 0. 

8403050144* 
84030501 SO* 

8403220092* 

8403140189 

8403230069 

8403070216* 

40-672 

40-672 

40-672 

PRM 

PRM 

50-416 

0 

MAONER, D 

8403060552 

50-354 

A 

MAONER. D H, 

8403050369 

50-354 

F 

WAONER, D. H. 

8403150259 

50-354 

A 

MAONER, M E. 

8403140111 

30-289 

0 

MAONER. N E, 

8403160007 

30-289 

s 

MAONER, H. E, 

8403190187 

50-289 

0 


PERSONAL AUTHOR INDEX 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

HUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

UAGNER.H E 

B<I03Z10II>9 

90-416 

o 

WEISS, E R 

8403360382 

go-289 

0 

WETTERHAHN, M J 

B10307023B* 

50-352 



B403210169 

90-289 

0 

WEISS, E R 

8403290005 

90-209 

F 

WETTERHAHN. M J 

8103190021 

so-3sa 


WAGNER 1 M E 

8403270304 

90-209 

o 

WEISS. E R 

B403300259 

50-289 

0 

WETTERHAHN. M J 

8403150024 

50-352 

( 

MAONERi M E 

840327031 B 

90-416 

6 

WELCH, 8 E 

B403270271 

50-319 

F 

WETTERHAHN, M J 

8103160010 

50-392 

f 

WAONERj P C 

B403 130291 

90-267 

P 

WELLS, 0. A 

8403060173* 

90-311 

a 

WETTERHAHN, M J 

6403160010 

50-352 


WAGNER. P C 

B4D31900B3 

50-267 

P 

WELLS, D A 

8403060177* 

50-311 

Q 

WETTERHAHN, M J 

8403200060 

50-352 


WAGONER. B R 

B40 327032? 

RES 


WELLS, D A 

840312000? 

50-311 

5 

WETTERHAHN, M J 

8103200060 

50-352 

f 

WAH1« K. K 

B403260393« 

WASTE MOT 

WELLS. D A 

B40312006B 

50-341 

s 

WETTERHAHN. M J 

0103200090 

50-352 

c 

NAITEi r s 

S403080270* 


Q 

WELLS, D A 

8403 1201 99 

50-311 

S 

WETTERHAHN. M J 

8403200090 

50-352 

f 

U* tJ 

8403070249 

90-259 

s 

WELLS, D A 

8403120160 

50-341 

S 

WETTERHAHN, M J 

B103210103 

50-332 

•- 

WALKER, J B 

B403070293 

SO-259 

8 

WELLS, D. A 

8403190079 

50-311 

8 

WETTERHAHN. M J 

8403210103 

50-352 


V^ALKtHi tJ 

B4032000a7 

90-276 

8 

WELLS, 0. A 

8403260127 

50-311 

a 

WETTERHAHN. M J 

8103270012 

50-352 

U 

WALKER* R, 

B403130423 

90-263 

S 

WELLS, R W 

8403130277 

TDPREP 


WETTERHAHN. M J 

8403270012 

50-332 

fj 

WALKER. R 

8403190013 

50-374 

s 

WELLS. R. M 

8403130277 

TOPREP 


WETTERHAHN, M J 

0103270012 

90-352 


WAUK^Ri K 

B403190076* 

50-373 

a 

HELLS, R W 

8403140131 

TPPREP 


WETTERHAHN, H J 

0403270042 

50-352 

1 

WALKER, R. D 

8403120079* 

50-237 

Q 

WELLS. R W 

8403140131 

TOPREP 


WETTERHAHN, M J 

B103270060 

50-352 


HALKtiKf K U 

S403120133* 

90-331 

0 

WELT. M A 

B4030B0040* 

FOIA 


WETTERHAHN, M J 

8103290384 

90-332 

fj 

WALKER. R. D 

8403120137* 

90-237 

a 

WELT. M A 

B4030B0046* 

FOIA 


WETTERHAHN, M J 

6103290384 

90-352 


WALKER. R D. 

B403120149* 

90-263 

□ 

WELT. M A 

S403080099* 

FOIA 


WETTERHAHN, M J 

0103290392 

50-4 58 

u 


B403270I92 

90-267 

I 

WELT. M A 

8403080078* 

FOIA 


WETTERHAHN, M J 

S103290392 

50-13B 

G 

WALKER. R. a 

G403070a7B» 

90-289 

u 

WELT, H A 

8403000084* 

FOIA 


WETTERHAHN. H J 

8403300127 

50-352 

,j 

WALLER. W. K. 

8403010349 

27-40 


WELT. M A 

B4O30B00S9* 

FOIA 


WETTERHAHN, M J 

8403300127 

50-352 

(J 

WALLING. Q E 

84030202SB 

90-389 

8 

WELT. N A 

B4O30B0137* 

FOIA 


WETTERHAHN. M J 

8403300120 

50-352 

Q 

WALLO. E. W. 

8403190049* 

80-237 

P 

WELT. H A 

B4030BD19D* 

FOIA 


WETTERHAHN, M J 

0403300120 

50-352 


WALBH. M 

8403070181* 

50-449 

0 

WELT. M A 

S403DB0163* 

FOIA 


WETTERHAHN. M J 

0103300271 

90-352 

Q 

WALTON. 0 A. 

B40214003B* 

90-920 

Q 

WELT.N A 

8403080168* 

FOIA 


WETTERHAHN, M J 

8403300271 

50-352 

0 

WALTONj 0 A 

8403220139* 

90-412 

a 

WELT, M A 

S4D30B0172* 

FOIA 


WETTERHAHN. M J 

8103300274* 

50-3 52 

0 

WARD* J 0* 

B40309010& 

PR 


WELT.N A 

6403080189* 

FOIA 


WETTERHAHN, M J 

8103300274* 

50-332 

o 

WARD* K. D, 

84O3190Z0B* 

90-234 

Q 

MEW, P 

8403290191* 

50-289 

Q 

WHEELER, L 

8107I401BS* 

50-508 

Q 

WAREMBOURGi D. 

84030101 lA 

90-267 

8 

WENNEfi.T J 

S4O3O703 1 B» 

50-329 

Q 

WHEELER, L L 

8204290697* 

50-500 

A 

WAREMBDURO, D 

B403010134 

90-267 

8 

WENSLAM8KI. F A 

S4030600DB 

50-206 

Q 

WHICHER.J M 

0403060079 

90-154 

0 

WAREMBDURO. D 

B4031A0229 

90-267 

P 

WENSLAHSKI. F A 

0103060019* 

50-206 

0 

WHICHER.J H 

8103160002 

90-194 

0 

WAREMDOURO. D 

B4031 90344 

90-267 

R 

WEWSLAHSKl. F A 

B403060165 

50-113 

Q 

WHICHER.J M 

8103160002 

90-454 

0 

WARENBOURO. D 

8403220063 

90-267 

8 

WENSLAWSKt. F A 

8403060172* 

SO- 113 

Q 

WHICHER.J. M 

8403160019 

90-454 

0 

WAREUBOURO, D, 

B403270192 

90-267 

I 

WEWSLAWSKI, F A 

B4D3060416 

70-1297 


WHICHER.J M 

8103160019 

90-434 

« 

WARENBOURO, D. W. 

B403010101 

50-267 

P 

WEN8LAU8KI, F A 

B4030B006 1 

50-312 

Q 

WHICHER.J M 

8403260391 

50-4 5 4 

0 

WARENBOURO. D W 

8403010107 

90-267 

S 

WENSLAHSKI. F, A 

B4030B007 9* 

50-312 

a 

WHICHER.J M 

8103260391 

50-4 5 4 

0 

WARENBOURO. D. W 

B403090UE 

90-267 

G 

WENSLAHSKI. F A 

B4031 90367 

90-206 

Q 

WHIPPLE, 3 

8403020072 

90-29 

R 

WARENBOURO, D, W. 

B403160303 

90-267 

8 

WENSLAHSKI, F A 

0103190373* 

50-206 

Q 

WHIPPLE, S 

8103300083 

90-29 

R 

WARENBOURO. 0 W 

8403160326 

90-267 

Q 

HEWSLAH3KI. F A 

S403270231* 

70-1257 


WHITE, M 0 

0103010396 

WABTE MOT 

WARWICK. R F 

B403060389 

90-329 

a 

WEWIINOER, E C 

0103290023* 

FOIA 


WHITE, h P 

0403160096* 

90-412 

A 

WARWICK. R. F 

04O3OBO198* 

FOIA 


WENZINOER. E C 

8403290029* 

FOIA 


WHITE, W H 

8103120010* 

90-275 

0 

WARWICK, R F, 

B40319031S 

90-398 

a 

WE8C0TT. H, N 

8403020308* 

SO-443 

a 

WHITENSR.H L 

0403070017* 

50-413 

0 

WARWICK. R F 

B403230043 

90-329 

R 

UESLEY.D A 

8403110026* 

30-329 

A 

WHITENER.H L 

0103070338* 

90-413 

a 

WARRICK. J W 

840323013? 

90-275 

R 

WESLEY, D A 

8103200192* 

90-423 

A 

WHITENER.H L 

8403160339* 

90-259 

Q 

WA8TLER, B. L 

8403230197* 

40-0749 


WESSNAN, R 

0103020032* 

50-267 

P 

WHITMAN,!) 

B403270013 

90-296 

F 

WATKINB. L, B 

8403140009 

90-490 

0 

WEST. J M. 

0103200085* 

90-470 

K 

WHITTIER, 0 0 

8103060094 

90-309 

p 

WATKINS. L B, 

B4D3140012* 

90-498 

0 

WESTAFERi G R. 

BIO 20601 19 

50-302 

P 

WHITTIER, G D 

8103130047 

50-309 

R 

WATKXNfil Li b* 

8403140012* 

90-498 

B 

WESTAFER, 0. R 

8103010072 

50-302 

F 

WHITTIER, 0 D 

8103220192 

90-309 

P 

WATT. E. 

S403300130 

90-202 

F 

WESTAFERiG R 

S4030602B3 

50-302 

R 

WHITTIER, G D 

8103230036 

90-309 

P 

MATTS. R. J. 

B403230016 

90-322 

T 

WESTAFER, 0,1? 

8103060343 

50-302 

P 

WHITTIER, 0 D 

8403230012 

50-309 

P 

WATTS, R. J. 

8403230032 

90-322 

T 

WESTAFER. 0 R 

8403060399 

50-302 

P 

WHITTIER, 0 D 

8103270138 

50-309 

P 

MATTS. R. J 

B403230D48 

90-322 

T 

WESTAFER, 0. R 

8403060364 

50-302 

P 

WHITTIER, G D 

8103290296 

90-309 

R 

WaY YB* W. U 

B40323D073 

90-322 

T 

WESTAFER, O.R 

8403060402 

50-302 

0 

WICHMAN.K R 

8403290046* 

FOIA 


WEBER, U. 

B4030B02S1* 

90-279 

E 

UESTAFER.G R 

8403090193 

50-302 

s 

WlCHMANiK R 

8103290069* 

FOIA 


WEBER, H F. 

8403190447 

WASTE NOT 

WESTAFER, 0 R 

8403120130 

50-302 

p 

WICKS, F. 

8403060204 

50-229 

F 

WEEKS. E. D. 

8^03020006 

90-133 

R 

WESTAFER, 0 R 

8403160036 

30-302 

R 

WICKS, F 

8103200229 

90-229 

R 

MEEKS. E, D 

8403300079 

90-133 

R 

WESTAFER, 0 R 

8403160319 

50-302 

P 

WICKS, F 

8103260196 

90-225 

R 

Wc^lL* L. H 

84030B0108* 

FOIA 


WESTAFER, 0 R 

8403200038 

50-302 

P 

WIDHER. T E 

8103130099 

90-387 

R 

WEINER. B. R, 

B403 130236 

PR 


WESTAFER, O.R 

8403200265 

50-302 

P 

WIECHMANN, 8 M 

8403200022 

90-344 

J 

WEINKAN. E wl. 

B403140196 

90-498 

F 

WESTAFER, 0 R 

0103230014 

50-302 

P 

WIECHMANN, 8 M 

B4032B001 1 

90-344 

J 

WEiNKAn* £• 

B4D3300292 

90-498 

A 

WESTAFER, 0 R. 

B403230062 

50-302 

P 

WIEOEMAN.D G 

8403060201 

40-8830 


WEISEi 8. 

B40316D3S9* 

90-261 

a 

WESTAFER, 0 R, 

0403290199 

50-302 

P 

WIEOEMANi D. G 

8403060210* 

40-8830 


WblBHAHYLti U. 

B403070231* 

90-322 

T 

WESTAFER, 0. R 

B403300111 

50-302 

8 

WIEOEHAN.D 0 

8403000108* 

FOIA 


WEISNANTLE. U. A, 

B4030701SB* 

90-322 

T 

WESTS ERG, R. 

B403060176* 

50-266 

0 

WIEOER.A V 

01031 20 185* 

90-361 

a 

WEI8NANTLE. J. A 

B403070160* 

90-322 

T 

WE8T0VER, A. J 

8403280054* 

50-341 

H 

MIEHE, J 

8403130471* 

90-320 

a 

WEISNANTLE. U. A. 

8403070171* 

90-322 

T 

WESTPHAL.B 8. 

B403 120020 

50-373 

S 

WIEN, B. 0 

8103130219 

PRM 


UeiBHANTLE. U A 

B403070190* 

90-322 

T 

WESTPHAL, B. B 

0403190117 

60-373 

8 

WIENER. J. L 

840327021 1 

90-41* 

H 

WEISNANTLE. J. A 

8403070199* 

90-322 

T 

METHY. C. N, 

8403060340 

50-339 

F 

WIESELHAN, K 

8403000200 

FOIA 


WEZtiHANTLEf \J, A. 

B403070196* 

90-332 

T 

WETTERHAHN, N. 

B4030600B1 

50-392 

a 

WIESEMANN.R A 

8103070302* 

90-423 

A 

WEISNANTLE, J A. 

8403070201* 

90-322 

T 

WETTERHAHN, M, 

B403060081 

90-392 

0 

MIESENANN.R.A. 

8103190399* 

90-413 

A 

WEISNANTLE. J, A. 

8403070204* 

90-322 

T 

WETTERHAIM, H J 

8403020099 

90-392 

0 

WIESEMANN.R A 

8103210020* 

TOPREP 


WEISNANTLE. J A, 

B403070207* 

90-322 

T 

WETTERHAHN, M J 

8103020125 

90-392 

0 

WIESEMANN.R, A 

8403260201* 

90-244 

P 

WEISNANTLE. J. A 

8403070211* 

90-322 

T 

WETTERHAHN, M. J, 

8103020125 

90-392 

0 

WIESEMANN.R A. 

8403290279* 

90-36? 

P 

WEISNANTLE. J. A, 

8403070214* 

90-332 

T 

WETTERHAHN, N. J 

8103020129 

90-392 

T 

WIESEMANN.R A 

8103300116* 

90-413 

A 

WEISNANTLE. J A. 

8403070220* 

90-332 

T 

WETTERHAHN, M J. 

8103020129 

50-392 

T 

WIOOINS. E. J. 

8403070009 

CONTRACT 


WEISNANTLE. J, A. 

8403070222* 

90-322 

T 

WETTERHAHN, M. J, 

8403020163 

90-392 

0 

WZQ6IN8.J T 

8103070319* 

90-392 

a 

WEISNANTLE. J A, 

B403070227* 

90-322 

T 

WETTERHAHN, M J. 

8403020163 

90-392 

0 

WIOC INTON, D. 

8403300247 

90-315 

p 

WEISNANTLE. J. A. 

B403230020 

90-322 

T 
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XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 
XPORTLIC 
XPORTLIC 
90-324 P 
PR 

90-324 P 
90-324 P 
50-261 P 
50-400 M 
90-324 P 

90-443 e 
50-392 0 

90-327 8 

90-369 8 

90-321 0 


ACCESSION BUBdECT 
AUTHOR NUMBER CATEGORY 


ZUKOR. D 

J 

84O31901B1 

90-327 

5 

ZUPKD, d 

M 

0402100176 

SO -272 

a 

ZUPKO, d 

M 

8403080013 

90-272 

s 

ZUPKO, d 

M 

8403080246 

50-272 

& 

ZUPKO, J 

M 

8403060292 

50-272 

s 

ZUPKD, d 

H 

840313D3B4 

50-311 

3 

ZUPKO, d 

M 

8403220037 

50-311 

S 

ZUPKO, d 

M 

8403220142 

50-311 

R 

ZUPKO, d 

M 

8403220191 

50-311 

S 

ZUPKO, d 

M 

0403220174 

50-272 

R 

ZUPKO, J 

M 

8403270079 

50-31 1 

5 

ZUPKO, d 

M 

8403270244 

50-272 

S 

ZURAKOUSKI,P R 

8403270221* 

70-1297 
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The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document, To obtain the accession number of the principal 
document under which the enclosure Is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 


AUTHOR 

affiliation 


Aamodts 

Acme -Cldvel and Co 

Advanced Hedlcal Systeini. Inc 

Advanced Technology, Inc 


Agricul t;urcf oept oF, Graduate School 
Ale Products & ChomicalB. Inc 

Air Transport Assoctatlan 
Air and Water Pollution Patrol 


Alabama Power Co 


ACCESSION 

NUMBER 


8403130013 

B403S‘S024S 

0403010079 

S4030S0400 

B403060tll2« 

S403060134e 

B4031203144 

84031R0349« 

8403200371 

B40320019U 

840314015^ 

a4032B0Sa& 

84032202B& 

8403220SS?« 

B4032BOSS9# 

B403SB0234e 

B4032S0234* 

B403290378 

8403290378 

B403290399 

04O3B9O397# 

Q4030101294 

84030101374 

S4030101414 

B40301D1464 

84030101324 

8403010132# 

B40S010136# 

8403010136# 

8403010163# 

8403010417 

8403010422# 

8403010428# 

8403060129 

8403060129 

8403080077 

8403080077 

84030BOOB1 

8403080031 

8403080086# 

B4O30a00B6» 
8403080148 
8403080148 
8403080198 
84030801 Sa 

8403080195# 

8403080199# 

8403080272 

8403080272 

8403090243 

B40309029S 

8403090303 

8403130031 

8403130031 

8403130038# 


SUBJECT 

CATEODRY 


30-289 0 

30-289 0 

aA999 
FDIA 
FOIA 

FOIA 

CONTRACT 

CONTRACT 

XPORTLIC 

XPDRTLIC 

PR 

30-332 0 

30-392 0 

30-352 0 

30-332 0 

30-332 0 

30-332 0 

30-392 0 

30-332 Q 
30-332 0 

30-332 0 

30-348 P 
90-348 P 
30-348 P 
30-348 P 

30-348 P 
50-348 P 
80-348 P 
30-348 P 
30-348 P 

SD-364 8 

50-364 8 

30-364 a 
90-34B 0 

SO-34B 0 

30-348 F 
30-348 F 
30-348 P 
30-348 P 
30-348 P 

50-348 P 
30-348 P 
30-348 P 
30-348 P 
30-348 P 

30-348 P 
30-348 P 
30-348 P 
30-348 P 
30-348 8 

30-348 P 
30-348 F 
30-348 P 
30-348 P 
30-348 P 


AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

cateodrt 


8403130038# 

80-340 


8403130433 

30-340 


8403130433 

90-340 


8403130463# 

30-340 


8403130463# 

90-340 


8403140210 

30-340 


8403140212 

30-340 


8403130035 

30-340 


8403130084 

30-340 


8403160269# 

30-340 


8403230134 

90-340 


S403260017 

90-340 


8403260026# 

30-340 


8403260032# 

90-340 


8403260040# 

30-340 


8403260046# 

30-348 


8403260227 

90-340 


8403260227 

30-340 


8403260234# 

90-348 


8403260234# 

90-340 


8403280037 

90-348 


8403280037 

90-340 


8403280044# 

90-340 


8403200044# 

90-348 


8403280109 

90-340 


8403280198 

90-348 


8403290084# 

90-340 


8403290319 

90-348 


8403300077 

90-340 


B403300134 

90-364 


8403300172 

90-348 

Alaska, Unlv afi Fairbanks 

S403290311 

PRM 

Allied Chemical Carp. 

8403230097 

40-3392 

8403230100# 

40-3392 

American College op Radiology 

840321 001 2 

PR 

American Nuclear corp. 

8403200323# 

40-4492 

8403220043 

40-4492 

American Society oP Mechenical Engineers 

84030 t0049« 

CONTRACT 

Anaconda Co. Isubs. op At lant 1 c-R 1 chplel d 

84030 10082 

0A999 

CO. > 

Analysis t< Technology, Inc. 

e403060499« 

CONTRACT 

Anch or/Darl Ing Valve Co (subs oP 

Anc hor/Oarl Ing Indwetrlee, Inc.) 

8403120114* 

0A999 

8403270097# 

0A999 

Anthony, R. L 

8403190132 

90-392 

6403190138# 

90-392 


8403190142* 

90-393 

Applied Radiation Protection Barvices 

8403090178 

PR 

8403090183* 

PR 

Applied Science Assoctafcee, Inc 

ArBonne National Laboratory 

8403300323 

NUREO 

8403070114 

NUREO 

B4031 40339 

ACR8 


0403190317 

PR 


0403300261 

NUREO 


8403300383 

NUREO 


549 
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AUTHOR 

AFFILIATIPM 

Ariiona Public Service Co 


Aritona< Btabn of 
Arkansas Pouier b Light Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 

BAOR 1 40028a 50-523 Q 

B402 1 40032a 30-523 3 

340214D037a 30-523 Q 

B402 1 40052a 30-523 Q 

3402270008 30-523 S 

3402270008 50-523 3 

04O227OOOB 50-523 9 

3403010212 50-528 A 

0403010212 50-528 A 

0403010212 50-528 A 

8403020005 50-523 E 

0403070012 30-523 E 

8403070012 50-523 E 

0403070012 50-523 E 

0403070077 50-523 0 

0403070007 50-528 S 

0403070087 30-323 S 

0403070007 50-523 S 

0403070096 30-523 8 

8403070096 50-523 S 

0403070096 50-528 B 

0403070122 50-528 0 

0403070167 50-528 3 

0403070167 50-528 3 

0403070167 50-528 0 

0403070197 50-520 S 

0403070197 50-528 S 

B4O3O7O2S0 50-520 8 

0403070250 50-520 S 

0403070250 50-520 3 

0403120032 50-528 8 

8403120032 50-528 0 

0403120032 50-520 8 

0403 I 20067 50-520 8 

B40312D067 50-528 8 

8403120067 S0-52B 8 

84031201 13 30-520 S 

8403130447 50-520 9 

0403130447 S0-52B 9 

0403130447 50-S2B S 

B40313D461 50-528 8 

8403130461 50-528 8 

8403130461 50-528 8 

8403140024 50-528 0 

0403160048 50-528 A 

0403160040 50-S2B A 

8403160048 50-520 A 

04O316OOS2a 50-520 A 

04031600 52# S0-52S A 

04O3t6OO52a 50-528 A 

8403160065 SD-52B A 

8403160065 S0-52B A 

0403160065 50-528 A 

0403170387 PR 

04032001 IS 50-520 S 

0403200115 50-528 8 

8403200160 50-527 9 

8403200160 50-527 S 

8403200186 50-528 S 

8403200226 50-528 9 

8403200226 50-528 8 

8403200226 50-528 9 

9403230006 50-528 8 

0403230017 50-528 9 

0403230039 50-528 9 

8403230039 50-528 8 

8403230037 50-528 9 

8403230086 50-530 8 

9403230099 50-528 8 

9403230097 50-520 S 

8403230099 50-528 S 

04032301 13 50-528 0 

8403230132 50-529 8 

8403260014 50-528 F 

8403260014 50-520 F 

B4D3260O14 SO- 528 F 

0403290236 50-528 A 

8403300020 50-528 0 

0403300020 50-528 8 

0403300020 50-528 9 

8403300096 50-528 8 

8403090106 PR 

8403290263 PR 

6403020075 50-313 R 

0403020081 50-36B R 


AUTHOR 

AFFILIATION 


ACCESSION 6UDJECT 

NUMBER CATEOORY 


Arkansas) 9tate of 
Areiyi Dept op 

Areiy) Dept ofi Corpo oP Enginaars 
Aspen Bystetnsi Inc 

Atlas Minerals) Inc 


Atom Sciences) Inc 
Atomic Industrial Forum 
Australia) Oovt op 


Automation Industries) Inc 


BUR Ouners Group 


Babcock b Milcoi Co 


Babcock b Wilcox Operating Plants Ouners 
Group 

Dailey Controls Co (subs. oP Babcock b 
Wilcox Co ) 


84030501 SB 

8403060179 

B403060203S 

8403060203# 

8403060308 

B403060384 

B4030603SO 

8403060430 

8403060430 

8403070137 

0403070177 

0403070301 

0403120011 

8403120011 

8403130024 

8403130324 

8403130347 

8403130437 

8403130473 

8403150037 

0403150041# 

8403200174 

8403200179 

8403200179 

8403200100# 

8403200180# 

8403200181a 

0403200181# 

1403200246 

8403200251# 

8403200251* 

0403200258# 

0403200258# 

8403220020 

8403230091 

8403260051 

8403260051 

0403260137 

8403260157# 

8403260157* 

8403270250 

0403280094 

8403280074 

8403290127 

0403300060 

0403300164 

8403140147 

8403210107 

0403280052# 

0403070373# 

0401120171 

8401120180# 

8403150242 

8403150264 

8403150280 

0403230267 

8403300312* 

8403190317 

8403220264 

8403280277 

8403210001 

0403210005# 

8403210010# 

8403300008 

8403020226 

8403120127 

8403200129 

8401240315# 

0403010162 

B403010I66# 

0403020167 

8403050110# 

8403050114# 

8403050118# 

8403070147# 

B403070153# 

0403130090# 

0403130076# 

0403170241 

6403170246# 

0403300015# 

8403300179 

0403140072 

0403130167 


50-313 p 
50-313 p 
50-313, 0 

50-313 p 
50-313 R 

50-313 F 
50-313 F 
50-313 F 
50-313 F 
50-360 S 

50-313 p 
50-313 F 
50-313 P 
50-313 F 
50-368 8 

50-368 8 

50-368 S 
50-313 Q 
50-313 F 
50-313 p 

90-313 P 
50-313 F 
50-313 F 
50-313 F 
30-313 F 

50-313 F 
50-313 F 
50-313 F 
50-313 F 
50-313 F 

50-313 F 
50-313 F 
50-313 F 
S0-36B 8 

50-313 P 

50-313 P 
50-313 P 
50-368 Q 
30-313 P 
50-313 P 

50-368 8 

50-313 F 
50-313 F 
30-360 8 

50-313 R 

50-360 n 

PR 

PRM 

CONTRACT 

CONTRACT 

40-3453 

40-3453 

40-3453 

40-3453 

40-3453 

40-3453 

CONTRACT 

PR 

XPDRTLIC 

XPORTLIC 

40-6920 

40-6920 

40-6920 

40-6920 

TOPREP 

TOP REP 
TOPREP 

70- 27 

71- 6206 
71-6206 

70-27 
90-346 F 
90-346 F 
50-346 F 
70-27 

70-27 

0A999 

0A999 

TOPREP 

TOPREP 

70-27 

TOPREP 

TOPREP 

QA997 
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AUtVIOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEOORV 

AUTHOR 

AFFILIATION 

ACCEBSION 

NUMBER 

SUBJECT 

CATEODR' 

B403200076* 

0A999 



0403 19024 9 

40-8492 

Baltimore Oas it Electric Co B403020300 

90-317 

F 

Bechtel Corp 

8401130363 

TOPHEP 

8403020346* 

90-317 

0 


0403090100* 

90-318 

8403030098 

90-318 

P 


0403060226* 

0A999 

B403060109 

90-318 

8 


0403090014* 

30-528 

8403060263 

90-317 

P 


B403090020 

FOIA 

8403060263 

50-317 

P 


8403120019* 

90-279 

8403060400 

90-317 

P 


8403120019* 

90-279 

B40 306 0400 

90-317 

P 


8403120017* 

90-275 

B4031 30039 

90-318 

8 


8403120017* 

30-279 

8403130081 

90-318 

a 


8403120023* 

90-275 

8403! 30098 

90-317 

s 


8403120030* 

90-388 

8403130233 

30-317 

8 


8403130284 

0A999 

0403130279 

90-31 7 

B 


8403230100 

90-402 

0403130293 

90-317 

S 

Bend lx Csrp 

8403020374 

WASTE MOT 

8403130299 

90-317 

8 


8403200356 

HASTE MOT 

8403130303 

90-317 

R 


8403220229 

UA6TE MOT 

8403130303 

90-317 

R 

Bergen Pine* Hosp Paramus. NJ 

8403230030 

90-322 

0403130314* 

90-317 

R 

Oinder. Elster. Mendelson it Wheeler 

Inc 6403010044* 

CONTRACT 

0403130314* 

90-317 

R 

Dlatechnlca International. Inc 

6403140221 

PRM 

8403130333* 

90-317 

R 

Bishop, Libernan. Cook. Purcall S< 

8403070048 

90-413 

8403130334* 

90-317 

R 

Reynolds 



0403130334* 

90-317 

R 


6403120007 

30-500 

8403130336 

90-317 

8 


8403140013 

50-445 

0403130413 

90-318 

8 


8403140013 

90-445 





6403140020 

50-445 

840313O4S6 

90-317 

0 




8403130430 

90-318 

s 


8403140020 

90-445 

8403140036 

90-317 

J 


8403190032 

50-445 ■ 

84031 40220 

90-317 

F 


6403160029 

50-413 t 

8403130049 

90-317 

0 


8403200007 

50-413 > 





8403210170 

50-500 • 

8403150047 

90-317 

0 




04031 S0091 

90-317 

F 


0403210172 

30-500 r 

0403130110 

90-317 

F 


6403210189 

50-900 1 

0403130110 

90-317 

F 


8403260367 

90-413 

8403130133 

90-317 

F 


8403270031 

90-445 « 




Blanchard Valley Hosp FtndlaV' OH 

8403080204* 

FOIA 

8403150133 

90-317 

F 




0403160040 

90-317 

P 

Bor 9 -Warner Carp 

8403020079 

XPORTLIC 

0403160040 

90-317 

P 


8403190198 

XPORTLIC 

0403190018 

90-317 

F 

Boston Edison Co 

8403010324 

90-293 

8403190018 

90-317 

F 


8403010327* 

50-293 , 





B403070341* 

30-293 f 

0403190023* 

90-317 

F 




0403190023* 

90-317 

F 


8403090047 

90-293 ( 

8403190408 

90-317 

0 


8403090147 

30-293 , 

S403200003 

90-317 

R 


8403090132 

90-293 , 

B403300003 

90-317 

R 


8403120027 

90-293 





8403(30293 

50-293 

8403220032 

90-317 

F 




0403220052 

90-317 

F 


8403140107 

50-293 

0403220000 

90-317 

F 


B403140279* 

30-293 , 

04032601 12* 

90-317 

a 


0403150000 

90-293 

8403260236 

90-317 

P 


B403190I17* 

90-293 





B403I 30177 

30-293 , 

0403260248* 

90-317 

P 




0403300070 

90-317 

P 


8403S00164 

90-293 R 

8403300100 

90-317 

0 


840326031 7* 

50-293 a 

8403300182 

90-317 

F 


8403270010 

50-293 P 

Sattcllc Hunan Affair* RasaarcA Canter* 0403070109 

NUREO 



840327001 5* 

50-293 P 





0403270055 

50-293 P 

8403190095 

NUBEO 





Battel 1* Henorlal Institute. Colunbu* 8403030227 

REa 



0403270143* 

50-293 P 

Laboratories 



Boston Unlv Medical Center. Boston 

MA 8403130316 

PR 

8403090230 

90-280 

P 

Orandeis Unlv Waltham. MA 

8403290301 

PRM 

8403090242 

RES 


Braunkohle Transport & Storage. Inc 

0403190134 

XPORTLIC 

0403060902* 

CONTRACT 



0403150142* 

XPORTLIC 

0403120237 

RES 


Drlstol Steel It Iron Works. Inc. 

0403270148 

QA999 

0403230130* 

CONTRACT 


Orookhaven National Laboratory 

8308170191* 

50-447 A 

8403300294 

NUBEO 



8403010041* 

FQIA 

Battelle Nenorlal Institute. Pacific 8403010041* 

FOIA 



8403010217* 

90-329 A 

Northuest Laboratories 




8403010227* 

30-329 A 

8403020216 

WASTE MOT 








8403010227* 

30-329 A 

8403070093 

NUREQ 



8403010231* 

30-329 A 

8403070109 

NUREO 



8403010231* 

30-329 A 

8403070118 

NUflEO 



8403070119 

NUREO 

8403140170* 

PR 



8403230133 

30-313 P 

8403160131 

OEM TEC 

IB 








8403260022* 

50-434 A 

8403190033 

NUREO 



8403260061* 

90-494 A 

8403190449 

NUREO 


Broun Boverl Corj) tsubs of Broun 

Boverl B40201O1B0* 

QA999 

8403230112* 

90^21 9 

R 

l< Co. , Ltd ) 



8403230173 

NUREO 



B403270219 

30-206 S 

8403230177 

NUREO 


Buffalo. NY 

8403000136 

30-410 Q 

8403230200 

NUREO 


Qusinassmen for the Public Interest 

8403060079 

30-454 0 

8403230207 

NUREO 



8403260391 

30-494 0 

84033001 32« 

90-490 

A 

C-E Operating Plants Duners oroup 

8403130277 

TDPREP 

0403300248 

WASTE MOT 


8403140131 

TOPREP 

Bear Creek Ur an tun Co. 8403190102 

40-B492 


CONOCO. Inc (Continental Oil Co > 

0403190317 

PR 

0403190436 

40-6492 


California Institute of Technology. 

8403260068* 

30-344 p 

Bearfoot Carp, 8403190226 

40-6492 


Pasadann) CA 



8403180239 

40-6492 


California. State of 

7906140940* 

50-312 P 
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AUTHOR 

AFFILIATION 


California! Univ at, Dorkelsga CA 
California! Univ of, Los Angelo*! 

Callauag Countg, MO 
Call endlnei 0 W 

Cardinal Industrial Products Carp 
Carolina Envlranmental Studg Group 


Carolina Fouer -fc Light Co 


ACCEB3IQN 

NUHlieR 

SUBJECT 

CATEODRY 

AUTHOR ACCEGaiON 

AFFILIATION NUHBER 

SUBJECT 
CATES Si V 

84030201 17« 

30-133 

F 

8403090176 

PH 


B4030A02AO 

30-273 

0 

8403090203 

50-325 

a 

8403090101! 

PR 


B40309023S 

50-324 

S 

8403360111* 

50-273 

U 

8403090232 

50-324 

P 

8403270347 

30-273 

0 

8403090252 

50-324 

P 

8403270347 

S 0-273 

0 

8403090260* 

50-324 

P 

B403270332 

50-275 

0 

8403090260* 

50-324 

P 

8403270332 

50-273 

0 

8403120039 

50-329 

0 

8403270366 

30-273 

p 

8403120076 

50-400 

V 

8403270366 

50-273 

p 

8403120084 

30-400 

8 

84031301 IS 

30-224 

R 

8403130049 

50-32S 

B 

8403140089 

30-142 

0 

8403130062 

50-400 

E 

8403260380 

50-142 

0 

8403130078 

50-324 

8 

B4032B0241 

ACRS 


8403130093 

50-261 

P 

8403070081 

30-483 

F 

8403130132 

50-324 

a 

8101300020* 

FQIA 


8403130136 

50-400 

0 

8101300025* 

FOIA 


8403130136 

50-400 

O' 

8403190203 

QA999 


8403130164* 

50-400 

0 

8403070033 

50-413 

<3 

8403130164* 

30-400 

e 

8403070033 

30-413 

0 

8403130237 

50-400 

s 

8403070037* 

50-413 

0 

8403130301 

50-324 

8 

8403070037* 

50-413 

0 

8403130301 

50-324 

a 

8403220233 

50-413 

0 

8403130323 

50-325 

a 

8403220237 

30-413 

0 

8403130333 

50-324 

R 

8403290379 

30-413 

0 

8403130333 

50-324 

R 

8403290388 

30-413 

G 

B40313039B 

50-400 

a 

84022302S1* 

30-400 

A 

8403130406 

50-324 

a 

8402270274 

30-400 

B 

8403130447 

50-400 

9 

8402290081 

30-400 

0 

8403130447 

50-400 

9 

8402290081 

50-400 

0 

84031304S2 

50-325 

P 

8403010133 

30-325 

B 

8403130459* 

50-400 

9 

8403010133 

30-324 

S 

B4031 30439* 

50-400 

9 

8403010202 

30-323 

s 

8403130463* 

50-325 

P 

8403010263 

50-400 

0 

8403140120 

50-400 

F 

8403010263 

30-400 

a 

8403 140 123* 

50-400 

F 

8403010299 

50-324 

8 

8403140174 

50-400 

Q 

8403010330 

50-400 

a 

8403140178* 

50-400 

0 

8403010394 

30-400 

a 

8403130028 

TOPHEP 


8403010393 

30-324 

9 

8403130033 

50-325 

a 

8403020182 

30-400 

0 

B4031 50090 

50-324 

8 

8403020182 

50-400 

0 

8403130098 

50-261 

a 

8403020188* 

50-400 

a 

B4031S0161 

50-261 

p 

8403020188* 

30-400 

0 

8403150163* 

50-261 

p 

8403020192* 

50-400 

0 

B4031 50179 

50-324 

a 

8403020192* 

30-400 

0 

B4031501B6 

50-324 

5 

8403060140 

30-324 

p 

8403160018 

30-400 

« 

8403060140 

30-324 

p 

B403 160262* 

50-261 

0 

8403060167 

30-324 

p 

8403190065 

50-400 

F 

8403060167 

30-324 

p 

8403190137 

50-400 

« 

8403060296 

30-324 

p 

8403190137 

30-400 

« 

8403060296 

30-324 

p 

B403190141* 

50-400 

9 

8403060300 

50-324 

p 

8403190141* 

50-400 

9 

8403060300 

50-324 

p 

8403170302 

50-325 

S 

8403060302* 

50-324 

p 

8403200030 

50-400 

9 

8403060302* 

30-324 

p 

8403200030 

50-400 

9 

8403070031 

30-400 

0 

8403200033 

50-324 

F 

8403070031 

50-400 

0 

8403200033 

50-324 

F 

8403070033 

30-400 

0 

8403200117 

50-400 

0 

8403070033 

50-400 

e 

8403200117 

50-400 

6 

8403070038* 

30-400 

0 

8403200135 

50-400 

« 

8403070038* 

30-400 

0 

8403200135 

50-400 

0 

8403070039* 

30-400 

0 

8403200203 

50-400 

s 

8403070089* 

50-400 

0 

8403200207 

50-324 

a 

8403070093* 

50-400 

a 

8403200245 

50-261 

F 

8403070076* 

50-400 

a 

8403200273 

50-324 

S 

8403070106* 

FOIA 


8403210061 

50-324 

P 

84030701 08* 

FOIA 


8403210061 

50-324 

P 

8403070134 

30-400 

9 

8403210075 

30-324 

P 

8403070134 

50-400 

9 

8403210080* 

50-324 

P 

8403070137 

50-324 

P 

8403210093 

50-261 

P 

8403070137 

50-324 

P 

8403210116 

50-261 

P 

8403070162* 

50-324 

P 

0403210123 

50-324 

8 

8403070162* 

30-324 

P 

8403210129 

50-324 

P 

8403070184* 

30-400 

0 

8403210129 

30-324 

P 

S4Q307O2OO 

30-324 

a 

8403210131 

50-400 

A 

8403070223 

30-400 

0 

8403210139 

50-325 

3 

8403070223 

30-400 

0 

B403220261 

50-400 

S 

8403070283 

30-400 

e 

8403220261 

50-400 

« 

8403070290 

30-400 

8 

8403230049 

50-325 

P 

8403070313 

30-323 

0 

8403230054* 

50-32S 

P 

8403080133 

30-261 

R 

8403230127 

50-261 

F 

8403080238 

30-261 

R 

8403260009 

50-400 

M 

8403090023 

50-324 

S 

8403860024 

TOPREP 


S 403090082 

30-400 

s 

8403260327 

50-400 

9 

8403090094 

30-261 

F 

8403260327 

50-400 

9 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Carpetitsr Tnchnolngy Corp 

Canter for Leu in the Public Interest 


Center for Nuclear Reeponslbi 1 1 ty 


Ceraci Inc 

Chem-Nuclear Systemsi Inc 


Cincinnati Oas << Electric Co 

Clnclnnatlt Unlv ofi Hosp. > Clnclnnatli 
OH 

Cltliens Association for Sound Energy 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEOORY 

AFFILIATION 

NUMBER 

CATEGORY 

S4032603Se 

90-400 

0 


0403200147 

50-445 

S403Sli032e 

50-400 

Q 


0403200147 

50-445 

S4032&034B 

50-400 

0 

Cltliens Concerned About Nuclear Pouier> 

0403140192 

90-498 

0403260348 

50-400 

0 

Inc 



8403260394* 

50-400 

Q 


8403370029 

50-478 




Clark 81 1 Si Refining Corp 

0403080033# 

FOIA 

8403260354» 

50-400 

0 




8403270071 

90-400 

a 

Cleveland Electric 1 1 lurnl nat Ing Co 

0402270274 

90-440 

8403270239 

90-261 

p 


0403020106 

50-440 

8403270237* 

90-261 

p 


0403020106 

50-440 ‘ 

8403270266 

90-324 

8 


0403060101 

50-4 40 





0403060101 

50-440 

0403270327 

50-400 

0 




8403280024 

90-400 

M 


0403060297 

50-440 • 

0403270083 

90-324 

P 


□403060297 

50-440 • 

0403270134 

90-400 

E 


0403060279 

50-440 • 

0403270166# 

90-400 

0 


fl^030A-027S 

30-440 f 





0403060200# 

50-440 

8403300034 

90-400 

8 




8403300043 

50-400 

9 


0403060200# 

50-440 ■ 

8403030036 

XPORTLIC 



0403000140 

90-440 1 

8403070128 

90-279 

0 


04O31SOO92 

50-440 

8403000118 

90-275 

0 


0403120096 

50-440 





0403120096 

50-440 

0403070027 

90-273 

p 




040317001 1 

90-279 

0 


0403120126# 

50-440 < 

040317001 1 

90-275 

0 


0403130010 

30-440 

0403 17001 6# 

90-275 

0 


0403130010 

50-440 ‘ 

0403170016# 

90-279 

Q 


0403130092 

50-440 





0403130106# 

50-440 

8403220106 

90-275 

Q 




8403220106 

90-273 

0 


0403130106# 

30-440 i 

8403220110# 

90-273 

0 


0403130118# 

50-440 

8403220110# 

90-275 

0 


0403130118# 

50-440 ' 

0403260368 

90-275 

Q 


0403130128# 

50-440 / 





0403130128# 

50-440 f 

0403070135 

90-250 

Q 




0403070135 

90-250 

0 


0403130130# 

50-440 i* 

0403070137# 

90-290 

Q 


0403130138# 

50-440 

0403070137# 

90-290 

0 


0403130139 

50-440 1 

8403070143# 

90-290 

fi 


0403130139 

50-440 £ 





0403130194 

30-440 

B403070143# 

90-250 

0 




8403140017 

90-230 

0 


0403130194 

30-440 ! 

8403140017 

90-230 

0 


0403130403 

50-440 ( 

8403140023# 

90-250 

0 


0403130403 

90-440 t 

8403140023# 

90-290 

0 


0403150001 

50-440 £ 





0403130007 

90-440 <i 

8403010499 

XPORTLIC 





8401120925 

tJA8TE MOT 


0403130009 

50-440 i 

8401120990# 

HASTE MOT 


0403190091 

90-440 £ 

8403120196# 

90-413 

E 


0403190051 

50-440 £ 

8403120198# 

90-413 

E 


0403190379 

50-440 f 





8403190373 

50-440 A 

8403120161# 

90-413 

E 




8403190316 

27-47 



0403190391 

50-440 A 

8403210178 

90-398 

0 


0403190391 

50-440 A 

8403230104 

90-398 

Q 


0403230011 

SO-MO £ 

8403290297 

PRM 



0403230011 

50-440 £ 





8403230045 

90-440 £ 

8403070177 

90-445 

0 


0403230045 

50-440 E 

8403070177 

90-445 

0 


0403230047 

50-440 A 

8403070181# 

90-445 

0 


0403230003 

50-440 S 

8403070182# 

90-445 

0 


0403230003 

50-440 £ 

8403070182# 

90-445 

0 


0403230101 

50-440 E 

8403090104 

90-449 

T 


8403230101 

50-440 £ 

6403070104 

90-449 

T 


0403260247 

50-440 £ 

8403070108* 

90-449 

T 


0403260247 

50-440 £ 

8403070128 

90-445 

0 


0403270224 

50-440 0 

8403070128 

90-449 

0 


0403270224 

50-440 0 

8403140034 

50-445 

e 

Cllntom IL 

0403140060# 

50-461 € 

84031 70006 

90-445 

0 

Coalition for Bafe Poujor 

0403220049 

50-460 C 

8403170024 

90-449 

0 

Colorado State Unlv > Ft Collins. CO 

0403130396 

50-267 (1 

8403170024 

90-449 

0 


0403230032 

50-322 T 

8403190032 

90-449 

0 

Colt Induetriosi inc^ 

8403190240 

50-375 £ 

84031 90032 

90-449 

e 


0403190374 

90-443 S 

8403200007 

90-449 

0 

Combiistlon Engineering! Inc 

0401240340# 

70-1100 

8403200009 

90-449 

0 


0403010276 

50-470 E 

8403200012 

50-449 

« 


0403020339# 

50-302 A 

8403200012 

90-449 

0 


0403020335# 

50-382 A 

8403200029 

90-449 

e 


0403050103# 

50-318 F 

B40320002S 

90-449 

0 


0403060161# 

QA979 

8403200026 

90-449 

0 


0403130293# 

TOPREP 

84D320D026 

90-449 

a 


8403130476# 

70-1100 

8403200047 

90-449 

Q 


8403140140# 

TOPREP 

8403200049 

90-449 

0 


0403200001 

50-470 H 

8403200073 

90-449 

0 


0403200009# 

90-470 H 

8403200073 

90-449 

0 


0403270107 

50-470 E 

8403200114 

50-449 

0 

Coniinercei Dept ofi 

7911120366# 

90-312 F 

8403200114 

90-449 

0 

CornnerCBi Oept efi Maritime Admin 1 strat 

0403090111 

S0-23B F 

8403200119 

90-449 

a 

ion 



8403200118 

90-449 

a 

Comaiercei Dept af> National Bureau of 

0403090214 

PR 

8403200126 

go-449 

a 

Standard s 



8403200126 

90-449 

a 

Conuiilttee to Bridge the Oap 

0403200021 

50-142 C 
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CORPORATE SOURCE INDEX 


;^UTHOR 

AFFILIATION 


CommD'nyiealth Edtspn Co 


ACCESSION 

NOMPER 

SUBJECT 

CATEOORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEflORV 

BADSOlOOaP 

50-454 

Q 

8403060113 

50-294 

R 

S403010083 

50-454 

a 

0403060117* 

50-254 

R 

a4030I00B7» 

50-454 

0 

8403060121* 

50-254 

R 

9403010087* 

50-454 

0 

8403060127* 

60-254 

8 

8403D100B? 

50-254 

p 

8403060127* 

50-254 

8 

B403O 10073* 

50-254 

p 

8403060150 

50-373 

R 

B40301010& 

50-454 

A 

8403060150 

50-373 

R 

B403010l0fr 

50-454 

A 

8403060217 

30-295 

R 

B4O301O10& 

50-454 

A 

8403060217 

50-295 

R 

B4030I010& 

50-454 

A 

8403060245 

50-454 

O 

8403010106 

50-454 

A 

8403060245 

50-434 

a 

840301 01 BO 

50-454 

E 

8403060245 

50-454 

0 

B403010IB0 

50-454 

E 

8403060245 

60-434 

a 

8403010120 

50-454 

E 

B40306024S 

50-434 

a 

8403010120 

50-454 

E 

8403060249 

50-293 

a 

B403D10120 

50-454 

E 

B403060267* 

50-434 

a 

8403010130 

50-454 

a 

8403060273 

30-234 

p 

8403010286 

50-454 

E 

8403060279* 

50-234 

p 

8403010286 

50-454 

E 

8403060345 

50-434 

E 

84030 102S6 

50-454 

E 

8403060345 

50-434 

E 

840301 02B6 

50-454 

E 

8403060394 

30-434 

A 

8403010286 

50-454 

E 

8403060394 

50-454 

A 

8403010403 

50-454 

F 

8403060394 

50-454 

A 

B4 03020003 

50-295 

F 

8403060394 

50-454 

A 

8403020131 

50-295 

P 

8403060394 

50-454 

A 

8403020131 

50-295 

P 

8403070347 

50-454 

F 

8403020134 

50-295 

0 

8403070347 

50-454 

F 

8403020134 

50-295 

0 

8403080174 

50-304 

0 

8403020138 

50-373 

R 

8403080197 

50-10 

8 

B4 03020 140 

50-275 

0 

8403080197 

30-10 

fl 

S403020t40 

50-295 

0 

8403080197 

50-10 

R 

0403020 146* 

50-295 

0 

8403080197 

50-10 

R 

B403020 1 46* 

50-295 

e 

B4030B0197 

50-10 

R 

B403020iai 

50-454 

Q 

8403000197 

50-10 

R 

8403020181 

50-404 

a 

8403000197 

50-10 

R 

B40 30500 02 

50-254 

Q 

8403080197 

50-10 

R 

8403050002 

50-254 

0 

8403080197 

50-10 

R 

B4D3050043 

50-10 

Q 

8403080197 

50-10 

R 

6403050043 

50-10 

a 

8403090164 

30-295 

B 

8403050043 

00- 10 

Q 

8403090174 

50-304 

8 

8403050043 

50-10 

a 

8403090185 

50-237 

P 

0403050043 

so-to 

a 

8403090191* 

50-237 

P 

8403050043 

50-10 

Q 

8403090194# 

30-237 

P 

8403050043 

50-10 

Q 

8403090294 

30-254 

F 

B403030043 

50-10 

Q 

8403120013 

50-456 

B 

Q403050043 

50-10 

0 

8403120020 

50-373 

8 

8403050043 

50-10 

0 

8403120047 

50-374 

B 

8403050043 

50-10 

0 

8403120054 

50-373 

0 

8403050043 

50-10 

0 

8403120080 

50-373 

B 

B403050043 

50-10 

0 

8403 120095 

50-373 

8 

0403050043 

50-10 

0 

8403120107 

50-263 

a 

8403050046* 

50-10 

a 

8403120128 

50-373 

F 

8403050046* 

50-10 

a 

8403120128 

50-373 

F 

8403050046* 

50-£0 

0 

8403120162 

50-434 

F 

8403050046* 

50-10 

Q 

8403120162 

50-454 

F 

8403050046* 

50-10 

0 

8403130015 

50-237 

R 

8403050046* 

50-10 

0 

8403130015 

50-237 

B 

0403050046* 

50-10 

a 

8403130070 

50-237 

P 

8403050046* 

50-10 

a 

8403130070 

50-237 

P 

8403050046* 

50-10 

Q 

8403130102 

50-265 

P 

8403050046* 

50-10 

Q 

0403130353 

50-254 

P 

8403050046* 

50-10 

0 

8403130353 

30-254 

P 

8403050046* 

50-10 

Q 

B4031303S9* 

50-373 

a 

8403050046* 

50-10 

Q 

8403130370 

50-249 

a 

8403050063 

50-373 

F 

8403130382 

50-254 

8 

B4030301 19 

50-237 

P 

8403130382 

50-254 

R 

8403050119 

50-237 

P 

8403130400 

50-237 

P 

B403050119 

50-237 

P 

8403130400 

50-237 

P 

B403050119 

50-237 

P 

8403130400 

50-237 

P 

8403050119 

50-237 

P 

8403130410 

50-237 

P 

8403050119 

50-237 

P 

8403130410 

30-237 

P 

8403050 1 1 9 

50-237 

P 

8403130418* 

50-237 

P 

84030501 1 9 

50-237 

P 

8403130416* 

50-237 

P 

8403050119 

50-237 

P 

8403140001 

60-456 

D 

8403050119 

50-237 

P 

8403140001 

50-456 

O 

840305011? 

50-237 

P 

8403140082 

30-293 

F 

8403050119 

50-237 

P 

B4031401S1 

PB 


84030501 19 

50-237 

P 

8403140175 

30-373 

F 

8403050119 

50-237 

P 

8403140190 

50-454 

F 

8403050119 

50-237 

P 

8403140190 

90-454 

F 

8403050171* 

50-373 

D 

8403150019 

30-254 

R 

8403050174* 

50-373 

0 

8403150019 

50-254 

R 

8403060099 

50-10 

R 

8403150044 

50-454 

F 

8403060099 

50-10 

R 

8403160011 

50-456 

0 

8403060099 

50-10 

R 

8403160011 

50-456 

e 




CORPORATE SOURCE INDEX 


SE 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQR' 


8403160023 

30-436 

0 


8403230126* 

50-10 


8403160023 

50-436 

0 


8403230126* 

50-10 


0403160027 

50-265 

3 


8403230126* 

50-10 


0403160261 

50-373 

R 


8403230126* 

50-10 


0403160266 

50-374 

8 


8403230126* 

50-10 


B40317000I 

50-249 

0 


8403230126* 

50-10 


8403190075 

50-234 

8 


8403260122 

50-373 


0403190090* 

50-373 

Q 


8403260132 

30-454 


8403190090* 

50-373 

0 


8403260132 

50-434 


0403190117 

50-373 

8 


S 4032601 32 

30-494 


8403190156 

50-295 

R 


8403260132 

50-454 


8403190156 

50-295 

R 


8403260132 

50-454 


8403190193 

50-496 

8 


8403260182 

50-295 


0403190193 

50-496 

S 


8403260182 

90-295 


84031 9D19S 

30-295 

F 


0403260194 

30-374 


8403190274* 

50-434 

a 


8403260 1 96 

30-237 


840319030B 

30-494 

F 


8403260 1 96 

30-237 


8403200013 

30-373 

P 


8403260 1 96 

50-237 


8403200013 

30-373 

P 


8403260196 

90-237 


8403200032 

30-373 

B 


0403260223 

50-237 


8403200041 

50-373 

F 


8403260225 

50-373 


8403200 106 

50-269 

8 


8403260237* 

50-494 


8403200122 

50-454 

Q 


8403260260 

50-237 


8403200173 

50-304 

8 


8403260346 

30-494 


8403200188 

50-269 

B 


8403260346 

50-494 


8403200196 

50-249 

0 


040326036 1 

S0-4S6 


8403200204 

50-373 

8 


9403270039 

90-299 


8403200206 

90-373 

F 


8403270096 

30-237 


8403200212 

50-374 

8 


8403270089 

50-237 


8403200256 

50-373 

Q 


8403270109 

50-299 


8403200256 

50-373 

0 


84032701 1 1 

50-494 


8403200263* 

90-373 

0 


04032701 1 1 

50-494 


8403200263* 

90-373 

a 


8403270130 

50-249 


8403210089 

50-373 

K 


8403270130 

50-249 


8403210089 

90-373 

K 


8403270144* 

60-249 


84032 10089 

90-295 

F 


8403270144* 

30-249 


8403210091* 

go-373 

H 


0403270175 

50-254 


8403220120 

90-10 

R 


0403270203 

30-299 


8403220120 

90-10 

R 


8403270263 

50-295 


8403220120 

90-10 

R 


8403280023 

50-374 


8403220120 

50-10 

R 


8403280073 

50-374 


8403220120 

50-10 

R 


8403280119 

30-293 


8403220120 

50-10 

R 

Connecticut Y*nke* Atemic Pouer Co 

8403010340 

30-213 


8403220120 

SO- 10 

n 


8403010391 

50-213 


8403220120 

50-10 

R 


8403020093 

30-213 


8403220120 

90-10 

R 


8403050105 

50-213 


8403220120 

50-10 

R 


8403060325 

30-213 


0403220123 

50-373 

F 


8403090137 

30-213 


8403220123 

90-373 

F 


8403090273 

30-336 


8403220127* 

50-373 

F 


8403090289 

30-213 


8403220127* 

90-373 

F 


8403130027 

50-213 


8403220133 

50-464 

A 


8403130027 

50-213 


8403220153 

90-237 

P 


8403130283 

50-213 


8403220153 

50-237 

P 


6403130289* 

50-213 


84032201 58* 

50-237 

P 


8403140014 

50-213 


84032201 SB* 

90-237 

P 


8403140116 

50-213 


8403230013 

90-373 

8 


8403190155* 

50-213 


8403230017 

90-373 

S 


8403190280 

PR 


8403230027 

90-373 

8 


8403230022 

50-213 


8403230081* 

90-373 

0 


8403230022 

50-213 


8403230087* 

90-373 

0 


8403230136 

50-213 


8403230096 

90-237 

8 


8403260143 

50-213 


8403230107* 

90-10 

0 


0403260143 

50-213 


8403230107* 

go - 10 

0 


8403260143 

50-213 


8403230107* 

90-10 

0 


8403260143 

50-213 


8403230107* 

30-10 

Q 


8403260146 

50-213 


8403230107* 

90-10 

a 


840326014 6 

50-213 


8403230107* 

90-10 

0 


8403260146 

50-213 


8403230107* 

90-10 

a 


84032601 S 1 * 

50-213 


8403230107* 

90-10 

Q 


8403260151* 

50-213 


8403230107* 

50-10 

Q 


0403260151* 

50-213 


8403230107* 

50-10 

0 


8403260163 

50-213 


8403230107* 

90-10 

0 


8403360252 

30-213 


B4D3230107* 

80-10 

Q 


8403270008 

30-213 


8403230107* 

90-10 

Q 


8403270068 

30-213 


8403230107* 

90-10 

8 


8403290278 

50-213 


8403230124 

90-293 

F 


8403300144 

50-213 


8403230124 

90-295 

F 


8403300166* 

50-213 


8403230126* 

90-10 

0 


8403300176 

50-213 


8403230126* 

90-10 

a 

Connecticut) State pF 

8403140029 

50-443 


8403230126* 

50-10 

a 

CoTineT- U Hetterhahn 

8403020099 

50-352 


8403230126* 

50-10 

a 


8403020099 

50-352 


8403230126* 

50-10 

a 


8403020125 

50-392 


8403230126* 

50-10 

a 


8403020125 

50-392 


8403230126* 

50-10 

a 


8403020129 

50-392 



556 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Conover U Assaclatesi Jnc 

Consol (tfafcrd Edison Co of Nsu Yorki Inc 


ConsumarB Pouar Co 


ACCESSION 
NL/MB cn 


8403020163 

8403020163 

8403060081 

8403060001 

8403060240 

8403060240 

8403070142 

8403070142 

8403070236 

8403070236 

a40307023e» 

8403070230* 

8403150020 

8403150022* 

8403150024 

B403160010 

8403160010 

B4O32OOO10 

8403200060 

8403200090 

B4032O0D90 

8403200102 

8403210092 

8403210092 

8403210103 

8403210103 
8403210170 
8403260349 
8403270012 
8403 2 70 04 2 

8403290384 

8403290384 

8403290392 

8403300127 

B403300127 

8403300120 

8403300128 

8403300129 

8403300129 

0403300270 

8403300271 
B403300S71 
8403010293 
8403020155 
8 4 0305 0015* 

8403090095 

8403090098* 

8403090101* 

84D30902B8 

0403130405 

8403150029 

8403190069 

8403190296 

B4031903SS 

8403200124 

B4032IO1S4 
8403230135 
8403230135 
8403260 1 20 
8403260120 

84032701 86 
B40327O193 
8403270204 
0403290170 
8403290172 

8403290268 
84030 1 0203 
8403020088 
8403060093 
8403060093 

8403060104 
8403060104 
84030601 B3 
8403060192* 
8403060202* 

8403060269 

8403060269 

8403060272 

8403060272 

8403060356 

8403060426 

8403060426 

8403070008 

8403070300 

8403080026 


eUPvJE C7 
cateo dry 


50-352 0 

SO-352 0 

50-352 O 

50-352 0 

50-352 0 

50-352 0 

50-352 0 

50-352 0 

50-352 0 

50-352 0 

50-352 0 

50-332 0 

50-334 0 

50-354 0 

50-352 0 

50-332 0 

50-352 0 

50-416 0 

50-332 0 

50-352 0 

50-352 0 

50-354 O 

50-352 0 

50-352 0 

50-352 0 

50-352 0 

50-358 0 

50-352 Q 

50-352 0 

50-352 T 

50-352 0 

50-352 0 

50-450 Q 

50-352 Q 

50-352 0 

50-352 S 

SO-352 0 

50-352 0 

50-352 0 

50-354 0 

50-3S2 0 

50-352 6 

70-1621 
50-247 R 

50-247 a 

50-247 P 

50-247 P 

50-247 P 

50-3 F 

50-247 S 

50-947 0 

50-3 F 

50-206 F 

SO-247 F 

50-247 P 

50-247 8 

50-3 R 

50-3 R 

50-3 n 

50-3 R 

50-247 R 

50-247 P 

50-247 a 

50-247 P 

30-247 Q 

50-247 0 

50-155 0 

50-155 n 

50-329 0 

30-329 0 

50-329 S 

50-329 8 

50-155 0 

50-155 0 

50-lSS 0 

50-329 S 

50-329 S 

50-329 S 

50-329 8 

50-155 “ P 

50-320 8 

50-320 • 8 

50-329 fl 

50-253 0 

30-329 8 


AUTHOR 

AFFILIATION 


ACCEBSION 

0UDJECT 


NUMBER 

CATEO BRY 

8403000026 

50-327 

8 

8403000131 

50-155 

R 

8403080141 

50-155 

R 

8403080171 

50-329 

8 

8403000171 

50-329 

8 

8403000184 

50-255 

R 

84030801 B7 

50-329 

8 

04030001 07 

50-329 

8 

0403080206 

50-255 

R 

8403000222 

50-329 

8 

0403000222 

50-329 

8 

8403000230 

50-329 

A 

8403000230 

50-329 

A 

0403080235 

50-329 

9 

8403080235 

50-329 

8 

8403080241 

50-329 

A 

8403080241 

50-329 

A 

8403080245 

50-329 

8 

8403080243 

50-327 

8 

8403000247 

50-329 

8 

8403080247 

50-329 

8 

8403060248 

50-329 

A 

0403080248 

50-327 

A 

8403080259 

50-329 

B 

0403000259 

50-329 

a 

8403080262 

50-329 

A 

8403080262 

50-329 

A 

8403090229 

50-155 

F 

8403120035 

50-155 

0 

8403120041 

50-255 

R 

0403120131 

50-155 

a 

0403120131 

50-155 

a 

8403120140 

50-255 

R 

0403130050 

50-329 

8 

8403130050 

50-329 

8 

0403130161 

50-329 

B 

8403130161 

50-329 

B 

8403130168* 

50-389 

A 

0403130168* 

50-329 

A 

0403130189 

50-329 

A 

0403130189 

50-329 

A 

8403130210 

50-329 

8 

8403130210 

50-329 

a 

0403130254 

50-329 

a 

8403130254 

50-329 

0 

8403130261 

50-329 

A 

8403130261 

50-329 

A 

8403130292 

50-329 

8 

8403130292 

50-329 

8 

0403130354 

50-329 

8 

0403130354 

50-329 

a 

8403130362 

50-329 

a 

0403130362 

50-329 

a 

8403130491 

50-329 

a 

8403130491 

50-329 

a 

0403140021 

50-329 

A 

8403140021 

50-329 

A 

8403140032 

50-329 

A 

8403140072 

TQPREP 


8403150003 

50-329 

e 

8403150003 

50-329 

0 

8403150145 

50-255 

p 

8403190004 

50-155 

e 

0403170071 

50-155 

I 

8403190071 

50-155 

I 

0403190071 

50-135 

1 

0403190098 

30-329 

A 

8403190078 

30-329 

A 

0403190101 

30-255 

a 

8403190166 

30-329 

e 

8403190166 

30-329 

Q 

8403200011 

30-329 

Q 

8403200011 

30-329 

Q 

8403200027 

30-329 

A 

8403200039 

30-329 

A 

S4032QD039 

30-329 

A 

0403200130 

30-135 

0 

8403220007 

30-329 

A 

0403220016 

30-329 

a 

8403220016 

30-329 

Q 

0403220025 

50-329 

A 

0403220025 

30-329 

A 

8403220067 

30-329 

B 

8403220067 

30-329 

a 

B403220072 

30-329 

a 



CORPORATE SOURCE INDEX 


BS7 


AUTMCm 

AFFILIATION 


Control Data Carp 
Craiapt McCorinlck b Papot 
Cruotal RIvaPt FL 
Cygna Envrgy sipvica* 


Dalryland Powar Cooparatlvd 


Dallaa Horning N>w> 
Dana* It Hoora 
Dataflow Syatanai Inc. 


DaHalh Araa AHianca fop Raaponslbla 
Enargy 


Dabavoiaa b Llbaraan 

Dacialon Raaaarchi Inc 
Dal-Auara Unllnitadi Inc. 
Dalawara* Stata of 

Daltak Corp 


Datrolt Ediion Co. 


ACCESSION 

SUBJECT 



author 

ACCESSION 

SUBJECT 


NUHDER 

CATEeDflT 


AFFILIATION 

NUMBER 

CATEOQRV 

B4032S007S 

90-329 

8 



840319007? 

90-341 

S 

B4033S007B 

90-399 

P 



0403200109 

50-341 

A 

8403230108 

90-329 

8 



8403210048 

50-341 

A 

8403230 108 

90-329 

9 



8403210074 

50-341 

A 

84032301 79 

90-329 

A 



8403210078# 

50-341 

A 

8403230179 

90-329 

A 



8403230018 

30-341 

A 

8403230202 

90-329 

A 



8403230021# 

50-341 

A 

8403230302 

90-329 

A 



8403260127 

50-341 

0 

8403230031 

90-329 

0 



8403270043 

90-341 

A 

8403830093 

90-299 

P 



8403300130 

90-341 

A 

04032300980 

90-295 

P 

Dohartiji J F 


8403130097 

50-456 

D 

8403230114 

50-329 

A 


8403270002 

90-443 

0 

8403230114 

90-329 

A 

Daw Cbamlcal 

Ca 

8401260167# 

90-264 

F 

8403200119 

90-299 

P 



8403090012 

90-264 

F 

8403270009 

90-329 

A 



8403030013* 

90-264 

F 

8403270009 

90-329 

A 

Dpaaal Unlv i 

PhiladalpMa^ PA 

8403120244# 

90-335 

0 

8403270014 

90-329 

A 


8403120292# 

90-339 

0 

8403270014 

90-329 

A 

Oak# Foubp Co 


8402210190 

90-369 

R 

0403270030 

90-329 

0 



8403010140 

90-413 

a 

8403270020 

90-329 

0 



6403010300 

90-269 

a 

8403270033 

90-329 

S 



0403010339 

80-413 

F 

8403270023 

90-329 

8 



8403020317 

50-369 

£ 

0403270039 

90-329 

S 



0403020317 

90-369 

E 

0403270029 

90-329 

8 



B403020317 

30-369 

E 

B4032700&A 

90-199 

8 



8403020317 

90-369 

E 

8403270169 

90-339 

8 



0403020317 

30-369 

E 

8403270169 

90-329 

8 



0403020321# 

90-369 

E 

8403270199 

90-329 

0 



8403020321* 

90-369 

E 

840327019? 

90-329 

0 



0403020321* 

90-369 

E 

8403270236 

90-329 

8 



8403020321* 

90-369 

E 

8403270236 

90-329 

B 



8403020321* 

90-369 

E 

8403290099# 

FOIA 




0403060106 

90-369 

F 

8403290107 

90-199 

P 



8403060225 

30-269 

F 

8403290249 

90-199 

P 



8403060232 

90-370 

a 

8403300090 

90-329 

A 



8403060240 

90-413 

0 

8403300192 

90-199 

B 



8403060240 

30-413 

0 

8403060139 

FOIA 




8403a602?8 

30-269 

p 

8403140038# 

90-329 

A 



8403060336 

30-413 

F 

8403230194# 

CONTRACT 




8403060419 

50-413 

F 

8403090126 

90-449 

0 



8403060419 

90-413 

F 

8403270119 

QA999 




0403060422 

90-413 

A 

8403020161 

90-409 

R 



0403070040 

50-413 

0 

B4030B0031 

90-409 

R 



0403070040 

90-413 

0 

8403000236 

90-409 

R 



0403070189 

50-413 

A 

8403120083 

90-409 

0 



8403070302* 

50-413 

A 

8403130290 

90-409 

P 



0403070310* 

90-413 

0 

8403130339# 

90-409 

a 



0403070219* 

90-413 

A 

0403160047 

90-409 

F 



0403070331* 

50-413 

0 

0403200112# 

90-409 

F 



8403070392 

90-369 

F 

0403200163 

90-409 

8 



8403080239 

50-269 

V 

8403230002 

90-409 

R 



0403080339 

50-269 

V 

B4032902B3 

90-409 

P 



0403080237 

SO-26? 

V 

8403290207# 

90-409 

P 



0403090222 

50-269 

F 

8403300009 

90-409 

P 



0403090222 

50-269 

F 

8403300093# 

90-409 

P 



0403090222 

90-269 

F 

8403300131 

90-409 

R 



0403090326 

50-413 

8 

0403060164 

FOIA 




0403090226 

90-413 

8 

8403060347# 

90-494 

E 



040309024 1 

50-413 

a 

0403020073# 

CONTRACT 




0403090254 

50-269 

F 

0403030077# 

CONTRACT 




0403090276 

50-369 

F 

8403160002 

90-494 

0 



0403120190 

50-370 

8 






0403120193 

90-413 

E 

8403160002 

90-494 

a 



0403120173 

90-370 

B 

8403160019 

90-494 

0 



0403130071 

30-413 

0 

8403160019 

90-494 

0 



0403130071 

90-413 

0 

8403000334 

90-449 

0 



0403130077# 

90-413 

0 

8403190444 

NUREO 




8403 130077# 

90-413 

0 

8403130411 

90-392 

0 



0403130086 

90-413 

A 

8403030141 

90-394 

0 



0403130104 

90-413 

A 

0403090214 

PR 




8403130142# 

90-244 

R 

8403010149 

7i-git 




8403130149# 

90-244 

H 

8403010193# 

71-911 




8403130197# 

90-244 

R 

0403020131 

90-341 

A 



0403130167 

90-370 

S 

8403060173# 

90-341 

a 



0403130332 

90-367 

8 

8403060177# 

90-341 

Q 



8403130341 

90-370 

P 

8403090108 

90-341 

V 



0403130344# 

90-370 

P 

8403090247 

90-341 

A 



0403140231 

90-367 

F 

8403120009 

90-341 

8 



04031 50069 

30-413 

8 

8403130068 

90-341 

8 



0403150120 

90-413 

a 

8403130199 

90-341 

a 



0403150120 

SO-413 

9 

8403130160 

90-341 

a 



0403150130 

90-370 

8 

8403130008 

90-341 

A 



0403150156 

90-369 

F 

8403130044 

90-341 

K 



0403160028 

50-413 

A 

8403130060* 

90-341 

K 



04031 6002? 

90-413 

0 

8403190021 

90-341 

V 



040316002? 

50-413 

0 



55S 


CORPORATE SOURCE INDEX 


AUTHOR ACCESSION SUBJECT 

affiliation NUMBER CATEODRT 


8403160143 50-413 0 

0403140143 50-413 O 

B403160197 30-413 A 

8403160316* 50-4 1 3 Q 

0403160253 50-413 O 

0403160253 50-413 0 

8403 1 60299* 50-41 3 Q 

0403 1 603 1 3* SO-369 0 

0403190257 SO-369 P 

B4031 90257 50-369 P 

0403 1 90209 PR 

B40319O303 50-370 B 

8403190394 50-413 A 

8403190394 50-413 A 

6403200007 50-410 <3 

B403200010 50-269 R 

B403200010 50-269 R 

6403200010 50-269 R 

0403200073 50-4 1 3 E 

0403200123 50-369 R 

0403200123 50-369 R 

0403200165 50-413 A 

0403200165 30-413 A 

840320022! 50-413 F 

0403200221 50-413 F 

8403220030 50-367 P 

8403220030 50-367 P 

0403230044* 50-367 P 

8403280044* 30-367 P 

8403220074 30 -4 13 A 

9403280074 50-413 A 

9403260034 50-413 A 

8403260073 30-413 A 

6403260030* 50-413 A 

84032601 37* 50-413 A 

8403260367 50-413 0 

B4 03260367 50-413 Q 

0403270011 50-413 0 

B4O32701O3 50-413 A 

8403270209 30-269 F 

B403270213 50-413 A 

8403270213 50-413 A 

B403270230 50-369 F 

8403270230 50-369 F 

0403270843 50-369 P 

B403270243 50-369 P 

B4032B0108 50-413 F 

B4O329OO02* 50-269 0 

0403290140 50-369 P 

8403290 1 48 50-369 P 

S403290J54* 30-369 P 

6403290164* 50-369 P 

8403290244 50-413 8 

8403290844 50-413 S 

8403290267 30-369 P 

0403890267 50-367 P 

3403290273* 30-369 P 

8403290873* 30-369 P 

0403290276* 50-413 Q 

840329031 4 30-270 P 

0403300077 30-413 E 

8403300079 50-413 E 

8403300107 50-4 1 3 A 

8403300126 50-413 8 

0403 300188 50-413 A 

uqUesiiE Light Co 8403010126 50-334 R 

0403010307 30-412 A 

0403020086 50-334 R 

8403060134 50-334 8 

8403060277 50-334 V 

8403070243 30-334 R 

8403070844* 50-334 R 

8403070269 30-334 H 

8403070298 50-412 S 

8403070308* 50-412 8 

8403070344* 50-334 Q 

8403070366* 50-334 R 

8403120172* 50-334 0 

8403130031* 50-341 K 

8403130374 50-412 8 

8403150075 30-412 C 

8403160070 50-412 A 

8403160170 30-412 A 

8403170132 30-412 A 

8403190276 30-334 R 


AUTHOR ACCESS I DN SUBJECT 

AFFILIATION NUMBER CATEOORy 


8403190319* 50-334 R 

8403190324* 50-334 R 

0403200040 50-334 F 

B403200233 50-334 F 

8403200234 50-412 A 

8403210058 SO-412 8 

B403210130 50-412 8 

8403260059 50-412 C 

8403260160 50-334 R 

8403270215 50-334 F 

8403200017 50-334 F 

8403290145 50-412 C 

8403290146* 50-412 C 

0403290204* 50-412 O 

8403300062 50-412 A 

8403300181 50-334 R 

8403300200 50-412 Q 

BOI<0< Inc 8402280725* 50-267 P 

8403070395* 50-31 S P 

0403260335 50-416 P 

8403270329 RES 

8403280113 50-313 S 

8403280117 50-368 8 

0403280124 50-368 8 

8403200332 50-338 8 

Eaton Corp, 8403270054* QA999 

Ebaoco Service*, me, (tubs of Ensereh 8403090332* TOPREP 

Corp ) 

Ecological Analyst*. Inc 8403230123* 50-217 R 

Eddlemani W 8403050061 50-400 E 

8403130001 50-400 6 

8403130186 50-400 0 

8403130176* 50-400 0 

0403130220* 50-400 0 

8403130230* 50-400 0 

8403200048 50-400 0 

8403220222 50-400 0 

8403220227 50-400 0 

8403220265 50-400 0 

B4032S0270 50-400 B 

8403280344 50-400 B 

8403280347 50-400 0 

8403280347 50-400 0 

8403280351 50-400 0 

8403280360 50-400 fl 

8403280361 50-400 O 

Edelttein It Payne 8403120002 50-400 0 

Edison Electric Institute 8403130360 PR 

Edlou International Co 8403010454 XPORTLlC 

8403010456* XPORTLlC 

8403270074* 40-8760 

8403280057 XPORTLJC 

Energy Dally, Inc 8403220240 CONTRACT 

Energy Fuel* Nuclear, Inc 8403190424 40-8601 

Energy Research t< Consultants Corp 8403190282* 50-312 0 

Energy. Dept of 0402170325 WASTE MOT 

8403010356 WASTE MOT 

8403060082 50-537 0 

8403060357 50-537 A 

8403060360* 50-537 A 

8403060519 WASTE MOT 

8403060521* WASTE MOT 

8403090056 50-537 0 

8403090219 50-537 A 

8403140166 PR 

8403140312 WASTE MOT 

8403200314 WASTE MCT 

8403200348 WASTE HOT 

8403220112 WASTE MOT 

8403220303 WASTE MOT 

8403220322 XPORTLlC 

8403220324* XPORTLlC 

8403230245 WASTE MOT 

8403300239 WASTE MOT 

Energy, Dept af. Clinch River Breeder 8403080090 50-537 A 

Reactor Plant 

Energy, Dept of, Idaho Operation* Office 8403020374 WASTE MOT 

Engineering Planning 6 Management, Inc B40306008S POIA 

Engineers International, Inc B403260350* WASTE MOT 

Environmental Protection Agency 8403020174 WASTE MOT 

8403130180 50-508 D 

8403190289 PR 

8403200104 50-456 P 

Ertec, Inc. 8403140328* CONTRACT 

Europran Communities) Commission of B4O3060075 XPORTLlC 



CORPORATE SOURCE INDEX 


559 


AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

S403S00309 

XPOBTHC 



6403060168 

50-290 

P 

S4D3BSOSOD 

XPOBTLIC 



5403060186 

90-389 

F 

5403220564 

XPORTLIC 



5403060241 

50-389 

P 

54032 <>00 1 1 

XPORTLIC 



0403060291 

50-290 

Q 

EntrAn. InE 5403270560 

Miac 



5403060291 

50-290 

0 

Elion Corp S402140327» 

40-0102 



8403060340 

50-339 

F 

S4032<>0t42* 

40-5102 



84 03 0603 90 

50-389 

3 

Euan Nucloar Co , Inc dubs of Eiion 84030&04S1* 

70-1297 



8403070034 

90-339 

0 

Carp ) 




8403070249 

30-389 

0 

B403060533 

NUREO 



8403080020 

50-290 

p 

B403070IS7 

TOPRCP 










B4030B0020 

90-250 

p 

S4030B0205 

90-316 

P 


5403050164 

30-335 

V 

54030e02i0« 

90-316 

P 


8403050164 

90-333 

V 

540306021 i* 

90-316 

P 


5403090250 

50-339 

F 

e4030802SO« 

90-316 

P 


5403120040 

50-387 

P 

54 030 80223* 

90-316 

P 









8403120009 

50-309 

P 

5403130097 

90-316 

P 


8403130035 

30-389 

s 

5403130104* 

90-316 

P 


8403130066 

30-335 

p 

8403200100 

90-316 

P 


840316D013 

30-389 

p 

8403200101* 

50-316 

P 


8403160013 

50-389 

p 

8403230102* 

50-299 

P 









0403160030 

50-251 

3 

5403230106* 

90-299 

P 


6403160058 

50-250 

B 

5403230111# 

90-295 

P 


8403160069 

90-251 

S 

5403260037 

XPORTLIC 



8403190171 

30-230 

0 

5403260042# 

XPORTLIC 



0403190171 

50-250 

0 

8403260219 

TOPREP 










8403190179# 

50-250 

0 

FOI Service# 5403020005 

FDIA 



8403190179# 

50-250 

0 

8403250166 

FDIA 



8403170227 

50-309 

p 

Failure Anslgsla AbBoclates 8403010446# 

90-322 

S 


5403190228# 

50-307 

p 

5403140086# 

50-322 

8 


8403190386 

50-333 

F 

Federal American Partner# 84032D0374 

40-4492 










5403190386 

50-335 

r 

5403220034# 

40-4492 



5403200264 

50-290 

p 

Federal Emergency Management Agency 5403050125 

90-440 

F 


5403200264 

50-230 

p 

5403030131# 

90-440 

F 


5403200266* 

90-290 

p 

5403030148 

90-206 

F 


6403200266* 

30-230 

p 

5403050172# 

50-206 

r 









0403200270* 

90-290 

p 

5 403060086 

90-250 

F 


5403200270* 

50-250 

p 

5403070020 

30-443 

0 


0403220070 

50-339 

8 

5403070020 

90-443 

0 


5403220104 

30-290 

S 

5403070022# 

90-443 

0 


8403230014 

50-302 

F 

5403070022# 

50-443 

Q 









6403260203 

90-250 

P 

B4030S023B 

50-263 

F 


8403270247 

50-335 

F 

5403050242# 

90-263 

r 


8403250110 

90-290 

r 

5403050244# 

50-263 

r 


8403290114* 

50-335 

Q 

540309021 5 

90-199 

r 


84032901 14* 

50-339 

0 

5403090221# 

50-193 

r 









8403290123 

SO-290 

0 

5403130159 

30-294 

r 


0403300173 

90-250 

n 

5403130163 

90-202 

r 


5403300173 

30-230 

n 

5403130172* 

90-202 

F 


5403300173 

50-250 

(1 

5403130178# 

90-272 

F 


8403300173 

50-230 

n 

0403130189 

30-299 

F 









8403300173 

50-250 

R 

5403130195 

90-263 

F 


5403300185* 

90-250 

R 

5403130209# 

90-263 

F 


84033001 59# 

50-250 

R 

8403130419 

□RO 



5403300185* 

50-250 

R 

8403190018 

90-293 

F 


8403300 189* 

30-250 

R 

5403150092 

90-416 

F 









8403300189* 

50-250 

n 

5403130113 

90-313 

F 


8403300193* 

90-250 

R 

0403130113 

50-313 

F 


8403300193* 

50-230 

R 

5403130119# 

90-313 

F 

Florida Pouier Cprp 

84020604 19 

90-302 

P 

8403130119# 

90-313 

r 


8402060421* 

30-302 

P 

6403190200 

90-313 

F 









8403010072 

50-302 

F 

8403150203# 

60-319 

F 


0403060253 

50-302 

R 

5403190131 

90-322 

0 


0403060343 

90-302 

P 

5403190363 

50-322 

F 


0403060359 

30-302 

P 

8403200039# 

50-317 

F 


8403060362# 

90-302 

P 

5403230120 

90-357 

F 









8403060364 

90-302 

P 

5403260117# 

50-322 

F 


8403060366* 

50-302 

P 

Flrai Corp 5403090073 

PRM 



0403060368* 

90-302 

P 

Flkher< Harden It Fieher 8403130340# 

40-5529 



8403060402 

30-302 

0 

Flerid* Pouier 1< Light Co. 8401130182 

90-309 

P 


0403090193 

30-302 

3 

5401130296 

30-335 

P 









8403120130 

90-302 

P 

8401130319 

90-359 

E 


8403160036 

50-302 

R 

8402270123 

90-290 

8 


8403160315 

50-302 

P 

5403010297 

50-389 

P 


8403160320* 

90-302 

P 

5403010302# 

90-389 

P 


8403200038 

90-302 

P 

5403010400 

50-389 

P 









8403200044* 

50-302 

P 

5403020033 

50-250 

R 


8403200265 

90-302 

P 

5403020238 

50-359 

8 


8403230062 

30-302 

P 

0403020275 

90-250 

V 


8403230067* 

50-302 

P 

8403020288# 

50-290 

0 


8403290199 

90-302 

P 

8403060112 

50-333 

F 









8403290162* 

50-302 

P 

6403060116# 

50-335 

F 


8403300111 

50-302 

B 

8403060168 

90-290 

P 


04O33OOH9* 

50-302 

8 

8403060168 

90-290 

P 

FJorldai State of 

8403090106 

PR 


8403060168 

90-290 

P 

Fluorocarbor Co 

8403050102 

QA979 




580 


CORPORATE SOURCE INDEX 


AUTHBR 

AFPIHATION 


Food l< Drug Adnlnl itratl on 
Foxboro Corp 

Franklin lintl tuta/Frank 1 In Reiearch 
Canter 


Friend* of the Earth 


Ft Haml Iton-Hughe* Memorial Koap 
Centert Mantltonj OH 


Fiflton. MO 

OA TecJinolog i es^ Inc./Seneral Atomic Co 
OH~Datti a Co 

Oage-'Dahcocl AaBoclataat Inc 

Daaconade Countg> hO 
Oeneral Accounting OPPice 

Deneral Electric Co 


Senaral Phgsica Corp 

Oaneral Public Ubllitiaa - OPU Servica 
Corp 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMOER 

CATEODRV 

AFFILIATION 

NUMBER 

CATE OORT 

BA030d>0335* 

0A999 


B403060Z36* 

907289 P 

Sd03ai>0361» 

aA999 


S403070203 

90-219 R 

BA03D603&Se 

<1A999 


B4030B003? 

90-299 P 

BA03a&03A?* 

0A999 


8403080178 

50-320 F 

Bd0306037Z* 

flA999 


8403080231 

90-219 V 

BA03 060374* 

<IA999 


B4030S0267 

90-320 P 

6403060376* 

aA999 


B403090036 

90-320 0 

B403060377* 

0A799 


8403090073* 

50-219 □ 

8403160026 

SO-392 0 


9403090129 

50-289 P 

040301040? 

FOIA 


8403090244 

50-289 0 

B4031 2024 4* 

50-339 Q 


8403090264 

90-320 F 




8403120004 

90-289 P 

8403120252* 

50-339 Q 


8403120016 

90-289 V 

84031 9004 9* 

50-237 P 


8403120096 

90-289 P 

6403270368* 

CONTRACT 


8403120102* 

50-320 0 

6403190132 

50-392 0 







8403120166 

90-289 F 

8403190138* 

50-352 e 


8403130199 

50-219 P 

B4031 90142* 

50-353 0 


8403130296 

90-299 f 

8403290272 

PRM 


8403130428 

90-320 P 

8010230503* 

FOIA 


0403130439* 

90-320 P 

8403080113* 

FOIA 


8403130479 

90-320 H 




9403130483* 

50-320 R 

840307008 1 

50-483 F 


8403130489* 

90-320 R 

8403130197 

XPORTLIC 


8403140088 

90-289 F 

8403130199* 

XPORTLIC 


9403190083 

90-219 P 

8403050170 

PT21 




8403120226* 

CONTRACT 


9403190118 

90-320 F 




8403190141 

90-289 R 

B4D3070D84 

50-483 F 


9403160006 

90-299 P 

8107200104* 

FOIA 


9403160022* 

90-289 P 

84D32B00B1* 

FOIA 


8403160024 

90-289 P 

8402100259 

TOPREP 




8403010084 

XPORTLIC 


8403160097 

90-219 R 




8403160203 

90-219 P 

B40301047S 

XPORTLIC 


6403160204* 

50-219 P 

8403010499 

XPORTLIC 


B40316020a* 

90-219 a 

6403010509 

XPORTLIC 


8403190063 

90-219 F 

B403010922 

XPORTLIC 




8403010939 

XPORTLIC 


8403190217* 

90-320 O 




8403190387 

PR 

8403010940 

XPDBTL IC 


8403200096 

90-219 a 

8403010946* 

XPORTLIC 


8403200068 

90-299 R 

8403010990* 

XPORTLIC 


8403200099 

90-289 P 

8403020043* 

50-10 P 




8403020089 

XPORTLIC 


8403200201 

90-320 P 




9403200208* 

90-320 P 

8403090039 

XPORTLIC 


9403210099 

90-320 R 

B4O309O261 

XPORTLIC 


8403210064* 

90-320 R 

8403060393* 

50-290 a 


8403210071* 

90-320 R 

B^0306O<f0? 

TOPREP 




8403070393 

XPORTLIC 


B4032 10076 

90-289 R 




9403210092* 

90-289 R 

S403D703B1* 

XPORTLIC 


8403210089* 

90-299 R 

8403130026 

0A997 


8403210138 

90-29? ft 

8403130064* 

0A999 


8403210141 

90-28? H 

B4031 30282 

PR 




8403130289 

TOPREP 


8403210146* 

90-299 R 




8403210146* 

90-28? R 

8403130367 

PT2I 


8403220002 

90-21? P 

8403140006 

TOPREP 


8403220012 

90-21? P 

8403140172 

PR 


8403220141 

90-289 F 

8403190072 

50-73 R 




8403190107 

TOPREP 


8403220192 

90-219 P 




8403220199* 

90-219 P 

84031 601B8* 

50-352 0 


8403220199 

90-320 P 

8403200242 

50-70 R 


8403230001 

90-289 M 

B40320D244 

50-19 R 


8403230040 

90-289 P 

8403 200271 

50-249 P 




8403230186 

50-556 0 


8403230093 

50-289 P 




9403230110 

no-El 9 R 

8403270022* 

50-293 P 


9403230119 

90-S19 R 

840327002 4* 

50-293 P 


8403230132* 

90-El? R 

8403270136* 

50-249 P 


8403260074 

90-EI9 n 

8403290299 

PR 




8403300088 

TOPREP 


8403270073 

90-320 F 




9403270123 

90-320 P 

B403 300342 

NUREO 


9403270127* 

90-320 P 

B4O3010296 

50-219 S 


9403270129* 

90-320 P 




8403270146 

90-299 H 

8403010261* 

50-219 S 




8403010347 

50-289 F 


B40327D169 

90-21? P 

8403020128 

50-219 R 


8403270210 

90-320 P 




9403270212* 

90-320 P 

B403020318 

50-320 P 


9403270232 

90-29? F 

8403020323* 

90-320 P 


8403280006 

90-320 e 

84030 90070 

90-219 P 




8403090097 

90-289 F 


9403280010 

90-289 J 

9403090151 

90-320 F 


9403290010 

90-28? u 




9403290019 

90-219 P 

8403060133 

90-289 F 


9403290386 

50-29? < 

8403060133 

90-289 F 


9403300001 

90-21? F 

8403060199 

90-389 P 




8403060160 

90-289 P 


B40330D031 

90-320 F 

9403060222 

90-289 P 

Oeochamlatrg (< Envlronmsntal ChRinlatrg 

9403090319 

WASTE HOT 



Reaearchf Inc, 



9403060229* 

90-289 P 


9403090319* 

WASTE HOT 

9403060233 

90-289 P 


9403090319* 

WASTE Mar 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMOER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

category 


B4030 50332s 

WASTE MOT 

0ull<>< R 

8403070037* 

50-413 

c 


B4D30503S3S 

WASTE MOT 


B403090112 

50-413 

C 

Oaorgla Poutr Co 

0403010319 

50-424 

K 


0403090112 

50-413 

C 


04 0301031 9 

50-424 

K 


B40309Q115# 

50-413 

c 


840301032SS 

50-424 

K 


0403090115# 

50-413 

c 


84030103E3S 

50-424 

K 


0403230233 

50-413 

€ 


0403010330 

50-321 

0 


0403290379 

50-413 

G 


0403010354 

50-424 

9 


0403290380 

50-413 

Q 


0403050003 

50-321 

P 

Gulf tc Western Industriesi Inc 

0403090190 

FT21 



84 03060090 

50-424 

6 


B4Q 3090200# 

PT21 



0403070251 

50-321 

p 


0403090203# 

PT21 



0403070251 

50-321 

P 


0403090203# 

PT21 



84 030900 67 

50-321 

F 


0403140130 

PT21 



8403090097 

50-424 

S 

Gulf States Utilities Co 

0403010073 

50-458 

c 


8403090097 

50-424 

8 


8403010220 

50-4 58 

E 


0403090187 

50-321 

P 


0403010321 

50-450 

A 


B4O3O9O107 

50-321 

P 


0403010321 

50-450 

A 


0403090 196s 

50-321 

P 


0403010379 

50-450 

E 


8403090196# 

50-321 

P 


8403020294 

50-450 

A 


8403090228 

50-321 

0 


8403050078 

50-458 

A 


B403090BB2 

50-321 

F 


8403050073 

SO- 450 

A 


6403120031 

50-366 

0 


0403060320 

50- 458 

0 


8403120146 

50-424 

8 


0403070010 

50-458 

A 


8403130004 

50-321 

F 


3403070052 

50-458 

A 


B4D313D165 

50-321 

F 


0403070052 

50-458 

A 


8403130165 

50-32 1 

F 


0403070061 

50-450 

A 


8403130346 

50-321 

F 


0403070061 

50-450 

A 


8403130346 

50-321 

F 


0403070062 

50-458 

E 


B403 150023 

50-424 

H 


0403000370 

50-458 

A 


8403150038 

50-424 

V 


04O3OBO37S 

50-458 

A 


8403150038 

50-424 

V 


0403130069 

50-458 

E 


8403150043 

50-424 

S 


0403130175 

S0-45B 

S 


8403150043 

50-424 

0 


0403130190 

50-450 

A 


B4031 50069 

50-424 

8 


0403130264 

50-458 

8 


84031 50069 

50-424 

S 


0403130393 

50-458 

F 


8403150071 

50-321 

R 


0403130440# 

50-458 

Q 


84031 50071 

50-321 

R 


0403130486 

50-450 

F 


8403160031 

50-366 

S 


0403130406 

50-450 

F 


8403160044 

50-321 

S 


0403130407* 

50-458 

F 


8403160349# 

50-321 

Q 


0403160310 

50-458 

S 


8403160349# 

50-321 

Q 


0403190017 

50-458 

E 


8403190026 

50-366 

8 


0403200034 

50-458 

A 


8403190105 

50-424 

S 


0403210069 

50-450 

A 


8403190105 

50-424 

S 


0403220209 

50-450 

A 


840320000 5 

50-321 

P 


0403260100 

50-458 

A 


B 40320000 5 

50-321 

P 


0403260291 

50-458 

A 


8403200263 

50-366 

P 


0403270026 

50-450 

s 


8403260086 

50-366 

s 


0403270039 

50-458 

a 


0403260119 

50-366 

s 


0403270045 

50-458 

B 


8403260150 

50-321 

F 


0403270076# 

50-458 

Q 


8403260191 

50-366 

s 


8403270201 

50-458 

S 


8403290037 

50-424 

Q 


B403SQ0032 

50-450 

H 


8403290194# 

50-366 

Q 


0403290392 

50-458 

0 


8403290194* 

50-366 

Q 

Marmati U Meiss 

0403020173 

50-443 

Q 


B403290212# 

50-321 

Q 


8403070147 

50-322 

T 


0403290212# 

50-321 

n 


0403070232 

50-443 

0 


0403300104 

50-321 

B 


0403260302 

50-289 

0 


8403300104 

50-321 

0 


0403290005 

5Q-S09 

F 


0403300143 

50-321 

F 


0403300243 

WASTE MOT 


B4033D0143 

50-321 

F 


8403300259 

50-289 

0 


0403300339 

50-321 

F 


0403300263 

50-443 

0 

ORQrglai Stat* of 

0403130457 

50-424 

G 

Harshbarger 6 Associates 

0403080409# 

50-528 

A 

Oaopglana Against Nuelaaf Enargg 

8403020126 

50-424 

0 

Harvard Unlv . Cambrldgsi MA 

0403140172 

PR 


Battv/Patrotomics Co. 

8403260242 

40-6659 



0403190362 

PHM 


Ollbapt AssaclateSf Inc 

8403060414# 

50-302 

0 

Health PhgsicB Associatesi Ltd 

7904030132* 

FDIA 



8403090329# 

TOPREP 



7904030135# 

FOIA 



8403290188# 

50-244 

p 

Health Phgsics Societg 

0403230069 

PRtI 



8403290189# 

50-244 

p 

Helgeson Nuclear Dervlcesi Inc 

0403050156# 

40-672 


Ootdap Assoclatas 

8403010004# 

contract 


Henry Ford Hosp • Detroiti Ml 

8403210107 

POM 


flovarnnant Accountabi I itg Projact 

8402140014 

50-520 

a 

Henry Pratt Co 

0403230020 

50-309 

8 


8403010192 

50-329 

A 

Hoddepj M H 

0403070143# 

50-250 

0 


8403010488 

50-329 

A 


0403140017 

50-250 

0 


8403020102 

FOIA 



0403140017 

50-250 

0 


8403060303# 

50-276 

0 


0403140023# 

50-250 

0 


84030BO0BS 

50-276 

E 


8403140023# 

50-250 

0 


B4030B0196 

50-413 

A 

House of Rep 

0312140351# 

50-275 

E 


8403150010 

50-275 

0 


0312200102# 

50-275 

E 


0403200133 

50-275 

0 


8403070073# 

50-289 

U 


8403260364 

50-275 

0 


B403070076# 

50-207 

W 


8403260364 

50-275 

0 


0403070076# 

50-209 

u 


8403260365 

50-142 

Q 


8403090011# 

50-289 

u 


8403270006 

50-275 

0 


8403090013# 

50-289 

u 


8403270006 

50-275 

0 


0403140200# 

50-382 

u 


8403270173 

50-445 

H 


0403210137 

50-289 

0 

Broalgt CO 

8403220312# 

CONTRACT 



8403270367 

50-275 

u 
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CORPORATE SOURCE INDEX 


AUTHDft 

AFFILIATION 

ACCESSION 

HONBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOOST 

House of fle? < Interior !< Insular AFPalrs 

SADSOIOOBB* 

FOIA 



0403020044 

50-319 

ft 


Sq031S0393* 

COMHISBION 


8403060191 

90-316 

P 

Houston Lighting L Fouer Co 

BAOS07OJ 17 

30-490 

0 


8403060195 

90-319 

P 


SAOa 130380 

50-490 

8 


0403060195 

50-319 

P 


0403130380 

50-490 

S 


0403060 197a 

90-316 

P 


B403 130477 

50-490 

8 


0403060200* 

50-315 

P 


0403 130477 

50-490 

8 


8403060200* 

50-319 

P 


0403140131 

PR 



8403060315* 

50-319 

0 


0403190289 

PR 



0403060315* 

90-315 

<9 

Hunton tr HI 1 1 lams 

040301 0103 

50-382 

0 


8403000169 

90-319 

R 


0403010193 

50-332 

0 


0403080169 

90-319 

R 


0403010281 

50-463 

0 


0403080214* 

90-319 

a 


04030 1 0881 

50-463 

G 


0403090268 

50-319 

F 


8403010829* 

50-463 

0 


8403130121 

90-313 

F 


840301 0229» 

50-463 

0 


8403130202 

50-319 

F 


8403010242 

50-322 

0 


0403130202 

50-319 

F 


0403010249 

50-322 

0 


8403130859 

90-315 

R 


8403020143 

SO-322 

0 


0403130259 

50-319 

R 


8403060105 

30-322 

8 


0403130420* 

90-319 

R 


0403060107a 

30-322 

0 


0403130420* 

90-319 

R 


0403130018 

90-322 

0 


8403160034 

50-319 

0 


04D313OOt8a 

50-322 

o 


8403160034 

50-319 

Q 


8403130082 

50-322 

0 


8403200202 

90-315 

Q 


0403 130030a 

50-322 

G 


8403200308 

50-319 

Q 


0403130041* 

50-322 

0 


8403200210 

50-316 

P 


0403130053* 

50-322 

0 


8403300214* 

90-316 

P 


0403130063* 

50-322 

0 


8403800816 

50-319 

8 


3403130073* 

50-322 

o 


8403300217 

50-316 

8 


3403 130032* 

50-322 

e 


0403300223 

90-319 

P 


3403130090* 

50-322 

0 


0403200223 

50-319 

P 


3403130099* 

50-322 

Q 


0403200228* 

50-318 

P 


0403130109* 

50-322 

0 


8403800820* 

50-319 

P 


8403130119* 

50-322 

e 


0403800383 

50-319 

0 


04O313O1S9 

50-322 

c 


8403230060* 

50-319 

a 


8403150004 

50-322 

B 


8403880060* 

90-319 

0 


8403200031 

50-322 

G 


8403230138* 

90-319 

a 


0403200037* 

30-322 

Q 


8403230130* 

90-319 

0 


8403800069 

30-322 

0 


8403260002 

90-319 

p 


0403210177 

SO-322 

o 


8403260178 

50-319 

F 


0403810181* 

50-382 

0 


0403260176 

50-31 9 

F 


8403230013 

50-322 

0 


0403270047 

90-319 

a 


0403360377 

50-328 

T 


8403270110 

50-316 

p 


0403270292 

90-322 

6 


8403290271 

50-313 

F 


0403290179 

50-332 

G 


0403300195 

50-316 

R 


8403300256 

50-328 

0 


0403300157 

90-319 

R 


3403300277 

50-322 

0 

Indiana I, Tllchtgan Power Co 

B403090SB1 

90-319 

F 

ICl Americasj Inc 

8403210107 

PRM 


Inforubatlon Hanilllng Servica* 

8403060171 

FOIA 


Idahoj UnlV af« Mdscou# ID 

34031 50207* 

40-0701 


Interactive Radiation, Inc 

8403020197 

XPORTLIC 


Illinois Focoer Co 

8403070120 

50-461 

0 

Interior, Dept of 

8403010060* 

CONTRACT 



3403070123* 

50-461 

G 


0403080277 

50-320 

P 


8403030240 

90-461 

8 


0403080406* 

30-320 

D 


0403090277* 

50-331 

P 


0403190343 

90-900 

0 


8403130193 

30-461 

A 

Interior, Dept of. Bureau of Indian 

8403000400* 

90-920 

c 


8403150009 

50-461 

A 

Affairs 





B403190173* 

50-461 

0 

interior. Dept of, Fish & Mlldlife 

0403090109 

50-424 

c 





Service 





0403190390 

50-461 

A 

Interior, Dept of, Geological Surveg 

8403070383* 

27-39 



0403200193* 

50-461 

A 






04032602 95 

30-461 

0 

international Comaiisslon on Radiological 

8403230076* 

CONTRACT 



0403290093 

50-461 

I 

protection 





0403290078* 

50-461 

I 

Iowa Electric Light 6 Power Cq 

8403020108 

50-331 

p 






0403020111* 

90-331 

p 

Illinoisi State op 

8403010344 

27-39 



8403060136 

90-331 

F 


0403060118 

40-2061 



8403060149 

90-331 

s 


8403060124* 

40-206 t 







8403070027 

40-2061 



8403090080 

90-331 

p 


8403070030* 

40-2061 



8403090092* 

50-331 

p 






0403090862 

90-331 

p 


8403070123* 

SO-461 

o 


8403120048 

90-331 

R 


3403080186* 

FOIA 



0403180091 

90-331 

a 


0403130037 

90-436 

0 






0403130474 

50-496 

D 


8403180139 

90-331 

0 


3403200083 

40-8061 



0403130144 

90-331 

p 






8403130408* 

30-331 

F 


e4032oa089a 

40-2061 



8403150067 

90-331 

P 


B4032O0317 

27-39 



0403190299 

PR 



8403300258 

40-8061 






Illinois. State of, Dept Nuc Safetg 

8403060313 

50-456 

D 


0403190300 

90-331 

P 

Cformerlg Dopt Publlt Health) 





8403190306* 

90-331 

P 

Impel 1 Corp 

0403010303* 

50-398 

E 


8403200047 

90-33 1 

F 






8403200091 

90-331 

F 


0403150014* 

50-440 

0 


8403200121 

50-331 

F 


0403 200062* 

50-819 

0 






B403200067* 

50-21? 

0 


8403200103 

50-331 

F 


0403200269* 

50-402 

A 


8403200192 

90-331 

P 


8403230016 

50-322 

T 


0403220017 

90-331 

R 






0403230004 

50-331 

P 


8403230038 

SO-322 

T 


0403230007* 

50-331 

P 


3403230040 

50-382 

T 






3403230073 

50-382 

T 


8403230105 

50-331 

a 

trie Co 

8403080007 

30-316 

P 


8403260200 

90-331 

P 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

5UDJECT 

CATEODRY 

AUTHOR 

AFFILIATION 

ACCESSION 

number 

SUBJECT 

CATEOORY 

ToUBt state qf 

0dO31 90387 

PR 


Kontuclcij ( C niDdionuealth nft 

8402100395# 

30-338 

U 

iBhanlt Lincoln b Beale 

8^03010303 

30-135 

B 

Kerr-McOee Chemical Corp (subs u P 

840321001? 

40-2061 



04030301 34 

30-295 

0 

Kerr-McOee Corp ) 





0403030134 

30-293 

0 

Keri — KcOee Corp 

84 03 1 30272 

40-8786 



0403030140 

30-293 

Q 


84031 50294 

40-8786 







8403130332 

40-8386 



8403030140 

30-293 

0 






04O3O3OJ46* 

30-295 

o 


8403260129# 

40-1478 



8403030146# 

30-295 

e 


8403260138* 

40-1478 



8403030101 

30-434 

0 


8403280028 

40-2061 



S4O3OAO100 

30-133 

0 


8403200099 

40-8386 







8403280103# 

40-8506 



84030601 93# 

30-153 

Q 






8403060S03# 

50-185 

0 


8403290389# 

40-2061 



8403160011 

30-436 

0 

Klrlipa trick. Lockhart. Hill. Christopher 

8403010234 

50-022 

0 


8403160011 

30-456 

0 

b Phillips 





84031 600 B3 

30-436 

0 


8403010237 

SQ-322 

0 






8403060208 

50-322 

o 


8403160033 

30-456 

0 


8403060234 

50-322 

T 


8403190004 

50-1 Sb 

0 






8403200011 

30-329 

0 


8403060268 

30-322 

Q 


8403200011 

30-329 

0 


8403060330 

30-322 

e 


8403200122 

30-454 

0 


8403130003 

30-322 

0 






8403130029 

30-322 

Q 


8403200130 

50- 1 33 

0 


8403130146 

30-322 

0 


8403260361 

50-436 

0 






0403270020 

30-329 

0 


8403130174 

50-322 

0 


0403270020 

50-329 

0 


8403130026 

50-322 

0 

Islanii Cloeeup Neus 8ervlce> Sag Harbor< 

0403010474 

FOIA 



8403200004 

50-322 

0 

NY 





8403200128 

50-322 

0 






8403200131 

50-322 

0 


8403090016 

FDIA 






Isotope Products Laboratortss 

8403010490 

XPORTLIC 



8403200134# 

50-322 

0 

Uapani Oovt of 

8403010464 

XPDRTLIC 



8403200136# 

50-322 

0 


0403010471 

XPORTLIC 



8403200140* 

50-322 

0 


8403010487 

XPDRTLIC 



8403200143# 

50-322 

0 






8403200146# 

50-322 

Q 


8403230197 

XPORTLIC 







6403260041 

XPORTLIC 



8403200151# 

30-322 

Q 


8403260390 

XPORTLIC 



8403200153# 

50-322 

0 

Joint Interveners - Diablo Canyon 

8403080110 

50-275 

0 


840320015?# 

50-322 

0 


8403190011 

50-275 

0 


8403210186 

50-322 

0 






8403220250 

50-322 

0 


8403190011 

50-275 

0 






8403190016# 

50-275 

0 


8403220288 

50-322 

T 


8403190016# 

50-275 

Q 


8403260134 

disc 



8403190021# 

30-275 

0 


8403280346 

50-322 

0 


8403220106 

50-275 

s 


8403280357 

50-322 

0 






8403280358 

50-322 

0 


B4032S0106 

50-275 

0 






84032201 10# 

50-275 

& 


8403290240 

30-322 

A 


84032201 10# 

50-275 

0 


8403290377 

50-322 

8 


8403260368 

50-275 

0 


8403290383 

50-322 

0 


8403260369# 

50-275 

fi 


8403290390 

30-322 

0 





Klrksvllle. MO 

8403070045 

30-403 

n 

Joint Intervanors - River Bend 

8403140012# 

50-438 

0 





Joint Intervenors - Shearon Harris 

8403180002 

30-400 

Q 

Kohl. Becresti Hardle. Lynch. Clark b 

8403070226 

30-329 

8 


8403190141# 

50-400 

Q 

Hampton 





8403200034 

30-400 

0 

Kud I u A1 llance 

8403120002 

50-400 

0 


8403220223 

30-400 

0 

LIXI. Inc 

8403000200 

FQIA 







8403080210* 

FOIA 



B403220223 

50-400 

0 

La Crosse. 

840322031 9# 

CONTRACT 



8403280263 

50-400 

0 






8403280270 

50-400 

0 

Labor. Dept of 

8403130236 

PR 



8403260361 

50-400 

0 

Lacey Tooinshlp. NJ 

8403060231 

30-219 

11 

Joint Intervenors — Waterford 

8403080130 

50-382 

0 

Lakner Associates 

8403050333# 

M18C 






Lauler. Hatusky b Skelly Engineers 

8403200240# 

30-410 

A 

Joint Petitlonsrs - THI 

8403220842 

50-209 

0 

Laurence Oerkeley Laboratory 

0403300120 

RES 


Justlcot Dept, of • 

8403080383# 

FOIA 







8403080423# 

50-289 

P 

Laurence Livermore Laboratory 

8303080290# 

30-206 

p 

KLD Assoclatesi Inc 

8403230020 

50-322 

T 


0403050029# 

30-206 

p 

Kansas Oas b Electric Co 

84030 1014 3 

50-482 

8 


8403030035# 

30-206 

p 






8403050038# 

30-206 

p 


8403020274 

50-402 

A 


8403140334 

ACRS 



8403090223 

50-402 

V 






8403130197 

50-402 

A 

LeQoeuf. Lomb. Leiby b MacRae 

8402170136 

30-203 

p 


8403130213 

50-482 

8 


8403120183 

50-203 

p 


8403130343# 

50-482 

0 


8403130044 

50-341 

K 





League Against Nuclear Dangers 

8403090208 

PR 



8403130399* 

50-482 

0 

Lehlgb Unlv > Oethlehem. PA 

8403090133# 

CONTRACT 



8403130064 

50-482 

A 






8403190035 

50-482 

0 

Leuls. H 

8403160049# 

30-320 

P 


8403190036 

50-482 

8 


8403160291 

50-209 

H 


8403190229# 

50-402 

A 


8403190038 

30-332 

<3 





Limerick Ecology Action 

8403190140 

30-332 

Q 


8403190316 

50-482 

8 


8403270060 

50-332 

e 


8403200232 

50-482 

A 






8403200237 

50-402 

E 


6403270069# 

50-352 

0 


8403200260# 

50-482 

A 


S4032B0336 

50-352 

0 


8403200869# 

50-482 

A 


8403300014# 

50-352 

T 






8403300129 

50-352 

0 


8403210073 

50-482 

A 

Literature Research Co. 

8403260322# 

CONTRACT 



8403260323 

50-482 

Q 






8403270105 

50-482 

8 

Long Island Lighting Co 

8403010183 

50-322 

0 


8403270131 

50-482 

8 


8403010195 

50-322 

0 


8403270163 

50-482 

8 


8403010207 

50-322 

8 






8403010207 

50-322 

8 


8403270179 

50-402 

8 


8403010218 

50-206 

S 


B40327Q26B 

50-482 

8 





Kau«4 Scbolert Fterman« Hays b Handlir 

8403010111 

FOIA 



8403010218 

50-206 

8 


8403000226 

FOIA 



8403010220 

30-322 

Q 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUDvieCT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESBION 

NUMOER 

0 OBJECT 
CATEGORY 


8403010242 

SO- 322 

0 


B403300236 

50-322 

0 


8403010249 

50-322 

s 


8403300277 

50-322 

0 


8403020139 

50-322 

A 

Los Alamos Scientific Laboratory 

8403230216 

50-537 

A 


8403020143 

50-322 

a 

Louisiana Poiiiar (i Llsht Co 

8403010069 

50-302 

6 


8403020168 

50-322 

0 


8403010187 

50-362 

e 


04030 202B7 

50-322 

E 


8403020205 

50-382 

A 


B403060I0S 

50-322 

O 


B 403020333 

50-382 

A 


0403060107* 

50-322 

o 


8403050065 

50-362 

E 


0403060265 

50-322 

o 


8403050240 

50-362 

F 


0403070147 

50-322 

T 


8403050251* 

S0-3S2 

F 


0403070130* 

50-322 

T 


B4030SD353* 

50-382 

F 


0403070134* 

50-322 

T 


8403060190 

70-2946 



6403070138* 

50-322 

T 


8403060196 

50-382 

3 


6403O70S60* 

50-322 

T 


S4030602SB 

50-382 

3 


8403070163* 

50-322 

T 


8403060293 

50-382 

E 


B403070171* 

50-322 

T 


B403060306 

50-382 

E 


6403070176* 

50-322 

T 


8403060337 

50-302 

E 


6403070163* 

50-322 

T 


8403060339 

50-382 

8 


8403070190* 

50-322 

T 


B40309003S* 

50-302 

A 


6403070193* 

50-322 

T 


B403 120014 

50-302 

F 


6403070196* 

50-322 

T 


8403120164 

50-362 

F 


64 03070201* 

50-322 

T 


0403120169* 

50-382 

F 


B 4 03070204* 

50-322 

T 


B403120167* 

50-362 

F 


6403070207* 

50-322 

T 


6403120168 

50-382 

A 


6403070211* 

50-322 

T 


8403120169 

30-382 

A 


6403070214* 

50-322 

T 


B 403 1201 86 

50-382 

E 


8403070217* 

50-322 

T 


6403130109 

50-382 

0 


6403070220* 

50-322 

T 


6403130170 

50-382 

A 


8403070222* 

50-322 

T 


6403130267 

50-382 

6 


6403070227* 

50-322 

T 


6403130303 

50-382 

8 


6403070231 » 

50-322 

T 


6403130311 

50-382 

B 


8403130012 

50-322 

0 


6403130331 

50-362 

Q 


8403130016* 

50-322 

0 


6403130339 

50-382 

8 


8403130022 

50-322 

0 


0403130487 

30-382 

a 


8403130030* 

50-322 

0 


6403130434 

50-362 

F 


8403130041* 

50-322 

0 


8403130436 

50-382 

8 


8403130053* 

50-322 

0 


64031 30446 

30-382 

A 


B4O3130O63* 

50-322 

Q 


6403140191 

50-382 

F 


8403130073* 

50-322 

Q 


6403150046 

50-382 

A 


84031 3DOS2* 

50-322 

0 


8403150075 

30-382 

F 


B403130090* 

50-322 

Q 


6403160020 

50-382 

A 


840'3 130099* 

50-322 

0 


B4031902SO 

50-362 

8 


8403130109* 

50-322 

0 


6403190253 

50-382 

8 


8403100119* 

50-322 

Q 


8403190262 

50-382 

8 


8403130129 

50-322 

O 


0403190272* 

50-382 

a 


8403140019 

30-322 

A 


8403190368 

50-382 

8 


8403140048 

50-322 

B 


6403200022 

S0-3B2 

8 


8403140048 

50-322 

3 


6403200161 

50-382 

F 


84031 400 SO 

30-322 

3 


6403200168 

90-382 

A 


84031 400 SO 

30-322 

a 


8403200209 

50-382 

A 


84031 400 SO* 

30-322 

s 


0403200267 

50-382 

a 


8403140060* 

30-322 

0 


8403200276 

50-302 

a 


8403140091* 

30-322 

s 


6403210030 

50-302 

A 


8403130004 

30-322 

« 


64032601 54 

50-362 

A 


0403130133 

50-206 

s 


8403270040 

50-382 

3 


8403190187 

50-322 

9 


8403270046 

50-302 

a 


8403200004 

50-322 

0 


6403270059 

50-382 

8 


8403200031 

50-322 

e 


6403270095 

50-382 

8 


8403200037* 

50-322 

0 


8403270102 

50-382 

S 


8403200069 

SO-322 

0 


8403270154 

50-382 

A 


B403200227 

50-322 

A 


8403270161 

50-382 

B 


8403200302 

50-322 

A 


8403270203 

50-382 

6 


0403210177 

50-322 

O 


6403270206 

30-382 

e 


0403210161* 

50-322 

o 


6403300046 

50-362 

F 


0403230008 

50-322 

T 


8403300049* 

50-382 

F 


8403230013 

50-322 

0 

Louisiana State Unlv 

B4O3O5OO01* 

30-496 

A 


8403230016 

50-322 

T 

Lowolli Univ of* LohXlli HA 

B403300169* 

50-223 

8 


8403230020 

50-322 

T 

MATBCO (subs of Hultl-Amp Corporation! 

6403130244 

aA999 



8403230032 

50-322 

T 

MPR AssoClatrif Inc 

8403190351* 

50-361 

P 


8403230038 

50-322 

T 


8403220004* 

50-219 

P 


8403230048 

30-322 

T 

Maine Yantee Atomic Fouier Co 

6403020065 

90-309 

R 


B4 03230066 

50-322 

T 


6403060094 

30-309 

P 


8403230073 

50-322 

T 


6403130047 

50-309 

R 


8403260377 

50-322 

T 


6403220192 

50-309 

P 


8403260379* 

50-322 

T 


8403220199* 

30-309 

P 


8403270074 

50-322 

0 


6403230036 

50-309 

P 


8403270116 

50-322 

A 


6403230042 

50-309 

P 


8403270119 

50-322 

R 


6403270136 

30-309 

P 


8403270132 

50-322 

S 


6403290256 

90-309 

R 


8403270197 

30-322 

O 


8403300160 

30-309 

0 


8403270292 

50-322 

& 


8403300162 

50-309 

It 


8403280029 

30-322 

F 

Hainei State of 

8403070032* 

CONTRACT 



B403290J60 

30-322 

F 


S403270290* 

CONTRACT 



B403290165* 

50-322 

F 

Matlinckrodti Inc 

6403210004 

PR 



8403290179 

50-322 

0 

Marsh 4i McLennan> Inc. 

8403060224 

50-327 

J 



CORPORATE SOURCE INDEX 


565 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEOORY 


BA03060234 30-338 J 

BA030&D234 30-338 J 

BA03060277 30-370 J 

B4030&OZ81 30-321 J 

B40306028i 30-3S1 J 

S403D60332 80-Z80 J 

8403060334 30-289 J 

8403060333 30-302 J 

8403060367 TOPREP 

8403060373 TOPREP 

8403060377 30-397 J 

0403060377 30-397 J 

8403060413 30-438 J 

0403060446 30-340 J 

0403070173 30-327 J 

0403140003 30-322 J 

040314001 9 80-398 J 

8403140029 30-293 J 

0403140031 80-248 J 

0403140033 30-29 J 

8403140037 80-413 J 

0403140044 30-340 J 

B40314007B 30-244 J 

0403140092 80-213 J 

8403260170 TOPREP 

B4032601 97 30-272 J 

0403280036 80-321 J 

B4032B0093 S0-34B J 

8403200086 80-272 J 

8403280064 80-146 J 

(Bub> oF Harubenl 8403010466 KPORTLIC 

04030104674 XPORTLIC 

6403080364* XPORTLIC 

8403080366* XPORTLIC 

0403090106 PR 



8403130189 

80-320 

P 


0403130236 

PR 


iKarylandt Unlv oFi College Parti MD 

0403210124 

80-166 

P 


8403210126* 

80-166 

P 

ffaecBchueetti Oeneral Hoip > Doetoni MA 

8403090184 

PHM 


Maeiachutetti Inetltute of Technologgi 

8402130347 

30-20 

F 

Cambrldgei HA 

8403090213 

PR 


Haeeachuiettii Univ oft Hedlcal School 

8403140172 

PR 



8403290321 

PR 


Motuollt J C 

8403140303 

80-400 

0 

Medical Phgilcs Consultantsi Inc 

8403080149* 

F01A 


Menphia State Univ, t Hrmphlst TN 

B4031S0196* 

CONTRACT 


B4D3230060 

80-830 

R 

Metal Belloui Corp 

B4D3120117 

0A999 


Metropolitan Edlaon Co, 

0403010009 

30-289 

0 


0403060004 

SO-2B9 

6 


0403070029 

80-209 

0 


04O3DBD1OS 

80-209 

0 


0403090129 

30-209 

6 


0403130443 

30-209 

6 


8403130481* 

80-289 

Q 


8403200089 

80-209 

0 


B4D3200066 

80-289 

s 


84032001 30 

30-209 

0 


8403210179 

30-289 

0 


8403210187 

80-289 

0 


8403210193 

80-209 

0 


8403260349 

80-209 

0 

Mlohigani State of 

8403190193* 

80-329 

A 

Ml-chlgam Univ. oft Ann Arbor> MI 

B4D3140191 

PR 



B403230131 NUREO 

B403OBOt 16* FOIA 

B403210t07 PRH 

(«ub». of Union B4031S022B 40-8804 

0403230086 PR 

0403290316 WASTE MOT 
HlBilBiippl Pouor b Light Co 0403010121 80-416 8 

0403020047 80-416 R 

0403020410* 80-416 0 

0403070037 80-416 0 

0403070173* 80-416 Q 

8403070176* 80-416 0 

0403070100* 80-416 0 

0403070109* 80-416 0 

8403070266 80-416 0 

0403070329 80-416 P 

0403090091 80-416 8 


Mllllhln b FUton 
Mllllpara Carp 
i11n«r«l« Exploratian Co. 

Oil Co of California) 
Minncaotat Btati of 


Marubeni America Corp 
Corp. ) 


Marglandi State of 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMDER 

SUBJECT 

CATEOORV 



0403090193 

90-416 

8 



8403090318 

50-416 

P 



8403090368 

SQ-416 

8 



8403090268 

30-416 

S 



8403 1 20037 

30-416 

P 



0403120140 

90-416 

3 



8403120189 

30-416 

8 



0403130098 

80-416 

S 



8403130192 

50-416 

S 



8403130240 

90-416 

8 



8403130233 

80-416 

S 



8403130274 

30-416 

8 



8403130464 

30-416 

8 



8403140121 

30-416 

J 



8403140121 

30-416 

J 



8403190033 

90-416 

8 



8403190043 

30-416 

8 



8403190039 

30-416 

a 



8403190115 

50-416 

8 



8403190216 

80-416 

8 



8403190292 

30-416 

B 



8403190331 

30-416 

S 



8403200014 

80-416 

S 



0403200017 

80-416 

S 



8403200018 

30-416 

0 



8403200064 

50-416 

8 



8403210041 

50-417 

9 



8403210083 

50-416 

P 



8403210037 

50-416 

P 



8403210062* 

80-416 

P 



8403210109 

50-416 

P 



0403210140 

80-416 

E 



8403210140 

80-416 

E 



8403210192 

80-416 

S 



0403220147 

80-416 

R 



8403220196 

50-416 

X 



8403230084 

90-416 

p 



0403230089* 

50-416 

p 



0403230092* 

80-416 

p 



8403260244 

50-416 

S 



8403270134 

50-206 

9 



8403280009 

50-416 

P 



8403280014* 

30-416 

P 



0403200010* 

80-416 

P 



8403280028* 

50-416 

P 



8403290030 

80-416 

a 



8403290030 

30-416 

a 



0403290094 

30-416 

P 



8403290306 

90-416 

a 



8403300007 

90-416 

8 



0403300027 

90-416 

8 



0403300037 

50-416 

8 



0403300002 

90-416 

8 



0403300097 

90-416 

P 



0403300113 

90-416 

a 



0403300114 

90-416 

s 



0403300117 

90-416 

a 



0403300110 

90-416 

a 



0403300124 

50-416 

a 

Hlaaourit State of 


0403070007 

90-483 

F 

Miasourlt Univ oft Rnlloi MO 


0403190000* 

80-123 

a 

Mitsubishi Internationa] Carp 

(subs of 

0403010468 

XPORTLIC 


Hitsublshi Carp 1 







0403010460* 

XPORTLIC 




0403010470 

XPORTLIC 




0403010473* 

XPORTLIC 




6403010312 

XPORTLIC 




0403010317* 

XPORTLIC 




0403080327* 

XPORTLIC 




0403090333* 

XPORTLIC 




0403080373* 

XPORTLIC 




8403050376* 

XPORTLIC 




8403070428* 

XPORTLIC 




0403070426* 

XPORTLIC 


Mitsui b Co {USA)t Inc (subs 

of HI taul 

6403020422 

XPORTLIC 


(t Co 1 Ltd, 1 







8403050033 

XPORTLIC 


Monroe Countyt MI 


0403280084* 

80-341 

M 

Montgomery County# MO 


0403070070 

50-483 

F 



0403230082* 

CONTRACT 


Iforrl aen-Knud sen Co , Inc 


0403120043 

aA999 




0403200130* 

aA999 




0403200187* 

aA999 


Murphy It Davenport 


8403310030 

WASTE MOT 

Mutual Atomic Energy Liability 

Underuirlt 

8403140063 

50-200 

J 


ers 
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CORPORATE SOURCE INDEX 


rtuiHon 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

NL Indostriesj lot 

S403BD0073 

XPORTLIC 





0403130349* 

50-220 

P 

NPS Indus trie Si Inc 

S 4030 70236 

50-219 

5 




8403130363 

50-410 

9 

NU8 Corp 

84030 1 027B 

FOIA 





8403130386 

50-220 

P 


B403020392 

50-289 

P 




0403130391* 

50-220 

P 


e4D3070D<?S 

FOIA 





8403150051 

50-220 

R 


8403090013 

FOIA 





8403200002 

50-220 

P 


8403260353* 

50-352 

E 




8403200232 

50-410 

A 

NU9AC. Inc 

8403270362* 

CONTRACT 





8403200243* 

50-410 

A 

NUTECH CnsIriBBrs. Inc 

8403070318* 

50-325 

0 




0403200240* 

90-410 

A 

National Aeronautics b Space Admin 

8403060405 

50-30 

R 




0403210043 

50-220 

S 


6403060410* 

50-30 

R 




0403210136 

50-4 1 0 

8 

National Hoard of Boiler £i Pressure 

8403130268 

50-358 

A 




040322012? 

90-220 

P 

Vlesse) Inspectors 







0403220177 

90-220 

P 

Natural Resources Defense Council 

B4O319D120 

50-537 

0 




8403230078 

90-220 

P 

Navyi Pept of 

6403290297 

PR 





8403230116 

90-220 

F 

Nebraska Public Pouer Plstrict 

6403020083 

30-298 

R 














8403260270 

50-220 

0 


6403030095* 

50-298 

0 




8403270176 

90-220 

P 


6403060239 

50-298 

F 




8403200036 

90-220 

J 


8403060264 

50-298 

F 




0403280047 

50-220 

J 


8403060274* 

50-298 

F 




0403290177 

50-220 

I 


B403060346 

50-298 

F 














0403300050 

90-220 

P 


8403060334 

S0-29B 

F 




8403300151 

50-220 

a 


8403060392 

50-298 

a 

North 

Carpllna State Unlv > 

Raleigh. NC 

8403090340 

ACRB 



8403080265 

50-298 

F 




0403160005 

90-400 

0 


8403090100 

50-298 

p 

North 

Carol Inai State of 


8403190067* 

90-400 

F 


8403090116* 

30-298 

p 











Northeast Nuclear Energy Co 

(subs of 

0403010219 

90-336 

B 


B403I5D168 

50-290 

p 

Northeast Utilities! 






8403130171* 

50-298 

p 




8403010235 

90-336 

P 


6403150173* 

50-298 

p 




84030200SS 

90-245 

R 


0403160260* 

50-298 

a 




0403020133 

50-336 

R 


8403190089 

50-290 

F 




8403050001 

50-433 

D 


8403200167 

50-298 

F 




0403050105 

90-213 

P 


8403200254 

50-290 

P 




8403050105 

90-21 3 

P 


8403220042* 

50-298 

Q 




8403070273 

90-423 

C 


8403220035 

50-298 

F 




8403070275* 

90-423 

C 


8403270013 

50-298 

F 




8403070299 

90-423 

A 


B4D330O1SO 

30-290 

R 




8403070336* 

90-423 

Q 

Netfier landsi Oovt of 

B4030B0360* 

FOIA 





8403090257 

90-336 

P 


B4O3O0D364* 

FOIA 





0403090273 

90-336 

P 


84 030 80366* 

FOIA 





8403120135 

90-24 S 

IR 

Novadat State of 

8403020206 

HASTE MOT 




8403120130* 

50-245 

R 


8403150322* 

WASTE MOT 




0403120138* 

90-245 

R 

Nevada> Uitlv of 

84031 50223* 

WASTE MST 




8403130027 

90-213 

P 

Neif England Coalition on Nuclear 

8403020173 

50-443 

0 




0403140101 

90-423 

K 

Poll ution 







0403140109* 

90-423 

K 


8403070232 

50-443 

Q 




8403160292 

90-423 

E 

Ncb) Neilcoi State of 

8403050109 

State Prog 














8403190048 

90-245 

P 

Nbu York Univ < New Yorkp NY 

8403060314* 

50-322 





8403190280 

PH 


New York) State of 

8403020123 

50-022 

6 




0403200113 

90-336 

S 


3403020233 

50-322 

G 




8403200149 

90-423 

A 


8403D60S1B 

50-322 

T 




0403210011 

90-423 

0 


8403060226* 

50-322 

T 














0403220148 

90-423 

F 


8403060246* 

50-322 

T 




8403230022 

90-213 

R 


B4030602S2* 

50-322 

T 




8403230022 

90-213 

R 


8403130043 

50-322 

0 




8403230023 

90-213 

R 


8403130085 

50-322 

0 




0403230029 

90-245 

F 


8403130091* 

50-328 

e 














8403230033 

90-423 

0 


8403130236 

PR 





8403230034* 

90-245 

F 


8403210179 

50-322 

e 




8403230037* 

90-423 

a 


8403210188 

50-322 

e 




8403260143 

90-213 

F 


8403210201 

50-322 

0 




8403260143 

90-21 3 

F 


6403230010 

50-302 

0 














8403260143 

90-213 

F 


8403260338 

50-322 

T 




8403260143 

90-2 1 3 

F 


8403260342* 

50-322 

T 




8403260145 

90-336 

P 

Neuman & Holtiinger 

8403020100 

50-537 

0 




8403260146 

90-213 

F 


84030701 17 

50-498 

0 




8403260146 

90-213 

F 


8403090086 

50-537 

0 














8403360149 

90-423 

E 


8403190171 

50-250 

0 




8403260151* 

90-213 

F 


8403230186 

50-556 

0 




8403260151* 

90-213 

F 


8403260062 

50-331 

J 




8403260151* 

90-213 

F 


8403300272 

50-344 

0 




8403260151* 

90-213 

F 

Niagara IHohauk Power Corp. 

8403060221 

50-220 

p 














8403260181 

90-423 

A 


8403060247 

50-220 

p 




8403260195 

90-245 

F 


84030604S9 

50-320 

F 




8403260284 

50-245 

S 


G4 0306 04 4 6 

50-220 

P 




8403270008 

90-213 

F 


8403070194 

50-220 

R 




8403270008 

90-213 

F 


8403090040 

50-220 

P 














8403270008 

50-213 

F 


8403090063 

50-220 

F 




8403270081 

90-336 

P 


8403090078 

ao-410 

8 




8403290112 

90-423 

A 


8403090146 

90-220 

P 




8403290230 

90-336 

P 


8403120044 

50-220 

0 




8403300080 

90-336 

R 


8403120050* 

50-220 

0 














8403300092* 

90-245 

0 


8403120059 

50-220 

p 




8403300092* 

50-245 

0 


8403130184 

50-410 

V 




0403300135 

50-245 

R 


8403130340 

50-220 

p 




8403300144 

90-213 

a 


CORPORATE SOURCE INDEX 


667 


AUTHOR 

AFFILIATION 


Northeast Utilities 


Northeast Utilities Service 
Northeast Utilities) 


Northern States Power Co 


Co (subs 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

SA03010319 

50-336 

8 

BAD30 10233 

50-336 

P 

0403020133 

50-336 

R 

0403030001 

30-423 

D 

0403030105 

30-213 

P 

0403050103 

50-213 

P 

0403070273 

30-423 

C 

0403070297 

50-423 

A 

8403070336* 

50-423 

0 

8403090257 

50-336 

P 

B403090272 

30-336 

P 

8403120133 

30-245 

R 

0403130027 

30-213 

P 

0403130213 

50-423 

S 

0403130277 

TDPREP 


0403130360 

50-423 

c 

0403130367* 

SO-423 

c 

8403130376* 

50-423 

c 

8403140101 

50-423 

K 

0403140131 

TOPREP 


8403160292 

50-423 

E 

8403190048 

30-243 

P 

8403200149 

50-423 

A 

B4032 10011 

30-423 

G 

0403210161 

30-423 

8 

8403220140 

50-423 

F 

0403230022 

30-213 

R 

8403230027 

30-243 

F 

8403230033 

30-423 

O 

8403260143 

30-213 

F 

8403260143 

50-213 

F 

8403260143 

50-336 

P 

8403260146 

50-213 

F 

8403260146 

50-213 

F 

8403260149 

30-423 

E 

0403260151* 

50-213 

F 

0403260101 

50-423 

A 

8403260173 

30-245 

F 

8403260200 

30-213 

P 

8403270008 

50-213 

F 

840 3270008 

50-E13 

F 

8403270081 

30-336 

P 

0403290112 

30-423 

A 

0403290230 

30-336 

P 

8403300080 

50-336 

R 

8403300092* 

50-243 

Q 

8403300092* 

50-243 

(1 

8403300135 

30-245 

R 

8403300144 

S0-S13 

Q 

' 8403130360 

50-423 

C 


8403190280 

PR 


840301D018 

FOIA 


8403010316 

50-263 

8 

8403020197 

50-263 

fl 

8403060283 

30-263 

F 

8403060423 

50-282 

P 

8403060423 

50-282 

P 

8403090207 

50-282 

F 

8403090270 

50-282 

F 

8403120033 

50-263 

a 

8403120088 

50-263 

9 

8403130079 

50-263 

R 

8403130087* 

50-263 

R 

8403130096* 

50-263 

R 

8403130103* 

50-263 

R 

8403130245 

90-282 

R 

84031 302 58* 

50-282 

R 

84031 302 SB* 

50-202 

R 

8403130270* 

50-282 

R 

8403130270* 

50-282 

R 

8403130278* 

50-282 

R 

8403130365 

50-263 

8 

84031 90064 

50-263 

0 

8403190200 

50-282 

a 

8403190388 

50-282 

0 

8403190388 

50-282 

0 

8403190397 

50-282 

p 

8403200255 

50-263 

8 

8403220003 

50-263 

s 

8403230031 

50-202 

p 

8403270049 

50-263 

p 

8403270170 

50-208 

0 

8403270181* 

50-208 

0 

8403290113 

50-263 

I 


AUTHOR ACCESSION SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 


8403890113 

50-263 

I 


8403390115 

50-263 

I 


0403890113 

50-263 

I 


8403300087 

50-263 

R 


8403300095 

30-282 

R 


8403300093 

50-282 

R 


0403300130 

50-282 

F 


8403300130 

50-202 

F 

Northuiestern Unlv > EvanBtan< IL 

8403030237* 

CONTRACT 


NortDn4 DurkOi Berry 6 French 

8403070044 

50- 275 

0 


8403120006 

50-275 

G 

NucleDyne Englneerlny Carp 

8403090314 

TOPREP 



8403090315* 

TOPREP 



8403090316* 

TOPREP 



8403090310* 

TOPREP 



8403090319* 

TOPREP 



8403090321* 

TOPREP 



8403090322* 

TOPREP 



8403090323* 

TOPREP 



8403090324* 

TOPREP 



8403090325* 

TOPREP 



8403090327* 

TOPREP 



□403090328* 

TOPREP 



8403090330* 

TOPREP 



8403300237* 

TOPREP 


Nuclear Awareness Netuarh 

B4030900S3 

30-402 

0 


8403140061 

50-482 

0 

Nuclear Energy Liability Insurance 

8403140047 

30-338 

J 

Assoc latinn 





8403140054 

30-200 

J 


8403140039 

30-280 

J 


0403140067 

50-200 

J 

Nuclear InPorfnatlon *< Resource Service 

8403280211 

50-482 

0 

Nuclear Leu Center 

8403200021 

50-142 

0 

Nuclear Medicine Associates! inc 

0403080154* 

FOIA 


Nuclear Metalsi Inc 

0403030144* 

40-672 



8403030130* 

40-672 



8403220092* 

40-672 


Nuclear Phnrmacyi Inc 

8403030035 

FOIA 


Nuclear Bervices Corp 

8312280107* 

50-273 

E 

Nuclear Utility Task Action Committee 

B403070252* 

50-321 

P 

Nurnbarger Radiation Protectior Service 

8403130378 

PR 


Nuteci Inc 

□403290052* 

FOIA 


O'Neill, J 

0403260360 

50-153 

0 

Oak Ridge National Laboratory 

8403010102* 

FOIA 



8403070392 

NUREO 



8403120255 

RES 



8403150205 

40-8701 



8403130219 

NUREO 



8403130230 

40-1341 



8403150237 

40-1341 



8403190444 

NUREO 



8403200338 

NUREO 



□403230057 

NUREO 



□403260206 

NUREO 



□403300306 

NUREO 



8403300317 

NUREO 



8403300310 

NUREO 



□403300325 

NUREO 


DPFice of Management & Budget 

8403020380 

ORO 



8403020381 

ORO 



0403020303 

ORO 



8403020385 

ORO 



□403020387 

ORO 



□403020300 

ORO 



□403060450 

ORO 



□403060460 

ORO 



□403060463 

ORO 



□403230079 

ORO 



□403230000 

ORO 



840326003? 

ORO 


□hla Citliens for Responsible Energy 

8403010003 

FOIA 



8403070213 

30-440 

A 


B4032aOD76 

FOIA 


Ohio, State of 

□402130360* 

30-338 

U 

Oklahoma, Unlv of, Norman, OK 

8403130327 

PR 


□konitc Co 

8403060187 

QA999 



□403270007 

<1A999 


Omaha Public Power District 

□402170156 

50-203 

P 


8402170166* 

30-203 

P 


□402170176* 

30-203 

P 


□402210357* 

50-203 

Q 


8403010312 

50-205 

P 


B403050099 

50-205 

F 


8403030124 

50-285 

8 



568 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Online Computer SyateiRS. Inc 

Oresoni State of 

Orrick< Herrington 6 DutclifPB 

Osage Caunt^i HO 
asieego< NY 

Pacific All Products Co 
Pacific Oas b Electric Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

6403050133 

30-283 

R 

BdOGOiOa*?* 

30-265 

P 

6403090234 

30-263 

F 

6403120063 

90-263 

F 

6403120163 

90-263 

P 

e403120193» 

30-265 

P 

640313019S» 

30”2a3 

P 

6403130200 

90-885 

« 

6403130436 

50-263 

P 

6403190061# 

30-289 

O 

6403190134 

90-283 

F 

8403190281 » 

30-263 

a 

6403200176 

90-283 

R 

6403270249 

50-285 

a 

8403270233* 

30-285 

0 

8403260163 

50-285 

F 

6403360193 

90-263 

F 

6403010534* 

CONTRACT 


8403090139 

PR 


8403090126 

90-449 

6 

6403070090 

90-463 

F 

6403220327* 

CONTRACT 


6403140122 

90-220 

S 

6403020004 

90-279 

R 

6403020006 

90-133 

n 

6403060176 

90-133 

j 

6403070044 

90-273 

0 

6403070044 

90-275 

0 

6403070073 

50-279 

p 

6403070079* 

90-279 

p 

64030700B3* 

50-273 

p 

6403070264 

30-275 

p 

6403070266* 

50-273 

p 

8403070292* 

50-279 

p 

6403070335 

30-279 

F 

6403060261* 

30-275 

E 

6403080413 

50-275 

P 

64030804 14* 

50-273 

P 

6403000413* 

50-275 

P 

6403090172 

90-275 

F 

6403120006 

90-275 

O 

6403120006 

90-275 

0 

8403120010* 

30-275 

0 

6403120010* 

30-279 

□ 

8403120012* 

30-275 

G 

8403 12001 S* 

50-275 

G 

6403120016* 

90-275 

0 

6403120016* 

30-275 

G 

8403120022* 

30-279 

Q 

6403120022* 

30-273 

G 

6403120039* 

50-275 

0 

6403120029* 

30-279 

0 

6403120129 

30-273 

P 

8403140133 

PR 


6403] SO 006 

90-273 

Q 

6403150011 

30-275 

P 

6403150013 

30-277 

P 

0403150023 

30-279 

S 

0403150048 

90-323 

B 

64031 SD0S2 

90-275 

Q 

8403150147 

30-275 

E 

6403200218 

90-273 

P 

6403200220* 

30-279 

P 

6403220033 

50-275 

P 

8403220066 

90-273 

S 

6403220172 

50-275 

E 

6403230139 

50-279 

R 

84D3230I4£» 

30-279 

R 

6403230191 

90-273 

O 

6403260176 

30-273 

P 

6403260176 

50-273 

P 

6403270004 

□0- ! 33 

0 

8403270004 

SO- 133 

0 

6403270004 

50-133 

a 

8403270004 

50-133 

0 

6403270037 

50-133 

0 

6403270053 

30-279 

p 

8403270057* 

50-273 

p 

8403270063 

50-273 

0 

8403270203 

50-133 

F 

8403 27020 3 

50-133 

F 

8403270205 

90-133 

F 

8403270205 

50-133 

F 

84032 60C01 

50-279 

F 

6403260033 

50-273 

J 


AUTHOR 

AFFILIATION 


Pacific Radiation Corp 
Pacific Scientific 

Palmetto Alliance 


Parameter) Inc 

Parkans International) Inc 
Pathfinder Mines Corp 
Pennsylvania Pouer it Light Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

8403280031 

90-133 

I 

84038801 14 

50-279 

F 

8403300073 

90-l3» 

R 

6403300076 

30-279 

E 

S40330014t 

90-279 

R 

8403300140 

30-275 

E 

8403130327 

PR 


8403010073 

QA999 


8403130338* 

QA999 


8403070033 

90-413 

0 

0403070033 

30-413 

0 

8403070037* 

90-413 

0 

B403070037* 

50-413 

0 

8403090112 

90-413 

0 

8403090112 

90-413 

0 

8403090115* 

30-413 

0 

8403090115* 

30-413 

0 

8403220233 

30-413 

0 

0403290379 

50-413 

0 

8403290382 

90-413 

Q 

8403290362 

30-413 

0 

8403290368 

50-413 

0 

8403290368 

30-413 

e 

8403080193* 

30-279 

a 

6403080199* 

30-279 

a 

8403020112 

XPORTLIC 


8403020119* 

XPORTLIC 


8403120291 

40-2299 


8403130342 

40-2299 


8403010294 

90-388 

E 

8403020036 

30-387 

R 

8403020253 

90-387 

8 

8403020319 

90-387 

8 

8403020329 

30-367 

P 

8403020329 

90-387 

P 

8403030090 

90-387 

F 

8403030090 

30-387 

F 

B403090108 

30-397 

P 

8403030108 

30-397 

P 

8403090116 

30-337 

P 

6403050122* 

90-3B7 

P 

6403060106 

50-397 

8 

8403060175 

00-337 

S 

8403060175 

50-337 

a 

8403060233 

90-387 

8 

B403D60437 

50-337 

J 

6403060437 

90-337 

J 

8403070398 

50-313 

F 

8403090209 

50-337 

F 

8403090232 

50-337 

8 

8403090239* 

50-307 

8 

8403090239* 

50-337 

8 

8403120026 

90-388 

A 

6403120127 

TOP REP 


8403130020 

30-337 

F 

8403130039 

90-387 

R 

0403130111 

90-367 

P 

8403130190 

90-338 

V 

8403140011 

90-387 

3 

8403140018 

90-337 

8 

8403130070 

90-337 

P 

6403130070 

90-307 

P 

8403190126 

90-387 

F 

8403190126 

90-337 

F 

8403160199 

90-337 

B 

8403190232 

90-337 

F 

8403190242 

90-337 

F 

6403190242 

90-387 

F 

8403190366* 

90-397 

a 

6403190366* 

90-397 

a 

8403190393 

90-387 

p 

6403190399 

90-397 

p 

8403190409 

PR 


B403200006 

90-388 

A 

6403200071 

90-338 

E 

8403200093 

90-337 

P 

6403200093 

90-397 

P 

6403200103 

90-397 

F 

6403200103 

90-337 

F 

8403200290 

90-397 

F 

8403200292 

90-387 

F 

8403210072 

90-397 

K 

8403210072 

90-337 

K 

8403210081* 

90-387 

K 

8403210081* 

90-397 

K 


CORPORATE SOURCE INDEX 


E69 


AUTHOR 

AFFILIATION 

Accession 

NUHOER 

SUBJECT 

CATESORV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 


8403310090a 

90-397 

K 


0403120179 

90-278 



84032100900 

90-307 

K 


0403130084 

90-392 

£ 


8403310112 

90-307 

R 


0403130193 

90-270 

£ 


8403310189 

90-388 

S 


0403100005 

90-277 

P 


8403210149 

90-388 

8 


04031 90D24 

90-392 

c 


8403220040 

90-388 

A 


04O31SOO24 

90-392 

C 


8403320041a 

90-387 

0 


@403150036 

90-352 

C 


8403320069 

90-307 

0 


0403150036 

90-392 

c 


840322006? 

90-307 

a 


0403150137 

90-277 

p 


8403220103 

90-387 

p 


0403150137 

90-377 

p 


8403220102 

90-387 

p 


04031S0140K 

90-277 

p 


84032201 39 a 

90-387 

0 


0403190140* 

90-277 

p 


8403230139a 

90-307 

Q 


0403190143* 

90-277 

p 


8403320137 

90-387 

P 


0403130143* 

90-277 

p 


8403230099 

90-388 

9 


0403160010 

90-352 

a 


B403260326 

90-387 

a 


0403160010 

90-392 

a 


8403360309 

90-388 

A 


8403160187* 

90-392 

a 


8403270199 

90-307 

I 


0403160187* 

90-392 

a 


8403300069a 

90-387 

Q 


8403160192 

90-392 

A 


8403300069a 

90-307 

Q 


8403160192 

90-392 

A 


8403300147 

90-387 

R 


8403190197 

90-352 

A 

Ftnncvlvanla Stata Unlv > Unlvvraltu 

84030 I 0098a 

CONTRACT 



8403190197 

50-332 

A 

Parici PA 





8403190193 

50-277 

R 

Ptnnavlvani ai CnnffloTiuaBlth oft 

8403060083 

90-320 

H 


8403200019 

50-277 

8 


8403120001 

90-392 

S 


8403200060 

50-392 

0 


8403190346 

90-387 

F 










0403200060 

50-392 

Q 


8403300019 

90-392 

0 


0403200090 

90-392 

0 


8403300122 

90-392 

0 


8403200090 

50-392 

0 

paTr«» DH 

84033202 19a 

CONTRACT 



8403200144 

90-392 

0 

Phllatfalphta Eltctric Co 

8401240207 

90-392 

A 


8403200144 

90-392 

0 


840124021 la 

90-392 

A 










0403210028 

90-352 

F 


8403010144 

90-392 

E 


8403210020 

90-352 

F 


8403010144 

90-392 

B 


8403210049 

90-277 

P 


8403010221 

90-463 

0 


8403210049 

90-277 

P 


8403010321 

90-463 

0 


8403210059* 

90-277 

P 


840301 022?a 

90-463 

Q 










B403210059* 

90-377 

P 


8403010229* 

90-463 

0 


8403210063* 

90-277 

P 


840301 0398 

90-277 

3 


8403210063* 

90-277 

P 


8403020104 

90-392 

A 


0403210092 

90-392 

0 


8403020104 

90-392 

A 


0403210092 

90-392 

0 


8403020109* 

90-392 

0 










0403210103 

50-392 

0 


8403020109* 

90-352 

C 


0403210103 

90-392 

0 


8403020129 

90-352 

Q 


0403230012 

50-171 

R 


8403020129 

90-352 

0 


0403260094 

90-277 

J 


8403020129 

50-352 

T 


0403260094 

90-277 

J 


8403020129 

90-392 

T 










0403260249 

90-392 

E 


8403020136* 

90-392 

T 


840 32602 4? 

90-392 

E 


8403020136* 

90-392 

T 


8403260333 

50-392 

Q 


8403020163 

90-392 

G 


8403260333 

30-352 

0 


8403020163 

90-392 

Q 


0403260349 

90-352 

0 


8403020297 

90-392 

A 










6403270012 

50-392 

0 


8403020297 

90-352 

A 


8403270012 

90-392 

0 


8403020266* 

50-392 

A 


0403270017 

90-392 

0 


8403020266* 

90-392 

A 


0403270017 

90-392 

0 


8403020270* 

90-392 

C 


0403270042 

90-392 

T 


8403020270* 

90-392 

C 










0403270042 

90-392 

T 


8403020273* 

90-352 

K 


0403270048* 

90-352 

T 


8403020273* 

90-352 

K 


8403270048* 

90-392 

T 


8403090117 

90-277 

R 


8403270060 

90-392 

G 


8403090161 

90-392 

E 


8403270064 

90-277 

P 


8403090161 

90-392 

E 










8403270064 

50-277 

P 


8403090163* 

90-392 

E 


8403270067* 

50-277 

P 


8403060081 

90-392 

e 


8403270067* 

90-277 

P 


8403060081 

90-392 

Q 


8403270071 

90-392 

0 


8403060248 

90-392 

0 


84032701 04 

90-277 

F 


8403060248 

90-392 

0 










8403270172 

90-392 

A 


8403070142 

90-392 

□ 


8403270290 

90-277 

Q 


8403070142 

90-392 

0 


8403280393 

90-392 

0 


8403070236 

90-392 

0 


8403280333 

90-392 

0 


8403070236 

30-392 

Q 


8403290384 

90-352 

0 


8403070238* 

90-392 

O 










8403290384 

50-392 

0 


8403070238* 

90-392 

0 


8403300014* 

50-392 

T 


8403070281* 

90-332 

Q 


8403300127 

90-392 

0 


840307036 I 

90-392 

F 


8403300127 

90-392 

Q 


8403070361 

90-392 

F 


8403300120 

50-392 

0 


8403090099 

90-392 

Q 










8403300128 

50-392 

0 


8403090099 

90-392 

Q 


8403300129 

90-398 

0 


8403090081 

90-277 

0 


8403300129 

90-352 

0 


8403090089* 

90-277 

Q 


8403300271 

50-352 

0 


8403090131 

30-277 

Q 


8403300271 

90-392 

0 


8403090289 

90-277 

F 










8403300274* 

50-352 

Q 


8403090290 

90-332 

F 


8403300274* 

90-392 

0 


8403090290 

30-332 

F 

Phlladalphta. PA 

8403010271 

90-392 

0 


8403120019 

90-278 

8 


8403010271 

50-392 

0 


8403120089 

90-277 

6 


8403010279* 

50-352 

0 



570 


CORPORATE SOURCE INDEX 


AUlHDn 

AFFILIATION 


PhllbMcli. S 3 
PhotocraPt Coatofls Lab> Inc 

Pi ttabursl) I Unlv of* Plttaburghi PA 

Plateau Rctources, Ltd 


Plgmoutb^ MA 

Porter Con&ultantsr Joe 

Portland General Electric Co 


Poel-Seal Valves InternationFi 1 

Poiiier Autborltv of tAe State of Neu York 


Prairie A1 1 lance 
Project Haiiagenient Corp 


Public Service Co of Colorado 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8403010275* 

04O3OtOlB9 

0403170007 

8403160053 

8403130195* 


50-352 0 
50-352 0 
50-332 G 
ACR8 

CONTRACT 


B4030S01 13 
B403060309 
B403130177 
B103 130396 
B103 130133 


50-267 0 
30-267 R 
30-267 P 
30-267 R 
30-267 F 


8403160011 
8403390230 
8403150213 
8403150219 
B40322O1 83 


50-320 P 
PRM 

10-8698 

10-8678 

10-8678 


B103 160239 
8403160233* 
8403160303 
6403160326 
B403 190344 


50-267 P 
50-267 P 
30-267 Q 
50-267 a 
30-267 R 


B4032201B7* 

8403220171 

B403220262* 

6403230048 

B403010175* 


10-8670 
10-8674 
CONTRACT 
50-322 T 
50-344 P 


B403 190330 

□403190337* 

8403190359* 

B4032B0063 

B40322013B 


50-267 P 
30-267 P 
30-267 P 
30-367 8 

30-367 F 


B403010353 

B403020050 

6403060382 

6403060384 

8403140137 


50-344 B 
50-344 R 
50-341 P 
50-314 H 
PR 


Public Service Co oF New Hampshire 


6403270109 

0403270191* 

8403270192 

8403270194* 

0403070042 


50-267 P 
30-367 P 
30-267 I 
30-267 P 
30-443 fl 


B403I90325 
B4 031 90378 
B403200141 
B403200177 
6403220247 


50-344 P 
50-344 F 
50-344 8 
30-341 J 
30-341 O 


0403070042 

0403080142 

0403000142 

0403090093 

0403090093 


30-443 0 
30-443 O 
30-443 O 
30-443 O 
30-443 O 


B4Q3260216 

8103260022 

64032B0041 

6403300106 

64D33DD168 


50-341 S 
50-341 J 
50-341 J 
50-341 8 
50-341 P 


0103090121 
0403090124 
0403130466 
04031 50000 
0403150100 


30-443 G 
30-443 fl 
30-443 8 
30-443 A 
30-443 8 


6403300272 

6403060304* 

B40120007B 

6103010241 

6483010365 


50-341 0 
30-321 P 
50-236 V 
50-333 8 
50-333 B 


B4031602S6 

8403160256 

0403160263* 

0403210099 

0403210099 


30-443 F 
30-443 F 
50-443 F 
30-413 A 
50-443 A 


8103010413 

8103010120 

8103020327 

8403020331 

6103060193 


50-333 R 
50-333 H 
30-333 F 
50-333 P 
50-333 S 


0403210101* 
0403210142 
0403220005 
04032201 SO 
0403220150 


30-443 A 
30-443 A 
30-443 a 
50-443 a 
30-443 a 


8103070023 

8103090211 

0403090267 

6103120024 

8103120152 


50-333 S 
50-286 F 
50-286 P 
50-333 P 
50-286 a 


6403220164 

0103220161 

0403230061 

0403230100 

0403230100 


30-443 8 
30-443 a 
30-443 A 
30-443 G 
30-443 G 


0103130137 

30-333 

8 

0103130162 

so- 

-286 

F 

0103130256 

50-236 

R 

0103130350 

60- 

-333 

R 

0103130412* 

50-286 

R 

0403130466 

50-333 

8 

8403140153 

PR 



B4 031 SO 047 

50-286 

S 

04 031 50 050 

50- 

-286 

s 

040316000? 

50- 

-286 

p 

6403160017* 

50-206 

p 

0403160021* 

50-286 

p 

S4O319026S* 

SO- 

-206 

0 

B403200094 

50-333 

p 

8403200076* 

50-333 

p 

8403200231 

30-333 

s 

8403210049 

50-206 

s 

0403210113 

50-286 

R 

0403220081* 

50- 

-333 

Q 

84D326D091 

30- 

-286 

s 

0403260171 

50- 

-333 

p 

04O326DSS7 

50-206 

s 

8403270185 

SO- 

-333 

F 

0403270 1 00 

50-206 

P 

0403270152 

SO- 

-286 

P 

S40329D246 

50-333 

8 

8403300157 

30- 

-206 

R 

8403300175 

50-206 

a 

8403070123* 

50- 

-461 

0 

B40302D100 

50- 

-537 

Or 

0403060082 

50- 

-537 

0 

B4O30700B6 

50-537 

0 

0403010101 

SO- 

-267 

P 

B4D3010107 

SO- 

-267 

0 

0403010116 

50-26/ 

s 

0403010116 

50- 

■267 

R 

8403010134 

50-267 

a 

8403810155* 

50- 

■267 

s 

8403010167* 

50-267 

s 

8403010304 

50-267 

0 


0403270121 

0403270121 

6403300269 

Public Seivice Electric U Oas Co of Neu B402100196 
Uereeij 

0403060312 


30-443 A 
30-443 A 
30-443 0 
30-272 B 

30-272 V 


0403060312 

0403070260 

0403070260 

0403070261* 

0403070261* 


30-272 V 
50-272 R 
30-272 R 
30-272 R 
50-272 R 


0403070305 

0403070305 

8403000013 

0403000246 

0403080252 


30-272 R 
50-272 H 
30-272 B 
50-272 3 
50-272 8 


0403090049 

0403090000 

0403070000 

0403090000 

0403090000 

0403130014* 

0403130017 

0403130100 

0403130372* 

0403130304 


30-272 P 
30-272 fl 
30-272 8 
50-272 0 
30-272 a 

30-334 Q 
30-272 P 
50-311 P 
50-334 0 

50-311 a 


0403140007 

0403140113 

0403140117* 

0403140117* 

0403140117* 

04031 500SO 

8403150022* 

8403150106 

0403200102 

8403210036 


50-334 A 
30-384 A 
30-384 A 
80-384 A 
80-331 A 

30-334 G 
80-384 G 
80-384 0 
30-334 G 
80-384 A 


0403210118 

0403220036 

0403220036 

0403220039 


50-334 8 

80-272 0 

50-272 8 

80-311 3 


CORPORATE SOURCE IMDEX 


571 


AUTHOR 

AFFILIATION 

ACCESS I DN 
NUMBER 

SUDJECT 

category 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBUECT 

CATEOOftY 


S4032S0143 

50-311 

n 


6403060367 

50-312 

F 


S40B250I51 

90-311 

s 


8403060492 

90-312 

B 


6403230174 

50-272 

FI 


S4 03060467 

50-312 

8 


B403230041 

90-394 

c 


84031301 12 

50-312 

S 


8403270099 

90-311 

S 


3403130125 

30-312 

P 


B4D3270244 

50-272 

8 


8403190275 

50-312 

0 


B403290277 

PR 



0403200001 

90-312 

P 


B403270BBI 

90-272 

P 


□403200045 

50-312 

R 


BAOBa'joaai 

90-272 

P 


8403200184 

50-312 

B 


6403290302 

50-394 

A 


8403230056 

50-312 

B 


B4033DODBS 

90-272 

p 


8403260124 

50-312 

j 


6403 3000 69 

90-272 

P 


8403260215 

50-312 

p 


6403300121 

90-364 

a 

SacramcntDi CA 

8403280187* 

CONTRACT 



0403300 177» 

50-272 

a 

Salemi NJ 

8403260307* 

CONTRACT 



6403300183* 

50-272 

d 

San Diego Gas 6 Electric Co 

8403160063 

50-206 

H 


8403300i81i« 

50-311 

a 

San Lu 1 & Obispo Motbrra For Peace 

8403060303* 

50-275 

8 


B403300190* 

50-311 

Q 


8403150010 

30-279 

Q 


0403300270 

50-354 

Q 


8403200133 

50-275 

0 

PullnBTit Inc 

6403270155 

MI SC 



8403260364 

50-275 

0 

&'U«rv<:tich> Ine 

8403280316 

ACRE 


Band la Laborator les 

6403010076* 

FOIA 



6403280341 

ACR8 



8403080029* 

FOIA 


RA^ItAtliiTi Technology) Inc 

04O3O8OD4O* 

FDIA 



0403260353* 

WASTE NOT 


8403080046* 

FOIA 



8403300342 

NUR EG 



6403080059* 

FDIA 


Sandvih Special Metals Corp 

8403290327 

XPORTLIC 



6403080064* 

FDIA 


Sangama Uestan> Inc 

8403090180 

PHM 



8403080076* 

FDIA 


Sargent b 1 undgj Jnc 

8403190278* 

50-454 

o 


6403080076* 

FDIA 


Scblff. Hardin b Waite 

84 03070120 

90-461 

Q 


6403080064* 

FDIA 


Schirmer Engineering Carp 

6403140180* 

90-373 

F 


6403080067* 

FDIA 



6403140183* 

30-373 

F 


6403080111* 

FOIA 



84 03140104* 

30-373 

F 


6403080134* 

FOIA 


Science App 1 t ca t lonsr Inc 

8209030161* 

90-280 

O 


6403080137* 

FOIA 



6403010027* 

CONTRACT 



6403080150* 

FOIA 



64 0301 0041* 

FOIA 



6403080163* 

FOIA 



6403010102* 

FOIA 



8403080167* 

FOIA 



6403030032* 

70-607 



6403080166* 

FOIA 



8403050035* 

90-286 

P 


8403080172* 

FOIA 



8403080006* 

FOIA 



64030801BS* 

FOIA 



8403080006* 

FOIA 


Rtn«tC'laer P-Blgtvchnic InstltutBi Trogi 

8403060204 

50-229 

F 


8403080010* 

FOIA 


NV 





8403080012* 

FOIA 



8403190437 

NUREO 











8403080017* 

FOIA 



6403200229 

50-225 

R 


8403080019* 

FOIA 



8403260156 

SO- 229 

R 


8403080025* 

FOIA 


RButcr-Stolcatf Inc 

8403060569 

XPORTLIC 



8403080268* 

50-290 

F 


6403060573* 

XPDHTLrC 



6403080273* 

90-298 

F 


84032S032B 

XPORTLIC 











8403080306* 

50-298 

F 

Hlo Algoini LtA 

6403190806 

40-8064 



8403260341* 

CONTRACT 



6403150274 

40-8064 


Seacnast An tt-Poliu 1 ion League 

6403010385 

FOIA 


R-obaTt 8hau Controls Co 

6403270222 

QA999 



6402220288 

50-JJQ9 

u 

Rochrster Cas & Electric Corp 

8403030202 

50-244 

R 


8402220303* 

90-209 

0 


8403060115 

50-244 

P 










8403150341* 

90-272 

U 


6403060126* 

50-244 

P 


6403190060* 

90-320 

H 


6403130132 

50-244 

R 


6403200200* 

50-209 

0 


6403260198 

50-244 

P 


840320021 1* 

30-289 

Q 


8403260243 

50-244 

F 


8403260196* 

50-230 

M 


6403270150 

50-244 

G 









Sonatei Energy U Natural Resources 

8012160591* 

30-397 

U 


0403270152 

50-244 

D 


6402130392* 

50-338 

U 


6403260069 

50-244 

P 

Setiuoyal) Fuels Corp 

8403010071 

40-8768 



6403290139 

50-244 

P 

Shaiui Pittman* Potts tt Trouibridge 

6403010009 

50-289 

0 


6403300081 

50-244 

R 


6403010167 

50-382 

0 


6403300191* 

50-244 

0 










8403010263 

50-400 

G 

Rocheiteri NY 

6403260370* 

CONTRACT 



8403020106 

50-440 

0 

Rocktestos Co 

6403010122 

QA999 



8403020106 

50-440 

G 


B4O306O262 

QA999 



8403020182 

30-400 

G 

Rockland Countiji NY 

B403010170 

50-247 

H 


8403020182 

50-400 

G 

Rockuell International Corp 

6403130315 

WASTE MOT 










8403020188* 

30-400 

0 


B403260347* 

WASTE Mot 


6403020188* 

90-400 

0 


6403300246 

WASTE MOT 


6403060084 

90-289 

0 

Ropes b Qrag 

6403070042 

50-443 

0 


6403060090 

90-424 

0 


6403060142 

50-443 

0 


6403060297 

50-440 

0 


6403060142 

50-443 

0 










6403060279 

50-440 

0 


6403090093 

50-443 

0 


6403060275 

50-440 

0 


6403090093 

50-443 

0 


6403060461 

FQIA 



6403090124 

50-443 

Q 


8403060464 

FOIA 



8403090124 

50-443 

0 


6403070029 

30-289 

o 


8403130060 

50-443 

A 










8403070134 

50-400 

0 


6403210101* 

50-443 

A 


8403070134 

50-400 

0 


8403230180 

50-443 

0 


8403070191 

30-445 

0 


8403300269 

go-443 

0 


8403070223 

50-400 

a 

BRl International 

8403010076* 

CONTRACT 



8403070229 


0 

Bacranento Municipal Utllltg District 

8403010366 

50-312 

P 










8403060105 

30-269 

0 


6403020350 

50-312 

P 


6403060140 

50-440 

H 


6403030007 

50-312 

P 


6403 1 300 1 0 

50-440 

Q 


8403050008* 

50-312 

P 


8403130139 

50-440 

a 


6403060141 

90-318 

J 


6403130139 

50-440 

0 



B72 

AUTHOR 

AFFII IATIQN 

CORPORATE SOURCE INDEX 

ACCESSION SUBJECT AUTHOR 

NimHER CATEflORV AFFILIATION 

ACCESS ION 
NUMBER 

SUBJECT 

CATEOORV 


Sq031301«& 

50-400 

0 



S4030S0003 

50-3*^ 

8 


640313013 A 

30-400 

0 



8403050140 

50-206 

8 


6403130403 

50-440 

e 



8403050143* 

30-206 

8 


8403130403 

50-440 

0 



8403060194 

50-206 

8 


8403130443 

50-289 

0 



0403060363 

50-206 

X 


8403130447 

50-400 

e 



8403060363 

30-206 

X 


8403130447 

50-400 

c 



8403060363 

30-206 

X 


8403130437a 

50-400 

0 



8403060378 

30-361 

8 


84031 30439a 

50-400 

e 



8403060393 

30-206 

J 


8403150001 

50-440 

e 



8403060393 

50-206 

J 


B4031 50009 

50-440 

c 



8403060393 

50-206 

J 


8403 130007 

30-440 

0 



8403060399 

50-206 

S 


84031 AOOl 8 

50-400 

0 



8403060403 

30-361 

s 


8403190035 

50-462 

0 



8403060424 

50-361 

p 


8403200030 

50-400 

0 



8403060424 

50-361 

p 


8403200033 

50-289 

0 



8403060427# 

50-361 

p 


84032OQ0AA 

50-289 

0 



8403060427# 

30-36 1 

p 


8403200120 

30-269 

0 



8403060438 

30-20'6 

R 


8403200135 

30-400 

Q 



8403060438 

50-206 

R 


8403210175 

30-289 

0 



8403070234 

50-206 

P 


8403210107 

50-289 

0 



0403090127 

50-3*1 

0 


B40321O193 

50-289 

0 



8403090127 

50-361 

Q 


8403220261 

50-400 

g 



8403090177 

50-361 

P 


8403260325 

50-482 

0 



B403090177 

50-361 

P 


8403260327 

SO -400 

0 



8403090227# 

50-361 

P 


6403260327 

50-400 

0 



8403090230* 

50-361 

P 


6403260328 

50-400 

0 



8403090233* 

50-361 

P 


6403260328 

30-400 

0 



8403090238* 

30-361 

P 


8403260345 

30-269 

0 



8403120064 

30-361 

B 


8403260348 

50-400 

0 



0403130134 

30-361 

P 


8403260348 

50-400 

0 



84031 50031 

50-206 

F 


B403260354a 

50-400 

0 



84031 S0033 

50-361 

8 


8403260354# 

50-400 

0 



8403150057 

50-361 

8 


8403270327 

30-400 

0 



B4031 50074 

30-361 

e 


8403290385 

40-2061 




8403160251 

30-206 

p 


B403290386 

50-289 

0 



8403190345 

50-361 

p 

Shorchflra, NY 

8403270284# 

CONTRACT 




8403190343 

30-3*1 

p 

Bi B'nane-Al 1 Jsi Inc 

8403300099 

PT21 




8403200053 

50-3*1 

R 

Bl^rra Club 

8403120038 

50-206 

H 



8403200053 

30-3*1 

R 


8403190120 

30-537 

0 



8403200057# 

50-3* I 

R 

Signa Chemical Co 

0403020428 

XPDRTHC 




B4032000S7# 

50-3*1 

R 


8403 1 SOI 53 

XPORTLIC 




8403200074# 

30-3*1 

R 

Silver Kinq Mlncir Inc 

8403200390 

40-8602 




8403200074# 

50-3*1 

R 

South Carolina Electric & Caa Co 

8403020039 

50-395 

R 



B403200077* 

50-3*1 

R 


8403020297 

50-395 

p 



8403200082# 

50-3*1 

R 


0403060128 

50-395 

p 



8403200086# 

50-361 

R 


8403060130# 

50-395 

p 



B4032000BB# 

50-361 

R 


0403060242 

50-395 

s 



84032000? 1# 

50-361 

R 


8403060351 

50-395 

s 



B403200097 

50-206 

F 


0403070040 

50-395 

o 



8403200097 

50-206 

F 


0403070129# 

50-395 

Q 



8403200097 

50-20* 

F 


8403070337 

30-395 

8 



8403200173 

50-3*2 

S 


8403080153 

50-395 

s 



8403200194 

50-3*1 

8 


8403070052 

30-395 

6 



8403210009 

PR 



8403090249 

30-395 

8 



8403210063 

50-20* 

8 


B403090271 

50-395 

P 



B40322001B 

50-20* 

F 


8403130260 

50-395 

s 



8403220018 

50-20* 

F 


8403130371 

30-395 

6 



8403220018 

50-20* 

F 


8403130397 

50-393 

F 



8403220024# 

60-20* 

F 


8403150042 

50-395 

S 



8403220027# 

50-20* 

F 


8403270183 

50-393 

P 



8403220027# 

50-20* 

F 


8403270188# 

30-393 

P 



8403220027* 

50-20* 

F 


8403270223 

50-395 

P 



8403220121 

50-206 

P 


8403270225# 

50-393 

P 



8403220125* 

50-206 

P 


8403300145 

50-395 

B 



8403230074 

50-361 

R 

South Carolina! State of 

8403020339# 

WASTE MOT 



8403230118 

50-361 

8 


84 030501 13# 

50-238 

R 



8403270164 

50-362 

B 

South Dakota! State of 

8403130236 

PR 




8403270256 

50-206 

F 

Southern California Ed icon Co 

8402030338 

50-206 

F 



8403270256 

50-206 

F 


6402030338 

50-206 

F 



8403270256 

30-206 

F 


64 020303 38 

30-206 

F 



8403280002 

50-361 

a 


8402030344# 

50-206 

F 



8403280030 

50-206 

F 


8402030344# 

50-206 

F 



8403290122 

50-206 

F 


8402030344# 

50-206 

F 



8403290182 

50-206 

P 


8402230176 

50-133 

F 



8403290217 

50-361 

P 


6403020010 

50-3*1 

R 



8403290293 

50-206 

P 


6403020010 

50-3*1 

R 



8403300003 

50-206 

R 


8403020040 

50-3*1 

R 

Boyland Powar 

Cooaeratlvai Inc. 

8403290102* 

50-461 

I 


8403020040 

30-3*1 

R 

Spiegel tc KcOlarraiff 

8403290176 

50-4 5B 

M 


8403020092 

50-3*1 

P 

Stamlrlci D 


840314011? 

50-32? 

0 


8403020092 

50-3*1 

P 



8403200139 

50-32? 

8 


8403020098* 

50-3*1 

P 

Stan A, Huber 

Concuttanti) Inc 

7906250470* 

FOIA 



8403020098# 

30-3*1 

P 

Standard Oil Co of Indiana <«*• alto 

8403210009 

PR 



8403020218 

50-206 

R 

AHQCO) 






8403020275 

50-206 

8 

standardiied Nuclear Unit Pou#r Plant 

8402090302 

50-402 

A 





SMctexi 







CORPORATE SOURCE INDEX 


AUTHOn 

affiliation 


State> Dept oPi Bureau of Oceans 
Environ t Scientific Affairs 


Stone & Webster Enflinoerlng Corp 


Stone t> Websterf Inc 


Stretchi tanpi Weeks fc Cardon 
Structural Mechanics Associates 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

suDurc 

NOMDER 

CATESOnV 

affiliation 

NUMBER 

CATEOa 

0AO3O1O313 

50-482 

0 


B4032 00152* 

50-423 

0403010213 

50-482 

0 

GuPFoIl Cciuntij. MV 

84030 1 0234 

50-322 

0403010213 

50-482 

0 


04030 1 0237 

50-322 

0403010270 

50-482 

F 


0403010244 

50-322 

0403010270 

50-482 

F 


0403060208 

50-322 

0403010270 

50-482 

F 


8403060254 

50-322 

0403010406 

50-482 

A 


04030 60B59» 

50-322 

04O3O6O29B 

50-402 

A 


0403060266* 

50-322 

0403130342 

50-482 

A 


0403060268 

50-322 

0403200030 

50-482 

E 


0403060270* 

50-322 

04032001 S7 

50-482 

K 


B40306027B* 

50-322 

0403200187 

50-482 

K 


0403060209* 

50-322 

0403200187 

50-482 

K 


0403060295* 

50-322 

04032001 89» 

50-482 

K 


0403060301 * 

50-322 

0403200233 

50-482 

F 


0403060307* 

50-322 

0403200233 

50-4B2 

F 


0403060310* 

50-322 

0403200233 

50-482 

F 


0403060314* 

50-322 

04O32BOO19 

50-482 

A 


0403060318* 

50-322 

0403230010 

50-482 

A 


0403060319* 

50-322 

0403230019 

50-482 

A 


0403060322* 

50- 322 

8403230026 

50-482 

A 


8403060338 

50-322 

8403230029 

50-482 

A 


0403130003 

50-32? 

8403230029 

50-482 

A 


8403130029 

50-322 

8403230029 

50-482 

A 


8403130146 

50-322 

8403230104 

50-482 

A 


8403130174 

50-322 

8403230104 

50-482 

A 


8403150026 

50-322 

0403230104 

50-482 

A 


8403200128 

50-322 

0403260302 

50-482 

A 


8403200131 

50-322 

0403260302 

50-482 

A 


8403200134* 

50-322 

0403260302 

50-482 

A 


8403200136* 

50-322 

8403 390 128 

50-482 

U 


8403200140* 

50-322 

8403200393 

XPORTLIC 



8403200145* 

50-322 





8403200146* 

50-322 

8403280072 

XPORTUIC 



8403200151* 

50-322 

8403290404 

XPOFITLIC 



04032001 55* 

50-32? 

84030101 IS 

TOP REP 









8403200159* 

50-322 

84D303039D« 

50-322 

E 


8403210186 

50-322 

8403 160096* 

50-412 

A 


8403220250 

50-322 

8403200182 

50-423 

A 


8403220288 

50-322 

8403270122* 

50-322 

R 


0403220292* 

50-322 

84032701 S7* 

50-322 

8 








8403220297* 

50-322 

8403300035 

50- 329 

B 


8403220302* 

50-322 

0403060407* 

50-329 

Q 


8403220305* 

50-322 

8403060411 

50-329 

S 


B4033203tO» 

50-322 

□40306041 5* 

50-329 

0 


8403220313* 

50-322 

8403060420# 

50-329 

0 








84 03280346 

50-322 

8403060423* 

50-329 

0 


8403280357 

50-322 

0403060428* 

30-329 

Q 


8403280358 

50-322 

0403060442* 

50-329 

a 


0403290248 

50-32? 

0403060444* 

50-329 

0 


8403290377 

50-322 

8403060445* 

50-329 

Q 








84 03290383 

50-322 

8403080192 

50-329 

B 


0403290390 

50-322 

8403080172 

50-329 

3 


8403300170 

50-322 

8403080221 

50-329 

B 

Buffulk Nuclear Study Group 

84 03080363 

50-322 

0403080221 

50-329 

B 

Sugai man tc Oenuiprth 

8403130411 

50-352 

84030802 50 

50-329 

e 







Sunf 1 nuipr Ai 1 lane e 

84 03270 07 5 

50-440 

B4030B0250 

50-329 

B 

TDI {Traneomerlca Uulavali Inc 1 Ouners 

8403010207 

50-322 

8403130074 

50-329 

S 

Group 



8403130173 

50-329 

s 


8403010218 

50-206 

8403130173 

50-329 

s 


8403140095* 

50-322 

8403130104 

50-329 

a 


8403150133 

30-206 

8403130184 

50-329 

B 


8403190385* 

50-322 

8403130195 

50-329 

s 


8403200143* 

50-322 

8403130238 

50-329 

s 


8403270132 

50-322 

8403130238 

50-329 

B 


8403270132 

50-322 

0403130271 

50-329 

B 


8403270132 

30-322 

8403130297 

50-329 

0 


8403270132 

50-332 

8403130397 

50-329 

0 


8403270132 

30-322 

8403130321 

50-329 

s 


8403270132 

50-322 

8403130321 

50- 329 

s 


8403270132 

50-322 

8403130308 

50-329 

A 


8403270132 

30-322 

8403130380 

50-329 

A 


8403270132 

50-322 

8403130470 

50-329 

A 


8403270132 

30-322 

8403130470 

50-329 

A 


8403270132 

50-322 1 

8403130479 

50-329 

S 


8403270132 

30-322 

8403150154* 

50-206 

s 


8403270132 

30-322 

8403270062 

50-329 

n 


8403270132 

50-322 

8403270062 

50-329 

B 


8403270132 

30-322 

0403270093 

50-329 

s 


8403270132 

30-322 

8403270096 

50-329 

3 


8403270132 

50-322 

8403270096 

50-329 

8 


8403270132 

50-322 

8403270227 

50-329 

B 


8403270132 

50-322 

8403300006 

50-329 

S 


8403270132 

30-322 

84O3OBO30S 

50-528 

D 


8403270132 

50-322 

8403140026* 

50-329 

A 


8403270132 

50-322 


574 


CORPORATE SOURCE fNDEX 


AUTnan 

AFFILIATION 


TEHA Corti 


Tacte-c Sysfeeni«i Inc 
Tameran. I tic 

TarsEt RaBcarcbi Inc 

Taiiloe ABVaclatvs 
Tachnical Oparatlonsi Inc 
Taleilvfiie tirglneeri tig Sarwlcan 
TaJctlyne Isotopsc 
TanncBaec Vallvg Authorlbg 


AUTHOR 

AFFILIATION 


8403570132 

90-322 

8 

8403570134 

90-206 

S 

8403270134 

90-206 

8 

0403270134 

90-206 

8 

8403270134 

90-206 

8 

B403270134 

90-206 

5 

8403270134 

90-206 

S 

8403270134 

90-206 

8 

8403270134 

90-206 

8 

8403270134 

90-206 

8 

8403270134 

90-206 

S 

8403270134 

90-206 

6 

8403270134 

90-2P6 

8 

0403270134 

90-206 

8 

8403270134 

90-206 

S 

8403270134 

50-206 

a 

8403270134 

90-206 

8 

8403270134 

90-206 

a 

B4 03570 134 

30-205 

a 

8403270 1 34 

30-206 

a 

8403270134 

50-206 

3 

8403270 1 34 

30-206 

3 

8403270134 

90-206 

S 

8403270134 

90-206 

S 

8403050010* 

90-312 

P 

8403060370 

90-329 

A 

8403080560 

50-329 

A 

8403220013 

90-329 

R 

8403220013 

50-329 

R 

8403220022* 

90-329 

B 

8403220022* 

90-329 

B 

8403220100 

50-329 

A 

8403520100 

90-329 

A 

B403230113 

50-329 

A 

3403270199 

90-329 

A 

0403270199 

50-329 

A 

8403200263* 

CONTRACT 


8403190278* 

CONTRACT 


8403190306* 

CONTRACT 


84 035201 73* 

40-0024 


8403010437* 

CONTRACT 


8403140151 

PR 


8403070304 

50-245 

P 

8403140144 

PR 


8402090300 

50-390 

F 

8402090330 

50-390 

F 

0402090334* 

90-390 

F 

8403010099 

90-438 

a 

8403010226 

50-299 

a 

B4D3010306 

90-299 

p 

8403010306 

50-239 

p 

8403010306 

90-299 

p 

8403010313* 

50-299 

p 

8403010313* 

60-259 

p 

8403010313* 

50-259 

P 

8403010339 

50-390 

a 

8403010371 

90-259 

s 

8403010376 

50-438 

s 

8403020002 

90-327 

R 

0403020002 

50-357 

n 

8403020103 

30-239 

n 

8403020103 

90-299 

R 

8403020147 

50-327 

a 

8403020236 

50-390 

F 

8403020236 

50-390 

F 

8403020244 

50-327 

a 

8403020313 

30-327 

p 

8403020313 

90-327 

p 

8403020329 

50-259 

a 

8403050334 

50-390 

F 

8403090090 

90-327 

B 

8403060147 

50-259 

F 

8403060147 

30-259 

F 

8403060147 

50-259 

F 

8403060147 

50-299 

F 

8403060147 

90-259 

F 

8403060147 

90-259 

F 

B403060163* 

60-259 

F 

8403060163* 

50-299 

F 

8403060163* 

90-299 

F 

84Q3060163* 

50-259 

F 

8403060163* 

90-299 

F 

8403060163* 

30-299 

F 

8403060163* 

90-259 

F 

8403060163* 

90-299 

F 


ACCESSION SUBJECT 

NUNHER CATEOORY 


ACCESSION 

NUMBER 


a400060169« 

8403060 IS?* 
B4030601B?* 
840306010?* 
840306010?* 

040306010?* 

8403060109* 

8403060107* 

8403060506* 

8403060506* 

0403060506* 

8403060506* 

8403060506* 

8403060506* 

8403060506* 

0403060506* 

8403060539 

8403060538 

8403060544 

0403060576 

8403060391 

8403070053 

8403070094 

8403070066 

8403070087 

8403070095 

8403070199* 

8403070174 

8403070174 

84030702S4* 

8403070230 

8403070239 

8403070237 

8403070241 

8403070549 

8403070271 

8403070586 

8403070586 

8403070594 

8403070294 

8403070599 

8403070299 

8403070297 

8403070297 

8403070329 

0403070359 

8403090024 

8403090090 

8403090090 

8403090089 

8403090163 

8403090163 

8403090181 

8403090181 

8403090206 

8403090206 
6403090249 
8403070593 
8403 1501 09 
64031S0109 

6403120109 

8403150163 

B4031SD179 

8403130007 

8403130007 

8403130007 

0403130029 

0403130059 

0403130059 

0403130088 

0403130100* 

8403130181 

8403130209 

0403190007 

040319009? 

8403190079 
8403190127 
8403190229 
8403 160045 
8403160171* 

8403160171* 

8403160171* 

8403160223* 

8403160318* 

8403160318* 


SUBJECT 

CATEOORY 


90-259 F 
90-859 F 
30-599 I* 
90-299 F 
90-289 F 

90-299 F 
50-259 F 
90-299 F 
90-299 F 
50-289 F 

50-299 F 
90-299 F 
90-899 F 
90-299 F 
90-299 F 

90-299 F 
90-299 F 
90-299 F 
90-299 9 

90-327 a 

90-327 F 
90-299 a 
90-299 a 
90-438 a 
90-438 a 

90-390 a 
90-327 a 
90-390 a 
90-390 B 
90-438 a 

90-390 Q 
90-390 0 

90-299 Q 
90-438 a 
50-390 Q 

90-299 a 
90-390 0 

90-390 8 

90-438 0 

90-438 B 

90-327 R 
90-327 R 
90-438 S 
90-438 S 
90-438 8 

90-438 a 
90-438 a 
90-390 a 
90-390 a 
90-299 a 

90-438 8 

90-438 8 

90-438 a 
90-438 8 

90-390 a 

50-390 a 
90-289 a 
90-289 a 
90-438 8 

90-430 a 

90-430 8 

90-430 0 

90-390 E 
90-299 F 
90-299 P 

90-299 P 
90-299 P 
90-289 P 
90-299 P 
90-327 a 

90-327 Q 
90-260 S 
90-299 8 

90-439 8 

90-438 8 

90-327 9 

90-390 8 

40-1341 
90-438 a 
90-299 0 

90-299 a 
90-299 Q 
90-289 0 

90-289 a 
90-289 a 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESaiON 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMQCR 

SUBJECT 

CATEOORy 


0403160318* 

50-257 

0 


B4D3070171 

50-445 

0 


0403160364 • 

50-390 

Q 


8403000327* 

90-443 

0 


0403160373 

50-259 

P 


0403080332* 

50-445 

8 


0403160373 

50-257 

P 


0403000339* 

50-445 

Q 


0403160373 

10-259 

P 


8403130116 

50-443 

F 


0403160373 

50-259 

P 


B4D31301 16 

30-443 

F 


0403160373 

50-259 

P 


0403X30126* 

90-443 

F 


8403170054 

50-390 

8 


0403130126* 

30-443 

F 


0403170054 

50-390 

3 


0403130136* 

30-443 

F 


8403170077 

50-370 

S 


0403130160 

90-443 

V 


B403170121 

50-327 

8 


B403XS0160 

50-449 

V 


0403170125 

30-259 

8 


0403130313 

30-443 

F 


B4'03170147* 

50-259 

a 


0403130313 

50-443 

F 


B403 190147* 

50-259 

a 


0403130317* 

50-445 

F 


0403170149* 

50-259 

G 


0403140013 

30-445 

0 


0403170161* 

50-259 

0 


0403X40013 

30-443 

0 


0403190207 

50-43B 

8 


0403140020 

30-443 

0 


0403170350 

50-390 

B 


0403140020 

30-445 

o 


0403170350 

50-390 

8 


0403140147 

PH 



0403170365 

50-327 

0 


0403190032 

30-449 

0 


B403170367 

FB 



0403190103 

50-443 

E 


B403190370 

50-327 

F 


0403160079 

30-449 

A 


0403170371 

50-257 

0 


0403160077 

50-449 

A 


B403S00DS7 

50-259 

0 


8403160033* 

50-445 

A 


8403200057 

50-257 

0 


0403160213 

50-445 

0 


0403200057 

50-259 

0 


0403230057 

50-445 

H 


B403200087 

50-276 

s 


0403270031 

90-443 

0 


0403200170 

50-259 

p 

Teiasi State of 

0403010132* 

30-470 

0 


B403300170 

50-257 

p 


0403230025 

WASTE MOT 


B403200171 

50-260 

8 

Teiasi Unlv. of, Aubtirti TX 

0403140109 

PRM 



0403200213 

50-259 

0 

Three Mile leland Alert 

0403130065 

50-207 

0 


0403200225 

50-390 

A 


8403260302 

50-207 

0 


0403210037 

50-370 

0 

Titeflei Corp 

0403210075 

50-346 

s 


8403210037 

50-370 

0 


0403270100 

(1A777 



8403210042 

50-438 

0 

Tal edo Ed lean Co 

0401160250 

50-346 

B 


0403210042 

30-430 

0 


0403020070 

50-346 

R 


0403210046 

30-430 

8 


0403050107 

50-346 

r 


0403210066 

30-370 

3 


0403090251 

30-346 

R 


0403210066 

30-370 

S 


0403130133 

50-346 

p 


0403210006 

30-370 

0 


0403130X43* 

50-346 

p 


8403210132 

30-430 

s 


0403130X54* 

50-346 

p 


0403210132 

30-438 

a 


0403130276 

50-346 

r 


0403220046 

30-257 

9 


0403130429 

50-346 

p 


0403220157 

30-260 

s 


0403130005 

50-346 

p 


0403220220 

40-1341 



04031 901 07 

50-346 

R 


0403220224* 

40-1341 



0403170213 

30-346 

R 


0403260164 

30-327 

8 


0403170311 

50-346 

F 


0403260212 

30-370 

A 


B4031 70347* 

50-346 

B 


0403260212 

50-370 

A 


□403200003 

50-346 

Q 


0403260210 

30-370 

A 


0403200046 

50-346 

P 


0403260218 

SO-370 

A 


0403200032* 

50-346 

P 


0403260227 

50-257 

P 


0403200050* 

90-346 

P 


0403260277 

30-327 

F 


0403200063* 

50-346 

P 


8403270145 

30-390 

F 


040323000? 

30-346 

F 


0403270145 

30-370 

F 


B403270X 67 

30-346 

r 


8403270210 

50-370 

E 


0403300147 

50-346 

P 


8403270210 

30-390 

E 


0403300156* 

50-346 

P 


0403270026 

SO-327 

P 


04033001 58* 

50-346 

P 


0403270030 

50-327 

P 


0403300X63 

50-346 

P 


0403270103* 

60-257 

0 


8403300170 

30-346 

J 


0403270183* 

50-257 

0 


8403300X04 

50-346 

R 


0403270183* 

30-257 

0 

Trammelli ChaiCi Lambert h Martindale 

0403270334 

POIA 



0403270207* 

30-259 

0 

TransamericB De lavali Inc 

0403120136 

50-416 

B 


8403300004 

30-438 

8 


8403120100 

TOPREP 



0403300004 

30-438 

B 


0403130316 

<1A977 



0403300021 

50-430 

B 


0403200222 

50-206 

0 


0403300021 

50-438 

B 

Tran*nuclear< Inc. 

0403020024* 

XPQRTLIC 



8403300038 

50-370 

E 


0403030433* 

XPORTLIC 



0403300030 

50-390 

E 


0403140308* 

XPORTLIC 



8403300037 

50-430 

B 


0403190167 

XPORTLIC 



8403300037 

SO-43B 

B 


040316016? 

XPORTCIC 



8403300054 

30-430 

B 


0403160104* 

XPORTLIC 



8403300073 

50-327 

B 


0403260027 

XPORTLIC 



0403300X07 

30-370 

S 


0403260030* 

XPORTLIC 



0403300X33 

30-289 

R 


6403200099* 

XPORTLIC 



0403300X33 

30-237 

R 

TroiJtinan> Sanderti Locherman t> Ashmore 

0403000370 

50-424 



0403300X36* 

30-239 

R 

Tuft* Unlv > School of Kedlclnei rfedfordi 

0403140172 

PR 



0403300X37* 

30-237 

n 

MA 





0403300X54 

30-327 

fl 

U 0 Ecelagy4 Ine, (farmerly Nuclear 

0403010341 

27-40 



0403300204 

30-320 

8 

Eng ineerlngj Ine ) 









0403010349 

27-40 


Btatt of 

8403070X05 

PR 



0403020377 

27-40 


Tarry Carp. 

0403210032 

30-280 

a 





Ttxai Utllltlai Electric Co, (formerly 

8403060X55 

30-443 

A 

Union 76 Minerals ExptoTatlon Co 

0403220060 

4O-B304 


Texe» Utllitiac Oenerating Co, > 





040322007 t» 

40-B9B4 



8403060297 

30-445 

A 

Union Carbide Carp. 

8403010012 

40-279 
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CORPORATE SOURCE INDEX 


AUTHOR ACCESSION BUDJECT 

AFFILIATION NUKDER CATEGORY 


8403070266 AO-aRY 
04O313OOA3 30~5A P 

S4O31300S2I* 90-34 P 

8403130284 40-279 

8400200394* 40-8681 

8403220043 30-54 I 

0403270190 30-54 R 

8403300140* 70-687 

Union Electric Co 9402270136 50-483 F 

8403030016 50-483 K 

B403030018* 50-483 K 

B4O30S00I7* 30-483 F 

B403070204 50-483 F 

9403070263 50-483 F 

8403070283 90-483 F 

84031 aoi 04 90-483 A 

9403120171 50-4B3 A 

8403120182 50-483 A 

8403130409 30-4B3 F 

8403160246 S0-4Q3 F 

8403160323 90-483 A 

8403170034 50-483 B 

8403170267 90-483 A 

8403200028 S0-4B3 S 

8403200028 50-483 8 

84 03200237 50-483 F 

8403200285* 90-483 0 

8403210121 90-483 A 

8403230115 50-493 8 

B403270016 SD-4B3 A 

B403270079 90-483 8 

6403270192 50-493 8 

8403270197 50-4B3 8 

8403270227 50-493 A 

9403300207 90-403 F 

UniDii mnei als 8403220117 40-8594 

8403220124* 40-0584 

8403280097 4D-BSB4 

Union of Concerned Scientists 0310200141 FDIA 

B4D3010010 50-28? P 

8403010021 FOIA 

8403020056 FOIA 

8403020062 FOIA 

8403050017 50-2B6 P 

B403O9009B FOIA 

B4O3OB0DD3 FOIA 

0403080021 FOIA 

8403080344 50-336 P 

0403090346 FQIA 

84030B03S4 FQlA 

8403210014 50-289 0 

United Engineers & Canstructorst Inc 8403060311 90-443 S 

Isubs of RAgtheon Co ) 

United Hucloer Corp 84030102B9 70-371 

8403150214 90-30 W 

8403170234* 70-371 

Upiola College, East Orange, NJ 8403070267* 70-474 

Uranera USA. Inc 8403170411 40-8783 

8403170412 40-8783 

Utah, State of 8403140027 WASTE MOT 

Utah, Unlv of. Salt Labe City, UT 8403140145 50-407 F 

8403200BB1 50-72 F 

8403200201 90-72 F 

8403200273* 50-72 F 

0403200273* 50-72 F 

8403200276* 50-72 F 

9403200276* 50-72 F 

Utility Safety Classification Group 9403880063 90-322 0 

Vallilyne Engineering Carp 9403270305* 90-354 A 

8403270308* 50-354 A 

Vanderbilt Unlv , Nashville, TN 8403070414* CONTRACT 

Vermont Yankee Nuclear Potiier Corp 8403020247 SCj-271 p 

8403020322 50-271 B 

8403020326* 50-271 8 

8403020328* 90-271 S 

8403120003 50-271 P 

8403120005* 50-271 p 

8403130481 50-271 R 

8403170086 50-271 R 

8403200196 50-271 9 

8403200274 90-271 0 

9403200277* 50-271 0 

8403230063 50-271 F 

8403230140 50-271 R 

8403270170 50-271 P 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEOORV 


9403300071* 90-271 Q 

8403300146* 90-271 Q 

0403300153 50-271 0 

Vaster J Thampsan, Jr , Ine 8403070161* CONTRACT 

8403070167* CONTRACT 

Vet Admin Hosp Lexington, KV 8403170326 PR 

Vet Admin Hasp Lama Linda, CA 6403270299 pRM 

Vet Admin Heap Portland. OR 8403270293 PRM 

8403290311 PRM 

Veterans Admin Medical Center, 8403130302* 70-2177 

Nash Ing ton, DC 

8403130308* 70-2179 

Veterans Admin Medical Center, Wood, WI 8403270257 PRM 

Virginia Electric {< Power Co 8401130314 90-280 p 

8403020001 S0-33B 0 

8403020001 50-338 0 

8403020042 50-338 P 

8403020048 30-338 P 

8403020053 50-280 R 

8403020057* 90-280 R 

8403020063* 50-280 R 

8403020066* 90-280 8 

8403020071* 90-280 R 

8403020076* 90-280 R 

8403020089* 50-280 R 

8403020090* 90-280 R 

8403020122 90-338 R 

8403020195 90-280 P 

8403060193 50-338 8 

8403060377 50-280 F 

8403060397 90-280 F 

8403080071 90-339 P 

8403000091 90-280 F 

8403080091 50-280 F 

8403060071 90-280 F 

8403080091 90-280 F 

8403060091 50-280 F 

8403080264 90-200 F 

8403080264 90-280 F 

8403080264 90-280 F 

8403080264 90-280 F 

8403080264 50-280 F 

8403060269* 90-280 F 

8403080269* 50-280 F 

8403080269* 50-280 F 

8403080269* 90-280 F 

8403080269* 50-280 F 

8403080341* 90-280 0 

8403090191 90-280 F 

8403090191 50-280 F 

8403090213 90-330 9 

8403090213 90-338 8 

8403090223 90-280 8 

8403090242 90-280 F 

8403070250 90-280 B 

8403120176 50-338 P 

8403120176 90-338 P 

8403130298 50-338 P 

8403130298 90-338 P 

8403130424 90-280 B 

8403140010 50-338 B 

84031601 54 50-280 0 

8403160194 90-280 <1 

8403160194 90-280 0 

8403160194 90-280 G 

8403160194 90-280 G 

8403 170092 90-260 F 

8403170080 90-338 S 

8403190201 50-337 P 

8403190204* 90-337 P 

8403170263 90-280 F 

8403170263 90-280 F 

8403190377 90-338 P 

8403170377 90-338 P 

8403170381* 90-338 P 

8403190381# 90-338 P 

8403170396 90-338 8 

8403190376 90-338 0 

8403200116 90-280 F 

B403S10117 90-280 F 

8403210117 90-280 F 

8403220028 90-338 P 

8403220028 90-333 P 

8403220032* 90-333 P 

8403220032* 90-338 P 



CORPORATE SOURCE INDEX 


67 : 


AUTHOR 

affiliation 


VlrglnlBi CommoniUBjilth ofj 

Virginia. Unlv. of, CharIott»»ville. VA 

Waihlngton Public pouar Supply Sytlam 


Haahlngton Btata Unlv,. Pullman. HA 
kaahlngbon Unlv. • 8t Louia. HO 
Haahlnglspn. Stata at 


Uaahlngban. Unlv, oP. Saattla. HA 

Hatar« Ma«ta t< Land* Inc, 

Hafeklnc. L. B. 

Wavna*l>°i'«i OA 


ACCESSION 

NUMBER 


0403220077 
0403220077 
04032 30 14& 
0403260105 
0403260105 

04032601 loa 

0403260110* 

0403270021 

0403270021 

0403270021 

04O327O2OS 

0403270200 

0403270240 

S4032B012S 

0403290157 

8403290260* 

8403300003 

8403300028 

8403300028 

8403300033 

8403300033 

8403300060 

8403300060 

8403200331 

8403010397 

8201190297* 
8208120240* 
B20B 120240* 
8208120240* 
8208120240* 

8308120248* 
8308120248* 
8208 1 20248* 
8308 1 20248* 
8403 020097 

8403020330 

8403070187 

8403090118 

8403090121 

8403090336 

8403120007 
8403120199 
8403 130203 
8403130227 
8403130318 

8403 130 330* 
8403130337 
8403130383 
84031 30480 
B403200103 

8403200236 

8403200339 

8403200241* 

B403200261 

8403210170 

8403210172 

8403210189 

B403220061 

8403260006 

8403260023 

8403260165 

8403260221 

8403260274 

8403260398 

8403270118 

8403270141 

8403370207 

8403270320 

8403280003 

8403280007 

8403290242 

8403300036 

8403200208 

8403260336* 

8403120174 

84031 30131 
84031 60228 
8403230188 
8403230230 
8403010462* 

8403230160* 

8403230197 

8403140009 

8403140012* 

8403230279 


BUBUECT 

CATEOOHV 


50-338 

P 

50-338 

P 

30-880 

F 

30-880 

P 

30-880 

P 

so-aao 

P 

50-880 

P 

30-880 

0 

50-880 

8 

30-800 

Q 

30-33B 

P 

50-338 

P 

30-339 

P 

50-880 

F 

30-880 

a 

50-338 

a 

30-330 

p 

30-338 

p 

30-338 

p 

S0-33B 

R 

50-33B 

R 

50-880 

R 

30-880 

R 

HASTE MOT 

30-62 

R 

30-397 

F 

30-397 

F 

30-397 

F 

30-397 

F 

30-313 

F 

50-397 

F 

30-397 

F 

30-397 

F 

30-513 

F 

30-397 

R 

80-397 

P 

30-397 

8 

30-308 

D 

30-397 

E 

30-397 

P 

30-308 

D 

30- SOB 

A 

PH 

30-397 

V 

50-397 

P 

30-397 

P 

30-397 

8 

50-308 

F 

50-397 

P 

30-397 

B 

50-397 

P 

50-397 

8 

30-397 

P 

50-397 

P 

30-308 

Q 

50-SOB 

Q 

30-508 

0 

30-397 

P 

30-397 

F 

30-397 

8 

30-397 

P 

30-509 

A 

30-397 

P 

30-397 

P 

30-397 

a 

30-397 

F 

30-397 

j 

30-397 

E 

30-397 

8 

30-397 

8 

PH 

80-397 

R 

30-508 

0 

CONTRACT 

80-308 

D 

30-308 

D 

30-397 

D 

HASTE MOT 

WASTE MOT 

CONTRACT 

CONTRACT 

NUREO 

50-450 

0 

30-430 

0 

90-424 

0 


AUTHOR 

affiliation 


W«st Chicago, IL 

UaBtcrn Illlnoit Pouer Caoparati v*. Inc 
Mistern Nebraska Resources Council 
Hsstern Nuclear, inc (subs of Phelps 
Dodge Corp > 

Ustlcrn Hater Consultants. Inc 
Uestinghouse Electric Carp 


Hestlnghouse Operating plants Oioners 
Group 


Uhicher. J H 


Uhitc ti Hllllans 
White Plains. NY 
Hlen Laboratories. Inc. 
Hin County. IL 
Ullllams 6 Associates 


Hisconstn Clinic Cancer Center. Madison. 
HI 

Hisconsln Electric Pousr Co 


ACCESSION 

NUMOER 


8403020130 

8403290107* 

8403130286 

8403130215 

8403130212 

84 030 5 0326 
0403010463 
8403010484 
84 030 1054 5 
8403030044 

8403050047 

8403030030 

84030S0I2O 

8403060096* 

8403060101* 

8403060326* 

8403070302* 

B40309020I 

8403090239* 

8403090329* 

8403120029* 

6403130338* 

8403130373* 

8403130389* 

8403130193 

8403190139 
8403190261* 
B403 190399* 
B403190404* 
8403210013 

8403210020* 
8403220294* 
3403230208 
8403260073* 
8403260201 K 

8403260213 
8403290039* 
B4032 90279* 
8403290282* 
8403300116* 

B40330DI 19* 

8403300248 

6403070106* 

8403070106* 

B403S60024 

B403160Q02 
8403160002 
B4031 60019 
B403160019 
B403260351 

8403080388 

8403270306* 

8403130249 

8403080227 

8403070046* 

8403290296 

8403130327 

84030603 SB 
B40306D33B 
B4030702SS 

B403070253 
B 4 03070237* 
B4030702S7* 
8403120066 
8403120066 

8403120157 

6403120157 

8403130003 

8403140139 

8403140139 

8403160034 

8403160080 

8403210029 

8403210077 

8403220099* 

8403220162 

8403220162 

8403220167* 

8403220167* 

8403230068 

8403260072 

B40327009B 


SUBJECT 

CATEODRY 


40-2061 

90-461 

40-8829 

40-8684 

40-8663 

70-1143 

XPaRTLTC 

XPORTLIC 

XPORTLIC 

XPDFTLIC 

XPORTLIC 

XPORTLIC 

06999 

0A999 

04999 

30-213 

30-423 

PR 

30-348 

TOPREP 

50-273 

30-482 

30-482 

30-482 

XPORTLIC 

QA999 

30-369 

30-413 

30-413 

TOPREP 

TOPREP 

XPORTLIC 

NUREO 

30-266 

30-244 

40-8383 

FOIA 

50-369 

50-369 

30-413 

50-413 
HASTE HOT 
FOIA 

FOIA 

TOPREP 

30-434 

30-434 

30-454 

50-454 

30-454 

FOIA 

CONTRACT 

PRM 

30-456 

Contract 

PH 

PR 

30-266 

30-266 

50-266 

S0-S66 

30-266 

30-266 

30-266 

30-266 

50-266 . 

30-266 
30-266 . 

30-266 , 

50-266 

1 

30-266 : 
30-266 ; 
PR ' 

30-266 ' 
30-266 

30-266 ' 
30-266 
30-266 ; 
30-266 
SO-301 

30-266 
80-266 ' 
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CORPORATE SOURCE INDEX 


AUTHan 

affiliation 


Histnnsin I’jbll'C Service Corp 


Wisconaiiit 

Unlv 

of » 

Qreen 0aij 

, MI 

Wlecontini 

Unlv 

ofi 

Madl ian< 

Ml 

Vft Bconslni 

Unlv 

t»p. 

Hlluaukee 

. MI 


Uarcpctrr rounPatlon Par E>p srinental 

Olalogv 

Nyaieing Furl Co 
Uvonitigt State of 


Uyoming< Uliiv oft Laraoile^ UY 
Yakima Indian Nation 
Yale Univ > Meui liaveni CT 
VantBo Atonic Electric Co 


2etecj Inc. 
2^ tor. Inc. 


ACCESSION 

NUMBER 


B40327Oia5 

8403270337 

840329004?* 

8402170104 

8402170107* 

8403020295 
B4D30b04DB 
84030701*9 
8403130147 
8403 1 301 88 

84031*0298 

84031*0327 

84031*0331* 

840320001* 

8403200154 

8403210009 
8403270030 
8403270032* 
84 03270 038* 
BAoiaeooiB 

8403220280* 

8403090141* 

8403200020 

8403280314 

840328032* 

8403290238 

840309018* 

04031 SD31 9 
8403150210 
9403150253 

8403 1 502*0 
8403290301 
8403230050 
8403190295 
8403020072 

8403020292 
8403080007 
84 03080 009* 
8403090175 
0403120123 

8403120181 

8403130237 

8403150100 

84031*025* 

84031*025* 

8403200215 
8403200284 
0403 S 00288* 

8403200290* 

04032100*8 

8403210099 

8403210099 

8403210142 

8403220005 

8403220150 

84032201*4 

84032300*1 

8403270003 

8403270007 

8403270121 

840327021* 

8403300083 

9403300192 

8403190409* 

8402140048* 


SUBJECT 

CATEOORV 


50-26* P 
50-36* P 
50-2*6 P 
50-305 P 
50-305 P 

50-305 P 
50-305 B 
50-305 R 
50-305 R 
50-305 P 

50-305 J 
50-305 P 
50-305 P 
50-305 O 
50-305 P 

PR 

50-305 P 
50-305 P 
50-305 P 
50-305 P 

CONTRACT 
CONTRACT 
50-15* H 
ACR5 
ACR8 

PRM 

PRM 

40-8829 

40-299 

40-078* 

40-078* 

PRH 

WASTE MOT 
PR 

50-29 n 

50-29 R 
50-29 P 
50-29 P 
50-29 S 
50-E9 P 

50-29 R 
50-29 P 
50-443 9 

50-443 F 
50-443 F 

50-29 B 
50-29 P 
50-29 P 
50-29 P 
50-29 R 

50-443 A 
50-443 A 
50-443 A 
50-443 S 
50-443 9 

50-443 9 

50-443 A 
50-29 P 
50-29 P 
50-443 A 

50-29 J 
50-29 R 
50-29 P 
50-317 0 

50-528 0 



REPORT NUMBER INDEX 


The subject category column In this Index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, BO-320 P, The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined In Appendix B and listed in the Contents, 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents," 


REf»ORT 

NUMBER 

ACCESBION 

NUMBER 

SUBJECT OTHER REPORT 

CATEflORV NUMBER 

REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT OTHER REPORT 

CATEGORY NUMBER 

02-0160-1103 R02 

8403010303* 

50-388 

E 

MUflEO-0606 V06 tJOl 

8403230212 

NUREO 


02-0370-1132 ROD 

840320 0062* 

30-219 

0 

NUREO-0675 SI 7 

B403070104 

30-273 

E 

02-0370-1139 ROO 

8403200067# 

30-219 

Q 

NUREC-0673 S22 

8403300300 

30-273 

E 

04-3079-204 ROO 

8403060414* 

50-302 

0 lEB-BO-11 

NURE0-074B V04 NOl 

8403270269 

NUREO 


108023 RA 

8403130128* 

30-440 

A 

NUREQ-0730 VIB N04 

8403230183 

NUREO 


11600, 02 

8403020290* 

30-322 

E 

MUR £0-0883 103 

8403130211 

NUREO 


13737-2-007-102 R03 

8403130439* 

30-320 

P 

HUHES-0936 V02 N04 

0403020163 

NUREO 


32323St-001 

8403060304# 

30-324 

P 

NURE0-097B FC 

8403220326 

NUREO 


303-8300000-76 

8403000268* 

30-298 

F 

NUREO-IOIS 

0403230190 

NUREO 


348-8834-2 RB 

8403130138* 

30-440 

A 

NUREO- 1022 801 

0403070121 

NUREO 


6403030227 

8403030227 

RES 


NUREO-1039 

8403070385 

NUREO 


8403030230 

8403030230 

30-280 

f 

NUREO-1049 

8403270267 

70-27 


H 403030242 

8403030242 

RES 


NUREO-73/022 

0403290344* 

30-320 

D 

8403120233 

8403120233 

RES 

NRC-60-10-01-03 

NUREO/ DR-ooaa vio Na 

0403260280 

NUREO 


B4031 20237 

8403120237 

RES 


NUHEO/BR-OOSl VOS N5 

0403260036 

NUREO 


8403270329 

8403270329 

REB 

EOO-BAAM-6499 

NUHEO/0R-OO59 ROl ER 

0403070397 

NUREO 


8403300120 

8403300120 

RES 

L0L-161S2 

NUREO/CR-2000 V03 N1 

8403070392 

NUREO 

0RNU/NSIC-200 

AE0D7e324 

0310060077* 

MISC 


NUREO/CR-aOSO 

8403030029* 

90-286 

P UCRL-530a4 

AE00/T30B 

8303190497* 

TOPREP 


NURE0/CR-2B13 DRFT 

0403010041* 

FOIA 

DML-NURE0-S1S39 

At.O-ia7 

8403090329# 

TOPREP 


NURE0/CR-aB96 VOl 

0403300261 

NUREO 

AML-B2-23 VOl 

BAM- 1343 R02 

0403190246* 

TOPREP 


NUReO/CR-2a96 V02 

8403300289 

NUREO 

AML-ea-2S V02 

CC-74-133 BOO 

0403130106* 

30-440 

A 

NUREO /Cn-30 67 

0403060333 

NUREO 

ENICQ-l 125 

CEM-203-NP ROl 801 

8403130293* 

TOPREP 


NUHEO/CR-3091 VOS 

B403070119 

NUREO 

BML-N0flE0-3JA30 

CEN-24e<B) R02 

8403030103* 

30-310 

p 

NUHEO/CR-3104 

8403230177 

NUREO 

PWL-4383 

CEM-2S9 

8403020333* 

30-382 

A 

NUREO/CR-3143 VOa 

8403230131 

NUREO 


CSN-26B 

8403140140* 

TOPREP 


NUREO/CR-3133 

8403260286 

NUREO 

0RNL/TM-e653 

CN9I-WF-C-01-NP 

8401120330* 

WASTE MOT 

NUREO/CR-3224 

8403230216 

30-337 

A LA-971A-M3 

CPL-13-103 ROO 

8403070318* 

30-323 

Q 

NOREO/CH-3273 

0403300329 

NUREO 

OfiML/Tri-Q759 

DC- 1362 

8403030143* 

30-206 

s 

NUREO/CR-3309 

8403300342 

NUREO 

SANDB3-7095 

EQO-EA-6413 

8403070393# 

30-313 

p 

NUREO/CR-3334 V03 

8403300317 

NUREO 

0RNt-/T«-a7B7/V3 

E00-EA~694a 

8403260333 

30-416 

P TAC 54185 

NUflEO/CR-3390 

0403230197 

NUREO 

WWU/TM- 1791-1 

EOO-Ha-6294 R03 

8402200723* 

50-267 

P 

NUHEO/CR-3422 V02 

8403130219 

WREO 

DRML/TM-8a49/Va 

6O0-MTAP-6309 

8403200117 

30-360 

8 

NUflEO/CR-3427 V03 

8403300294 

NUREO 


EOO-SAAM-6381 

8403280113 

30-313 

8 

NUflEO/CR-3449 

8403070118 

NUREO 


E00-8AAM-64I3 

8403280124 

30-368 

8 

NUflEO/CR-3301 

0403200339 

NUREO 

0RML/TM-36a4 

EHCD-693 

8403190282* 

30-312 

0 

NUREO/CR-330a 

8403190444 

NUREO 

0RNl-73Ufl-7576/3 

Ea-1000 RB 

0403130118* 

30-440 

A 43706-2 

NUREO/CR-3323 

8403300306 

NUnEO 

0RNL/TM-B930 

FAAA-a4-2-14 

8403010446* 

30-322 

8 FME-R-6/7396 

NUREO/CR-3329 

0403230133 

30-313 

P DNL-NUREO-51721 

OAI B499 

84032901B9* 

30-244 

P 

NUREO/CR-3349 

8403300319 

NUREO 

0RML/TI1-B909 

OAl 2312 

8403290108* 

30-244 

P 

NUREO/CH-3S60 

8403230173 

NUREO 

PNL-4904 

0J-04 ( 83) 

8403220223 

WASTE MOT 

NUREO/CR-3373 

8403190449 

NUREO 

PNL-4923 

MPR-794 

8403220004* 

30-219 

P 

NUReO/CR-3601 

8403070109 

NUREO 

PNL-40la 

NEC-IO 

0403090319* 

TOPREP 


NUREO/CR-3603 

8403150214 

30-30 


NEC-A 

8403090313* 

TOPREP 


NUREO/CR-3607 

8403070093 

NUREO 


NEC-B 

8403090318* 

TOPREP 


NURE0/CR-36BI 

8403230200 

NUREO 

PNL-4a32 

NEC-9 

8403090322* 

TOPREP 


NURE0/CR-362Z 

8403230037 

NUREO 

aRNL/TM-e841 

NEUO-24146A ERR 09 

8403270136* 

30-249 

P 79NE0B73 

NURE0/CR-a643 

8403190033 

NUREO 

PNL-4906 

NEDO-30242 

8403270022* 

30-293 

P 

NUREO/CR-3649 

8403070114 

NUREO 

ANL-ea-ao 

NEDa-30242 801 

8403270024* 

30-293 

P 

NUREO/cn-3661 

8403230206 

NUREO 

EPRI NP-3494 

NF-1 503. 04-1 AOl 

8403210080* 

30-324 

P 

NUREO/CR-3666 

0403190437 

NUREO 


NllO £0-0020 V08 NOl 

6403130038 

NUREO 


NUREO/CB-3674 

840323020? 

NUREO 

PNL-49B6 

NUBEO-0072 ROl 

8403020460 

NUREO 


Nua-4307 

B4032602S3* 

30-332 

E 

NUIREO-0304 M08 N04 

8403070401 

NUREO 


01-0700-1269 BOl 

8403200269* 

50-482 

A 

NUBEO-0430 V04 NOl 

8403220189 

NUREO 


p-aai/2 

840124021 1* 

30-332 

A 

NUBEO-0340 V03 N12 

0403260289 

NUREO 


PAO 7396 

8403 140086* 

30-322 

3 FAAA~B4-a-t 
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REPORT NUMBER INDEX 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

OTHER REPORT 
NUMBER 

PNL-4315 

B40314 0170* 

PR 


UC-41 

POP-124 

84030B0199* 

90-279 

0 

NRC/'rE-B2/83 

QTR 02-003 

8403290300* 

90-334 

A 


QTR-02-010 

8403290309* 

30-354 

A 


0-1200671-001 

8403010097* 

FOIA 



R-e212 

8403030323* 

WASTE MOT 

UMTRA-DOE/ALO- 

H-S21S 

3403090319* 

WASTE MOT 

DaE/UMT/0232 

R-02t& 

8403090322* 

WASTE MOT 

DOE/UMT/0234 

R-8217 

S4O3O9O310* 

WASTE MOT 

D0E/UMT/O236 

R-700-74-2 

S4030a0409» 

90-323 

A 


RERR-191 

B403070261* 

90-272 

R 

RERR-15I 

RHO-0W-9A-2a6 P 

B403260347* 

WASTE MOT 


RIL-137 

B403190173 

RES 



SAI-l~t4B-0a-7Bl 

B4030S0032* 

70-6S7 



eAi-ia6-osa-2o 

B20903D161* 

90-280 

0 


SANDa2-l437 

0403080029* 

FOIA 



SANI>a2“7032 VOl 

6403000000* 

FOIA 


SAIOl3ai-3B9LJ 

SANI>a2-7032 V02 

0403080017* 

FOIA 


SAI0I3ai-30BLJ 

8AN0 02-70 32 V03 

0403000025* 

FOIA 


SAlOl 381-29 5LJ 

8AND02-7ai9 VOl 

0403000010* 

FOIA 


SA101331-410LJ 

GAN082-7219 V02 

B403oa0012« 

FOIA 


SAI013BI-4HLJ 

BAND 02-72 19 VOS 

0403030019* 

FOIA 


SAI013BI-412LJ 

SANDa2-7220 

B4030a0006* 

FOIA 


EAIO19a0-399LJ 

SECV-7a-969 

0403050031* 

FOIA 



BECV- 02-037 

0203050065* 

FOIA 



SECY-a2-037A 

8204160230* 

FOIA 



SECY-a2-a40 

8209200364* 

FOIA 



SECY-a3-034 

8403010451 

30-206 

8 


SeCV-a3-443 

0403090019* 

FOIA 



3ECY-03-454 

B403020094* 

FOIA 



SECY-a4-067 

0402220050 

SECY 



SEC Y-a 4-067 A 

8403080436 

BECY 



SECV-e4-093 

8403060041 

SECY 



SMA 13701 OSR003 VIO 

8403140026* 

30-329 

A 


SNA 20601 Ol-Rl-0 

8403200152* 

90-423 

A 


SS-132 

8403060366* 

50-302 

P 


BWECO 7703 

8403160096* 

50-412 

A 

EMTR-aot 

TER-CS306-425 

8403150049* 

90-237 

P 

TAG 49361 

UC 10-19130 

8403090038* 

30-286 

P 


U« TRA-BDE/At.-009Y-F 

8403060921* 

HASTE MOT 


UTEC HE 04-0209 

8403200293* 

50-72 

F 


V-PAK-4ai 

8403090014* 

90-523 

E 


WCAP- 10433 

0403060326* 

50-213 

P 


WCAP- 10474 

0403090259* 

30-340 

P 


HCAP- 10400 <NP) 

8403190404* 

90-413 

A 


WCAP-B507 R0EBE-47AD 

0403130379* 

50-402 

A 

EQ]}P~ESE~47A 

WCAP~B3B7 ROHE- I OB D 

8403130309* 

50-402 

A 

EQDP-HE-IOB 

HCAP-B507 R4EaE“13D 

6403130350* 

50-402 

A 

EQDP-EBE-13 

XN-NF-B2-32 (MP> R08 

0403000223* 

50-3 1 6 

P 


KN-NF-B2-90 (NPI SOI 

04031 90 104* 

50-316 

P 

XN-WF-B2-90CNPI 

XN-NF-B3-B5 

0403080220* 

30-316 

P 


XN-NF-B3-83 fiOl 801 

8403200 101* 

30-316 

P 


XN-NF-B3-B3 501 

0403080210* 

30-3 1 6 

P 


XN-NF-fi4-l4 

8403230102* 

50-233 

P 


XN-NF-a4-lB 

8403230106* 

50-239 

P 


KN-NF-a4-21 (NP> 

0403000216* 

50-3 1 6 

P 


XN-NF-B4-24 

0403230111* 

90-293 

P 


VAEC-139B 

0403080009* 

30-29 

P 




CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Items listed as enclosures are those Indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is iisted. Knowing the 
accession number of the principai document, the date 
Issued, and the category enables locating the title listing of 
the enclosure. 


ACCESBION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

770-1030133 

8403080126 

84/03/01 

FOIA 


7704030139 

8403080126 

B4/03/01 

POIA 


7906M0349 

8403010123 

83/12/20 

90-312 

P 

790A14054B 

8403010123 

03/12/20 

90-312 

P 

790A190I4S 

8403090288 

B4/02/17 

90-460 

F 

79062SO47O 

8403080207 

84/01/23 

FDIA 


7908010102 

8403090288 

84/02/17 

90-509 

A 

7908010232 

8403090288 

04/02/17 

90-397 

A 

79102&01S2 

8403010123 

83/12/20 

90-312 

P 

7911120317 

8403010123 

83/12/20 

90-312 

P 

791 1 12031.6 

8403010123 

B3/ 12/20 

90-312 

P 

7911120370 

8403010123 

83/12/20 

90-312 

P 

7911120403 

8403010123 

B3/ 12/20 

FOtA 


7911120413 

8403010123 

83/12/20 

50-312 

P 

7912090923 

8403090020 

83/12/07 

50-286 

0 

6001140316 

8403080177 

84/02/13 

50-460 

A 

8001270311 

8403010123 

83/12/20 

50-312 

P 

80032401 S9 

8403010090 

84/01/17 

50-508 

A 

8003240202 

8403080179 

84/02/13 

90-908 

A 

8003240207 

8403080179 

84/02/13 

90-908 

A 

800324020? 

8403090288 

84/02/17 

90-908 

A 

8003240217 

8403080177 

84/02/13 

90-908 

A 

8003240222 

8403080179 

84/02/13 

90-908 

A 

8003290477 

8403080177 

84/02/13 

90-397 

D 

8003270142 

8403080177 

84/02/13 

90-397 

D 

8004010792 

8403010090 

84/01/17 

90-908 

A 

800401079? 

8403010090 

84/01/17 

90-908 

A 

8009010203 

S4030B0016 

84/01/11 

FQIA 


80091 30773 

8403080177 

84/02/13 

90-387 

E 

8009130677 

B4030B0179 

04/02/13 

FOIA 


8009190683 

8403080179 

84/02/13 

FOIA 


8009280979 

8403080016 

84/01/11 

FQIA 


8009280978 

8403080016 

84/01/11 

FOIA 


8009070737 

8403080177 

84/02/13 

90-344 

P 

80091 10203 

040308017? 

84/02/13 

90-397 

U 

8009290342 

8403010123 

83/12/20 

50-312 

P 

8007290349 

8403010123 

83/12/20 

50-312 

P 

8010070260 

8403080177 

84/02/13 

90-460 

A 

8010230903 

8403080016 

84/01/11 

FOIA 


8011070922 

8403010117 

84/01/29 

90-317 

P 

8011120101 

8403090288 

84/02/17 

FOIA 


8012160991 

8403080177 

84/02/13 

90-397 

U 

8101060767 

8403080179 

84/02/13 

50-397 

A 

8101130363 

8403080179 

84/02/13 

90-908 

U 

8101270709 

3403080016 

84/01/11 

FOIA 


8101300020 

8403080126 

84/03/01 

FQIA 


8101300029 

8403080126 

84/03/01 

FOIA 


8102200027 

8403080179 

84/02/13 

90-466 

A 

8102240098 

8403080016 

84/01/11 

FOIA 


8102240066 

8403080016 

04/01/11 

FOIA 



The subject category column In this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined In Appendix B and listed In the Contents. 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DaCUMSNT 

ISSUED 

CATEGORY 

SI 0304 0040 

8403090020 

83/12/07 

SO -286 

P 

SI 0304 0092 

84030B0177 

84/02/13 

90-397 

E 

SI 03090710 

8403090020 

83/12/07 

FOIA 


SI 03290593 

8403010117 

84/01/25 

FOIA 


81 03230630 

8403010117 

84/01/29 

FOIA 


Q10421O12Q 

8402230207 

83/12/02 

90-400 

0 

St 04220329 

S4030a0177 

84/02/13 

90-460 

A 

8104220801 

8403050020 

83/12/07 

50-286 

P 

8104300020 

8403080177 

84/02/13 

50-397 

A 

Q1090JO934 

B4030S0177 

84/02/13 

50-460 

A 

8109140106 

8403080177 

84/02/13 

90-460 

A 

81051B0436 

B40 30001 77 

84/02/13 

90-460 

A 

8105210109 

0403000177 

84/02/13 

90-460 

A 

8106170130 

B4030B0177 

84/02/13 

FOIA 


8106220066 

S4030S0177 

84/02/13 

90-908 

0 

8107130501 

8403000177 

84/02/13 

90-908 

0 

8107140103 

B4030B0177 

84/02/13 

90-908 

0 

8107140192 

B4030B0177 

84/02/13 

50-908 

Q 

8107160213 

8403010117 

84/01/29 

FOIA 


8 1071 6021 S 

84030101 17 

84/01/25 

FOIA 


8107200104 

8403280080 

84/01/17 

FQIA 


8107270274 

8403080177 

84/02/13 

90-90B 

A 

8107280171 

0403080179 

84/02/13 

30-460 

A 

81QB11003Q 

8403000179 

84/02/13 

50-460 

A 

8100270490 

B4030B0390 

84/02/13 

90-928 

D 

8109180036 

8403010117 

84/01/25 

FOIA 


8110080612 

S4030B0177 

84/02/13 

90-460 

A 

81 10170026 

8403080177 

84/02/13 

90-908 

F 

81 10170051 

B4 030502 B 8 

84/02/17 

90-397 

A 

81 10210316 

8403050288 

34/02/ 17 

90-460 

A 

81110S057S 

8403090288 

84/02/17 

90-908 

A 

8111060677 

8403080177 

84/02/13 

90-460 

A 

8111120933 

8403080179 

84/02/13 

90-460 

E 

8111130007 

8403000179 

84/02/13 

90-460 

A 

8111200217 

84 03080 I 79 

84/02/13 

90-397 

A 

8112020204 

8403010050 

84/01/17 

90-412 

A 

8112210133 

B403010050 

84/01/17 

90-908 

A 

81 12300303 

8403080179 

84/02/13 

90-460 

A 

8201170277 

B403080179 

84/02/13 

90-397 

F 

8201B20170 

8403090020 

83/ 12/07 

FOIA 


8201300236 

8403050288 

84/02/17 

90-377 

A 

8202120293 

84030101 17 

84/01/29 

FOIA 


8202180456 

8403080179 

84/02/13 

90-460 

F 

8202220056 

B4O3020O14 

83/12/16 

FOIA 


8202260171 

8403080179 

84/02/13 

90-460 

C 

8203020137 

8403080179 

04/02/13 

SO- 460 

F 

8203050065 

8403090006 

84/02/22 

FOIA 


3203100417 

8403060179 

84/02/13 

90-460 

S 

8203100570 

8403080179 

84/02/13 

90-377 

C 

8203120177 

B4030 10117 

84/01/28 

FOIA 



581 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


6B2 


ACCESSION NUMBER ACCESSION NUMBEfi 













PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

ODCUMENT 

ISSUEO 

CATEOORy 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOOHV 

Baosisooaa 

8403080179 

64/02/13 

90-460 

c 

0309210098 

84030S0064 

04/03/07 

50-400 

E 

83031 G0004 

8403080179 

64/02/13 

50-460 

C 

B30921011& 

8403090064 

84/03/07 

50-400 

E 

oaoaiBouo 

8403080179 

84/03/13 

S0-50B 

A 

0309310434 

8403080367 

84/03/23 

50-322 

A 

B 304090099 

0403080179 

84/02/13 

90-460 

C 

0309220297 

8403090020 

83/12/07 

FOIA 


8304160330 

8403070006 

64/02/32 

FOIA 


8309320303 

8403050064 

84/03/07 

50-400 

E 

BZ04S90&97 

8403080179 

84/03/13 

90-908 

A 

8309360010 

B403050064 

94/02/07 

50-400 

E 

8303070088 

8403000179 

84/03/13 

50-460 

F 

B30926O42I 

8403090064 

84/02/07 

SO-400 

E 

8309130076 

3403050064 

84/03/07 

90-400 

E 

8309260482 

0403030064 

84/03/07 

50-400 

E 

as 05270430 

8403050064 

B4/O3/07 

90-400 

E 

B30936O51O 

8309260515 

B3/09/0B 

50-31 1 

8 

8306300082 

84030B01 77 

S4/02/13 

90-508 

A 

B309290412 

8403050064 

84/02/07 

50-400 

E 

8307140073 

8403050064 

04/03/07 

50-400 

E 

8309290474 

8403050064 

84/03/07 

90-400 

E 

8308090297 

8403050020 

93/13/07 

50-286 

0 

0310060077 

8310060076 

B3/09/31 

MI8C 


8308130240 

8403080179 

04/02/13 

50-397 

F 

8310060317 

8403210338 

84/03/10 

50-285 

0 

8208130248 

8403080179 

04/02/13 

50-397 

F 

0310130370 

B403050064 

04/03/07 

50-400 

E 

8208240003 

8403050223 

84/02/07 

FOIA 


8310170099 

8403090064 

84/03/07 

50-400 

E 

BS07030I6I 

B403140199 

94/03/38 

50-380 

O 

8310170712 

8403050020 

B3/ 13/07 

50-286 

P 

8207200364 

8403060469 

84/02/17 

FOIA 


B3 101 90067 

Q403090064 

B4/03/07 

50-400 

E 

B3092B0165 

8403080179 

84/02/13 

50-460 

o 

8310200096 

B4030S0064 

04/02/07 

50-400 

E 

8310220012 

8403020014 

93/12/16 

FOIA 


8310200180 

B3 10280 186 

83/09/00 

50-298 

8 

8310220014 

8403020014 

83/12/16 

FOIA 


S3I031O445 

8403050064 

84/02/07 

50-400 

E 

B31022D0B4 

8403020014 

83/13/16 

FOIA 


0310310471 

8403010199 

03/13/14 

50-329 

A 

8211090000 

6403050064 

84/02/ 07 

50-400 

E 

B31031047S 

8403010198 

93/13/14 

50-329 

A 

B2H 090010 

8403010050 

84/01/17 

90-596 

<3 

B31 1030353 

8311020349 

03/09/08 

50-318 

3 

8311090035 

B4O30SOG64 

94/02/07 

90-400 

E 

8311100049 

8403050064 

84/03/07 

50-400 

E 

821 1 1 10461 

8403050064 

84/02/07 

50-400 

E 

8311110263 

8403050064 

84/03/07 

90-400 

E 

8311160112 

84O30SOD64 

84/02/07 

90-400 

E 

B31 1140004 

B403DS0064 

84/03/07 

50-400 

E 

821 1 170349 

8403050064 

B4/02/07 

90-400 

E 

0311140170 

8307360036 

83/07/15 

ACRS 


8211190102 

6403020014 

83/13/16 

FOIA 


8311140248 

8307360036 

83/07/19 

ACRS 


8211190103 

6403020014 

83/13/16 

FOIA 


8311140250 

8307260036 

03/07/19 

ACRB 


8211300017 

8403050064 

84/02/07 

50-400 

E 

8311150481 

8403010117 

84/01/39 

30-312 

P 

8212070392 

B4030B0179 

94/02/13 

50-460 

A 

8311160283 

G403050D64 

84/02/07 

50-400 

E 

8213080692 

84D302OOJ4 

83/13/16 

SO-267 

P 

8311160367 

B403090064 

84/03/07 

30-400 

E 

82120BD693 

8403020014 

83/12/16 

90-267 

P 

8311230247 

B40301O1D0 

83/12/32 

FOIA 


€313100130 

8403620014 

B3/12/16 

FOIA 


8311390301 

8403050064 

84/03/07 

30-400 

E 

8213130032 

8403020014 

83/13/16 

90-367 

P 

6311290353 

0403050064 

04/03/07 

30-400 

E 

8212160059 

8403020014 

83/ 13/16 

90-367 

P 

83 120 10004 

B4O3O1O190 

83/12/14 

30-339 

A 

8213160163 

8403050064 

84/02/07 

50-400 

E 

8312020063 

54030S0064 

84/03/07 

30-400 

E 

8213160220 

8403030064 

04/02/07 

90-400 

E 

B3120S0628 

0403010190 

83/13/14 

30-339 

A 

8213300403 

8403050064 

84/03/07 

90-400 

E 

8312070023 

8403010198 

83/13/14 

30-329 

A 

8301060311 

8403058064 

64/02/07 

00-400 

E 

8313070298 

B403010198 

83/13/14 

30-329 

A 

BOO 1060420 

9403010024 

84/01/19 

FOIA 


9312080134 

S40301019B 

83/13/14 

50-329 

A 

B301 140173 

8403080375 

84/03/ 17 

FOIA 


8312080188 

8403050064 

84/02/07 

50-400 

E 

8301 140474 

9403050064 

84/02/07 

50-400 

E 

8312120002 

8403090064 

84/02/07 

90-400 

E 

8301140486 

8403020014 

03/12/16 

50-267 

P 

B313120006 

8307260036 

83/07/ 1 5 

ACRB 


B301 140490 

8403020014 

83/ 12/16 

50-267 

P 

6312130445 

8403090064 

04/02/07 

90-400 

E 

8301 140494 

9403020014 

B3/ta/16 

50-267 

P 

B3 12140347 

8402090030 

84/03/03 

50-275 

E 

8301260036 

9403050064 

84/02/07 

50-400 

E 

8312140391 

8402090030 

84/03/03 

90-279 

E 

8301380380 

9403010262 

03/12/20 

90-302 

A 

8313140429 

B4030 50064 

04/03/07 

90-400 

E 

83022S0003 

8403010090 

84/01/17 

50-913 

A 

B3 121 50333 

8403280163 

84/03/17 

FOIA 


8303080290 

0403050020 

83/ 1 2/07 

50-396 

P 

B313190241 

8307360036 

03/17/19 

ACRS 


8303100476 

9403080179 

04/02/13 

50-397 

A 

B31219033B 

8307360036 

83/07/15 

ACRB 


8303170017 

8303170014 

03/03/02 

50-315 

3 

8312330256 

8403080409 

84/03/02 

50-275 

P 

8384060533 

8403010090 

84/01/17 

50-397 

0 

9312230361 

8403080347 

84/03/03 

50-336 

P 

0304 060577 

84030B0177 

04/02/13 

50-397 

A 

8312230278 

8403050064 

84/02/07 

30-400 

E 

8304070113 

B4030B0177 

84/02/13 

30-397 

A 

8313280099 

8402090030 

84/03/03 

30-279 

E 

8304260013 

8403020014 

83/13/16 

50-367 

P 

931 3280 102 

B402090030 

84/03/02 

90-373 

E 

8309040013 

9403010024 

84/01/18 

FOIA 


0313380107 

8402090030 

84/03/03 

30-273 

E 

8303040159 

8309040149 

83/04/19 

90-393 

8 

B40I040010 

8402090030 

84/03/03 

30-373 

E 

8309060342 

8303060337 

83/04/25 

50-334 

8 

8401130180 

8401130171 

03/09/16 

40-3433 


8305090506 

8403010090 

94/01/17 

50-509 

0 

8401130438 

8401 120435 

83/18/30 

30-443 

A 

B309 110094 

8403010014 

84/01/03 

90-38? 

P 

9401120433 

8401120435 

83/13/30 

30-445 

A 

8309190497 

B305190492 

83/04/20 

TOPREP 


8401120437 

8401120425 

83/12/30 

30-449 

A 

8305230119 

8403050030 

83/12/07 

90-396 

P 

8401120950 

8401130525 

83/11/30 

HASTE MOT 

0309330546 

8409230539 

84/03/28 

90-337 

s 

0401120597 

8401120594 

83/13/30 

90-348 

P 

8305370056 

8309270051 

83/04/29 

30-338 

B 

8401120600 

8401 120594 

83/12/30 

90-348 

P 

8306220210 

8403070215 

84/01/23 

30-440 

A 

8401230660 

8401330630 

83/11/01 

50-329 

S 

8307180403 

8403080347 

84/03/02 

90-344 

P 

8401240311 

8401340307 

84/01/18 

30-332 

A 

8307180414 

8403080347 

84/03/02 

90-344 

P 

8401340319 

8401340304 

84/01/10 

70-27 


8307390506 

8403050020 

83/12/07 

90-286 

P 

8401240340 

0401340337 

04/01/19 

70-1100 


8308040003 

8403050030 

83/12/07 

50-386 

P 

64012504S6 

9402390004 

84/02/31 

30-267 

P 

830B04057B 

8307260036 

83/07/15 

ACRS 


G401290468 

8402390004 

04/03/31 

30-267 

P 

8308090070 

8403000367 

84/02/39 

FOIA 


6401290496 

8402390004 

84/03/21 

30-267 

P 

8308100483 

8403010030 

84/01/17 

90-397 

A 

0401290510 

8402890004 

84/02/21 

90-267 

P 

8308190440 

8403070101 

84/02/16 

FOIA 


8401260167 

8401360161 

84/01/18 

90-264 

F 

B30B170191 

8403010013 

84/01/03 

50-447 

A 

8402010189 

9402010178 

84/01/35 

aA999 


8309060390 

B4030S0064 

84/02/07 

50-400 

E 

940201 0508 

8402090017 

94/02/27 

50-275 

P 

8309130996 

3403060091 

84/01/23 

FOIA 


8482020093 

8403120305 

84/02/27 

30-293 

F 

B3091 90400 

3403010117 

84/01/29 

FOIA 


8402030344 

8402030338 

04/01/27 

30-206 

F 

8309190401 

9403010117 

04/01/29 

FOIA 


S402030S9S 

8403060529 

84/02/17 

nisc 


8309300470 

9403050064 

B4/O2/07 

50-400 

E 

8402060421 

B402060419 

84/01/30 

50-302 

P 





CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESS I DN NUMBER 


EMCLOBURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

eACSOTODBT 

8402070094 

84/01/31 

90-400 

0 

8402090163 

8402090003 

83/10/31 

90-392 

A 

8402090186 

8402070003 

83/10/31 

90-443 

A 

8402090384 

8402090380 

84/02/06 

90-390 

F 

8108130D42 

6403070103 

84/02/23 

MI SC 


8402130393 

8402130393 

84/01/31 

50-398 

U 

8403130360 

6402 130393 

84/01/31 

90-398 

U 

8403130390 

8402130393 

84/01/31 

90-398 

u 

8403130392 

8402130393 

84/01/31 

90-398 

u 

8402130399 

6402130393 

84/01/31 

50-398 

u 

8402130399 

8402130393 

84/01/31 

50-358 

u 

8402130404 

6402130400 

84/02/08 

90-348 

0 

8403140032 

6402140018 

83/12/20 

90-528 

0 

8402140036 

8402140018 

83/12/20 

90-928 

Q 

8402140038 

8402140018 

83/12/20 

90-928 

Q 

84021 4003ri 

8402 1400 18 

83/12/20 

90-928 

Q 

8402140032 

8402140016 

83/12/20 

90-928 

Q 

8402140036 

8402140018 

83/12/20 

90-928 

Q 

8402140037 

840214001B 

83/12/20 

90-528 

Q 

8402140038 

8402140018 

83/12/20 

90-928 

fl 

8402140043 

8402140016 

83/12/20 

90-928 

8 

8402140048 

8402140016 

83/12/20 

90-928 

Q 

8402140092 

8402140018 

83/12/20 

90-920 

Q 

8402140193 

8402140189 

84/01/10 

90-261 

0 

8402140337 

8402140329 

84/02/08 

40-8102 


8402140936 

8402140927 

84/01/17 

50-331 

P 

6402190216 

6402190211 

83/12/28 

0A999 


8402190236 

6402190211 

83/12/28 

04999 


8402160030 

8403070103 

84/02/23 

MIBC 


8402170107 

8402170104 

84/02/14 

50-305 

P 

8403170166 

8402170196 

84/02/14 

50-285 

P 

8402170176 

8402170196 

84/02/14 

90-285 

P 

8402210343 

8402210338 

84/02/10 

90-285 

Q 

8402210348 

8402210338 

84/02/10 

90-285 

a 

8402210397 

8402210338 

84/02/10 

90-289 

Q 

B4022S0303 

8402220288 

84/02/14 

90-289 

u 

8402230226 

6402230207 

83/12/02 

90-400 

A 

8402230237 

B402230207 

83/12/02 

90-400 

G 

8402230237 

8402230207 

83/12/02 

90-400 

A 

8402230242 

8402230207 

83/12/02 

FOIA 


8402230246 

8402230207 

83/12/02 

90-400 

A 

8402230248 

8402230207 

83/12/02 

90-400 

A 

8402230291 

8402230207 

83/12/02 

90-400 

A 

8402240387 

8403070103 

84/02/23 

HI8C 


8402270314 

8402270263 

84/01/30 

50-321 

□ 

8402280729 

6403120081 

84/03/06 

90-267 

P 

8402290440 

8403190198 

84/02/27 

go-Boa 

D 

84 03010004 

8403010003 

84/01/20 

CONTRACT 


8403010019 

8307260036 

83/07/19 

ACRS 


8403010030 

8403010014 

84/01/03 

90-289 

P 

8403010022 

8307260036 

03/07/19 

ACRB 


8403010023 

6403010014 

84/01/03 

90-289 

P 

8403010027 

8403010017 

84/02/22 

CONTRACT 


8403010029 

6307260036 

83/07/19 

4CR0 


8403010030 

6403010014 

84/01/03 

50-289 

P 

8403010032 

8403010016 

84/01/04 

90-334 

8 

8403010033 

8307260036 

83/07/19 

ACRS 


8403010036 

8403010014 

84/01/03 

90-209 

P 

8403010037 

8307260036 

83/07/19 

ACRS 


8403010038 

8403010024 

84/01/18 

FOIA 


8403010041 

8403010026 

84/01/04 

FOIA 


8403010042 

8307260036 

83/07/19 

ACRS 


8403010043 

8403010014 

84/01/03 

90-289 

P 

8403010044 

8403010039 

84/02/21 

CONTRACT 


8403010049 

8403010040 

84/02/22 

CONTRACT 


8403010046 

8403010024 

84/01/18 

FOIA 


8403010049 

8403010024 

84/01/16 

FOIA 


8403010094 

8403010024 

84/01/18 

FOIA 


8403010097 

B307260036 

83/07/19 

ACRB 


8403010098 

8403010024 

84/01/18 

FOIA 


8403010060 

8403010091 

84/02/21 

CONTRACT 


8403010061 

8403010016 

84/01/04 

50-334 

S 

8403010063 

8403010024 

84/01/18 

FOIA 


8403010069 

8307260036 

83/07/19 

ACRS 


8403010067 

8403010024 

84/01/16 

FOIA 


8403010074 

B4030 10024 

84/01/lB 

FOIA 


8403010076 

8403010068 

84/01/03 

FOIA 


8403010078 

8403010070 

84/02/10 

CONTRACT 


8403010067 

8403010083 

84/02/24 

50-494 

a 

8403010093 

8403010089 

84/02/21 

50-294 

p 


ACCESSION 

CNCLQSUnE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8403010097 

8403010092 

84/02/09 

FOIA 


G403010090 

8403010091 

84/02/14 

CONTRACT 


8403010102 

8403010094 

84/01/03 

FOIA 


8403010104 

8403010100 

83/12/22 

FOIA 


8403010108 

8403010100 

83/12/22 

FOIA 


84030 10114 

840301 01 13 

84/02/10 

50-308 

T 

8403010124 

6403010110 

84/02/22 

50-321 

P 

8403010127 

84030101 17 

84/01/29 

FOIA 


8403010128 

8403010110 

84/02/22 

50-321 

P 

8403010129 

8403010117 

84/01/29 

50-348 

P 

8403D10131 

B4O3010J 17 

84/01/29 

FOIA 


6403010132 

8403010125 

84/01/11 

50-498 

O 

8403010137 

8403010117 

84/01/29 

50-348 

P 

8403010138 

84030101 17 

84/01/25 

FOIA 


6403010139 

8403010125 

84/01/11 

50-498 

T 

6403010141 

8403010117 

84/01/25 

S0-34B 

P 

6403010143 

8403010136 

84/02/21 

50-416 

P 

6403010146 

6403010117 

84/01/25 

50-348 

P 

6403010147 

8403010136 

84/02/21 

50-416 

P 

6403010190 

8403010123 

83/12/20 

50-312 

P 

8403010151 

8403010117 

84/01/25 

FOIA 


8403010152 

8403010117 

84/01/25 

50-348 

P 

6403010153 

B403010149 

B4/Diy24 

71 -SI I 


640301 01 55 

8403010134 

84/02/16 

SO-267 

S 

6403010156 

8403010117 

84/01/29 

50-34B 

P 

64030 10159 

8403010117 

84/01/25 

FOIA 


6403010161 

8403010117 

84/01/29 

FOIA 


6403010163 

8403010117 

84/01/29 

S0-34B 

P 

6403010164 

8403010117 

84/01/29 

FOIA 


0403010166 

8403010162 

84/01/24 

7 1 -6206 


6403010167 

8403010134 

84/02/16 

50-267 

s 

0403010171 

8403010160 

84/02/22 

50-250 

p 

8403010175 

8403010117 

84/01/29 

50-344 

p 

8403010177 

8403010160 

84/02/22 

50-250 

p 

8403010178 

8403010117 

84/01/29 

FOIA 


6403010180 

8403010173 

84/02/23 

50-250 

F 

6403010181 

8403010117 

64/01/29 

FOIA 


6403010184 

8403010117 

64/01/25 

FOIA 


8403010185 

8403010117 

64/01/25 

FOIA 


6403010191 

8403010117 

84/01/25 

FOIA 


6403010193 

B403D1D1 17 

84/01/25 

FOIA 


B4D3010194 

8403010186 

84/02/21 

50-247 

P 

8403010196 

8403010117 

64/01^29 

FOIA 


8403010199 

8403010186 

84/02/21 

50-247 

P 

8403010201 

8403010117 

84/01/25 

FOIA 


8403010204 

8403010198 

83/12/14 

50-329 

A 

04 0301 0205 

8403010117 

84/01/25 

FOIA 


8403010206 

8403010117 

84/01/25 

FOIA 


840301021 1 

8403010198 

83/12/14 

50-339 

A 

8403010214 

84030101 17 

84/01/25 

FOIA 


8403010217 

8403010198 

83/12/14 

90-329 

A 

8403010222 

8403010117 

84/01/29 

FOIA 


8403010223 

8403010198 

83/12/14 

50-329 

A 

8403010227 

8403010190 

83/12/14 

50-329 

A 

8403010227 

8403010221 

84/02/27 

50-463 

0 

8403010231 

8403010198 

83/12/14 

50-329 

A 

8403010233 

8403010117 

84/01/29 

50-312 

P 

8403010239 

8403010117 

64/01/25 

FOIA 


8403010245 

8403010190 

63/12/14 

90-329 

A 

8403010252 

8403010117 

64/01/29 

FOIA 


8403010253 

8403010240 

64/01/10 

50-142 

Q 

8403010255 

8403010240 

84/01/10 

90-142 

0 

8403010257 

8403010117 

04/01/29 

FOIA 


8403010260 

8403010240 

04/01/10 

50-142 

0 

6403010261 

8403010296 

04/02/24 

S0-2J9 

a 

8403010269 

8403010240 

04/01/10 

50-142 

0 

8403010266 

8403010248 

84/01/10 

50-142 

Q 

64030 1026 6 

8403010262 

83/12/20 

50-247 

p 

8403010273 

8403010178 

83/12/14 

50-329 

A 

8403010274 

8403010262 

03/12/20 

FOIA 


8403010275 

8403010271 

04/02/28 

90-392 

0 

8403010282 

8403010198 

03/12/14 

90-329 

A 

8403010283 

8403010279 

03/12/16 

FOIA 


8403010284 

8403010117 

04/01/25 

FOIA 


8403010285 

8403010198 

03/12/14 

90-329 

A 

840301 0287 

8403010117 

04/01/29 

FOIA 


8403010292 

8403010117 

84/01/29 

FOIA 


8403010302 

8403010297 

84/02/24 

50-389 

P 

8403010303 

8403010294 

94/02/27 

90-380 

E 

8403010313 

8403010306 

84/02/22 

90-259 

P 
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PRINCIPAL 

DATE 

SUBJECT 
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0.4 0301031 4 

0403010307 

84/02/16 

50-352 8 

8403020101 

0403020011 

84/02/09 

FOIA 


0403010315 

0403010310 

84/02/ 16 

50-277 B 

8403020103 

0403020099 

84/02/29 

50-352 

a 

040301033? 

0403010310 

84/02/16 

50-277 Q 

8403020107 

040302001 1 

04/02/09 

FOIA 


0403010335 

0403010319 

84/02/24 

50-424 K 

8403020110 

B403020011 

04/03/07 

FOIA 


8403010337 

0403010324 

84/02/27 

50-293 P 

8403020111 

0403020108 

84/02/27 

50-331 

p 

0403010334 

0403010329 

84/02/24 

REUIEU ORP 

8403020113 

8403020011 

04/02/09 

FOIA 


0403010340 

0403010336 

84/02/20 

go-454 0 

8403020114 

8403020011 

04/02/09 

FOIA 


8403010363 

3403010360 

04/02/16 

70-1 100 

8403020115 

8403020112 

84/02/14 

XPORTLIC 


640a0103£i6 

8403010360 

B4/D2/16 

70-1100 

8403020116 

8403020011 

04/02/09 

FOIA 


8403010372 

0403010360 

84/02/20 

50-255 P 

54D302O117 

0402230176 

84/02/16 

50-133 

F 

0403010373 

04O3D 10369 

84/02/20 

50-255 P 

8403020119 

0403020011 

84/02/09 

FOIA 


8403010377 

B4D30 10374 

04/02/22 

50-312 P 

8403020120 

0403020011 

04/02/07 

FOIA 


S403010378 

8403010374 

84/02/22 

50-312 P 

8403020124 

0403020011 

84/02/09 

FOIA 


0403010333 

0403010331 

84/02/16 

50-322 0 

84 03020127 

0403020011 

84/02/09 

FOIA 


8403010370 

B4D3010391 

84/02/16 

58-322 0 

8403020 1 32 

0403020011 

04/02/09 

FOIA 


G403010404 

0403010399 

04/02/16 

50-213 a 

8403020135 

840302001 1 

84/02/09 

FOIA 


8403010412 

0403010410 

83/12/15 

FOIA 

8403020136 

8403020129 

84/02/20 

50-352 

T 

8403010414 

0403010410 

83/12/19 

roiA 

8403020137 

840302001 1 

84/02/09 

FOIA 


0403010422 

04030 104 1 7 

84/02/27 

50-364 8 

8403020142 

840302001 1 

84/02/09 

FOIA 


8403010423 

0403010417 

84/02/27 

50-364 0 

84 03020 144 

0403020011 

84/02/09 

FOIA 


0403010430 

0403010427 

84/02/02 

50-423 B 

8403020146 

B403020140 

04/02/28 

50-295 

0 

0403010437 

0403010435 

84/02/24 

CONTRACT 

0403020147 

8403020011 

84/02/09 

FOIA 


0403010446 

0403010207 

04/02/27 

50-322 S 

0403020150 

0403020011 

84/02/09 

FOIA 


B4O3O10436 

B4030J0454 

84/03/16 

XPORTLIC 

8403020152 

0403020148 

84/02/21 

50-445 

A 

0403010462 

8403010461 

84/02/10 

CONTRACT 

8403020153 

8403020011 

84/02/09 

FOIA 


0403010467 

04 0301 04 66 

04/02/15 

XPORTLIC 

B4D302O166 

840302001 1 

04/02/09 

FOIA 


0403010463 

B4030I04 65 

04/02/10 

XFORTLIC 

8403020170 

840302001 1 

04/02/09 

FOIA 


0403010473 

0403010470 

84/02/10 

XPORTLIC 

8403020172 

8403020011 

04/02/09 

FOIA 


0403010433 

8403010472 

84/02/16 

40-6920 

8403020173 

8403020171 

04/02/21 

50-286 

F 

84D3010SOD 

8403010477 

84/02/15 

CDMrtrSSION 

S4 03020 176 

8403020011 

04/02/09 

FOIA 


B403010513 

04 030 10507 

84/02/ 16 

40-8027 

0403020177 

0403020011 

84/02/09 

FOIA 


0403010917 

04 03010512 

04/02/10 

XPORTLIC 

8403020179 

8403020011 

04/02/09 

FOIA 


B4030 10532 

0403010523 

04/02/15 

30-275 H 

8403020180 

0403020011 

84/02/09 

FOIA 


04030 1053 4 

0403010320 

04/02/24 

CONTRACT 

8403020103 

0403020011 

04/02/09 

FOIA 


8403010546 

8403010522 

04/02/00 

XPORTLIC 

0403020186 

0403020011 

04/02/09 

FOIA 


0403010350 

8403010522 

84/02/08 

XPORTLIC 

B403D2D187 

0403020011 

84/02/09 

FOIA 


eqo3osooi^> 

04030200 1 1 

84/02/09 

FOJA 

8403020 188 

8403020182 

04/02/27 

50-400 

0 

0403020010 

840302001 1 

04/02/09 

FOIA 

8403020191 

0403020011 

84/02/09 

FOIA 


0403020021 

8403020014 

03/12/16 

FOIA 

8403020192 

0403020182 

84/02/27 

50-400 

0 

8403020023 

840302001 1 

04/02/09 

FOIA 

8403020193 

0403020011 

04/02/09 

FOIA 


0403020024 

8403020013 

04/02/09 

XPORTLIC 

8403020194 

84D3D2D01 1 

84/02/09 

FOIA 


0403020025 

0403020014 

03/12/16 

FOIA 

8403020199 

840302001 1 

04/02/09 

FOIA 


0403020027 

040302001 1 

04/02/09 

FOIA 

8403020200 

8403020011 

04/02/09 

FOIA 


0403020020 

8403020014 

03/12/16 

FOIA 

8403020201 

8403020011 

04/02/09 

FOIA 


0403020027 

8403020014 

03/12/16 

30-267 P 

8403020208 

840302001 1 

04/02/09 

FOIA 


B403020032 

0403020014 

83/13/16 

50-267 P 

8403020210 

8403020011 

04/02/09 

FOIA 


8403020034 

040302001 1 

84/02/09 

FOIA 

0403020212 

840302001 1 

04/02/09 

FOTA 


0403020035 

0403020014 

03/12/16 

FOIA 

0403020215 

040302001 1 

04/02/09 

FOIA 


0403020030 

840302001 1 

84/02/09 

FOIA 

0403020219 

840302001 1 

04/02/09 

FOIA 


840302004 1 

0403020014 

83/12/16 

50-267 P 

0403020220 

8403020214 

84/02/17 

50-300 

B 

0403020043 

0403020037 

84/02/17 

50-10 P 

8403020221 

8403020207 

84/02/21 

50-373 

F 

0403020045 

04030200 1 4 

83/12/16 

50-267 P 

8403020224 

8403020011 

04/02/09 

FOIA 


0403020046 

0403020014 

03/12/16 

30-267 P 

8403020227 

8403020011 

04/02/09 

FOIA 


0403020040 

0403020014 

03/12/16 

30-267 P 

8403020232 

8403020011 

04/02/09 

FOIA 


0403020049 

8403020014 

03/12/16 

FOIA 

8403020237 

8403020011 

04/02/09 

FOIA 


0403020051 

8403020014 

03/12/16 

50-537 A 

8403020240 

8403020011 

04/02/09 

FOIA 


0403020052 

0403020014 

03/12/16 

FOIA 

840302024 1 

8403020204 

04/01/25 

50-250 

B 

0403020057 

0403020011 

04/02/09 

FOIA 

8403020243 

040302001 1 

04/02/09 

FOIA 


0403020050 

0403020054 

04/02/24 

30-200 P 

8403020246 

040302001 1 

04/02/09 

FOIA 


8403020059 

0403020053 

04/02/14 

50-200 R 

0403020251 

8403020011 

04/02/09 

FOIA 


8403020060 

0403020011 

84/02/09 

FOIA 

8403020255 

8403020011 

04/02/09 

FOIA 


0403020061 

0403020054 

84/02/24 

50-200 P 

840302025? 

8403020011 

04/02/09 

FOIA 


8403020063 

0403020053 

04/02/ 1 4 

50-200 R 

8403020264 

8403020011 

04/02/09 

FOIA 


B403020D66 

040302005 3 

04/02/14 

50-200 R 

8403020266 

8403020257 

04/02/29 

50-352 

A 

8403020067 

040302001 1 

04/02/09 

FOIA 

8403020267 

8403020011 

04/02/09 

FOIA 


0403020070 

04030200 1 1 

84/02/09 

FOIA 

8403020270 

8403020257 

04/02/29 

50-352 

C 

8403020071 

8403020053 

84/02/14 

50-280 R 

8403020272 

8403020262 

04/02/09 

50-293 

B 

8403020073 

0403020069 

84/02/27 

CONTRACT 

8403020273 

8403020257 

04/02/29 

50-352 

K 

0403020074 

840302001 1 

84/02/09 

FOIA 

8403020288 

8403020285 

04/02/29 

50-250 

a 

0403020076 

0403020053 

84/02/14 

50-200 R 

8403020290 

0403020887 

04/02/21 

50-322 

E 

8403020077 

0403020069 

84/02/S7 

CONTRACT 

8403020301 

8403020282 

04/02/17 

50-443 

B 

040302 0000 

040302001 1 

84/02/09 

FOIA 

8403020305 

8403020298 

04/02/16 

50-54 

0 

8403020002 

040302001 1 

84/02/09 

FOIA 

8403020300 

8403020282 

84/02/17 

50-443 

a 

8403020006 

0403020053 

84/02/14 

50-200 R 

8403020309 

8403020306 

04/02/17 

50-277 

B 

0403020007 

040302001 1 

84/02/09 

FOIA 

8403020321 

8403020317 

04/02/29 

50-369 

E 

0403020090 

8403020053 

84/02/14 

50-200 R 

8403020323 

8403020318 

04/02/24 

50-320 

P 

8403020091 

040302001 1 

84/02/09 

FOIA 

0403020326 

8403020322 

04/02/27 

50-271 

8 

0403020074 

0403020068 

04/02/19 

FOIA 

8403020328 

0403020322 

04/02/27 

50-271 

8 

0403020095 

040302001 1 

04/02/09 

FOIA 

0403020335 

8403020333 

04/02/29 

50-302 

A 

8403020090 

0403020092 

04/02/29 

50-361 P 

840302033? 

8403020332 

04/02/16 

HASTE MAT 
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B4030a034S 

S403020341 

84/02/17 

90-247 

0 

8403030333 

8403050320 

84/02/28 

XPORTLJC 


8403080349 

S403020343 

84/02/29 

30-317 

Q 

B4030 50335 

8403090330 

04/02/27 

MISC 


8403020346 

6403020343 

84/02/29 

90-317 

0 

8403030340 

8403090330 

84/02/24 

71-314 


8403080347 

8403020343 

84/02/29 

30-317 

a 

B4O30 30341 

8403050337 

84/02/19 

30-269 

P 

a40302033'7 

6403020393 

84/02/21 

30-286 

a 

8403030349 

8403090337 

84/02/19 

90-269 

P 

B 4 03020399 

8403020315 

04/02/17 

90-293 

Q 

B 4030 50364 

8403090358 

84/02/20 

XPDRTLIC 


B 403020403 

8403020409 

84/02/19 

FOJA 


8403090366 

B4030S035B 

84/02/28 

XPDRTLIC 


B 4 030204 10 

8403020406 

84/02/21 

90-416 

8 

8403090371 

8403090370 

84/02/29 

90-410 

A 

B4030204ia 

8403020409 

84/02/19 

FOIA 


8403090373 

8403030368 

84/02/20 

XFORTLIC 


8403020423 

0403020420 

84/02/22 

71-9108 


8403030376 

8403090368 

84/02/28 

XPORTLIC 


8403020441 

8403020439 

84/02/22 

90-440 

A 

8403060007 

8403060005 

84/02/28 

90-261 

P 

8403020493 

8403020491 

84/02/ to 

XPORTHC 


8403060012 

8403060005 

84/02/28 

50-261 

P 

8403090006 

8403090009 

84/02/22 

30-199 

P 

8403060019 

8403060008 

84/02/16 

30-206 

0 

B40a09000B 

6403090007 

84/02/20 

30-312 

P 

8403060023 

B4O3060O1B 

04/01/31 

COMMISSION 

8403090010 

B403090007 

84/02/20 

90-312 

P 

8403060029 

8403060029 

84/02/09 

50-206 

0 

8403090013 

8403090012 

84/03/01 

30-264 

F 

8403060030 

8403060018 

84/01/31 

COMHISSION 

8403090019 

8403090014 

84/02/24 

30-247 

0 

8403060037 

8403060018 

84/01/31 

COMMISSION 

8403090013 

B4030 90016 

84/03/01 

30-483 

R 

8403060046 

8403060018 

84/01/31 

COMMISSION 

8403090019 

8403090016 

84/03/01 

30-483 

F 

8403060036 

8403060033 

84/02/10 

30-324 

P 

8403090023 

B403090020 

83/12/07 

30-286 

P 

8403060061 

8403060018 

84/01/31 

COMMISSION 

8403090024 

8403090020 

83/12/07 

30-286 

P 

8403060065 

8403060010 

84/01/31 

COMMISSION 

8403090029 

8403090020 

83/12/07 

90-286 

P 

8403060071 

8403060018 

84/01/31 

COMMISSION 

8403090027 

B4030 90020 

83/12/07 

90-286 

P 

8403060074 

8403060018 

84/01/31 

COMMISSION 

84O3O90O2S 

8403090020 

83/12/07 

30-299 

0 

8403060080 

8403060077 

84/02/24 

SO-333 

P 

8403090029 

8403090020 

83/12/07 

90-286 

P 

8403060095 

8403060071 

84/01/23 

roiA 


8403090031 

84 03090020 

83/12/07 

FOIA 


B403060096 

S403D60092 

84/03/01 

06999 


8403090032 

B403020231 

84/02/16 

70-687 


8403060078 

8403060092 

84/03/01 

06999 


8403090034 

B403090020 

83/12/07 

30-286 

0 

8403060101 

8403060092 

84/03/01 

06999 


8403090039 

8403090020 

83/12/07 

50-286 

P 

B4O30601 07 

8403060109 

84/03/01 

S 0-322 

0 

8403090037 

B403090020 

83/12/07 

30-286 

P 

8403060116 

6403060112 

84/03/01 

90-333 

F 

8403090033 

B403090D20 

83/12/07 

50-286 

P 

8403060117 

B403060U3 

84/02/07 

90-294 

R 

8403090042 

0403090020 

83/12/07 

FOIA 


0403060121 

8403060113 

84/02/07 

90-294 

R 

8403090046 

8403090043 

84/02/24 

30-10 

0 

8403060124 

0403060118 

84/02/29 

40-2061 


8403090069 

8403090067 

84/02/29 

30-346 

0 

8403060126 

8403060115 

84/02/29 

90-244 

P 

B 4 030 90074 

8403090072 

84/02/29 

30-234 

0 

8403060127 

8403060113 

84/02/07 

a 0-254 

R 

8403090031 

8403090078 

84/03/01 

30-438 

A 

84 03060 130 

8403060128 

B4/02/29 

90-399 

P 

8403090099 

8403090091 

84/02/24 

30-293 

G 

8403060142 

8403060138 

84/02/03 

30-279 

a 

8403030100 

8403090098 

84/02/29 

30-318 

p 

8403060143 

8403060131 

84/02/29 

SO -279 

a 

8403090103 

8403090098 

84/02/29 

90-318 

p 

B4O3O60146 

8403060130 

B4/02/03 

90-275 

a 

8403030110 

8403090107 

84/03/01 

30-346 

F 

8403060149 

8403060131 

84/02/29 

90-275 

a 

8403090113 

84030901 1 1 

84/02/29 

50-238 

R 

8403060192 

8403060148 

84/01/17 

FOIA 


8403030114 

8403030107 

84/03/01 

90-346 

F 

8403060194 

8403060148 

84/01/17 

FOIA 


8403090119 

8403030107 

84/03/01 

30-346 

F 

8403060161 

8403060197 

84/03/01 

0A999 


8403030122 

8403090116 

84/03/01 

30-387 

P 

8403060162 

8403060131 

84/02/21 

50-266 

a 

8403090131 

8403090128 

84/03/01 

30-440 

F 

8403060163 

8403060147 

84/02/28 

50-299 

F 

8403030132 

8403090127 

84/02/29 

90-206 

F 

8403060172 

8403060165 

B4/ 02/03 

50-1 13 

G 

8403090134 

B403090129 

84/02/14 

90-433 

0 

8403060173 

8403060170 

84/03/01 

50-341 

G 

8403090143 

B403030140 

84/03/01 

30-206 

8 

S4O3O60I76 

84 030601 31 

B4/ 02/21 

50-266 

G 

8403090144 

8403030136 

84/02/24 

40-672 


0403060177 

8403060170 

84/03/01 

50-341 

a 

84030901 90 

B40303O136 

84/02/24 

40-672 


0403060184 

8403060180 

84/02/17 

50-445 

a 

8403090196 

B403090136 

84/02/24 

40-672 


0403060189 

8403060147 

04/02/28 

50-239 

F 

8403090163 

8403030161 

84/02/29 

30-332 

E 

0403060192 

8403060108 

84/03/01 

50-139 

0 

8 403090171 

B4D309016B 

84/02/27 

30-373 

0 

8403060197 

8403060191 

84/03/01 

90-316 

p 

8403090172 

84030301 48 

84/01/31 

90-206 

F 

Q40306020D 

8403060193 

84/03/01 

90-319 

p 

8403090174 

8403030168 

84/02/27 

90-373 

Q 

0403060202 

8403060189 

84/03/01 

50-195 

0 

B40309017S 

8403080177 

84/03/01 

90-413 

Q 

8403060203 

84030601 90 

84/02/29 

50-313 

0 

8403090100 

8403030179 

84/02/14 

90-482 

Q 

0403060205 

8403060199 

84/02/27 

90-31 3 

p 

8403090182 

B 4030301 79 

84/02/14 


a 

0403060206 

B4D3060147 

84/02/26 

90-239 

F 

8403090186 

B403030179 

84/02/14 

90-402 

0 

0403060210 

8403060201 

84/03/01 

40-0830 


8403090204 

8403090200 

84/02/24 

C0KH18BI0N 

0403060214 

8403060207 

B4/02/J7 

90-275 

G 

8403090232 

8403090223 

84/02/07 

FOIA 


8403060223 

B403060207 

84/02/17 

50-323 

Q 

8403030239 

8403090223 

84/02/07 

90-309 

p 

8403060226 

8403060212 

84/03/01 

50-322 

T 

8403090237 

8403090231 

04/02/13 

CONTRACT 


B4 03060228 

8403060219 

84/02/16 

QA997 


8403090241 

8403090223 

84/02/07 

90-271 

8 

8403060229 

8403060222 

84/02/17 

50-289 

p 

8403090243 

8403090238 

84/02/21 

90-282 

P 

8403060236 

8403060222 

84/02/17 

50-289 

p 

8403090249 

8403050223 

84/02/07 

FOIA 


8403060246 

8403060212 

84/03/01 

90-322 

T 

840309024? 

8403090238 

84/02/21 

90-282 

P 

8403060232 

8403060212 

84/03/01 

90-322 

T 

8403090290 

8403030223 

84/02/07 

90-312 

P 

8403060237 

8403060254 

84703/02 

90-322 

T 

8403030291 

8403090248 

84/01/30 

30-382 

F 

8403060266 

8403060254 

84/03/02 

30-322 

T 

8403090293 

8403090248 

84/01/30 

90-382 

F 

8403060267 

8403060243 

84/02/28 

30-4 54 

G 

8403090256 

8403030223 

84/02/07 

50-239 

0 

8403060270 

8403060254 

84/03/02 

30-322 

7 

8403090266 

8403090223 

B4/02/Q7 

FOIA 


8403060274 

8403060264 

84/03/01 

30-298 

F 

8403090270 

8403090223 

84/02/07 

FOIA 


B40306027B 

8403060294 

84/03/02 

90-322 

T 

8403090274 

8403090223 

84/02/07 

FOIA 


8403060277 

8403060273 

84/02/28 

30-234 

P 

8403090279 

8403090223 

84/02/07 

FOIA 


8403060280 

8403060275 

84/02/29 

30-440 

0 

8 4030 9031 B 

8403090319 

84/02/08 

WASTE MOT 

8403060289 

8403060294 

84/03/02 

90-332 

T 

840309031? 

8403090319 

84/02/08 

waste MOT 

8403060293 

8400060234 

84/03/02 

30-322 

T 

8403090322 

9403090319 

84/02/08 

WASTE MOT 

8403060301 

3403060234 

84/03/02 

30-322 

T 

8403090323 

8403090319 

84/02/08 

WASTE MOT 

8403060302 

8403060300 

84/02/28 

90-324 

P 

8403090327 

8403090320 

84/02/28 

xpqrtlic 


8403060303 

84020700 12 

84/02/29 

30-275 

Q 
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34030&030A 

8403060276 

84/02/27 

50-324 

P 

6403070106 

0403070101 

04/02/16 

FDIA 


3403060307 

84 030602 54 

94/03/02 

50-322 

T 

6403070100 

8403070101 

04/02/16 

FOIA 


84D30603iO 

9403060254 

94/03/02 

SO-32^ 

T 

6403070112 

8403070107 

04/02/26 

70-024 


3403060314 

8403060254 

84/03/02 

50-322 

T 

64030701 S3 

8403070120 

04/03/02 

50-461 


3403060315 

8403060305 

84/03/01 

50-313 

6 

8403070127 

0403070125 

04/02/24 

50-395 

< 

6403060318 

8403060254 

64/03/02 

50-322 

T 

6403070131 

8403070125 

04/02/24 

50-395 

c 

6403060317 

8403060254 

84/03/02 

30-322 

T 

0403070133 

8403070125 

04/02/24 

50-395 

( 

B40306O3B2 

8403060254 

84/03/02 

50-322 

T 

6403070136 

8403070125 

84/02/24 

50-395 

< 

6403060336 

8403060325 

84/02/17 

50-213 

P 

6403070137 

84030701 35 

04/03/03 

50-250 

( 

6403060323 

8403060327 

84/03/05 

50-217 

P 

8403070141 

8403070137 

04/02/24 

SO-277 

f 

B40306033I 

8403060327 

84/03/01 

70-734 


8403070143 

6403070135 

04/03/03 

50-250 

< 

6403060344 

8403060341 

04/02/07 

50-344 

a 

6403070144 

6403070137 

84/02/24 

50-277 

F 

8403060347 

8403060345 

84/02/28 

50-454 

E 

6403070145 

8403070140 

04/02/13 

50-335 

c 

B40306035S 

8403060348 

84/03/02 

aA999 


6403070147 

6403070146 

64/02/00 

70-27 


6403060355 

8403060348 

84/03/02 

0A799 


0403070150 

8403070147 

84/03/02 

50-322 

1 

6403060360 

B4D30603S7 

84/03/05 

50-537 

A 

6403070133 

8403070146 

84/02/08 

70-27 


6403060361 

840306O34B 

84/03/02 

a A 799 


8403070154 

0403070147 

04/03/02 

50-322 

1 

6403060362 

8403060359 

84/02/24 

90-302 

P 

6403070155 

0403070151 

04/02/27 

50-327 

c 

6403060365 

8403060348 

84/03/02 

04799 


6403070156 

8403070151 

84/02/27 

50-327 

(3 

6403060366 

840306035? 

84/02/84 

50-302 

P 

8403070158 

0403070147 

04/03/02 

50-322 

1 

8403060366 

8403060364 

84/02/84 

50-302 

P 

9403070157 

0403070151 

04/02/27 

50-327 

Q 

6403060367 

8403060348 

94/03/02 

0A797 


6403070160 

0403070147 

04/03/02 

50-322 

1 

6403060372 

8403060348 

84/03/02 

0A799 


6403070161 

04030701 52 

04/02/00 

CONTRACT 


6403060373 

8403060371 

04/02/21 

50-449 

0 

6403070162 

04030701 57 

04/02/28 

50-324 

p 

6403060374 

8403060348 

94/03/02 

84999 


0403070163 

0403070151 

84/02/27 

50-327 

0 

6403060376 

8403060348 

84/03/02 

04979 


8403070165 

0403070147 

84/03/02 

50-322 

T 

640306037? 

8403060348 

84/03/02 

04999 


8403070167 

6403070152 

04/02/06 

CONTRACT 


8403060373 

8403060372 

84/03/01 

30-296 

a 

8403070171 

0403070147 

04/03/02 

50-322 

T 

6403060378 

8403060395 

84/03/01 

50-327 

0 

6403070172 

0403070152 

84/02/00 

CONTRACT 


6403060406 

8403060401 

84/02/17 

50-312 

0 

8403070173 

0403070160 

04/02/22 

50-416 

a 

6403060407 

8403060385 

84/03/01 

50-327 

0 

S403070I76 

0403070166 

04/02/22 

50-416 

a 

6403060410 

6403060403 

84/03/01 

50-30 

R 

6403070170 

0403070147 

04/03/02 

50-322 

T 

6403060414 

8403060402 

94/02/27 

50-302 

Q 

6403070180 

04030701 60 

84/02/22 

90-416 

Q 

6403060415 

8403060385 

84/03/01 

50-327 

Q 

0403070101 

8403070177 

04/02/27 

50-445 

Q 

6403060420 

6403060385 

84/03/01 

90-327 

a 

6403070162 

0403070177 

04/02/27 

50-445 

Q 

3403060421 

8403060416 

84/03/01 

70-1257 


6403070163 

0403070147 

04/03/02 

50-332 

T 

0403060423 

8403060385 

84/03/01 

SO- 329 

0 

8403070164 

8403070177 

04/02/22 

50-400 

a 

8403060487 

9403060424 

84/03/02 

SO- 361 

p 

8403070106 

6403070168 

04/02/22 

50-416 

Q 

B4030604S8 

B4D306D3B5 

84/03/01 

50-327 

a 

040307018? 

04030701 60 

04/02/22 

50-416 

<] 

8403060440 

8403060436 

04/02/21 

90-321 

p 

0403070170 

8403070147 

84/03/02 

50-322 

T 

6403060442 

B4D306D3B5 

84/03/01 

50-327 

o 

0403070193 

84030701 79 

84/02/22 

50-400 

a 

6403060444 

8403060395 

84/03/01 

90-329 

a 

8403070175 

8403070147 

04/03/02 

30-322 

T 

6403060445 

8403060385 

84/03/01 

50-327 

0 

8403070197 

0403070177 

04/02/22 

50-400 

d 

6403060447 

B403O6D447 

04/02/21 

50-344 

p 

0403070170 

0403070147 

84/03/02 

50-322 

T 

B4030604S7 

8403060454 

04 / 02/ 1 a 

30-245 

p 

040307017? 

0403070179 

04/02/22 

50-400 

a 

6403060466 

8403060462 

84/02/23 

30-338 

F 

0403070201 

8403070147 

04/03/02 

50-322 

T 

8403060475 

8403060471 

B4/02/27 

CONTRACT 


0403070202 

8403070165 

04/02/20 

50-413 

A 

6403060477 

8403060474 

04/02/27 

RESOD 


B403070S04 

0403070147 

04/03/02 

50-322 

T 

B403060502 

840306 OSOO 

04/02/27 

CONTRACT 


8403070206 

0403070160 

04/02/22 

50-416 

Q 

B4O3060SI0 

6403060509 

04/02/21 

50-261 

F 

0403070207 

8403070147 

04/03/02 

50-382 

T 

840306052! 

6403060517 

94/02/24 

WASTE MOT 

0403070200 

0403070160 

04/02/22 

50-416 

a 

8403060527 

9403060077 

04/02/24 


P 

0403070207 

0403070160 

04/02/22 

50-416 

a 

6403060536 

840209003? 

04/03/12 

30-322 

9 

8403070210 

0403070205 

84/02/24 

50-413 

Q 

8403060554 

B4OS090O3? 

94/03/12 

50-322 

a 

0403070211 

8403070147 

04/03/02 

50-382 

T 

8403060573 

8403060569 

84/02/21 

XPORTLIC 


0403070214 

0403070147 

84/03/02 

50-322 

T 

8403070007 

8403070005 

94/02/06 

CONTRACT 


0403070216 

0403070166 

04/02/22 

50-416 

0 

8403070013 

8403070007 

84/02/10 

30-375 

0 

B4030702I7 

0403070147 

04/03/02 

50-322 

T 

8403070017 

8403070012 

04/02/13 

50-413 

0 

0403070217 

8403070105 

04/02/20 

50-413 

A 

6403070017 

8403070015 

04/02/28 

70-1201 


0403070220 

0403070147 

04/03/02 

50-322 

T 

8403070022 

B403070020 

04/02/39 

50-443 

0 

0403070221 

0403070215 

04/01/23 

50-440 

A 

6403070024 

8403070018 

84/02/10 

90-424 

0 

8403070222 

0403070147 

04/03/02 

50-322 

T 

8403070030 

8403070027 

84/02/27 

40-2061 


8403070224 

0403070210 

04/02/23 

50-436 

a 

6403070032 

8403070029 

84/02/27 

CONTRACT 


0403070227 

8403070147 

04/03/02 

50-322 

T 

8403070037 

8403070033 

84 /02/2? 

30-413 

0 

6403070231 

0403070147 

04/03/02 

50-322 

T 

6403070046 

8403070037 

84/02/27 

CONTRACT 


8403070234 

0403070229 

04/02/23 

FOIA 


8403070059 

8403070095 

84/02/20 

50-400 

6 

8403070238 

0403070236 

04/03/02 

50-352 

0 

8403070057 

B403D7005S 

04/02/20 

30-400 

0 

8403070242 

8403070240 

04/02/17 

50-387 

0 

8403070060 

8403070093 

04/02/08 

30-289 

u 

8403070244 

8403070243 

04/02/22 

50-334 

R 

6403070067 

9403070093 

84/02/00 

50-287 

u 

6403070246 

0403070237 

83/11/25 

S0-2B0 

0 

6403070072 

6403070067 

84/01/11 

30-257 

a 

8403070246 

0403070247 

04/02/07 

50-416 

Q 

6403070073 

8403070053 

84/02/00 

50-289 

u 

8403070252 

0403070251 

04/02/27 

50-321 

p 

6403070076 

8403070093 

84/02/00 

50-289 

u 

8403070253 

6403070250 

04/02/10 

50-280 

0 

8403070077 

8403070075 

04/02/29 

50-275 

p 

64 03070257 

8403070255 

04/02/29 

50-266 

P 

8403070083 

6403070075 

64/02/29 

50-275 

p 

0403070257 

0403070258 

84/02/17 

70-1100 


B40307D0BB 

8403070095 

84/02/07 

90-375 

a 

84 03070261 

8403070260 

04/02/29 

50-272 

R 

8403070075 

8403070074 

84/02/23 

50-400 

a 

0403070267 

0403070264 

04/02/27 

70-474 


6403070076 

9403070074 

04/02/23 

50-400 

0 

6403070275 

8403070273 

04/03/01 

50-423 

C 

6403070100 

8403070074 

84/02/23 

a 0-400 

0 

0403070281 

8403070276 

04/02/28 

50-352 

0 

6403070102 

8403070094 

84 /02/23 

90-400 

0 

0403070207 

0403070282 

04/02/21 

50-289 

a 

64030701 OS 

9403070074 

04/02/23 

50-400 

Q 

8403070308 

8403070204 

04/02/29 

30-275 

p 
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6403070292 

8403070204 

84/02/29 

50-279 

P 

8403070302 

04O3D7O277 

84/02/16 

90-423 

A 

6403070306 

0403070301 

84/02/21 

50-387 

0 

6403070300 

0403070303 

84/02/20 

90-412 

0 

6403070310 

0403070307 

04/02/06 

90-324 

0 

6403070316 

B403070312 

84/02/23 

30-333 

0 

6403070318 

8403070319 

84/02/27 

90-325 

8 

6403070319 

8403070314 

84/02/22 

90-392 

8 

6403070322 

8403070320 

84/02/22 

30-277 

0 

6403070323 

8403070321 

84/02/23 

90-305 

P 

6403070320 

B403070326 

84/02/23 

70-27 


6403070331 

8403070327 

84/02/22 

50-413 

8 

6403070334 

3403070327 

84/02/22 

90-413 

8 

8403070339 

0403070327 

84/02/22 

50-413 

8 

6403070336 

0403070333 

84/02/28 

90-423 

8 

6403070338 

8403070327 

84/02/22 

30-413 

0 

6403070340 

0403070229 

84/02/23 

30-329 

8 

6403070341 

3403070330 

84/02/26 

30-293 

8 

6403070343 

3403070229 

84/02/23 

30-327 

8 

6403070344 

3403070342 

84/02/28 

30-334 

8 

6403070345 

8403070229 

84/02/23 

50-329 

a 

6403070346 

3403070337 

84/02/10 

CONTRACT 


8403070349 

340307022? 

84/02/23 

50-329 

8 

6403070351 

3403070227 

84/02/23 

50-327 

a 

6403070362 

3403070360 

84/02/27 

30-3 

F 

B4D3D70366 

3403070269 

04/02/15 

SO-334 

R 

6403070369 

8403070364 

03/06/02 

30-269 

8 

6403070373 

8403070371 

84/02/2? 

CONTRACT 


6403070381 

0403070377 

84/02/27 

XPORTCIC 


6403070382 

0403070377 

84/02/27 

30-348 

P 

B4D3Q703B3 

8403070330 

84/03/01 

27-39 


6403070384 

0403070377 

84/02/27 

30-348 

P 

64 03070389 

B4030703B7 

84/02/27 

50-334 

P 

8403070390 

3403190490 

84/03/05 

90-31 5 

P 

6403070371 

3403070337 

84/02/27 

30-334 

P 

B403070395 

8403190450 

84/03/09 

50-315 

P 

6403070396 

8403070374 

84/02/29 

50-247 

P 

B403070402 

8403070394 

84/02/27 

50-247 

P 

6403070407 

8402090039 

84/03/12 

50-322 

B 

6403070414 

0403070411 

04/02/2? 

CONTRACT 


6403070423 

6402090037 

04/03/12 

50-322 

S 

B4 03070420 

0403070424 

04/02/28 

XPDRTLIC 


6403070426 

6403070424 

84/02/28 

XPDRTLIC 


6403000006 

8403080005 

84/02/24 

FOIA 


6403000000 

8403080009 

84/02/24 

FOIA 


6403030007 

8403000007 

84/03/02 

50-27 

P 

6403000010 

8403000009 

84/02/24 

FOIA 


B4030 30012 

8403000009 

84/02/24 

FOIA 


B403030017 

8403080009 

84/02/24 

FOIA 


6403030017 

8403080009 

84/02/24 

FOIA 


6403030025 

0403080009 

84/02/24 

FOIA 


6403030027 

8403080009 

84/02/24 

FOIA 


B4 030 00032 

8403080027 

83/12/30 

FOIA 


B4030 30033 

8403080016 

84/01/11 

FOIA 


EI403030036 

8403030027 

83/12/30 

FOIA 


S4O3080O3B 

8403000016 

84/01/11 

FOIA 


8403060040 

8403060027 

83/12/30 

FOIA 


8403080043 

8403000027 

83/12/30 

FOIA 


8403080044 

8403000016 

84/01/11 

FOIA 


6403000049 

84030B0027 

83/12/30 

FOIA 


6403000046 

34030B0027 

83/12/30 

FOIA 


6403000040 

340303001 6 

84/01/11 

FOIA 


B4030B0047 

8403030027 

83/12/30 

FOIA 


6403000050 

8403030027 

83/12/30 

FOIA 


6403060091 

3403000027 

83/12/30 

FOIA 


64 03000054 

8403030027 

83/12/30 

FOIA 


64 03000095 

8403030027 

83/12/30 

FOIA 


B4O30BOO96 

0403000027 

83/12/30 

FOIA 


6403080057 

0403000016 

84/01/11 

FOIA 


6403000090 

0403000027 

83/12/30 

FQIA 


6403060059 

8403080027 

83/12/30 

FOIA 


64 03030060 

8403080027 

83/12/30 

FOIA 


64 03030064 

8403030027 

83/12/30 

FOIA 


6403060066 

8403080027 

83/12/30 

FOIA 


64 03030069 

8403080027 

83/12/30 

FOIA 


6403000070 

8403060027 

83/12/30 

FOIA 


64 03080072 

8403090027 

83/12/30 

FOIA 


6403080074 

8403030027 

83/12/30 

FOIA 


6403060079 

3403030061 

84/02/21 

30-312 

Q 

6403060076 

8403080027 

83/12/30 

FOIA 



ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORV 

8403060078 0403080027 83/12730 FOTA 

S4O30B0079 B4030B0027 B3/ 12/30 FOIA 

B403DB0082 B4O30B0a27 63/12/30 FOIA 

0403080084 B4030B0027 83/12/30 FOIA 

0403080086 8403000081 84/03/02 SO-34S P 

84O30B00B7 04O3OBOO27 83/12/30 FOIA 

84 O30B00B7 8403080027 83/12/30 FD lA 

8403080072 04O3OBOD27 83/12/30 FOIA 

8403080079 8403080027 83/12/30 FOIA 

8403080078 B40308006B 04/01/17 FOIA 

0403080079 8403080027 83/12/30 FOIA 

B403080101 8403080016 84/01/11 FOIA 

8403080102 8403080027 83/12/30 FOIA 

8403080103 8403080076 84/01/23 30-273 E 

8403080107 8403080027 83/12/30 FOIA 

0403080108 34030BDD16 84/01/11 FOIA 

8403080107 8403080027 03/12/30 FOIA 

04030801 1 1 8403080027 63/ 1 2/30 FOIA 

8403080112 8403080027 63/12/30 FOIA 

840308011 3 0403080016 84/01 /I t FOIA 

8403080117 8403080027 83/12/30 FOIA 

8403080117 B40308006G 84/01/17 FOIA 

B4030S0120 8403080016 04/01/11 FOIA 

B4030a0iai 8403080027 03/12/30 FOIA 

8403080182 8403080027 03/ 1 2/30 FO I A 

8403080123 G403DB0027 83/12/30 FOIA 

8403000124 8403DB0027 83/12/30 FOIA 

8403080129 0403080114 84/02/23 50-373 0 

8403080127 8403080016 84/01/11 FOIA 

8403080128 8403080068 84/01 /17 FOIA 

8403080127 8403080027 63/12/30 FOIA 

8403080132 8403080027 63/12/30 FOIA 

8403080133 8403080027 63/12/30 FOIA 

8403080134 8403080027 83/12/30 FOIA 

8403080137 8403080027 83/12/30 FOIA 

8403080138 84 03080068 84/01/17 FOIA 

8403080137 6403080027 63/12/30 FOIA 

6403080144 8403080027 83/ 12/30 FOIA 

6403080146 8403080066 84/01/17 FOIA 

6403080147 8403060027 83/12/30 FOIA 

8403000147 6403080126 84/03/01 FOIA 

6403080150 6403080027 83/12/30 FOIA 

6403080151 6403080027 83/12/30 FOIA 

6403080152 64030801 4 3 34/02/13 50-528 Q 

8403080154 6403080126 64/03/01 FOIA 

8403D6D1S5 6403080068 84/01/17 FOIA 

8403060156 6403060027 83/12/30 FOIA 

0403060157 6403080027 63/12/30 FOIA 

6403080157 8403080027 83/18/30 FOIA 

8403080160 6403080027 63/12/30 FOIA 

6403080162 8403080016 04/01/11 FOIA 

6403080163 6403080027 63/12/30 FOIA 

0403080165 6403080066 84/01/17 FOIA 

8403080166 6403080027 83/12/30 FOIA 

8403080167 6403080027 63/12/30 FOIA 

8403080166 B4030B0027 63/12/30 FOIA 

8403080170 6403000016 64/01/11 FOIA 

0403080172 8403080027 83/12/30 FOIA 

8403080173 6403080066 84/01/17 FOIA 

8403080175 6403080016 84/01/11 FOIA 

6403080177 6403060027 03/12/30 FOIA 

8403080160 8403080016 84/01/11 FOIA 

6403060161 6403080066 64/01/17 FOIA 

8403080162 8403080027 63/12/30 FOIA 

8403080165 6403080027 03/12/30 FOIA 

8403060106 0403080016 04/01/11 FOIA 

6403000186 8403080176 64/02/23 50-461 O 

8403080189 8403080068 64/01/17 FOIA 

6403080190 8403080027 63/12/30 FOIA 

8403060191 8403080016 64/01/11 FQIA 

0403080193 6402090022 84/03/05 50-275 0 

8403080194 8403080016 64/01/11 FOIA 

64030801 95 04030801 S8 64/03/02 50-346 P 

8403080196 0403080016 84/01/11 FOIA 

8403080197 6402090022 64/03/05 50-275 0 

8403080202 0403080016 84/01/11 FOIA 

6403080204 0403000016 64/01/11 FOIA 

8403080209 0403080016 64/01/11 FOIA 

8403080210 0403080205 64/03/02 50-316 P 

840308021 1 6403000016 64/01/ 1 1 FOIA 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 
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CATEQORV 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOOfiV 

84030 B0S12 

6403080203 

64/01/ 24 

50-413 

a 

6403090116 

0403090100 

84/02/29 

50-290 

P 

9403080214 

6403060206 

64/03/05 

S0-31S 

0 

B403090135 

0403090133 

04/02/27 

CONTRACT 


04030 E021 9 

6403080015 

64/01/11 

FDIA 


6403090141 

0403090130 

64/02/27 

CONTRACT 


04030 B 03 I& 

8403060205 

64/03/02 

30-316 

P 

8403090163 

0403090170 

84/03/02 

PR 


8403000317 

6403060015 

64/01/11 

FOIA 


6403090191 

0403090165 

84/02/15 

50-237 

P 

6403000218 

8403060207 

64/01/23 

FOIA 


8403090194 

6403090185 

84/02/15 

50-237 

P 

6403060320 

0403060203 

64/03/02 

30-315 

P 

8403090196 

6403090187 

04/02/06 

50-321 

P 

6403060323 

8403030205 

64/03/02 

30-3 1 5 

P 

6403090200 

8403090196 

84/01/17 

PT21 


6403060325 

8403030207 

64/01/23 

FOIA 


8403090202 

8403090196 

84/01/17 

PTai 


8403060342 

8403080236 

84/03/05 

30-253 

F 

6403090203 

6403090196 

64/01/17 

PT21 


8403060244 

8403030236 

64/03/05 

50-253 

F 

0403090221 

04030902 IB 

64/03/05 

50-155 

F 

6403060253 

8403080179 

64/02/13 

50-508 

A 

8403090227 

6403090177 

64/03/07 

50-361 

P 

84030602 3& 

8403080251 

64/02/22 

50-463 

0 

6403090230 

6403090177 

84/03/07 

50-361 

P 

0403080261 

8403080251 

84/02/22 

50-463 

0 

8403090233 

8403090177 

64/03/07 

50-361 

P 

B4030B0263 

8403060254 

64/02/27 

30-528 

0 

6403090236 

0403090177 

84/03/07 

50-361 

P 

6403060268 

84030B025S 

64/03/01 

50-298 

F 

8403090239 

8403090232 

84/03/06 

50-387 

8 

640306026? 

8403080254 

64/03/01 

30-260 

F 

8403090259 

8403090255 

64/03/01 

50-346 

P 

6403060270 

8403060255 

64/02/22 

50-397 

0 

6403090250 

0403090252 

84/03/02 

50-324 

P 

6403080273 

8403080255 

64/03/01 

50-296 

F 

6103090277 

0403090262 

04/02/29 

50-331 

P 

6403060276 

6403080274 

64/02/23 

50-312 

Q 

6403090315 

8403090314 

83/09/30 

TOPREP 


640308037? 

8403080274 

64/02/23 

50-312 

0 

6403090315 

0403090314 

03/09/30 

TOPREP 


6403060261 

8402090030 

84/03/02 

50-275 

E 

6103090310 

0403090314 

83/09/30 

TOPREP 


6403060283 

6403060278 

34/02/29 

50-413 

M 

81030903I9 

6403090314 

03/09/30 

TOPREP 


6403060302 

8403060299 

84/02/24 

50-315 

0 

8403090321 

8403090314 

83/09/30 

TOPREP 


6403060306 

6403080255 

64/03/01 

SO -296 

F 

6403090322 

840309031 4 

83/09/30 

TOPREP 


6403060314 

64030603 1 2 

64/03/02 

71-5501 


6403090323 

6403090314 

03/09/30 

TOPREP 


8403060316 

0402090005 

64/02/23 

50-247 

F 

8403090324 

6403090314 

03/09/30 

TOPREP 


6403030327 

6403060323 

04/01/20 

50-445 

a 

8403090325 

8403090314 

63/09/30 

TOPREP 


6403060332 

6403060323 

64/01/20 

50-445 

a 

0403090327 

8403090314 

83/09/30 

TOPREP 


6403060333 

6400060325 

64/01/20 

50-445 

a 

S40309032S 

6403090314 

63/09/30 

TOPREP 


6403080335 

64030 8032 5 

64/01/20 

30-445 

a 

8403090329 

8403090314 

03/09/30 

TOPREP 


6403080341 

8403080339 

64/01/20 

50-230 

a 

8403090330 

8403090314 

83/09/30 

TOPREP 


8403080352 

6403080347 

64/03/02 

50-335 

p 

6403090332 

6403090314 

63/09/30 

TOPREP 


6403080360 

8403080357 

04/01/17 

FOIA 


64031 20005 

6403120003 

64/03/05 

50-271 

P 

6403060364 

6403000357 

64/01/17 

FOIA 


8403120010 

8403120005 

64/03/06 

50-275 

0 

6403060366 

S403080357 

64/01/17 

FOIA 


8403120012 

6403120005 

64/03/05 

50-275 

0 

6403080377 

0403060372 

64/01/31 

30-424 

0 

6403 1200 IS 

6403120005 

04/03/05 

50-275 

0 

B4030B037? 

6403060375 

64/02/17 

FQIA 


6403120017 

6403120005 

64/03/06 

50-275 

0 

0403060301 

6403060372 

64/01/31 

30-424 

0 

0403120016 

6403120006 

64/03/06 

50-275 

0 

6403060393 

6403080375 

64/02/17 

FOIA 


6403120022 

6403120005 

64/03/06 

50-275 

0 

8403 060284 

8403080372 

04/01/31 

50-424 

0 

8403120023 

6403120005 

64/03/06 

50-275 

0 

6403080296 

8403080394 

64/02/29 

71-5405 


6403120029 

6403120005 

64/03/06 

50-275 

0 

640308029? 

8403080397 

64/02/29 

71-9001 


8403120030 

8403120025 

84/03/07 

50-360 

A 

8403080400 

8 4 03080390 

64/02/13 

50-326 

c 

8403120050 

8403120044 

64/03/07 

50-220 

0 

6403080406 

8403080390 

64/02/13 

50-528 

D 

6403120057 

6403120055 

64/02/22 

50-450 

0 

6403080407 

6403060403 

04/02/2'’ 

50-269 

Q 

6403120072 

6403120055 

84/02/22 

50-458 

Q 

8403030407 

6403060390 

64/02/13 

30-520 

A 

6403120073 

8403120070 

64/02/24 

50-237 

a 

8403060411 

8403060405 

64/03/02 

50-275 

F 

8403120079 

6403120070 

64/02/24 

50-237 

a 

8403080412 

6403000410 

64/03/01 

50-320 

P 

S4031200Q5 

8403120061 

64/03/06 

50-267 

p 

8403030414 

8403060413 

64/02/29 

50-275 

P 

6403120102 

6403120101 

64/03/02 

50-320 

a 

8403080419 

6403060413 

64/02/29 

50-275 

P 

6403120114 

8403120106 

64/03/05 

QA999 


8403060417 

6403060405 

64/03/02 

30-273 

F 

6403120124 

6403120115 

64/02/24 

50-31 5 

0 

8403000410 

B4030804 1 5 

64/03/01 

71-9060 


8403120125 

6403 1201 20 

84/02/23 

50-331 

Q 

6403090420 

B4030B040S 

04/03/02 

50-275 

F 

8403120125 

6403120122 

64/03/06 

50-440 

Q 

8403090421 

6403060403 

64/03/02 

50-275 

S 

6403120133 

8403120120 

64/02/23 

50-331 

0 

6403060422 

6403060405 

64/03/02 

50-273 

P 

0403120137 

6403120134 

64/02/23 

30-237 

a 

6403080429 

6403080393 

84/01/27 

50-239 

P 

6403120138 

8403120135 

84/02/28 

50-245 

R 

6403060426 

6403060409 

64/03/02 

30-273 

P 

0403120145 

8403120141 

64/02/23 

50-263 

0 

8403080431 

6403080405 

64/03/02 

30-273 

E 

8403120155 

8403120153 

63/10/26 

50-413 

E 

8403090003 

6402220291 

84/01/31 

50-269 

U 

8403120156 

8403120153 

63/10/26 

50-413 

E 

6403090004 

6402230291 

64/01/31 

50-289 

u 

84 03120151 

8403120153 

63/10/28 

50-413 

E 

0403090005 

6402220291 

84/01/31 

30-26? 

u 

8403120155 

8403120154 

64/03/08 

30-382 

F 

8403090007 

6402220291 

64/01/31 

30-269 

u 

8403120157 

0403120154 

64/03/08 

50-382 

F 

6403090008 

6402220291 

64/01/31 

50-269 

u 

8403120172 

6403120170 

64/03/05 

50-334 

0 

840309000? 

8402220291 

64/01/31 

50-269 

u 

8403120185 

6403120164 

64/03/06 

30-361 

0 

6403090010 

6402220291 

64/01/31 

50-269 

u 

04 03120192 

B4031 20183 

04/03/09 

30-265 

P 

040309001 1 

64022202? 1 

64/01/31 

50-289 

u 

6403120195 

8403120163 

64/03/09 

30-265 

P 

6403090013 

6402220291 

64/01/31 

50-269 

u 

6403120213 

8403120210 

64/02/29 

60-369 

P 

6403090014 

6403090012 

64/02/29 

50-526 

E 

6403120215 

3403120210 

84/02/29 

30-369 

P 

640309001? 

6403090017 

64/02/26 

FOIA 


6403120217 

6403120214 

64/03/01 

50-333 

P 

6403090023 

8403090032 

04/03/02 

50-302 

A 

040312021? 

8403120214 

04/03/01 

30-335 

P 

640309003? 

6403090037 

64/02/22 

50-354 

Q 

6403120225 

8403120221 

04/03/02 

CONTRACT 


8403090043 

6403090037 

84/02/22 

50-354 

a 

0403120242 

6403120234 

84/03/02 

40-6920 


8403090073 

8403090070 

64/03/03 

50-219 

a 

0403180244 

8403120240 

84/02/29 

SO-335 

a 

040309008? 

6403090061 

64/02/21 

50-277 

a 

0403120252 

8403120240 

04/02/29 

30-335 

a 

6403090092 

6403090068 

84/03/05 

50-331 

p 

0403120308 

6403120305 

84/02/27 

50-293 

F 

8403090098 

6403090095 

64/02/28 

50-247 

p 

0403120311 

6403120305 

04/02/27 

30-293 

F 

6403090101 

64030900 95 

04/02/26 

50-247 

p 

8403120314 

6403120305 

04/02/28 

CONTRACT 


6403090108 

6403090104 

64/03/05 

50-445 

T 

0403120342 

6403120339 

64/02/21 

30-312 

F 

6403090115 

6403090112 

04/03/06 

50-413 

0 

6403120345 

6403120340 

64/02/22 

CONTRACT 



A 
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accession NUHaER 



PRINCIPAL 
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SUBJECT 

ENCLOSURE 

document 

ISSUED 
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B4O31B0357 

8403120394 

84/02/21 

90-302 

F 

8403130380 

8403120376 

84/02/06 

COMMISSI ON 

8403130393 

8403120376 

84/02/06 

COMMISSION 

8403130011 

8403130002 

84/02/22 

90-266 

Q 

8403130014 

8403130009 

84/03/07 

50-394 

0 

8403130016 

8403130012 

64/03/ 09 

90-322 

0 

8403130081 

8403130006 

B4/02/27 

90-220 

0 

8403130023 

8403130002 

84/02/22 

90-266 

a 

8403130030 

8403130012 

84/03/09 

90-322 

0 

84031 3003S 

8403130032 

84/02/02 

QA999 


8403130038 

0403130031 

84/03/01 

90-348 

P 

8403130041 

8403130012 

84/03/09 

90-322 

0 

8403130042 

8403130032 

84/02/02 

06999 


8403130091 

8403130044 

84/03/09 

90-341 

K 

8403130092 

8403130049 

84/03/01 

90-94 

P 

8403130093 

8403130012 

84/03/09 

90-322 

0 

8403130098 

8403130046 

84/02/16 

QA999 


8403130060 

8403130044 

84/03/09 

90-341 

K 

84031 30063 

8403130012 

84/03/09 

90-322 

0 

8403130064 

8403130099 

84/02/07 

QA999 


8403130068 

8403130046 

B4/02/16 

QA999 


8403130073 

8403130012 

B4/03/09 

90-322 

0 

8403130076 

8403130046 

B4/02/16 

0A999 


8403130077 

8403130071 

84/03/11 

90-413 

0 

8403130082 

8403130012 

84/03/09 

90-322 

0 

8403130087 

8403130079 

04/03/01 

90-263 

R 

84031 300B? 

8403130046 

84/02/16 

0A999 


8403130090 

8403130012 

84/03/09 

90-322 

0 

8403130091 

8403130089 

84/03/08 

90-322 

0 

8403130094 

8403130083 

84/02/23 

40-3392 


8403130096 

8403130079 

84/03/01 

90-263 

R 

8403130099 

0403130012 

84/03/09 

90-322 

0 

8403130100 

8403130088 

84/03/07 

90-327 

Q 

8403130103 

8403130079 

84/03/01 

90-263 

R 

8403130106 

8403130092 

84/03/07 

90-440 

A 

8403130109 

8403130012 

84/03/09 

90-322 

0 

8403130117 

8403130101 

84/02/27 

40-2061 


8403130118 

8403130092 

84/03/07 

30-440 

A 

8403130119 

8403130012 

84/03/09 

90-322 

0 

8403130126 

8403130116 

83/09/13 

90-449 

F 

8403130128 

8403130092 

84/03/07 

90-440 

A 

8403130139 

8403130122 

84/01/29 

90-267 

Q 

8403130136 

8403130116 

83/09/13 

90-449 

F 

8403130138 

8403130092 

84/03/07 

90-440 

A 

8403130140 

8403130131 

84/01/18 

90-382 

Q 

84O3130142 

8403130132 

84/03/02 

90-244 

R 

8403130143 

8403130133 

84/02/28 

90-346 

P 

8403130148 

8403130122 

84/01/29 

90-267 

Q 

8403130149 

8403130132 

84/03/02 

90-244 

R 

8403130194 

8403130133 

84/02/20 

90-346 

P 

B403I30157 

8403130132 

84/03/02 

50-244 

R 

8403130164 

8403130196 

84/03/09 

90-400 

Q 

8403130168 

8403130193 

84/03/08 

90-329 

A 

8403130172 

8403130163 

84/03/09 

90-282 

F 

8403130178 

8403130171 

84/03/07 

90-272 

F 

8403130196 

84D313D186 

84/03/07 

90-400 

0 

8403130201 

84031 S02B3 

84/02/27 

27-48 


8403130207 

8403130186 

84/03/07 

90-400 

Q 

8403130209 

8403130198 

84/03/09 

90-263 

F 

8403130219 

8403130183 

84/02/28 

90-449 

0 

8403130220 

8403130186 

84/03/07 

90-400 

0 

8403130230 

8403130186 

84/03/07 

90-400 

0 

8403130297 

0403130291 

84/03/02 

90-267 

P 

8403130298 

0403130249 

84/03/01 

90-282 

R 

B4031 30263 

8403130291 

84/03/02 

90-267 

P 

8403130270 

8403130249 

84/03/01 

90-262 

R 

8403130272 

8403130269 

84/02/27 

30-219 

Q 

8 4 03130278 

8403130249 

84/03/01 

90-282 

R 

8403130280 

84031 30269 

84/02/27 

90-219 

Q 

8403130281 

8403130276 

84/02/08 

0A999 


8403130289 

8403130283 

84/03/01 

90-213 

R 

8403130291 

8403130276 

84/02/08 

QA999 


8403130293 

8403130277 

84/02/20 

TOPREP 


84 03130302 

8403130294 

84/03/08 

70-2199 


8403130308 

8403130294 

84/03/08 

70-2199 


8403130312 

8403130300 

84/02/23 

HISC 


8403130314 

8403130309 

84/03/01 

90-317 

R 

8403130319 

8403130313 

83/09/13 

90-449 

F 

8403130322 

8403130309 

84/03/01 

90-317 

R 

8403130329 

8403130309 

84/02/16 

0A999 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

document 

DATE 

ISSUED 

SUBJECT 

category 

8403130329 

8403130317 

84/03/05 

86999 


8403130330 

8403130318 

84/03/09 

90-397 

P 

8403130334 

8403130309 

B4/03/01 

50-317 

R 

8403130339 

8403130326 

84/03/05 

50-409 

Q 

6403130336 

6403130317 

B4/03/09 

8A999 


6403130344 

8403130341 

B4/02/0B 

50-370 

P 

6403130349 

8403130320 

84/03/08 

90-482 

0 

6403130349 

6403130340 

84/03/07 

50-220 

P 

64031 30352 

8403130343 

84/03/09 

90-312 

8 

6403130358 

6403130342 

84/03/06 

90-462 

A 

6403130359 

8403130348 

84/03/06 

50-373 

Q 

6403130364 

8403130343 

84/03/09 

90-312 

0 

6403130367 

8403130360 

84/02/03 

90-423 

c 

6403130372 

8403130359 

84/03/00 

90-354 

0 

6403130379 

8403130342 

84/03/06 

90-482 

A 

8403130376 

8403130360 

84/02/03 

50-423 

C 

B4031303B9 

8403130342 

84/03/06 

50-462 

A 

8403130391 

6403130386 

84/03/08 

90-220 

P 

8403130399 

8403130390 

84/03/08 

50-462 

0 

6403130402 

0403130379 

84/02/16 

50-313 

8 

B4D313D412 

8403130256 

64/02/29 

50-2B6 

R 

6403130414 

8403130407 

63/11/17 

QA999 


B40313D416 

8403130410 

84/03/05 

50-237 

P 

8403130420 

04O3OBO169 

34/03/01 

90-319 

R 

8403130421 

6403130416 

34/02/21 

90-461 

0 

8403130429 

8403130407 

83/11/17 

86999 


8403130430 

8403130416 

34/02/21 

90-461 

0 

6403130432 

8403130268 

34/02/17 

aA999 


8403130433 

8403130422 

B4/03/0B 

40-6329 


8403130439 

8403130426 

34/03/09 

90-320 

P 

B4D3130444 

8403130441 

34/02/17 

aA999 


6403130448 

8403130433 

34/03/08 

90-468 

8 

8403130491 

B403I3D443 

34/03/08 

90-269 

0 

84031304 93 

8403130442 

64/02/22 

90-445 

0 

6403130499 

8403130447 

84/03/09 

90-400 

0 

6403130460 

8403130441 

84/02/17 

aA999 


8403130463 

8403130459 

64/03/01 

90-348 

P 

8403130460 

84031304 52 

64/02/29 

50-325 

P 

8403130471 

6403130467 

64/02/27 

98-320 

0 

8403130476 

8403130472 

64/03/07 

70-1100 


8403130483 

8403130475 

84/02/29 

90-320 

R 

8403130487 

8403130466 

64/02/27 

90-4SB 

F 

8403130488 

8403130478 

64/03/03 

90-331 

F 

04031 304B9 

8403130479 

84/02/29 

90-320 

R 

84031 3049S 

8403130494 

84/02/23 

CONTRACT 


8403130499 

8403130498 

64/03/17 

90-312 

0 

8403140012 

6403140009 

34/03/09 

90-438 

0 

6403140023 

8403140017 

84/03/07 

90-230 

0 

6403140026 

8403 140021 

84/03/01 

30-329 

A 

8403140036 

8403140032 

84/03/07 

90-329 

A 

8403 14 0060 

8403140057 

84/03/03 

90-461 

0 

8403140060 

B40314D04B 

84/03/02 

90-322 

S 

8403I400B6 

8403140090 

84/03/12 

90-322 

8 

8403140091 

8403140048 

84/03/02 

90-322 

6 

8403140099 

8403140048 

84/03/02 

30-322 

8 

8403140099 

8403140096 

84/03/01 

30-159 

0 

0403140109 

8403140101 

84/03/09 

30-423 

K 

8403140117 

64031401 13 

84/03/05 

30-3 S4 

A 

8403140129 

8403140120 

84/03/08 

30-400 

F 

8403140140 

8403140131 

84/02/26 

TOPREP 


8403140143 

6403140133 

84/03/09 

50-849 

P 

8403140163 

8403140159 

84/03/05 

90-400 

0 

8403140168 

8403140159 

84/03/05 

30-400 

0 

8403140170 

8403140166 

84/03/09 

PR 


8403140176 

8403140174 

84/03/07 

30-408 

0 

B403I401BD 

8403140175 

84/03/09 

30-373 

F 

8403140183 

84031401 73 

84/03/09 

90-373 

F 

B403140184 

6403140179 

84/03/09 

30-373 

F 

6403140166 

8403140133 

84/03/09 

50-249 

F 

6403140200 

8403140199 

84/02/28 

50-280 

8 

8403140202 

8403140199 

84/02/28 

90-280 

0 

6403140204 

6403140199 

84/02/26 

30-280 

8 

6403140209 

8403140203 

84/02/27 

30-206 

S 

8403140208 

8403140206 

84/03/06 

30-382 

u 

8403140217 

6403140215 

83/12/16 

40-8027 


8403140238 

8403140233 

64/03/05 

71-513 


8403140239 

6403140236 

84/02/23 

30-324 

F 

6403140240 

6403140233 

84/03/05 

MIBC 


8403140296 

6403140292 

84/02/22 

30-298 

F 

8403140279 

6403140272 

84/02/22 

30-293 

P 



690 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACcessinN riuHBEn 



RHINCIPAL 

DATE 

SUDdECT 

enclosure 

DOC UH ENT 

ISSUED 

CATEflORV 

SAOSi 40306 

8403140300 

84/03/01 

50-250 

Q 

8403140003 

8403140307 

84/03/07 

XPORFLIC 

8403140028 

8403140325 

84/03/05 

CONTRACT 

84031 5001 4 

8403150007 

84/03/09 

50-440 

0 

84031 5001 7 

B403ISC012 

84/03/01 

50-219 

a 

84031 S003S 

8403150020 

84/03/13 

50-354 

0 

84031 30030 

8403130037 

84/02/28 

50-388 

0 

84031 30034 

8403150027 

84/OS/2B 

50-388 

0 

8403130041 

8403150037 

84/02/29 

50-313 

p 

84031 50040 

8403150040 

84/03/09 

SO-237 

p 

8403100060 

84031 50053 

84/03/08 

50-307 

0 

84031 00063 

84031 50054 

84/02/29 

50-277 

0 

□4031 S0073 

8403150067 

84/03/01 

50-293 

0 

8403150078 

84031 SD068 

84/03/28 

50-272 

11 

840315010] 

84031 50096 

84/03/01 

50-410 

0 

8403150104 

8403150097 

84/03/13 

50-316 

p 

8403100107 

8403150099 

84/03/09 

50-280 

Q 

8403150117 

3403150111 

84/03/09 

50-293 

P 

8403150117 

8403150113 

84/03/09 

50-313 

F 

8403150138 

8403150125 

84/02/28 

50-320 

0 

84 03150135 

8403150125 

84/02/38 

50-320 

a 

8403150136 

8402090032 

84/03/13 

50-275 

T 

0403150140 

8403150137 

84/03/07 

50-277 

P 

B403I5014S 

8403150134 

84/02/28 

XPDRTLJC 


8403130143 

84031S0I37 

84/03/07 

50-277 

P 

8403130144 

0402090032 

84/03/13 

50-275 

T 

840313014? 

8403150146 

84/03/01 

50-286 

a 

8403130153 

B402090032 

84/03/ 13 

50-275 

T 

8403130154 

84031 301 33 

84/03/13 

50-206 

S 

8403150157 

8402090032 

84/03/13 

50-275 

T 

8403150162 

B4D209003S 

84/03/13 

50-275 

T 

6403150163 

8403150161 

84/03/09 

50-261 

P 

8403130164 

84031 50160 

84/03/02 

HISC 


8403130166 

8403150146 

84/03/01 

50-286 

0 

84031SOI7I 

8403150168 

84/03/07 

50-298 

P 

B403130173 

8403150168 

B4/03/07 

50-298 

P 

8403130183 

0403150181 

84/02/28 

50-327 

s 

8403150196 

8403150174 

84/03/05 

CONTRACT 


8403130197 

8403150197 

84/02/29 

XPOBTLIC 


8403130203 

8403150200 

84/03/09 

50-315 

F 

840315020? 

0403150205 

B4/01/16 

40-8781 


8403150207 

8403150206 

84/03/28 

CONTRACT 


8403130222 

0403150221 

84/03/07 

WASTE HOT 

8403150223 

8403150221 

84/03/07 

WASTE KOT 

8403130246 

0403150243 

04/02/21 

50-346 

F 

8403 150250 

0403150243 

84/02/21 

50-346 

F 

8403150278 

0403150270 

84/03/07 

CONTRACT 


8403130273 

0403150290 

84/03/06 

50-282 

P 

84031 5027D 

0403150263 

84/02/27 

50-346 

P 

8403150306 

8403150270 

84/03/07 

CONTRACT 


8403150333 

0403150328 

84/03/02 

50-269 

P 

8403130340 

8403150319 

03/10/21 

40-8829 


8403130341 

84031 SD336 

84/03/06 

50-272 

U 

8403150344 

64031 SD32B 

84/03/02 

50-269 

P 

8403130345 

8403150343 

84/02/39 

30-305 

F 

8403150347 

8403150343 

84/02/29 

50-305 

F 

8403160016 

0403160008 

84/03/13 

SO-390 

O 

□403160017 

8403160009 

84/03/12 

50-236 

P 

8403160021 

8403160009 

84/03/12 

50-286 

P 

8403160022 

8403160006 

84/03/12 

50-289 

P 

8403160049 

8403160041 

84/03/02 

50-320 

P 

8403160032 

8403160048 

84/03/14 

50-528 

A 

8403160083 

8403160079 

84/03/08 

50-445 

A 

8403160092 

8403160086 

84/02/27 

50-413 

0 

8403160096 

8403160090 

84/03/09 

50-412 

A 

B40316010Q 

8403160100 

84/02/15 

50-416 

8 

8403160111 

8403160101 

84/02/16 

50-369 

0 

8403160120 

8403160110 

84/02/15 

50-369 

0 

8403160141 

8403160134 

84/02/16 

50-269 

Q 

8403160146 

8403160142 

84/02/15 

50-348 

0 

8403160157 

8403160152 

84/03/02 

50-272 

0 

8403160171 

8403160162 

84/02/29 

50-259 

Q 

84031601/3 

8403160138 

84/02/28 

70-143 


8403160178 

8403160162 

04/02/29 

50-239 

8 

8403160181 

8403160162 

84/02/29 

50-239 

a 

8403160184 

8403160169 

84/02/29 

xportlic 


8403160186 

8403160162 

84/02/29 

50-259 

8 

8403160187 

8403160010 

84/03/13 

50-352 

0 

8403160188 

8403160010 

84/03/13 

50-352 

8 

8403160198 

8403160176 

84/02/24 

□0-321 

8 


ACCESSION NOHOER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEODRV 

0403 160202 

8403160201 

84/02/14 

50-390 

0 

B4 03 160204 

8403160203 

84/03/12 

50-219 

P 

8403160208 

6403160205 

84/03/07 

50-219 

a 

8403160210 

8403160206 

84/02/21 

50-335 

0 

8403160212 

8403160207 

64/02/23 

50-424 

0 

8403160216 

8403160211 

84/03/03 

50-413 

0 

8403160220 

8403 160211 

84/03/03 

50-413 

Q 

8403160221 

8403160211 

84/03/03 

50-413 

0 

8403160222 

8403160214 

64/02/17 

50-390 

Q 

8403160223 

8403160218 

64/03/01 

50-259 

Q 

84031 60224 

8403160211 

84/03/03 

30-413 

0 

3403160225 

8403160217 

84/02/13 

50-327 

0 

8403160230 

0403160218 

64/03/01 

30-239 

0 

B403 160233 

0403160229 

84/03/09 

50-267 

P 

8403160238 

8403160232 

84/02/16 

50-259 

G 

8403 160239 

8403160218 

84/03/01 

30-239 

0 

8403160240 

8403160237 

84/02/27 

30-390 

Q 

8403160244 

6403160218 

84/03/01 

30-259 

Q 

8403160248 

6403160241 

84/03/02 

50-352 

Q 

8403160260 

6403160255 

04/03/12 

50-298 

G 

84 03 168262 

8403160249 

84/02/29 

50-261 

G 

6403160263 

8403160256 

84/03/14 

50-443 

F 

8403160265 

8403160257 

84/03/05 

30-348 

a 

8403160268 

8403160264 

84/02/24 

50-335 

G 

04O316O27O 

8403160258 

84/03/07 

70-143 


8403160272 

8403160257 

84/03/05 

50-348 

G 

8403160274 

8403160267 

84/03/09 

30-261 

Q 

8403160275 

8403160249 

84/02/29 

50-261 

G 

B403 160277 

8403160257 

84/03/05 

50-348 

G 

B4031 60279 

8403160271 

64/03/15 

50-370 

Q 

8403160282 

8403160273 

84/03/06 

50-259 

Q 

B4031 60284 

8403160257 

84/03/05 

50-348 

a 

8403160299 

8403160293 

84/03/08 

50-413 

a 

8403160300 

840316024? 

64/02/29 

50-261 

Q 

8403160304 

8403160297 

64/03/07 

50-369 

a 

8403160307 

8403160293 

64/03/00 

50-413 

Q 

8403160309 

8403160305 

84/02/15 

30-395 

Q 

8403160313 

6403160297 

84/03/07 

50-369 

G 

8403160314 

8403160293 

84/03/08 

50-413 

G 

8403160316 

8403160306 

84/02/21 

30-250 

G 

8403160317 

8403160297 

84/03/07 

50-369 

Q 

8403160318 

8403160308 

84/03/05 

50-259 

G 

8403160319 

8403160293 

S4/03/0B 

30-413 

G 

8403 1 60320 

8403160315 

04/03/12 

50-302 

P 

8403160322 

84031 60297 

84/03/07 

50-369 

G 

8403160328 

8403160308 

84/03/05 

50-239 

G 

84031 60329 

8403160297 

84/03/07 

50-369 

G 

8403160331 

8403160327 

04/03/13 

50-303 

P 

8403160332 

84031 60308 

84/03/05 

30-239 

Q 

8403160337 

84031 60308 

84/03/05 

50-239 

G 

6403160348 

8403160340 

84/03/02 

70-1113 


B4031 60347 

8403160338 

04/03/09 

50-321 

0 

6403160353 

84031 60337 

84/02/27 

70-143 


8403160356 

8403160343 

84/02/17 

30-413 

Q 

8403160357 

84031 60338 

84/03/09 

30-321 

0 

8403160363 

8403160343 

84/02/17 

30-413 

Q 

8403160364 

84031 60350 

84/03/05 

50-390 

0 

8403160365 

8403160338 

84/03/09 

30-321 

0 

8403160370 

6403160360 

84/02/24 

50-413 

G 

8403160372 

8403160338 

84/03/09 

30-321 

0 

84031 6D374 

8403160350 

84/03/05 

50-390 

Q 

8403160378 

8403160350 

04/03/05 

50-390 

G 

8403160360 

8403160375 

84/03/02 

70-1113 


8403160303 

8403160350 

84/03/05 

30-390 

Q 

8403160385 

8403160382 

84/02/17 

30-261 

G 

8403160386 

8403160377 

84/03/05 

70-143 


8403160380 

8403160335 

84/03/08 

30-302 

G 

8403160387 

8403160325 

84/02/24 

70-143 


8403190014 

8403190010 

84/03/09 

30-142 

0 

8403190015 

8403190010 

84/03/09 

30-142 

0 

8403190016 

8403190011 

64/03/15 

50-275 

0 

8403190021 

6403190011 

64/03/15 

50-275 

0 

8403190022 

B403190010 

84/03/09 

30-142 

0 

8403190023 

8403190010 

84/03/14 

30-317 

F 

6403190042 

8403190020 

84/03/01 

50-282 

G 

8403190058 

6403190053 

84/03/15 

50-400 

Q 

0403190060 

8403190056 

84/03/05 

30-320 

H 

6403190061 

8403190057 

84/03/08 

30-283 

G 

6403190067 

8403190065 

84/03/12 

50-400 

F 

8403190072 

8403190068 

84/03/02 

30-373 

G 
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PRINCIPAL 
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PRINCIPAL 
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CATEGORY 

ENCUaSURE 

DOCUMENT 
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CATEODRY 

84031 9007A 

8403190068 

04/03/02 

90-373 

0 

8403190373 

8403170367 

04/03/01 

30-206 

G 

8403190077 

8403190074 

04/03/ 19 

90-249 

0 

84031 903B1 

0403170377 

84/03/15 

50-338 

p 

B4031 90083 

8403190074 

04/03/19 

50-249 

0 

8403190384 

8403170379 

84/02/27 

50-305 

0 

8403190087 

8403190083 

04/03/08 

90-267 

P 

8403190385 

8402070035 

04/03/ 12 

30-322 

S 

8408190088 

8403190085 

04/03/14 

90-123 

0 

8403190399 

0403170394 

04/02/29 

30-413 

A 

8403190090 

8403190084 

04/03/13 

50-373 

Q 

B4031 90404 

8403170394 

84/02/29 

50-413 

A 

8403190093 

8403190083 

84/03/00 

30-267 

P 

8403190407 

8403190408 

84/03/06 

30^:317 

0 

8403190094 

B4031900S5 

04/03/14 

90-123 

0 

0403200035 

840320002? 

04/03/15 

50-317 

F 

84031 9009A 

8403190085 

04/03/14 

90-123 

Q 

8403200037 

0403300031 

84/03/16 

30-322 

0 

8403190103 

8403190100 

84/03/19 

90-273 

Q 

0403200044 

8403300038 

84/03/15 

30-302 

p 

84031 9010A 

8403190100 

04/03/19 

90-275 

Q 

8403200052 

8403300046 

84/03/15 

90-346 

p 

8403190110 

0403190100 

84/03/19 

90-273 

0 

0403200057 

8403200053 

84/03/15 

30-361 

n 

8403190113 

8403190107 

84/03/19 

90-249 

0 

0403200058 

8403300046 

84/03/19 

50-34ii 

p 

8403190114 

8403190100 

84/03/19 

50-279 

0 

0403200062 

6403200096 

84/03/14 

50-219 

0 

8403190116 

8403190100 

84/03/19 

90-273 

0 

0403200063 

0403200046 

84/03/15 

30-346 

F 

8403190119 

8403190100 

84/03/19 

50-279 

0 

0403200067 

8403200096 

84/03/14 

50-219 

0 

8403190182 

8403190100 

04/03/19 

90-273 

0 

8403200074 

8403200093 

84/03/15 

50-361 

R 

8403190136 

8403190100 

84/03/19 

90-275 

0 

0403200076 

8403200072 

84/03/15 

04977 


8403190130 

8403190100 

84/03/19 

90-275 

0 

0403200077 

8403200033 

04/03/15 

50-361 

R 

8403190134 

8403190100 

84/03/19 

90-275 

0 

0403200082 

0403200093 

84/03/15 

50-361 

R 

84031 9013B 

8403190132 

84/03/13 

90-392 

6 

B4032000B5 

0403200081 

84/03/16 

50-470 

K 

8403190141 

0403190137 

84/03/14 

90-400 

0 

0403200086 

0403200093 

B4/03/15 

50-361 

R 

8403190143 

8403190132 

84/03/13 

90-393 

0 

0403300080 

0403200053 

84/03/15 

50-361 

R 

8403190149 

8403190136 

84/03/14 

90-299 

a 

8403200099 

0403200083 

84/03/14 

40-2061 


8403190195 

8403190151 

84/03/13 

50-213 

0 

8403200071 

8403300093 

84/03/15 

50-361 

R 

8403190161 

8403190136 

84/03/14 

90-299 

Q 

0403200096 

8403200074 

84/03/15 

50-333 

P 

8403190173 

8403190136 

04/03/14 

90-299 

Q 

0403200101 

8403200 100 

04/03/16 

50-316 

P 

8403190179 

8403190170 

84/03/14 

90-461 

Q 

0403200100 

0403500102 

84/03/16 

50-354 

Q 

8403190179 

8403190171 

04/03/14 

90-290 

0 

84032001 12 

8403200107 

84/03/16 

50-409 

F 

8403190183 

8403190183 

04/03/02 

QA999 


04032001 19 

04032001 1 1 

84/03/06 

50-403 

0 

8403190186 

840319D1B0 

04/03/09 

90-329 

A 

8403200134 

8403200131 

84/03/16 

50-332 

0 

8403190188 

8403190136 

04/03/14 

90-239 

Q 

0403200136 

8403200131 

04/03/16 

50-322 

0 

8403190187 

8403190187 

04/03/19 

90-289 

Q 

8403200140 

8403200131 

84/03/16 

90-322 

0 

8403190190 

8403190183 

04/03/02 

QA999 


□403200142 

0403200136 

84/03/07 

aA797 


8403190192 

8403190180 

04/03/09 

90-329 

A 

0403200143 

8403090038 

84 / 03/ 1 2 

50-322 

S 

8403190304 

8403190201 

84/03/19 

50-339 

P 

0403200145 

6403200131 

84 / 03/ 1 6 

50-322 

0 

8403190208 

8403190207 

84/03/01 

go-294 

Q 

0403200146 

040320 0131 

84/03/16 

50-322 

0 

8403190210 

8403190209 

84/02/23 

0A999 


04032001 SO 

0403200130 

84/03/07 

QA977 


8403190214 

8403190209 

04/02/23 

QA999 


0403200191 

8403200131 

84/03/16 

90-322 

0 

8403190217 

8403190215 

84/03/13 

30-320 

Q 

8403200192 

0403200149 

84/03/13 

90-423 

A 

B403190320 

8403190219 

84/03/16 

90-416 

0 

8403200195 

0403200131 

84 / 03/ 1 6 

50-322 

0 

8403190331 

8403190218 

84/02/24 

0A999 


0403200157 

84032 00138 

04/03/07 

0A999 


0403190228 

8403190227 

84/03/13 

90-3B9 

p 

040320019? 

0403200131 

84/03/16 

50-322 

0 

0403190239 

8403190229 

84/03/13 

90-402 

A 

0403200180 

0403200179 

04/03/15 

50-313 

F 

0403190834 

8403190231 

84/03/09 

70-371 


8403200181 

0403200179 

04 /03/ 1 5 

50-313 

F 

0403190839 

8403190236 

84/03/13 

90-331 

Q 

0403200187 

0403200107 

84/03/ 14 

30-482 

H 

0403190344 

8403190240 

84/03/09 

90-266 

Q 

0403200173 

8403200190 

04/03/16 

30-461 

A 

8403190246 

8403190241 

84/03/14 

TOPREP 


0403200195 

0403200191 

04/03/19 

50-209 

0 

84031 90247 

8403190240 

84/03/09 

90-266 

Q 

8403200198 

8403200191 

84/03/19 

30-207 

« 

8403190296 

8403190291 

04/01/31 

REVIEW ORP 

8403200200 

0403200171 

04/03/19 

50-2S7 

0 

8403190261 

8403190297 

04/03/07 

90-369 

p 

8403200205 

8403200191 

84/03/ 19 

50-207 

0 

8403190265 

8403190258 

04/03/13 

90-236 

a 

8403200208 

0403200201 

84/03/15 

50-320 

P 

0403190273 

8403190271 

04/03/08 

90-382 

Q 

0403500211 

0403200191 

84/03/19 

90-20? 

0 

8403190274 

8403190268 

84/03/00 

90-454 

0 

8403500214 

0403200510 

04/03/15 

50-316 

P 

8403190278 

0403190268 

84/03/00 

90-454 

Q 

8403200220 

84032002 1 S 

04/03/18 

50-275 

P 

8403190881 

8403190279 

84/03/13 

50-289 

0 

8403500228 

B403200S23 

04/03/15 

50-315 

P 

8403190282 

8403190275 

84/03/19 

90-312 

0 

8403200240 

0403200232 

84/03/15 

90-410 

A 

B4031 90283 

8403190277 

84/03/08 

90-313 

Q 

0403200241 

0403200536 

Q4/C3/13 

50-377 

F 

8403190380 

8403190277 

84/03/08 

50-313 

Q 

0403200243 

0403200232 

04/03/15 

50-410 

A 

8403190393 

84031 90290 

84/02/29 

90-373 

0 

8403200248 

B403200532 

04/03/15 

50-410 

A 

8403190394 

8403190286 

84/03/14 

90-946 

0 

8403500251 

B4 03 2 0024 6 

84/03/14 

50-313 

F 

8403190299 

8403190290 

84/02/29 

90-373 

0 

0403200250 

0403200546 

84/03/14 

50-313 

F 

8403190305 

B40319D297 

84/03/05 

90-494 

0 

0403200260 

0403200252 

84/03/ 16 

50-482 

A 

8403190306 

8403190300 

84/03/12 

50-33 1 

P 

8403200263 

0403200596 

04/03/13 

50-373 

0 

8403190313 

8403190309 

84/03/01 

50-34 1 

0 

0403200266 

6403200264 

84/03/14 

50-250 

P 

840319031? 

8403190276 

84/03/05 

50-334 

R 

8403200269 

040320 0S9S 

84/03/16 

50-482 

A 

8403190321 

8403190314 

84/03/01 

50-29 9 

0 

8403200270 

8403200264 

84/03/14 

50-290 

P 

8403190321 

8403190314 

84/03/01 

50-29 8 

0 

8403200277 

0403200274 

84/03/13 

50-271 

Q 

8403190323 

8403190315 

84/02/29 

90-358 

a 

8403200285 

8403200279 

84/03/15 

30-403 

0 

8403190324 

8403190276 

04/03/09 

90-334 

R 

8403200208 

0403200284 

84/03/19 

50-29 

p 

8403190330 

8403190328 

84/02/24 

06999 


8403200290 

0403200284 

84/03/19 

50-29 

p 

8403190333 

8403190328 

84/02/24 

QA999 


8403200291 

0403200287 

84/03/06 

50-263 

0 

8403190334 

8403190314 

84/03/01 

90-299 

0 

8403200293 

0403200581 

84/03/14 

30-72 

F 

8403190340 

8403190328 

84/03/24 

QA999 


0403200296 

0403200281 

84/03/14 

50-72 

F 

8403190349 

0403190341 

84/03/14 

30-346 

9 

0403200277 

0403200295 

84/03/ 06 

50-494 

0 

8403190351 

8403190345 

84/03/14 

50-361 

P 

8403200300 

8403200295 

84/03/06 

50-434 

a 

8403190354 

8403190348 

84/02/28 

90-440 

a 

0403200301 

0403140244 

84/03/58 

50-275 

0 

B4O31903S7 

8403190350 

84/03/06 

50-267 

p 

0403200325 

0403200353 

84/02/53 

40-4492 


8403190359 

84031903S0 

84/03/06 

90-267 

p 

0403200328 

8403200353 

84/02/23 

40-4492 


8403190366 

8403190360 

84/03/13 

90-387 

a 

8403200339 

0403200333 

04/02/57 

40-1341 
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ENCLOSURE 

PR INC I PAL 
DOCUMENr 

DATE 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

e4032003?4 

8403310009 

8403210010 

8403210016 

8 4 0321 0020 

8403200387 

8403210001 

8403210001 

8403210006 

8403210015 

84/02/16 

84/03/14 

84/03/14 

84/03/09 

84/03/09 

40-8681 

40-6720 

40-6920 

50-317 

TOPREP 

0 

0403220262 

8403220280 

8403220292 

0403220294 

8403220297 

8403220256 

B4032P0279 

8403220280 

84032202B? 

8403220288 

84/03/12 

84/03/12 

04/03/21 

04/02/27 

84/03/21 

CONTRACT 
CONTRACT 
90-322 1 

XPORTLIC 
90-322 1 

8403210094 

8403210095 

8403210062 

8403210063 

8403210064 

8403210047 

8403210045 

8403210097 

8403210045 

8403210099 

84/03/07 

84/03/16 

84/03/18 

84/03/16 

84/02/38 

30-320 

50-277 

90-416 

50-277 

90-320 

0 

p 

p 

p 

R 

8403220302 

0403220305 

Q40322Q310 

B40322O312 

8403220313 

8403220288 

8403220288 

8403220288 

8403220307 

8403220288 

84/03/21 

84/03/21 

94/03/21 

84/03/08 

84/03/21 

90-322 1 

50-322 1 

90-322 ^ 

CONTRACT 
50-322 1 

B4032 10071 
8403210078 
8403210077 
8403210080 
8403210001 

8403210099 

8403210074 

8403210070 

8403210079 

8403210072 

84/02/28 

84/03/14 

84/03/17 

84/03/15 

84/03/09 

SO -320 
50-341 
90-249 
50-324 
50-387 

R 

A 

P 

P 

K 

8403220319 

8403220324 

8403220327 

8403230007 

6403230021 

8403220316 

8403220322 

8403220329 

8403230004 

8403230016 

04/03/09 

84/03/02 

84/03/07 

84/03/16 

84/03/14 

CONTRACT 
XPORTLIC 
CONTRACT 
50-331 f 

50-341 A 

8403210082 
840321 0088 
8403210090 
3403210091 
8403210101 

8403210076 

8403210076 

8403210072 

8403210089 

8403210099 

84/03/01 

84/03/01 

84/03/09 

84/03/15 

84/03/14 

30-289 

50-289 

30-387 

50-373 

30-443 

R 

R 

K 

K 

A 

8403230034 

8403230037 

8403230046 

8403230053 

8403230054 

0403230029 

8403230033 

8403230043 

8403230044 

8403230049 

84/03/09 

04/03/20 

84/03/19 

84/03/07 

84/01/31 

50-249 F 
50-423 a 
50-329 R 
CONTRACT 
90-325 P 

8403210109 
84032101 19 
8403210122 
84 03310126 
84033 JOl 43 

8403210097 

B403210I14 

8403210119 

8403210124 

8403210135 

84/03/09 

B4/03/16 

B4/01/II 

84/03/19 

84/03/19 

30-334 

50-275 

50-416 

50-166 

50-244 

0 

O 

0 

P 

P 

0403230067 

8403230076 

8403230081 

8403230087 

8403230089 

8403230062 

3403230071 

8403230075 

8403230075 

8403230084 

84/03/20 

84/03/03 

04/03/19 

84/03/19 

04/03/20 

90-302 P 
CONTRACT 
90-373 Q 
90-373 a 
90-416 P 

8403210146 

8403210196 

8403210173 

8403210181 

8403210200 

8403210138 

8403210191 

8403210169 

8403210177 

8403210177 

84/03/01 

84/03/19 

84/03/20 

84/03/20 

84/03/07 

50-289 

70-143 

30-289 

50-322 

50-247 

R 

0 

0 

P 

8403230072 

8403230070 

3403230100 

8403230102 

8403230106 

8403230084 

0403230093 

B403230097 

8403230093 

8403230093 

04/03/20 

84/03/16 

84/02/29 

S4/03/16 

84/03/16 

50-416 P 
90-235 P 

40-3392 
90-239 p 

50-239 P 

8403210206 

8403220004 

8403220010 

8403220022 

8403220023 

84033)0203 

8403220002 

8403220006 

8403220013 

8403220021 

84/03/06 

84/03/13 

84/03/08 

84/03/16 

84/03/20 

50-338 

50-219 

90-272 

50-329 

90-193 

P 

P 

8 

R 

F 

8403230107 

3403230111 

8403230112 

8403230122 

8403230123 

8403230088 
0403230093 
8403230110 
84032301 19 
8403230119 

84/03/20 
84/03/16 
84/03/ 16 
84/02/29 
84/02/29 

90-10 Q 
50-239 p 
90-219 R 
90-219 R 
90-219 R 

8403220024 

8403220027 

8403220032 

8403220041 

8403230042 

8403220013 

8403220018 

8403220028 

8403220033 

8403320031 

84/03/19 

€4/03/19 

84/03/16 

84/03/19 

84/03/19 

90-206 

90-206 

90-338 

90-387 

90-278 

F 

F 

P 

0 

o 

8403230126 

8403230128 

5403230130 

8403230138 

B403830141 

8403230088 

8403230129 

B403830129 

8403230137 

8403230139 

84/03/20 

83/09/24 

B4/03/01 

84/03/19 

84/02/28 

50-10 0 

50-317 S 
CONTRACT 
50-31 5 Q 
50-279 R 

8403220044 
8403220094 
8403220060 
8403220062 
84 03220071 

8403220038 

8403220049 

8403220090 

8403220056 

3403220068 

84/03/20 

84/03/27 

H4/03/19 

84/03/07 

84/02/28 

50-367 
40-4472 
90-31 5 
50-307 
40-8984 

p 

a 

0 

8403230190 
8403230 154 
B4032301S7 
8403230160 
8403230164 

0403230148 
B4032301 52 
8403230156 
8403230199 
8403230162 

83/10/07 

84/03/12 

84/02/27 

84/03/07 

84/03/12 

90-416 S 

CONTRACT 

40-8749 

CONTRACT 

lOCFR 

8403220081 

8403230085 

8403220087 

840322008? 

8403230071 

B403S30079 

8403220083 

8403220083 

8403S20086 

8403220083 

84/03/15 

84/03/12 

84/03/12 

84/03/06 

84/03/12 

50-333 

50-277 

50-277 

50-394 

90-277 

0 

Q 

0 

Q 

0 

8403230175 
B4032301BI 
8403230244 
B4038 30246 
8403260022 

8403230171 
8403230 170 
8403230241 
8403230241 
8403260018 

83/05/24 

03/09/11 

84/03/09 

84/03/09 

84/03/05 

90-317 S 
90-303 8 

70-1339 
70-1339 
30-434 A 

8403220072 

8403220077 

8403220098 

B403220097 

8403220103 

8403320090 

8403320094 

840332009S 

8403220093 

8403320075 

84/03/09 

84/03/07 

84/03/07 

84/03/19 

84/03/07 

40-672 

30-454 

50-309 

30-266 

90-309 

a 

a 

Q 

<1 

8403260023 

8403260026 

8403260030 

8403260032 

8403260040 

B40326D019 

9003260017 

8403260027 

8403260017 

0403260017 

04/03/16 

84/03/21 

84/03/09 

84/03/21 

84/03/21 

90-346 0 

50-348 S 
XPORTLIC 
S0-34S S 
50-348 S 

8403220110 
84032201 1 1 
8403220114 
8403220115 
8403220124 

8403320106 

8403220107 

8403320109 

8403320105 

8403320117 

84/03/20 

84/03/09 

B4/03/O5 

84/03/06 

84/02/28 

50-273 
50-34 1 
50-341 
50-272 
40-8384 

0 

0 

Q 

0 

8403260042 

8403260046 

8403260048 

8403260061 

6403260068 

B403260037 

8403260017 

8403260049 

8403260097 

8403260060 

84/02/23 

84/03/21 

84/03/06 

84/03/09 

84/01/12 

XPORTLIC 
50-348 8 

30-321 P 

90-434 A 
90-498 0 

8403220129 

8403220127 

8403220139 

8403220137 

8403220140 

8403220131 

8403220133 

8403220138 

8403320131 

8403220134 

04/03/20 

84/03/19 

84/03/13 

84/03/08 

84/03/03 

50-206 

30-373 

50-387 

30-412 

30-309 

p 

F 

0 

Q 

8 

B4032 60075 
8403260077 
8403260080 
8403260081 
8403260003 

8403260072 

8403260071 

8403260073 

0403260069 

8403260071 

84/03/19 

84/03/09 

84/03/20 

84/02/28 

84/03/03 

50-266 8 
90-344 P 
30-413 A 
30-449 0 
30-344 P 

8403220195 

8403220198 

8403220160 

8403220165 

8403220167 

6403230153 

8403220193 

8403230143 

8403230161 

8403330162 

84/03/13 

84/03/19 

04/03/06 

84/03/07 

04/03/16 

90-219 

50-237 

90-322 

90-293 

90-266 

P 

P 

0 

0 

p 

8403260004 

8403260087 

B4O3260OBa 

8403260099 

8403260107 

8403260002 

8403260078 

8403260071 

8403260090 

8403260100 

84/03/09 

84/02/27 

B4/03/09 

84/03/09 

84/02/14 

70-1297 
30-382 0 

50-344 P 

30-313 a 

90-267 a 

S4D3220173 

8483220187 

8403220199 

3403220212 

8403220213 

8403830170 

8403220183 

0403320192 

8403330208 

8403220208 

04/03/15 

84/02/27 

84/03/19 

84/03/06 

64/03/06 

40-8824 

40-8698 

90-307 

50-338 

90-338 

p 

p 

p 

8403260109 

B4032601IO 

8403260111 

8403260112 

8403260117 

8403260102 

8403260109 

8403260106 

8403260104 

8403260113 

84/02/22 

84/03/22 

04/03/09 

04/03/19 

84/03/20 

40-1341 
50-200 p 
90-275 0 

30-317 0 

90-322 F 

0403220219 

0403220224 

0403220229 

0403220234 

0403220299 

84032202 16 
8403220220 
8403230326 
8403320326 
8403330294 

84/03/12 

84/01/16 

04/03/17 

84/03/17 

84/03/01 

CONTRACT 

40-1341 

50-392 

50-332 

30-266 

a 

Q 

p 

8403260129 

B4&326D136 

8403260137 

8403260141 

8403260142 

B4032601S3 

8403260123 

8403260034 

8403260123 

8403260138 

04/03/02 

84/03/02 

04/03/19 

04/03/02 

84/01/18 

40-1478 
40-1478 
30-413 A 
40-1478 
40-8102 
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8403860148 0403360123 04/03/03 40-1470 

8403360101 0403360143 04/02/39 50-313 F 

0403260103 0403260133 04/03/02 40-1470 

B403260157 0403260001 04/03/16 30-313 P 

8403860130 0403360123 04/03/03 40-1470 

0403260167 8403260161 04/02/03 50-367 Q 

8403260172 8403360160 84/01/19 50-3S9 <3 

0403360173 B403260166 84/03/13 SO-334 0 

0403260177 8403260174 04/03/00 50-367 O 

0403260103 0403360179 84/03/23 70-27 

8403260301 8403260198 04/03/17 90-244 P 

B4032602D? 0403260205 04/03/03 50-267 0 

8403260211 8403260205 84/03/05 50-267 0 

8403260214 8403260206 84/03/03 30-445 0 

8403360230 8403260317 84/02/06 50-430 O 

8403260232 8403360330 84/03/08 50-313 Q 

8403360334 8403360237 04/03/23 30-34B P 

8403260237 8403260230 84/03/31 50-454 0 

8403260238 8403360235 84/03/17 50-298 0 

8403260340 8403260335 84/02/17 50-298 O 

B40336024B 8403260236 84/02/27 50-317 P 

8403360350 8403260245 84/02/14 50-302 0 

0403260253 8403260349 84/03/22 50-352 E 

8403260265 8403260261 84/02/21 50-321 F 

8403260381 8403260273 84/03/06 50-338 P 

B4 03360304 8403260302 84/03/05 50-344 F 

B403260307 8403260296 84/03/00 CONTRACT 

B4 03260300 8403260302 84/03/05 50-344 F 

0403260317 8403260313 84/03/20 50-293 0 

B403260322 8403260316 84/03/01 CONTRACT 

8403260329 0403260326 04/03/00 50-348 P 

0403260336 0403260331 04/03/09 71-5450 

0403260341 0403260323 04/03/06 CONTRACT 

8403260342 0403260330 04/03/21 50-322 T 

8403260347 0403260344 04/02/27 WASTE MOT 

8403260350 0403260344 04/02/27 WASTE MOT 

6403260353 B403260344 04/02/27 WASTE MOT 

6403260354 0403260340 04/03/23 50-400 0 

8403260356 0403260352 04/03/09 CONTRACT 

6403260369 0403260360 04/03/22 50-275 0 

B4D3360370 0403260363 04/03/00 CONTRACT 

6403260379 0403260377 04/03/22 50-322 T 

6403260414 0403260411 03/03/23 50-325 S 

6403270015 0403270010 04/03/20 50-293 P 

6403270022 8403270010 04/03/20 50-293 P 

8403270024 0403270010 84/03/20 50-293 P 

6403270032 8403270030 84/03/ 16 50-305 P 

B40327003B 8403270030 84/03/16 50-303 P 

6403270040 8403270042 84/03/21 90-352 T 

6403270054 8403270050 84/03/21 0A999 

6403270057 8403270053 04/03/21 50-275 P 

6403270067 8403270064 84/03/08 50-277 P 

6403270069 8403270065 84/03/19 50-352 0 

B403270076 8403270070 84/03/23 50-458 Q 

8403270094 8403270006 84/03/22 40-0760 

6403270097 0403270092 04/03/21 QA99? 

6403270113 8403270106 84/03/22 50-155 P 

6403270122 0403270119 84/03/15 50-322 R 

8403270127 8403270123 84/03/22 50-320 P 

840327012? 0403270123 84/03/22 50-320 P 

B403270136 8403270130 84/03/19 50-249 P 

840327013? 8403270139 84/03/22 50-928 Q 

8403270143 8403270059 84/03/20 50-293 P 

8403270144 8403270130 84/03/19 50-849 P 

8403270197 8403270132 84/03/23 50-322 0 

8403270100 8403270177 84/03/09 90-461 0 

8403270181 8403270170 84/03/23 50-282 0 

6403270184 8403270178 84/03/07 QA999 

8403270180 8403270183 84/03/22 50-395 P 

8403270191 8403270189 84/03/14 50-267 P 

S403270194 8403270189 04/03/14 50-267 P 

6403270212 B403270210 84/03/22 50-320 P 

8403270217 8403270214 04/01/16 70-1257 

6403270221 8403270214 04/01/16 70-1257 

6403270225 0403270223 64/03/22 50-395 P 

8403270234 8403270228 04/03/02 0A999 

6403270230 8403270233 84/03/09 90-409 0 

840327023? 8403270235 84/03/21 50-261 P 

6403270241 8403270228 84/03/02 <3A99? 

6403270242 8403270233 84/03/0? 50-409 0 
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0403270252 

8403270246 

84/03/22 

50-454 

0 

0403270253 

0403270249 

04/03/19 

50-205 

O 

0403270259 

0403270246 

84/03/22 

50-434 

a 

B403270260 

0403270246 

04/03/22 

30-434 

a 

0403270263 

8403270246 

84/03/22 

50-454 

a 

□403270204 

0403270282 

84/03/07 

CONTRACT 


0403270290 

0403270286 

84/03/07 

CONTRACT 


0403870306 

0403270302 

84/03/07 

CONTRACT 


0403270338 

6403270333 

84/03/23 

SO-400 

0 

04032703 90 

0302020109 

83/01/19 

30-255 

9 

8403270362 

6403270360 

04/03/09 

CONTRACT 


0403270368 

0403270365 

84/03/08 

CONTRACT 


0403200014 

0403200009 

84/02/21 

50-416 

p 

6403200010 

0403280009 

84/02/21 

50-416 

p 

0403200023 

0403200009 

84/02/21 

30-416 

p 

0403200044 

6403280037 

84/03/23 

50-348 

p 

0403200052 

0403200049 

04/03/06 

CONTRACT 


8403200094 

0403280045 

84/03/12 

50-34 1 

H 

8403200055 

8403280050 

04/03/13 

XPORTLIC 


8403200068 

8403280065 

04/03/06 

50-83 

P 

B40228007 1 

8403280065 

04/03/06 

50-03 

P 

0403200077 

0304270367 

03/04/13 

50-366 

B 

04 032600 B1 

8403280000 

04/01/17 

FOtA 


8403300101 

8403280090 

84/03/12 

50-275 

p 

0403200103 

0403280099 

83/11/21 

40-8586 


0403200106 

8403280090 

84/03/18 

50-873 

p 

0403300100 

840328 0090 

84/03/ 12 

30-275 

p 

Q4D320O121 

830516 0260 

83/05/05 

50-281 

8 

0403380151 

0403280147 

84/03/08 

XPORTLIC 


0403380156 

8403280149 

84/03/07 

30-250 

H 

0403200157 

04032801 53 

84/03/00 

COMMISSION 

0403 300160 

0403280153 

84/03/08 

50-209 

T 

0403200170 

84032B0167 

84/02/22 

FOIA 


B403280174 

0403280167 

84/02/22 

FOIA 


0403200177 

0403280167 

04/02/22 

FOIA 


84032B0182 

0403280167 

84/02/22 

FOIA 


0403200185 

0403280167 

84/02/22 

FOIA 


8403200187 

8403280106 

84/03/07 

CONTRACT 


0403200188 

0403280167 

84/02/22 

FOIA 


0403200191 

8403280167 

04/02/22 

FOIA 


0403200197 

0403280167 

84/02/22 

FOIA 


0403200218 

8403280214 

04/03/14 

71-9036 


8403200225 

0403280216 

04/03/07 

30-432 

a 

0403200229 

8403280216 

04/03/07 

50-402 

a 

0403200335 

0403280216 

04/03/07 

50-402 

a 

0403300240 

6403280216 

04/03/07 

50-402 

o 

0403200263 

0403280260 

04/03/09 

CONTRACT 


0403200273 

0403200270 

04/03/07 

MISC 


0403200278 

0403280270 

84/03/07 

MISC 


0403200202 

0403280270 

04/03/07 

MISC 


0403200283 

B4032B0270 

84/03/07 

MISC 


0403200294 

0403280270 

04/03/07 

MISC 


0403200276 

0403280270 

04/03/07 

MI6C 


0403200301 

0403280270 

04/03/07 

MIBC 


0403290004 

0403270002 

04/01/13 

50-247 

p 

0403290006 

0403290002 

04/01/13 

FOIA 


0403290007 

0403270002 

04/01/13 

FOIA 


0403290009 

6403270002 

04/01/13 

FOIA 


0403290010 

6403270002 

04/01/13 

FOIA 


840329001 1 

0403270002 

04/01/13 

FOIA 


0403290012 

0403270002 

84/01/13 

FOIA 


0403290014 

8403270002 

04/01/13 

FOIA 


6403290016 

0403270002 

04/01/13 

FOIA 


0403290010 

8403270002 

04/01/13 

FOIA 


0403290020 

84032 90002 

04/01/13 

FOIA 


0403290021 

84032 70002 

84/01/13 

FOtA 


0403290022 

8403270002 

04/01/13 

FOIA 


0403290023 

8403270002 

84/01/13 

FOIA 


0403290024 

0403270002 

84/01/13 

FOIA 


0403290025 

6403270002 

04/01/13 

FOIA 


0403290027 

6403270019 

04/02/29 

50-348 

a 

0403290020 

0403270002 

04/01/13 

FOIA 


0403290031 

0403290002 

04/01/13 

FOIA 


0403290034 

B40329DOD2 

84/01/13 

FOIA 


0403290035 

64032 70002 

84/01/13 

FOIA 


0403290036 

0403290002 

84/01/13 

FOIA 


0403890040 

8403290002 

84/01/13 

FOIA 


0403290041 

8403290002 

84/01/13 

FOIA 


0403290044 

8403290002 

84/01/13 

FOIA 


0403290045 

8403290002 

04/01/13 

50-266 

p 
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8403370046 

B4032 90002 

B4/'01/13 

FOIA 


0403290220 

8403290170 

84/03/20 

50-259 

a 

840337004 Q 

8403290002 

84701/13 

FQIA 


8403290234 

8403290231 

84/02/27 

50-302 

Q 

8403290047 

8403290002 

84/01/13 

50-266 

P 

04 03290239 

8403290337 

04/03/03 

50-259 

Q 

0403290050 

8403290042 

04/03/06 

30-390 

0 

04 03290260 

8403290250 

84/03/16 

50-330 

0 

8403290051 

0403290002 

04/01/13 

FOIA 


0403290266 

8403290262 

84/03/01 

50-302 

0 

B4033 90052 

8403290002 

04/01/13 

FOIA 


84 03290269 

□403290250 

84/03/16 

50-338 

Q 

8403290054 

B 4 03290002 

04/01/13 

FOIA 


04 03290273 

0403290267 

84/03/23 

50-369 

p 

8403290055 

0403290002 

B4/01/13 

FOIA 


0403290276 

0403290270 

84/03/13 

50-413 

Q 

8403290057 

B4 03290053 

84/03/13 

30-334 

0 

□4 03290279 

□403290267 

84/03/23 

50-369 

P 

8403290050 

S403290002 

04/01/13 

FOIA 


04 03290280 

8403290250 

84/03/16 

50-330 

Q 

9403290057 

B403290002 

S4/01/13 

FOIA 


0403290202 

8403290267 

84/03/23 

50-369 

P 

8403290061 

8403290002 

84/01/13 

FOIA 


8403290207 

0403290203 

84/03/21 

50-409 

P 

8403290062 

8403290053 

04/03/13 

50-334 

0 

0403290290 

8403890275 

04/03/01 

50-367 

Q 

8403290063 

8403290002 

04/01/13 

FOIA 


B403290291 

0403290250 

04/03/16 

50-330 

Q 

0403290065 

0403290002 

04/01/13 

FOIA 


8403290292 

□403290286 

84/03/13 

50-29 

0 

0403290066 

8403290043 

04/03/15 

70-398 


8403290294 

0403290209 

84/03/05 

50-330 

Q 

8403270068 

8403290002 

84/01/13 

FOIA 


8403290304 

0403290299 

64/03/27 

50-250 

0 

8403270070 

8403290002 

94/01/13 

FOIA 


8403290305 

8403290302 

04/03/16 

50-354 

A 

8403290071 

0403290064 

04/03/13 

50-271 

a 

8403290308 

8403290302 

04/03/16 

50-354 

A 

8403290073 

0403290002 

04/01/13 

FOIA 


8403290380 

8403290317 

04/02/29 

50-335 

Q 

8403290075 

0403290002 

64/01/13 

FQIA 


0403290342 

8403290338 

04/03/05 

FOIA 


8403290082 

8403290069 

64/03/20 

50-269 

0 

8403290343 

840329033S 

84/03/05 

FOIA 


8403290084 

8403290078 

84/03/14 

50-340 

Q 

8403290344 

8403290341 

04/02/27 

50-528 

D 

8403290089 

0403290070 

64/03/14 

50-340 

0 

840329038? 

0403290385 

04/03/27 

40-2061 


8403290090 

B40329006? 

64/03/20 

50-267 

0 

0403290397 

0403290395 

04/03/25 

50-352 

0 

8403290092 

8403290086 

64/03/07 

30-324 

a 

0403290400 

8403290399 

B4/03/2B 

50-352 

0 

8403290095 

84 032 90069 

04/03/20 

50-269 

0 

0403290405 

8403290404 

B4/03/0B 

XPORTLIC 


8403270076 

B40329007B 

64/03/14 

50-340 

a 

8403300014 

84 03300009 

04/03/29 

50-352 

T 

8403270098 

0403290093 

64/03/23 

30-461 

I 

840330001 5 

0403300011 

04/03/26 

70-27 


8403290102 

B4032 70093 

04/03/23 

50-461 

I 

S1033000S3 

0403300017 

04/03/13 

30-454 

0 

0403290103 

□403290070 

04 / 03/ 1 4 

50-340 

0 

0403300030 

8403300017 

84/03/13 

50-454 

Q 

8403290104 

0403290099 

84/03/13 

30-219 

0 

8403300033 

8403300026 

04/03/16 

50-456 

Q 

8403290107 

8403290093 

04/03/23 

30-461 

I 

84 0330004 0 

8403300036 

B4/03/13 

50-282 

0 

8403290100 

B4 03290069 

04/03/20 

50-269 

0 

0403300044 

B403300041 

04/02/15 

70-27 


8403290113 

84032901 lO 

04/03/14 

ACRS 


0403300047 

8403300042 

04/03/14 

30-315 

0 

8403290114 

8403290109 

84/03/19 

50-335 

a 

B403300049 

8403300048 

84/03/20 

50-302 

F 

8403290119 

84032901 16 

04/03/13 

50-367 

a 

8403300050 

0403300046 

84/01/31 

50-313 

Q 

8403290120 

84032901 16 

84/03/13 

50-307 

0 

84 03300051 

6403300042 

04/03/14 

50-315 

0 

8403290124 

8403290109 

84/03/19 

50-33 5 

0 

8403300057 

8403300053 

84/03/15 

50-341 

<3 

8403290126 

0403290109 

84/03/19 

50-333 

0 

0403300069 

0403300063 

04/03/21 

50-307 

<3 

8403290132 

B40329D109 

04/03/19 

50-335 

0 

0403300071 

0403300065 

04/03/23 

50-27 1 

0 

8403290139 

8403290135 

84/03/22 

50-272 

0 

8403300076 

8403300072 

04/03/ 16 

50-322 

a 

8403290142 

8403290140 

84/03/14 

50-307 

Q 

8403300092 

8403300086 

04/03/23 

50-245 

0 

8403290146 

8403290145 

04/03/19 

50-412 

C 

0403300093 

S403300QB9 

84/03/20 

50-409 

p 

S403290147 

8403290143 

84/02/2B 

50-413 

□ 

8403300103 

0403300098 

84/03/16 

50-354 

0 

8403290149 

8403290140 

04/03/14 

50-307 

0 

8403300115 

8403300111 

B4/D3/26 

50-302 

8 

94032901 50 

8403290144 

04/03/13 

50-352 

0 

0403300116 

8403300107 

B4/03/2B 

50-413 

A 

0403290154 

8403270140 

04/03/16 

50-369 

p 

8403300119 

6403300107 

04/03/20 

50-413 

A 

84 032901 SO 

8403290140 

94/03/14 

50-307 

a 

0403300132 

0403300155 

04/03/15 

50-498 

A 

8403290156 

8403290151 

84/03/05 

30-416 

0 

8403300136 

0403300133 

04/03/09 

50-259 

R 

8403290162 

0403290159 

84/03/32 

30-302 

p 

0403300139 

0403300133 

34/03/09 

50-259 

R 

8403290164 

8403290140 

64/03/16 

30-369 

p 

8403300140 

8403300137 

04/03/27 

70-687 


8403290165 

8403270160 

83/1S/2I 

30-322 

F 

8403300146 

6403300142 

84/03/23 

50-271 

Q 

8403290166 

8403290163 

04/03/20 

30-400 

0 

8403300156 

6403300149 

04/03/22 

50-346 

P 

0403290169 

8403290163 

64/03/ 20 

30-400 

0 

8403300158 

8403300149 

84/03/22 

50-346 

P 

8403290171 

9403270163 

04/03/20 

50-400 

a 

0403300166 

8403300161 

04/03/23 

50-213 

0 

0403290 1 73 

8403290163 

84/03/20 

30-400 

0 

8403300169 

B403300I6S 

84/03/26 

50-223 

0 

8403290100 

8403290174 

B4/03/02 

30-335 

0 

0403300177 

8403300171 

04/03/23 

30-272 

0 

8403290163 

B403270I 7B 

04/03/20 

50-239 

o 

0403300183 

8403300171 

84/03/23 

SO-272 

Q 

8403290100 

B4032?0ta5 

84/03/26 

50-244 

p 

0403300100 

8403300173 

84/03/15 

50-250 

R 

840329010? 

8403290105 

04/03/26 

50-244 

p 

0403300186 

04O33OO1BD 

04/03/23 

50-31 1 

Q 

8403290190 

8403290170 

04/03/20 

50-259 

Q 

8403300190 

0403300100 

04/03/23 

50-31 1 

Q 

8403290191 

8403290186 

04/03/13 

50-209 

0 

0403300191 

8403300189 

04/03/23 

50-244 

0 

8403290194 

B403290193 

04/03/15 

30-366 

Q 

8403300193 

8403300173 

84/03/15 

50-250 

R 

8403290195 

8403290193 

04/03/15 

30-366 

fl 

0403300227 

8403300234 

84/03/15 

71-9134 


8403290196 

8403270193 

04/03/15 

30-366 

Q 

8403300237 

B403300S35 

04/03/13 

TOPREP 


8403290197 

8403290193 

04/03/15 

50-366 

0 

8403300274 

8403300271 

B4/03/27 

50-352 

Q 

8403290199 

8403290190 

04/03/06 

50-400 

Q 

8403300297 

0403300293 

04/03/15 

70-1257 


8403290203 

8403290170 

04/03/20 

50-239 

Q 

e40330030a 

0403300290 

04/03/19 

71-9027 


8403290204 

8403290800 

84/03/22 

30-412 

0 

8403300312 

8403300309 

84/03/20 

CONTRACT 


B4D3270205 

84032908 OS 

04/03/15 

50-320 

Q 

8403300327 

8403300324 

04/03/13 

50-261 

a 

0403290207 

8403290178 

04/03/20 

SO -259 

O 






8403290209 

8403290301 

04/03/01 

30-390 

a 






8403290210 

8403290306 

04/03/13 

50-272 

0 






8403290211 

8403290178 

B4/D3/20 

30-239 

a 






8403290212 

B4D3290S0a 

84/03/19 

50-321 

a 






0403290214 

8403290170 

64/03/20 

30-259 

a 






8403290215 

8403290900 

04/03/19 

30-321 

0 






B4032902I 6 

8403290900 

84/03/19 

50-321 

Q 






8403290219 

8403290909 

64/03/19 

30-321 

Q 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category lollows Ihe application from submission to the day preceding the issuance of an oper- 
ating license It includes all correspondence and documents with substantive technical content that 
do nut fall into other specific categories Included aie 

1 Application for construction permit, 

2 . General Information submitted with construction permit application. 

3 Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses, 

5 Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and suinmaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Sclieduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license, 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR) 

16. Correspondence and documentation on generic technical matters liigliliglned by an event at 
another facility which may affect the subject facility, not covered by an IE Bulletin. 

17. Reports of site visits 

18. Backup technical documents (e.g, topical reports) submitted m support of the application. 

B UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report), 

2. Amendments and changes to the PSAR, 
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' Trans.niit!jl and acknawledgement letters 

4 (ertifiLdies of service to the PSAR 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

Tins category is strictly limited to the items listed below. Othei environmental documents and 
correspondence are filed in Categories A. D, M, P or R 

I. Environmental Report (ER) submitted by the utility 

2 Amendments and supplements to the ER 

3 Transmittal and acknowledgement letters 

4 Information on scheduling of submittal or review of ER 

5 NRC questions, requests for additional information, and applicant responses, 

6 Federal register notices citing the availability of items 1 and 2. 

7, Correspondence relating to the review of ER 

8 Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER 


D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES) 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below Otiier environmental docunients and 
correspondence are in categories A. C, M, P or R 

1 Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2 Supplements to the DES and FES. 


3. Correspondence relating to the DES and FES. 

4 Comments from other federal, state and local government agencies. 
5. Transmittal and acknowledgement letters 


6 . 


Documents related to NRC review of environmental issues 
writing the environmental statements, 


or of ER obtained for purposes of 


7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9 Site visits to obtain information for DES or FES 

me", If of where the primary subject of discussion is the 


E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

IlaLd^Safe'nied pTr' W ‘dl^'d"'"' °‘''r 

categories A, P or W, depending on the phase of the licensing process. 


X 
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Safely Evaluation Repoit (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report) 

Supplements to SER 

Correspondence relating to SER 

4 Federal register notices citing availability of items I and 2 

5 Information on scheduling of SER submittals and review 

(■) Requests for additional information for use in preparing SER, responses to such requests 

7. Meeting announcements or leports of meetings where the primary subject of discussion is the 

SER. 

8 Transmittal and acknowledgement letters 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in tins category arc individual submissions Information submitted as part of the PSAR 
or FSAR is excluded 

1. Fire Hazard Protection Plan and surveys. 

2 Plant evacuation correspondence. 

3 Safeguards Contingency Plans 

4 Review of Health Physics Program. 

5 Correspondence relating to aforementioned plans 

6 Supplements, changes and revisions to plans. 


G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitnisi legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1 Atomic Safely and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3 Requests to make appearances at hearings 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5 Transmittal of supporting documents (e.g., SER. FES) to the boards, 

6. Correspondence to and from interveners 

7 Board orders and decisions, 

8 Petitions for Commission action. 

Legal filings and Commission orders and decisions resulting from item 8. 
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H GENERAL CORRESPONDENCE 


This uategory incJudes doounitinis with little or no bearing on the status ot the application or license 
Items that liavc no substantive technical content or meaning for the status ol the license or applica- 
tion are included 

I Change of address notiHcations 

2. Changes in strucliire of organi/alion 

3 Changes in service lists. 

4 NRC requests to applicant for additional copies ol dociiirtenls, 

5 Coi respondence from the public requesting information about the facility and NRC responses. 

6 Correspondence on strictly administrative matters. 

7 Letters of support, concern or opposition to the facility 

8 Correspondence regarding the Local Public Document Rooms (LPDRs) 

Professional qualification statements not pertaining to the hearing process. 

L FINANCIAL INFORMATION 

This category contains all financial information except that subniitted as part of the application or 
Its amendments or relating to the imposition of civi! penalties 

1 Company annual reports 

2 Separately submitted financial information and related correspondence 

J. INSURANCE AND INDEMNITY INFORMATION 

1 . Indemnity agreements and amendments 

2 Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below All related correspondence falls in category 
A or P 

1 Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report) 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

.S, Certificates of service to the FSAR, 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


This category is limilet! to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit 

1 Limited Work Authorizations (LWA) and amendments 

2 Correspondence pertaining to work performed under LWA s 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1 Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review” 

2 Correspondence where the primary topic of discussion is antitrust matters 

3 All antitrust proceeding related documents except for heanng transcripts, testimony and brief- 
ings, which are filed in category N 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings m antitrust 
matters. Related correspondence falls in category M 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS 

3 Announcement of ACRS meetings 

4 Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of tiie Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

) . Operating license, amendments, proposed amendments, changes and related correspondence 
2. Technical specifications and changes. 
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3 Backup technical documents (e.g . topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2 

5 Correspondence regarding the Final Safety Analysis Report (FSAR) 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license 

7 Correspondence regarding uodes (e.g.. ASME). regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license 

8. information on tlie Standard Review Plan (STP) 

9 Results of surveys or tests conducted m accordance with the technical specifications (not 
periodic reports, which fall in category R), 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP) 

1 1. Owner’s group meeting announcements and reports. 

12 Quality assurance information. 

13 Environmental matters (technical). 

14. Emergency core cooling system documents 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool 

17. Start-up test reports. 

IS. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

I Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins). Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence 

4. Applicant's determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncomphance. 

6. Pre*service and in-service inspections and procedures. 

7 Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s) 

8 Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

Tills i.dtcgi)r> iiKliides peitodiu reports u(\i routine nature 

1 Monrlily. soiniaiinual. or aniuial operating reports (oilier Ilian linancial) 

2 Penodie cnvirnnnicnlal inonitoring, etniieni testing, or sinitliir reports 

^ Periodic personnel esposiiro reports. 

4 Operational Logbooks 

Logbooks on I'.nvironmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Sijiiis Stiinniary Sheets 

5 C orrespoiuieiice or othei Uocimienls telaliiig to ihe above listed items. 


S. REPORTABLE OCCURRENCES. PNOs. PNSs AND RELATED CORRESPONDENCE 

Tills category contains all materials lelalmg to ahnoriiial. iiiuisiial. reportable or nonruuiine occur- 
rences or events Tins includes 

1 All 24-iiour. 10-day .^0-das. interim and llnai Licensee Event Reports (LERs) and follow-up 
correspondence (also called incident reports, abnornuil oceurrence reports and reportable 
OLuurrenccs) 

2 Potential or [lossible reportable deticiency reports and relalc<l correspondence 
.s Personnel esposurc rcpoiis, 

4 Construction det'iciency reports siihniilted under 10 CFR .S0,S5e 

5 Preliminary Nonricaiion ol Ovcurrence (PNOsI and Preliminary Noiinculion of Safeguards 
h.vcnis (PN s) 

b. h.nvi mil mental Teclinical Spocil'icalions violation reports and I'.nvironmental Event reports 

7 Part 21 Reports ot detects and noncumpliaiicc 

S. Correspondence or other duciimonls relating to iicms 1-7 

T. TRANSCRIPTS. TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-lor-word transcripts, cxtcpi lor antitrust matters (category N). 
testimony and bnelings. and congressional matters (category U). 

1 Atomic Salely and licensing Board (ASLB) and Aloinu Safety and Licensing Appeal Board 
(ASLAB) transcripts 

2, Testimony and slatenicnts siihinilled to ASL.B and ASLAB 
Commission meeting transcripts. 

4. NRC stall briermgs to ihe ConimisMon 

5. Statements and written testimony submitted at (‘oinmission meoiiiig oi hearings, 
fi Transcripts ol utility briefs to NRC stall 

7 Advisory Committee on Reactor Sulcguards (ACRS) ineeiiiig lianscnpis 
b. Corrections lo above iiems 



U CONCRESSJONAL/EXECUTIVE CORRESPONDENCE 


Tilts ciiiegory ceintairis corrcspoiKJeiRC on substantive iniilters Routine responses to LOiistituent 
inquiries arc tiled in eategory H 

1 Staieincnts and tcslinuiny beftirc Congress t>r before botlies/eoininiltecs appointed by the 
['xccutive or Legisl.itivc Brtiiiclies 

2 Preparatory and backup duLiimenis lor iteni I 

3 Correspondence to and from NRC OllitC of Congressional Altairs Congress and the Exei.utivc 
Blanch on other than coiistiluenl rcsinnisc matters 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

I Operator licenses or administrative int'orniaiion bearing on licensing of operators 

2 . NRC examination results 

3- Power plant exaiiiination summary sheet 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (caiegoiy P) file fur general technical 
Items from lire application for tertTimaiion ot the operating license onward 

1. Application for authority to voluntarily siirreiulor hceiise 

2 . Application to dismantle the tacilily and dispose ol component parts. 

3 Technical documents sub mil ted in support o( items I and 2. such as’ Decommissioning Plan 

Dismantling Plan. Environmental Report on Dismantling Safety Analysis Report on Decom- 
missioning 

4. Dociimems relating to disposal of radioaciivo material and decontamination ot the site. 

5. Other correspondence relating to above items 

fi All dricumenljition relating to tlic ongoing opera I ion of the plan, toimerly Hied in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage ol low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category conlains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1. License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above, 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

Tins (.onldins iloLiiineiUiiiion [iciuining to open .iiul clused Coininissiuii mcLMings. Ii 

mtludos 

I Sun shine Ael Pedeiiil Keyisiei notices 

^ full wiinen o\planaiu)ii o) closed ineeiings 
.T C'ei iillcaimn ol Ceneriil Counsel on closed meetings 

4 ConnnissuMi Detemnnaiion Siaieinenis legdiding the puhhc diiclosuie ol irunscripis ot 
Commission meenng^ 

5 Veihiitim unolticial and ofticial itansciipis oi poitions ol iranseiipts ot open diul closed 
Connnission meet mgs made publicly available in ace oi dance with piovisioiis ol lOCFK i’an ^ 
the Sunshine Act and Comniission policies 

(n I.nclosuies lo leleased tiansciipts. inclinJing applicable viewguiphs. stall papers, and stall 
coi I espondonce 

7 Stall leqiiireinenis memoianda I'oi open ineeinigs. inenioianda lo lecoid, lecoid ol votes ot 
Connmssioneis on items nndei consnieiation ai meetings 


ACRS - Advisory Committee on Reactor Safeguards 

rills ca togois contains documentation poi taming to the lespoiisihihties ot the Advisoiy Commiiieo 
on React Salegiiaids ACRS ^elvcs as an independent advistny commit leo to the Coiniinssion m 
satety-ielaied aieas. The comnniteo pt ovules advice with lespeci to the haAirds ol new exist- 

mg lUicTeai lacilmes and the adequacy ol i elated salety standards. The dociiniems m tins categoiy 
(lie 

1. Verbatim transciipls ol ACRS siibcomnntlee and lull coinnnttce nieetmgs lelaiing to kicihiy 
license 'applications and safety-related mailers 

2 . ACRS meeting annoiinceinents description ol meeting agendas. 

3 ACRS-generated lepoils. memoranda and coiiebpondence that are publicly available 

4. ACRS consuitani lepoits, coinmenis and lelated cuirespoiulence 

5. ACRS and NRC iccbnical con esprnulence peii.iining to salety inaiieis under leview by the 
Advisoiy Commiiiee on Reacloi Salegiiaids. 


ADVCM ~ NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1. Charters of each advisory committee, 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

Tlib caiegt)ry contiiini documentaiion pei laming lo the daily coiiducl of Commission business in 
ihe 01 1 ICO ol llie Coniniissioncis. including 

1. Iiii-oiiung and outgoing coriespondence to and fioni the Commissioneis iclatiiig to otTicia) 

NRC business, mcluding leports and other cnciusuies. 

2. Travel voucheis, telephone logs and olTiciat appointment calendars of individual Commissioners. 

3. Weekly Infonmitiou Reports (SI:CY series miniber) prepared by the Executive Director for 
Operations (EDO) lor the Coniiiiissioners. providing a summary of key events and items of 
interest undertaken by individual staff and piograni offices. 

NOTE; Foi tiiinscripis of Coiniiiissuin meetings, see lOCFR category. For all other staff paper?, 
with :i SECY scries designation prepared for Comniission review, see SECY category. 


CONTRACT - NRC Contracts and Modificalions 

This caiegojy contains docunicritalion peitaining to AEC and NRC coiuiacts and Inteiagency 
Agieenieiits. including' 

1. Notifications ol issuance ol request loi proposal (RFP) and invitations I'oi bid (IFB) 

2. Solicitations {RFP oi IFB) issued by the NRC. 

3. Notifications of coiitiaci execution, specifying conliacl mmibei, pioiect title, contractor 
name, contract type, luiuling. and peiunl ol' peifoinimicc. 

4. Conti actual ducuiiienis and con ti act modi lieu lions, if any. 

DISCLOSURE — Financial Disclosure Information 

■flits category contains financial disclosure infurination in accordance with the Ethics in Government 
Act of 1978. 


FOI A — Freedom of Information Act Requests and Releases 

This category contains leqiiesis for agency records and lecoids released in accoi dance with the 

provisions of the Fieedom of Inroiination Act (FOI A). Documents in this category include: 

1. Requests made by any member ot the public (assigned an identifying niimbei YY-NNN 
for last two digits of the ycai luimeiical sequence) for NRC iccords made in accordance 
with I he pi o visions ol the Fieeduin of Infuiinaiion Act. 

2. Cojicspondence between the NRC and the lequester relevant lo the processing, appeal, 
denial 01 grunting of an FOIA request. 

.E Recoids oi poi lions ol records icleased in response to specific requests made undei FOIA. 



GEN TECH IS - Generic Technical Issues 


This cti'egDiy coniains tecurds pei taming to unresolved saleiy issues ul u generic natuie that are 
being aiialy/ed by the Division of Nuclear Reucloi Regulation 

1 Dial! lepoits o( action plans to accomplish genenc t.isks in ihe legulatory program. 

2 (’on espoiidenco with indiistiy and mieinal correspondence regarding the nictliodologies, 
analyses, and pi ogi annual ic and technical aspects ul issues 

3 Meeiing iioiillcalions and iiiinuies. 

4. Inieinn I Hidings and status reports on generic tasks addressing related aspects of generic 

technical issues. 


I&E ~ In.spection and Enforcement 

This category contains bulletins, cnculais and inloniiation notices that are issued by the OKice ol 
Inspection and !■ n I oi cement These issuances describe patticiilar events that occiii a I a taciliiy 
that iiia\ ie<.|uuc some lol!ow-up action on the pai t of licensees Also iiicliulcil in this cMtegoiy 
aie pioliininai V iiolilica lions ol events (PNOs) 

1 Il<.I (’iiciilais, which dose ti ho an event at a hcenscil I act lily and are inhninaiionjl in naiiiie. 

2 l&l Into) Illation Notices, which are similar to siicuiais but are prelimmaiy in nature and 
issued shoitiv aliet an event has occurred. 


2^ litl lliilletms. which dcssiibe an event at a licensed laciliiy and lequesl all lecipients lo 
peiloini ueitam iiLlions as a lesiilt oi this event 

4 Pieliminais Nolilkalions ot i veins (FNOs). which piovide updated intoiiuiition of an event 
ol saletv OI piihlii. iiuetesl signiticance 


NO II 1 or lelteis (orwarding the above issuances, iitililv responses li> such issuiiiices, and 
related correspoiulenco, see C'litegory 0 ot individiinl docket categories 


MISC - Public Document Room Miscellaneous 

This categors contains documents that do iioi lall into the scripe id the other non docketed 
categories 


NUREG - NUREG Reports and Related Correspondence 

These doLiitncnis ate loimai lepuils issued by llic CS Nuclear Regulaloiy Coinmission which 
carry ihe NURI (i senes code and coiiospondence pcitainiug lo ihose lepoits NLiRI (i icpoits 
aie accounis ol woik peitonncd eiihei by the NRC siad oi bv NRC coiiltactois. 

1 These lepoiis are normally linal woik pioducls and ate chai iiclen/ed by the lollowmg criteria 

a They aie pieilecisional dociimonis svIiilIi pie sen I inloimatioit to be coiisnieied in 
( ommission lieensing and policy decisions 

h. They piesoni ilic results ol ( onmnssion lieeiismg and policy decisions 

c. They [iieseiii the icsults til lediniCtil lescaich coiulucied loi I ho Comnnssion, 

2. Coiiespoiulonce lioin mdiistiy. goveininciit and miciesied inoinbeis ol ihe public coiniiioiuing 
on lepoils Ol iec|iiesling clai ilicalion ot mtcipielalion. 

}> Intel nal NRC mcimnanda siimmaii/ing mcciings oi discussions pciiaimng to the conictil ol 
the icpo) Is 
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ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations, records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment, and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue Included are 

1, Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2 Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parlies have joint regulatory responsibility, e.g., EPA has authority 
to control all radioactive pollutants emitted into the air 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 


This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are- 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10, 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1, Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3 Correspondence between NRC and the petitioner regarding the status and substance of the 
petition 

4. Comments from the nuclear industry, profekional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category, 

PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government'owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 senes. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup teclinical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR, 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et ai. pertaining to pre-hearing conferences, if any. 

M Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 


1 Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT2J — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or tlte existence of defects which could create a substantial safety hazard. 

2 . Correspondence pertaining to tlie NRC review of reports to assess the possibility of generic 
defects, 

3. NRC inspection reports of defects cited 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 — Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 senes. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include. 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other folJow-up correspondence associated with the resolution 
of inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence, These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific pans of the NRC’s regulations. They also delineate techniques used 

by the staff m evaluating specific problems or postulated accidents, or provide guidance to applt* 

cants Included are 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides, 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5 Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission It also includes documentation per- 
taining to research activities of the Commission. Included are 

1. Project description documents, 

2. Letter reports of accomplishments and data reports: for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3 Pre-icst prediction reports. 

4. "Quick look" reports. 

5. Informal experimental data reports and posl-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREC reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research m 
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deiined technical areas The\ review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of resear cJi 
projects, new research projects, and priorities within the technical areas covered by the research 
review group Documents in this category are 

1 Agendas for quarterly review group meetings. 

2 Sunimar> minutes of review group meetings representing views expressed, including dissenting 
views. 

3 Research plans and predicted results of major experiments; presentations by research contractors 

4 Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM ~ Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Com mission’s regulations Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings, 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 


This category consisls of staff papers prepared for Ihe information or approval of the Commis- 
Stoners which are assigned a SECY report series code. Included are: 


1 . 

'y 


Commission Action papers, which normally include alternatives 
staft on a given issue and require Commission action. 

Consent Calendar items and Policy Session items. 


and recommendations by the 


NOTE 


sumnmfof tv™'"”" Commissioners providing a 

see .he NRC 000 ^^ 0 "^ Xr>. ''' 


STATE PROG - State Programs 
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Stale and local governments in planning responses to radiological emergencies, and (3) a wide range 

01 liaison and cooperative activities regarding such functions as licensing and siting It includes 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding. 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b technical assistance to Agreement States in reviewing apphcations, comphance actions, 
developing regulations, and other areas 

2 Agendas, reports and transcripts of regional workshops and training programs on current 
matters of pohc\ and regulations. i.e decommissioning and facility siting 

3. Stale Legislative Reports. 

4 Agreement State Licensing Statistics Reports 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category 


TOPREP — Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category 

1. Topical reports, dealing with such technical matters as specifications, testing and safely 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports, 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design cnlena 

NOTE For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT ~ Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of higli-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are 

1 . Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories, 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3 Correspondence penaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are 

1 License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment, 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6 Staff position papers (SECY senes code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8 Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTEt For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or informaiion, see lOCFR category. 
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